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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Borough  of  Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 


Office — Municipal  Building,  Rooms  1000  to  1018. 
Telephone — WOrth  2-0184. 

Office  Hours  for  Public— 9  a.  m.  to  4  p.  m.  Saturdays 
9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman. 
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This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Court  Decisions. 
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Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK.  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  December  27,  1938 

Cal.  No.  Department  Premises  Affected 

1 189-38-A . H.B.B . North  side  of  Boardwalk,  600 

ft.  west  of  Ocean  Parkway 
(Block  7289,  Lot  1),  Seaside 
Park,  Borough  of  Brooklyn, 
N.B.  18268-38. 


225  ft.  west  of  Provost  street 

1190-38-A . F.D .  255  Freeman  street,  north  side, 

(Block  2506,  Lots  41-43  in¬ 
clusive  and  part  of  Lot  44), 
Borough  of  Brooklyn, 

75901-L.C.  and  Decision. 


1191-38-A . H.B.R . 207-209  Hart  boulevard,  east 

side,  343  ft.  south  of  Forest 
avenue  (Block  250,  Lot  89), 
West  New  Brighton,  Borough 
of  Richmond,  Alt.  930-38. 


1192-38-A . H.B.B .  3602-3626  Kings  Highway,  south 

side,  between  East  36th  street 
and  East  37th  street  (Block 
7654,  Lot  1),  Borough  of 
Brooklyn,  Applic.  19274-38. 


1 193-38-BZ.  . .  . H.B.M .  29-35  West  28th  street,  north 

side,  85  ft.  6  in.  west  of 
Broadway  (Block  830,  part 
of  Lot  17),  Borough  of 
Manhattan,  Decision. 


1201 -38- A . F.D . 36  Walker  street,  north  side, 

50  ft.  east  of  Church  street 
(Block  194,  Lot  14),  Borough 
of  Manhattan, 

2764-L.F.  and  Decision. 


1202-38- A . F.D .  225  West  86th  street,  2360-2378 

Broadway  and  540-546  Am¬ 
sterdam  avenue  (Block  1234, 
Lot  19),  Borough  of  Man¬ 
hattan, 

2077-L.F.  and  Decision. 


1203-38-BZ _ H.B.Q . 94-71,  94-73,  94-77,  94-79  and 

94-81  217th  street,  east  side, 
88  ft.  D/4  in.  north  of  Jamaica 
avenue  and  217-05  to  217-09 
Jericho  Turnpike  (Block 
1599,  Lots  41-45  inclusive), 
Queens  Village,  Borough  of 
Queens,  Alt.  9358-38. 


1204-38-A . H.B.Q . 297  Hutton  road,  west  side, 

.  339.33  ft.  south  of  Hawtree 
Creek  (Block  4164,  Lot  154), 
Hamilton  Beach,  Borough  of 
Queens,  N.B.  7555-38. 


1 205-38- SM . Celotex  Roofing  Materials, 

manufactured  by  The  Celo¬ 
tex  Corporation,  Material. 


1206-38-SA. . Marshall  Brass  Company  “Lo- 

Lo”  Range  Connector, 

Appliance. 


1194-38-A . H.B.M . 40  Riverside  Drive,  northeast 

corner  of  West  76th  street 
(Block  1185,  Lot  49),  Bor¬ 
ough  of  Manhattan, 

Alt.  2657-38. 


1195-38-A . F.D .  749  East  135th  street,  north¬ 

west  corner  of  Willow  ave¬ 
nue  ( Block  2564,  Lot  51 ) ,  Bor¬ 
ough  of  The  Bronx, 

1286-L.F.  and  Decision. 


1196-38-A . H.B.M . 38-40  West  48th  street,  south 

side,  388.67  ft.  east  of  Sixth 
avenue  (Block  1263,  Lot  58), 
Borough  of  Manhattan, 

F.P.  792-38. 


1197-38-BZ.  ..  .H.B.M . 314-318  West  34th  street,  south 

side,  225  ft.  west  of  Eighth 
avenue  (Block  757,  Lots  46, 
47  and  48),  Borough  of  Man¬ 
hattan,  Decision. 


1198-38- A . F.D . 7-9  St.  Nicholas  avenue,  north¬ 

east  corner  of  Jefferson  street 
(Block  3178,  Lot  6),  Bor¬ 
ough  of  Brooklyn, 

75859-L.C.  and  Decision. 


1199-38-BZ _ H.B.M .  341-343  West  53rd  street,  north 

side,  275  ft.  east  of  Ninth 
avenue  (Block  1044,  Lots  11 
and  12),  Borough  of  Man¬ 
hattan,  Decision. 


1200-38-SA . Penberthy  Vacuum  Breaker, 

Appliance. 


1207-38-S . F.D . 4109  Park  avenue,  northwest 

corner  of  East  175th  street 
(Block  2900,  Lot  39),’ Bor¬ 
ough  of  The  Bronx, 

Decision  re:  Order  #150-37. 


1208-38-A . H.B.M . 505  West  45th  street,  north 

side,  100  ft.  west  of  Tenth 
avenue  and  506  West  46th 
street  (Block  1074,  Lots  27, 
37  and  38),  Borough  _  of 
Manhattan,  Decision. 


DESIGNATIONS :  H.B. — Department  of  Housing  and  Build¬ 
ings:  H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn; 
H  B  M. — Department  of  Housing  and  Buildings,  Manhattan; 
H.B.Q.— Department  of  Housing  and  Buildings,  Queens; 
H.B.R. — Department  of  Housing  and  Buildings,  Richmond ; 
H.B.Bx. — Department  of  Housing  and  Buildings,  Bronx;  H.D. 
Health  Department  and  F.D. — F*ire  Department. 


COURT  DECISIONS 

La  Bouchere  Realty  Corpn.  (Murdock) — On  May  18,  1937.  Board 
affirmed  decision  of  Building  Commissioner  denying  curb 
cut.  because  of  hazardous  conditions,  under  Cal.  No.  169- 
37-A.  in  unrestricted  district,  premises  752-754  First 
Avenue,  N.E.  cor.  42nd  St..  Borough  of  Manhattan. 
Mr.  justice  Shientag  sustained  Board,  holding  its  action 
was  neither  arbitrary  nor  unreasonable  (N.Y.L.J..  March 
18.  1938).  Appellate  Division  unanimously  affirmed  order, 
without  opinion  (N.Y.L.J.,  June  25.  1938).  Court  of 
Appeals  affirmed  order  of  lower  court,  without  opinion. 
(N.Y.L.J.,  Jan.  4,  1939). 


Matter  of  Bruchhausen  (Murdock) — On  Sept.  20,  1938.  Board  affirmed 
decision  of  Boro.  Supt.  of  Buildings  denying  Application 
11730-1938  for  erection  of  gasoline  station  on  same 
block  with  a  Public  School,  in  an  unrestricted  use  dis¬ 
trict.  Cal.  No.  783-38-A,  at  premises  30-36  Henry  St., 
N.W.  cor.  Middagh  St..  Borough  of  Brooklyn.  Mr.  Jus¬ 
tice  Kadien  sustained  Board  (N.Y.L.J..  Jan.  7,  1939) 
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stating  in  part:  “It  is  evident  that  the  danger  to  school 
children  is  as  real  in  an  unrestricted  area  as  it  is  in  a 
restricted  district.  Section  21  of  the  Building  Zone 
Resolution  was  framed  for  the  safety,  health  and  pro¬ 
tection  of  school  children.  This  section  therefore  must 
be  liberally  construed  in  favor  of  the  public  for  whose 
benefit  it  was  enacted.” 


RULES 

Last  Publication  in  Bulletin 

Carbon  Dioxide  Liquefier  Rules....  Nov.  IS,  1938— Vol.  23,  No.  46 
Certificate  of  Occupancy,  approved 

form  . Aug.  23,  1938— Vol.  23,  No.  34 

Concrete  Flat  Slabs,  Rules . July  13,  1937 — Vol.  22,  No.  28 

Concrete  Rules  (Hydrated  Lime)... Aug.  3,  1937 — Vol.  22,  No.  31 

Elevator  Rules  . Mar.  3,  1936 — Vol.  21,  No.  9 

Exit  Rules  (Revolving  Doors) . June  IS,  1937 — Vol.  22,  No.  2* 

Eactory  Exit  Rules . Dec.  13,  1938 — Vol.  ,23,  No.  SO 

Fire  Alarm  Rules  (Interior) . Dec.  27,  1938 — Vol.  23,  No.  52 

Fire  Drill  Rules . Nov.  22,  1938 — Vol.  23,  No.  47 

Fire  Retarding  Rules  for  Garages, 

etc . Jan.  3,  1939— Vol.  24,  No.  1 

Fireproof  Wood,  Testing  of . Apr.  13,  1937 — Vol.  22,  No.  IS 

Frame  Garages,  Ruling  for . Jan.  21,  1919 — Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting 

Rules  . Nov.  1,  1938— Vol.  23,  No.  44 

Gas  Shut-Off  Rules . Apr.  7,  1925 — Vol.  10,  No.  14 

Hatchway  Protection  . June  S,  1928 — Vol.  13,  No.  23 

Oil  Burner  Rules . Jan.  3,  1939 — Vol.  24,  No.  1 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Sept.  13,  1938— Vol.  23,  No.  37 

Platform  Trucks,  Specifications  for. Nov.  24,  1936 — Vol.  21,  No.  47 

Plumbing  Rules  . Aug.  3,  1937 — Vol.  22,  No.  31 

Procedure,  Rules  of . Sept.  7,  1937 — Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A.C.Dec.  6,  1938 — Vol.  23,  No.  49 

Smoking  in  Factories,  Rules  for - Dec.  20,  193S — Vol.  23,  No.  SI 

Sprinkler  Rules  . June  29,  1937— Vol.  22,  No.  26 

Standpipe  Fireline  Rules . Tune  8,  1937 — Vol.  22,  No.  23 

Structural  Alterations,  Reporting. .  .June  7,  1932 — Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Apr.  10,  1923 — Vol.  8,  No.  IS 

LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Mar.  5,  1935 — Vol.  20,  No.  10 

Fireline  Hose  Valves . Nov.  8,  1938 — Vol.  23,  No.  45 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  .  Jan.  3,  1939 — Vol.  24,  No.  1 

Fuel  Oil  Fill  Pipe  Terminals . Jan.  3.  1939 — Vol.  24,  No.  1 

Fuel  Oil  Burners  for  Industrial  Use.  Aug.  30,  1938— Vol.  23,  No.  35 

Fuel  Oil  Pumps . Jan.  3,  1939— Vol.  24,  No.  1 

Gas  Heaters  . Jan.  3,  1939— Vol.  24.  No.  1 

Paint,  Varnish  and  Lacquer  Spray 

ing  Equipment  .  Sept.  13,  1938— Vol.  23,  No.  37 

Range  Oil  Burners  and  Space 

Heaters  . Jan.  3,  1939— Vol.  24.  No.  1 


JANUARY  4,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  Janu¬ 
ary  4,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  on  the  following  matters : 

cal.  no.  489-38-BZ — Application,  June  14,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Sam  Schwartz  and  Joseph 
Schwartz,  owners,  to  permit  in  a  resi¬ 
dence  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  219-01  North  Conduit 
boulevard  and  144-01  to  144-09  Spring- 
field  boulevard  (Block  No.  3820,  Lot 
No.  4),  Springfield  Gardens,  Borough 
of  Queens. 

cal.  no.  95-38-BZ — Application,  February  16,  1938,  under 
section  7 h  of  the  building  zone  resolu¬ 
tion,  of  Manufacturers  Trust  Company, 
as  applicant  and  trustee,  on  behalf  of 
R.  L.  Arcade  Co.,  Inc.,  owner  (William 
Bartinek,  lessee),  to  permit  in  a  busi¬ 


ness  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  136- 
28  to  136-38  39th  avenue,  south  side, 
262.60  ft.  east  of  Main  street  (Block 
No.  4980,  Lot  No.  14),  Flushing,  Bor¬ 
ough  of  Queens. 

cal.  no.  390-37-BZ — Application,  August  4,  1937,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Aaron  A.  Roth,  applicant, 
on  behalf  of  George  M.  Thomson, 
owner  (Joseph  Beyer,  lessee),  to  per¬ 
mit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  50-02  Skillman  ave¬ 
nue,  south  side,  between  50th  street  and 
51st  street  (Block  No.  131,  Lot  No. 
17),  Long  Island  City,  Borough  of 
Queens. 

cal.  no.  729-38-BZ— Application,  August  22,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  B.  Lynch,  appli¬ 
cant,  on  behalf  of  Talbo  Gasoline  Com¬ 
pany,  Inc.,  owner  (Colonial  Beacon  Oil 
Co.,  Inc.,  lessee),  to  permit  in  a  busi¬ 
ness  use  district  the  extension  of  an 
existing  gasoline  service  station;  3150- 
3158  Boston  road,  southeast  corner  of 
Laconia  avenue  (Block  No.  4614,  Lot 
No.  9),  Borough  of  The  Bronx. 

cal.  no.  755-38-BZ— Application,  August  30,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Joseph  Glicker,  applicant  and 
lessee,  on  behalf  of  Bankers  Trust  Co., 
as  trustees  of  Keith  W.  Morris  and 
Louis  H.  Morris,  owners,  to  permit  in 
a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  890 
Dawson  street  and  935  Intervale  ave¬ 
nue,  southwest  corner  (Block  No.  2702, 
Lot  No.  41),  Borough  of  The  Bronx. 

cal.  no.  1010-38-BZ — Application,  November  9,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  Excelsior  Savings  Bank, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  east 
side  of  Jerome  avenue,  96  ft.  south  of 
East  184th  street  (Block  No.  3187,  Lot 
No.  21),  Borough  of  The  Bronx. 

cal.  no.  999-38-BZ — Application,  November  7,  1938,  under 
sections  21  and  7b  of  the  building  zone 
resolution,  of  Abram  Shlefstein,  appli¬ 
cant,  on  behalf  of  Duam  Realty  Hold¬ 
ing  Co.,  Inc.,  owner  (Jack  Goldstein, 
lessee),  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district  the  extension  of  a  gasoline 
service  station ;  premises  219-25  Mer¬ 
rick  boulevard,  northwest  corner  of 
220th  street  (Block  No.  3541,  Lot  No. 
114),  Springfield,  Borough  of  Queens. 
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cal.  no.  830-38-BZ — Application,  September  29,  1938,  under 
sections  7 a  and  21  of  the  building  zone 
resolution,  of  Koch  and  Wagner,  appli¬ 
cants,  on  behalf  of  Louis  Lachter, 
owner  (H.  C.  Bohack  Co.,  Inc.,  lessee), 
to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  the  erection  and  maintenance  of 
an  auto  laundry  on  an  existing  gasoline 
service  station ;  premises  61-52  to  61-64 
Woodhaven  boulevard  and  61-09  to 
61-21  Dry  Harbor  road,  southwest  cor¬ 
ner  (Block  No.  2950,  part  of  Lot  No. 
1),  Elmhurst,  Borough  of  Queens. 

cal.  no.  403-37-BZ — Application  August  12,  1937,  under 
section  7h  of  the  building  zone  resolu¬ 
tion  of  Max  Silver,  lessee,  on  behalf 
of  Reproduction  Furniture  Manufac¬ 
turing  Co.,  Inc.,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  507- 
511  Sheffield  avenue,  east  side,  40  ft. 
south  of  Livonia  avenue  (Block  No. 
3822,  part  of  Lot  No.  18),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 
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and  54),  Long  Island  City,  Borough  of 
Queens. 

1216-38- A— 22  Washington  Square  North,  north  side,  271 
ft.  5 y2  in.  west  of  Fifth  avenue  and  22 
Mac  Dougal  Alley  (Block  No.  551,  Lot 
No.  11),  Borough  of  Manhattan. 

1218-38- A — Tract  of  land  bounded  by  East  Tremont  avenue, 
Castle  Hill  avenue,  St.  Raymond  avenue, 
Odell  street,  Westchester  avenue,  Hugh  J. 
Grant  Circle,  Virginia  avenue,  Wood  ave¬ 
nue  and  White  Plains  road  (Block  No. 
3938,  Lot  No.  1,  west  of  Unionport  avenue 
and  Block  No.  3944,  Lot  No.  1,  east  of 
Unionport  avenue) ;  (Metropolitan  Housing 
Project),  Borough  of  The  Bronx. 

1226-38- A — Southwest  corner  of  Ocean  Parkway  and  Coney 
Island  Concourse  (Block  No.  7290,  Lot 
No.  1),  Seaside  Park,  Borough  of  Brook¬ 
lyn. 


1227-38-A— 72-02  to  72-08  Northern  Boulevard,  southeast 
corner  of  70th  street  (Block  No.  1243,  Lot 
No.  1),  Jackson  Heights,  Borough  of 
Queens. 


1230-38- A— 


East  side  of  86th  street,  18  ft.  south  of  25th 
avenue  (Block  No.  1360,  Lot  No.  1),  As¬ 
toria,  Borough  of  Queens. 


Variation  of  Labor  Law 

1175-38-S — West  side  of  11th  street,  running  from  44th 
road  to  44th  avenue  and  10-33  44th  road 
(Block  No.  449,  Lot  No.  13),  Long  Island 
City,  Borough  of  Queens. 


General  Resolution 

2-39-GR — Interpretation  of  Amendment  to  Art.  1,  Subd.  16 
of  Sec.  4  of  the  Multiple  Dwelling  Law 
relative  to  Curb  Levels. 

Appeals  from  Administrative  Orders 

1130-38- A— 90  Wythe  avenue,  southwest  corner  of  North 
11th  street  (Block  No.  2295,  Lot  No.  18), 
Borough  of  Brooklyn. 

1172-38-A — 1520-1524  Bushwick  avenue,  south  side,  50  ft. 

west  of  Aberdeen  street  (Block  No.  3466, 
Lot  Nos.  36  and  37),  Borough  of  Brook¬ 
lyn. 

994-38-A — 17  West  60th  street,  north  side,  175  ft.  west  of 
Broadway  (Block  No.  1113,  Lot  No.  13), 
Borough  of  Manhattan. 

1131  -38- A — 2811-2821  East  Third  street  (Brighton  Third 
street),  southeast  corner  of  Canal  avenue 
(Banner  avenue)  ;  (Block  No.  7261,  Lot 
No.  47),  Borough  of  Brooklyn. 

1135-38- A — 113  Weirfield  street  and  630  Evergreen  avenue, 
northwest  corner  (Block  No.  3395,  Lot 
No.  38),  Borough  of  Brooklyn. 

1182- 38- A — 25  Knox  place,  north  side,  430  ft.  east  of 
Slosson  avenue  (Block  No.  329,  Lot  No. 
86),  Borough  of  Richmond. 

1 188- 38- A — 134-138  Hinsdale  street,  west  side,  100  ft.  south 

of  Glenmore  avenue  (Block  No.  3715,  Lot 
No.  21),  Borough  of  Brooklyn. 

1 189- 38- A — North  side  of  Boardwalk,  600  ft.  west  of  Ocean 

Parkway  (Seaside  Park)  ;  (Block  No.  7289, 
Lot  No.  1),  Borough  of  Brooklyn. 

1192-38-A — 3602-3626  Kings  Highway,  south  side,  from  East 
36th  street  to  East  37th  street  (Block  No. 
7654,  Lot  No.  1),  Borough  of  Brooklyn. 

1214-38- A— 47-46  40th  street,  west  side,  90.03  ft.  north  of 
48th  avenue  (Block  No.  199,  Lot  Nos.  52 


Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  afternoon,  Jan¬ 
uary  4,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  on  the  following  matters,  except  cases  which  have  been 
heard  and  on  which  decision  has  been  reserved  without  fur¬ 
ther  argument,  pending  an  inspection  and  a  report  with 
recommendation  by  the  committee  of  the  board : 

cal  no.  538-37-BZ — Application,  November  15,  1937,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Nicholas  Yannaco,  applicant, 
on  behalf  of  W.  H.  Flattau  &  Son, 
owners,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  501  West 
185th  street,  northwest  corner  of  Am¬ 
sterdam  avenue  (Block  No.  2156,  Lot 
No.  56),  Borough  of  Manhattan. 

cal.  no  803-38-BZ— Application,  September  20,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  W.  H.  and  J.  F,  Dusenbury, 
applicants,  on  behalf  of  Estate  of  Leo¬ 
pold  Rossbach,  owner  (Laurence  B. 
Rossbach,  trustee),  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  3901- 
3911  White  Plains  avenue,  northwest 
corner  of  East  222nd  street  (Block  No. 
4824,  Lot  Nos.  4  and  7),  Borough  of 
The  Bronx, 

HARRIS  H.  MURDOCK,  Chairman. 
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JANUARY  10,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
10,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters  : 

cal.  no.  740-38-BZ — Application,  August  24,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sutta  and  Frankel,  applicants, 
on  behalf  of  Janice  H.  Devore,  owner, 
to  permit  in  a  residence  use  district 
the  erection  and  maintenance  of  a  gas¬ 
oline  service  station  and,  also,  an  acces¬ 
sory  building  to  be  used  as  auto  laun¬ 
dry,  lubritorium  and  office ;  premises 
1940-1960  Linden  boulevard,  south  side, 
from  Pennsylvania  avenue  to  New  Jer¬ 
sey  avenue,  785-795  Pennsylvania  ave¬ 
nue  and  848-858  New  Jersey  avenue 
(Block  No.  4347,  part  of  Lot  No.  1), 
Borough  of  Brooklyn. 

cal.  no.  454-37-BZ — Application,  September  22,  1937,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Mary  A.  Bres- 
1  in  and  Elsie  F.  Breslin,  owners  (Jo¬ 
seph  Pagano,  lessee),  to  permit  partly 
in  a  business  use  district  and  partly  in 
a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  9105-9115  3rd  avenue,  east 
side,  31  ft.  Y\  in.  south  of  91st  street 
and  310-320  91st  street  (Block  No. 
6086,  Lot  No.  6),  Borough  of  Brook¬ 
lyn. 

cal.  no.  569-37-BZ — Application,  December  2,  1937,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Sophie  Galum- 
beck,  owner  (Flatbush  Coal  and  Coke 
Corporation,  lessee),  to  permit  in  a 
residence  district  the  operation  of  coal 
pockets,  coal  storage,  truck  driveway 
and  railroad  siding;  premises  2030-2044 
McDonald  avenue,  west  side,  339  ft.  6 
in.  north  of  Avenue  S  and  49-57  Lake 
street  (Block  No.  6680,  Lot  Nos.  23, 
124  and  125),  Borough  of  Brooklyn. 

cal.  no.  858-38-BZ — Application,  October  6,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  W.  H.  and  J.  F.  Dusenbury,  appli¬ 
cants,  on  behalf  of  Margaret  Demuth, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3513-3515 
Jerome  avenue,  west  side,  180.44  ft. 
south  of  Gun  Hill  road  (Block  No. 
3324-B,  Lot  No.  142),  Borough  of  The 
Bronx. 

cal.  no.  984-38-BZ — Application,  November  4,  1938,  under 
sections  7b  and  21  of  the  building  zone 
resolution,  of  Boak  and  Paris,  Inc., 
applicant,  on  behalf  of  Guide  Realty 


Company,  owner,  to  permit  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district  the  erection  and 
maintenance  of  a  business  building 
(motion  picture  theatre  and  stores) 
and,  also,  the  omission  of  the  required 
rear  yard;  premises  3611-3621  River- 
dale  avenue,  west  side,  94.7  ft.  north 
of  West  236th  street  (Block  No.  3416, 
Lot  No.  162),  Borough  of  The  Bronx. 

cal.  no.  824-38-BZ — Application,  September  27,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Charles  O.  Heyt,  appli¬ 
cant,  on  behalf  of  John  D.  Rockefeller, 
Jr.,  owner,  to  permit  partly  in  a  re¬ 
stricted  retail  use  district  and  partly  in 
a  residence  use  district  and  also,  partly 
in  a  one  and  one-quarter  (1  Y)  times 
height  district  and  partly  in  a  one  and 
one-half  (1)4)  times  height  district  the 
erection  and  maintenance  of  a  business 
building;  a  portion  of  the  street  walls 
of  said  building  exceeding  the  height 
permitted  by  the  building  zone  resolu¬ 
tion  ;  premises  668-670  Fifth  avenue 
and  2-6  West  53rd  street,  southwest 
corner  (Block  No.  1268,  Lot  Nos.  40 
to  44,  inclusive),  Borough  of  Man¬ 
hattan. 


cal.  no.  94-38-BZ — Application,  February  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Arthur  W.  Renander,  appli¬ 
cant,  on  behalf  of  Jeho  Co.,  Inc.,  owner 
(Jamaica  Parking  Co.,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  89-02  to  89-12  166th  street, 
southwest  corner  of  89th  avenue 
(Block  No.  866,  Lot  No.  72),  Jamaica, 
Borough  of  Queens. 

cal.  no.  573-37-BZ — Application,  December  3,  1937,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Herman  Kron,  applicant, 
on  behalf  of  Mutual  Life  Insurance  Co. 
of  New  York,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  not  more 
than  five  (5)  motor  vehicles;  premises 
158-176  Columbus .  avenue,  101  West 
67th  street,  100  West  68th  street  and 
1980-1998  Broadway  (Block  No.  1139, 
Lot  No.  24),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  10,  1939,  2  P.  M. 

Appeals  from  Administrative  Orders 

964-38- A — 6  Chatham  square,  west  side,  94  ft.  9  in.  north 
of  Mott  street  (Block  No.  162,  Lot  No. 
41),  Borough  of  Manhattan. 

912-38-A — 407-411  Oakland  street,  west  side,  25  ft.  north 
of  Clay  street  (Block  No.  2483,  Lot  No. 
37),  Borough  of  Brooklyn. 

Ill 8-38- A — 59-83  59th  street,  east  side,  272.6  ft.  south  of 
59th  drive  (Block  No.  2649,  Lot  No.  135), 
Maspeth,  Borough  of  Queens. 
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1095-38- A— 1680  Broadway,  east  side,  60  ft.  north  of  West 
52nd  street  and  808  Seventh  avenue  (Block 
No.  1024,  Lot  No.  38),  Borough  of  Man¬ 
hattan. 

11 14-38- A— 41-01  to  41-16  12th  street,  super  block  bounded 
by  41st  avenue,  21st  street,  Bridge  Plaza 
north  and  12th  street  (Block  No.  463,  Lot 
No.  182  and  Block  No.  464,  Lot  No.  114), 
Long  Island  City,  Borough  of  Queens. 

1121- 38- A— 12-02  to  12-32  40th  avenue,  super  block  bounded 

by  40th  avenue,  21st  street,  41st  avenue 
and  12th  street  (Block  No.  467,  Lot  Nos. 
510  and  544  and  Block  No.  468,  Lot  No. 
457),  Long  Island  City,  Borough  of 
Queens. 

11 22- 38- A— 10-02  to  10-30  40th  avenue,  super  block  bounded 

by  40th  avenue,  12th  street,  41st  avenue 
and  10th  street  (Block  No.  469,  Lot  No. 
415  and  Block  No.  470,  Lot  No.  375),  Long 
Island  City,  Borough  of  Queens. 


of  Forest  avenue  (Block  No.  250,  Lot  No. 
89),  West  New  Brighton,  Borough  of  Rich¬ 
mond. 

1 196,38- A— 38-40  West  48th  street,  south  side;  388.67  ft. 

east  of  Sixth  avenue  (Block  No.  1205, 
Lot  No.  58),  Borough  of  Manhattan. 

1059-38- A— 564  Seventh  avenue,  wert  side,  49.9  £L  north  ot 
West  40th  street  (Block  No.  1012,  Lot  No. 
31),  Borough  of  Manhattan. 

1221-38-A— 55-15  Grand  avenue,  north  side,  259.2  ft.  west 
of  Old  Flushing  road  (Block  No.  2609, 
Lot  No.  6),  Maspeth,  Borough  of  Queens. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon  Janu¬ 
ary  10,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  on  the  following  matters: 


11 23- 38- A— 10-02  to  10-30  41st  avenue,  super  block  bounded 

by  41st  avenue,  12th  street,  a  proposed 
street  (41st  road)  and  10th  street  (Block 
No.  465,  Lot  No.  35  and  Block  No.  466, 
Lot  No.  35),  Long  Island  City,  Borough 
of  Queens. 

11 24- 38- A— 8-02  to  8-32  40th  avenue,  super  block  bounded 

by  40th  avenue,  10th  street,  41st  avenue 
and  Vernon  boulevard  (Block  No.  478, 
Lot  Nos.  1,  22  to  27  inclusive  and  Block 
No.  479,  Lot  No.  1),  Long  Island  City, 
Borough  of  Queens. 

11 25- 38- A— 8-02  to  8-36  41st  avenue,  super  block  bounded 

by  41st  avenue,  10th  street,  Bridge  Plaza 
North  and  Vernon  boulevard  (Block  No. 
480,  Lot  No.  1  and  Block  No.  481,  Lot 
Nos.  1  to  7,  inclusive,  8,  12,  16,  36,  55  and 
63),  Long  Island  City,  Borough  of  Queens. 

1155-38-A — 1049-1065  Rockaway  avenue,  east  side,  32  ft.  7 
in.  south  of  Linden  boulevard  (Block  No. 
3644A,  Lot  No.  4),  Borough  of  Brooklyn. 

1157-38- A— 142  East  34th  street,  south  side,  115  ft.  east  of 
Lexington  avenue  (Block  No.  889,  Lot  No. 
60),  Borough  of  Manhattan. 

1 164- 38- A — 44-02  11th  street,  west  side,  from  44th  road  to 

44th  avenue  (Block  No.  449,  Lot  No.  13), 
Long  Island  City,  Borough  of  Queens. 

11 65- 38- A— 1815  Morris  avenue,  northwest  corner  of  Hen- 

wood  place  (Block  No.  2826,  Lot  Nos.  32, 
32^t,  32j4  and  33),  Borough  of  The  Bronx. 

11 67-38- A— 267-273  South  4th  street,  130  Marcy  avenue, 
northwest  corner  (Block  No.  2434,  Lot 
Nos.  207  to  210,  inclusive  and  part  of  Lot 
Nos.  213  and  214),  Borough  of  Brooklyn. 

1170-38-A — 770-778  Eastern  parkway,  south  side,  90  ft. 

west  of  Kingston  avenue  (Block  No.  1271, 
Lot  Nos.  31  and  34),  Borough  of  Brook¬ 
lyn. 

1183-38-A — 325  Knickerbocker  avenue,  east  side,  75  ft.  south 
of  Hart  street  (Block  No.  3236,  Lot  No. 
5),  Borough  of  Brooklyn. 

1094-38- A — 17  Marcy  avenue  and  2-6  Ainsle  street,  south¬ 
east  corner  (Block  No.  2373,  Lot  No.  1), 
Borough  of  Brooklyn. 

121 1-38- A— 755  Seventh  avenue,  southeast  corner  of  West 
50th  street  (Block  No.  1002,  Lot  No.  61), 
Borough  of  Manhattan. 

1191 -38- A — 205-209  Hart  boulevard,  east  side,  343  ft.  south 


\i  no  307-33-BZ— Application  of  Samuel  Gilbert,  apph- 
L-  Na  ^  cant,  on  behalf  of  1758  Realty  Co.  Inc., 

owner,  reopened  December  6,  1938  for 
consideration  as  to  extension  of  permit 
—re  Application,  previously  granted  on 
condition,  under  section  21  .  of  the 
building  zone  resolution,  permitting,  m 
a  business  use  district  the  alteration 
and  change  of  occupancy  of  an  exist¬ 
ing  building  to  a  motor  vehicle  repair 
shop  for  a  temporary  period;  premises 
1758-1766  Coney  Island  avenue,  west 
side,  220  ft.  south  of  Avenue  N  (Block 
Nlr,  Lot  No.  18).  Borough  of 


CAL. 


NO. 


877-38-BZ— Application,  October  13,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  A.  Bagge.  Jr.,  appli¬ 
cant,  on  behalf  of  Grandboro.  Realty 
Corporation,  owner,  to  permit,  in  a 
residence  use  district  the  conversion  of 
occupancy  of  part  of  an  existing  mul¬ 
tiple  dwelling  to  business  use ;  premises 
2327  Grand  Concourse,  west  side,  247 
ft  north  of  East  183rd  street  (Block 
No.  3164,  Lot  No.  24),  Borough  of 
The  Bronx. 


cal.  no.  888-38-BZ— Application,  October  11,  1938.  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Abraham  Farber,  appli¬ 
cant,  on  behalf  of  Anchor  Laundry  of 
Brooklyn,  Inc.,  owner,  to  permit  in  a 
residence  use,  and  “C”  area  district,  the 
alteration,  extension  and  conversion  of 
occupancy  of  an  existing  building  to  a 
garage  for  more  than  five  (5)  motor 
vehicles,  and.  also,  the  omission  of  the 
required  rear  yard;  premises  467-473 
Prospect  avenue,  north  side,  151  ft.  4 
in  west  of  Prospect  Park  West  (Block 
No.  1113,  Lot  No.  62),  Borough  of 
Brooklyn. 


c\l  no  229-34-BZ— Application  of  Edgar  J.  Moeller,  ap¬ 
plicant,  on  behalf  of  John  McCluskey, 
owner,  reopened  December  20,  1938,  for 
consideration  as  to  extension  of  time 
to  complete  work — time  having  expired 
by  limitation— re  Application  previous¬ 
ly  granted  on  condition  under  section 
21  of  the  building  zone  resolution,  per- 
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mitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  repair 
shop  for  motor  vehicles  in  connection 
with  automobile  sales  building;  prem¬ 
ises  531-535  East  Fordham  road,  north¬ 
east  corner  of  Bathgate  avenue  (Block 
No.  3273,  Lot  Nos.  305  and  307),  Bor¬ 
ough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  17,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  January 
17,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  738-38-BZ- — Application,  August  23,  1938,  under 
sections  7 a  and  21  of  the  building  zone 
resolution,  of  Bernard  Trencher,  appli¬ 
cant,  on  behalf  of  Mary  T.  Hasselman 
and  Anastasia  L.  Bartley,  owners 
(Socony-Vacuum  Oil  Compan}',  Inc., 
lessee),  to  permit  in  a  residence  use 
district  the  extension  of  a  gasoline  ser¬ 
vice  station  and  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gasoline  service  station  office,  lubri- 
tory,  auto  laundry  and  for  the  sale  of 
accessories ;  premises  1815-1825  Ocean 
avenue,  east  side,  280  ft.  south  of  Ave¬ 
nue  M  (Block  No.  7656,  Lot  No.  55 
and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 

cal.  no.  103-38-BZ — -Application,  February  15,  1938,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Sherman  S.  Rogers,  ap¬ 
plicant,  on  behalf  of  Frank  L.  Weil, 
William  E.  Russell  and  Raymond  J. 
Scully,  trustees  of  Series  C-2,  New 
York  Title  &  Mortgage  Co.,  owner,  to 
permit  in  a  residence  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  42-46  Sutton  place  south,  east 
side,  from  East  54th  street  to  East 
55th  street,  425-457  East  54th  street  and 
418-432  East  55th  street  (Block  No. 
1366,  Lot  Nos.  16  and  19  and  part  of 
Lot  No.  33),  Borough  of  Manhattan. 

cal.  no.  921-38-BZ — Application,  October  25,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  V.  Iaricci,  applicant,  on 
behalf  of  Joseph  P.  Kissling,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  110-40  Horace 
Harding  boulevard  (Nassau  boule¬ 
vard),  southwest  corner  of  Colonial 
avenue  (Block  No.  2161,  Lot  Nos.  115 
and  118),  Corona,  Borough  of  Queens. 

cal.  no.  1127-38-BZ — Application,  December  5,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Samuel  J.  Kessler,  ap¬ 
plicant,  on  behalf  of  M.  A.  H.  Holding 
Corporation,  owner,  to  permit  partly 
in  a  business  use  district  and  partly  in 


an  unrestricted  use  district  the  altera¬ 
tion  and  conversion  of  occupancy  of 
two  (2)  buildings  to  a  garage  for  more 
than  five  (5)  motor  vehicles;  the  ex¬ 
isting  building  is  occupied  as  a  garage 
for  more  than  five  (5)  motor  vehicles 
and  was  previously  granted  by  the 
board  and  the  westerly  building  is  oc¬ 
cupied  as  a  dyeing  plant  also,  previ¬ 
ously  granted  by  the  board ;  premises 
2201-2227  Neptune  avenue,  north  side, 
between  West  22nd  street  and  West 
23rd  street  (Block  No.  6990,  Lot  No. 
26),  Borough  of  Brooklyn. 

cal.  no.  840-38-BZ — Application,  October  3,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Francis  L.  Shea,  applicant,  on 
behalf  of  The  Trustees  of  the  Sailors 
Snug  Harbor,  owner  (Gertrude  I. 
Bergoff,  lessee),  to  permit  partly  in  a 
business  use  district  and  partly  in  an 
unrestricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  52-58  East  8th  street  and  305 
Mercer  street,  southwest  corner  (Block 
No.  548,  Lot  Nos.  32  to  35,  inclusive), 
Borough  of  Manhattan. 

cal.  no.  992-38-BZ — Application,  November  5,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  M.  Lonergan,  ap¬ 
plicant,  on  behalf  of  Fargo  Realty 
*  Corporation,  owner,  to  permit  partly 
in  a  business  use  district  and  partly  in 
an  unrestricted  use  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  1062-1066 
Swinton  avenue  and  2800-2810  Eastern 
boulevard,  southeast  corner  (Block  No. 
5534,  part  of  Lot  No.  1),  Borough  of 
The  Bronx. 

cal.  no.  1051-38-BZ- — Application,  November  22,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  George  G.  Miller,  appli¬ 
cant,  on  behalf  of  Gabriel  Besner, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  elevation  of  the  rear  yard  of 
a  multiple  dwelling  above  the  limit  set 
by  the  building  zone  resolution ;  prem¬ 
ises  2175  Ryer  avenue,  west  side,  102 
ft.  5-5/16  in.  north  of  East  181st  street 
(Block  No.  3157,  Lot  No.  59),  Bor¬ 
ough  of  The  Bronx. 

cal.  no.  17-38-BZ — Application,  January  13,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 
of  Harlem  Savings  Bank,  owner 
(Rosemol  Realty  Corporation,  lessee), 
to  permit  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  324- 
328  West  34th  street,  south  side,  325 
ft.  west  of  8th  avenue  (Block  No.  757, 
Lot  Nos.  51  to  53,  inclusive),  Borough 
of  Manhattan. 

cal.  no.  418-37-BZ — Application,  August  25,  1937,  under 
section  7h  of  the  building  zone  resolu- 
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tion,  of  Lauritz  Lauritzen,  applicant,  on 
behalf  of  Louis  Frisse,  owner,  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  115-125  Myrtle  avenue,  north 
side,  22.89  ft.  east  of  116th  street 
(Block  No.  9257,  Lot  No.  57),  Rich¬ 
mond  Hill,  Borough  of  Queens. 

cal.  no.  274-36-BZ— Application  of  Commander  Oil  Cor¬ 
poration,  owner,  reopened  December 
20,  1938,  .for  consideration  as  to  exten¬ 
sion  of  time  to  complete  work — time 
having  expired  by  limitation — re  Appli¬ 
cation  previously  granted  on  condition, 
under  section  21  of  the  building  zone 
resolution,  permitting  in  a  business  use 
district,  the  extension  of  a  petroleum 
storage  plant ;  premises  72-40  to  72-50 
Elizabeth  avenue  (foot  of  Elizabeth 
avenue)  ;  (Block  No.  520,  Lot  Nos.  10, 
13,  69,  74  and  75),  Arverne,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  17,  1939,  2  P.  M. 

Appeals  from  Administrative  Orders 

1049-38- A— 591  Washington  street,  east  side,  75  ft.  north 
of  Clarkson  street  and  610  Greenwich 
street  (Block  No.  601,  Lot  No.  29),  Bor¬ 
ough  of  Manhattan. 

1 126-38- A — 477-483  10th  avenue,  southwest  corner  of  West 
37th  street  (Block  No.  708,  Lot  Nos.  35 
and  37),  Borough  of  Manhattan. 

1 008-38- A- WF— 126-14  38th  avenue,  south  side,  100  ft.  east 
of  126th  street  (Block  No.  1826,  Lot  No. 
14),  Corona,  Borough  of  Queens. 

1096-38-A— 41-75  Kissena  boulevard,  northeast  corner  of 
Sanford  avenue  (Block  No.  882,  Lot  No. 
]),  Flushing,  Borough  of  Queens. 

751- 38-A — 166-36  to  166-40  Jamaica  avenue,  southwest  cor¬ 

ner  of  168th  street  (Block  No.  1169,  Lot 
No.  14),  Jamaica,  Borough  of  Queens. 

752- 38- A — 78-84  Myrtle  avenue  and  100-102  Lawrence 

street,  southwest  corner  (Block  No.  147, 
Lot  No.  22),  Borough  of  Brooklyn. 

1228-38-A-WF — 133-61  Roosevelt  avenue,  northwest  corner 
of  Prince  street  (Block  No.  4973,  Lot  Nos. 
37-40  inclusive),  Flushing,  Borough  of 
Queens. 

1147-38- A- WF' — 113-04  Queens  boulevard,  south  side,  20  ft. 

east  of  76th  avenue  (Block  No.  3340,  Lot 
No.  24),  Forest  Hills,  Borough  of  Queens. 

1220-38-A — 141-151  Lincoln  avenue,  northwest  corner  of 
East  134th  street  (Block  No.  2317,  Lot 
Nos.  44  to  49,  inclusive),  Borough  of  The 
Bronx. 


1209-38- 222-224  West  59th  street,  south  side,  325  ft. 

west  of  7th  avenue  (Block  No.  1030,  Lot 
No.  46),  Borough  of  Manhattan. 


1208-38- A— 505 


120 1-38- A — 36 


West  45th  street,  north  side,  100  ft.  west 
of  10th  avenue  and  504  West  46th  street 
(Block  No.  1074,  Lot  Nos.  27,  37  and  38), 
Borough  of  Manhattan. 

Walker  street,  north  side,  50  ft.  east  of 
Church  street  (Block  No.  194,  Lot  No. 
14),  Borough  of  Manhattan. 


1213-38-A— 61-70 


Overlook  Terrace,  southwest  corner  of 
West  187th  street  (Block  No.  2180,  Lot 
No.  46),  Borough  of  Manhattan. 


Variations  of  Labor  Law 


1210-38-S — 617-627  Madison  avenue,  east  side,  from  East 
58th  street  to  East  59th  street,  37-41  East 
58th  street  and  36-54  East  59th  street 
(Block  No.  1294,  Lot  No.  46),  Borough  of 
Manhattan. 


1212-38-S — 105-107  Johnson  avenue,  north  side,  7a  ft.  east 
of  Leonard  street  (Block  No.  3060,  Lot 
Nos.  30  and  32),  Borough  of  Brooklyn. 


Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  Jan¬ 
uary  17,  1939,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  on  the  following  matter,  except  cases  which 
have  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 
report  with  recommendation  by  the  committee  of  the  board : 


cal.  no.  177-27-BZ— Application  of  Seelig  and  Finkelstein 
applicants,  on  behalf  of  Bay  Road 
Realty  Corporation,  owner,  reopened 
November  1,  1938,  for  consideration  as 
to  extension  of  time  to  obtain  permits 
and  to  complete  work— time  having  ex- 
.  pired  by  limitation — re  Application, 

previously  granted  on  condition,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  permitting  in  a  residence  use 
district  extending  from  a  business  use 
district  the  erection  and  maintenance 
of  a  building  for  store  occupancy  on 
the  first  story;  premises  north  side  of 
Broadway  (Cornaga  avenue),  79.18  ft. 
east  of  Mott  avenue  (Block  No.  47, 
Lot  No  78).  Far  Rockaway,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  24,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  Janu¬ 
ary  24,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  on  the  following  matters: 


1190-38-A — 253-257  Freeman  street,  north  side,  225_ft.  west 
of  Provost  street  (Block  No.  2506,  Lot 
Nos.  41  to  43,  inclusive  and  part  of  Lot 
No.  44),  Borough  of  Brooklyn. 

1204-38-A — 297  Hutton  road,  west  side,  339.33  ft.  south  of 
Haw  tree  Creek  road  (Block  No.  4164,  Lot 
No.  154),  Hamilton  Beach,  Borough  of 
Queens. 


cal.  no.  967-38-BZ— Application,  November  1,  1938,  under 
sections  7b  and  7c  of  the  building  zone 
resolution,  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Greenpoint  Bliss 
Carolin  Stores,  Inc.,  .  owner  (F.  W. 
Woolworth  Company,  lessee),  to  per¬ 
mit  partly  in  a  residence  use  district 
and  partly  in  a  business  use  district  the 
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erection  and  maintenance  of  an  exten¬ 
sion  to  an  existing  business  building 
(stores);  premises  46-10  to  46-12 
Greenpoint  avenue,  south  side,  109.77 
ft.  west  of  47th  street  and  45-40  47th 
street,  west  side,  124  ft.  south  of 
Greenpoint  avenue  (Block  No.  153,  part 
of  Lot  Nos.  13,  17  and  25),  Sunnyside, 
Borough  of  Queens. 


cal.  no.  139-38-BZ— Application,  March  5,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolu¬ 
tion,  of  Irving  Krantz,  for  Furst, 
Schwartz,  Schwager  and  Landau,  ap¬ 
plicants,  on  behalf  of  Nina  L.  Sonnen- 
strahl,  owner,  to  permit  partlv  in  a 
business  use  district  and  partly  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  190- 
200  Barbey  street  and  2850-2862  Fulton 
street,  southwest  corner  (Block  No. 
3949,  Lot  No.  22),  Borough  of  Brook¬ 
lyn. 


brose  Clark  and  Stephen  Carlton  Clark, 
owners,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  erection  and  mainten¬ 
ance  of  a  golf  driving  range;  premises 
221-02  to  221-40  Horace  Harding  (Nas¬ 
sau)  boulevard  and  61-01  to  61-75 
Springfield  boulevard,  southeast  corner 
(Block  Nos.  7644,  7645,  7656  and  7657, 
Lot  No.  1),  Bayside,  Borough  of 
Queens. 


cal.  no.  770-38-BZ — Application  August  29,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  Samuels  and  Samuels,  appli¬ 
cants,  on  behalf  of  Minnie  Zagarino, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  extension  and  reconstruction 
of  a  gasoline  service  station  (prev¬ 
iously  granted  by  the  board)  premises 
109-61  to  109-73  Van  Wyck  boulevard 
and  109-118  to  109-130  Lincoln  avenue, 
northeast  corner  (Block  No.  10066,  Lot 
No.  1),  Jamaica,  Borough  of  Queens. 


cal.  no.  805-38-BZ— Application,  September  20,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  P.  McMahon,  applicant, 
on  behalf  of  Corporation  of  the  East¬ 
ern  Hills,  owner,  to  permit  partlv  in  a 
business  use  district  and  partly  in  a 
residence  use  district  the  erection  and 
maintenance  of  a  golf  driving  range; 
premises  southwest  corner  of  Horace 
Harding  (Nassau)  boulevard  and  Hol¬ 
lis  court  boulevard  (Block  No.  5720 
Lot  No.  25,  Block  No.  5721,  Lot  Nos’ 
1  and  40,  Block  No.  5724,  Lot  No.  30 
Block  No.  5725,  Lot  No.  1  and  Block 
No.  5726,  Lot  Nos.  3  and  15),  Flush¬ 
ing,  Borough  of  Queens. 

cal.  no.  1011-38-BZ — Application,  November  9,  1938,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Albert  C.  Benson,  appli¬ 
cant,  on  behalf  of  Marie  D.  Dobran, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of 
an  accessory  building  on  an  existing 
gasoline  service  station;  premises  111- 
66  Corona  avenue  and  112-35  to  112-43 
Colonial  avenue,  southwest  corner 
(Block  No.  1972,  Lot  Nos.  53  and  56), 
Corona,  Borough  of  Queens. 


cal.  no.  408-38-BZ— Application  of  William  J.  McMahon. 

applicant  and  lessee,  on  behalf  of  Hans 
Donhauser,  Inc.,  owner,  reopened  and 
restored  to  calendar  December  6,  1938 
(previously  withdrawn),  under  section 
21  of  the  building  zone  resolution,  to 
permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  72- 
01  Astoria  boulevard  (Grand  Central 
Parkway  Extension),  northeast  corner 
of  72nd  street  (Block  No.  1004,  Lot 
No.  52),  Astoria,  Borough  of  Queens. 

cal.  no.  890-38-BZ— Application  October  14,  1938,  under 
sections  7e,  7h  and  21  of  the  building 
zone  resolution  of  E.  C.  Bartlett  for 
145  East  41st  Street  Corporation,  les¬ 
see,  R.  W.  Goelet,  owner,  to  permit  in 
a  business  use  district,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  145-149  East  41st 
street,  north  side,  100  ft.  west  of  Third 
avenue  (Block  No.  1296.  Lot  Nos.  30, 
31  and  32),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  24,  1939,  2  P.  M. 


cal.  no.  796-38-BZ— Application  September  15,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Milton  D.  Clausen,  ap¬ 
plicant  on  behalf  of  Frederick  Am¬ 


Appeal  from  Administrative  Order 

1009-38-A — 57-16  Granger  street,  south  side.  136  ft.  east 
of  Martense  avenue  (Block  No.  1950,  Lot 
No.  46).  Corona,  Borough  of  Queens. 


NOTICE 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conveni¬ 
ence  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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OIL  BURNER  RULES 

[217-21-SR] 

NOTICE — In  this  publication  of  these  Rules,  a  new  decimal 
numbering  system  has  been  employed,  but  tor  eon- 
venience,  the  former  designations  are  also  shown  in 
brackets. 

RULES  COVERING  THE  INSTALLATION  AND 
USE  OF  OIL  BURNING  EQUIPMENT  AND 
THE  STORAGE  OF  OILS  USED  IN 
CONNECTION  THEREWITH 

Adopted  by  the  Board  of  Standards  and  Appeals  June 

15,  1934,  Amended  July  12,  1935,  January  28,  1936,  and 

Decembsr  4,  1936. 

(Superseding  Fuel  Oil  Rules  adopted  by  the  Board 
of  Standards  and  Appeals,  November  6,  1919; 
amended  January  6,  1922;  January  18,  1924;  Oc¬ 
tober  19,  1926;  September  11,  1928;  January  11, 

1929;  March  20,  1931 ;  May  12,  1931 ;  November  24, 

1931;  May  10,  1932;  June  24,  1932,  and  November 
4,  1932). 

Authority :  Section  718  A  of  the  Charter  of  the 

City  of  New  York  to  carry  into  effect  the  pro¬ 
visions  of  Chapter  X,  Code  of  Ordinances. 

Rule  1.  Scope. 

[a]  1.1  No  person  shall  install  oil-burning,  or  oil-storage 

equipment  for  use  within  the  City  of  New  York 
except  as  provided  in  these  rules. 

[b]  1.2  These  rules  shall  not  apply  to  gas  companies  stor¬ 

ing  or  using  oil  in  the  manufacture  of  illuminating 
gas  for  public  use. 

Rule  2.  Definitions. 

2.1  For  the  purpose  of  these  rules  the  following  terms 
shall  be  interpreted  in  accordance  with  these  defi¬ 
nitions  : 

2.2  APPROVED:  Shall  mean  devices  hereafter  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
and  also,  when  required  by  the  Board  of  Standards 
and  Appeals,  approved,  listed  as  standard,  and/or 
labeled  by  any  nationally  recognized  standard 
testing  laboratory  not  operated  for  commercial 
profit,  provided  all  such  devices  are  installed  in 
accordance  with  these  rules.  Such  approval  is 
subject  to  suspension  or  revocation  for  non-com¬ 
pliance  with  these  rules.  All  devices  approved  by 
the  Board  of  Standards  and  Appeals  prior  to  the 
adoption  of  these  rules  shall  be  accepted. 

2.3  AUTOMATIC  PUMP:  Shall  mean  an  automatic 
transfer  pump  operating  independent  of  the  burner 
to  provide  a  continuous  supply  of  oil. 

2.4  BURNER:  A  device  designed  for  the  purpose  of 
burning  oil. 

2.5  COMMERCIAL  INSTALLATIONS— Oil  burn¬ 
er  installations  in  buildings,  other  than  dwellings 
when  used  for  heating  and  generation  of  power 
for  use  on  premises. 

2.6  CONTROLS— Such  electrical  or  mechanical  de¬ 
vices  as  are  installed  for  the  purpose  of  providing 
safe  and  continuous  operation. 

2.7  DISCHARGE  LINE:  That  portion  of  the  line 
between  the  discharge  outlet  of  the  pump  and  the 
burner  oil  inlet  connection. 

2.8  DOMESTIC  INSTALLATIONS— Oil  burner  in¬ 
stallations  installed  in  dwellings  as  defined  in  these 
rules. 

2.9  DWELLINGS:  Buildings  used  exclusively  for 


dwelling  purposes  and  occupied  by  one  or  two 
families,  including  convents,  rectories  and  mon¬ 
asteries. 

2.10  ELECTRICALLY  GROUNDED:  For  protection 
against  lightning  shall  mean  storage  tanks  se 
directly  in  or  on  the  ground  and/or  with  under¬ 
ground  piping  connections.  Where  storage  tanks 
without  underground  piping  connections  are  built 
on  bases  above  the  surface  of  the  earth,  sue 
storage  tanks  shall  be  grounded  at  two  (2)  points, 
180°  (degrees)  apart  as  follows: 

2  10.1  The  conductor  from  tank  to  ground  con¬ 
nection  shall  be  of  copper  not  smaller  than 
No.  6  (.162")  AVV.G.  wire,  or  pipe  not 
less  than  one-half  inch  (J4")  in  diameter. 

2.10.2  One  end  of  conductor  shall  be  permanently 
and  electrically  bonded  to  tank.  The  other 
end  shall  be  bonded  to  a  ground  connec¬ 
tion  consisting  of  a  water  pipe  or  a  rod, 
pipe  or  plate  having  a  surface  area  of  not 
less  than  one  hundred  and  ninety  (190) 
square  inches,  buried  in  moist  earth  not  less 
than  two  feet  (2Q  below  the  surface  of  the 
earth. 

2.11  FILL  PIPE:  That  portion  of  the  line  between  the 
fill  pipe  terminal  and  the  fill  pipe  connection  in 
the  storage  tank. 

2.12  FIRE  RETARDING  MATERIALS: 

2  12.1  One-half  O/2)  inch  plaster  boards  or  as¬ 
bestos  boards,  or  three-eighths  (V&)  inch 
gypsum  wall  boards  weighing  not  less  than 
16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  (1)  inch  lapped  seams 
nailed  to  the  wood  beams  when  spaced  not 
more  than  sixteen  (16)  inches  on  centers, 
or  nailed  to  furring  strips  when  the  floor 
beams  are  spaced  more  than  sixteen  ( 16) 
inches  on  centers,  or 

2.12.2  Two  thicknesses  of  one-quarter  04)  inch 
asbestos  boards  laid  with  tight  staggered 
joints  and  nailed  to  the  beams,  when  spaced 
not  more  than  sixteen  (16)  inches  on  ca¬ 
ters,  or  nailed  to  furring  strips  when  the 
floor  beams  are  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.3  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement 
mortar  at  least  three-quarters  (J4)  >nch 
thick. 

2.12.4  Note— All  fire  retarding  material  to  be  ap¬ 
plied  as  required  in  rules  for  fire  retarding 
material  of  the  Board  of  Standards  and 
Appeals. 

2.13  GROUND:  An  electrical  conductor  having  capac¬ 
ity  to  absorb  current. 

2.14  INDUSTRIAL  INSTALLATIONS:  Oil  burner 
installations  for  industrial  purposes. 

2.15  OIL:  Any  liquid  mixture,  substance  or  com¬ 
pound  derived  from  petroleum,  including  kero¬ 
sene  and  fuel  oil  as  defined  in  the  Code  of  Ordi¬ 
nances,  Chapter  X,  Article  1,  Section  1. 

2.16  OIL  BURNING  EQUIPMENT:  Any  device  in¬ 
cluding  burners,  oil  burning  heaters,  internal  com¬ 
bustion  engines  used  for  heating,  power  or  other 
purposes  designed  for  and/or  using  oil  as  defined 
in  these  rules. 

2  17  OIL  LEVEL  INDICATING  DEVICE:  A  means 
by  which  the  level  of  the  oil  in  a  storage  tank  may 

be  indicated. 
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2.18  OVERFLOW  PIPE:  A  pipe  which  conveys,  b) 
gravity,  the  oil  from  the  maximum  level  of  an 
auxiliary  tank  to  the  storage  tank  or  from  the 
pump  to  the  storage  tank. 

2.19  PERMANENT  DEFORMATION:  Wherever 
phrase,  “without  permanent  deformation,”  is  used 
in  these  rules  it  shall  mean  that  the  tanks  or  con¬ 
tainers  shall,  after  release  of  test  pressure,  resume 
their  original  size  and  shape. 

2.20  PERMIT:  Shall  mean  permit  for  storage  of  oil. 

2.21  PORTLAND  CEMENT  CONCRETE:  Shall 
mean  a  mixture  of  one  (1)  part  cement  and  not 
more  than  two  and  one-half  (2y2)  parts  sand  and 
five  (5)  parts  of  coarse  aggregate  and  complying 
in  all  other  respects  with  the  requirements  of  the 
Code  of  Ordinances,  Chapter  V,  Article  2,  Sec¬ 
tion  28. 

2.22  PREHEATER:  A  device  designed  for  heating  oil 
for  the  purpose  of  decreasing  the  viscosity. 

2.23  RELIEF  VALVE:  A  valve  held  shut  by  a  spring 
or  other  means  of  automatically  relieving  pressure 
in  excess  of  its  setting. 

2.24  RELIEF  LINE:  That  portion  of  the  line  between 
the  bypass  connection  of  the  relief  valve  and  the 
supply  line  or  storage  tank. 

2.25  REMOTE  CONTROL:  A  hand,  electric,  or  me¬ 
chanically-operated  device  to  shut  off  the  oil  sup¬ 
ply.  A  thermostat  is  not  acceptable  as  a  remote 
control. 

2.26  SCAVENGING  LINE:  A  line  installed  to  per¬ 
mit  the  removal  of  water  or  foreign  matter  from 
a  storage  tank. 

2.27  SHOP  T  ABR1CATED :  Shall  mean  completely 
built  in  the  shop  of  the  tank  manufacturer. 

2.28  SHUT-OFF  VALVE:  A  device  that  can  be  ac¬ 
tuated  to  prevent  the  flow  of  liquid  in  a  line  of 
pipe. 

2.29  SIORAGE  CONTAINER:  Any  container  for 
oil  connected  to  a  burner  or  oil-burning  heater 
and  having  a  capacity  of  ten  (10)  gallons  or  less. 

2.30  STORAGE  TANK:  Any  container  for  oil  hav¬ 
ing  a  capacity  of  two  hundred  and  seventy-five 
(275)  gallons  or  more,  having  a  fill  line  and  vent 
line  connected  thereto. 

2.31  STORAGE  TANK,  AUXILIARY:  Any  con¬ 
tainer  for  oil  having  a  capacity  of  not  over  60 
gallons  and  used  as  an  intermediary  tank  for 
gravity  feed  and  equipped  with  an  automatic  or 
manually  operated  pump. 

2.32  SUPPLY  LINE:  That  portion  of  the  line  be¬ 
tween  the  storage  tank  and  the  pump  oil  inlet 
connection.  Where  a  pump  is  not  used,  it  shall 
be  that  portion  of  the  line  between  storage  tank 
and  burner  and  burner  oil  inlet  connection. 

2.33  TEST  WELL:  An  opening  in  the  top  of  the 
storage  tank  or  a  straight  pipe  connected  to 
such  opening  through  which  a  gauge  stick  may 
be  inserted  into  the  storage  tank. 

2.34  TRANSFER  PUMP :  An  oil  pump  that  is  not 
an  integral  part  of  the  burner  and  which  is  in¬ 
stalled  between  storage  tank  and  burner. 

2.35  VENT  PIPE:  That  portion  of  the  line  between 
vent  pipe  terminal  and  vent  pipe  connection  in 
the  storage  tank. 

Rule  3.  Oil  Permitted. 

I  a]  3.1  Oil  permitted  under  these  rules  shall  be  any  liq¬ 
uid  mixture,  substance,  or  compound  derived 
from  petroleum,  shale  oil,  coal  tar,  and  the  liquid 
products  thereof,  and  shall  have  a  flash  point  not 
lower  than  100  degrees  Fahrenheit  when  tested 


in  a  Pensky-Martens  closed  cup  tester  (Ameri¬ 
can  Society  for  Testing  Materials  Method  D93- 
22)  and  marketed  under  the  following  commercial 
grades : 


Range  Oil  SP.  Gr. 

No.  1  Fuel  Oil  “  “ 

No.  2  “  “ 

No.  3  . 

No.  4  “  “ 

No.  5  “  “ 

No.  6  “  “ 

[b]  3.2  The  use  of  crankcase  refuse 
strictly  prohibited. 


(A.  P.  I.)  40-44° 

“  36-40° 

“  32-36° 

“  28-32° 

“  24°  + 

“  18°  + 

“  10°  + 

oil  as  fuel  oil  is 


Rule  4.  Burners. 


[a]  4.1  Burners,  including  oil-burning  heaters,  shall  be 

as  approved,  provided  with  suitable  safeguards 
to  prevent  abnormal  discharge  of  oil. 

[b]  4.2  Approval  of  burners  or  oil-burning  heaters  de¬ 

signed  for  installation  with  storage  of  not  more 
than  six  (6)  gallons  shall  include  approval  of 
storage  containers  and  limitations  of  installation. 
If  more  than  six  (6)  gallons’  storage  is  desired 
for  such  burners  or  oil-burning  heaters,  a  stor¬ 
age  tank  shall  be  installed  as  provided  for  in 
these  rules.  Portable  containers  of  not  more 
than  six  (6)  gallons’  capacity  may  be  filled  from 
such  storage  tanks  by  means  of  an  approved 
hand  pump  located  above  the  top  of  the  tank. 

[c]  4.3  The  requirements  of  these  rules  shall  not  apply 

to  the  use  and  installation  of  portable  burners 
not  requiring  a  connection  to  a  flue  where  such 
burners  are  of  the  type  commonly  used  for 
household  purposes  including  oil  stoves,  oil  heat¬ 
ers  and  oil  lamps  equipped  with  a  woven  wick, 
nor  do  the  requirements  of  these  rules  apply  to 
such  portable  apparatus  such  as  blow  torches 
soldering  pots,  tar  heaters,  snow  melters,  etc. 

Rule  5.  Material  and  Construction  of  Tanks. 

5.1  Cylindrical  Tanks  (except  vertical  tanks  located 
outside  of  buildings  above  ground). 

[a]  5.1.1  All  tanks  for  the  storage  of  fuel  oil  shall 

be  built  of  steel  plates  made  by  the  open 
hearth  process  and  known  to  the  trade  as 
“tank  steel.”  Such  plates  shall  be  free 
from  physical  imperfections,  such  as  lami¬ 
nations,  cracks,  mill  scale,  etc.  All  steel 
must  be  new  in  good  condition  and  free 
from  rust.  The  thickness  of  steel  required 
and  the  size  and  spacing  of  rivets  shall  be 
as  stated  in  the  table  given  below. 

[b]  5.1.2  All  tanks  must  be  welded  or  riveted  and 

caulked,  or  riveted  and  welded.  Flanges 
or  other  pipe  connections  may  be  welded. 
All  caulking  shall  be  done  witli  round  nose 
tools  and  without  injury  to  the  plates 
Filler  of  any  kind  between  plates  is  pro¬ 
hibited. 

[c]  5.1.3  Thickness  of  cylindrical  tanks,  excepi 

tanks  of  275  gallons  capacity  or  less . 

Tanks  36  in.  in  diameter  and  less — lA  in 
shell,  in-  heads. 

Tanks  37  to  72  in.  in  diameter — Rj  in- 
shell,  5/16  in.  heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in. 
shell,  in.  heads. 

Tanks  over  120  in.  in  diameter  to  be  of 
3A  in.  steel  and  to  be  stiffened  by  angle 
rings  or  equivalent  members  so  as  to  re¬ 
tain  their  cylindrical  form. 
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Id]  5.1.4  All  cylindrical,  oval  or  abround  storage 
tanks  shall  have  dished  heads  with  a 
curvature  the  radius  of  which  is  not 
greater  than  the  diameter  of  the  tank. 
Dished  heads  shall  be  formed  with  an  ade¬ 
quate  cylindrical  extension  rim  to  provide 
welding  or  riveting  surface.  Should  flat 
heads  be  used  they  must  be  braced  in  the 
same  manner  as  described  for  the  bracing 
of  flat  sides  of  rectangular  tanks. 

[e]  5.1.5  Diameter  and  spacing  of  rivets: 

Riveting  in  single  lap  seams  shall  not 
exceed  a  pitch  as  follows: 

In  shell  VA  in.  thick,  $4  in.  in  diameter 
rivets  2]/A  in.  pitch. 

In  shell  5/16  in.  thick,  %  in.  in  diameter 
rivets  2Y%  in.  pitch. 

In  shell  Y%  in.  thick,  Ya  in.  in  diameter  riv¬ 
ets  in.  pitch. 

5.2  Rectangular  Tanks. 

[a]  5.2.1  All  rectangular  tanks  shall  be  built  of 

steel  plates  of  the  quality  required  for 
cylindrical  tanks,  and  of  a  thickness  of 
not  less  than  5/16  of  an  inch. 

[b]  5.2.2  Corners  may  be  made  up  by  bending  the 

plates  or  by  use  of  angles. 

[c]  5.2.3  Rivets  in  seams  shall  be  Y&  of  an  inch  in 

diameter  and  spaced  not  more  than  2]4 
inches  center  to  center. 

[d]  5.2.4  All  flat  surfaces  of  rectangular  tanks  are 

to  be  braced.  Bracing  shall  be  done  either 
by  using  structural  steel  members  which 
will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of 
five  (5),  or  by  using  bars  from  side  to 
side,  end  to  end  and  top  to  bottom  of  the 
tanks  as  the  case  may  be. 

[e]  5.2.5  When  structural  steel  members  are  used 

such  as  angle,  channels  or  beams,  etc.,  the 
distance  from  center  to  center  of  the  rivet 
lines  on  these  members  must  not  be  in 
excess  of  twenty-four  inches,  and  the  rivet 
spacing  must  be  such  that  it  will  develop 
the  full  strength  of  the  members.  In  no 
case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  mem¬ 
bers. 

[f]  5.2.6  When  structural  steel  reinforcing  members 

are  tied  together  with  braces  in  order  to 
reduce  the  effective  length,  the  braces 
shall  not  be  stressed  higher  than  nine 
thousand  (9,000)  pounds  per  square  inch 
taken  in  the  minimum  net  section. 

[e]  5.2.7  If  structural  steel  members  are  omitted 
and  the  sides  of  the  tank  are  braced  by 
means  of  rods  or  bars,  these  members 
should  not  be  spaced  farther  apart  than 
twenty- four  (24)  inches  center  to  center  in 
all  directions.  The  unit  stress  permitted  in 
these  members  shall  not  be  in  excess  of  nine 
thousand  (9,000)  pounds  per  square  inch 
on  the  minimum  net  section. 

[h]  5.2.8  The  connection  between  these  members  and 
the  sides  of  the  tank  must  in  all  cases  be 
such  that  it  will  develop  the  full  net  sections 
of  the  bars  so  that  the  bar  will  break  before 
the  connection  will  let  go. 

5.3  All  Tanks  Except  Vertical  Above-Ground  Stor¬ 
age  Tanks. 

[a]  5.3.1  All  storage  tanks  for  oil  of  two  hundred 


lb] 


and  seventy-five  (275)  gallons  capacity  or 
less  shall  have  a  minimum  thickness  of  shell 
and  head  plates  of  U.  S.  Standard  10  gauge 
(  134").  Auxiliary  storage  tanks  of  t)U  gal¬ 
lons  or  less  shall  be  similarly  constructed 
but  need  not  be  of  a  gauge  thicker  than  U. 
S.  Standard  No.  14. 

5.3.2  At  time  of  installation  all  storage  tanks 
shall  bear  a  permanently  fixed  plate,  spot- 
welded  or  equivalent,  bearing  the  name  o 
tank  manufacturer,  the  gauge  of  materia 
and  capacity  of  tank.  All  shop  fabricated 
storage  tanks  shall  be  installed  without 
structural  alteration. 

cl  5.3.3  All  openings  shall  be  through  the  top  of  the 
storage  tank  except  that  27o-gallon  storag 
tanks  may  be  provided  with  a  three-quarter 
inch  04")  opening  for  gravity  discharge 
and  a  one-inch  (1")  opening  in  the  bottom 
for  cleaning  and  protection  against  corro¬ 
sion. 

5  3.4  All  buried  storage  tanks  shall  have  a  thor¬ 
ough  coating  on  the  outside  of  hot  tar,  as- 
phaltum,  or  other  equivalent  rust-resisting 
material.  All  such  tanks  shall  be  electrically 
grounded. 

Manholes;  where  used  for  oils  having  a  vis¬ 
cosity  less  than  500  sec.  Saybolt  Universal  at 
100°  F.  shall  have  manhole  covers  bolted 
and  air  tight;  where  used  for  oils  having  a 
viscosity  greater  than  500  sec.  Saybolt  Uni¬ 
versal  at  100°  F.  (No.  5  or  No.  6  Commer¬ 
cial  Standard  grades)  shall  have  manhole 
covers  bolted  or  otherwise  secured  to  the 
tanks  and  kept  hydrostatically  tight  at  all 


[d] 


[e]  5.3.5 


5.4 

[a] 

[b] 


Vertical  Storage  Tanks  Over  1,000  Gallons 
Capacity  Located  Outside  of  Building  Above 
Ground.  , 

5.4.1  Vertical  tanks  located  outside  of  building 
above  ground  shall  be  built  of  steel  plates 
of  the  quality  required  for  cylindrical  tanks. 

5.4.2  The  minimum  thickness  of  shell  or  bottom 
plates  shall  be  J/i  inch  and  the  minimum 
thickness  of  roof  plates  inch. 

The  thickness  of  shell  plates  shall  be  figured 
in  accordance  with  the  following  foimula. 

P  x  r  x  F 


[c] 


[d] 


t  equals- 


T  x  E 

P  equals  head  pressure  at  bottom  of  ring 
under  consideration. 

R  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds 


inch).  . 

E  equals  efficiency  of  vertical  joint  in  ring 
under  consideration  (calculations  to  be 
based  on  formulas  as  given  in  Bulletin  No. 
14  of  the  New  York  State  Industrial  Com¬ 
mission). 


5.4.3  Roof  plates  shall  have  single  riveted  water¬ 
tight  seams  and  the  roof  shall  be  built  to 
shed  water.  Bottom  plates  shall  have  single 
lap  riveted  seams.  Shell  plate  seams  shall 
be  designed  with  proper  efficiency  to  meet 
requirements  of  above  formular  for  shell 


plates. 

5  4  4  In  all  cases,  steel  tanks  for  the  storage  of 
fuel  oil  must  be  built  metal  to  metal.  No 
filler  of  any  kind  will  be  permitted. 
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5.5  Storage  Containers. 

|a)  5.5.1  Storage  containers  for  oil  of  six  (6)  gallons 
capacity  or  less  used  in  connection  with 
burners  or  oil-burning  heaters  shall  be  de¬ 
signed  to  withstand  a  hydrostatic  pressure 
test  of  five  (5)  pounds  per  square  inch 
without  permanent  deformation,  rupture  or 
leakage  and  shall  be  approved  as  provided 
in  Rule  4.2.  Glass  storage  containers  shall 
not  exceed  three  gallons  capacity,  protected 
with  a  metal  jacket  provided  with  hand 
grips  and  designed  to  be  rigidly  fastened  to 
stand  or  wall  and  shall  be  approved  as  pro¬ 
vided  in  Rule  4.2. 

Rule  6.  Location  of  Tanks. 

6.1  Inside  of  Buildings. 

[aj  6.1.1  Storage  tanks  having  a  capacity  of  two  hun¬ 
dred  and  seventy-five  (275)  gallons  and 
auxiliary  tanks  may  be  installed  above 
ground  in  or  on  the  lowest  story  of  a 
building,  provided  such  tanks  shall  be 
mounted  on  substantial  incombustible  sup¬ 
ports,  with  tank  permanently  attached  there¬ 
to,  and  located  not  less  than  seven  feet  (7'), 
measured  horizontally  from  any  furnace  or 
source  of  exposed  flame  unless  tank  is 
protected  as  provided  for  in  Rule  6.1.2. 
Such  storage  tanks  inside  buildings  shall 
be  not  less  than  two  hundred  and  sev¬ 
enty-five  (275)  gallons’  capacity  and  not 
more  than  one  such  tank  shall  be  connected 
to  one  burner.  Not  more  than  two  (2)  two- 
hundred-and-seventy-five  (275)  gallons  stor¬ 
age  tanks  shall  be  installed  in  a  building 
above  ground  without  protection  as  provided 
for  in  Rule  6.1.2. 

[ b}  6.1.2  Storage  tanks  having  a  capacity  of  more 
than  two  hundred  and  seventy-five  (275) 
gallons,  when  installed  inside  of  buildings, 
shall  be  located  in  or  on  the  lowest  floor 
level  and  all  portions  of  such  tanks  above 
the  floor  shall  be  protected  by  a  continuous 
jacket  of  not  less  than  four  inches  (4")  of 
Portland  cement  concrete  reinforced  with 
not  less  than  No.  20  steel  wire  gauge  wire 
cloth  2"  x  2"  mesh,  and  extending  at  least 
four  inches  (4")  beyond  the  horizontal  out¬ 
line  of  tank  in  all  directions,  with  weep 
holes  along  the  bottom  one  inch  in  diameter 
not  more  than  3  ft.  apart. 

Each  storage  tank  may  be  placed  in  an  en¬ 
closure  having  masonry  walls  not  less  than 
eight  inches  (8")  in  thickness  and  of  di¬ 
mension  not  less  than  fifteen  inches  (15") 
greater  on  all  sides  than  the  outside  dimen¬ 
sions  of  the  storage  tank.  The  walls  of  the 
enclosure  shall  be  carried  up  to  a  height  not 
less  than  two  feet  (2')  above  the  top  of 
the  tank.  Fireproof  access  door  or  doors 
shall  be  installed  in  the  enclosure  for  every 
twenty-five  feet  (25')  along  the  longest  in¬ 
terior  wall  of  such  enclosure,  and  an  addi¬ 
tional  access  door  shall  be  installed  in  every 
additional  ten  feet  (10')  along  such  wall 
above,  the  point  where  the  enclosure  has  a 
capacity  equal  to  the  tank.  The  ceiling  above 
the  tank  enclosure  shall  be  either  fireproof 
or  fire-retarded. 

fc)  6.r.3  The  capacity  of  individual  storage  tanks  lo¬ 
cated  inside  of  buildings  shall  not  exceed 
twenty  thousand  (20,000)  gallons. 


[dj  6.1.4  All  storage  containers  used  in  connection 
with  burners  or  oil-burning  heaters  shall  be 
installed  in  a  substantial  and  workmanlike 
manner  with  rigid  metal  fasteners  to  wall 
or  floor  and  protected  against  mechanical 
injury. 

6.2  Outside  of  Buildings,  Below  Ground. 

[a]  6.2.1  Storage  tanks  located  outside  of  buildings, 

below  ground,  shall  be  buried  with  the  top 
of  the  tank  not  less  than  two  feet  (2')  be¬ 
low  the  surface  of  the  ground.  Tanks 
shall  be  placed  on  firm  soil  and  shall  be 
surrounded  by  clean  sand  or  well  tamped 
earth,  free  from  ashes  or  other  corrosive 
substance,  and  free  from  stones  larger  than 
will  pass  through  a  one-inch  (1")  mesh. 
When  necessary  to  prevent  floating,  tanks 
shall  be  securely  anchored. 

[b]  6.2.2  Along  the  line  of  subways  no  tank  shall  be 

placed  within  twenty  (20')  feet  of  any  wall, 
separating  a  building  from  the  subway,  and, 
if  practicable,  tanks  shall  be  placed  in  a 
lower  position  than  the  roadbed  of  the  sub¬ 
way,  except  as  may  be  modified  in  specific 
instances  by  the  Board  of  Standards  and 
Appeals. 

[c]  6.2.3  No  tank  shall  be  buried  so  as  to  be  nearer 

than  3  feet  to  any  foundation  wall. 

[d]  6.2.4  All  buried  storage  tanks  larger  than  two 

hundred  and  seventy-five  gallons,  prior  to 
or  at  the  time  of  installation,  shall  be  thor¬ 
oughly  cleaned  and  coated  on  the  outside 
with  two  (2)  coats  of  red  lead  and  coated 
at  the  site  with  hot  tar,  asphalt  or  other 
equivalent  rust  resisting  material.  All  tanks 
shall  be  electrically  grounded. 

6.3  Outside  of  Buildings,  Above  Ground. 

[a]  6.3.1  Storage  tanks  located  outside  of  buildings 
above  ground  shall  be  not  less  than  one  and 
one-quarter  (llA)  tank  diameters  and  in  no 
case  less  than  ten  feet  (10')  from  the  line 
of  adjoining  property,  the  nearest  building 
or  adjacent  tank.  Such  tanks  shall  be  elec¬ 
trically  grounded.  The  maximum  capacity 
of  individual  tanks  located  outside  of  build¬ 
ings  above  ground  shall  be  fixed  by  the  fol¬ 
lowing  schedule : 

If  distant  25  feet  from  line 
of  adjoining  property 
which  may  be  built  upon  16,000  gallons 


If  distant  30  feet .  24,000 

If  distant  40  feet .  36,000 

If  distant  50  feet .  48,000 

If  distant  60  feet .  60,000 

If  distant  75  feet .  96,000 


If  distant  85  feet,  or  more  100,000  “ 

[b]  6.3.2  Each  such  storage  tank  shall  be  protected  by 
an  embankment  or  a  dyke.  Such  protection 
shall  have  a  capacity  of  not  less  than  one 
and  one-half  (1}4)  times  the  capacity  of  the 
tank  so  surrounded  and  shall  be  at  least 
four  feet  (4')  high  but  in  no  case  higher 
than  one-fourth  (J4)  the  height  of  the  tank 
when  the  height  of  the  tank  exceeds  sixteen 
feet  (16').  Embankments  or  dykes  shall 
be  made  of  earthwork  with  clay  core;  or  of 
masonry,  or  of  impervious  reinforced  con¬ 
crete.  Earthwork  embankments  shall  be 
firmly  and  compactly  built  of  good  earth, 
free  from  stones,  vegetable  matter,  etc.,  and 
shall  have  a  flat  section  at  the  top  of  not 
less  than  three  feet  (3')  and  a  slope  of  at 
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least  one  and  one-half  (1/4)  to  two  (2)  on 
all  sides.  Concrete  or  masonry  dykes  shall 
be  so  designed  as  to  safely  carry  the  entire 
volume  of  the  oil  in  the  tank  so  surrounded. 
Embankments  or  dykes  shall  be  continuous 
and  unpierced.  See  Chapter  10,  Section  111, 
Code  of  Ordinances,  for  required  fire  ex¬ 
tinguishing  system. 

[c]  6.3.3  All  above  ground  storage  tanks  larger  than 
two  hundred  and  seventy-five  (275)  gallons, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the 
outside  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust  resisting  material.  All 
tanks  shall  be  electrically  grounded. 


Rule  7.  Piping. 

7.1  Installation  of  Piping. 

[a]  7.1.1  Piping  shall  be  run  in  a  substantial  and 
workmanlike  manner.  Exposed  piping  shall 
be  protected  against  mechanical  injury  and 
shall  be  securely  supported  with  rigid  metal 
fasteners  or  hangers.  All  pipes  connected  to 
buried  tanks  except  test  well  piping  shall  be 
provided  with  double  swing  joints  at  tank. 

lb]  7.1.2  Only  new  standard  full-weight  iron,  steel  or 
brass  pipe,  or  new  extra-heavy  copper  brass 
or  aluminum  alloy  tubing,  properly  marked 
and  duly  approved,  may  be  used.  Drawn 
metal  tubing  when  used  for  conveying  oil, 
shall  be  adequately  protected.  Such  tubing 
shall  be  used  only  in  the  same  room  in 
which  the  burner  is  installed.  Drawn  tub¬ 
ing  when  used  in  domestic  installations  shall 
be  not  less  than  three-eighths  inch  ($4") 
inside  diameter.  Soldered  connections  are 
prohibited.  Tubing  shall  be  submitted  for 
approval. 

[c]  7.1.3  Overflow  pipes  where  installed  shall  not  be 
smaller  in  size  than  the  supply  pipe. 

7.2  Relief  Valves. 

[a]  7.2.1  Where  a  shut-off  valve  is  installed  in  the 
discharge  line  from  an  oil  pump  a  relief 
valve  shall  be  installed  in  the  discharge  line 
between  the  pump  and  the  first  shut-off 
valve. 

lb]  7.2.2  Oil  preheaters  shall  be  provided  with  a  re¬ 
lief  valve  to  prevent  excessive  oil  pressure. 

[c]  7.2.3  Relief  valves  shall  be  set  to  discharge  at  not 
more  than  one  and  one-half  (1(4)  times  the 
maximum  working  pressure  of  the  system. 
The  discharge  from  relief  valves  shall  be 
returned  to  storage  tank  or  to  the  supply 
line.  There  shall  be  no  shut-off  valve  in  the 
line  of  relief. 

7.3  Vent  Pipe. 

[a]  7.3.1  An  open  vent  of  iron  or  steel,  without  trap, 
and  draining  to  the  tank,  shall  be  provided 
for  each  storage  tank.  The  lower  end  of 
the  vent  pipe  shall  not  extend  through  the 
top  of  the  storage  tank  more  than  one  inch 
(1").  Cross  connection  between  vent  pipe 
and  fill  pipe  is  prohibited. 

lb]  7.3.2  Where  a  battery  of  storage  tanks,  designed 
to  hold  the  same  grade  of  oil,  is  installed, 
vent  pipes  may  be  run  into  a  main  header. 

[c]  7.3.3  Vents  shall  be  not  less  than  one  and  one- 
quarter  inches  (1(4")  in  diameter  for  stor¬ 


age  tanks  up  to  1,100  gallons’  capacity  and 
not  less  than  two  inches  (2")  in  diameter 
for  storage  tanks  of  1,100  gallons  and  more. 
Vents  for  auxiliary  storage  tanks  shall  not 
be  less  than  inch  in  diameter  and  may  be 
run  into  the  storage  tank  vent. 

Id  I  7  3.4  Vent  pipes  shall  be  provided  with  weather¬ 
proof  hoods  and  shall  terminate  outside  the 
building  not  less  than  two  feet  (2  )  from 
any  building  opening  and  not  less  than  five 
feet  (5')  nor  more  than  twelve  feet  (12; 
above  the  fill  pipe  terminal.  If  the  vent  pipe 
terminal  is  not  visible  from  the  fill  pipe 
terminal  location,  a  one-inch  (1")  line  shall 
be  connected  to  tank  and  shall  parallel  the 
fill  pipe  and  terminate  at  the  fill  pipe  termi¬ 
nal  with  unthreaded  end.  Such  line  shall 
be  provided  with  a  check  valve  set  to  pre¬ 
vent  flow  of  surface  water  to  storage  tank. 

7.4  Fill  Pipes. 

[a]  7.4.1  Fill  pipe  shall  terminate  outside  the  build- 
ings  with  the  fill  pips  terminal  located  at  or 
above  grade  at  least  five  feet  (5')  from 
any  building  opening  or  subway  grating  at 
or  below  the  level  of  the  fill  pips  terminal. 
No  fill  pipe  shall  be  less  than  2  inches  in 
diameter. 

lb]  7.4.2  Each  storage  tank  shall  be  provided  with  a 

separate  fill  pipe  except  where  a  battery  of 
tanks  is  installed,  containing  the  same  grade 
of  oil,  a  common  fill  and  header  pipe  may 
be  installed  provided  the  area  of  each  branch 
fill  pipe  and  the  header  pipe  is  equal  to  the 
area  of  the  fill  pipe.  Each  branch  fill  pipe 
shall  be  provided  with  a  shut-off  valve. 

lc]  7.4.3  Where  the  top  of  the  storage  tanks  is  above 

the  fill  pipe  terminal  the  fill  pipe  shall  be 
connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  shut-off  valve  and  a  swing 
check  valve  which  shall  be  located  at  the 
fill  pipe  terminal. 

mi  7.4.4  AIL  fill  pipe  terminals  shall  be  of  approved 
type  constructed  of  a  suitable  material,  pro¬ 
vided  with  lugs  for  imbedding  in  concrete 
or  in  lieu  thereof  a  set  screw  to  fasten 
terminal  to  fill  pipe.  The  outer  flange  oi 
the  fill  pipe  terminal  shall  be  provided  with 
letters  reading  “Fuel  Oil  and  the  calendar 
number  under  which  the  fill  pipe  terminal 
has  been  approved.  The  fill  pipe  terminal 
shall  be  separately  threaded  to  receive  the 
seal  cap  and  the  fill  pipe,  i  he  seal  cap 
shall  be  suitably  threaded  and  slotted  for 
a  special  opening  wrench.  An  oilprooi 
gasket  inserted  in  a  groove  in  the  fill  pipe 
terminal  shall  be  provided  so  as  to  retulei 
the  fill  pipe  terminal  leakproof.  A  straine. 
is  not  required  but  if  used  must  be  of  not 
less  than  (4  inch  mesh.  Where  there  is  a 
storage  system  of  volatile  inflammable  off 
and  a  storage  system  for  fuel  oil  to  be 
used  in  the  same  premises,  the  terminal 
of  fuel  oil  fill  pipe  shall  be  provided  with 
a  left-handed  thread,  and  the  fill  pipe  fit¬ 
ting  shall  be  of  a  different  size  than  that 
required  for  the  fill  pipes  to  gasoline  tanks 

7.5  Heating  Coils  in  Storage  Tanks. 

7.5.1  All  heating  to  reduce  viscosity  of  oils  in 
storage  tanks  shall  be  only  by  means  of 
hot  water  or  low  pressure  (ten  (10)  pound'- 
per  square  inch  maximum)  steam  coils. 
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7.6  Scavenging  Line. 

7.6.1  When  a  scavenging  line  is  installed  it  shall 
terminate  outside  of  the  building  and  shall 
be  capped  oil  tight  when  not  in  use. 

Rule  8.  Valves  and  Control  of  Oil  Flow. 

[a]  8.1  Each  supply  line  from  storage  tanks  of  two 
hundred  and  seventy-five  (275)  gallons’  capacity 
and  from  auxiliary  storage  tanks  shall  be  pro¬ 
vided  with  a  shut-off  valve  at  the  tank  and  at 
the  burner  and  when  connected  to  burners  de¬ 
signed  for  gravity  feed,  shall  be  provided  with 
an  approved  constant  level  device. 

lb]  8.2  Each  supply  line  for  storage  tanks  of  more  than 
two  hundred  and  seventy-five  (275)  gallons’  ca¬ 
pacity,  shall  be  provided  with  a  shut-off  valve  at 
the  burner  and  where  the  top  of  the  tank  is 
above  the  oil  inlet  connection  to  the  burner 
and/or  transfer  pump,  shall  be  provided  with 
an  approved  anti-syphon  device  located  at  the 
highest  point  in  supply  line,  except  that  where 
heavy  oil  (No.  6  Commercial  Standard  Grade) 
having  a  viscosity  of  one  hundred  (100)  seconds 
or  more  Saybolt  Furol  at  one  hundred  and 
twenty-two  degrees  Fahrenheit  (122°  F.)  is  used, 
the  anti-syphon  device  shall  not  be  required. 

(c]  8.3  Except  as  may  be  modified  in  specific  instances 
by  the  Board  of  Standards  and  Appeals,  oil  from 
storage  tanks  of  two  hundred  and  seventy-five 
(275)  gallons’  capacity  or  more  may  be  delivered 
to  burners  installed  above  the  lowest  floor  of  a 
business  building  only  under  the  following  pro¬ 
visions  : 

8.3.1  Plans  for  such  installations  shall  be  sub¬ 
mitted  for  approval  to  the  administrative 
official  having  jurisdiction  before  such  in¬ 
stallation  is  made. 

8.3.2  Such  burners  shall  not  be  installed  in  any 
story  of  any  building  the  floor  of  which  is 
more  than  fifty  feet  (50’)  above  the  street 
level.  Only  one  oil  delivery  line  shall  be 
installed  for  each  floor. 

8.3.3  Oil  delivery  lines  to  burners  located  above 
the  lowest  floor  of  a  building  shall  not  be 
larger  than  two  inches  (2")  iron  pipe  size. 

8.3.4  The  pressure  in  oil  lines  to  burners  located 

above  the  lowest  floor  of  a  building  shall 
not  be  more  than  is  necessary  to  deliver 
oil  to  the  burners  and  such  pressure  shall 
not  in  any  case  exceed  thirty  (30)  pounds 
per  square  inch.  With  each  automatic 
burner  there  shall  be  installed  and  main¬ 
tained  in  good  working  order  a  set  of 
suitable  safety  controls  of  the  electric  or 
mechanical  type.  The  proper  control  for 

each  burner  is  to  be  listed  in  the  resolution 
under  which  the  burner  is  approved.  The 
controls  are  to  provide  the  following  func¬ 
tions  : 

Temperature  control 
Tgnition  “ 

Stack  or 
Combustion  “ 

Pressure  “ 

Gravity  “ 

Id]  8.4  A  remote  control  shall  be  provided  whereby  the 
flow  of  oil  to  any  burner  can  be  stopped,  and 
such  remote  control  shall  be  located  outside  the 
entrance  to  the  room  in  which  the  burner  is  lo¬ 
cated  and  as  dose  to  such  entrance  as  practical, 
except  when  outside  location  is  impracticable  such 
control  may  be  located  immediately  inside  the 


room  in  which  the  burner  is  located  if  such 
location  is  accessible  at  all  times.  All  such  con¬ 
trols  shall  be  legibly  labeled  “Remote  Control 
for  Oil  Burner.”  On  auxiliary  storage  tanks 
used  with  manually  operated  burners  such  re¬ 
mote  control  may  be  installed  on  feed  lines  be¬ 
tween  tank  and  burner. 

[e]  8.5  Except  as  provided  by  Rule  4.2  of  these  rules 

for  approved  combination  burner  and  storage 
container  devices,  pressure  in  storage  tank  or 
container  for  the  purpose  of  discharging  oil  is 
prohibited. 

[f]  8.6  In  systems  where  either  steam  or  air  is  used 

for  atomizing  the  oil,  the  oil  and  the  atomizing 
supply  shall  be  interlocked,  so  that  in  case  of 
the  interruption  of  the  atomizing  supply,  the 
supply  of  oil  will  immediately  be  cut  off.  Except 
that  this  requirement  shall  not  apply  to  air  and 
oil  supply  units  directly  connected  to  a  common 
driver. 

Rule  9.  Oil  Level  Indicating  Devices  and  Test 
Wells. 

[a]  9.1  All  tanks  located  inside  of  buildings  shall  be 

provided  with  an  oil  level  in  indicating  device.  Test 
wells  shall  not  be  permitted  in  tanks  located 
inside  of  buildings.  Unused  tank  openings  shall 
be  permanently  sealed  to  prevent  removal  of 
plugs  or  cover. 

[b]  9.2  Oil  level  indicating  devices  shall  be  constructed 

of  substantial  materials  so  designed  that  there 
can  be  no  leakage  of  oil  or  oil  vapor. 

[c]  9.3  Test  well  shall  be  capped  oil  tight  and  kept  closed 

when  not  in  use. 

Rule  10.  Permits,  Plans,  Inspections  and  Tests 
of  Storage  Tanks  and  Piping. 

10.1  Permits. 

la]  10.1.1  No  oil  installation  of  more  than  ten  (10) 
gallons’  capacity  shall  be  operated  until 
after  a  permit  has  been  issued  by  the  Fire 
Chief  and  Commissioner. 

[b]  10.1.2  Applications  for  permit  shall  be  made  by 
the  installer  on  forms  furnished  by  the 
Fire  Chief  and  Commissioner  and  shall 
provide  for  the  location  of  the  building 
in  which  the  installation  is  to  be  made, 
name  and  address  of  owner  and/or  oc¬ 
cupant,  name  and  address  of  installer, 
make  and  approval  number  of  burners, 
pumps  and  other  devices,  capacity  num¬ 
ber  and  location  of  storage  tanks,  to¬ 
gether  with  approval  of  such  proposed 
installation  by  the  Commissioner  of 
Buildings  when  required  under  Rule  10.2. 

lc]  10.1.3  No  permit  shall  be  issued  by  the  Fire 
Chief  and  Commissioner  until  the  installa¬ 
tion  has  been  inspected  by  his  represen¬ 
tative. 

10.2  Plans  to  be  Filed  Where  Structural  Considera¬ 
tions  Are  Involved. 

10.2.1  Except  for  installations  in  dwellings  as 
defined  in  these  rules,  the  installer  shall 
file  with  the  Commissioner  of  Buildings 
plans  showing  the  size  and  location  of 
all  storage  tanks  having  a  capacity  greater 
than  275  gallons  where  such  tanks  are 
to  be  installed  either  inside  of  buildings 
in  or  below  the  lowest  floor  level  or  out- 
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side  of  buildings  below  ground^  Plans, 
however,  shall  be  filed  where  275  gallon 
tanks  are  to  be  buried  and  for  all  multi¬ 
ple  dwellings  and  for  all  places  of  public 
assembly.  All  plans,  as  in  this  section 
required,  shall  be  certified  to  by  the  Com¬ 
missioner  of  Buildings  when  approved  by 
him  as  in  compliance  with  all  structural 
requirements,  to  the  Fire  Chief  and  Com¬ 
missioner  before  any  work  is  started  and 
before  the  permit  provided  for  in  Rule 

10.1  is  issued. 

10.3  Inspection  and  Tests  of  Installations  of  Storage 
Tanks  and  Piping. 

[a]  10.3.1  Storage  tanks  not  exceeding  two  hundred 
and  seventy-five  (275)  gallons’  capacity  and 
all  piping  for  oil  connected  thereto  shall 
show  no  leakage  when  tank  and  all  piping 
for  oil  is  completely  filled  with  oil  when 
subjected  to  a  test  of  10  pounds  per  square 
inch  for  a  period  of  ten  (10)  minutes. 

(bl  10.3.2  Storage  tanks  of  more  than  two  hundred 
and  seventy-five  (275)  gallons’  capacity  and 
all  piping  for  oil  connected  thereto  shall 
show  no  change  in  shape,  rupture  or  leak¬ 
age  when  subjected  to  a  hydrostatic  test 
with  water  or  oil  as  follows : 

10.3.2.1  Oval,  obround,  rectangular  and 
specially  shaped  storage  tanks  and 
and  piping  connected  thereto, 
twenty-five  (25)  pounds  per 
square  inch. 

10.3.2.2  Cylindrical  storage  tanks  and  pip¬ 
ing  connected  thereto,  fifty  (50) 
pounds  per  square  inch. 

Pressure  shall  be  applied  for  a  period  oi 
thirty  minutes.  When  oil  is  used  there 
shall  be  no  fire  or  flame  in  the  room  or 
rooms  in  which  the  test  is  being  conducted. 
All  tests  shall  be  conducted  in  the  presence 
of  a  representative  of  the  Fire  Chief  and 
Commissioner.  The  contractor  shall  fur¬ 
nish  all  necessary  equipment  for  conduct¬ 
ing  tests,  except  gauges  which  shall  be 
furnished  by  the  administrative  official. 
Such  test  may  be  made  with  oil  in  freezing 
weather  for  tanks  located  outside  of  build¬ 
ing. 

[c]  10.3.3  Defective  tanks,  if  repaired  by  welding, 

shall  have  all  oil  removed  and  shall  be 
purged  of  all  explosive  gases  or  vapors. 

[d]  10.3.4  The  anti-syphon  devices,  where  used  as 

provided  for  in  these  rules,  shall  be  ap¬ 
proved  devices. 

10.4  Fee  for  Permit  and  Test  of  Storage  Tanks 
and  Piping. 

10.4.1  When  application  for  permit  is  made,  as 
provided  for  in  Rule  10.1,  a  fee  covering 
the  permit,  inspection  and  test  of  storage 
tank  and  piping  shall  be  paid  in  accordance 
with  the  schedule  given  in  the  Code  of 
Ordinances. 

Rule  11.  Inspection  of  Installations  With  Not 
More  Than  Six  (6)  Gallons’  Storage 
Capacity. 

11.1  All  installations  of  burners  with  not  more  than 
six  (6)  gallons’  storage  capacity  except  where 
such  installations  are  made  in  dwellings  shall  be 


reported  by  installer  to  the  Fire  Chief  and  Com¬ 
missioner  giving  location  of  building  in  which  in¬ 
stallation  is  made,  name  and  address  of  owner 
and/or  occupant,  name  and  address  of  installer 
and  the  make  and  approval  number  ot  burner. 
Such  reported  installations  shall  be  inspected  a> 
required  by  Code  of  Ordinances. 


Rule  12.  Ventilation. 

[al  12.1  No  burner  shall  be  installed  in  any  boiler,  heater, 
range  or  stove  unless  such  boiler,  heater,  range 
or  stove  be  connected  with  a  legal  chimney,  com¬ 
plying  with  Section  392,  Article  19,  Chapter  V,  of 
the  Code  of  Ordinances. 

[bl  12  2  Adequate  ventilation,  at  least  equivalent  to  area  ot 
the  smoke  pipe  at  the  point  where  it  enters  the 
flue,  shall  be  provided  in  all  rooms  in  which  burn¬ 
ers  are  installed. 

[cl  12.3  Dampers  shall  be  so  constructed  that  they  cannot 
completely  cut  off  the  passage  of  flue  gases  at  any 
time. 


Rule  13.  Automatic  Pumps. 

13  1  Automatic  pumps,  when  not  an  integral  part  of  the 
burner  shall  be  of  approved  type,  provided  with 
automatic  means  for  preventing  continuous  dis¬ 
charge  of  oil  in  case  of  pipe  breakage. 


Rule  14.  Fire  Protection. 

[al  14.1  The  clear  distance  between  smoke  pipe  connec¬ 
tions,  of  any  boilers,  furnaces  or  other  heating 
apparatus  to  flues,  and  combustible  material  shall 
not  be  less  than  eighteen  (18)  inches,  except  tha. 
this  clearance  may  be  reduced  to  nine  (9)  niche-, 
where  a  baffle  consisting  of  not  less  than  No  29 
gauge  sheet  metal  backed  by  inch  thick  asbes¬ 
tos  is  placed  two  (2)  inches  above  and  extending 
along  the  entire  length  of  the  smoke  pipe  connec¬ 
tions  and  twice  the  width  thereof  and  such  baf- 
fle  is  securely  fastened  from  the  ceiling  with  sub¬ 
stantial  hangers.  In  lieu  of  such  baffle  the  com¬ 
bustible  material  may  be  covered  with  fire-retard¬ 
ing  material  as  defined  in  these  rules. 

|b]  14.2  The  clear  distance  between  any  non-insulated 
heat-producing  parts  of  boilers,  furnaces  or  other 
heating  apparatus  and  combustible  material  shall 
not  be"  less  than  twenty-four  (24")  inches.  Where 
such  parts  are  insulated  by  two  (2  )  inches  of 
asbestos,  or  equivalent,  the  clear  distance  shall  be 
not  less  than  twelve  (12")  inches,  or,  in  lieu  of 
such  insulation  the  combustible  material  shall  bt 
covered  with  fire-retarding  material  as  defined  in 
these  rules  extending  8  ft.  in  front  and  4  ft.  side 
and  rear  of  the  apparatus. 

[cl  14.3  No  combustible  material  shall  be  stored  or  main¬ 
tained  within  five  feet  (5')  of  heating  apparatus, 
except  where  same  is  protected  by  fire  retarding 
material. 

[d]  14.4  Burners  and  all  accessories,  including  tanks  and 

piping,  shall  be  maintained  oil  tight  and  kept 
clean  at  all  times. 

[e]  14.5  The  floor  beneath  boiler  or  furnace  and  within 

five  (5)  feet  in  all  directions  shall  be  of  fireproof 
.  construction. 

[f]  14.6  Oil  burning  devices  designed  for  installation  with 

storage  of  not  more  than  six  (6)  gallons  shall  be 
firmly  anchored  to  the  floor,  set  level,  and  the  floor 
beneath  the  stoves  or  any  such  heating  devices 
protected  by  a  shield  of  Y"  asbestos  or  equiva- 
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lent  extending  at  least  twelve  (12")  inches  beyond 
the  outline  dimension  of  such  device  where  re¬ 
quired  within  the  specific  approval  of  each  burner. 

lg]  14.7  Near  each  boiler  or  furnace  of  a  fuel  oil-burning 
unit  there  shall  be  kept  ready  for  use  fire  ex¬ 
tinguishing  equipment  of  not  less  than  two  quart 
capacity  approved  as  suitable  for  oil  fires  or  not 
less  than  two  pails  of  sand,  the  pails  to  have 
rounded  bottom. 

'  ^ 

Rule  15.  Instruction  Cards  and  Certificate  of 
Fitness. 

[a]  15.1  Cards,  giving  complete  instructions  for  the  care 

and  operation  of  the  system  shall  be  permanently 
fixed  near  the  apparatus  in  readable  condition. 
Where  burners  or  oil-burning  heaters  designed 
for  use  with  storage  of  not  more  than  six  (6) 
gallons’  capacity  are  installed,  there  shall  also  be 
posted  a  copy  of  the  specifications  under  which 
it  was  approved  by  the  Board  of  Standards  and 
Appeals  in  addition  to  the  instruction  card  herein 
provided  for. 

[b]  15.2  All  heating  systems  in  which  the  oil  is  preheated 

or  systems  not  fully  automatic  shall,  when  operat¬ 


ing,  be  under  the  direct  supervision  of  a  person 
holding  a  certificate  of  fitness  issued  by  the  Fire 
Chief  and  Commissioner,  except,  that  a  person 
holding  a  certificate  of  fitness  as  a  licensed  engineer 
or  as  a  licensed  fireman  under  the  provisions  of 
Section  409  of  the  Charter  of  the  City  of  New 
York,  shall  not  be  required  to  obtain  such  certifi¬ 
cate. 

Rule  16.  Modification. 

16.1  When,  for  any  reason,  it  may  be  impracticable  to 
comply  strictly  with  the  foregoing  rules,  the  ad¬ 
ministrative  official  having  jurisdiction  shall  have 
power  to  accept  substitute  methods  provided  the 
spirit  and  substance  of  these  rules  shall  be  com¬ 
plied  with. 

Rule  17.  Existing  Installations. 

17.1  Oil  burner  systems  heretofore  installed  and  duly 
approved  as  complying  with  all  laws  and  rules  then 
applicable  thereto  shall  be  deemed  acceptable,  pro¬ 
vided  there  have  been  no  subsequent  alterations  to 
the  apparatus,  except  as  to  Rule  15.2. 


APPROVED  APPLIANCES 


APPROVED  FUEL  OIL  PUMPS 


Name  of  Pump  Calendar  No. 

American  Marsh  Duplex  .  638-25-SA 

American  Marsh  Simplex .  .  639-25-SA 

Autopulse  Electric  Fuel  Oil  Pump .  215-31-SA 

Autopulse  Electric  Oil  Pump  Outfit,  Model 

No.  1000  .  9-32-SA 

Ballard  Duplex  Electric  Driven  Pump  Set. .  1413-22-SA 

Beach  Russ  Co.  Rotary  .  1134-22-SA 

Blackmer  Rotary  .  935-24-SA 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  .  372-21-SA 

Century  Rotary  .  908-21-SA 

Cook  Electric  Oil  Pump .  603-25-SA 

Davidson  .  590-21-SA 

Dean  Bros.  Durable  Duplex .  840-22-SA 

DeLaval  IMO  Oil  Pump .  628-32-SA 

Deming  Double  Oscillating  Force  Pump .  458-27-SA 

Deming  Fuel  Oil  Pump .  298-31-SA 

Enterprise  Oil  Pump  .  11-28-SA 

Exeter  Rotary  .  507-22-SA 

General  Electric  Oil  Pump .  475-32-SA 

Goulds  Hand  Rotary  .  1133-25-SA 

Goulds  Rotary  Oil  Pump .  437-31-SA 

Goulds  Triplex  Plunger  .  257-22-SA 

Hardinge  Fuel  Oil  Pump .  813-25-SA 

Kinney  Rotating  Plunger  Pump .  503-24-SA 

Koerting  Gear  Pump .  1264-25-SA 

Kraissl  Fuel  Oil  Pump .  60-28-SA 

Leiman  Rotary  .  95-24-SA 

Marsh  Fuel  Oil  Pump .  1050-23-SA 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump  936-23-SA 
M.  D.  Rotary  .  52-27-SA 


Name  of  Pump  Calendar  No. 

Milwaukee  Piston  Rotating  Port  Pump .  763-25-SA 

Monroe  Oil  Pump  .  658-26-SA 

National  Transit  Rotary  Pump  for  Gasoline 

and  Fuel  Oil .  175-35-SA 

Northern  Rotary  .  1396-24-SA 

Pascoe  Pump  Set  .  1029-26-SA 

Petro-Nokol  Industrial  Oil  Pump .  570-32-SA 

Quiet  May  Gerotor  Pump  .  267-32-SA 

Quimby  Screw  Pump  .  1193-21-SA 

Range-O-Matic  Oil  Pump,  Model  50  and  Suc¬ 
tion  Model  .  102-35-SA 

Ray  Rotary  .  588-25-SA 

Rotary  Pressure  Pump  .  1060-25-SA 

Rotary  Vacuum  Pump  .  513-25-SA 

Samson  Magnetic  Fuel  Oil  Pump .  163-34-SA 

S.  B.  U.  Pumps,  Models  A,  B,  C  and  D .  410-32-SA 

Sundstrand  Fuel  Unit  (Pump),  Models  7-OB 

and  77-OB  .  199-36-SA 

Tate-Jones  .  492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump  1279-25-SA 

Teesdale  Oil  Pump,  Types  S,  2S  and  4S .  281-38-SA 

Tuthill  Model  B  Fuel  Oil  Pump .  60-28-SA 

Tuthill  Fuel  Oil  Pump,  Models  L,  LD  and 

30-LE  Fuelstat  .  568-30-SA 

Union  Steam  Pump  for  Fuel  Oil .  705-30-SA 

Viking  .  438-21 -SA 

Warren  Oil  Pump  .  1169-23-SA 

Wayne  Oil  Pump  &  Fan  Set .  1155-25-SA 

Webster  Fuel  Oil  Pump,  Types  A,  Q  and  T. .  23-34-SA 

Worthington  Duplex  Double-Acting  Steam 

Pump  .  184-22-SA 

Worthington  Show  Model  Duplex .  194-22-SA 
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APPROVED  APPLIANCES 


Burners  for  Domestic 

Name  of  Burner  Calendar  No 

A.  B.  C.  Oil  Burner . 

A.  B.  C.  Oil  Burner,  Type  H . 

Ace  Rotary  Oil  Burner . 

Acme  Automatic  Oil  Burner  (Gun  iype) 

Model  A-l  . A-VG-BWV  JtPS'Sa 

Acme  Oil  Burner,  Models  BO-1  and  BO-2..  132-34-SA 

Aetna  Automatic  Oil  Burner .  c7o  99’cA 

Air-Blast  Oil  Burner .  17c  tTLa 

Airnoil  Burner  . -  !in  %  ca 

Airtemp  Oil  Burner,  Models  B-6  and  C-6. . . .  139-3b-bA 
Airtemp  Oil  Burner,  Models  D,  F  and  G. . . .  88-34-SA 

Alladin  Oil  Burner .  qa 

Alexander  Oil  Burner .  iS’S'ca 

Alida  Oil  Burner .  ioa’taqa 

Alida-Remington  Oil  Burner....... .  ta  qa 

Alpine  Oil  Burner,  Models  A  and  H . .  110-30-bA 

American  Blue  Flame  and  Sun  Flame  Oil 
Burning  Heaters,  Models  No.  73.  86,  88, 

92,  93,  94,  95,  96,  4512,  4518,  4528,  4538, 

4562,  4563,  4573,  4578,  4588,  4688,  4678, 

4668,  4666,  4683,  4663,  4653,  4673,  4674, 

4664,  4612,  4618,  4628,  4638,  4788,  4778, 

4768,  4783,  4763,  4753,  4773,  4712,  4718, 

4721  and  4738  .  298-*3-bA 

Arcoflame  Oil  Burner  .  4-6-3b-bA 

Aristocrat  Oil  Burner .  fff  «  c  a 

Associated  Oil  Burner  .  ISTmca 

Auto  Heat  Oil  Burner .  90791^* 

Autocrat  Oil  Burner,  Model  B-l . .  49/ -01 

Automatic  Airless  Oil  Burner,  Model  No.  1.. 


and  Commercial  Use 

Name  of  Burner  Calendar  No. 

Carrier  Oil  Burner,  Models  CE,  FE,  F,  G  jj5.37.SA 

Carnet  Oil  Burner,’  Model'  62C2  *”**'’' .  ^I^SA 

Cardinal  Oil  Burner,  Model  . 

Carter-Korth  Oil  Burner,  Model  P  .  3f;^, 

Carter-Korth  Oil  Burner  •••••••••••  •  y.*  ■  •  •  \  54"JU  b' 

Carter  Oil  Burner,  Models,  4X,  5X,  6X  and 


SA 
53-34-SA 


Baker  Automatic  House  Heating  Burner....  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type......  404-29-SA 

Baker  Perkins  Atomizing  Type,  Mechanical 

Draft  Oil  Burner,  Types  C  and  CD .  329-35-SA 

Ballard  Baby  Grand  Oil  Burner............  44™™ 

Ballard  Oil  Burner,  Models  B-A,  1,  2,  3  and  4  447-32-SA 

Ballard  Super  Domestic  Oil  Burner .  ?39-24-gA 

Bauer  Oil  Burner .  99  c\ 

Bayard  Domestic  Fuel  Oil  Burner.... .  97'cA 

Benat  Oil  Burner,  Models  A,  B  and  E .  23-37 -b A 

Berggren  Oil  Burner . •  •  •  ••  •  ••  •••  •  ••••  764--6-S. 

Bethlehem-Doe  Oil  Burner,  Models  CE,  FE, 

F,  G  and  H..... . • . .  H6-37-SA 

Bethlehem-Hering  Oil  Burner,  Models  CE,  _  . 

PE,  F,  G  and  H .  116-37-^ A 

Bethlehem  Steam  Atomizing  Fuel  Oil  Burner  485-32-SA 
Bettendorf  Automatic  Oil  Burner,  Models  D, 

F  and  G  . 88-34-SA 

Bettendorf  “Double  Heat”  Automatic  Oil 

Burner,  Models  MV  and  MW .  505-37-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  (31-28-SA 

Bettendorf  Oil  Burner,  Model  H.B .  498-3--SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D....  123-31-SA 

Bock  Oil  Burner,  Models  WH-3,  WH-5,  WH- 

6  and  WH-8  .  !02-34-SA 

Borden  Oil  Burner,  Model  B .  29-37-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner . 

Branford  Oil  Burner,  Model  “A” . 

Brighton  Oil  Burner .  372-33-SA 

Bullet  Automatic  Oil  Burners,  Models  A  and 

B  .  195-33-SA 

Caloroil  Burner,  Type  AA .  1361-24-SA 

Caloroil  Horizontal  Rotary  Oil  Burner, 

Models  1,  2,  3,  4,  5  and  6 .  327-31-SA 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A.  B  and  C  and  Models  J  and  A.S .  229-32-SA 

Capitol  Oil  Burner,  Models  A,  B  and  E.... 

Carboradiant  Oil  Burner,  Models  V  &  VS... 

Carboradiant  Oil  Burner,  Model  VSS .  49-32-SA 

Carborundum  Burner  .  571-29-SA 


354-35-SA 


36-31-SA 

461-32-SA 


23-37-SA 

16-31-SA 


10X 

Central  Oil  Burner,  Models  4X,  5X,  6X  and  ^  ^  gA 

Century  OiV  Burner 7  157-28-SA 

Century  Pressing  Machine  Oil  Burner,  Models  25-37-SA 

Chanenger<Kleen* Heat  Burner  Series  No.  i66  813-28-SA 

Challenger  Oil  Burner,  Model  A  . 

Chalmers- Ace  (Rotary)  Oil  Burner  .  . . ...  4/-^-»a 

Chalmers  Automatic  Oil  Burner,  Models  D1  60g32_SA 

CitrcToil  Burner,  Models  A  and  B. . . ... . .  •  •  86-36-SA 

Clark  Domestic  Gun  Type  Oil  Burner,  Models 

FT-1  ind  ET-2  .  b/9-3/-bA 

Clark  Horizontal  Rotary  Oil  Burner .  ^18-37-SA 

Commonwealth  Automatic  Oil  Burner .  34S-.-8  c* 

Conservoil  Burner,  Models  H -1C  and  H-1F. .  J55-37-SA 

Continential  Oil  Burner,  Models  A,  B  and  C. . 

Cook’s  Automatic  Oil  Burner. . . . . . . . 

Cope-Swift  Safety  Automatic  Oil  Burner. . . .  354-31-SA 

Craftsman  Oil  Burner  - y  •••  •  •  •  Vt>*  '  fee  «  qa 

Crano  Oil  Burner,  Models  H-IC  and  H-IF..  155-37  S A 

Crater  Automatic  Oil  Burner .  99986  c  a 

Crescent  Oil  Burner . .  222-29-bA 

Crescent  Type  M  Size  I  Oil  Burner  and 

Models  8,  18  and  28 .  99  97  c  a 

Creveling  Oil  Burner,  Models  A,  B  and  E...  23-37-SA 

Crown  Oil  Burner,  Type  XA .  I^’oq’ca 

Crystal  Blue  Flame  Oil  Burner . 

Dahl  Vaporizing  Oil  Burner .  ?c'  9i)'ciA 

D’F.lia  Oil  Burner .  lonll  ci 

Delco  Heat  Oil  Burner . .  420-3 l-S A 

Delco  Heat  Oil  Burner,  Models  DX,  D12, 

D34,  D44,  DR,  DRO,  DR-1,  DRF,  DF2, 

and  DLM  .  ci 

Demand  Oil  Burner  .  i®8-. 34- S A 

DeWalt  Oil  Burner . ca 

Diesel-American  Oil  Burner,  Model  D-A-l..  ,c3"3cca 

Diesel  Oil  Burner  .  one  90  c  a 

Dietz  Oil  Burner,  Type  B .  iia-  99  c  a 

Dietz  Oil  Burner,  Type  D .  WS’^’ca 

Dist-o-matic  Oil  Burner .  ml?  ca 

Doe  Oil  Burner .  31/-31-|A 

Doherty  Oil  Burner .  ?7o "fc'cA 

Draft-Rite  Oil  Burner  .  910' 

Dupont  Oil  Burner  .  Z48-3b-bA 

Easternoil  Automatic  Oil  Burner,  Models  A, 

g  an(j  c  .  600-3 1-b A 

Econ-O-Heat  Oil  Burner,  Model  E .  130-37-SA 

Econ-O-Mizer  Oil  Burner,  Models  E,  M  and 

^  .  3 

Economy  Oil  Burner.  Type  A-l . . . . .  99‘97’cA 

Edison  Oil  Burner,  Models  A,  B  and  E .  23>- 3/-b A 

Eisler  Automatic  Oil  Burner . . .  7Sc“«:ca 

Elec-tro-matic  Oil  Burner,  Type  151. ..  ..  ..  .  125-33-SA 

Electrol  Automatic  Oil  Burner  and  Models 

BB,  C,  EA,  TCV,  TUV  and  TM .  2&9-25-SA 

Ember-Glo  Oil  Burner .  Sf" «  ca 

Empire  Oil  Burner .  iffn  97  q  a 

Enterprise  Rotary  Fuel  Oil  Burner .  a 

Enterprise  Steam  Atomizing  Burner .  13-33-bA 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 .  225-32-SA 


18 


APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Espo  Oil  Gas  Burner .  1431-23-SA 

Esso  Oil  Burner,  Models  E.B.  1  and  2 .  520-31-SA 

Esso  Oil  Burner,  Models  E.B.  3,  4  and  5 _  109-31-SA 

Evenheet  Oil  Burner .  554-32-SA 

Everedy  Oil  Burner .  102-33-SA 

Fairfield-Diesel  Oil  Burner .  753-38-SA 

Fairfield  Model  F  Jr.  Oil  Burner .  547-37-SA 

Fairfield  Oil  Burner .  584-31-SA 

Faultless  Oil  Burner .  493-24-SA 

Fine-Glo  Oil  Burner .  178-35-SA 

Fitzgibbons  Oil  Burner,  Model  M .  172-37-SA 

Flex-O-Gas  Oil  Burner  for  Pressing  Machine, 

Model  T-2  .  125-36-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O...  1094-27-SA 

Fluid  Heat  (Gun  Type)  Oil  Burner,  Model  P  134-35-SA 

Fluid  Heat  Oil  Burner .  361-32-SA 

Forsdraft  Oil  Burner .  41-34-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Freeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30 .  97-33-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Gar  Wood  Oil  Burner,  Models  K,  K-3500, 

TandW....... .  481-32-SA 

General  Automatic  Oil  Burner,  Model  A....  60-36-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

General  Electric  Oil  Burner,  Type  DA-2....  228-33-SA 

General  Electric  Oil  Burner,  Type  DB-2....  201-38-SA 

General  Electric  Oil  Burner,  Models  LA-3  and 

LA-6  .  605-38-SA 

Ghapco  Steam  Generator  .  348-31-SA 


Gilbarco-Ballard  Heavy  Oil  Burner,  Models 
BM,  DM,  FM,  HM,  BS,  DS,  FS,  HS, 
BA,  DA,  FA,  HA,  BPM,  DPM,  FPM, 
HPM,  BPS,  DPS,  FPS,  HPS,  BPA, 
DPA,  FPA,  HPA,  BPW,  DPW,  FPW, 


HPW,  BPH,  DPH,  FPH  and  HPH. . . .  1493-22-SA 

Gilbarco  G.B.O.  Oil  Burner .  282-33-SA 

Gilbarco  Industrial  Burner .  350-32-SA 

Gilbarco  Oil  Burner,  Models  G.B.  I1  and  2...  520-31-SA 

Gilbarco  Oil  Burner,  Models  G.B.  3,  4  and  5  109-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner....  109-31-SA 
Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Oil  Burner,  Model  S-l _  282-33-SA 

Gilbert-Bethlehem  Oil  Burner,  Models  CE, 

FE,  F,  G  and  H .  1 16-37- SA 

Gill  Oil  Burner .  1231-23-SA 

Gold  Star  Oil  Burner,  Models  F,  S,  J  and  J-l  166-33-SA 
Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3  .  441-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Goodspeed  Oil  Burner,  Nozzle  Type  2 .  346-33-SA 

Gould  Automatic  Oil  Burner .  178-35-SA 

Grant  Oil  Burner .  382-26-SA 

Grant  Oil  Burner,  Model  "C” .  232-32-SA 

Hardinge  Oil  Burner .  813-25-SA 

Hardinge  Oil  Burner,  Model  23 .  33-33-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series 

„  “GO”  .  595-29-SA 

Hart  Oil  Burner,  Model  “H” .  221-33-SA 

Hauck  Venturi  Low  Pressure  Oil  Burner _  88-27-SA 

Haywood  Oil  Burner  (Vertical  Rotarv). 

Models  AG,  BG,  CG,  DG,  AP,  BP,  CP 

and  DP  .  696-30- S A 

Hayward  Oil  Burner,  Model  2000 .  118-35-SA 

Heat  King  Oil  Burner,  Model  2 .  98-35-SA 

Heat-O-Matic  Oil  Burner .  178-35-SA 

Heat-Pak  Oil  Burner,  Models  35  and  Compact  237-36-SA 
Heatiator  Oil  Burner .  1346-23-SA 


Name  of  Burner  Calendar  No. 

Heil  Combustion  Fuel  Oil  Burner .  1105-22-SA 

Heil  Combustion  Fuel  Oil  Burner,  Type  B...  295-29-SA 

Henjes  Oil  Burner,  Models  1G,  2G,  3G,  4G 

and  5G  .  265-37-SA 

Herco  Oil  Burner,  Models  R-15,  R-35,  F,  P- 

15,  P-35,  P-50,  J-5,  J-10,  S-20  and  S-40..  21-36-SA 

Hercules  Oil  Burner .  510-29-SA 

Hercules  Oil  Burner,  Models  H,  HF  and  Type 

H,  1937  Model  .  309-33-SA 

Hercules  Oil  Burner,  Models  M  1200  and  M 

1800  . . . . .  486-32-SA 

Herman  Nelson  Conversion  Oil  Burner .  144-36-SA 

Hillcrest  Oil  Burner,  Models  A,  B  and  E -  23-37-SA 

Hipoint  Oil  Burner,  Models  A -2,  B-2  and  C-2  11-36-SA 

Hofmann  Automatic  Fuel  Oil  Burner,  Model 

41  .  274-35-SA 

Holby  Type  A  Fuel  Oil  Burner... .  688-29-SA 

Holland  Gun  Type  Oil  Burner .  225-37-SA 

Holland  Type  “F”  Oil  Burner . •  237-34-SA 

Home-Utility  Oil  Burner,  Models  A  and  H..  110-36-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Homestead  Oil  Burner,  Model  E .  176-36-SA 

Homestead  Twin  Control  Oil  Burner,  Models 

J,  N,  H,  JU  and  NU .  176-36-SA 

Hupp  Oil  Burner,  Models  H,  U.  P  and  PP..  10-34-SA 

Ideal  Arco  Variflame  Oil  Burner .  837-38-SA 

Ideal  Oil  Burner,  Models  A,  B  and  E .  23-37-SA 

Imperial  Oil  Burner .  187-33-SA 

Improved  Kres-Kno  Oil  Burner  and  Model 

MD  .  591 -29- S A 

Inferno  Oil  Burner .  82-33-SA 

International  Mechanical  Draft  Oil  Burner..  372-30-SA 
International  Oil  Burner .  13Q5-24-SA 

Jacobsen  Balanced  Oil  Burner,  (Model  V-l)  333-33-SA 
Johnson  Improved  Rotary  Fuel  Oil  Burner..  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

Kaytown  Quiet  Automatic  Oil  Burner,  Models 

A,  B  and  C .  146-31-SA 

Kelco  Oil  Burner .  237-33-SA 

Kelvinator  Oil  Burner .  339-31-SA 

Kelvinator  Oil  Burner,  Models  K,  0256-A, 

0256-B,  0256-C,  0456,  0836  and  NIC  30-A 
and  Models  NK  30-B,  NK  30-C,  NIC  30-D, 

NK  45  and  NIC  83 .  105-34-SA 

TCeWaNee  Oil  Burner,  Model  “C” .  518-32-SA 

Keystone  Oil  Burner,  Models  LP  and  WP..  438-38-SA 

Kingsco  Oil  Burner,  Model  E .  130-37-SA 

ICingsway  Century  Oil  Burner,  Models  F  and 

G . . .  369-33- S  A 

ICingsway  Silent  Automatic  Oil  Burner,  Model 

A-l  .  216-36-SA 

ICleen  Heet  Oil  Burner .  62-24-SA 

ICleen  Heet  Oil  Burner,  Type  902 .  99-35-SA 

TCleen  Heet  Oil  Burner,  Type  R .  49-33-SA 

Korth  Oil  Burner,  Models  G  and  S .  136-34-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Kres-Kno  Pressing  Machine  Burner,  Model 

MD.  sizes  KRF  and  KRF-1 .  354-34-SA 

Kresky  Oil  Burner,  Model  MD .  591-29-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D..  226-33-SA 

Lange  Economical  Oil  Burner .  355-33-SA 

Latham  Automatic  Oil  Burner .  49-38-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Bake  Oven  Oil  Burner .  384-36-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Lektro-Matic  Oil  Burner,  Models  1-G,  2-G, 

3-G,  4-G  and  5-G .  265-37-SA 
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APPROVED  appliances 


Calendar  No. 


Name  of  Burner 
Lennox  Oil  Burner,  Series  LE-1,  LE-2  and  565_3g_SA 

Liberty  3  Automatic  Heater . 

Liberty  Pressure  Oil  Burner .  iS'tTqa 

Lochinvar  Oil  Burning  Unit .  ,,  k  . 

Lonergan  Automatic  Oil  Burner .  999  ™ 

Luxor  Heat  Oil  Burner.. 

Lynn  Power  Oil  Burner,  Models  1,  2  and  3. 


..  r  n  „  Calendar  No. 

Name  of  Burner  - 

Norge  Water  Heater,  Models  23  and  45 .  77?  26SA 

Nu-Way  Oil  Burner . 

H .  564-38-SA 

.  85-33-SA 

and  J-l  166-33-SA 


SA 
166-34-SA 


“M 


341 -32- S A 


W”  Domestic  Oil  Burners,  Models  Nos. 

25,  26,  65,  66,  307,  308,  309,  400  and  800. . 

M.  W.  Emancipator  Oil  Burner .  7*790"?  a 

M  W.  Oil  Burning  Water  Heater .  lTq  a 

M.  W.  Water  Heater,  Model  20-D .  36o-34-SA 

Magna  Fuel  Oil  Burner .  1m  ™  qa 

Major  Oil  Burner,  Models  H,  U,  P  and  PP. .  J0-34-SA 

Major  Oil  Burner,  Models  M  and  J. .  i?93-38-: SA 

Man*  Oil  Burner,  Model  H,  Type  R . 

Master  Fuel  Oil  Burner . 33(J->^-b. 

Master  Gulf  Oil  Burner,  Models  A,  B  and  E  23-37-bA 

Master-Kraft  Oil  Burner .  °3' "aT ca 

May  Oil  Burner . 

May  Oil  Burner,  Type  BB .  elo"?t"QA 

Mayflower  Oil  Burner . . . 

Mazda  Oil  Burner,  Models  A,  B  and  E . 

Melco  Automatic  Oil  Burner,  Type  A .  ^^b-SA 

Merco  Oil  Burner . 657-29-bA 

Mercurol  Oil  Burner,  Models  4X,  5A,  6X 

and  10X  . •  • .  ca 

Metered  Heat  Oil  Burner,  Model  G - - -  136-34-bA 

Metro-Pressure  Oil  Burner,  Models  A,  B  and 

r  146-31-SA 

Micron  Oil  Burner .  3^5-34-SA 

Midget  Oil  Burner . •••••• .  199  «§a 

Midget  Pressing  Machine  Oil  Burner . .  122-55-bA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

911  HI  and  114 .  327-51-bA 

Minneapolis  Automatic  Oil  Burner  .  34-34-SA 

Mohawk  Oil  Burner,  Models  A  and  H .  ca 

Monitor  Oil  Burner . .  Tio'ia  ca 

Morgan  Oil  Burner,  Models  A  and  H .  I77  97c  a 

Morrissey  Oil  Burner . •■•;•••••  673-27-bA 

Morrissey  Oil  Burner,  Models  MA-2,  MA-3, 

MA-4,  SP-1,  SP-2,  SP-3,  and  MP-1.... 

Morse  Conical  Type  Steam  Atomizing  Burner 
\ I  orse  Fan  Tail  Type  Steam  Atomizing  Burner 

Morse  Fuel  Oil  Burner .  ^0-23 

Moto-Heat  Oil  Burner . ••••  195-32 

Motorless  Oilheat  Burner,  Models  7,  9,  11,  13 

and  15  .  628-23-bA 

Mousette  Oil  Burner .  887-25-SA 

Nabco  Oil  Burner . ••••• . 

Nairoil  Oil  Burner,  Type  R,  Model  E .  ,ocon’c  a 

National  Airoil  High  Pressure  Burner .  a 

National  Airoil  Low  Pressure  Burner .  “-7V-5A 

National  Airoil  Type  D-R  Rotary  Oil  Burner  548-31 -b A 

National  Devices  Oil  Burner .  Jo4-36- -b A 

National  Oil  Burner,  Model  E-J .  3°0-34-SA 

National  Rotary  Oil  Burner . . . •  •  •  836-2o-SA 

Nesbitt  Oil  Burner,  Models  F,  JF,  BF  and  D  226-33-S  A 
New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  ocC1,"ca 

Nichols-McCann-Harrison  Burners  .  255-31-bA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner,  Model  R  584-28-bA 
Nokol  Automatic  Burner .  1078-24-SA 

Norge  Oil  Burner,  Models  N5,  N8,  N68  and 

]\jgg  .  345 -3  l-o  A 

Norge  Oil  Burner  Models  N8.  N18  and  N28  226-34-S  A 

Norge  Oil  Burner,  Models  N8-8C  and  N13-8C  543-37-SA 


Oil  Aire-Flo  Burner  Unit,  Series 
Oilbuilt  Burner  . •••  ••  ••  •  ••  •  ••  •• 

Oil  King  Oil  Burner,  Models  F,  b,  J  „  1359. 24-SA 

Oliver  Oil  Gas  Burner,  No.  30- A .  216-36-SA 

Oreo  Oil  Burner,  Model  . .  394-30-SA 

Oronoque  Oil  Burner .  .  13  26-bA 

Burner .  205-38-SA 

15  .  343-35-SA 

. .  .  77-34-SA 

a'-25 . . ......  248-37-SA 

R-15  and  R-35..  21-36-SA 


359-33-SA 

938- 25-SA 

939- 25-SA 
SA 
SA 


Oil 


Model"  X! .  617-30-SA 

.  1029-26-SA 

Type". .  250-37-SA 

~~  236-35-SA 

Burner . .  ~  313-35-SA 


PDM  Low  Pressure 

Pacific  Oil  Burner . 

Packard  Fuel  Oil  Burner.. 

Paragon  Oil  Burner,  Model 
Paragon  Oil  Burner,  Models  K-15  ana  iv-oj.. 

Paramount  Oil  Burner.. 

Paramount  Oil  Burner^ 

Pascoe  Oil  Burner. 

Penn  Automatic  Oil  Burner,  Gun 

Penn  Rotary  Oil  - ^  ,  r 

Peoples  Silent  Oil  Burner,  Models  O  and  G 
Perfect  Automatic  Oil  Burner,  Models  DL-/, 

DL-8,  DL-10,  0-5,  0-7,  0-8  and  0-10  . . . .  264-35-bA 

Perfect  Automatic  Oil  Burner  (Gun  lype), 

Model  A-l  .  43  ca 

Perfect-Pantex  Oil  Burner .  1 7^37’ S A 

Perfex  Airnoil  Burner  .  ~  . 

Domestic  Burner .  71  qa 

Model  T  Oil  Burner .  451-51- 

Model  W  Oil  Burner .  7«  9c" q  a 

Burner,  Model  0 .  71c  30-^4 

Oil  Burner,  Model  W-2 ... . .... ......  ?44-33-S  A 

Oil  Burner,  Models  W-l  and  W-1%... 

Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15.... . 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner  Model  W-AH. ........  . . 

Philco  Oil  Burner,  Models  AM  and  B .  19-n  97 

Pioneer  Automatic  Oil  Burner  .  Ttt  bca 

Precision  Oil  Burner,  Model  W... . ;••••  137-5/-bA 

Preferred  Oil  Burner  (Manual  Operation), 

Pressure  Oil  Burners,  Models  A  B  and  C...  146-31-SA 

Presto  Automatic  Oil  Burner. . ...  ••••••••••• 

Prize  Automatic  Oil  Burner,  Models  A.  B  31-SA 

Progressive  Oil  Burner,  Models  G4,  G5,  U6  ^ 

and  G7  . ; - -  • ;  •  •  •  . . 

Progressive  Press  Machine  Oil  Burner, 

Models  PMB  and  PMBS . .  224-34-SA 

Public  Service  Oil  Burner,  Models  R-lo  and 
R-35  . 


Petro 

Petro 

Petro 

Petro 

Petro 

Petro 

Petro 

Petro 


245-33-SA 
40-31- 


21-36-SA 


Pyrolene  Oil 


BU;;e;: .  184-36-sa 

Quiet  Ballard  Automatic  Oil  Burner .  65Si2^A 

Quiet  Heet  Oil  Burner .  49-36-bA 

Radiant  Oil  Burner,  Models  1G,  2G,  3G,  4G  ^  ^  ^ 

Radiant  OU  BuVneV, "Model *2^ 'id! !’.!!!!..•  •  559-38-SA 

Rasol  Oil  Burner . 108-54-bA 

Ray-Dio  Sunshine  Oil  Burner,  Model  C,  sizes 

'  19  1  a  anfl  16  5ors-54-b/f' 

Ray  Gun  Type  Oil  Burner,  Model  XP.  . . . . . .  50-38-SA 

Ray  Rotarv  Fuel  Oil  Burner,  Types  A  and  B  S04-23-SA 

Rayfield  Oil  Burner .  5So1j'§a 

Real  Host  Oil  Burner .  -JfxTn* 

Re-Ly-On  Oil  Burner .  ....  ....  745-26-bA 

Remington  Domestic  Oil  Burner,  Type  B....  532-51-bA 

Remington  Oil  Burner . ••••••  v-.-  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil 

Burner  . r’ 

Reynolds  Automatic  Oil  Burner,  Model  R-D. 


440-37-SA 


20 


APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Reynolds  Oil  Burner,  Model  GC .  266-34-SA 

Richfield  Oil  Burner,  Pressure  Gun  Type _  73-36-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Ritz  Oil  Burner,  Model  A .  378-36-SA 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-SA 

Rotoflame  Gem  Oil  Burner .  187-33-SA 

Round  Oak  Oil  Burner .  343-35-SA 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner  .  304-32-SA 

S.  &  K.  Mechanical  Fuel  Oil  Burner .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S-K  Oil  Burner.  Models  F  and  G .  369-33-SA 

S.  T.  Johnson  Co.  B.H.  Oil  Burner .  517-37-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel 

Oil  Burner  . .  197-32-SA 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 

Oil  Burner  .  198-32-SA 

S.  T.  Johnson  Oil  Heat  Servant .  157-34-SA 

Sachem  G.B.O.  Oil  Burner . 282-33-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Scott-Nevvcomb  Pioneer  Oil  Burner,  Models 

C,  CA,  CJ.  CV  and  SN  Junior .  436-32-SA 

Sealdheet  Oil  Burner,  Model  SH .  160-36-SA 

Security  Oil  Burner .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Shur-Heat  Oil  Burner.  Models  R-15  and  R-35  21-36-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B,  C,  O,  A1  and  AA .  461-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Flame  Oil  Burner,  Model  M .  172-37-SA 

Silent  Flash  Oil  Burner,  Model  Cl .  38-33-SA 

Silent  Glow  Mid-West  Oil  Burner  for  Press¬ 
ing  Machines,  Model  106  .  328-37-SA 

Silent  Glow  Oil  Burner,  Model  G .  600-30-S A 

Silent  Glow  Oil  Burner,  Models  600,  800, 

1000,  1200,  1800,  2800,  3800,  6800  and  8800.  345-31 -SA 

Silent  Glow  Oil  Burner,  Model  1300 .  12-37- SA 

Silent  Glow  Oil  Burner  for  Pressing  Ma¬ 
chines,  Models  600  and  800 .  327-37-SA 

Silent  Heet  Oil  Burner,  Models  A,  B  and  E. .  23-37-SA 

Silent  Heet  Oil  Burner,  Model  C .  96-36-SA 

Silent  Paramount  Oil  Burner,  Models  F  and  G  369-33-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A _  446-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner..  145-31-SA 

Simplex  Horizontal  Rotary  Oil  Burner, 

Types  H,  H.E.G.  and  H.E.G.-H .  367-36-SA 

Simplex  Turbine  Fuel  Oil  Burner,  Models 


C.O.G.  and  M.O.G .  1203-22-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G.  536-31-SA 
Standard  Automatic  Oil  Burner,  Type  11-G.  537-31-SA 

Standardyne  Oil  Burner .  34.34.SA 

Stephens  Oil  Burner,  Models  Nos.  1  and  2 _  146-33-SA 

Sterling  Oil  Burner  .  322-30-SA 

Stromberg  Oil  Burner,  Models  A,  B  and  E. . .  23-37-SA 

Stuhler  Oil  Burner .  618-27-SA 

Stuhler  Oil  Burner,  Model  R . 84-36-SA 

^ummerheet  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5K  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Sunflower  Oil  Burner.  Model  S-2 .  587-30-SA 

Sun-Glo  Oil  Burner,  Models  A,  B  and  E .  23-37-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sun-Ray  Fuel  Oil  Burner .  106-33-SA 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH...  715-29-SA 


Name  of  Burner 

Super  Automatic  Zephyr  Oil  Burner,  Model  A 

Superb  Oil  Burner,  Models  A  and  B . 

Superfex  Oil  Burner,  for  Warm  Air  Fur¬ 
naces,  Models  100,  100-E,  101,  101-E,  200, 

200-E,  300  and  300-E  . . 

Superheet  Oil  Burner,  Model  D . 

Superior  Oil  Burner,  Models  A  and  H . 

Supreme  Oil  Burner,  Model  G . 

Swirling  Heat  Oil  Burner,  Model  A-M . 

Sword  Automatic  Oil  Burner . 

Syncro-Flame  Oil  Burner,  Models  R  and  RH 

Tabor  Automatic  Oil  Heater,  Type  “D” . 

Thermoil  Oil  Burner,  Model  G1 . 

Thompson-Gould  Oil  Burner  . 

Thoroburn  Oil  Burner,  Model  A-1-16-G . 

Timken  Oil  Burner,  Model  20 . . . 

Timken  Rotary  Oil  Burner . 

Timken  Silent  Automatic  Heater  (Water 
Heater  Unit)  Models  40-A  and  50-B.... 
Timken  Silent  Automatic  Oil  Burner,  Model  G 
Timken  Wall  Flame  Oil  Burner,  Model  F.... 
Todd  Mechanical  Oil  Burner,  Type  Hex-Press 
Todd  Rotary  Burner,  Models  A,  B  and  C... 

Todd  Spiro  Oil  Burner . 

Todd  Spiro  Burner  (pump  type) . 

Toridheet  Oil  Burner  . 

Toridheet  Oil  Burner,  Model  G... . 

Tri-Aire  Oil  Burner,  Model  C-3...., . 

Troian  Domestic  and  Industrial  Fuel  Oil 

Burner  . 

Tropic  Heat  Oil  Burner,  Model  G . 

Twin  City-on-the-Door  Oil  Burner . 

U  and  S  Oil  Burner  for  Pressing  Machine, 

Models  A,  B  and  C . 

Uni-Lec-Tric  Oil  Burner . 

United  States  Gun-type  Oil  Burner . 

United  States  Oil  Burner . 

Universal  Fuel  Oil  Burner . 

Universal  Oil  Burner . 

Vapomatic  Oil  Burner . 

Yaporoil  Burner  . 

Vesta  Oil  Burner . 

Victor  Oil  Burner . 

Victory  Oil  Burner . 

Viking  Oil  Burner . 

Vitro-Heet  Oil  Burner,  Model  MD . 

Vitro-Heet  Pressing  Machine  Burner,  Mod¬ 
el  MD,  sizes  KRF  and  KRF-1 . 

Volcano  Automatic  Oil  Burner . 

Volcano  Automatic  Oil  Burner,  Models  EW, 

EW-1,  EW-2  and  E . 

Volcano  Automatic  Oil  Burner,  Models  D,  H 

and  K  . 

Vortex  Oil  Burner,  Type  V,  Model  No.  7 .... 


Warner  Oil  Burner,  Model  A . 

Wayne  Oil  Burner . 

Wayne  Domestic  Oil  Burner,  Model  K . 

Wayne  S-2  Domestic  Oil  Burner . 

Webster  Oil  Burner,  Model  M . 

Weco  Multi  Oil  Burner,  Low  Pressure  Type. 

Wheco  Oil  Burner . 

White  Flame  Oil  Burner . 

White  Heat  Oil  Burner . 

Williams  Oil-O-Matic  Oil  Burner,  Models  J, 

JJ,  Junior,  K,  KA,  KB,  R  and  HP-3 . 

Windsor  Oil  Burner,  Models  A-3U,  B-5U 

and  C-6U  . 

Winslow  Kleen  Heet  Burner,  Models  805  and 

820  . 


Calendar  No. 
463-31-SA 
86-36-SA 


400-32-SA 
254-33-SA 
110-36-SA 
136-34-SA 
242-36- S  A 
951-25-SA 
139-35-SA 

778-28- SA 

324-36-SA 

178-35-SA 

269-33-SA 

287-28-SA 

297-29-SA 


121-35-SA 

266-34-SA 

497-38-SA 

177-35-SA 

454-25-SA 

470-31-SA 

94-32-SA 

63-28-SA 

17-35-SA 

188-36-SA 


667-28-SA 
136-34-SA 
1 29-27- S  A 


331-36-SA 
498-29-SA 
222-35-SA 
620-28- S  A 
6-24-SA 
584-3 1-S  A 


275-3USA 
44-32-SA 
451-26-SA 
612-30-SA 
320-30- S A 
396-32-SA 
591-29-SA 

354-34-SA 
556-29- S  A 

341-33-SA 

234-37-SA 
1 80-38-S A 


16-34-SA 

1155-25-SA 

115-32-SA 
115-32-SA 
172-37-SA 
24-36-SA 
108-34-SA 
357-35- S  A 
232-36-SA 

9 1 8-22- S  A 

658-30-SA 


19-25-SA 
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APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Wisconsin  Fuel  Oil  Burner,  Models  O,  A 

and  B  .  32-33-SA 

Wizard  Automatic  Oil  Burner .  181-33-SA 

York  Automatic  Oil  Burner .  44-29-SA 

York  Bake  Oven  Oil  Burner .  384-36-SA 


Name  of  Burner  r  Calendar  No. 

York  Horizontal  Rotary  Oil  Burner  (Type  56  35.5  A 

York-Lalor  Oil  Burner  .  a 

Yorktown  Oil  Burner .  lic  cA 

Yorktown  Oil  Burner,  Model  A . 


Zenith  Oil  Burner. 


270-34-SA 


APPROVED  APPLIANCES 


APPROVED  RANGE  OIL  BURNERS  AND  SPACE  HEATERS 


Name  of  Burner  Calendar  No. 

A  B.C.  Range  Burner  Assemblies,  Models 
AS -4,  AS-6,  AD-6,  AS-9  and  A-3798 

Water  Heater  Assembly  .  %1c"ca 

Aetna  Range  Oil  Burner  . .  •  29-35-SA 

Aetna  Water  Heater,  Models  6,  7,  9  and  47 

W.H.T.  and  15  and  16  W.H.T .  148-37-SA 

Air-O-Flame  Space  Heater,  Models  108  and 

810  (pot  type)  . 190-35-SA 

Air-O-Flame  Space  Heater,  Models  71,  91, 

1572  and  1582  (sleeve  type)  .  206-35-SA 

Air-O-Flame  Range  Burner  .  236-34-SA 

American  Beauty  Heater  (Pot  Types), 

Models  1P61,  1P62,  1P91  and  1P92 .  224-36-SA 

Ameroil  Oil  Burner  for  Stoves  and  Ranges..  592-32-SA 


Biltwell  Range  Oil  Burner,  Models  B-l  and 

B-2  . 

Bland  Range  Oil  Burner . 

Blue  Glow  Range  Oil  Burners,  Models  Su¬ 
preme  and  DeLuxe  . 

Brigham  Range  Oil  Burner . 


196-34-SA 
234-34- S A 


308-34-SA 

217-35-SA 


Name  of  Burner 

Hi-Heat  Range  Burner,  Models  A  and  De- 

Lux  . .  •  •  •  • 

Hupp  Range  Oil  Burner,  Models  S.D.  and  C.D. 


Calendar  No. 

323-34-SA 
309-34- S A 


Ker-Oil  Automatic  Water  Heater . 

Kerogas  Bowl  Type  Space  Heater,  Models 
300-300-A,  303-303-A,  310-310-A,  315-315-A 

and  320-320A  . . .  ■ •  • 

Kerogas  Hot  Blast  Oil  Heater,  Models  210, 

135,  110,  207  and  115 . 

Kolrid  Range  Burner  . ;••••■  •  •  W 

Kres-Kno  Range  Oil  Burner,  Model  MD. 
Sizes  KR,  KRF,  KRF-1  and  1R . 


263-35-SA 

266-35-A 

339-34-SA 

48-34-SA 

355-34-SA 


Lochinvar  Automatic  Oil  Burning  Water 

Hester  . . . . . 

Lonergan  Automatic  Hot  Water  Heater . 

Lonergan  Oil  Burning  Heater,  Models  F-2, 

F-3,  C-4,  R-l  and  R-2 . . 

Loyalty  Range  Burner  . . . . 

Lynn-Range  Burner,  Models  Junior,  Lypre 
and  DeLuxe  . 


1 43-36- S  A 

179-35-SA 

263-34-SA 

302-34-SA 

238-33-SA 


Caloroil  Range  Oil  Burner .  172",t‘c^  MW.  Bake  Oven  Range  Burner,  Model  448 

Champion  Range  Oil  Burner,  Models  A  and  B  291-34-SA  and  M  w  Corc  Oven  Range  Burner, 

Sole  Hot  Blast  Oil  Burning  Stove,  Model  No.  Model  450  . . 

912  .  207-35-SA  j^l.W  Circulating  and  Radiant  Heaters, 

Coleman  Oil  Burning  Circulating  and  Space  Models  501,  601,  701  and  801.. . 

Heater,  Model  825  .  308-36-SA  M.W.  Oil  Burning  Range,  Commercial  Models 

c  152  and  251  and  Domestic  Models  101-G 

Diamond  Range  Oil  Burner .  325-34-SA  and  126-B . 


367-34-SA 

366-34-SA 

364-34-SA 


Easyway  Range  Oil  Burner,  Models  D27, 

DC27,  G27  and  NG27 . . 

Easyway  Space  Heater,  Models  CRL19, 

CRN  17,  CSP27  and  CSP19 . 

Easyway  Water  Heater,  Models  H.W.l  and 

H.W.2  . 

Ellington  Range  Oil  Burner,  Square  Circulat¬ 
ing  Heater  and  Round  Circulating  Heater 
Ellington  Range  Oil  Water  Heater,  Models 

M  and  J  . 

Evur-Ready  Range  Oil  Burner,  Models 
Leader,  Standard  and  DeLuxe . 


157- 35-SA 

158- 35-SA 

159- 35-SA 

351-34-SA 


40-35-SA 


311-34-SA 


Fairfax  Range  Burner  .  302-34-SA 

Florence  Oil  Heater,  Models  KC-9,  GC-6, 

GC-7,  GS-27,  CH-9,  CH-27,  CH-28, 

CH-29,  RH-7  and  RH-9 .  62-33-SA 

Florence  Oil  Space  Heater,  Models  PH-28, 

PH-8,  PC-8,  PC-28,  PR-10,  PR-81  and 

PR-82  .  172-35-SA 

Florence  Range  Burners .  219-34-SA 

Fox  Range  Oil  Burner .  200-34-SA 

Frogil  Oil  Burning  Space  Heater,  Models  182, 

274,  284,  294,  487  and  588 .  923-38-SA 

Gilbert  and  Barker  Oil  Space  Heaters,  Models 
GB-1315,  GB-1015,  GB-1011,  GB-815  and 
GB-811  .  56-37- S  A 


Majestic  Range  Oil  Burner,  Models  27B  and 

27T  . .  1 80-35- S  A 

Majestic  Space  Heater,  Models  247T  and  248.  181-35-SA 
Majestic  Water  Heater,  Models  255A  and  255B  182-35-SA 
Matchless  Self-Lighting  Range  Oil  Burner...  410-37-SA 
Moderne  Range  Oil  Burner,  Models  Regular, 

Junior  and  Firenew  .  357-34-SA 


National  Range  Oil  Burner  . ••• 

Nesco  Circulating  Heater,  Models  041,  41,  042 


No-Wyck-Koaless  Range  and  Stove  Oil  Burner 
Norge  Space  Heater,  Models  75,  50,  37  and 
37-R  . 


361-34-S A 

264-36-SA 

251-34-SA 

366-34-SA 


Octo  Range  Oil  Burner . . . •••••• 

Odin  Beauty  (Space  Heater),  Models  61,  62, 

91  and  92  . 

Odin  Beauty  Heater  (Pot  Types),  Models 

1P61,  1P62,  1P91  and  1P92 . . 

Orlando  Range  Oil  Burner,  Models  \  J-275, 
VJ-195  and  VO-275 . 

Plymouth  Oil  Burning  Space  Heater,  Models 

18,  20,  28  and  30 . .  . . . .• 

Preway  Circulating  and  Radiating  Type  Oil 
Burning  Space  Heater,  Models  906P , 
907 P,  300P,  918P,  920 P,  930P  and  933P. . . 


410-37-SA 

233-35-SA 

224-36-SA 

329-34-SA 


923-38-SA 

493-38-SA 


22 


APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Putnam  Range  Oil  Burner  .  54-35-SA 


Quaker  Burnoil  Stove  .  11-31-SA 

Quick  Meal  Range  Burner  .  304-34-SA 

Quick  Meal  Space  Heater,  Models  5672-6! 

5671-13,  5671-33  and  5671-35 .  306-34-SA 

Quick  Meal  Water  Heater,  No.  5681-0 .  305-34-SA 

Ray-Dio  Sunshine  Range  Oil  Burner,  Models 

A,  Daisy  and  Water  Heater .  32-31-SA 


Sachem  Oil  Space  Heater,  Models  GB-811 
GB-815,  GB-1011,  GB-1015  and  GB-1315. 
Sam co  Oil  Space  Heater,  Models  1108  and 

1110  . 

Sears  Roebuck  Oil  Burning  Water  Heater, 

Hercules  Model  No.  2544 . 

Serv-Well  Range  Oil  Burner,  Models  27B 

and  27T  . 

Serv-Well  Space  Heater,  Models  247T  and’248 
Serv-Well  Water  Heater,  Models  255A  and 

255B  . 

Silent  Glow  Range  Oil  Burner . 

Silent  Glow  Si-Glo-Lo  Oil  Space  Heater, 

Models  15,  35,  60  and  80 . 

Silent  Heet  Oil  Burner  for  Ranges  and  Stoves 
Smith-\\  haley  Range  Oil  Burner,  Models 
SW-1  and  SW-2  . 


56-37-SA 

73-37-SA 

303-36-SA 

1 65- 35- S A 

166- 35-SA 

167- 35-SA 
172-34-SA 

24-37-SA 

592-32-SA 

1 96-34- S A 


Name  of  Burner  Calendar  No. 

Speedy  Hot  Oil  Space  Heater,  Models 
GB-811,  GB-815,  GB-1011,  GB-1015  and 
GB-1315.  . . .  56-37-SA 

Superfex  Oil  Burning  Heater,  Models  1031, 

1032,  1035,  1036,  1107,  1108,  1109,  1110, 

1117,  1118,  1119  and  1120  and  Superfex 
Heat  Projector,  Models  1051,  1052,  1053 


and  1054  .  491-31-SA 

Toridheet  Range  Water  Heater,  Models  222, 

232  and  242 .  65-35-SA 

Tower  Range  Oil  Burner  .  12b-33-bA 

Vap-R-Oil  Oil  Burner  for  Ranges  and  Stoves  592-32-SA 
Victor  Circulating  Fuel  Oil  Heater,  Models 

VCH-27,  VCH-19  and  VCH-17 .  243-36-SA 

Victor  Range  Oil  Burner,  Models  VJ-275, 

VJ-195  and  VO-275  .  329-34-SA 

Viking  Pot  Type  Space  Heater,  Models  120, 

165  and  170  .  310-35-SA 

Viking  Range  Oil  Burner  and  Range  Oil  Burn¬ 
ing  Heater,  Models  20,  30,  60,  65,  70  and  80  333-34-SA 

Viking  Range  Water  Heater,  Models  222,  232 

and  242  .  65-35-SA 

Vitro-Heet  Range  Oil  Burner,  Model  MD, 

sizes  KR,  KRF,  KRF-1  and  1-R .  355-34-SA 

Washington  Oil  Burning  Space  Heater,  Mod¬ 
els  3712,  3724,  3736,  3747  and  3758. .  . .  923-38-SA 


APPROVED  FUEL  OIL 


Name 

Alro  . 

Fee  and  Mason . 

Flagg  . 

T.  H.  N . 

Moore  and  Kling,  6  inch  Type  D 
Newbury  . 


Calendar  No. 
720-38-SA 
10-36-SA 
345-35- S  A 
292-35-SA 
184-38-SA 
223-35-SA 


FILL  PIPE  TERMINALS 

Name 

Preferred  . • . 

Rhode  Island  . 

Seal-O-Strain  . 

Sealtite  . 

Simplex  . 

Weco  . 


Calendar  No. 

213- 35-SA 
204-35-SA 

48-35-SA 

231-35-SA 

214- 35-SA 
78-38-SA 


APPROVED  GAS  HEATERS 


Name  of  Burner  Calendar  No. 

Bryant  Unit  Garage  Heater,  Models  l-AG-85- 

C,  2-AG-85-C  and  3-AG-85-C .  292-38-SA 

Bryant  Vertical  Forced  Air  Heater,  Model  8, 

Type  VB  (Gas  Fired) .  443-38- SA 

Humphrey  Gas  Unit  Heater,  Models  60,  65, 

85,  100,  125  and  200 .  679-38-SA 


Name  of  Burner  Calendar  No. 

Janitrol  Gas  Unit  Heater,  Models  UG45-37, 

UG8S-37,  UG100-37,  UG125-37,  UG160-37, 

UG200-37,  UG400,  CG45-37,  CG60-37, 

CG85-37,  CG100-37,  CGI 25-37,  CG160-37, 

CG200-37,  CG400,  M  2000,  M  3000,  M 
4000,  D  4000,  UG60-35,  UG 125-35,  UG200- 
35,  CG10-34  and  CG8-34 .  683-38-SA 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and'  engineers  representing 
owners  or  lessees  in  proceedings  before  the  board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  he  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  application  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order ;  therefore,  no  appeal  or  ap¬ 
plication  will  be  held  in  abeyance  by  reason  of  failure  of 
the  appellant  or  applicant  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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RULES 


FIRE  RETARDING  RULES  FOR  GARAGES,  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  Aug. 
30,  1917;  Amended  Nov.  1,  1917,  and  Feb.  3,  1922. 


Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In 

garages,  motor  vehicle  repair  shops  and  oil  selling  stations 
any  material  or  form  of  construction  shall  be  deemed  re¬ 
retarding  within  the  meaning  of  §73,  subdivision  3,  of  the 
building  code,  that  resists  the  action  of  flame  and  heat 
when  subjected  to  a  continuous  fire  for  one  hour  at  an 
average  temperature  of  seventeen  hundred  (1700)  degrees 
Fahrenheit  without  the  passage  of  flame,  and  with  a  max¬ 
imum  temperature  rise  to  four  hundred  (400)  degrees 
Fahrenheit  on  the  side  away  from  the  fire.  The  point  at 
which  the  temperature  of  transmitted  heat  is  measured 
shall  be  protected  from  external  air  and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  one 
hundred  (100)  square  feet  and  least  dimension  shall  be  not 
less  than  nine  (9)  feet.  When  in  the  form  of  floor  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  two 
hundred  (200)  square  feet  and  the  least  dimension  shall 
be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support  the 
live  load  for  which  it  is  designed,  and  after  the  fire  shall 
safely  sustain  twice  the  designed  live  load  with  a  maximum 
deflection  of  not  more  than  one  two-hundredth  (1/2UU) 
part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
jointed  floor  construction  shall  be  accepted  as  fire-retarding 
construction  in  non-fireproof  buildings  used  as  garages, 
motor  vehicle  repair  shops  or  oil  selling  stations  when  the 
beams  are  protected  on  the  upper  and  under  sides  with  the 
fire-retarding  materials  specified  in  rules  for  floor  and 
ceiling  coverings. 


Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  upper  sides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations. 

(a)  Seven-eighths  (Vi)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproofing 
covered  with  not  less  than  two  and  one-half  (2 V) 
inches  of  1 :2}4  :5  concrete  or  better,  reinforced  with 
not  less  than  one-fourth  04)  of  one  (1)  per  cent  of 
steel  mesh ; 

(b)  Two  and  one-half  (2j4)  inches  of  1  :2  :4  concrete 
applied  directly  to  the  top  of  the  joists,  with  or  without 
temporary  support,  reinforced  with  not  less  than  one- 
fourth  of  one  per  cent  steel  rods,  mesh  or  steel  lath,  and 
having  the  tops  of  the  joists  coated  with  approved 
waterproof  paint  or  protected  by  tar  paper  on  the  top 
and  on  the  sides  for  a  distance  of  three  inches  from 
the  top. 


Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  undersides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations; 

(a)  One-half  (lA)  inch  plaster  boards,  or  three- 
eighths  04)  inch  gypsum  wall  boards  weighing  not  less 
than  16  pounds  per  square  yard  with  pointed  joints 
covered  with  No.  26  U.  S.  gauge  sheet  metal  with  one 
(1)  inch  lapped  seams  nailed  to  the  wood  beams  when 
spaced  not  more  than  sixteen  (16)  inches  on  centers,  or 
nailed  to  furring  strips  when  the  floor  beams  are  spaced 
more  than  sixteen  (16)  inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  (Vx)  inch  asbes¬ 
tos  board  laid  with  tight  staggered  joints  and  nailed  to 
the  beams,  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when  the 


floor  beams  are  more  than  sixteen  (16)  inches  on 

centers ;  ,  , 

(c)  Metal  lath  weighing  not  less  than  three  pounds 
per  square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters 
(24)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor  ve  n- 
cle  repair  shops  or  oil  selling  stations  shall  be  attached  o 
wood  floor  beams  and  girders  in  such  manner  as  to  main- 
tain  an  air  space  between  the  wood  beams  and  all  wood 
beams  shall  be  seasoned  before  applying  the  protective  coat. 

Rule  6.  Openings  in  Fire- Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted  with 
metal  thimbles  and  made  watertight  for  a  height  of  three 
(3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire-retarded  shall 
be  protected  with  fire-retarding  materials  specified  tor  ceil¬ 
ing  coverings  in  these  rules,  or  with  any  of  the  materials 
accepted  in  fireproof  construction;  except  that  an  air  space 
shall  not  be  required  around  steel  or  cast  iron  columns. 

Where  necessary  for  protection  against  mechanical  in¬ 
jury  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground  with 
No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with  the 
fire-retarding  materials  specified  for  ceiling  coverings  in 
these  rules,  or  with  any  of  the  materials  acceptable  in  hre- 
proof  construction ;  except  that  an  air  space  need  not  be 
provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  hereafter 
converted  to  be  used  as  garages,  motor  vehicle  repair  shops 
or  oil  selling  stations  shall  be  enclosed  in  fire-retarding  par¬ 
titions  continued  through  the  non-fireproof  floor  construc¬ 
tion  and  when  unfilled  wood  stud  partitions  are  used,  the 
space  between  the  floor  beams  shall  be  fire-stopped  with 
incombustible  materials.  All  openings  in  such  partitions 
shall  be  protected  with  accepted  metal-covered  fire  doors 
or  windows.  Wherever  necessary  for  protection  against 
mechanical  injury,  the  partition  shall  be  jacketed  to  a  height 
of  five  (5)  feet  on  the  garage  side  with  No.  4  US.  gauge 
metal.  Any  one  of  the  following  forms  of  partitions  shall 
be  accepted  for  the  enclosure : 

(a)  Two  by  four  inch  wood  studs,  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  metal  lath  weighing  not  less  than  three  pounds  per 
square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters 
(^4)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eighths  (Vs)  inch  wood  sheathing,  one-half 
(x/i)  inch  plaster  boards  with  pointed  joints  and  No.  26 
U.  S.  gauge  sheet  metal  with  one-inch  lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eighths  (Vs)  inch  wood  sheathing,  two 
thicknesses  of  one-quarter  0/4)  inch  asbestos  boards 
laid  with  tight  staggered  joints  and  jacketed  with iNa 
16  U.  S.  gauge  metal  on  the  garage  side  to  a  height  of 
five  (5)  feet; 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No.  26 
U.  S.  gauge  metal; 

(e)  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
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HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 
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HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  January  3,  1939 
Cal.  No.  Department  Premises  Affected 


1219-38-A . F.D. . . . 


.289-293  Powell  street,  east  side, 
250  ft.  south  of  Sutter  avenue 
(Block  3763,  Lot  No.  11), 
Borough  of  Brooklyn, 

76567-L.  C.  and  Decision. 


1209-38- A _ H.B.M . 222-224  West  59th  street,  south 

side,  325  ft.  west  of  Seventh 
avenue  (Block  1030,  Lot  46), 
Borough  of  Manhattan, 

Alt.  3299-38. 


1210-38-S . F.D . 617-627  Madison  avenue,  east 

side,  from  East  58th  street  to 
East  59th  street,  37-41  East 
58th  street  and  36-54  East 
59th  street  (Block  1294,  Lot 
46),  Borough  of  Manhattan, 
Decision  re :  93503-L.  F. 


121 1-38- A _ H.B.M .  755  Seventh  avenue,  southeast 

corner  of  West  50th  street 
(Block  1002,  Lot  61),  Bor¬ 
ough  of  Manhattan, 

Viol.  5325-38. 


1212-38-S _ H.B.B . 105-107  Johnson  avenue,  north 

side,  75  ft.  east  of  Leonard 
street  (Block  3060,  Lots  30 
and  32),  Borough  of  Brook¬ 
lyn,  Decision. 


1213-38-A _ H.B.M . 61-70  Overlook  Terrace,  south¬ 

west  corner  of  West  187th 
street  (Block  2180,  Lot  46), 
Borough  of  Manhattan, 

N.  B.  9-38. 


1214-38-A.  . .  .H.B.Q . 47-46  40th  street,  west  side,  90.03 

ft.  north  of  48th  avenue 
(Block  199,  Lots  52  and  54), 
Long  Island  City,  Borough  of 
Queens,  Decision. 


1215-38-A _ H.B.B . 339  Ocean  parkway,  southeast 

corner  of  Avenue  C  (Block 
5375,  Lot  1),  Borough  of 
Brooklyn,  Applic.  14167-38. 


1216-38-A.  ..  .H.B.M . 22  Washington  Square  north, 

north  side,  271  ft.  5)4  in.  west 
of  Fifth  avenue  and  22  Mac- 
Dougal  alley  (Block  551,  Lot 
11),  Borough  of  Manhattan, 
Decision. 


1217-38-BZ....  H.B.Q... 


..149-01  Rockaway  boulevard, 
northwest  corner  of  Sutphin 
boulevard  (Block  2832,  Lot 
36),  South  Ozone  Park,  Bor¬ 
ough  of  Queens, 

B  9483-38. 


1218-38-A _ H.B.Bx . Tract  of  land  bounded  by  East 

Tremont  avenue,  Castle  Hill 
avenue,  St.  Raymond  avenue, 
Odell  street,  Westchester  ave¬ 
nue,  Hugh  J.  Grant  Circle, 
Virginia  avenue,  Wood  ave¬ 
nue  and  White  Plains  road 
(Block  3938,  Lot  1  and  Block 
3944,  Lot  1),  Borough  of  The 
Bronx,  Decision. 


1220-38-A _ H.B.Bx . 141-151  Lincoln  avenue,  north¬ 

west  corner  of  East  134th 
street  and  west  side  of  Lin¬ 
coln  avenue,  37  ft.  6  in.  and 
72  ft.  6  in.  north  of  East 
134th  street  (Block  2317,  Lots 
44-49  inclusive),  Borough  of 
The  Bronx, 

Alt.  741-38,  Alt.  742-38 
and  Alt.  743-38. 


l?21-38-A  ..H.B.Q . 55-15  Grand  avenue,  north  side, 

259.2  ft.  west  of  Old  Flushing 
road  (Block  2609,  Lot  6), 
Maspeth,  Borough  of  Queens, 
Alt.  9646-38. 


1222-38-BZ _ H.B.B .  794-798  Saratoga  avenue,  west 

side,  100  ft.  23/4  in.  south  of 
Livonia  avenue  (Block  3582, 
Lot  37),  Borough  of  Brook¬ 
lyn,  Applic.  12330-38. 


1223-38-BZ  ..H.B.B .  6727  14th  avenue  and  1401-1411 

68th  street,  northeast  corner 
(Block  5769,  Lot  1),  Borough 
of  Brooklyn,  Alt.  16161-38. 


1224-38-BZ _ H.B.B . 695-697  New  Lots  avenue,  north 

side,  21  ft.  1  in.  west  of 
Jerome  avenue  (Block  4091, 
Lot  16),  Borough  of  Brook¬ 
lyn,  Applic.  7540-38. 


1225-38- A  _ F.D . 304  East  21st  street,  south  side, 

110  ft.  east  of  Second  avenue 
and  344-354  Second  avenue 
(Block  926,  Lot  1),  Borough 
of  Manhattan, 

13680-L.C.  and  Decision. 


1226-38-A _ H.B.B . Southwest  corner  of  Ocean  park¬ 

way  and  Coney  Island  con¬ 
course  (Block  7290,  Lot  1), 
Seaside  park,  Borough  of 
Brooklyn,  Applic.  18902-38.  , 


1227-38-A. .  .  .H.B.Q . 70-02  to  70-08  Northern  boule¬ 

vard,  southeast  corner  of  70th 
street  (Block  1243,  Lot  1), 
Jackson  Heights,  Borough  of 
Queens,  N.B.  9382-38. 


1228-38-A-WF. .  .H.B.Q..  .133-61  Roosevelt  avenue,  north¬ 
west  corner  of  Prince  street 
(Block  4973,  Lots  37-40  in¬ 
clusive),  Flushing,  Borough 
of  Queens,  N.B.  10002-38. 


1 229-38- SM . Ennjay  160/180  Melting  Point 

and  Ennjay  180/200  Melting 
Point  Roofing  Asphalt,  man¬ 
ufactured  by  Standard  Oil 
Company  of  New  Jersey, 

Material. 


1230-38- A _ H.B.Q . East  side  of  86th  street,  18  ft. 
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south  of  25th  avenue  (Block 
1360,  Lot  1),  Astoria,  Bor¬ 
ough  of  Queens, 

N.B.  10691-38. 

1- 39-A . H.B.M . 50-64  Park  Terrace  west  (Bldg. 

#1),  521-535  West  215th 

street  (Bldg.  #2),  89-103 

Park  Terrace  east  (Bldg. 
#3),  520-534  West  217th  street 
(Bldg.  #4)  and  536-550  West 
217th  street  (Bldg.  #5)  ; 
(Block  2243,  Lot  240),  Bor¬ 
ough  of  Manhattan,  N.B.  201- 
38,  N.B.  202-38,  N.B.  203-38, 
N.B.  204-38,  and  N.B.  205-38. 

2- 39-GR . Re:  Interpretation  of  Amend¬ 

ment  to  Art.  1,  subd.  16  of 
Sec.  4  of  the  Multiple  Dwell¬ 
ing  Law  relative  to  Curb 
Levels,  General  Resolution. 


3-39-A . H.B.B.. 


.640  East  Third  street,  west  side, 
193  ft.  4  in.  north  of  Ditmas 
avenue!  (Block  5386,  Lot  36), 
Borough  of  Brooklyn, 

Applic.  18454-38. 


Restored  to  Calendar 


626-32-BZ. ..  .H.B.M . 368-380  Front  street,  north  side, 

114  ft.  west  of  Jackson  street 
(Block  243,  Lots  70  to  76), 
Borough  of  Manhattan, 

N.B.  29-33. 


DESIGNATIONS:  H.B.— Department  of  Housing  and  Build¬ 
ings;  H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn; 
H.B.M. — Department  of  Housing  and  Buildings,  Manhattan; 
H.B.Q. — Department  of  Housing  and  Buildings,  Queens; 
H.B.K. — Department  of  Housing  and  Buildings,  Richmond; 
H.B.Bx. — Department  of  Housing  and  Buildings,  Bronx;  H.D.— 
Health  Department  and  F.D. — Fire  Department. 


RULES 

Last  Publication  in  Bulletin 

Carbon  Dioxide  Liquefier  Rules. ...  Nov.  IS,  1938 — Vol.  23,  No.  46 
Certificate  of  Occupancy,  approved 

form  . Aug.  23,  1938— Vol.  23,  No.  34 

Concrete  Flat  Slabs,  Rules . July  13,  1937 — Vol.  22,  No.  28 

Concrete  Rules  (Hydrated  Lime)... Aug.  3,  1937 — Vol.  22,  No.  31 

Elevator  Rules  . Mar.  3,  1936 — Vol.  21,  No.  9 

Exit  Rules  (Revolving  Doors) . June  IS,  1937 — Vol.  22,  No.  24 

Factory  Exit  Rules . Dec.  13,  1938— Vol.  23,  No.  50 

Fire  Alarm  Rules  (Interior) . Dec.  27,  1938 — Vol.  23,  No.  52 

Fire  Drill  Rules . Nov.  22,  1938— Vol.  23,  No.  47 

Fire  Retarding  Rules  for  Garages, 

„  etc . Jan.  3,  1939— Vol.  24,  No.  1 

Fireproof  Wood,  Testing  of . Apr.  13,  1937— Vol.  22,  No.  15 

Frame  Garages,  Ruling  for . Jan.  21,  1919 — Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting 

„  Rules  . Nov.  1,  1938— Vol.  23,  No.  44 

Has  Shut-Off  Rules . Apr.  7,  1925— Vol.  10,  No.  14 

Hatchway  Protection  . June  5,  1928 — Vol.  13,  No.  23 

Oil  Burner  Rules . Jan.  3,  1939— Vol.  24,  No.  1 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules  . Sept.  13,  1938— Vol.  23,  No.  37 

Platform  Trucks,  Specifications  for. Nov.  24,  1936 — Vol.  21,  No.  47 

Plumbing  Rules  . Aug.  3,  1937— Vol.  22,  No.  31 

Procedure,  Rules  of . Sept.  7,  1937— Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A.CJan.  10,  1939 — Vol.  24,  No.  2 

Smoking  in  Factories,  Rules  for _ Dec.  20,  1938 — Vol.  23,  No.  51 

Sprinkler  Rules  . June  29,  1937— Vol.  22,  No.  26 

Standpipe  Fireline  Rules . June  8,  1937— Vol.  22,  No.  23 

Structural  Alterations,  Reporting. .  June  7,  1932— Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

Ra.nk  Trucks,  Gasoline,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Apr.  10,  1923— Vol.  8,  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Mar.  5,  1935— Vol.  20,  No.  10 

rireline  Hose  Valves . Jan.  10,  1939— Vol.  24,  No.  2 


Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Jan. 

Fuel  Oil  Fill  Pipe  Terminals . Jan. 

Fuel  Oil  Burners  for  Industrial  Use.Aug. 

Fuel  Oil  Pumps . Jan. 

Gas  Heaters . Jan. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Sept. 

Range  Oil  Burners  and  Space 
Heaters  . Jan. 


3,  1939— Vol.  24,  No.  1 
3,  1939— Vol.  24,  No.  '1 
30,  1938— Vol.  23,  No.  35 
3,  1939— Vol.  24,  No.  1 
3,  1939— Vol.  24,  No.  1 

13,  1938— Vol.  23,  No.  37 

3,  1939— Vol.  24,  No.  1 


JANUARY  10,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
10,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  740-38-BZ — Application,  August  24,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sutta  and  Frankel,  applicants, 
on  behalf  of  Janice  H.  Devore,  owner, 
to  permit  in  a  residence  use  district 
the  erection  and  maintenance  of  a  gas¬ 
oline  service  station  and,  also,  an  acces¬ 
sory  building  to  be  used  as  auto  laun¬ 
dry,  lubritorium  and  office ;  premises 
1940-1960  Linden  boulevard,  south  side, 
from  Pennsylvania  avenue  to  New  Jer¬ 
sey  avenue,  785-795  Pennsylvania  ave¬ 
nue  and  848-858  New  Jersey  avenue 
(Block  No.  4347,  part  of  Lot  No.  1), 
Borough  of  Brooklyn. 

cal.  no.  454-37-BZ — Application,  September  22,  1937,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Mary  A.  Bres- 
lin  and  Elsie  F.  Breslin,  owners  (Jo¬ 
seph  Pagano,  lessee),  to  permit  partly 
in  a  business  use  district  and  partly  in 
a  residence  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  9105-9115  3rd  avenue,  east 
side,  31  ft.  yi  in.  south  of  91st  street 
and  310-320  91st  street  (Block  No. 
6086,  Lot  No.  6),  Borough  of  Brook¬ 
lyn. 

cal.  no.  569-37-BZ — Application,  December  2,  1937,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Sophie  Galum- 
beck,  owner  (Flatbush  Coal  and  Coke 
Corporation,  lessee),  to  permit  in  a 
residence  district  the  operation  of  coal 
pockets,  coal  storage,  truck  driveway 
and  railroad  siding;  premises  2030-2044 
McDonald  avenue,  west  side,  339  ft.  6 
in.  north  of  Avenue  S  and  49-57  Lake 
street  (Block  No.  6680,  Lot  Nos.  23, 
124  and  125),  Borough  of  Brooklyn. 

cal.  no.  858-38-BZ — Application,  October  6,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  W.  H.  and  J.  F.  Dusenbury,  appli¬ 
cants,  on  behalf  of  Margaret  Demuth, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
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motor  vehicles;  premises  3513-3515 
Jerome  avenue,  west  side,  180.44  ft. 
south  of  Gun  Hill  road  (Block  No. 
3324- B,  Lot  No.  142),  Borough  of  The 
Bronx. 


cai  no  984-38-BZ— Application,  November  4,  1938,  under 
sections  7b  and  21  of  the  building  zone 
resolution,  of  Boak  and  Paris,  Inc., 
applicant,  on  behalf  of  Guide  Realty 
Company,  owner,  to  permit  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district  the  erection  and 
maintenance  of  a  business  building 
(motion  picture  theatre  and  stores) 
and,  also,  the  omission  of  the  required 
rear  yard;  premises  3611-3621  River- 
dale  avenue,  west  side,  94.7  ft.  north 
of  West  236th  street  (Block  No.  3416, 
Lot  No.  162),  Borough  of  The  Bronx. 


cal.  no.  824-38-BZ— Application,  September  27,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Charles  O.  Heyt,  appli¬ 
cant,  on  behalf  of  John  D.  Rockefeller, 
Jr.,  owner,  to  permit  partly  in  a  re¬ 
stricted  retail  use  district  and  partly  in 
a  residence  use  district  and  also,  partly 
in  a  one  and  one-quarter  (1  VO  times 
height  district  and  partly  in  a  one  and 
one-half  (1*4)  times  height  district  the 
erection  and  maintenance  of  a  business 
building ;  a  portion  of  the  street  walls 
of  said  building  exceeding  the  height 
permitted  by  the  building  zone  resolu¬ 
tion  ;  premises  668-670  Fifth  avenue 
and  2-6  West  53rd  street,  southwest 
corner  (Block  No.  1268,  Lot  Nos.  40 
to  44,  inclusive),  Borough  of  Man¬ 
hattan. 


cal  no  94-38-BZ— Application,  February  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Arthur  W.  Renander,  appli¬ 
cant,  on  behalf  of  Jeho  Co.,  Inc.,  owner 
(Jamaica  Parking  Co.,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles , 
premises  89-02  to  89-12  166th  street, 
southwest  corner  of  89th  avenue 
(Block  No.  866,  Lot  No.  72),  Jamaica, 
Borough  of  Queens. 

cal.  no.  573-37-BZ— Application,  December  3,  1937,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Herman  Kron,  applicant, 
on  behalf  of  Mutual  Life  Insurance  Co. 
of  New  York,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  not  more 
than  five  (5)  motor  vehicles;  premises 
158-176  Columbus  avenue,  101  West 
67th  street,  100  West  68th  street  and 
1980-1998  Broadway  (Block  No.  1139, 
Lot  No.  24),  Borough  of  Manhattan. 


cal.  no.  403-37-BZ— Application  August  12,  1937,  under 
section  7h  of  the  building  zone  resolu¬ 
tion  of  Max  Silver,  lessee,  on  behalf 
of  Reproduction  Furniture  Manufac¬ 


turing  Co.,  Inc.,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  507- 
511  Sheffield  avenue,  east  side,  40  ft. 
south  of  Livonia  avenue  (Block  No. 
3822,  part  of  Lot  No.  18),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  10,  1939,  2  P.  M. 


Appeals  from  Administrative  Orders 

964-38-A — 6  Chatham  square,  west  side,  94  ft.  9  in.  north 
of  Mott  street  (Block  No.  162,  Lot  No. 
41),  Borough  of  Manhattan. 

912-38- A — 407-411  Oakland  street,  west  side,  25  ft.  north 
of  Clay  street  (Block  No.  2483,  Lot  No. 
37),  Borough  of  Brooklyn. 

11 18-38- A— 59-83  59th  street,  east  side  272.6  ft  south  of 
59th  drive  (Block  No.  2649,  Lot  No.  135), 
Maspeth,  Borough  of  Queens. 

1095-38- A— 1680  Broadway,  east  side,  60  ft.  north  of  West 
52nd  street  and  808  Seventh  avenue  (Block 
No  1024,  Lot  No.  38),  Borough  of  Man- 


11 14-38- A — 41-01  to  41-16  12th  street,  super  block  bounded 
by  41st  avenue,  21st  street,  Bridge  Plaza 
north  and  12th  street  (Block  No.  463,  Lot 
No  182  and  Block  No.  464,  Lot  No.  114), 
Long  Island  City,  Borough  of  Queens. 


1 121-38-  \ — 12-02  to  12-32  40th  avenue,  super  block  bounded 
by  40th  avenue,  21st  street,  41st  avenue 
and  12th  street  (Block  No.  467,  Lot  Nos. 
510  and  544  and  Block  No.  468,  Lot  No. 
457),  Long  Island  City,  Borough  of 
Queens. 


1122- 38- A— 10-02  to  10-30  40th  avenue,  super  block  bounded 

by  40th  avenue,  12th  street,  41st  avenue 
and  10th  street  (Block  No.  469,  Lot  No. 
415  and  Block  No.  470,  Lot  No.  375),  Long 
Island  City,  Borough  of  Queens. 

1123- 38- A— 10-02  to  10-30  41st  avenue,  super  block  bounded 

by  41st  avenue,  12th  street,  a  proposed 
street  (41st  road)  and  10th  street  (Block 
No.  465,  Lot  No.  35  and  Block  No.  466, 
Lot  No.  35),  Long  Island  City,  Borough 
of  Queens. 

11 24- 38- A— 8-02  to  8-32  40th  avenue,  super  block  bounded 

by  40th  avenue,  10th  street,  41st  avenue 
and  Vernon  boulevard  (Block  No.  478, 
Lot  Nos.  1,  22  to  27  inclusive  and  Block 
No.  479,  Lot  No.  1),  Long  Island  City, 
Borough  of  Queens. 


1125-38-A— 8-02  to  8-36  41st  avenue,  super  block  bounded 
by  41st  avenue,  10th  street,  Bridge  Plaza 
North  and  Vernon  boulevard  (Block  No. 
480,  Lot  No.  1  and  Block  No.  481.  Lot 
Nos.  1  to  7,  inclusive,  8,  12,  16,  36,  55  and 
63),  Long  Island  City,  Borough  of  Queens. 

1155-38- A — 1049-1065  Rockaway  avenue,  east  side,  32  ft.  7 
in.  south  of  Linden  boulevard  (Block  No. 
3644A,  Lot  No.  4),  Borough  of  Brooklyn. 

1157-38- A— 142  East  34th  street,  south  side,  115  ft.  east  of 
Lexington  avenue  (Block  No.  889,  Lot  No. 
60),  Borough  of  Manhattan. 


1164-38- A — 44-02  11th  street,  west  side,  from  44th  road  to 
44th  avenue  (Block  No.  449,  Lot  No.  13), 
Long  Island  City,  Borough  of  Queens. 
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1165-38-A — 1815  Morris  avenue,  northwest  corner  of  Hen- 
wood  place  (Block  No.  2826,  Lot  Nos.  32, 
32 J4,  32J/2  and  33),  Borough  of  The  Bronx. 

1167-38-A — 267-273  South  4th  street,  130  Marcy  avenue, 
northwest  corner  (Block  No.  2434,  Lot 
Nos.  207  to  210,  inclusive  and  part  of  Lot 
Nos.  213  and  214),  Borough  of  Brooklyn. 

11 70-38- A — 770-778  Eastern  parkway,  south  side,  90  ft. 

west  of  Kingston  avenue  (Block  No.  1271, 
Lot  Nos.  31  and  34),  Borough  of  Brook¬ 
lyn. 

11 72-38- A — 1520-1524  Bushwick  avenue,  south  side,  50  ft. 

west  of  Aberdeen  street  (Block  No.  3466, 
Lot  Nos.  36  and  37),  Borough  of  Brook¬ 
lyn. 

1131-38-A — 2811-2821  East  Third  street  (Brighton  Third 
street),  southeast  corner  of  Canal  avenue 
(Banner  avenue)  ;  (Block  No.  7261,  Lot 
No.  47),  Borough  of  Brooklyn. 

1182- 38- A — 25  Knox  place,  north  side,  430  ft.  east  of 

Slosson  avenue  (Block  No.  329,  Lot  No. 
86),  Borough  of  Richmond. 

1188-38- A — 134-138  Hinsdale  street,  west  side,  100  ft.  south 
of  Glenmore  avenue  (Block  No.  3715,  Lot 
No.  21),  Borough  of  Brooklyn. 

1183- 38- A — 325  Knickerbocker  avenue,  east  side,  75  ft.  south 

of  Hart  street  (Block  No.  3236,  Lot  No. 
5),  Borough  of  Brooklyn. 

1094-38- A — 17  Marcy  avenue  and  2-6  Ainsle  street,  south¬ 
east  corner  (Block  No.  2373,  Lot  No.  1), 
Borough  of  Brooklyn. 

121 1-38- A — 755  Seventh  avenue,  southeast  corner  of  West 
50th  street  (Block  No.  1002,  Lot  No.  61), 
Borough  of  Manhattan. 

1191-38- A — 205-209  Hart  boulevard,  east  side,  343  ft.  south 
of  forest  avenue  (Block  No.  250,  Lot  No. 
89),  West  New  Brighton,  Borough  of 
Richmond. 

1196-38- A — 38-40  West  48th  street,  south  side,  388.67  ft. 

east  of  Sixth  avenue  (Block  No.  1263, 
Lot  No.  58),  Borough  of  Manhattan. 

1059-38-A — 564  Seventh  avenue,  west  side,  49.9  ft.  north  of 
West  40th  street  (Block  No.  1012,  Lot  No. 
31),  Borough  of  Manhattan. 

1221-38-A — 55-15  Grand  avenue,  north  side,  259.2  ft.  west 
of  Old  Flushing  road  (Block  No.  2609, 
Lot  No.  6),  Maspeth,  Borough  of  Queens. 

Variation  of  Labor  Law 

1 1 75-38-S — West  side  of  11th  street,  running  from  44th 
road  to  44th  avenue  and  10-33  44th  road 
(Block  No.  449,  Lot  No.  13),  Long  Island 
City,  Borough  of  Queens. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon ,  Janu¬ 
ary  10,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  on  the  following  matters : 


a  business  use  district  the  alteration 
and  change  of  occupancy  of  an  exist¬ 
ing  building  to  a  motor  vehicle  repair 
shop  for  a  temporary  period ;  premises 
1758-1766  Coney  Island  avenue,  west 
side,  220  ft.  south  of  Avenue  N  (Block 
No.  6592,  Lot  No.  18),  Borough  of 
Brooklyn. 

cal.  no.  877-38-BZ — Application,  October  13,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  A.  Bagge,  Jr.,  appli¬ 
cant,  on  behalf  of  Grandboro  Realty 
Corporation,  owner,  to  permit  in  a 
residence  use  district  the  conversion  of 
occupancy  of  part  of  an  existing  mul¬ 
tiple  dwelling  to  business  use;  premises 
2327  Grand  Concourse,  west  side,  247 
ft.  north  of  East  183rd  street  (Block 
No.  3164,  Lot  No.  24),  Borough  of 
The  Bronx. 

cal.  no.  888-38-BZ— Application,  October  11,  1938,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Abraham  Farber,  appli¬ 
cant,  on  behalf  of  Anchor  Laundry  of 
Brooklyn,  Inc.,  owner,  to  permit  in  a 
residence  use,  and  “C”  area  district,  the 
alteration,  extension  and  conversion  of 
occupancy  of  an  existing  building  to  a 
garage  for  more  than  five  (5)  motor 
vehicles,  and,  also,  the  omission  of  the 
required  rear  yard;  premises  467-473 
Prospect  avenue,  north  side,  151  ft.  4 
in.  west  of  Prospect  Park  West  (Block 
No.  1113,  Lot  No.  62),  Borough  of 
Brooklyn. 

cal.  no.  229-34-BZ — Application  of  Edgar  J.  Moeller,  ap¬ 
plicant,  on  behalf  of  John  McCluskey, 
owner,  reopened  December  20,  1938,  for 
consideration  as  to  extension  of  time 
to  complete  work — time  having  expired 
by  limitation — re  Application  previous¬ 
ly  granted  on  condition  under  section 
21  of  the  building  zone  resolution,  per¬ 
mitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  repair 
shop  for  motor  vehicles  in  connection 
with  automobile  sales  building;  prem¬ 
ises  531-535  East  Fordham  road,  north¬ 
east  corner  of  Bathgate  avenue  (Block 
No.  3273,  Lot  Nos.  305  and  307),  Bor¬ 
ough  of  The  Bronx. 

cal.  no.  729-38-BZ  Application,  August  22,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  B.  Lynch,  appli¬ 
cant,  on  behalf  of  Talbo  Gasoline  Com¬ 
pany,  Inc.,  owner  (Colonial  Beacon  Oil 
Co.,  Inc.,  lessee),  to  permit  in  a  busi¬ 
ness  use  district  the  extension  of  an 
existing  gasoline  service  station;  3150- 
3158  Boston  road,  southeast  corner  of 
Laconia  avenue  (Block  No.  4614,  Lot 
No.  9),  Borough  of  The  Bronx. 


CAL.  NO.  307-33-BZ— Application  of  Samuel  Gilbert,  appli-  cal.  no.  999-38-BZ— Application,  November  7  1938  under 
cant,  on  behalf  of  1758  Realty  Co.,  Inc.,  sections  21  and  7b  of  the  building  zone 

owner,  reopened  December  6,  1938  for  resolution,  of  Abram  Shlefstein  appli- 

consideration  as  to  extension  of  permit  cant,  on  behalf  of  Duam  Realty  Hold- 

— re  Application,  previously  granted  on  ing  Co.,  Inc.,  owner  (Jack  Goldstein 

condition,  under  section  21  of  the  lessee),  to  permit  partly  in  a  business 

building  zone  resolution,  permitting  in  use  district  and  partly  in  a  residence 
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use  district  the  extension  of  a  gasoline 
service  station;  premises  219-25  Mer¬ 
rick  boulevard,  northwest  corner  of 
220th  street  (Block  No.  3541,  Lot  No. 
114),  Springfield,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  17,  1939,  10  A.  M. 


isting  building  is  occupied  as  a  garage 
for  more  than  five  (5)  motor  vehicles 
and  was  previously  granted  by  the 
board  and  the  westerly  building  is  oc¬ 
cupied  as  a  dyeing  plant  also,  previ¬ 
ously  granted  by  the  board;  premises 
2201-2227  Neptune  avenue,  north  side, 
between  West  22nd  street  and  West 
23rd  street  (Block  No.  6990,  Lot  No. 


Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 

17,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

cal  no  738-38-BZ— Application,  August  23,  1938,  under 
sections  7a  and  21  of  the  budding  zone 
■  resolution,  of  Bernard  Trencher,  appli¬ 

cant,  on  behalf  of  Mary  T.  Hasselman 
and  Anastasia  L.  Bartley,  owners 
(Socony-Vacuum  Oil  Company,  Inc., 
lessee),  to  permit  in  a  residence  use 
district  the  extension  of  a  gasoline  ser¬ 
vice  station  and  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  & 
gasoline  service  station  office,  lubri- 
tory,  auto  laundry  and  for  the  sale  of 
accessories;  premises  1815-1825  Ocean 
avenue,  east  side,  280  ft.  south  of  Ave¬ 
nue  M  (Block  No.  7656,  Lot  No  55 
and  part  of  Lot  Nos.  51,  54  and  58), 

T3r»rniicrVi  nf  Brooklyn. 


cal  NO.  103-38-BZ— Application,  February  15  1938,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Sherman  S.  Rogers,  ap¬ 
plicant,  on  behalf  of  Frank  L.  Weil, 
William  E.  Russell  and  Raymond  J. 
Scully,  trustees  of  Series  C-2,  New 
York  Title  &  Mortgage  Co.,  owner,  to 
permit  in  a  residence  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles, 
premises  42-46  Sutton  place  south,  east 
side  from  East  54th  street  to  East 
55th  street,  425-457  East  54th  street  and 
418-432  East  55th  street  (Block  No. 
1366,  Lot  Nos.  16  and  19  and  part  of 
t  NT.-,  rn  TWnncrh  of  Manhattan. 


cal. 


no.  921-38-BZ— Application,  October  25,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  V.  Iaricci,  applicant,  on 
behalf  of  Joseph  P.  Kissling,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  110-40  Horace 
Harding  boulevard  (Nassau  boule¬ 
vard),  southwest  corner  of  Colonial 
avenue  (Block  No.  2161,  Lot  Nos.  115 
and  118)!  Corona,  Borough  of  Queens. 


cal.  no. 


1127-38-BZ— Application,  December  5,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Samuel  J.  Kessler,  ap¬ 
plicant,  on  behalf  of  M.  A.  H.  Holding 
Corporation,  owner,  to  permit  partly 
in  a  business  use  district  and  partly  in 
an  unrestricted  use  district  the  altera¬ 
tion  and  conversion  of  occupancy  of 
two  (2)  buildings  to  a  garage  for  more 
than  five  (5)  motor  vehicles;  the  ex- 


CAL.  NO. 


840-38-BZ— Application,  October  3,  1938,  under 
section  7h  of  the  building  zone  resolu- 
tion,  of  Francis  L.  Shea,  applicant,  on 
behalf  of  The  Trustees  of  the  Sailors 
Snug  Harbor,  owner  (Gertrude  I.  < 
Bergoff,  lessee),  to  permit  partly  in  a 
business  use  district  and  partly  ,  in  an 
unrestricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles, 
premises  52-58  East  8th  street  and  305 
Mercer  street,  southwest  corner  (Block 
No.  548,  Lot  Nos.  32  to  35,  inclusive), 

.  Borough  of  Manhattan. 


CAL.  NO. 


992-38-BZ— Application,  November  5,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  M.  Lonergan,  ap¬ 
plicant,  on  behalf  of  Fargo  Realty 
Corporation,  owner,  to  permit  partly 
in  a  business  use  district  and  partly  in 
an  unrestricted  use  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  1062-1066 
Swinton  avenue  and  2800-2810  Eastern 
boulevard,  southeast  corner  (Block  No. 
5534,  part  of  Lot  No.  1),  Borough  of 
The  Bronx. 


cal  no.  1051-38-BZ— Application,  November  22  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  George  G.  Miller,  appli¬ 
cant,  on  behalf  of  Gabriel  Besner, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  elevation  of  the  rear  yard  of 
a  multiple  dwelling  above  the  limit  set 
by  the  building  zone  resolution ;  prem¬ 
ises  2175  Ryer  avenue,  west  side,  102 
ft  5-5/16  in.  north  of  East  181st  street 
(Block  No.  3157,  Lot  No.  59),  Bor¬ 
ough  of  The  Bronx. 

cal  no  17-38-BZ— Application,  January  13,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 
of  Harlem  Savings  Bank,  owner 
(Rosemol  Realty  Corporation,  lessee), 
to  permit  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  324- 
328  W^est  34th  street,  south  side,  325 
ft.  west  of  8th  avenue  (Block  No.  757, 
Lot  Nos.  51  to  53,  inclusive),  Borough 
of  Manhattan. 

CAL.  NO.  418-37-BZ — Application,  August  25,  1937,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Lauritz  Lauritzen,  applicant,  on 
behalf  of  Louis  Frisse,  owner,  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
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(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  115-125  Myrtle  avenue,  north 
side,  22.89  ft.  east  of  116th  street 
(Block  No.  9257,  Lot  No.  57),  Rich¬ 
mond  Hill,  Borough  of  Queens. 


cal.  no.  274-36-BZ — Application  of  Commander  Oil  Cor¬ 
poration,  owner,  reopened  December 
20,  1938,  for  consideration  as  to  exten¬ 
sion  of  time  to  complete  work — time 
having  expired  by  limitation — re  Appli¬ 
cation  previously  granted  on  condition, 
under  section  21  of  the  building  zone 
resolution,  permitting  in  a  business  use 
district,  the  extension  of  a  petroleum 
storage  plant ;  premises  72-40  to  72-50 
Elizabeth  avenue  (foot  of  Elizabeth 
avenue)  ;  (Block  No.  520,  Lot  Nos.  10, 
13,  69,  74  and  75),  Arverne,  Borough 
of  Queens. 

cal.  no.  489-38-BZ — Application,  June  14,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Sam  Schwartz  and  Joseph 
Schwartz,  owners,  to  permit  in  a  resi¬ 
dence  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  219-01  North  Conduit 
boulevard  and  144-01  to  144-09  Spring- 
field  boulevard  (Block  No.  3820,  Lot 
No.  4),  Springfield  Gardens,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  17,  1939,  2  P.  M. 

Appeals  from  Administrative  Orders 

1049-38-A — 591  Washington  street,  east  side,  75  ft.  north 
of  Clarkson  street  and  610  Greenwich 
street  (Block  No.  601,  Lot  No.  29),  Bor¬ 
ough  of  Manhattan. 

1126-38- A- — 477-483  10th  avenue,  southwest  corner  of  West 
37th  street  (Block  No.  708,  Lot  Nos.  35 
and  37),  Borough  of  Manhattan. 

1008-38-A-WF — 126-14  38th  avenue,  south  side,  100  ft.  east 
of  126th  street  (Block  No.  1826,  Lot  No. 
14),  Corona,  Borough  of  Queens. 

1096-38-A — 41-75  Kissena  boulevard,  northeast  corner  of 
Sanford  avenue  (Block  No.  882,  Lot  No. 
1),  Flushing,  Borough  of  Queens. 

1 135-38- A — 113  Weirfield  street  and  630  Evergreen  avenue, 
northwest  corner  (Block  No.  3395,  Lot 
No.  38),  Borough  of  Brooklyn. 

1227- 38-A — 72-02  to  72-08  Northern  Boulevard,  southeast 

corner  of  70th  street  (Block  No.  1243,  Lot 
No.  1),  Jackson  Heights,  Borough  of 
Queens. 

751- 38-A — 166-36  to  166-40  Jamaica  avenue,  southwest  cor¬ 

ner  of  168th  street  (Block  No.  1169,  Lot 
No.  14),  Jamaica,  Borough  of  Queens. 

752- 38-A — 78-84  Myrtle  avenue  and  100-102  Lawrence 

street,  southwest  corner  (Block  No.  147, 
Lot  No.  22),  Borough  of  Brooklyn. 

1228- 38-A-WF — 133-61  Roosevelt  avenue,  northwest  corner 

of  Prince  street  (Block  No.  4973,  Lot  Nos. 
37-40  inclusive),  Flushing,  Borough  of 
Queens. 


1147-38-A-WF — 113-04  Queens  boulevard,  south  side,  20  ft. 

east  of  76th  avenue  (Block  No.  3340,  Lot 
No.  24),  Forest  Hills,  Borough  of  Queens. 

1220-38-A— 141-151  Lincoln  avenue,  northwest  corner  of 
East  134th  street  (Block  No.  2317,  Lot 
Nos.  44  to  49,  inclusive),  Borough  of  The 
Bronx. 

1190-38-A — 253-257  Freeman  street,  north  side,  225  ft.  west 
of  Provost  street  (Block  No.  2506,  Lot 
Nos.  41  to  43,  inclusive  and  part  of  Lot 
No.  44),  Borough  of  Brooklyn. 

1204-38-A — 297  Hutton  road,  west  side,  339.33  ft.  south  of 
Hawtree  Creek  road  (Block  No.  4164,  Lot 
No.  154),  Hamilton  Beach,  Borough  of 
Queens. 

1209-38-A — 222-224  West  59th  street,  south  side,  325  ft. 

west  of  7th  avenue  (Block  No.  1030,  Lot 
No.  46),  Borough  of  Manhattan. 

1208-38-A — 505  West  45th  street,  north  side,  100  ft.  west 
of  10th  avenue  and  504  West  46th  street 
(Block  No.  1074,  Lot  Nos.  27,  37  and  38), 
Borough  of  Manhattan. 

1201-38-A — 36  Walker  street,  north  side,  50  ft.  east  of 
Church  street  (Block  No.  194,  Lot  No. 
14),  Borough  of  Manhattan. 

1213-38-A — 61-70  Overlook  Terrace,  southwest  corner  of 
West  187th  street  (Block  No.  2180,  Lot 
No.  46),  Borough  of  Manhattan. 

1195-38- A — 749  East  135th  street,  northwest  corner  of 
Willow  avenue  (Block  No.  2564,  Lot  No. 
51),  Borough  of  The  Bronx. 

1162-38-A — 23-28  35th  street,  west  side,  275  ft.  south  of 
23rd  avenue  (Block  No.  834,  Lot  No.  44), 
Astoria,  Borough  of  Queens. 

1215-38-A — 339  Ocean  parkway,  southeast  corner  of  Avenue 
C  (Block  No.  5375,  Lot  No.  1),  Borough 
of  Brooklyn. 

1225-38- A — 304  East  21st  street,  south  side,  110  ft.  east  of 
Second  avenue  and  344-354  Second  avenue 
(Block  No.  926,  Lot  No.  1),  Borough  of 
Manhattan. 

1-39- A — 50-64  Park  lerrace  West,  89-103  Park  Terrace 
East,  521-535  West  215th  street  and  520- 
550  West  217th  street  (Block  No.  2243, 
Lot  No.  240),  Borough  of  Manhattan. 

7-39-A — 5520-5606  19th  avenue,  west  side,  155  ft.  7-fg  in. 

south  of  55th  street  (Block  No.  5494,  part 
of  Lot  No.  8),  Borough  of  Brooklyn. 

6-39- A — 214-30  43rd  avenue,  south  side,  between  214th 
place  and  215th  street  (Block  No.  6301, 
Lot  No.  16),  Bayside,  Borough  of  Queens. 

5-39- A — 88-52  74th  avenue,  south  side,  60  ft.  east  of 
59th  street  (Block  No.  3855,  Lot  No.  164), 
Glendale,  Borough  of  Queens. 

14- 39- A — 7-11  New  Chambers  street  and  251-253  William 

street,  northeast  corner  (Block  No.  119, 
Lot  Nos.  37  and  38),  Borough  of  Man¬ 
hattan. 

15- 39- A — Transportation  of  Light  Fuel  Oil  and  Bunker 

Oil  in  Tank  Trucks  (not  of  approved 
type)  in  New  York  City. 

1 7-39-A — 422  Withers  street  and  397-405  Vandervoort 
avenue,  southwest  corner  (Block  No.  2878, 
Lot  No.  19),  Borough  of  Brooklyn. 

25-39-A — 602-704  Columbia  street,  west  side,  1200  ft. 

\  south  of  Halleck  street  and  46-56  Halleck 

street  (Erie  Basin  Breakwater,  between 
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Erie  Basin  and  State  Barge  Canal)  ; 
(Block  No.  613,  Lot  No.  1),  Borough  of 
Brooklyn. 

-1506-1512  Broadway  and  160-168  West  44th 
street,  southeast  corner  (Block  No.  996, 
Lot  No.  61),  Borough  of  Manhattan. 

-241  East  180th  street,  north  side,  from  An¬ 
thony  avenue  to  Ryer  avenue,  2080-2082 
Anthony  avenue  and  2081-2085  Ryer  ave¬ 
nue  (Block  No.  3156,  Lot  Nos.  129,  130, 
166,  167  and  168),  Borough  of  The  Bronx. 

-548  Leonard  street,  east  side,  150  ft.  south  of 
Nassau  street  (Block  No.  2681,  Lot  No. 
60),  Borough  of  Brooklyn. 

-23  Leonard  street,  north  side,  124  ft.  9}i  in. 
west  of  Varick  street  (Block  No.  179,  Lot 
No.  47),  Borough  of  Manhattan. 

46- 39- A — Transportation  of  Fuel  Oil  in  Tank  T-ruck 

(not  of  approved  type)  in  New  \ork  City. 

47- 39- A — 561  Richmond  Terrace,  north  side,  opposite 

Franklin  avenue  (Block  No.  4,  Lot  No. 
21),  New  Brighton,  Borough  of  Richmond. 

-25-01  86th  street,  southeast  corner  of  25th 
avenue  (Block  No.  1360,  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 

-25-05  to  25-27  86th  street,  inclusive,  east  side, 
36  ft.  to  252  ft.  south  of  25th  avenue 
(Block  No.  1360,  Lot  No.  1),  Jackson 
Heights,  Borough  of  Queens. 

Variations  of  Labor  Law 

1210-38-S — 617-627  Madison  avenue,  east  side,  from  East 
58th  street  to  East  59th  street,  37-41  East 
58th  street  and  36-54  East  59th  street 
(Block  No.  1294,  Lot  No.  46),  Borough  of 
Manhattan. 

1212-38-S— 105-107  Johnson  avenue,  north  side,  75  ft.  east 
of  Leonard  street  (Block  No.  3060,  Lot 
Nos.  30  and  32),  Borough  of  Brooklyn. 

4g_39_S— 561  Richmond  Terrace,  north  side,  opposite 
Franklin  avenue  (Block  No.  4,  Lot  No. 
21),  New  Brighton,  Borough  of  Richmond. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  Jan¬ 
uary  17,  1939,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  on  the  following  matters,  except  cases  which 
have  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 
report  with  recommendation  by  the  committee  of  the  board: 

cal.  no.  177-27-BZ— Application  of  Seelig  and  Finkelstein, 
applicants,  on  behalf  of  Bay  Road 
Realty  Corporation,  owner,  reopened 
November  1,  1938,  for  consideration  as 
to  extension  of  time  to  obtain  permits 
and  to  complete  work — time  having  ex¬ 
pired  by  limitation — re  Application, 
previously  granted  on  condition,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  permitting  in  a  residence  use 
district  extending  from  a  business  use 
district  the  erection  and  maintenance 
of  a  building  for  store  occupancy  on 
the  first  story;  premises  north  side  of 
Broadway  (Cornaga  avenue),  79.18  ft. 
east  of  Mott  avenue  (Block  No.  47, 
Lot  No.  78).  Far  Rockaway,  Borough 
of  Queens. 


cal  no  390-37-BZ— Application,  August  4,  1937,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Aaron  A.  Roth,  applicant, 
on  behalf  of  George  M.  Thomson, 
owner  (Joseph  Beyer,  lessee),  to  per¬ 
mit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  50-02  Skillman  ave¬ 
nue,  south  side,  between  50th  street  and 
51st  street  (Block  No.  131,  Lot  No. 
17),  Long  Island  City,  Borough  of 
Queens. 

cal.  no.  391-37-BZ— Application,  August  4,  1937,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Aaron  Roth,  applicant,  on  behalf 
of  Kahnege  Corporation,  owner  (Juli- 
ano  Bocchemuzzo,  lessee),  to  permit  in 
a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  49- 
01  to  49-19  Skillman  avenue,  north 
side,  between  49th  street  and  50th  street 
(Block  No.  132,  Lot  Nos.  67,  71,  72, 
73  and  74),  Long  Island  City,  Borough 
of  Queens. 

cal.  no.  538-37-BZ— Application,  November  15,  1937,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Nicholas  Yannaco,  applicant, 
on  behalf  of  W.  H.  Flattau  &  Son, 
owners,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  501  West 
185th  street,  northwest  corner  of  Am¬ 
sterdam  avenue  (Block  No.  2156,  Lot 
No.  56),  Borough  of  Manhattan. 

cal.  no.  803-38-BZ — Application,  September  20,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  W.  H.  and  J.  F.  Dusenbury, 
applicants,  on  behalf  of  Estate  of  Leo¬ 
pold  Rossbach,  owner  (Laurence  B. 
Rossbach,  trustee),  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  3901- 
3911  White  Plains  avenue,  northwest 
corner  of  East  222nd  street  (Block  No. 
4824,  Lot  Nos.  4  and  7),  Borough  of 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  24,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  Janu¬ 
ary  24,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  on  the  following  matters : 

cal.  no.  967-38-BZ — Application,  November  1,  1938,  under 
sections  7b  and  7c  of  the  building  zone 
resolution,  of  Paul  Friedman,  appli- 
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cant,  on  behalf  of  Greenpoint  Bliss 
Carolin  Stores,  Inc.,  owner  (F.  W. 
Woolworth  Company,  lessee),  to  per¬ 
mit  partly  in  a  residence  use  district 
and  partly  in  a  business  use  district  the 
erection  and  maintenance  of  an  exten¬ 
sion  to  an  existing  business  building 
(stores)  ;  premises  46-10  to  46-12 
Greenpoint  avenue,  south  side,  109.77 
ft.  west  of  47th  street  and  45-40  47th 
street,  west  side,  124  ft.  south  of 
Greenpoint  avenue  (Block  No.  153,  part 
of  Lot  Nos.  13,  17  and  25),  Sunnyside, 
Borough  of  Queens. 

cal.  no.  139-38-BZ — Application,  March  5,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolu¬ 
tion,  of  Irving  Krantz,  for  Furst, 
Schwartz,  Schwager  and  Landau,  ap¬ 
plicants,  on  behalf  of  Nina  L.  Sonnen- 
strahl,  owner,  to  permit  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles ;  premises  190- 
200  Barbey  street  and  2850-2862  Fulton 
street,  southwest  corner  (Block  No. 
3949,  Lot  No.  22),  Borough  of  Brook¬ 
lyn. 


cal.  no.  805-38-BZ — Application,  September  20,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  P.  McMahon,  applicant, 
on  behalf  of  Corporation  of  the  East¬ 
ern  Hills,  owner,  to  permit  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district  the  erection  and 
maintenance  of  a  golf  driving  range ; 
premises  southwest  corner  of  Horace 
Harding  (Nassau)  boulevard  and  Hol¬ 
lis  court  boulevard  (Block  No.  5720, 
Lot  No.  25,  Block  No.  5721,  Lot  Nos. 
1  and  40,  Block  No.  5724,  Lot  No.  30, 
Block  No.  5725,  Lot  No.  1  and  Block 
No.  5726,  Lot  Nos.  3  and  15),  Flush¬ 
ing,  Borough  of  Queens. 


cal.  no.  1011-38-BZ — Application,  November  9,  1938,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Albert  C.  Benson,  appli¬ 
cant,  on  behalf  of  Marie  D.  Dobran, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of 
an  accessory  building  on  an  existing 
gasoline  service  station;  premises  111- 
66  Corona  avenue  and  112-35  to  112-43 
Colonial  avenue,  southwest  corner 
(Block  No.  1972,  Lot  Nos.  53  and  56), 
Corona,  Borough  of  Queens. 

cal.  no.  796-38-BZ — Application  September  15,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Milton  D.  Clausen,  ap¬ 
plicant  on  behalf  of  Frederick  Am¬ 
brose  Clark  and  Stephen  Carlton  Clark, 
owners,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  erection  and  mainten¬ 
ance  of  a  golf  driving  range;  premises 
221-02  to  221-40  Horace  Harding  (Nas¬ 
sau)  boulevard  and  61-01  to  61-75 
Springfield  boulevard,  southeast  corner 


(Block  Nos.  7644,  7645,  7656  and  7657, 
Lot  No.  1),  Bayside,  Borough  of 
Queens. 

cal.  no.  770-38-BZ — Application  August  29,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  Samuels  and  Samuels,  appli¬ 
cants,  on  behalf  of  Minnie  Zagarino, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  extension  and  reconstruction 
of  a  gasoline  service  station  (prev¬ 
iously  granted  by  the  board)  premises 
109-61  to  109-73  Van  Wyck  boulevard 
and  109-118  to  109-130  Lincoln  avenue, 
northeast  corner  (Block  No.  10066,  Lot 
No.  1),  Jamaica,  Borough  of  Queens. 

cal.  no.  408-38-BZ — Application  of  William  J.  McMahon, 
applicant  and  lessee,  on  behalf  of  Hans 
Donhauser,  Inc.,  owner,  reopened  and 
restored  to  calendar  December  6,  1938 
(previously  withdrawn),  under  section 
21  of  the  building  zone  resolution,  to 
permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  72- 
01  Astoria  boulevard  (Grand  Central 
Parkway  Extension),  northeast  corner 
of  72nd  street  (Block  No.  1004,  Lot 
No.  52),  Astoria,  Borough  of  Queens. 

cal.  no.  890-38-BZ — Application  October  14,  1938,  under 
sections  7e,  7h  and  21  of  the  building 
zone  resolution  of  E.  C.  Bartlett  for 
145  East  41st  Street  Corporation,  les¬ 
see,  R.  W.  Goelet,  owner,  to  permit  in 
a  business  use  district,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles  ;  premises  145-149  East  41st 
street,  north  side,  100  ft.  west  of  Third 
avenue  (Block  No.  1296,  Lot  Nos.  30, 
31  and  32),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  24,  1939,  2  P.  M. 

Appeals  from  Administrative  Order 

1009-38-A — 57-16  Granger  street,  south  side,  136  ft.  east 
of  Martense  avenue  (Block  No.  1950,  Lot 
No.  46),  Corona,  Borough  of  Queens. 

1230-38-A — East  side  of  86th  street,  18  ft.  south  of  25th 
avenue  (Block  No.  1360,  Lot  No.  1),  As¬ 
toria,  Borough  of  Queens. 

914-38-A — 159  West  23rd  street,  north  side,  175  ft.  east 
of  7th  avenue  (Block  No.  799,  Lot  No. 
11),  Borough  of  Manhattan. 

3-39-A — 640  East  Third  street,  west  side,  193  ft.  4  in. 

north  of  Ditmas  avenue  (Block  No.  5386, 
Lot  No.  36),  Borough  of  Brooklyn. 

8- 39-A— 337-359  Eldert  street  and  532-540  Irving  avenue, 

northwest  corner  (Block  No.  3413,  Lot 
Nos.  41-52),  Borough  of  Brooklyn. 

9- 39-A — 413  Ninth  avenue,  west  side,  19  ft.  9  in.  north 

of  West  33rd  street  (Block  No.  731,  Lot 
No.  40),  Borough  of  Manhattan. 

26-39-A— 11-25  Madison  avenue,  324-342  Fourth  avenue, 
1-33  East  24th  street  and  38-60  East  25th 
street  (Block  No.  854,  Lot  Nos.  1-41  in¬ 
clusive),  Borough  of  Manhattan. 
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53-39-A— 9-19  West  53rd  street,  north  side,  308  ft.  west 
of  Fifth  avenue  (Block  No.  1269,  Lot 
Nos.  21,  22,  22^,  23  and  25),  Borough 
of  Manhattan. 

Variation  of  Labor  Law 

1207-38-S — 4109  Park  avenue,  northwest  corner  of  East 
175th  street  (Block  No.  2900,  Lot  No.  39), 
Borough  of  The  Bronx. 


JANUARY  31,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  Janu¬ 
ary  31,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Budd¬ 
ing,  on  the  following  matters : 

cal.  no.  794-38-BZ— Application,  September  14,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  M.  O’Neill,  applicant,  on 
behalf  of  Joseph  Bermel,  Inc.,  owner, 
to  permit  partly  in  an  unrestricted  use 
district  and  partly  in  a  residence  use 
district  the  maintenance  of  a  stone 
yard;  premises  79-37  to  79-39  67th  road 
(Steuben  street),  100  ft.  west  of  80th 
street  (Block  No.  3780,  Lot  Nos.  30, 
49  and  50),  Middle  Village,  Borough 
of  Queens. 

cal.  no.  986-38-BZ — Application,  November  4,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  A.  B.  Wolosoff,  applicant,  on 
behalf  of  Ingram  Building  Corpora¬ 
tion,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  138-60 
78th  avenue,  southwest  corner  of 
Vleigh  road  and  west  side  of  Vleigh 
road,  103.34  ft.  north  of  78th  road 
(Block  No.  6609,  part  of  Lot  No.  1), 
Kew  Garden  Hills,  Borough  of 
Queens. 

cal.  no.  65-34-BZ — Application  of  John  Burke,  applicant, 
on  behalf  of  Domenick  Schirripa, 
owner,  reopened  November  9,  1938  for 
consideration  under  new  proposal,  un¬ 
der  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district  the  erection  and  maintenance 
of  a  gasoline  service  station  (previ¬ 
ously  granted  on  condition  re  refriger¬ 
ating  plant)  ;  premises  5901-5911  13th 
avenue  and  1302-1310  59th  street,  south¬ 
east  corner  (Block  No.  5712,  Lot  No. 
1),  Borough  of  Brooklyn. 

cal.  no.  132-38-BZ— Application,  March  2,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 
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of  Harlem  Savings  Bank,  owner,  to 
permit  in  an  unrestricted  use  district 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  upon  a  street, 
between  two  (2)  intersecting  streets, 
upon  which  there  is  located  an  exit 
from  a  school  through  a  playground 
connected  with  the  school ;  premises 
439-445  West  39th  street,  north  side, 
200  ft.  east  of  10th  avenue  (Block  No. 
737,  Lot  Nos.  10-13),  Borough  of  Man¬ 
hattan. 

cal.  no.  1137-38-BZ— Application,  December  9,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Franklin  M.  White, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  alteration  and  change  of  oc¬ 
cupancy  of  a  garage  for  more  than 
five  (5)  motor  vehicles  to  a  motor 
vehicle  repair  shop,  lubritorium,  auto 
laundry  and  gasoline  service  station ; 
premises  1060-1064  Bedford  avenue  and 
224-228  Clifton  place,  southwest  corner 
(Block  No.  1954,  Lot  Nos.  22  and  24), 
Borough  of  Brooklyn. 

cal  no.  592-24-BZ— Application  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Fannie  Blumberg, 
owner,  reopened  December  20,  1938, 
under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a 
business  use  district  the  alteration  of 
a  gasoline  service  station  and  garage, 
previously  granted  by  the  board,  by  the 
removal  of  a  required  wall  on  Rogers 
avenue  and  the  alteration  of  the  ga¬ 
rage  by  the  inclusion  of  a  lubritorium 
as  part  of  the  gasoline  station  ;  prem¬ 
ises  240-250  Empire  boulevard,  south¬ 
west  corner  of  Rogers  avenue  (Block 
No.  1314,  Lot  No.  44),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  3,  1939,  10  A.  M. 

RULES 

835-38-SR— Proposed  Rules  relative  to  Submerged  Inlets 
and  Protective  Methods  to  be  Applied  to 
Prevent  Contamination  of  Water  Supply. 


FEBRUARY  15,  1939,  2  P.  M. 

Appeal  from  Administrative  Order 

45-39- A — 75-11  to  75-19  Roosevelt  avenue  and  37-60  76th 
street,  west  side,  between  Roosevelt  ave¬ 
nue  and  37th  road  (Block  No.  1286,  Lot 
No.  66),  Jackson  Heights,  Borough  of 
Queens. 


TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conveni¬ 
ence  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

WEDNESDAY  MORNING,  JANUARY  4,  1939 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning,  December  13,  1938  and  the  minutes  of 
the  regular  meeting  of  the  Board  held  on  Tuesday  after¬ 
noon,  December  13,  1938,  were  approved  as  printed  in 
Bulletin  No.  51,  Vol.  23. 


BUILDING  ZONE  CASES 

390-37-BZ. 

APPLICANT — Aaron  A.  Roth,  for  George  M.  Thomson, 
owner  (Joseph  Beyer,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7h  and  21 
of  the  building  zone  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
)  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 50-02  Skillman  avenue,  south 
side,  between  50th  street  and  51st  street  (Block 
No.  131,  Lot  No.  17),  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Aaron  A.  Roth,  Joseph  Beyer, 
Frederick  Parker  and  George  M.  Thomson. 
For  Opposition:  William  Obermeyer,  John  J. 
O’Reilly,  Elizabeth  Mulligan,  Martha  Schmitz, 
Julia  Parsons,  David  L.  Samuels  and  James 
J.  Catter. 

ACTION  OF  BOARD— Laid  over  to  January  17,  1939  at 
2  P.M.,  for  report  of  a  committee  of  the  Board. 
No  further  argument. 


403-37-BZ. 

APPLICANT — Max  Silver,  lessee,  for  Reproduction 
Furniture  Manufacturing  Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  7h  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 507-511  Sheffield  avenue,  east 
side,  40  ft.  south  of  Livonia  avenue  (Block  No. 
3822,  part  of  Lot  No.  18),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  Jerome  N.  Wanshel. 

ACTION  OF  BOARD — Laid  over  to  January  10,  1939  at 
10  A.M.,  on  written  request  of  applicant. 


489-38-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Sam  Schwartz 
and  Joseph  Schwartz,  owners. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance  of  a  gas¬ 
oline  service  station. 

PREMISES  AFFECTED— 219-01  North  Conduit  boule¬ 
vard  and  144-01  to  144-09  Springfield  boulevard, 
northeast  corner  (Block  No.  3820,  Lot  No.  4), 
Springfield  Gardens,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Sam 
Schwartz. 

For  Opposition :  Walter  Beaudel,  Joseph  A.  St. 

John  and  Charles  A.  Cussmaul. 

For  Administration :  H.  Klorfein,  Dept,  of  Parks. 


ACTION  OF  BOARD — Laid  over  to  January  17,  1939  at 
10  A.M.  for  further  consideration  by  the  Board. 
Applicant  to  submit  additional  information. 


729-38-BZ. 

APPLICANT — Joseph  B.  Lynch,  for  Talbo  Gasoline  Com¬ 
pany,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7c  and  21 
of  the  building  zone  resolution,  to  permit  in  a 
business  use  district  the  extension  of  an  existing 
gasoline  service  station. 

PREMISES  AFFECTED — 3150-3158  Boston  road,  south¬ 
east  corner  of  Laconia  avenue  (Block  No.  4614, 
Lot  No.  9),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  10,  1939  at 
2  P.M.,  for  report  of  a  committee  of  the  Board. 
No  further  argument. 


999-38-BZ. 

APPLICANT — Abram  Shlefstein,  for  Duam  Realty  Hold¬ 
ing  Co.,  Inc.,  owner  (Jack  Goldstein,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  21  and  7b 
of  the  building  zone  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district  the  extension  of  a  gasoline  service 
station. 

PREMISES  AFFECTED— 219-25  Merrick  boulevard, 
northwest  corner  of  220th  street  (Block  No.  3541, 
Lot  No.  114),  Springfield,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Abram  Shlefstein. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  10,  1939  at 
2  P.M.,  for  report  of  a  committee  of  the  Board. 
No  further  argument. 


95-38-BZ. 

APPLICANT — Manufacturers  Trust  Company,  as  trustee, 
for  R.  L.  Arcade  Co.,  Inc.,  owner  (William  Bar- 
tinek,  lessee). 

SUBJECT — Application  Ire  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 136-28  to  136-38  39th  avenue, 
south  side,  262.60  ft.  east  of  Main  street  (Block 
No.  4980,  Lot  No.  14),  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Frederick  E.  Winkler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  ora  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(95-38-BZ) 

Whereas,  Manufacturers  Trust  Company,  as  trustee,  for 
R.  L.  Arcade  Co.,  Inc.,  owner  (William  Bartinek,  lessee), 
filed  February  16,  1938,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  business  use  district  for  a 
temporary  period  of  not  more  than  two  (2)  years,  the 
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parking  and  storage  of  more  than  five  (5)  motor  vehicles ; 
premises:  136-28  to  136-38  39th  avenue,  south  side  262.60 
east  of  Main  street  (Block  No.  4980,  Lot  No.  14)  Flushing, 

Borough  of  Queens;  and  ..  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  4,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
WAereas,  the  use  district  maps  accompanying  the  build 
ing  zone  resolution  show  that  39th  avenue  is  in  a  business 
use  district;  Roosevelt  avenue  is  in  a  business  and  unre¬ 
stricted  use  district;  Main  street  is  in  a  business  use  dis- 

Whereas,  the  decision  of  the  Borough  Superintendent  of 
Buildings,  No.  2473-37,  dated  January  21,  1938,  reads . 

“Please  be  advised  that  application  made  to  this 
Department  for  issuance  of  a  Certificate  of  Occupancy 
to  cover  use  of  premises  on  the  south  side  of  3yth 
avenue,  262  feet  east  of  Main  street,  Flushing,  for 
parking  and  storage  purposes  for  more  than  five  (3) 
motor  vehicles,  is  hereby  DENIED,  as  this  location  is 
in  a  business  district  and  as  such  would  be  contrary 
to  Subd.  15,  Sec.  4  of  the  Building  Zone  Resolution  ot 
the  City  of  New  York.” 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav- 
ing  a  frontage  of  97.3  ft.  and  a  depth  of  116.9  ft.  It  is 
proposed  to  use  the  plot  for  a  temporary  period  of  not 
more  than  two  (2)  years,  for  the  parking  and  storage  of 
more  than  5  motor  vehicles;  and,  . 

Whereas,  the  plot  and  surrounding  area  were  inspected 
by  a  committee  of  the  board,  prior  to  hearing;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
to  exercise  its  discretion  under  section  7,  sudivision  H  of 
the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of.  the  use  dis 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  Section  7ri 
thereof,  for  a  period  of  two  years  from  the  date  of  this 
action,  to  permit  the  plot  under  appeal  to  be  used  for  the 
transient  parking  of  more  than  five  (5)  motor  vehicles, 
on  condition  that  the  plot  shall  be  levelled  substantially  to 
the  grade  of  39th  avenue  and  shall  be  surfaced  with  steam 
cinders  or  other  material  suitably  bound  to  prevent  dusting ; 
that  the  entrance  to  the  premises  shall  consist  of  two  curb 
cuts  from  39th  avenue,  not  exceeding  20 .  feet  in  width 
each ;  that  the  existing  passageway,  with  side  railings  lo¬ 
cated  in  the  center  of  the  plot  from  39th  avenue  as  a  means 
of  access  to  the  store  buildings  to  the  south  facing  Roose¬ 
velt  avenue,  may  be  retained ;  that  there  shall  be  erected 
on  the  interior  lot  lines  where  walls  of  adjoining  buildings 
do  not  occur,  a  substantially  woven  wire  fence,  not  less 
than  6  feet  in  height ;  that  a  similar  fence  shall  be  erected 
along  the  street  line  of  39th  avenue,  except  for  the  entrance 
for  motor  vehicles  and  at  the  central  passageway;  that 
during  the  term  of  this  variance,  the  premises  shall  be 
used  for  no  other  use  than  as  herein  permitted ;  that  signs 
shall  be  restricted  to  signs  attached  to  the  fence  at  the 
exit  advertising  the  parking  use ;  such  signs  not  to  exceed 
15  square  feet  each;  that  proper  aisles  shall  be  maintained 
at  all  times  for  easy  access  and  entrance ;  that  no  buildings 
shall  be  located  on  the  premises  except  a  building  not  over 
150  sq.  ft.  in  area  and  one  story  in  height,  which  may  be 
of  frame  construction,  used  as  an  office  and  shelter  for  the 
attendant;  that  such  portable  fire-fighting  appliances  shall 
be  installed  as  the  Fire  Commissioner  may  direct  and  that 
all  permits  shall  be  obtained  and  all  work  completed  within 
two  months  from  the  date  of  this  action. 


building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  ot 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 890  Dawson  street  and  935  In-  j 
tervale  avenue,  southwest  corner  (Block  No.  Z/UZ, 
Lot  No.  41),  Borough  of  The  Bronx. 

APPEARANCES—  t  ,  T  c  . 

For  Applicant:  Jacques  Biutenkant  and  Joseph 

dicker.  _•  ,  .  •  t  tv 

For  Opposition:  Lawrence  Fishbem,  Leo  U.  j 

Adolph,  Isidore  Rothberg,  William  I.  Harris, 
Isaac  A.  Abrahams,  Louis  Finkelstein,  Joseph 
Muller  and  Sol  A.  Herzog.  . 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT—  I 

Affirmative  . j 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  ..  1 

Absent  .  1 

THE  RESOLUTION— 

(755-38-BZ) 

Whereas,  Joseph  Glicker,  lessee,  for  Bankers  Trust  I 
Co.,  as  trustees  of  Keith  W.  and  Louis  H  Morris  owners, 
filed  August  30,  1938,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  business  use  district  tor  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  premises: 
890  Dawson  street  and  935  Intervale  avenue,  southwest 
corner  (Block  No.  2702,  Lot  No.  41),  Borough  of  the 

^Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  4,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals, 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Dawson  street  is  in  a  busi¬ 
ness  use  district ;  Kelly  street  is  in  a  residence  and  business 
use  district;  Intervale  avenue  is  in  a  business  use  district 
and  Rogers  place  is  in  a  business  use  district;  and 

Whereas,  the  decision  of  the  Borough  Superintendent  ot 
Buildings,  dated  August  11,  1938,  reads. 

“Your  application  for  the  use  of  above  mentioned 
premises  for  the  storage  or  parking  of  more  than  5 
motor  vehicles  is  hereby  denied  as  the  plot  is  locate 
in  a  business  district,  as  established  by  the  Amended 
Building  Zone  Resolution,  Art.  2,  .Sec  4,„  Subdiv.  13, 
where  such  occupancy  would  be  unlawful. 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  approximately  75  t  . 
on  Dawson  street,  approximately  167  ft.  on  Intervale  ave¬ 
nue  and  a  distance  of  100  ft.  along  the  west  lot  line, 
is  proposed  to  use  the  plot  for  a  temporary  period  ot  not 
more  than  two  years  for  the  parking  and  storage  of  more 

than  5  motor  vehicles;  and  .  , 

Whereas,  the  Board  deemed  that  there  was  no  basis  tor 
the  exercise  of  discretion  under  the  provisions  of  Section 
7  subdivision  H  of  the  Building  Zone  Resolution. 

’  Resolved,  that  the  decision  of  the  borough  superintendent 

dated  August  11,  1938,  be  and  it  hereby  is  aff  irmed,  and  that 
the  application  be  and  it  hereby  is  denied. 


755-38-BZ. 

APPLICANT— Joseph  Glicker,  lessee,  for  Bankers  Trust 
Co.,  as  trustees  of  Keith  W.  and  Louis  H.  Morris, 

owners.  .  ,  ,  . 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 


830-38-BZ. 

APPLICANT — Koch  &  Wagner,  for  Louis  Lachter,  owner, 
(H.  C.  Bohack  Co.,  Inc.,  lessee). 

SUB JECT— Application  ( re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  Sections  7 a  and  21 
of  the  building  zone  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  the  erection  and  maintenance  of  an 
auto  laundry  on  an  existing  gasoline  service 
station. 
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PREMISES  AFFECTED — 61-52  to  61-64  Woodhaven 
boulevard  and  61-09  to  61-21  Dry  Harbor  road, 
southwest  corner  (Block  No.  2950,  part  of  Lot 
No.  1),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant:  Arthur  R.  Koch  and  John  F. 
Blaha. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(830-38-BZ) 


Whereas,  Koch  and  Wagner,  for  Louis  Lachter,  owner 
(H.  C.  Bohack  Co.,  Inc.,  lessee),  filed  September  29,  1938, 
an  application  under  the  building  zone  resolution,  to  permit 
partly  in  a  business  use  and  partly  in  a  residence  use  dis- 
1  trict,  the  erection  and  maintenance  of  an  auto  laundry  on 
an  existing  gasoline  service  station ;  premises :  61-52  to 
61-64  Woodhaven  boulevard  and  61-09  to  61-21  Dry  Harbor 
road,  southwest  corner  (Block  No.  2950,  part  of  Lot  No. 
1),  Elmhurst,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  4,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Woodhaven  boulevard  is  in 
a  business  use  district ;  Dry  Harbor  road  is  in  a  residence 
and  business  use  district ;  85th  street  is  in  a  residence  use 
district  and  62nd  avenue  is  in  a  residence  and  business 
use  district ;  and 

W hereas,  the  decision  of  the  Borough  Superintendent 
of  Buildings  dated  November  9,  1938,  N.B.  Application 
Mo.  6945-1938,  reads: 

“The  erection  of  a  new  building  to  be  used  as  an 
auto  laundry  in  conjunction  with  a  gasoline  service 
station  and  located  partly  in  a  residence  and  partly  in 
a  business  use  district  is  contrary  to  Article  II,  Sec¬ 
tions  3  and  4,  a (46)  of  the  Building  Zone  Resolution.” 
and 


Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  139  ft.  on  Woodhaven 
boulevard,  135  ft.  on  Dry  Harbor  road  and  approx.  112  ft. 
dong  the  south  lot  line ;  a  small  area  at  the  west  portion 
^f  the  plot  is  in  a  residence  use  district  the  remainder  is 
n  a  business  use  district.  Upon  the  southerly  portion  of 
the  plot  there  is  located  an  irregular  shaped,  one  story 
ouilding  occupied  as  a  store  and  lubritorium ;  it  is  pro¬ 
posed  to  erect  to  the  east  of  this  building  a  one  story 
ouilding  28  ft.  5  in.  by  27  ft.  in  area  to  be  used  as  an  auto 
aundry.  The  remainder  of  the  plot  is  occupied  as  a 
gasoline  service  station ;  and 

Whereas,  the  plot  and  surrounding  area  were  inspected 
py  a  committee  of  the  board,  prior  to  hearing;  and 

Whereas,  the  Board  deemed  that  it  was  empowered  to 
exercise  its  discretion  under  Section  7 A  of  the  building 
,sone  application,  under  which  section  this  application  was 
tartly  made. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  make  a  variation  in  the  application  of  the  use  dis¬ 
pel  regulations  of  the  building  zone  resolution  and  that 
he  application  be  and  it  hereby  is  granted  to  permit  the 
^arrangement  of  the  gasoline  station  existing  prior  to  1925, 
;ubstantially  as  indicated  on  plans  filed  with  this  applica- 
ion,  on  condition  that  a  new  certificate  of  occupancy  shall 
>e  issued  covering  the  gasoline  station  area  of  the  dimen¬ 
sions  indicated  on  such  plans  and  that  the  gasoline  station 
shall  not  be  further  extended;  that  the  proposed  laundry 
milding  may  be  constructed  as  indicated,  in  general  har- 
nony  with  the  architectural  design  of  the  balance  of  the 
Huldings ;  that  any  additional  gasoline  pumps  erected  shall 


be  not  nearer  than  10  feet  from  the  street  line  of  either 
street;  that  the  existing  entrance  and  curb  cuts  to  the 
premises  shall  not  be  increased ;  that  any  windows  open¬ 
ing  on  the  rear  lot  line  shall  be  fireproof,  self-closing  and 
glazed  with  wire  glass;  that  signs  shall  not  be  increased 
beyond  those  existing  at  present  or  their  equivalent  and 
no  roof  signs  shall  be  erected  on  the  buildings  and  that 
all  permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  year  from  the  date  of  this  action. 


1Q10-38-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Excelsior  Savings 
Bank,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district  the  erection  and  maintenance  of  a  gas¬ 
oline  service  station. 

PREMISES  AFFECTED— East  side  of  Jerome  avenue, 
96  ft.  south  of  East  184th  street  (Block  No.  3187, 
Lot  No.  21),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Opposition:  William  F.  Walsh,  Alfred  E. 

Smith,  Jr.,  Morris  Berkowitz  and  Sol  A. 


Herzog. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(1010-38-BZ) 


Whereas,  Samuel  Rosenblum,  for  Excelsior  Savings 
Bank,  owner,  filed  November  9,  1938,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline  service 
station;  premises:  East  side  of  Jerome  avenue,  96  ft.  south 
of  East  184th  street  (Block  No.  3187,  Lot  No.  21),  Borough 
of  the  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  4,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jerome  avenue  is  in  a  busi¬ 
ness  use  district;  Walton  avenue  is  in  a  residence  and  busi¬ 
ness  use  district;  West  184th  street  is  in  a  residence  and 
business  use  district  and  East  184th  street  is  in  a  business 
use  district ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
of  Buildings  N.B.  Application  No.  539-1938,  dated  October 
30,  1938,  reads : 

“1.  Proposed  gasoline  service  station  located  in  a 
business  district  is  contrary  to  Section  #4,  Article  #2 
of  Amended  Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  100  ft.  and  a  depth  of  100  ft.  It  is  pro¬ 
posed  to  erect  upon  the  plot  a  one  story  building  55  ft.  by 
22  ft.  in  area,  to  be  used  as  auto  laundry,  lubritorium  and 
office  and,  also,  the  necessary  tanks  and  pumps  for  a  gas¬ 
oline  service  station ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution,  and  was,  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
N.B.  Application  No.  539-1938,  be  and  it  hereby  is  affirmed, 
and  that  the  application  be  and  it  hereby  is  denied. 


Adjourned:  2:45  P.M. 

Edward  V.  Barton,  Chief  Clerk. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  JANUARY  4,  1939 
Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 


GENERAL  RESOLUTION 

2-39-GR. 

APPLICANT— Boak  and  Paris,  Inc.,  Architects. 

SUB TECT— Interpretation  of  Amendment  to  Art.  1,  pubd. 

16  of  Sec.  4  of  Multiple  Dwelling  Law,  relative  to 

Curb  Levels.  ,  .  , 

ACTION  OF  BOARD — General  Resolution  adopted. 

THE  VOTE  TO  ADOPT  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  J 

Negative  .  n 

Absent  . 

THE  RESOLUTION— 

(2-39-GR) 

Whereas,  a  letter,  dated  December  21,  1938,  has  been 

received  from  Boak  &  Paris,  Architects,  readmg  as  follows: 
“We  respectfully  request  that  the  Board  of  Standards 
and  Appeals  adopt  a  resolution  interpreting  the  Amend¬ 
ment  to  the  Multiple  Dwelling  Law,  Article  No.  1,  Sub¬ 
division  16  of  Section  4  of  Chapter  713  of  the  Laws  of 
1929,  which  became  law  April  11,  1938,  upon  aPP[^al 
of  the  Governor,  as  Chapter  681  of  the  Laws  of  1938 ! . 
‘An  act  in  relation  to  multiple  dwellings,  constituting 
Chapter  61a  of  the  Consolidated  Laws  which  was 

amended  to  read  as  follows :  r  ,  , 

16.  The  ‘curb  level  is  the  level  of  the  estab¬ 
lished  curb  in  front  of  the  building  measured  at  the 
centre,  of  such  front.  When  building  faces  on  more 
than  one  street  the  curb  level  shall  be  the  average  of 
the  curb  levels  at  the  centre  of  each  front.  Where 
no  curb  has  been  established,  the  city  engineer  or 
other  officer  charged  with  such  function  shall  estab¬ 
lish  such  curb  level  or  its  equivalent  for  the  purposes 
of  this  chapter.  When  an  open  unoccupied  space  in 
front  of  any  multiple  dwelling  is  above  the  curb 
level,  and  also  extends  along  the  entire  Jot  front  on 
any  street  and  is  not  less  than  five  feet  in  depth  the 
level  of  such  unoccupied  space  shall  be  considered  the 
curb  level,  provided  it  is  not  more  than  three  feet 
above  the  level  of  the  established  curb  in  front  of  the 
building  measured  at  the  centre  of  such  front  _ 
Where  buildings  do  not  exceed  in  area  thirty- 
five  per  cent  of  the  plot,  exclusive  of  garage  the 
owner  may  elect  the  grade  from  which  the  height  of 
the  building  shall  be  measured.\ 

We  were  instrumental  in  having  the  amendment 
embodied  in  the  last  paragraph  as  underlined  intro¬ 
duced,  to  take  care  of  property  where  the  building 
coverage  does  not  exceed  thirty-five  per  cent  of  the 
total  lot  area  and  which  in  many  cases  throughout 
the  city  but  particularly  in  the  Borough  of  I  he 
Bronx  has  the  grade  level  of  the  plot  far  above  the 
level  of  the  established  curb,  thus  making  the  plot 
unavailable  for  building  purposes  under  the  law  as 
it  stood  before  amendment.  It  was  our  intention 
under  this  amendment  to  enable  the  owner  to  select 
any  existing  grade  occurring  on  the  plot  as  the 
datum  from  which  the  height  of  the  building  would 
be  measured.  This  selected  grade  datum  would  then 
take  the  place  of  the  established  ‘curb  grade  re¬ 
ferred  to  in  various  sections  and  paragraphs  through¬ 
out  the  existing  law  in  regard  to  measurement  of 
heights,  definitions  of  cellars,  yard  and  court  levels, 
etc.” 

and 


Whereas,  the  memorandum  furnished  to  the  Governor 
by  the  Counsel  of  the  Multiple  Dwelling  Law  Committee 
in  reference  to  this  amendment  as  proposed  by  Assembly- 
man  Devany,  Assembly  Introductory  1275,  print  1395  was 

as  follows :  ,  .  . 

“The  purpose  of  this  bill  is  to  bring  into  economic 

use  land  abutting  streets  which  have  been  cut 
through  rocky  formations  and  where  the  level  of  the 
site  is  substantially  above  the  level  of  the  curb,  thus 
making  the  site  unavailable  for  improvement  under 
existing  height  limitations. 

The  bill  takes  cognizance  of  the  fact  that  such 
land  is  cheap,  by  limiting  coverage  to  35%  of  the  lot.” 

Resolved,  that  in  the  opinion  of  the  Board,  the  intent 
of  this  amendment  was  to  permit  an  owner  to  elect  any 
grade  existing  on  his  plot  where  the  coverage  of  the 
building  exclusive  of  the  garage  does  not  exceed  35% 
and  to  substitute  such  grade  for  the  curb  level. 


BUILDING  ZONE  CASES 

538-37-BZ. 

APPLICANT— Nicholas  Yannaco,  for  W.  H.  Flattau  and 
Son,  owners. 

SUBJECT— Application  (re  decision  of  the  commissioner 
of  buildings)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 501  West  185th  street,  north-  ' 
west  corner  of  Amsterdam  avenue  (Block  No. 
2156,  Lot  No.  56)  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Murray  Taigman. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  January  17,  1939  at 
2  P.M.  pending  consideration  by  the  Board.  No 
further  argument. 

803-38-BZ. 

APPLICANT— W.  H.  and  J.  F.  Dusenbury,  for  Estate  of 
Leopold  Rossbach,  Laurence  B.  Rossbach,  trustee. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution  to  permit  in  a  business 
use  district  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 3901-3911  White  Plains  avenue, 
northwest  corner  of  East  222nd  street  (Block  No. 
4824,  Lot  Nos.  4  and  7),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  F.  Dusenbury.  j 

For  Opposition :  Marguerite  A.  Rose,  Eugene  Co- 
le.tti,  Antonio  Tedesco,  Annette  Tarolacci, 
John  A.  Verre,  Sol  Herzog  and  others. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1939  at 
2  P.M.,  pending  consideration  by  the  Board.  No 
further  argument. 

626-32-BZ. 

APPLICANT— Philip  Bardes,  for  United  States  Trucking 
Corporation,  owner. 

SUBJECT — Application  for  Consideration — re  Reopening 
and  extension  of  time  to  complete  work— re  Appli¬ 
cation  (decision  of  the  commissioner  of  buildings) 
granted  on  condition,  under  sections  7b  and  21  of 
the  building  zone  resolution,  permitting  the  exten¬ 
sion  from  an  unrestricted  use  district  into  a  busi¬ 
ness  use  district  of  a  proposed  motor  vehicle  re¬ 
pair  shop. 

PREMISES  AFFECTED— 368-380  Front  street,  north  side, 
114  ft.  west  of  Jackson  street  (Block  No.  243, 
Lot  Nos.  70  to  76)  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Philip  Bardes. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative .  q 

Absent  . q 


106-32-BZ. 

APPLICANT— Levy,  Murphy  &  Stolz,  for  Confield  Es¬ 
tates,  Inc.,  owner. 

SUBJEC1  Application  for  Consideration — reopening  and 
extension  of  time — re  Application  (decision  of 
Commissioner  of  Buildings)  under  Section  21  of 
the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district  the  alteration  and  change  of 
occupancy  of  part  of  the  first  floor  of  an  existing 
multiple  dwelling  to  business  use  (stores) 
PREMISES  AFFECTED — 2351-2355  Grand  Concourse, 

Northwest  corner  of  Field  place  (Block  No.  3164 
innr  Lot  No.  50),  Borough  of  The  Bronx. 
APPEARANCES— 

.  For  Applicant:  James  J.  Murphy. 

ACTION  OF  BOARD — Application  reopened  and  time 

extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME _ 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 4 

Negative  . 0 

Absent  .  q 

THE  RESOLUTION— 

(106-32-BZ) 

Whereas,  this  application  affecting  premises  2351-2355 
xTranG^°?C0UxrTSe’  JJ0srthwest  corner  of  Field  place  (Block- 
No.  3164,  Lot  No.  50),  Borough  of  The  Bronx,  was  granted 
by  the  board  April  13,  1937  on  certain  conditions,  time  to 
complete  work  extended  January  18,  1938,  and  applicant 
requested  an  extension  of  time  to  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
“f™yamend  resolution  adopted  by  the  board  on  April 
o,  1937,  only  so  far  as  it  has  relation  to  the  completion 
ot  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

...  that  all  work  shall  be  completed  within  one  year 
from  the  date  of  this  amended  resolution.” 


222-34-BZ. 

|  APPLICANT  Stanley  H.  Klein,  for  Frances  Klein, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment,  also  approval  of  amended  plans — re 
Application  (decision  of  the  Commissioner  of 
Buildings)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED— Southeast  corner  of  Hillside 
avenue  and  Little  Neck  parkway  (Block  No.  4523, 

APPEARANCES—  BoroUgh  of  Queens- 

For  Applicant:  Stanley  H.  Klein. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . ..!!!.!!.  0 

Absent  .  q 

THE  VOTE  TO  AMEND  RESOLUTION— 


Affiimative:  Chairman  Murdock,  Commission- 

™rrS,  ,avage  an^  Blum  and  Assistant  Chief 

Walsh  . .  4 

Negative  . n 

Absent  .  q 

THE  RESOLUTION— 

(222-34-BZ) 

Whereas,  this  application  affecting  premises  southeast 

L,ttle  Neck  parkway  and  HUlsMe  avenue  (Block 

No.  4523,  part  of  Lot  No.  51),  Floral  Park,  Borough  of 
Queens,  was  granted  by  the  board  June  25,  1935,  for  a 
period  of  10  years  under  section  21,  subject  to  the  im¬ 
posing  of  such  conditions  as  the  board  may  deem  proper 
alter  complete  working  drawings  have  been  filed:  and 
Whereas,  the  applicant  filed  complete  working  draw¬ 
ings;  and  s 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  and  approval  of  amended  plans. 

Resolved  \hzt  the  resolution  adopted  by  the  board  on 
June  25  1935,  as  amended  March  15,  1938,  be  and  it  hereby 
is  amended  to  read  :  J 

Resolved that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of 
the  use  district  regulations  of  the  Building  Zone  reso-. 
lution  and  that  the  application  be  and  it  hereby  is 
granted  under  section  21  for  a  period  of  ten  years 
irom  the  date  of  this  amended  resolution,  on  condition 

fW-n-j  0t  sha  1  be  leveled  substantially  to  the  giade 
ot  Hillside  avenue  and  that  the  general  arrangement 
o  the  station  shall  be  as  indicated  on  plans  stamped 
received  March  8,  1938’;  that  the  accessory  building 
shall  be  located  toward  the  southerly  portion  of  the 
plot  as  indicated,  and  shall  be  constructed  of  brick 
and  stone  masonry  and  stucco  with  heavy  variegated 
slate  shingles  as  to  the  gable  portion  of  the  roof  and 
that  the  flat  portion  of  the  roof  shall  be  surfaced 
with  _  non-inflammable  weather  surfacing ;  that  the 
building  shall  be  constructed  throughout  of  fire-proof 
materials  except  that  the  roof  beams  and  roof  board¬ 
ing  may  be  of  wood,  provided  the  ceilings  throughout 
are  fire-retarded  in  accordance  with  the  rules  of  the 
Board  of  Standards  and  Appeals;  that  the  doors  may 
be  of  wood;  that  the  greasing  racks  shall  be  of  the 
hydraulic  type  only ;  that  the  entire  area  where  not 
covered  by  accessory  buildings,  walls,  walks  and  plant¬ 
ing  shall  be  cement  paved  or  covered  with  cracked  blue 
stone  and  tarvia  properly  rolled  and  bound;  that  the 
gasoline  pumps  shall  be  located  not  less  than  15  ft. 

v.£r  S^rert  building  line ;  that  the  gasoline  pumps 
shall  be  of  the  parkway  type  with  masonry  pedestals 
and  with  the  exposed  pump  portion  painted  to  harmo¬ 
nize  with  the  color  of  the  accessory  building;  that  all 
piping  and  tanks  installed  for  the  gasoline  system  shall 
be  new  material ;  that  the  planting  areas,  as  indicated 
on  plans,  shall  be  maintained  with  protection  curbs, 
as  indicated ;  that  there  shall  be  constructed  on  the 
southerly  and  easterly  interior  lot  lines,  where  walls 
of  accessory  building  do  not  occur,  a  masonry  wall  har¬ 
monizing  with  the  accessory  building,  this  wall  to  be 
not  less  than  7  ft.  in  height  except  that  it  may  be 
ramped  down  at  the  street  building  lines  to  a  height 
of  four  feet;  that  no  signs  shall  be  permitted  on  the 
premises  other  than  a  sign  permanently  attached  to 
the  accessory  building  and  to  three  post  standards 
erected  within  the  building  line  for  supporting  signs 
which  may  be  illuminated,  advertising  solely  the  brand 
of  gasoline  on  sale ;  that  all  these  signs  and  standards 
shall  be  ornamental  in  character,  as  indicated  on  plan; 
that  lights  for  general  illumination  shall  be  on  stand¬ 
ards  in  connection  with  the  gasoline  pumps  and  the  sign 
standard;  that  entrances  to  the  plot  shall  not  exceed 
four,  two  from  Hillside  avenue  and  two  from  Little 
Neck  parkway,  not  exceeding  25  ft.  in  width  each;  that 
when  sidewalk  curbs  are  installed,  the  curb  cuts  op¬ 
posite  shall  not  exceed  30  ft.  in  width  each;  that  in 
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between  entrances,  planting  area  shall  be  maintained, 
as  indicated;  that  until  the  widening  of  Little  Meek 
parkway,  the  area  between  the  lot  line  and  the  exist¬ 
ing  roadway  shall  be  maintained  in  neat  condition 
with  crushed  blue  stone  and  tarvia  pavement;  that 
no  automobile  repairing  shall  be  permitted  on  the 
premises  and  no  parking  of  cars  other  than  those 
being  serviced;  that  no  portable  gasoline  tanks  shall 
be  used  on  or  from  the  premises ;  that  any  heating 
system  installed  in  the  accessory  building  shall  be 
separated  from  the  balance  of  the  building  by  fire¬ 
proof  construction;  that  such  room  shall  be  enterable 
only  from  the  exterior  of  the  building  that  there 
shall  be  no  openings  in  the  walls  to  adjoining  premises, 
that  plans  marked  ‘received  March  8,  1938  are  hereby 
approved  as  complying  with  the  requirements  of  this 
resolution;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  one  year  from  the  date  ot  this 

“Resolved  further,  that  the  plans  hereinbefore  ap¬ 
proved  (marked  ‘Received  March  8,  1938’  and  approved 
under  date  of  March  23,  1938)  may  be  further  amend¬ 
ed  as  to  size  of  skylights  for  lubntorium,  size  ot 
doors  to  lubritorium  and  by  re-arrangement  of  boiler 
room  and  construction  of  compressor  room,  as  indi¬ 
cated  on  revised  plans  marked  ‘Received  December  23, 
1938’  on  condition  that  in  all  other  respects  the  plans 
as  approved  on  March  23,  1938  shall  be  complied  with. 

223-37-BZ.  f  T  .  .. 

APPLICANT — A.  Wallace  McCrea,  for  Estate  of  Isabella 

Tex,  owner.  ,  .  , 

SUBTECT — Application  for  consideration — reopening  and 
amendment  as  to  term  of  permit— re  Application 
(decision  of  the  commissioner  of  buildings)  under 
section  7c  of  the  building  zone  resolution,  permit¬ 
ting  partly  in  a  business  use  district  and  partly  in 
a  retail  use  district,  the  conversion  of  the  occu- 
pancy  of  two  (2)  stories  of  a  store,  office  and 
showroom  building  to  a  factory  occupancy  in  ex¬ 
cess  of  the  limitations  set  by  the  building  zone 

PREMISES  AFFECTED-1231-1235  Broadway  and  45-53 
West  30th  street,  northwest  corner  (Block  No. 
832,  part  of  Lot  No.  1),  Borough  of  Manhattan. 

APPEARANCES—  T  „  „  ,  n-  q 

For  Applicant:  A.  Wallace  McCrea  and  E.  S. 

Seibert:  .  ,  . 

ACTION  OF  BOARD — Application  reopened  and  permit 

THE  VOTETO  REOPEN  AND  EXTEND  PERMIT 
Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  q 

Negative  .  0 

Absent  . 

THE  RESOLUTION— 

(223-37-BZ) 

Whereas,  A.  Wallace  McCrea,  for  Estate  of  Isabella 
Tex  owner,  filed  May  15,  1937  an  application  under  the 
building  zone  resolution  to  permit  partly  in  business  use 
district  and  partly  in  a  retail  use  district,  the  conversion 
of  the  occupancy  of  two  (2-)  stories  of  a  store,  office  and 
showroom  building  to  a  factory  occupancy  in  excess  of  the 
limitations  set  by  the  building  zone  resolution ;  premises . 
1231-1235  Broadway  and  45-53  West  30th  street  northwest 
corner  (Block  No.  832,  part  of  Lot  No.  1),  Borough  of 

Manhattan;  and  .  .  ,  , 

Whereas,  the  application  was  granted  by  the  board 

December  21,  1937,  on  certain  conditions  and  applicant 
requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  resolution  adopted  by  the  board  on  Decem¬ 
ber  21  1937,  only  so  far  as  it  has  reference  to  termination 
of  the  variance,'  so  that  as  amended,  the  resolution  shall 

read : 


“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7c  thereof,  to  permit  the  building  under 
appeal  to  be  used  for  manufacturing  purposes  to  the 
extent  permitted  in  a  district  zoned  for  business  use, 
on  condition  that  the  building  shall  comply  in  all  other 
respects  with  all  laws,  rules  and  regulations  applicable 
to  the  proposed  occupancy ;  that  this  variance  affecting 
the  portion  of  the  building  within  the  area  zoned  for 
retail  use  shall  not  be  extended  beyond  March  1,  1942 , 
that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  six  months  from  the  date  of 
this  action.” 

609-37-BZ. 

APPLICANT— Naphtali  &  Weidberg,  for  Grand  Street 
Realty  Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time — re  Application  (decision  of  the 
Commissioner  of  Buildings),  under  section  7h  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district  for  a  temporary  period  of  not 
more  than  two  (2)  years  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 91-02  168th  street,  west  side, 
150.72  ft.  north  of  Jamaica  avenue  (Block  No.. 
867,  Lot  Nos.  83,  85  and  86),  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Harry  Schneider. 

ACTION  OF  BOARD— Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commission- 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  ^ 

Negative  .  ~  | 

Absent  .  u  J 

THE  RESOLUTION— 

(609-37-BZ) 

Whereas,  Grand  Street  Realty  Corporation,  owner,  filed 
December  22,  1937,  an  application  under  the  building  zone 
resolution  to  permit,  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises:  91-02  168th  street,  west  side,  150.72  ft.  north  of 
Jamaica  avenue  (Block  No.  867,  Lot  Nos.  83,  85  and  86), 
Jamaica,  Borough  of  Queens;  and  ,  ,  ,  , 

Whereas,  this  application  was  granted  by  the  board 
October  4,  1938,  on  certain  condition  and  applicant  re¬ 
quested  an  extension  of  time. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  resolution  adopted  by  the  board  on  October 
4  1938,  so  that  as  amended  the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7h  thereof  for  a  temporary  period  of 
two  years  from  the  date  of  this  action,  to  permit  the 
plot  under  appeal  to  be  used  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on 
condition  that  only  automobiles  of  the  pleasure  car 
type  shall  be  so  stored  or  parked;  that  the  plot  shall 
be  levelled  substantially  to  the  grade  of  168th  street 
and  shall  be  surfaced  with  steam  cinders  or  clean 
gravel  or  other  suitable  material  properly  rolled  and 
treated  with  a  binder  to  prevent  dusting ;  that  there 
shall  be  erected  on  the  interior  lot  lines,  where  the 
masonry  walls  of  existing  buildings  do  not  occur  a 
substantial  woven  wire  fence  not  less  than  seven  (7) 
feet  in  height ;  except  that  such  fence  on  the  westerly 
and  northerly  lot  lines,  shall  be  erected  at  a  distance 
of  five  (5)  feet  therefrom  and  parallel  to  such  lot 
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lmes ;  that  there  shall  be  no  entrance  through  the  rear 
fence  to  91st  avenue;  that  a  similar  fence  shall  be 
erected  along  the  street  line  of  168th  street,  except  for 
an  entrance  and  exit,  each  not  over  15  ft.  in  width, 
with  curb  cuts  opposite  of  similar  width ;  that  during 
the  term  of  this  variance,  the  premises  shall  be  used 
for  no  other  use  than  as  permitted  herein  and  no 
building  shall  be  erected  thereon,  except  there  may  be 
erected  an  office  or  shelter  for  the  attendant  not  over 
one  story  in  height,  and  not  over  150  sq.  ft.  in  area, 
and  which  may  be  of  frame  construction;  that  proper 
aisles  shall  be  maintained  at  all  times  for  easy  en¬ 
trance  and  exit ;  that  any  lights  erected  for  illumination 
shall  be  installed  so  as  to  reflect  toward  the  center  of 
the  plot  and  away  from  adjoining  occupancies;  that 
no  sign  shall  be  erected,  except  a  small  sign  attached 
to  the  fence,  advertising  the  storage  and  parking  use, 
not  more  than  15  sq.  ft.  in  area;  that  such  portable 
fire-fighting  appliances  shall  be  installed  as  the  fire 
commissioner  shall  direct;  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  two 
months  from  the  date  of  this  amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  ORDERS 
1131-38-A. 

APPLICANT— Isaac  Miller,  neighboring  property  owner. 
OWNER  OF  PREMISES— City  of  New  York. 
SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings,  re  Revocation  of  Cer¬ 
tificate  of  Occupancy  No.  90278-38. 

PREMISES  AFFECTED— 2811-2821  East  Third  street 
(known  as  Brighton  Third  street),  southeast  cor¬ 
ner  of  Canal  avenue  (known  as  Banner  avenue)  ; 
(Block  No.  7261,  Lot  No.  47),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  A.  Schlefstein. 

For  Owner :  David  Bleifeld. 

For  Administration :  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  10,  1939,  at 
2  P.  M.,  for  consideration  by  the  board. 


1 135-38-A. 

APPLICANT — Maxwell  Schantz  for  Antonio  Pastina, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — 113  Weirfield  street  and  630 
Evergreen  avenue,  northwest  corner  (Block  No. 
3395,  Lot  No.  38),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Maxwell  Schantz. 

For  Administration :  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  January  17,  1939,  at 
2  P.  M.,  for  further  consideration  by  the  board. 


1172-38-A. 

APPLICANT— Albert  Lease,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 1520-1524  Bushwick  avenue, 
south  side,  50  ft.  west  of  Aberdeen  street  (Block 
No.  3466,  Lot  Nos.  36  and  37),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  Horowitz. 

For  Adjoining  Owner:  James  A.  Manogue. 

For  Administration :  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  10,  1939,  at 
2  P.  M.,  on  request  of  attorney  for  adjoining 
owner. 


11 82-38- A. 

Otto  W.  Kritz,  for  H.  Behrens,  owner. 

^  UIjJiiCI  Appeal  from  a  decision  of  the  borough  super- 
intendent  of  buildings. 

PREMISES  AFFECTED — 25  Knox  place,  north  side 
430  ft.  east  of  Slosson  avenue  (Block  No.  329,’ 
Lot  No.  86),  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Otto  W.  Kritz. 

ACTION  OF  BOARD— Laid  over  to  January  10,  1939,  at 
2  P.  M.  Applicant  to  submit  plans. 


1 188-38-A. 

APPLICANT  David  Millman  for  S.  Millman  &  Son,  for 
Hyman  Senzar,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — 134-138  Hinsdale  street,  west 
side,  100  ft.  south  of  Glenmore  avenue  (Block 

APPEARANCES—1  N°'  21 B°r°Ugh  of  Brooklyn- 

For  Applicant:  David  Millman. 

For  Administration:  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  January  10,  1939,  at 
2  P.  M.,  for  inspection  by  a  committee  of  the 
board. 


1227-38-A. 

APPLICANT— Lama  &  Proskauer,  for  Samuel  Ruben- 
stein,  lessee. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 72-02  to  72-08  Northern  boule¬ 
vard,  southeast  comer  of  70th  street  (Block  No. 
1243,  Lot  No.  1),  Jackson  Heights,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  David  Stone,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1939,  at 
2  P.  M.,  for  consideration  by  the  board.  No 
further  argument. 


1230-38-A. 


APPLICANT — Koppers  Company,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— East  side  of  86th  street,  18  ft. 
south  of  25th  avenue  (Block  No.  1360,  Lot  No.  1), 
Astoria,  Borough  of  Queens. 

APPEARANCES— 


For  Applicant:  L.  S.  Stiles  and  Ralph  H.  Mann. 
For  Administration :  David  Stone,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  24,  1939,  at 
2  P.  M.,  for  further  consideration  by  the  board. 


1218-38-A. 

APPLICANT — Owens-Corning  Fiberglass  Corp.,  for  Met¬ 
ropolitan  Life  Insurance  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — Metropolitan  Housing  Project 
— Section  bounded  by  Castle  Hill  avenue,  St.  Ray¬ 
mond  avenue,  Odell  street,  Westchester  avenue, 
Wood  avenue,  White  Plains  road,  Hugh  J.  Grant 
Circle,  Virginia  avenue  (Block  Nos.  3938  and  3944, 
Lot  No.  1),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  H.  Perrine. 

For  Administration:  M.  Thiede,  Department  of 
Housing  and  Buildings. 
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ACTION  OF  BOARD — Appeal  withdrawn,  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ^ 

Absent  .  u 


994-38- A. 

APPLICANT— Utilities  Institute  Inc.,  lessee,  for  Amer¬ 
ican  Bosch  Co.,  owner.  .  . 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 17  West  60th  street,  north 
side,  175  ft.  west  of  Broadway  (Block  No.  1113, 
Lot  No.  13),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  William  Marker. 

For  Administration:  Inspector  Meyer,  fire  depart¬ 
ment.  . 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  ,  ,  „ 

Affirmative :  Chairman  Murdock,  Commission- 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ~ 

Absent  .  u 

THE  RESOLUTION— 

(994-38- A) 

Whereas,  Utilities  Institute  Inc.,  lessee,  for  American 

Bosch  Co.,  owner,  filed  November  7,  1938,  an  appeal  from 

an  order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  17  West  60th  street,  north  side,  175  ft.  west  of 
Broadway  (Block  No.  1113,  Lot  No.  13),  Borough  of  Man¬ 
hattan;  and  .  .  nnn 

Whereas,  the  order  of  the  fire  commissioner,  No.  1391Z- 

LC,  dated  August  9,  1938,  reads: 

“3.  Cut  off  all  elevator  shafts  leading  into  refriger¬ 
ating  machinery  rooms.” 

Whereas,  said  order  was  repeated  in  a  decision  of  the 
fire  commissioner,  dated  October  31,  1938;  and  ... 

Whereas,  the  building  is  11  stories  (130  ft.)  in  height, 
75  ft.  by  93  ft.  in  area,  of  fireproof  construction,  located 
in  an  unrestricted  use,  “B”  area  district  and  occupied: 
Cellar— stock  room;  1st  floor— store— 35  persons;  2d  floor 
—trade  school— 25  persons;  3d  floor— stock  room— 4  per¬ 
sons;  4th  floor  to  10th  floors  inclusive— offices  and  stock 
room — 17  persons  each  floor;  11th  floor  office  and  stock 
room — ll  persons,  for  which  certificate  of  occupancy  No. 
4054-1921  was  issued  on  December  14,  1921 ;  and  _ 

Whereas,  the  applicant  contends  that  the  refrigerating 
equipment  is  used  for  demonstration  and  instruction  pur¬ 
poses;  that  the  space  designated  by  the  order  as  a  re¬ 
frigerating  machinery  room  is  in  reality  a  laboratory  for 
instruction  in  servicing  and  repairing  refrigeration  equip¬ 
ment,  and  is  approximately  1,800  sq.  ft.  and  well  venti¬ 
lated,’  while  the  refrigerating  machine  in  question  is  a 
small  one  containing  45  lbs.  of  Freon  which  is  non-irritant, 
non-inflammable  and  non-toxic  under  ordinary  conditions ; 
that  of  the  two  elevators  in  question,  one  is  an  automobile 
elevator,  the  shaft  of  which  does  not  extend  beyond  the 
second  floor  and  is  seldom,  if  ever,  used;  the  other  is  a 
small  freight  elevator;  that  both  elevators  are  closed  by 

metal  fireproof  doors.  .  .  ,, 

Resolved,  that  the  order  of  the  fire  commissioner,  No 
13912-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  both  openings 
to  the  automobile  elevator  shall  be  blocked  off  during  the 
term  of  the  present  occupancy,  by  tightfitting  masonry 
partitions  consisting  of  terra  cotta  blocks  or  gypsum  blocks, 
not  less  than  2  inches  in  thickness ;  that  the'  refrigerating 
system  and  other  equipment  throughout  the  2d  floor  shall 
at  all  times  be  under  the  jurisdiction  of  competent  in¬ 


structors  familiar  with  the  equipment  and  its  use ,  that  in 
all  other  respects,  the  equipment  and  operation  shall  be 
conducted  in  a  manner  satisfactory  to  the  fire  commis¬ 
sioner  ;  and  that  in  all  other  respects,  all  rules  and  regula¬ 
tions  applicable  to  the  occupancy  shall  be  complied  with. 

11 30-38- A. 

APPLICANT— Dominick  Cimino,  for  Dominick  Cimino 
and  Estate  of  Antonio  Ippolito,  owners. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 90  Wythe  avenue,  southwest 
corner  of  North  11th  street  (Block  No.  2295, 
Lot  No.  18),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Herbert  Runsdorf  and  Arsimo 
Ippolito. 

For  Administration:  Inspector  Maher,  fire  depart¬ 
ment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . ; .  ^ 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  ^ 

THE  RESOLUTION— 

(1130-38-A) 

Whereas,  Dominick  Cimino,  for  Dominick  Cimino  and 
Estate  of  Antonio  Ippolito,  owners,  filed  on  December  7, 
1938,  an  appeal  from  an  order  and  decision  of  the  fire 
commissioner  affecting  premises  90  Wythe  avenue,  south- 
west  corner  of  North  11th  street  (Block  No.  2295,  Lot  No. 
18),  Borough  of  Brooklyn;  and 
Whereas,  Order  No.  360-LF,  issued  by  the  fire  com¬ 
missioner,  dated  June  20,  1938,  reads:  , 

“1.  Provide  a  separate  and  distinct  system  ot 
Automatic  Sprinklers  throughout  building  having  at 
least  one  source  of  water  supply  arranged  and  equipped 
as  provided  in  the  rules  for  fire  extinguishing  appli- 
ances  adopted  by  the  Board  of  Standards  and  Appeals. 

Whereas,  the  said  order  was  referred  to  in  a  decision 
of  the  fire  commissioner  dated  November  7,  1938,  reads: 
“In  reply  to  your  communication  of  November  2, 
1938,  you  will  please  be  advised  that  your  appeal 
should  be  addressed  to  the  Board  of  Standards  and 
Appeals,  Municipal  Building,  Borough  of  Manhattan. 
No  modification  will  be  granted  by  this  Department 
in  connection  with  Order  No.  360-LF  for  the  reason 
that  the  reports  indicate  that  the  conditions  that  now 
exist  warrant  the  installation  of  a  sprinkler  system 
throughout  the  building.” 

Whereas,  the  building  is  2  and  3  stories  (33  ft.)  in 
height,  25  ft.  4*4  in.  by  101  ft.  10  in.  in  area,  of  non- 
fireproof  construction,  located  in  an  unrestricted  use  dis¬ 
trict,  erected  in  1927,  occupied  throughout  for  paper  stor¬ 
age,  with  occupancy  of  4  persons  on  the  first  floor !  Cer¬ 
tificate  of  Occupancy  No.  47067  was  issued  October  14, 

1927;  and  .  . 

Whereas,  the  board  deemed  that  a  hazardous  condition 

existed. 

Resolved,  that  Order  No.  360-LF,  issued  by  the  fire 
commissioner,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


1189-38- A. 

APPLICANT— Aymar  Embury  II,  for  Department  of 
Parks,  City  of  New  York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— North  side  of  Boardwalk,  600 
ft.  west  of  Ocean  Parkway  (Seaside  Park); 
(Block  No.  7289,  Lot  No.  1),  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  E.  D.  Marrinelli. 

For  Administration:  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

AC  1  ION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(1189-38- A) 

Whereas,  Aymar  Embury  II,  for  Department  of  Parks, 
City  of  New  York,  owner,  filed  December  21,  1938,  an 
appeal  from  a  decision  of  the  acting  borough  superin¬ 
tendent  of  buildings,  affecting  premises,  North  side  of 
Boardwalk,  600  ft.  west  of  Ocean  Parkway  (Block  No. 
7289,  Lot  No.  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  acting  borough  super¬ 
intendent,  on  N.  B.  Applic.  No.  18262-38,  dated  December 
15,  1938,  reads: 

“No  wood  frame  structure  permitted  within  the  fire 
limits.  Sec.  4.1.2  Code.  Application  denied.” 

and 

Whereas,  the  proposed  building  is  to  be  one  story  (12 
ft.)  in  height,  52  ft.,  2^4  in.  by  20  ft.  in  area,  of  frame 
construction  located  in  a  residence  use,  “C”  area  district, 
to  be  occupied  as  a  refreshment  stand ;  and 

Whereas,  the  applicant  contends  that  plans  call  for 
wood  framing,  but  the  entire  outside  of  the  building,  with 
the  exception  of  the  roof,  is  to  be  covered  with  Transite; 
that  the  building  is  to  be  one  story  high  and  located  in  a 
Public  Park  ;,  that  it  is  a  temporary  building,  as  the  pro¬ 
posed  rehabilitation  of  the  Coney  Island  Boardwalk  will 
necessitate  its  demolition. 

Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent,  on  N.  B.  Applic.  No.  18262-38,  be  and  it  hereby 
is  modified,  and  that  the  appeal  be  and  it  hereby  is  granted, 
so  as  to  permit  the  erection  of  the  proposed  frame  struc¬ 
ture  within  the  fire  limits,  on  condition  that  this  building 
shall  be  surfaced  on  the  exterior  of  the  walls  with  fire- 
retarding  materials  and  that  the  walls  and  ceiling  through¬ 
out  the  interior  shall  be  plaster  on  metal  lath  and  shall  at 
all  times  be  under  the  jurisdiction  of  the  park  commis¬ 
sioner  and  shall  continue  for  a  temporary  period  of  not 
over  two  years. 


1192-38-A. 

APPLICANT — Consolidated  Expanded  Metals  Companies, 
for  36-26  Kings  Highway  Corporation,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — 3602-3626  Kings  Highway, 
south  side,  from  East  36th  street  to  East  37th 
street  (Block  No.  7654,  Lot  No.  1),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  Ratner. 

For  Administration :  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  . 0 


THE  RESOLUTION— 

(1192-38-A) 

Whereas,  Consolidated  Expanded  Metals  Companies, 
for  36-26  Kings  Highway  Corporation,  owner,  filed  De¬ 
cember  22,  1938,  an  appeal  from  a  decision  of  the  acting 
borough  superintendent  of  buildings,  affecting  premises 


3602-3626  Kings  Highway,  south  side,  from  East  36th 
street  to  East  37th  street  (Block  No.  7654,  Lot  No  1) 
Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  acting  borough  superin- 
tendent,  on  Applic.  No.  19274-38,  dated  December  21  1938 
reads : 

“Questioned  whether  Jumbo  metal  lath  is  contrary 
to  8.4.10.2  of  Building  Code  if  applied  to  building  with¬ 
out  interruption.” 

and 

Whereas,  the  building  is  six  stories  (63  ft.)  in  height, 
212  ft.  11  in.  by  74.2  ft.  in  area,  of  brick  non-fireproof 
construction,  located  in  a  residence  use,  “C”  into  “D” 
area  district  and  occupied  as  a  multiple  dwelling,  for  which 
no  certificate  of  occupancy  was  issued ;  and 

Whereas,  the  applicant  contends  that  the  National  Bu¬ 
reau  of  Standards  rating  for  Jumbo  expanded  metal  re¬ 
inforcing  is  one  hour ;  that  this  rating  puts  this  material 
in  the  non-combustible  category;  that  the  material  which 
it  is  proposed  to  use,  is  a  flameproof  backing  which  in  the 
event  of  fire,  will  form  an  effectual  fire  stop;  that  to  re¬ 
strict  this  use  of  the  material  to  a  portion  of  the  building 
is  economically  unfeasible. 

.  Resolved ,  that  the  decision  of  the  acting  borough  super¬ 
intendent,  on  Applic.  No.  19274-38,  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted, 
permitting  the  use  of  Jumbo  Expanded  Metal  Lath,  weigh- 
2.2  lbs.  per  square  yard,  not  including  paper  backing 
or  2.86  lbs.  per  square  yard,  with  backing,  and  permitting 
the  building  to  be  lathed  at  one  time,  on  condition  that  the 
plaster  shall  be  carefully  troweled  to  insure  adequate 
clinching;  that  in  all  other  respects  the  lath  shall  be  in¬ 
stalled  in  accordance  with  the  Building  Code  for  metal 
lath,  except  that  the  required  lacing  may  be  omitted. 


1214-38-A. 

APPLICAN1  Consolidated  Expanded  Metals  Companies, 
for  Louis  Robinson,  owner. 

SUBJECT.  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 47-46  40t'h  street,  west  side, 
90.03  ft.  north  of  48th  avenue  (Block  No.  199,  Lot 
Nos.  52  and  54),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Charles  Ratner. 

For  Administration  :  David  Stone,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  o 

Absent  .  q 


THE  RESOLUTION— 

(1214-38-A) 

Whereas,  Consolidated  Expanded  Metals  Companies, 
for  Louis  Robinson,  owner,  filed  on  December  29,  1938, 
an  appeal  from  a  decision  of  the  borough  superintendent, 
affecting  premises  47-46  40th  street,  west  side,  90.03  ft. 
north  of  48th  avenue  (Block  No.  199,  Lot  Nos.  52  and  54), 
Long  Island  City,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
acting  on  N.  B.  Application  No.  8214-38,  dated  December 
29,  1938,  reads : 

.  Proposed  use  of  Jumbo  Expanded  Metal  reinforc¬ 
ing  lath  does  not  comply  with  section  8.4.10.2,  C26- 
458.0  and  section  8.4.10.3,  C26-459.0  of  building  code.” 

and 

Whereas,  the  proposed  building  will  be  6  stories  (63  ft.) 
in  height,  120  ft.  by  84  ft.  4  in.  in  area;  of  non-fireproof 
construction;  located  in  business  and  residence  use,  “B” 
area  district,  to  be  occupied  throughout  as  a  Multiple 
Dwelling;  and 
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Whereas,  the  applicant  contends  that  the  National  Bu¬ 
reau  of  .Standards’  rating  for  Jumbo  expanded  meta 
reinforcing  is  one  hour;  that  this  rating  puts  this  materia 
in  the  non-combustible  category;  that  the  material  which 
it  is  proposed  to  use  is  a  flameproof  backing  which  in  the 
event  of  fire  will  form  an  effectual  fire-stop;  that  to 
restrict  this  use  of  the  material  to  a  portion  of  the  build¬ 
ing  is  economically  unfeasible.  . 

Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent  on  N.  B.  Applic.  No.  8214-38,  be  and  it  hereby  1 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted, 
permitting  the  use  of  Jumbo  Expanded  Metal  Lath,  weigh¬ 
ing  2.2  lbs.,  per  square  yard,  not  including  paper  backing 
or  2.86  lbs.  per  square  yard,  with  backing,  and  permitting 
the  building  to  be  lathed  at  one  time,  on  condition  that 
the  plaster  shall  be  carefully  troweled  to  insure  adequate 
clinching;  that  in  all  other  respects  the  lath  shall  be  in¬ 
stalled  in  accordance  with  the  building  code  for  meta 
lath,  except  that  the  required  lacing  may  be  omitted. 


1216-38-A.  ,  t  t  * 

APPLICANT— William  S.  Gregory  for  New  York  Uni¬ 
versity,  lessee.  , 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings.  . 

PREMISES  AFFECTED— 22  Washington  Square  north, 
north  side,  271  ft.  5/2  in.  west  of  Fifth  avenue 
and  22  Mac  Dougal  alley  (Block  No.  551,  Lot 
No.  11),  Borough  of  Manhattan. 

APPEARANCES—  .  ,  „  P 

For  Applicant :  William  S.  Gregory  and  H.  f. 

Ralph.  .  .  ^  ,  .  £ 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE _ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  J 

Negative  .  n 

Absent  . 

THE  RESOLUTION- 

02 16-38- A) 

Whereas,  William  S.  Gregory,  for  New  York  Univer¬ 
sity,  lessee,  filed  on  December  30,  1938,  an  appeal  from  a 
decision  of  the  borough  superintendent,  Department  of 
Housing  and  Buildings,  affecting  premises  22  Washington 
Square  north,  north  side,  271  ft.  5 )4  in.  west  of  Fifth 
avenue,  and  22  MacDougal  alley  (Block  No.  551,  Lot  No. 
11),  Borough  of  Manhattan;  and  .  , 

Whereas,  the  decision  of  the  borough  superintendent, 

dated  December  22,  1938,  reads : 

“This  refers  to  your  letter  of  December  20th,  m 
which  you  seek  permission  to  use  a  27J4  ft.  front 
building  at  22  Washington  Square,  north  as  a  club 
house.  This  structure  is  4J4  stories  and  57  ft.  in  height. 
Permission  will  not  be  granted  for  the  proposed  use 
as  the  structure  is  of  non-fireproof  construction  I  he 
New  York  City  building  code  does  not  classify  an 
occupancy  of  this  type.  We  understand  this  to  be  an 
accessory  to  the  University,  only  one  sleeping  room 
will  be  provided  and  there  will  be  no  public  assembly. 
This,  in  our  opinion,  is  not  an  occupancy  which  in¬ 
troduces  any  undue  hazard. 

“We  cannot,  however,  grant  your  request  and  would 
suggest  that  you  appeal  to  the  Board  of  Standards 
and  Appeals  if  this  decision  appears  unreasonable  to 

you.” 

Whereas,  the  building  is  4J4  stories  (57  ft.)  in  height, 
27  ft  6  in  by  96  ft.  in  area ;  of  non-fireproof  construction ; 
located  in  a  residence  use,  “B”  area  district ;  to  be  occu¬ 
pied :  basement — dining  room  and  kitchen,  150  persons, 
1st  floor — lounge  and  dining  room,  100  persons;  2d  floor 


Alumni  Federation  Administration  and  Dining  Room,  70 
persons-  3d  floor— Alumni  Federation  Administration,  30 
persons ;  4th  floor— caretaker  and  game  rooms,  25  persons ; 

^Whereas,  it  is  proposed  to  remove  certain  partitions,  to 
provide  proper  supports  where  required,  due  to  removal 
of  such  partitions,  make  slight  changes  m  stairways, 
erect  extension  of  basement  story  to  MacDougal  alley  to 
provide  an  additional  room  for  kitchen  to  provide  addi¬ 
tional  plumbing  for  toilet  facilities  and  heating  and  venti¬ 
lating  equipment,  shown  on  plans  filed  with  this  appeal, 

^Whereas,  the  applicant  contends  the  building  has  al¬ 
ways  been  used  as  a  private  residence;  that  subject  to 
approval  of  this  appeal,  the  New  York  University  pro¬ 
poses  to  make  alterations  m  general,  as  indicated  on  th 
filed  plans,  to  make  the  building  an  adjunct  to  the  Uni¬ 
versity  for  Administration  of  its  affairs,  it  differs  from 
the  regular  classification  for  Club  Houses  in  that  there 
are  to  be  no  sleeping  rooms,  other  than  one  for  the  care¬ 
taker,  and  there  will  be  no  public  assembly  nor  any  Glass 
Rooms;  the  board,  therefore,  is  requested  to  classify  and 
approve  the  use  of  the  building  as  proposed,  on  the  ground 
that  there  will  be  no  undue  hazard  and  that  to  deny  same 
will  cause  unnecessary  hardship  to  the  University  and  t 

^Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  December  22,  1938,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  be  used  solely,  as  proposed;  that 
there  shall  be  no  sleeping  rooms,  except  one  ro°™  f°r 
caretaker,  located  on  the  4th  floor,  as  shown ;  that  a  cer¬ 
tificate  of  occupancy  shall  be  obtained ;  and  that  ^ 
other  respects,  the  building  shall  comply  with  all  laws, 
rules  and  regulations  applicable  to  the  use  and  °“«Pancy 
and  granted  only  so  long  as  the  building  is  used,  as 

proposed. 

1226-38-A.  , 

APPLICANT — Aymar  Embury  II,  for  Department  of 
Parks,  City  of  New  York,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— Southwest  corner  of  Ocean 
Parkway  and  Coney  Island  concourse  (Block  No. 
7290,  Lot  No.  1),  Seaside  Park,  Borough  of  Brook¬ 
lyn. 

APPEARANCES—  . 

For  Applicant :  E.  A.  Marinelh. 

For  Administration:  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  yoTE _ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . . . .  q 

Negative  .  q 

Absent  . 

THE  RESOLUTION— 

(1226-38-A) 

Whereas,  Aymar  Embury,  II  for  Department  of  Parks, 
City  of  New  York,  owner,  filed  on  December  30,  1958,  an 
appeal  from  a  decision  of  the  department  of  housing  an 
buildings  affecting  Seaside  Park  southwest  corner  o 
Ocean  Parkway  and  Coney  Island  concourse  (Block  No. 
7290,  Lot  No.  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  o 
Application  No.  18902-38,  dated  December  29,  1938,  reads: 
“3.  Show  drainage  system  extra  heavy  cast  iron 
piping,  section  14-3-12  and  section  14-3-13.” 

Whereas,  applicant  contends  that  the  department  of 
parks  has  for  many  years  used  vitrified  tile  pipe  for  all 
of  its  park  storm  water  drainage  systems.  Tile  pipe  has 
been  used  throughout  the  five  boroughs  eleven  months  of 
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1938,  and  has  been  approved  by  the  Brooklyn  department 
ol  buddings,  just  as  it  has  been  approved  in  Manhattan, 
Queens  and  The  Bronx.  There  is  nothing  in  the  new 
budding  code  relating  to  this  particular  type  of  drainage 
problem  and  therefore  the  use  of  vitrified  tile  pipe  for 
storm  water  drainage  should  be  just  as  permissible  under 
;jie  ne,w  budding  code,  as  it  was  in  previous  years  under 
t  le  old  budding  code.  Vitrified  tile  pipe  is  not  only  easier 
to  install,  but  the  large  sizes  which  the  Park  Department  is 
compelled  to  use,  make  it  approximately  100  percent  more 
economical  to  install  than  extra  heavy  cast  iron  pipe.  Past 
experience  has  shown  that  vitrified  tile  pipe  is  ideally 
suited  for  the  drainage  of  park  areas. 

Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent,  on  Applic.  No.  18902-38,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  proposed  tile  pipe  shall  be  used 
solely  for  the  drainage  of  surface  water  and  shall  not  be 
connected  to,  or  used  for  sanitary  drainage  at  any  point. 

286-38-A. 

APPLICAN1  R  F.  Woodhull,  supervisor  of  buildings, 
c  Brooklyn  and  Queens  Y.M.C.A.,  owner. 

oUoJtiLl  Application  for  consideration — reopening  and 
amendment— re  Appeal  from  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 1115-1119  Bedford  avenue,  east 
folo  75  ft  north  of  Monroe  street  (Block  No 

APPEARANCES—0  4>’  B°r°l'gh  °f  Br°°k,yn' 

For  Applicant:  R.  F.  Woodhull. 

For  Administration:  Inspector  Meyer,  fire  depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

TH^rMOTE  TO  REOPEN  AND  AMEND  RESOLU- 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . i . .  0 

Absent  .  ’  .  q 

THE  RESOLUTION— 

(286-38-A) 

Whereas,  R.  F.  Woodhull,  supervisor  of  buildings,  for 

iori°o0k  yn  &  Qu,ee*}s  Y.  M.  C.  A.,  owner,  filed  on  April  19, 

,  an  appeal  from  an  order  of  the  fire  commissioner 
affecting  premises  1115-1119  Bedford  avenue,  east  side  75 
tt.  north  of  Monroe  street  (Block  No.  1812,  Lot  No.  4) 
Borough  of  Brooklyn  ;  and 

°,rder  fire  commissioner  No. 

74639~£;  daXed  Ma.rch  l9’  1938;  reads  as  follows : 

ii  c  Forthwith,  discontinue  the  use  of  and  remove 
all  fuel  oil  burners  and  fuel  oil  in  open  steel  drum 
used  for  instruction  on  3d  floor  of  premises  for  the 
reason  that  exposed  acetylene  and  oxygen  piping  are 
located  in  same  room  in  close  proximity  to  oil  burners  • 
no  plans  have  been  filed  with  Department  of  Build¬ 
ings  and  Housing,  for  same;  no  approved  type  storage 
tanks  have  been  provided  for  fuel  oil  storage;  no 
legal  chimney  provided;  no  approved  fill  pipes,  termi¬ 
nals  and  vent  pipes  provided  and  fuel  oil  piping  has 
not  been  tested.” 

and 

Whereas,  the  building  is  three  stories  and  basement,  37 
• '  In  height,  75  by  100  ft.  in  area,  of  fireproof  construc¬ 
tion,  erected  in  1920,  located  in  a  business  use  district  and 
occupied  as  follows:  Cellar — oil  burners,  motion  picture 
instruction,  electrical  shop  and  Diesel  shop,  50  persons; 

1st  floor— aviation  shop  and  office,  25  persons;  2d  floor — 
machine  shop,  welding  shop,  refrigeration  shop  and  refrig¬ 
eration  class  room,  50  persons;  3d  floor— automobile  shop, 
automobile  class  room,  oil  burner  shop  and  refrigeration 
I**?’--40  persons ;  for  which  Certificate  of  Occupancy  No. 
/o37  was  issued  November  16,  1920,  for  a  school  of  engi¬ 


neering,  including  automobile  design  operation  and  laying 
down  of  shafts ;  and 

'7,X?^REAS’  •  the  aPP.licant  contends  that  Order  No. 
74639- C  requires  the  discontinuance  of  the  use  of  fuel  oil 
burners  on  the  third  floor  of  premises  for  various  stated 
i  easons,  all  of  which  can  be  remedied  in  accordance  with 
existing  codes  except  the  fuel  supply.  The  building  is  of 
fireproof  factory  type  construction  occupied  as  a  trade 
school,  and  the  burners  are  located  in  an  enclosure  sep¬ 
arated  from  other  areas  on  the  third  floor  by  a  four  inch 
hollow  tile  wall  with  an  opening  protected  by  a  self-closing 
fire  door  The  burners  are  oi  approved  makes,  installed 
in  accordance  with  code  requirements,  and  used  for  edu¬ 
cational  demonstrations  only.  They  are  in  actual  operation 
tor  not  more  than  fifteen  minutes  at  a  time  and  no  steam 
is  generated.  Furthermore,  it  is  desirable  in  the  interest 
of  safety  to  limit  the  period  of  operation.  For  these 
reasons  only  a  very  small  quantity  of  oil  is  required.  In 
view  of  these  conditions,  it  is  requested  that  the  order 
ot  the  fire  commissioner  be  modified  so  as  to  permit  the 
use  of  the  oil  burners  in  their  present  location  on  the  third 
floor  with  an  approved  fuel  oil  safety  can  of  not  more  than 
one  gallon  capacity  connected  to  each  oil  burner  unit,  pro¬ 
vided  such  regulations  as  may  be  determined  by  the  board 
are  complied  with ;  and 

Whereas,  this  appeal  was  granted  by  the  board  on  May 
3,  1938,  on  certain  conditions  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  board  on  May 
3,  1938, ,  so  that  as  amended  it  shall  read : 

Resolved,  that  the  order  of  the  fire  commissioner, 
No.  74639-C,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  to  permit  each  ex¬ 
perimental  oil  burner  to  be  fed  from  a  one-gallon  tank 
by  gravity  through  piping  not  over  five  feet  in  length 
and  with  a  shut  off  on  each  individual  line  at  the 
lowest  point  near  the  burner  and  at  the  tank;  that  at 
all  times  while  these  oil  burners  are  in  operation  they 
shall  be  under  the  supervision  of  a  qualified  instructor 
familiar  with  the  operation;  and  that  in  all  other  re¬ 
spects  the  installation  shall  comply  with  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals,  except 
that  the  exhaust  flue  may  be  constructed  of  galvanized 
iron  extending  through  the  exterior  wall  of  building 
and  above  the  roof,  as  indicated  on  revised  plans 
marked  ‘Received  December  10,  1938’  and  permitting 
the  required  covering  of  such  flue  within  the  building 
to  be  omitted,  provided  such  stack  shall  be  replaced 
zvith  approved  chimney  through  the  roof  at  the  time 
when  it  becomes  necessary  to  replace  the  galvanized 
iron  stack.” 


654-38-A. 

APPLICAN1 — Michael  E.  Chiefo,  for  Michael  F.  Sozio, 
owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment— re  Appeal  from  decision  of  the  bor¬ 
ough  superintendent. 

PREMISES  AFFECTED— Southeast  corner  of  180th 
street  and  73d  avenue  (Block  No.  7168,  Lot  Nos 
1,  2,  3,  24,  25,  26  and  Block  No.  7169,  Lot  Nos.  1, 
2  and  3),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Michael  E.  Chiefo. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

TH  tionTE  T°  RE0PEN  AND  ameND  RESOLU- 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  q 

THE  RESOLUTION— 
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MINU  TES _ _ 

(6S4-38-A,  "  ;  I 

Whereas,  Gross-Morton  Jamaica  Estates  Corporation,  44th  road  (Block  No.  449,  Lot  No.  13),  ong 

owner,  filed  July  21,  1938,  an  appeal  from  decisions  of  the  island  aty>  Borough  of  Queens. 

s?L®UiSfeasfecrBerPor73d  APPEARANCES-^  Q  R  Higglnson  and  John  F.  I 

corner' ;of73732d  Ivi^and js|t  Fo^lSnistration :  David  Stone,  Department  J 

street,  southeast  corner  of  73d  avenue  (Block  No.  7108,  Qf  Housing  and  Buildings. 

Lot  Nos.  1,  2,  24,  25  and  26,  and  Block  No.  7169,  Lot  Nos.  ACn0N  0F  BOARD-Laid  over  to  January  10  1939, 

1  2  and  3),  Jamaica,  Borough  of  Queens  ;  and  at  2  p.m.,  pending  inspection  by  committee  o 

’Whereas,  the  decisions  of  the  borough  superintendent  Board.  (Also  inspection  in  connection  with  Cal 

dated  July  20,  1938,  on  New  Building  Applications  Nos.  11 64-38- A— another  occupancy  in  same  building.; 

3223-38  to  3230-38,  read :  .  .  -  r  ..  - - 

“The  erection  of  a  frame  dwelling  in  the  fire  limits  s 

is  contrary  to  section  4.1.2  of  the  Building  Code.  APPLICANT _ A.  Wallace  McCrea,  for  Estate  of  Isa- 

anWHEREAS,  the  premises  consist  of  eight  (8)  lots  upon  mTF^®1la^^;  °^®r-f  consideration— reopening  and 
which  it  is  proposed  to_  construct  8  individual  one  family  SUBJECT-Application  Variation  Gf  the 

frame  dwellings — 2  stories,  23  ft.  in  height,  •  y  .  labor  law  as  cited  in  a  decision  of  the  borough 

each  in  area,  located  partly  in  a  business  use  and  partly  in  of  buildings.  J  ^  ,  J 

a  residence  use  ‘D  area  district ,  and  ,  th  prfMTSFS  EFFECTED— 1231-1235  Broadway  and  45-53 

Whereas,  applicant  contends  that  the  area  m  which  the  PREMISES  Ah  CQrner  (Block  No. 

SSSf  structure3^ s  °w!thm  ^  ppp  *  Lot  No.  1).  Borough  of  Manhattan. 

purposes  KSfcli^Sa^udh  «  therf  are'  siSent  A  "  For^ppHcant :  A.  Wallace  McCrea  and  E.  S.  I 

business  streets  in  the  neighborhood  to  serve  any  resi  en  actiqN  of^BOARD— Application  reopened  and  reso- 

THE  VOTE*  To'rEOPEN  AND  AMEND  RESOLU- 

Standards  and  Appeals  does  ^  ChatangaMurdocKCommi^ 

hereby  amend  resolution  adopted  by  the  board  on  July  22,  wllsh  .  4 

1938  so  that  as  amended  the  resolution  shall  read:  v\ .  sn  .  .  0 

’  “Resolved,  that  the  decisions  of  the  borough  super _  Abfent  . •••••• .  0 

intendent,  in  acting  on  N.B.  Applications  Nos.  3223-38  Absent  . 

to  3230-38  be  and  they  hereby  are  modified  and  that  THE  RESOLUTION— 

the  appeal  be  and  it  hereby  is  granted,  to  permit  the  (159-38-S) 

erection  of  the  buildings  as  proposed,  on  condition  that  Wallace  McCrea,  for  the  Estate  of  Isa- 

they  shall  be  for  residential  purposes  only,  limited  in  Whf.  A/Tarch  10  1938  an  application 

occupancy  one  ‘“fy  a'diSt' ~  fo  ‘a  JvS.' STof  the'  Lawlaw.as  cted  in  decision  of 

B1u,'dinesUg*(ManhatItari)derafFectmagtnpremise^OU1231g-12,35 

age  more  than  twelve  (12)  ft.  and  except  that  the  Bund  g  (  a  -  West  30th  street  northwest  corner 

fe  r/  ^r/ediS's^8^  vs  zcsLf  No.  » :  w  <* 

in  excess  of  twenty-five  (25)  ft. ;  that  the  first  story  1-attan;  and  Borough  Superintendent 

No.  980-1937,  dated  February  23,  1938,  reads 

‘  V  “  “  I!' gp°a°cl  between  'neweCpos^'and  edge  of  door 

an 'area  ^outside  ^age  may  be'  So,  less  than  3  ft.  8  in.  Sec.  270,  Labor  Law. 

for  each  building  for  not  more  than  two  cars  of  the  anWH£REAS  the  building  u  4  stories  (52  ft.)  in  height, 

passenger-car  type  may  be  constructed  .  ‘  rP  1  64  ft  8  in  bv  169  ft  in  area;  of  non-fireproof  construc- 

provided  such  garage  is  for  the  accommodation  of  not  64  ft.  8  m.  by  ’ied  as  follows  :  1st  floor- 

more  than  two  cars  for  the  use  of  the  occuv  .  ’  40  persons-  2nd  floor— restaurant  and  dancing,  300 

the  dwellings  on  the  plots;  that  the  ^'walUnTio  persons ^ 3rd  flSo^-showrooms,  offices  and  light  manu- 
structed  of  masonry  or  masonry  veneer  ua1ls  P  ,  P  tur;  ’  17  persons-  4th  floor— showrooms,  offices  and 

plate  line;  that  wood  extenor  surfacing  ^  be  ^ef  magnUfacturing  20  persons;  the  building  is  equipped 

on  gable  ends,  provided  tar  or  as  phal- saturated  felt  hght  maniuacturing  ^  alarm;  there  are 

is  installed  between  the  siding  and  the  wood  clap-  ^  from  the  street  to  roof 

boarding;  that  the  roof  shall  be  surf°ie~  "ft  from  the  and  are  4  ft.  wide,  of  steel  construction;  enclosed  in  6  in. 

slate;  and  that  any  windows  less  th  1  f  ■  f  terra  cotta  blocks  with  self-closing,  fireproof  doors,  3  ft. 

lot  line  shall  be  constructed  of  metal  frames,  wire  terra  cot ta  blocks.^ ;  certificat/’of  occupancy  number 

glass  and  made  self-closing.  16908-1930  issued  October  9,  1930;  and 

-  Whereas,  the  applicant  contends  that  the  light  manu- 

VARTATTONS  OF  LABOR  LAW  facturing  is  limited  to  a  short  period,  viz.,  January  3  , 

VARIATIONS  Ub  lacur  h.  1940  under  a  resolution  adopted  by  the  Board  of  Stand- 

11 75-38-S.  ards  and  Appeals  under  Cal.  No.  223-37-BZ  and  that 

Appr  TCANT— William  Higginson  &  Son,  for  Estate  of  factory  occupancy  is  low  and  that  the  existing  stairways 

SUBJECT— V^riattonnofWther' Labor  Law  as  cited  in  a  application®  was  '  granted I  by  the ^  board 

^  ~  -Perin.entien,  0,  build-  aPP"Cant 

ines.  '  M 
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hJrfh°lVedj  tilat  thf  Board  of  Standards  and  Appeals  does 
i e  S/’f ,ld  r/s°luhoun  adopted  by  the  board  on  March 

!l!S„laft:,kre,°  'he  f°ll0wi"^  50  *ha*  ‘hp 

“Resolved,  that  the  Board  of  Standards  and  Appeals 

the*!  !hnrbf  makC  °  v?natl?n  in  the  requirements  of 
e  Labor  Law  as  cited  in  the  decision  of  the  Borough 

Supenntendent  on  Alt.  App.  No.  980-1937,  and  that  the 
?hat  the°r?n  *  ^  *  her^by  is  granted  on  condition 

thrL  fLf  '  TC!°SUre  Sha11  be  not!  less  than 

Dost  and  th"  Tdt  th?  Space  between  the  newel 

& : a?d  1 the  edge  of  the  door  shall  not  be  less  than 

ofrea1lfiet’  that,m  alIJ°ther  respects  the  requirements 
with!.  an,d  regulations  shall  be  complied 

\  th  as  modified  by  the  board  under  Cal  No  223-37- 
BO  as  amended  January  4,  1939.” 


ing:  Approved  by  the  Board  of  Standards  and 

Appeals  for  Use  in  New  York  City,  under  Cal.  No 
1112-38-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

D  ,  ,  ,  ,  „  Chief  Engineer. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Clearview  Oil 
Gauge,  Model  CRC-725,  for  voluntary  installations,  on 
condition  that  the  appliance  be  constructed,  installed  and 
labeled  in  accordance  with  the  above  report  and  with  the 
Oil  Burner  Rules  of  the  Board  of  Standards  and  Appeals. 


APPLIANCES  SUBMITTED  FOR  APPROVAL 

1112-38-SA. 

APPLICANT— A.  A.  Putt,  for  Detroit  Lubricator  Com¬ 
pany,  owner. 

SUBJECT— Clearview  Oil  Gauge,  Model  CRC-725  ap¬ 
proval  of.  ’  p 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appliance  approved  in  accord- 

THE  VOTE  TO  APPROVE-'  COmmittee  on 

Affirmative  :  Chairman  Murdock,  Commission- 

wSi  LVage  and  BIum  and  Assistant  Chief 
Walsh  .  . 

Negative  .  .  7. 

Absent  . ;;;;;;;;;;;;;;;;;;;; .  ° 

THE  RESOLUTION— 

(1112-38-SA) 

Whereas,  A  A.  Putt,  for  Detroit  Lubricator  Com- 

ryBo°aTSeorf  Sm  PeSembe/  a5’  1938’  an  aPPhcation  wTh 
Qne,.  °ard  ,of  Standards  and  Appeals  for  approval  of  the 

known  as  the  Clearview  Oil  Gauge  Model 

o^tL^Boal^Vsf  pr,ov'sions  ,of  the  Oil  Burner  Rules 
t  the  Loard  of  Standards  and  Appeals  and  C26-191  O 
Administrative  Code  (2.2.3  BC) ;  and 

on  test^of '  flip0  ,appbance  was  submitted  to  the  committee 
\\t  f  * ,  board  for  test  and  report:  and 

follows?^’  the  reP°rt  °f  the  committee  on  tests  reads  as 

REPORT  OF  COMMITTEE  OF  TESTS 
Re:>Cal.  No.  1112-38-SA.  ^ 

^pprova/oY^^  0d  GaUge’  Model  CRC-725— 

r  Mr'  A'  %  W1’  Agent  for  the  De?ro1fyLubn“ator 
tChe  Boat’d fioefd^anHmbJr  5’  i93!'  an  with 

of  the  Clearview  Oil  Gauge"  ModdTRcAr  under 

Ser„Sra°ndthAepp“LBUrnCr  R°leS  °f  the  Board 

JRjZf  is  T'aned  for  interior,  above-ground, 
uel  oil  tanks  and  consists  of  a  scale  enclosed  in  a 

b^seSre^to  th^f  P£essure  tenite  head,  which  can 
from  tho  lll  the  ,tank~a  rod  extends  into  the  tank 
a  fkaf  l  f  6  and, 15  con,nected  to  a  lever  arm  with 

support s°  th pH?  ’  an°thf,r  r°d  extends  down  and 
be  submerged^  cSum'pfate^^and^n 

obi™roof.  THe 

Modei  crcTCk6'1  *hat  thf  P«tview  Oil  Gauge, 
New  YorbClf '  apProve,<J  fo.r  voluntary  use  in 
4.L  ’ty’  when  installed  in  accordance  with 

Standard's  “d  *1"  °'  Burner  Rules  of  the  Board  of 
ance^bear  .m"1'  “"'•‘‘ion  that  the  appli- 
ance  bear  a  label  permanently  affixed  thereto,  read- 


1129-38-SA. 

APPLICANT  National  Radiator  Corporation,  owner. 
SUBJECT— National  Oil  Burner,  Series  N,  Models  S,  I 
and  C,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  the  engineer  of  the  board 
THE  VOTE  TO  APPROVE- 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

N egative  . 0 

Absent  .  q 

THE  RESOLUTION— 

(1 129-38- SA) 

m  Whereas,  the  Nati°nal  Radiator  Corporation,  owner, 
fiPjCei?^er  *938,  an  application  with  the  Board 
ot  Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  National  Oil  Burner,  Series  N,  Models  S 
1  and  C;  and 

Whereas,  this  appliance  was  submitted  to  the  Engineer 
of  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  Engineer  of  the  board  reads 
as  follows : 

REPORT  OF  ENGINEER 

Tins  burner  is  a  mechanical  draft  domestic  gun 
type  oil  burner  suitable  for  installation  in  hot  water 
or  steam  boilers  or  hot  air  furnaces,  Models  S  and 
I  being  designed  for  installation  in  complete  boiler 
and  burner  units  and  Model  C  for  conversion  instal¬ 
lations. 

The  motor  is  of  the  capacity  type  1/10  H.P.  for 
use  in  110  volt  60  cycle  alternating  current.  The 
blower  wheel  is  attached  directly  to  the  motor  and 
is  propelled  at  full  motor  speed.  The  fuel  delivery 
unit  is  enclosed  within  a  self-contained  housing  and 
consists  of  pump  filter  and  combination  pressure 
regulating  and  cut-off  valve. 

The  device  was  inspected  in  both  steam  and  hot 
water  installations  and  was  found  to  work  satisfac¬ 
torily  without  accumulations  of  carbon  or  any  puff 
packs.  On  shutting  off  of  oil  the,  burner  closed  door 
in  9u  seconds. 

The  burner  has  been  approved  by  the  Underwriters 
Laboratories  Misc.  Pet.  No.  1135. 

The  controls  consist  of  National  Radiator  Co. 
stacks  witch  NR  6 72,  National  Radiator  Co.  Pres- 
suretrol  NR  6 72;  Immersion  Type  Aquastat  NR  436-4 
for  hot  water.  Thermostat  NR  836  A  4  and  in  addi¬ 
tion  tor  steam  low  water  control  NR  430-4. 

On  the  basis  of  the  above  inspection  and  test  it 
is  recommended  that  the  National  Oil  Burner,  Series 
N,  Models  S,  I  and  C,  be  approved  for  domestic  and 
commercial  installations,  with  fuel  oil  not  heavier 
than  No.  3,  U.  S.  Dept,  of  Commerce  standards, 
when  installed  and  operated  in  accordance  with  the 
report  and  with  the  Oil  Burner  Rules  of  the  Board 
of  Standards  and  Appeals. 
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Resolved,  .hat  the  Board  of  Standards  and  Appeals t  dc*s 
hereby  approve  the t  app  hance  known  lht^ 

Burner,  Series  N.  Models  S.  I  and  U  use.  ■  than 

and  commercial  installations,  with  fuel  ,  installed 

No  t  IJ  S  Dept  of  Commerce  standards,  when  ins 

ays. 

Appeals,  on  condition  that  the  appliance  shall  have  a  labe 
permanently  affixed  thereto  reading  . 

Approved  by  the 

BOARD  OF  STANDARDS  AND  APPEALS 
For  Use  in  New  York  City 
Under  Cal.  No.  1129-38-SA. 


material  submitted  for  approval 

876-38-SM. 

APPLICANT— Bird  &  Son,  Inc.,  owner. 

SUBJECT — Bird  Asphalt  Siding,  approval  ot. 
APPEARANCES— 

For  Applicant:  None.  .  , 

ACTION  OF  BOARD — Material  approved  m  accordai  c 
with  report  of  the  committee  on  tests. 

THE  VOTE  TO  APPROVE—  .  . 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  o 

Negative  .  q 

Absent  . 

THE  RESOLUTION— 

(876-38-SM) 

Whereas,  Bird  and  Son,  Inc  ..owner .filed -October  13, 
1938,  an  application  with  the  Board  of  Standa 
Appeals  for  approval  of  the  material  known  as  Bird  As- 

phWHEREAsf  this  material  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  an 

Whereas,  the  report  of  the  committee  on  tests  reads 

as  follows:  _ _ 

REPORT  OF  COMMITTEE  ON  TESTS 

Re-  Cal.  No.  876-38-SM. 

Subject:  Bird  Asphalt  Stdtng.  December  ^  lm 

Messrs.  Bird  and  Son  of  East  Walpole,  Mass.,  filed 
on  October  13,  1938,  a  request  for  approval  of  their 
asphalt  siding  materials  under  C26-191.0  A-C  (2.Ad 
B.C.)  for  use  with  frame  construction. 

These  siding  materials  are  manufactured  by  the 
applicant  at  Norwood,  Mass.  The  process  o  manu¬ 
facture  consists  of  two  methods— the  first  method  in 
eludes  Art-Wall,  Art- Brie  and  Wide  Space  Weather- 
Tex  siding  materials  and  the  process  of  manufactu 
consists  of  saturating  the  rag  felt  with  asphalt  and 
then  applying  a  high  melting  point  asphalt  coating 
to  the  surface,  into  which  is  imbedded  mineral  gran¬ 
ules  carrying  a  permanent  non-fading  color.  the 
design  V obtained  by  the  use  of  colored .granules 
or  embossing  the  granular  surfaced  mate  . 
siding  is  then  cut  into  the  desired  shapes  and  sizes 
and  is  ready  for  application ;  the  second  method 
includes  siding,  known  as  Insulated  Bnc  and  Insu 
lated  Weather-Tex,  which  are  manufactured  in  the 
same  manner  as  described  in  the  first  method  except 
that  the  asphalt-saturated  cap  sheet  carrying  the 
design  is  cut  into  desired  lengths  and  cemented  with 
hot  asphalt  to  insulating  board  and  then  combined 
and  compressed  by  means  of  a  hydraulic  press. 

The  asphalt  sidings  manufactured  by  the  applicant 

are  as  fdlows^  ASpHAI^T  SIDING 

1.  Art  Wall  Siding  .  .  ,  ,  ... 

This  is  an  ornamental  strip  siding  surfaced  with 

mineral  granules. 


Size  of  strip,  11"  x .36 

Std.  shipping  wt.,  131.4  lbs. 

Material/sq.^  170  sq.  ft. 

ButtfTeTo'bV fastened  with  W  copper  nails.  I 
2  Wide  Spaced  Weather-Tex  Siding  .  .  , 

This*  siding  is  made  m  individual  un i  ts 

surfaced  with  mineral  granules  ^d  *reth!rawide 

to  simulate  wood.  Application  is  by  the  wine 

spaced  method. 

Size  of  unit,  12"  x  16  . 

Std.  shipping  wt.,  170  lbs. 

Material/sq.,  137  sq.  ft. 

Exposure,  70%  of  shingle. 

Head  Lap,  2". 

Exposed  buhs  are  fastened  with  tin  plated  or 
oxidized  alloy  nails. 

3'  This^trip^consists  of  four  units  in  one  course, 
simulating. brick  with  various  colored  mortar. 

Size  of  strip,  7"  x  36  . 

Std.  shipping  wt.,  210  lbs. 

Sosure'on  wlffVVick  2*4"  and  mortar 
BIRD  INSULATED  SIDING 

1.  Insulated  Weather-Tex  Siding 

This  siding  consists  of  a  mineral  surfaced  c  p 
sheet  combined  with  a  moisture  sealed  insulating 
board  base.  The  horizontal  edges  the J^Sd 
are  beveled  to  permit  locking  without  exposed 
face  nails.  The  cap  sheet  is  grained  to  represent 
individual  weathered  wood  shingles.^ 

Over  all  size  of  strip,  49  x  8J6  . 

Shipping  wt.,  195  lbs. 

End  laps  are  to  be  sealed  with  Bird  Quick  Setting 
Cement. 

2.  Insulated  Brie  Siding  , 

This  siding  also  consists  of  a  mineral  surfaced 
cap  sheet  combined  to  an  insulating  board  base 
The  Cap  Sheet  is  designed  to  represent  natural 
brick  Some  bricks  being  plain  and  some  with 
1  a  wire  drawn  effect.  The  horizontal  joint  is  ship- 
lapped  to  insure  a  tight  fit. 

Size  of  unit,  8*4  ft.  long  x  12  wide. 

Std.  shipping  wt.,  211  lbs. 

Exposure,  12".  •  ,  t>-  j  rv  •  i. 

The  end  joints  are  to  be  sealed  with  Bird  Quick 

Setting  Cement.  . 

This  siding  is  nailed  through  the  exposed  portion 
into  the  mortar  line  using  tin  plated  or  oxidized 

alloy  nails.  ,  ,  f 

The  Committee  having  investigated  these  types  ot 
sidings,  recommends  that  the  Bird  Asphalt  Sidings 
known  as  Art  Wall,  Wide  Spaced  Weather-Tex,  Art 
Brie,  Insulated  Weather  Tex  and  Insulated  Bnc 
Sidings  be  approved  under  C  26-191.0  A.C  (2.2.3  BC) 
when  installed  in  accordance  with  the  printed  in¬ 
structions  of  the  manufacturer  and  that  the  use  ot 
these  sidings  be  limited  to  frame  construction  out¬ 
side  of  fire  limits  as  covered  in  C  26-248.0  A.u 
(4.1.3  BC),  and  where  legally  permitted  for  replace¬ 
ments  within  fire  limits.  ,  ,  ,,  f 

It  is  further  recommended  that  each  bundle  ot 
siding  be  tagged,  labeled  or  marked  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  No.  876-38-SM”,  when  installed 
in  accordance  with  the  manufacturer’s  instructions. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 
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MINUTES 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Bird  Asphalt  Siding, 
tor  use  in  New  York  City,  under  the  specifications  and 
conditions  set  forth  in  the  above  report. 


Adjourned:  5:40  P.  M. 

Edward  V.  Barton,  Chief  Clerk. 


CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Tuesday,  December  13,  1938,  as  they 
appealed  in  Bulletin  No.  51,  Vol.  23,  are  hereby  corrected 
to  read  as  follows  : 

THE  RESOLUTION— 

(774-38-BZ) 

Whereas,  Giaccone  &  Richard,  for  Hungarian  Society 
ot  New  \  ork  owner,  filed  September  7,  1938,  an  application 
under  the  building  zone  resolution,  to  permit  in  a  residence 
district,  the  erection  and  maintenance  of  a  business 
building;  premises:  West  side  Cypress  Hills  street,  150  ft 
inside  and  500  ft.  north  of  Interboro  Parkway  (Block  Noi 
37o0,  Lot  Nos.  280,  290),  Glendale,  Borough  of  Queens’ 
and  ’ 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  December  13,  1938,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals  • 
and  ’ 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Interborough  parkway  is  in 
a  residence  use  district  and  Cypress  Hills  street  is  in  a 
residence  use  district;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
of  Buddings  dated  August  8,  1938,  N.B.  3694-38,  reads : 

.  “The  erection  of  a  storage  shed  (business  building) 
in  a  residence  district  is  contrary  to  Art  2,  section  3 
of  the  Zone  Law.” 

and 

Whereas,  the  premises  consist  of  a  large,  irregular 
shaped  plot  of  ground  having  a  frontage  of  658  ft  on 
Interborough  Parkway  and  500  ft.  on  Cypress  Hills  street ; 
occupied  as  a  cemetery.  It  is  proposed  to  erect  and  main¬ 
tain  near  the  northerly  lot  line  of  the  premises  in  question 
a  frame  shed  25  ft.  by  39  ft.  in  area  for  the  storage  of 
equipment  of  the  cemetery;  and 

Whereas,  the  site  under  appeal  was  the  subject  of  an 
inspection  by  a  committee  of  the  board,  prior  to  the 
hearing;  and 

Whereas,  cemeteries,  unlike  parks,  are  zoned  as  to  use- 
and 

Whereas,  the  board  deemed  that  the  applicant  was  en¬ 
titled  to  relief  under  section  21  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
21  thereof,  to  permit  the  construction  of  the  utility  business 
building  substantially  as  indicated  on  plans  filed  this  ap¬ 
plication,  on  condition  that  the  building  shall  not  be  nearer 
than  150  ft.  from  the  line  of  Cypress  Hills  street;  that 
shrubs  shall  be  planted  along  the  building  on  the  Cypress 
Hills  street  side  and  that  all  permits  required  shall  be 
obtained  and  all  work  completed  within  six  months  from 
the  date  of  this  action. 


*  Correction— “N.B.  3694-38”  inserted  in  line  19  of  the 
resolution  and  the  word  “line”  omitted  in  line  47  of  the 
resolution. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 


and  Appeals  held  Tuesday,  December  6,  1938,  as  they  ap¬ 
peared  in  Bulletin  No.  50,  Vol.  23,  are  hereby  corrected  to 
read  as  follows: 

THE  RESOLUTION— 

(925-38-.S) 

Whereas,  Harry  B.  Mulliken,  for  East  River  Savings 
Bank,  owner  filed  on  October  26,  1938,  an  application  for 
a  variation  ot  the  Labor  Law  as  cited  in  decision  of  the 
Borough  Superintendent,  Department  of  Housing  and 
Buildings,  affecting  premises  305  East  149th  street,  north- 
side,  47b  ft.  west  of  Cortlandt  avenue  (Block  No.  2331 
Lot  No.  63),  Borough  of  The  Bronx;  and 
i  Whereas  the  decision  of  the  Borough  Superintendent, 
dated  October  18,  1938,  re  Alt.  App.  No.  649-38,  reads: 

c  oYC ^ldeotvyo  means  of  eSress  as  required  by 
Sec.  270,  Par.  3,  Labor  Law. 

5.  Interior  stair  must  be  enclosed  with  fireproof 
Petition  and  comply  in  all  other  respects  with  Sec 
270,  Par.  4,  Labor  Law.” 

and 

Whereas  the  building  is  2  stories  (26  ft.)  in  height, 

:  J  -y  /*-■  in  area;  of  non-fireproof  construction 
elected  in  1924;  occupied  as  follows:  Cellar — boiler  room, 
no  persons;  1st  floor — store,  printing  shop  and  storage  9 
persons;  2nd  floor — dress  factory  and  stock  room,  28  per¬ 
sons,  total  floor  area  to  be  devoted  to  manufacturing  does 
not  exceed  the  area  of  the  lot;  and 

Whereas,  the  building  is  equipped  with  one  interior 
stairway  3  ft.  8  in.  wide,  of  wood  construction,  enclosed 
in  cellar  of  8-inch  brick  walls  and  partitions  of  wood  studs 
covered  both  sides  with  metal  lath  and  %-inch  cement 
plaster ,  the  doors  in  the  stairway  enclosure  are  fireproof 
self-closing,  it  is  proposed  to  erect  a  22- inch  fire-escape 
on  front  ot  building,  with  counter-balanced  stairs  to  street  • 
windows  on  the  course  are  to  be  equipped  with  Va- inch 
plate  glass;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  as  a  store  and  office  building  and  has  been  recently 
acquired  through  foreclosure  by  the  present  owner ;  that 
pending  foreclosure,  a  Receiver  was  appointed  by  the 
Court  and  executed  a  two-year  lease  of  the  2nd  floor  as  a 
dress  factory;  that  the  area  of  the  2nd  floor  is  1840  sq.  ft.; 
that  the  maximum  occupancy  is  28  persons ;  that  to  coin 
struct  a  44-inch  stair  with  passage  to  street  would  so  re¬ 
duce  the  floor  area  as  to  destroy  the  usefulness  of  the 
premises  for  the  present  tenant. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  and  that  the  application,  be  and  it  hereby  is  granted 
on  condition  that  the  hallways  of  the  primary  means  of 
exit  shall  be  not  less  than  4  feet  in  width  and  the  stair 
heads  and  doors  not  less  than  3  feet  8  inches  in  zvidtli 
and  shall  be  enclosed  in  a  fire-retarded  partition  consist¬ 
ing  of  stud  metal  lath  and  34-inch  cement  plaster  on  one 
side  and  a  brick  wall  on  the  other,  with  F.P.S.C.  doors  at 
openings;  that  the  ceiling  and  soffit  of  stair  shall  be 
protected  with  sheet  metal;  that  a  second  means  of  exit 
shall  be  constructed  consisting  of  a  counter-balanced  stair 
to  the  street  from  the  platform  at  the  second  story  acces¬ 
sible  by  means  of  a  outwardly  swinging  door  from  the  2nd 
floor;  that  in  addition  there  shall  be  an  exit  from  the  rear 
extension  roof  by  means  of  a  balcony  extending  to  a 
similar  roof  to  the  west  or  there  shall  be  an  additional 
means  of  exit  by  means  of  a  door  through  the  westerly 
wall,  opening  upon  the  extension  roof  of  the  building  to 
the  west ,  that  in  all  other  respects  the  building  shall 
comply  with  the  requirements  of  the  Labor  Law  and  all 
othei  laws,  rules  and  regulations  applicable  thereto. 

*  Correction  The  words  " hallways  of  the”  inserted  in 
fine  45  of  resolution  and  the  words  “and  the  stair  treads 
and  doors  not  less  than  3  feet  8  inches  in  width”  inserted 
in  line  46  of  resolution. 
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pi  IRI  in  HEARING 


(835-38-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals .  orl 
Friday  February  3,  1939,  at  10  a.m.,  Room  1013,  Municipal 
Building,  on  Prbposed  Rules  relative  to  Submerged  Inlets 
and  Protective  Methods  to  be  Applied  to  Prevent  Con 
lamination  of  Water  Supply,  Supplementing  Sections  14- 
7-1-3  and  14-8-2-8,  of  the  Building  Code. 

Authority :  ,  ,  c.  , 

Pursuant  to  the  authority  vested  m  the  Board  o/^anrf- 

(14.7 xJ BC) fJnd  aM277.0h  (14.8.2.8  BC).  of  the  Ad- 
ministrative  Code. 

Rule  1.  Flush- Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged  in¬ 
lets  supplied  directly  from  the  City  Water  Supp y 
System  (and  not  supplied  from  separate  riser  and 
tank)  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches 
above  the  overflow'  level  of  the  fixture,  to  preven 
siphonage  or  backflow  of  contaminated  water  into  the 
house  water  distribution  piping  and  checked  by  the 
inspector. 


Rule  5.  Aspirators — Water  Siphons. 


Water  supply  connections  to  aspirators,  watei 
siphons  or  similar  apparatus  shall  be  equipped  with  an 
approved  vacuum  breaker  and  check  valve,  the  check 
valve  to  be  located  between  the  .  fixture  and  vacuum 
breaker.  The  waste  pipe  for  this  type  of  apparatus 
shall  not  connect  directly  with  any  drainage  system l  b 
shall  discharge  above  an  open,  water  supplied,  trapped 
and  vented  fixture. 


Rule  6.  Bidets — Bed  Pan  Washers. 


Rule  2.  Ballcocks. 


Flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  *an  one-ha' f 
inch  above  the  overflow  outlet  of  the  flush  tank. 


Rule  3.  Submerged  Inlets. 


Water  supply  inlets  to  fixtures  shall  be  located  at 
least  one  inch  above  the  overflow  level  of  the  fixture 
except  when  submerged  inlets  are  absolutely  essentia 
for  the  proper  functioning  of  a  fixture. 

Rule  4.  Sterilizers. 

Direct  water  supply  piping  connections  to  sterilizers 
are  prohibited.  The  waste  piping  for  sterilizers  shall 
not  connect  directly  with  any  drainage  system ;  such 
waste  piping  shall  discharge  above  an  open,  water  sup¬ 
plied,  trapped  and  vented  fixture. 


Water  supply  connection  to  bidets,  bed  pan  washers, 
or  similar  apparatus  shall  be  equipped  with .  an  ap¬ 
proved  vacuum  breaker  and  check  valve,  the  latter  lo 
cated  between  the  fixture  and  the  vacuum  breaker. 

Rule  7.  Roof  or  Suction  Tanks. 

Water  supply  inlets  to  roof  or  suction  tanks  shall 
be  located  at  least  two  inches  above  the  overflow  level 
of  the  tank. 

Rule  8.  Sump  or  Well  Pumps. 

Water  supply  connections  for  priming  purposes  to 
sump,  well,  or  similar  type  pumps  shall  be  connected 
to  the  inlet  side  of  the  pump  and  be  equipped  with 
an  approved  vacuum  breaker  and  check  valve  the 
check  valve  to  be  located  between  the  pump  and  the 
vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for 
cooling  purposes  shall  be  equipped  with  an  approved 
check  valve  to  prevent  possible  back  flow  of  ammonia 
or  other  refrigerant  agency  from  defective  condenser 
coils  or  jackets,  except  in  such  installations  where  the 
water  supply  piping  is  entirely  outside  of  the  piping 
or  tank  containing  the  refrigerant  and  two  inde¬ 
pendent  wall  thicknesses  of  metal  separate  the  re¬ 
frigerant  from  the  city  water  supply.  Refrigeration 
units  containing  more  than  twenty  pounds  of  refrig¬ 
erant  shall  be  provided  with  an  additional  sateguari 
in  the  form  of  an  approved  relief  valve  installed  at 
the  outlet  side  of  the  check  valve,  such  relief  valve 
being  set  at  five  pounds  above  the  maximum  watei 
pressure  at  the  point  of  installation. 


approved  appliances 


TYPE  A _ 150  LBS.  WATER  WORKING  PRESSURE 

May  be  installed  on  all  4-inch  and  6-inch  systems  and 
uppermost  stories  on  8-mch  systems 


on 


Calendar  No. 

Namet  ^  81-20-SA 

Fairbanks  Company  .  RQQ-27-SA 

Walworth  Company  .  ^ 

\  B.  C.  Fire  Prevention  mig.  ^  - 

Croker  National  Fire  Prev.  Eng.  Co .  779-28-SA 

Jenkins  Brothers  . *  “  |  ‘  "  890-28- S A 

W.  D.  Allen  Mfg.  Co .  209-29-SA 

John  Simmons  Co .  651-30- SA 

Grinnell  .  14-31-SA 

Elkhart  . 


approved  fireline  hose  valves 

TYPE  B _ 250  LBS.  WATER  WORKING  PRESSURE 

May  be  installed  on  all  standpipe  systems 

Name 

New  York  Brass  Foundry  Co.  (Stillbech) . . . 

Walworth  Company^. .  iicVov  c A 

Allen  Mfg. 


Walwortn  company  .....  ••••••"•  ‘  V  ;  -  i  W7-27-SA  W.  D.  Allen  Mfg.  Company. . 

A.  B.  C.  Fire  Prevention  Mfg . I  .  1 204-28- S A  A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  ^Qrvog’sA 

Jenkins  Brothers  . . . . . .  Q70  78  SA 

Croker  National  Fire  Prev.  Eng.  Co .  7Ar" SA 

Fairbanks  Company  .  231  30  SA 

pratt  & Cady . :::  15-31-sA 

Elkhart  . 
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RULES 


EXTRACTS  FROM  CHAPTER  19,  ARTICLE  18  OF  THE  ADMINISTRATIVE  CODE  OF  THE 
CITY  OF  NEW  YORK,  RELATING  TO  REFRIGERATING  SYSTEMS 

ARTICLE  1.  civic,  political,  educational,  religious  or  recreational  pur- 

General  Provisions.  p°se?>  ?r,  in  whi,ch  Persons  are  harbored  to  receive  medical, 

charitable  or  other  care  or  treatment,  or  in  which  persons 
§C19-2.0.  Definitions.  are  held  or  detained  by  reason  of  public  or  civic  duty,  or 

Unless  otherwise  expressly  stated,  whenever  used  in  this  houses™  srhnnfi  !^U(l‘ng  among  others,  court 

chap,er„«he  following  lern-s  sha„  respective, ,  be  deenret,  =££»' lEST 

34  Refrigerating-  svstem  a  combination  of  annaratus  in  rooms>  c)ub  houses  with  more  than  five  sleeping  rooms, 
which  a  re£grigera,?t  Is  circ'uL.ed  for  the  purpose  of  e“ 

tracting  heat.  ’  .  >  P°bce  stations,  jails  and  passenger  depots. 

(a)  The  parts  of  the  system  are  the  compressor,  gen-  Residence  Buildings.  Residence  buildings  are 

erator,  condensor,  absorber,  receiver,  shell  type  or  tube  type  S  rIjCy^res  01  Par^s  of  structures  in  which  sleeping  accom 

apparatus,  pipes,  vessels,  or  other  parts,  containing  refrig-  mo  a“or|s  a^e  provided,  except  such  as  may  for  other 

erant.  reasons  be  classed  as  public  buildings,  including  multiple 

(b)  Direct  refrigeration,  a  system  in  which  the  refrig-  dwellings  as  defined  in  the  Multiple  Dwelling  Law. 
erant  is  circulated  to  the  substance  or  space  refrigerated.  (c)  Commercial  Buildings.  Commercial  buildings  are 

(c)  Indirect  refrigeration,  a  system  in  which  brine  structures  or  parts  of  structures,  which  are  not  public 

cooled  by  the  refrigerant  is  circulated  to  the  substance  or  buildings  or  residence  buildings,  including  among  others, 

space  refrigerated.  office  buildings,  factory  buildings,  salesrooms  (stores),’ 

(d)  Refrigerant  is  the  chemical  agent  other  than  brine  markets,  restaurants,  warehouses,  freight  depots,  car  barns’ 

used  to  produce  refrigeration.  stables,  garages,  motor  vehicle  repair  shops,  factories, 

(e)  Irritant  refrigerant,  any  refrigerant  which  when  laboratories,  smoke  houses,  grain  elevators,  coal  pockets! 

breathed  attacks  the  throat  or  lungs.  central  station  power  plants  and  electric  sub-stations. 

(f)  Hydrocarbon  refrigerants,  any  refrigerant  of  the  a  t- 

hydrocarbon  class.  AK  1 ICLE  3. 

(g)  Flammable  refrigerant,  any  refrigerant  which  will  Bonds  and  Fees, 

burn  or  explode  when  mixed  with  certain  proportions  of 

air-  §09-24.0.  Fees  for  Permits. 

,  k M-sai* of  this  chap- 

not  including  expansion  coils  when  located  in  cold  storage  35  Refrie-erafimr  svstems- 

rooms  or  expansion  coils  when  located  in  refrigerator  boxes.  n ass  Agwtpm?  Y  '  <t9onn 

«  5f*°r  of  safety,  the  multiple  three  Ind.  one-third  S  B  ZllZt ! ! ! ! ! ! ! " ! ! ‘ ‘ ’  ?10 00 

statutes  te  rotblelpt^p^sure'  *  P°U^  «  m 

draws  t^r&TtoV'theTo'w  ^  “  Z 

perature  side  of  the  system  and  discharges  it  into  the  high  g  .  1  ^ 

pressure  or  high  temperature  side  of  the  system.  ARTICI  FIR 

(k)  Pressure  limiting  device,  a  pressure  or  temperature  .  .  ^ 

responsive  mechanism  for  automatically  stopping  the  oper-  Refrigerating  Systems, 

ation  of  the  pressure  imposing  element.  r,n  nAn  ^ 

(l)  Brine,  any  liquid  which  having  been  cooled  by  the  ?ermit?‘. 

refrigerating  system  is  used  for  the  transmission  of  heat.  r?o"2Q7n  m 

(m)  Pressure  relief  device,  a  pressure  relief  valve,  a  g’n 

rupture  member,  fusible  plug  or  other  approved, device  for  Hq"  QQn  P^™188113!?  locations. 

relieving  the  pressure  U19-  99.0.  Refrigerating  machinery  rooms  and  ventilation. 

(n)  Pressure  relief  valve,  a  valve  held  shut  by  a  spring  rlo'lm  n  ?pek  flamGS  and  electrical  equipment. 

of  its  setSng"8  ‘°  automa,ica"y  relieve  pressure  in  excess  cw-ioia  Rptag*' 

(o)  Rupture  member,  a  device  that  will  automatically  rio'lrun  dVf^S'  A 

rupture  at  a  pre-determined  pressure.  '  nc'n  ?lze  ^  safety  devices. 

(P)  Liquid  receiver,  a  vessel  permanently  connected  to  r  o  ha  n  kocatl?n  and  dl8C.harge  of  safety  devices, 

refrigerant.^  “d  °Ut,'t  PiP“  S,0r^  °f  »  c“ 

era^  consSS  to  fontrJZ  te  oft  §C19-96’°-  Permits. 

Interstate  Commerce  Commission.  (a)  Except  as  hereinafter  provided  in  this  article  it 

(r)  Mixer,  a  vessel  or  device  in  a  system  for  mixing  shall  be  unlawful  to  maintain  or  operate  a  refrigerating 

the  ammonia  or  other  soluble  vapor  with  water.  system  without  a  permit. 

(s)  Stop  valve,  a  cut-off  valve  for  use  during  normal  (b)  A  Pefmit  will  not  be  required  for  a  Class  C  system 

operation.  .  when  maintained  or  operated  in  the  residence  portion  of  a 

(t)  Service  valve,  a  key-operated  shut-off  valve  used  dwelling  containing  not  more  than  two  families,  or  in  the 

only  during  shipment,  installation  or  repairs  residence  portions  of  either  a  tenement  house  or  a  business 

(u)  Fusible  plug,  a  device  having  a  predetermined-  building 

temperature  fusible  member  for  the  relief  of  pressure  (c)  “  sbaU  be  unlawful  to  maintain  or  operate  any  re- 

,  Public  buildings,  commercial  buildings  and  resi-  frigerating  system  employing  a  refrigerant  other  than  those 

n1  dmgS  are  buildings  as  so  defined  by  Article  4  specified  in  this  article  without  a  permit  issued  upon  such 

L4O-235.0  of  the  Administrative  Code  of  the  City  of  New  conditions,  consistent  with  the  provisions  of  this  article, 

^0IaC-  as  are  deemed  by  the  fire  commissioner  necessary  in  the 

(  \  D  11.  T>  .  interest  of  public  safety. 

n/a'  ,Fubjlc  Buildings.  Public  buildings  are  structures  NOTE:— The  Fire  Chief  and  Commissioner  prescribed 

r  parts  ot  structures  in  which  persons  congregate  for  under  date  of  April  4,  1934,  the  following: 
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1  That  the  refrigerants  dichlorodifluoromethane,  known 
as  “Freon”  (“Kinetic  No.  12”  also  “F-12”)  CCljF,  also 
dichlorotetrafluoroethane  (“F-114”)  CaCljF4  and  mono- 
fluorotrichloromethane  (“F-ll”  CFCU  are  non-flammable 
and  non-irritant,  unless  otherwise  hereinafter  provided,  and 
shall  be  regulated  in  accordance  with  the  provisions  of 
Article  18  of  Chapter  19  of  the  Administrative  Code,  as 
such,  except,  when  used  in  a  room  or  rooms  in  which  there 
is  an  open  flame  or  apparatus  to  produce  an  open  flame, 
when  the  provisions  of  said  article  covering  irritant  re¬ 
frigerants  shall  apply. 

2.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114  are  restricted  to  parts  of  a  building  so  specified  in 
Section  09-98.0  (b)  for  refrigerants  other  than  non¬ 
irritant  and  non-flammable. 

3.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114  used  for  air  conditioning  are  restricted  to  the  indi¬ 
rect  method  except  that  the  direct  method  may  be  used  in 
parts  of  a  building  so  specified  in  Section  09-98.0  (b) 
for  refrigerants  other  than  non-irritant  and  non-flam¬ 
mable. 

4.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114  shall  not  be  installed  or  maintained  in  or  on  the 
stairways,  halls,  lobbies,  entrances,  exits  or  auditoriums  of 

any  building.  _  ,  •  t?  n  i?  i-> 

5.  That  refrigerating  systems  employing  F-ll;  F-12  or 

F-114,  shall  not  be  installed  or  maintained  in  a  hospital,  un¬ 
less  the  entire  system  is  confined  in  a  fireproof  machinery 
room,  used  for  no  other  purpose,  and  in  which  no  open 
flame  shall  be  employed,  except  that  the  Class  “C”  system 
containing  not  more  than  10  pounds  of  refrigerant  may  be 
used  in  a  diet  kitchen  which  shall  be  cut  off  from  the  rest 
of  the  building  by  a  tight  fitting  self-closing  door  or  doors 
and  provided  with  a  window  or  windows  to  the  outside 
air.  All  open  flames,  and/or  apparatus  for  producing  an 
open  flame,  in  diet  kitchens  where  these  refrigerants  are 
used  shall  be  vented  to  the  outside  air  as  herinafter  re¬ 
quired  in  Paragraph  8.  . 

6.  That  refrigerating  systems  employing  F-ll ;  F-12  or 
F-114  may  be  installed  or  maintained  in  a  hospital  private 
room,  having  tight  partitions  and  tight  fitting  self-closing 
door  or  doors  and  where  not  more  than  two  persons  are 
helpless  and/or  given  medical  treatment,  provided  there  is 
no  open  flame  and/or  apparatus  for  producing  an  open 
flame  in  such  room  and  when  the  system  contains  not  more 
than  10  pounds  of  refrigerant. 

7.  That  a  refrigerating  system  employing  F-ll;  F-12  or 
F-114  shall  not  be  installed  or  maintained  in  a  theatre 
and/or  motion  picture  theatre  unless  the  entire  system  is 
confined  in  a  fireproof  machinery  room,  used  for  no  other 
purpose,  and  in  which  no  open  flame  and/or  apparatus  to 
produce  such  open  flame  shall  be  employed. 

8.  That  a  refrigerating  system  employing  F-11 ;  F-12  or 
F-114  when  used  in  a  room  or  rooms  in  which  there  is  an 
open  flame  or  apparatus  to  produce  such  open  flame,  such 
open  flame  and/or  apparatus  shall  be  provided  with  a  hood 
and  independent  mechanical  ventilation  so  arranged  as  to 
convey  all  the  products  of  combustion  to  the  outside,  of  the 
building.  This  provision  shall  apply  only  to  diet  kitchens 
of  hospitals  and  to  Class  “C”  systems  in  schools,  churches, 
dance  halls,  court  rooms,  police  stations,  jails,  asylums, 
subways,  passenger  depots,  rooms  opening  into  passenger 
depots  and/or  subways  and  such  other  places  as  are  deemed 
by  the  Fire  Commissioner  necessary  in  the  interest  of  pub¬ 
lic  safety. 

9  That  each  refrigerating  machinery  room  in  any 
buiiding  in  which  F-ll;  F-12  or  F-114  are  used,  shall  be 
maintained  vapor-tight  and  provided  with. tight  fitting,  self¬ 
closing  doors,  in  accordance  with  Section  C19-99.0  (a). 

10.  That  each  refrigerating  machinery  room  in  which 
F-ll  ;  F-12  or  F-114  is  used,  shall  be  adequately  ventilated 
directly  to  the  outside  air  in  accordance  with  Section 
C19-99.0  (b),  1,  2,  3  and  4. 

11.  Tests  pressures  and  setting  of  safety  valves  for  sys¬ 
tems  employing  F-ll,  F-12  or  F-114,  shall  be  included  in 
Section  C19-101.0  as  follows: 


Refrigerant 

F-ll 

F-12 

F-114 


Column  No.  1  Column  No.  2  Column  No.  3 

25  15  15 

180  120  135 

60  30  30 

12.  That  the  size  of  pressure  relief  valves  for  systems 
in  which  F-ll,  F-12  or  F-114  is  employed,  shall  be  as 

Capacity  of  System  Number  Required 

Up  to  30  tons  One  ^  inch 

30  to  60  “  One  24  “ 

60  to  100  “  One  1 

100  to  175  “  One  1*4  inches 

175  to  250  “  Onel  y2  “ 

250  to  450  “  One  2 

450  to  900  “  Two  2 

13.  That  the  storage  of  F-ll,  F-12  or  F-114  shall  con¬ 
form  with  Section  C19-106.0  (c)-5  for  other  refrigerants. 

14.  That  all  other  sections  or  parts  of  Article  18  of  the 
Administrative  Code  not  so  mentioned,  shall  be  com¬ 
plied  with. 

15.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114,  installed  prior  to  May  19,  1932,  shall  be  inspected, 
and  if  found  to  comply  with  the  rules,  or  if  in  the  opinion 
of  the  Fire  Commissioner,  the  installations  are  of  a  non- 
hazardous  character,  a  permit  may  be  issued.  Installations 
which  have  been  made  in  hospitals,  theatres,  asylums  and 
places  of  public  assembly  shall  be  made  to  comply  strictly 
with  these  rules. 

(d)  A  permit,  where  required,  shall  be  applied  for 
forty-eight  hours  after  installation  is  completed,  contain¬ 
ing  the  name  of  the  person  for  whom  the  system  is  in¬ 
stalled  and  the  place  of  location  of  the  system. 

(e)  Only  the  refrigerant  specified  in  the  permit  shall 
be  used  in  the  system. 

(f)  Refrigerating  systems  to  which  these  provisions 
cannot  be  applied,  may  be  maintained  and  operated  subject 
to  such  conditions  as  are  deemed  necessary  by  the  fire 
commissioner. 


§C26-214.0.  Refrigeration  System  Operators; 
Certificate  of  Qualification. 

(a)  It  shall  be  unlawful  to  maintain  or  operate  in  any 

building  any  refrigerating  system  containing  more  than 
fifty  (50)  pounds  of  refrigerant  except  under  the  per-  ] 
sonal  supervision,  direction  or  control  of  either  a  duly  I 
licensed  engineer  or  a  person  who  has  obtained  a  certificate 
of  qualification  from  the  superintendent  to  operate  such  a 
system.  Where  the  system  contains  two  hundred  (200) 
pounds  or  less  of  refrigerant  and  is  fully  automatic,  only 
one  qualified  operator  will  be  required.  i 

(b)  It  shall  be  unlawful  to  maintain  or  operate  in  a  i 
public  building  or  exhibition  hall  any  Class  C  system  per-  - 
mitted  for  exhibition  or  demonstration  purposes  except 
under  the  personal  supervision,  direction  or  control  of 
either  a  duly  licensed  engineer  or  a  person  who  has  ob-  ! 
tained  a  certificate  of  qualification  from  the  superintendent  , 
to  operate  such  a  system. 

(c)  Upon  receipt  of  such  certificate  the  applicant  there¬ 
for  shall  pay  an  annual  license  fee  as  follows :  For  the  in-  j 
itial  fee  $5,  and  for  renewal  thereof  the  sum  of  $1  pro-  I 
vided  application  for  such  renewal  be  made  for  within 
thirty  days  prior  to  the  expiration  of  such  certificate.  Any  > 
such  certificate  may  be  revoked  or  suspended  for  cause  at 
any  time  by  the  superintendent. 

§09-97.0.  Classifications. 

(a)  The  total  amount  of  refrigerant  common  to  a  system 
operating  through  one  or  more  evaporators,  shall  be  con¬ 
sidered  the  capacity  of  the  system  and  determine  its  class. 

(b)  A  Class  A  system  is  a  system  containing  one  thou¬ 
sand  (1,000)  pounds  or  over  of  refrigerant,  or  capable  of 
thirty  (30)  tons  capacity  or  over. 

(c)  A  Class  B  system  is  a  system  capable  of  less  than 
thirty  (30)  tons  capacity,  or  containing  less  than  one  thou¬ 
sand  (1,000)  pounds  of  refrigerant  and  more  the  amounts 
provided  for  in  a  Class  C  system. 

(d)  A  Class  C  system  is  a  system  containing  not  more 
than  twenty  (20)  pounds  of  refrigerant. 
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§09-98.0.  Permissible  Locations. 

(a)  It  shall  be  unlawful  to  install  any  Class  A  or  Class 
B  systems  in  any  public  building  as  defined  by  subdivision  a 
of  section  C26-235.0  of  the  code,  until  plans  have  been  filed 
with  and  approved  by  the  fire  commissioner,  and  no  re¬ 
frigerant  shall  be  placed  in  the  system  until  a  permit  has 
been  obtained  from  the  fire  commissioner. 

(b)  The  direct  method  of  refrigeration  shall  not  be 
used  in  any  building,  whether  or  not  a  permit  is  required 
for  installation  therein,  outside  of  the  refrigerating  ma¬ 
chinery  room  except  in  buildings  used  exclusively  for  ice 
making  or  for  refrigerating  purposes,  or  when  such  method 
is  not  carried  above  the  first  floor  in  business  buildings  or 
m  the  business  sections  of  business  buildings  provided  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a  resi¬ 
dence  building  occupied  by  not  more  than  two  families  or 
in  any  building  provided  a  non-irritant  and  non-flammable 
refrigerant  is  used  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  December  13,  1927. 

.(c)  It  shall  be  unlawful  to  use  brine  in  any  brine  cir¬ 
culating  system  that  will  generate  flammable  vapor  at  a 
temperature  below  100  degrees  Fahrenheit  when  tested  in 
a  laghabue  open  cup  tester,  and  no  refrigerant  shall  be 
used  as  a  brine. 

(d)  It  shall  be  unlawful  to  install  or  maintain  a  Class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  used  exclusively  for  ice 
making  or  refrigerating  purposes.  The  provisions  of  this 
subdivision  shall  not  apply  to  a  building  in  which  installa¬ 
tion  was  made  prior  to  December  13,  1927. 

(e)  Systems  on  demonstration  in’exhibition  halls  shall 
be  muted  to  the  unit  type  containing  not  more  than  ten 
(1U)  pounds  of  refrigerant. 

,  .(^)  l!  shall  be  unlawful  to  install  or  maintain  a  re- 

rerf?ig?;anUS„yoronfn’Pl0ying  “  irritant  0r  !nflammal>Ie 

1.  The  stairways  halls,  lobbies,  entrances,  exits  or 
auditoriums  of  any  building; 

2.  Dance  halls,  court  rooms,  police  stations,  jails,  sub- 
ways,  theatres,  or  motion  picture  theatres; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger 
depot  or  rooms  opening  directly  therein  ; 

4.  Rooms,  opening  directly  into  a  subway,  or  theatre 
or  motion  picture  theatre,  or  where  persons  are  detained 
or  confined  ; 

5..  A  school  unless  the  refrigerating  system  is  used  ex¬ 
clusively  for  instructions  or  research  purposes; 

o.  .  A  hospital  or  asylum  in  which  persons  are  confined 
°r  g'Ve?  ,medl?al  treatment  or  helpless.  Unless  otherwise 
reqmred  by  this  section,  such  refrigerating  system  shall  be 
flori  fr°m  thC  bm  dlng  by  unpierced  fireproof  construc- 

The  foregoing  provisions  do  not  apply  to  hermetically 
sealed  unit  systems  containing  not  more  than  six  (6) 
pounds  of  refrigerant  when  located  in  dance  halls,  police 
stations,  diet  kitchens  of  hospitals,  or  laboratories,  and 
wfien  located,  in  rooms  shut  off  from  the  rest  of  the 
building  by  tight  partitions  and  tight-fitting,  solid,  self- 
ciosing  doors  and  located  in  a  room  having  a  window  to 
tne  outside  air. 

(^.  An  intermittent  absorption  type  of  refrigerating 

a  fSha  u-0t  be,  Pf-HH^ted  in  a  Gass  A  system.  Such 

a  type  °f  machine  shall  be  permitted  in  a  Gass  B  system 
only  when  a  heating  medium  of  low  pressure  steam  is  used 
m  its  operation. 

njetbyl  and  ethyl  chloride,  sulphur  diox¬ 
in  rife  a  Ahydr°-carbon  refrigerant  will  not  be  permitted 
ln  vlass  A  systems. 

car(hnn  lfC-aSS  B.SyLSt^  usIn2  ethy]  chloride  or  a  hydro- 

the  Born  frilgera^  S  ual1  not  be  installed  or  maintained  in 

thecitv  F^lMan^atLaV,?r  other  built-up  sections  of 

in  a  firpnrn  Sf  Kbn!r’  Sra  be  instabed  or  maintained  only 

and  shad  K  fibU1ld!Tg  of.not  more  than  one  story  in  height, 
shall  be  located  on  the  ground  floor,  which  shall  be  of 


unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 

(8DnoferhCe-dLfirePr00f-WaLlls  °f„not  less  than  eight  inches 
niL  l  ,  S  °rrS1X  \ncbes  (6  >  of  reinforced  concrete. 
Direct  exit  therefrom  leading  to  the  open  air  and  not  to 

shall  °)  per  nf  tbL  buildin?  sha11  be  maintained  and 
doors b  pr°Vlded  Wlth  vaPor-tight,  self-closing,  fireproof 

§09-99.0.  Refrigerating  Machinery  Rooms  and 
Ventilation. 

i  ah  aV  .Refrigerating  machinery  rooms. 

•  -V  .  refrigerating  machinery  rooms  in  which  an 
irritant  refrigerant  is  used  shall  be  maintained  vapor-tight 
except  that  all  doors  which  open  to  other  parts  of  fhe 
building  shall  only  be  required  to  be  self-closing  and  close 
fitting,  and  shall  be  kept  closed  at  all  times,  except  during 
entrance  or  exit.  All  other  openings  that  may  permit  the 

,^lagf-  °u[  Vap.°r,  t0  °^er  parts  of  the  building  shall  be 
and  bept.  closed.  No  opening  from  elevator 
tJ?  be  perm,ttued  in  the  refrigerating  machinery 
room.  This  provision,  however,  shall  not  apply  to  dumb- 

wfth^spi?^3-  thfi  d°^  °pemngs  of  which  are  protected 

than  lfl°fng  fira  d°?rs  °/ • to  a  system  containing  less 
mfnpd  Pounds  of  refrigerant.  Gosets  solely*  con¬ 

tained  within  and  opening  only  into  th.e  refrigerating  ma- 

wtetrop7„sShaU  te  C°nSidCred  as  Part  of  *he  i" 

2.  In  Class  A  and  Gass  B  systems  in  which  an  irri¬ 
tant  refrigerant  is  used,  the  doors  of  the  refrigerating 
machinery  rooms  shall  open  outwardly. 

.  „  b-  Ventilation. 

.  Each  Gass  A,  B  and  C  refrigerating  machinery 
room  of  any  system  shall  be  independently  provided  wffh 
means  for  adequate  ventilation  to  the  outer  air.  The  ven- 

directlv  consist  ?f  a  window  or  windows  opening 

exhausting  the  ZT  ^  CaPaMe  °f 

2.  When  a  window  or  windows  are  used,  if  placed  in 
opposite  walls  so  as  to  provide  a  through  air  circulation  to 
the  outer  air^  a  total  area  of  inlet  and  outlet,  respectively 

,”?!.  less  than  that  specified  in  Column  D  of  the  table  in 
subdivision  4  shall  be  provided.  When  a  window  or 

Uded  P  a£Cd  lnu°ne  Wal-L a  total  area  shab  be  pro- 

tebte  1  tHan  that  specified  in  column  E  of  such 

3.  When  mechanical  means  are  used  they  shall  consist 

uLl  Power-driven  exh^st  fan  of  the  enclosed  case  blower 
type,  which  shall  be  capable  of  removing  from  the  refrig- 
nmn  "r  ro°m  tbj.  amount  of  air  specified  in  coF 

v^n  u  if  th  ,tab  6  ln  subdivision  4.  The  inlet  to  the  fan 

tet3frJ!m  tfiatfC  nT,!he  refngerating  equipment.  The  out- 
ihV  In  the  fan  shall  terminate  not  less  than  six  (6)  feet 
aQ  °ve  the  sidewalk  and  in  no  case  under  a  stairway  or  fire 
escape.  Where  air  ducts  are  used  on  either  the  inlet  or 
discharge  side  of  the  fan  they  shall  each  have  an  area  no! 

tV  ,?at  speci£ed  m  Column  C  of  such  table.  Sharp 
bends  in  the  run  of  the  ducts  shall  be  avoided.  The  com 
trol  for  such  mechanical  means  of  ventilation  shall  be 

machinery^oom.  and  '°Cated  °“tside  »f  ««  refrigerating 
4. 


Mechan- 
Pounds  of  ical  Cu. 
Refriger-  Ft.  per 
ant  in  Minute 
System.  Discharge. 


Window  Area 
Meehan-  in  Sq.  Ft. 
ical  Sq.  for  each 

Ft.  Duct  Opposite 

Area.  Side. 


Window  Area 
in  Sq.  Ft.  for 
One  Side 
Only. 


A 

B 

C 

D 

Up  to  ...  20 

150 

1/4 

1 

50 

250 

1/3 

1  1/2 

100 

400 

1/2 

2 

150 

550 

2/3 

2  1/2 

200 

680 

2/3 

3 

250 

800 

1 

3  1/2 

300 

900 

1 

4 

400 

1,100 

1  1/4 

4  1/2 

500 

1,275 

1  1/4 

5 

E 

6 

12 

16 

19 

25 

29 

32 

38 

42 
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600 

1,450 

1  1/2 

6 

700 

1,630 

1  1/2 

6  1/2 

800 

1,800 

2 

7 

900 

1,950 

2 

7  1/2 

1,000 

2,050 

2 

8 

1,250 

2,350 

2  1/4 

9 

1,500 

2,800 

2  1/2 

11 

1,750 

3,150 

3 

12  1/2 

2,000 

3,500 

3  1/2 

14 

2,500 

4,150 

4 

16 

3,000 

4,500 

4  1/2 

18 

4,000 

6,000 

6 

24 

5,000 

7,500 

7  1/2 

30 

6,000 

9,000 

9 

36 

7,000 

10,500 

10  1/2 

42 

8,000 

12,000 

12 

48 

9,000 

13,000 

13 

52 

10,000 

14,000 

14 

56 

12,000 

17,000 

17 

68 

14,000 

19,000 

19 

75 

16,000 

22,000 

22 

86 

18,000 

24,000 

24 

92 

20,000 

26,500 

26 

100 

25,000 

33,000 

33 

121 

30,000 

39,000 

39 

142 

35,000 

44,000 

44 

155 

40,000 

51,000 

51 

176 

45,000 

56,000 

56 

190 

45 

48 

51 

55 

59 

68 

78 

87 

95 

113 

130 

167 

204 

241 

278 

315 

342 

360 

425 

470 

540 

580 

630 

760 

870 

940 

1,060 

1,120 


§09-101.0.  Testing. 

Every  part  of  any  refrigerating  system,  except  Pre* 
sure  gauges  and  control  mechanism  shall  be  tested  to  a 
feast  the following  pressures:  Class  A  and  B  systems  con 
tainine  over  fifty  (50)  pounds  of  refrigerant  shall  be  tested 
after  installation  and  proved  tight  before  being .  °Per^e<jj 
A  dated  declaration  of  such  test,  signed  by  the  tester,  shall 
be  posted  in  the  machinery  room. 


Col.  1. 


Refrigerant. 


High 

Pressure 

Side. 


Col.  2.  Col.  3. 

Low  Pressure  Side. 
_ _ * _ - — 


Carbon  dioxide  . 

Ethane  . 

Ammonia  . 

Propane  . . . . . 

Methyl  chloride  . 

Sulphur  dioxide  - 

Iso-butane  . . 

Butane  . 

Ethyl  chloride  . 

Dichloromethane  .... 
Dichloroethylene  .... 
Trichloroethylene  . . . 


1,500 

1,050 

300 

250 

155 

135 

90 

75 

30 

12 

12 

12 


With 

Safety 

Valves. 

Without 

Safety 

Valves. 

750 

1,000 

520 

760 

150 

225 

115 

175 

80 

120 

100 

100 

45 

70 

35 

50 

15 

25 

12 

12 

12 

12 

12 

12 

Note— Door  openings  leading  directly  to  the  open  air 
shall  be  considered  equivalent  to  windows  for  the  require- 
ments  specified  in  columns  “D”  and  “E’  of  this  table. 

5.  Where  a  non-irritant  or  nonflammable  refrigerant 

is  employed,  the  requirements  as  given  in  the  table  in  sub¬ 
division  4  may  be  reduced  by  one-half.  When  air  or  water 
is  employed  as  the  refrigerant  no  ventilation  shall  be  re¬ 
quired.  ...  .. 

6.  In  lieu  of  mechanical  means  of  ventilation  in  re¬ 
frigerating  machinery  rooms  where  a  Class .  A  system 
or  a  Class  B  system  using  ammonia  is  installed  a 
water  deluge  may  be  provided  which  shall  consist  of  a 
sprinkler  system  having  open  heads  of  not  less  than 
one-quarter  inch  04”)  orifice  spaced  not  more  than  eight 
feet  apart  in  any  direction,  and  such  system  shall  _  be 
located  above  all  the  refrigerating  apparatus  and  piping 
in  the  refrigerating  machinery  room.  Not  more  than  one 
head  shall  be  installed  on  a  3^-inch  pipe;  five  heads  on  a 
1-inch  pipe;  six  heads  on  a  114-inch  pipe.  The  deluge  sys¬ 
tem  shall  be  permanently  connected  with  the  main  house 
supply  or  other  assured  source  from  which  a  constant 
water  pressure  of  not  less  than  twenty  pounds  per  square 
inch  can  be  maintained  on  the  inlet  side  of  the  main  con¬ 
trol  valve  or  valves  at  all  times.  The  control  valve  or 
valves  for  such  water  deluge  system  shall  be  manually 
operated  and  easily  accessible,  and  shall  _  be  labeled  and 
located  outside  of  the  refrigerating  machinery  room. 

§C19-100.0.  Open  Flames  and  Electrical  Equip¬ 
ment. 

a.  Open  flames. 

No  fire-flame  or  arc  light  will  be  permitted  in  a  Class  A 
or  B  refrigerating  machinery  room  in  which  a  flammable 
refrigerant  is  used. 

b.  Electrical  equipment. 

1.  All  Class  A  and  B  refrigerating  systems  containing 
more  than  fifty  (50)  pounds  of  refrigerant  shall  have  an 
emergency  switch  controlling  all  of  the  electrically-oper¬ 
ated  refrigerating  machinery  or  the  remote  control  of 
such  a  switch  located  outside  of  the  refrigerating  machm- 
ery  room  where  it  can  be  quickly  reached  and  operated  in 

case  of  necessity.  . 

2.  Where  the  operating  mechanism  in  any  system  is 
dependent  upon  electrical  control,  such  control  in  a  pressure 
limiting  device  shall  be  on  a  closed  circuit.  Nothing  herein 
contained  shall  require  a  hand  reset  on  an  automatic  type 
of  refrigerating  machine. 


§09-102.0.  Piping. 

a.  Piping. 

All  piping,  liquid  receivers  or  vessels  containing  the 

r  1  _ _ 1 - dnro  r\lP 


1.  All  piping,  ; -  ,  ,  ~  i 

refrigerant,  shall  be  supported  on  or  by  strong  and  durable 
materials.  This  provision  shall  not  apply  to  Class  C  m- 

stallation^s.  arrangement  of  stop  valves,  relief  devices,  and 

other  similar  devices,  when  used  shall  be  as  shown  on  the 
diagram  for  Class  A  and  B  systems  in  section  C19-107.U 

3.  Every  system  which  may  be  charged  after  installa¬ 
tion  shall  have  the  charging  connection  located  on  its  low 
pressure  side. 

b.  Gauge  glasses. 

Liquid  level  gauge  glasses,  except  those  of  the  bulls 
eye  type,  shall  have  automatic  closing  shut-off  valves  and 
such  glasses  shall  be  adequately  protected  against  injury 
by  slotted  metal  casings. 

§09-103.0.  Safety  Devices. 

a.  Construction  and  setting.  _  \ 

1  Pressure  relief  valves,  pressure  limiting  devices  and 
rupture  members  shall  be  set  to  prevent  the  pressure  from  ‘ 
exceeding  the  test  pressure.  The  pressure  at  which  the  de¬ 
vice  is  set  to  function  shall  be  indicated  thereon.  (See 
section  C19-101.0  of  the  code,  columns  1  and  2  of  table.) 

2.  Fusible  plugs  shall  relieve  the  pressure  at  a  tempera¬ 
ture  not  exceeding  280  degrees  Fahrenheit. 

b.  Use  of  stop  valves. 

1  It  shall  be  unlawful  to  locate  a  stop  valve  between  a 
pressure  relief  device  or  pressure  limiting  device  and  the 
part  of  the  system  protected  thereby,  unless  two  pressure 
relief  devices  of  required  size  are  used,  and  so  ariange 
that  only  one  pressure  relief  device  can  be  cut  off  tor 
repair  purposes  at  any  one  time. 

2  A  Class  B  system  in  which  no  stop  valves  are  used 
and  in  which  the  pressure  will  equalize  throughout  the 
system  when  the  pressure  imposing  element  is  not  in  opera¬ 
tion  may  be  protected  by  only  one  pressure  relief  device 
located  on  the  high  pressure  side.  # 

c.  Ammonia  mixer. 

1  The  low  pressure  side  of  a  Class  A  ammonia  sys-j 
tern  shall  be  provided  with  a  hand-operated  valve  for  dis¬ 
charging  the  ammonia  into  water  through  a  mixer  to  the 

sewer  in  case  of  emergency.  . 

2.  The  ammonia  mixer  shall  be  constructed  of  stee. 

and  shall  be  capable  of  withstanding  a  pressure  of  at  least 
fifty  (50)  pounds  per  square  inch.  . 

3.  It  shall  be  unlawful  to  locate  a  valve  in  the  ammonia 
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emergency  discharge  line,  except  for  the  manually-oper¬ 
ated  valve  discharging  into  the  water  and  ammonia  mixer, 
but  there  may  be  one  stop  valve  located  inside  the  building 
for  repair  purposes  only.  This  valve  shall  be  sealed  open 
and  labeled  “Keep  Open.” 

4.  Ihe  manually  operated  pressure  relief  valve  shall  be 
located  in  a  locked  box  which  can  be  opened  by  members  of 
rru  ^jre  department  by  means  of  a  Fire  Department  key. 
The  door  of  the  box  shall  be  on  the  public  thoroughfare 
side  of  the  building  in  an  easily  accessible  location  and  not 
less  than  eighteen  (18)  inches  or  more  than  five  (5)  feet 
above  the  sidewalk  level.  The  box  shall  be  permanently 
labeled  with  letters  of  not  less  than  one  (1)  inch  reading 

ror  Fire  Department  Use  Only.”  The  relief  valve  shall  be 
labeled  Ammonia.”  A  sign  shall  be  posted  within  the  box 
reading  Do  Not  Open  Valve  Until  Water  Is  Flowing.” 

5.  A  single  standard  three  (3)  inch  fire  department 
connection  shall  be  provided  through  which  the  necessary 
water  may  be  supplied  to  the  mixer.  The  fire  department 
connection  shall  be  located  near  the  box  and  not  less  than 
eighteen  (18)  inches  or  more  than  twenty-four  (24)  inches 
above  the  sidewalk  level  and  shall  be  permanently  labeled 
having  letters  not  less  than  one  (1)  inch  high  reading  “To 
Ammonia  Mixer.”  A  check  valve  so  set  as  to  prevent  gases 

i?1  ,r<:acbing  the  fire  department  connection  shall  be  in¬ 
stalled  in  the  water  line  between  the  fire  department  con¬ 
nection  and  the  water  and  ammonia  mixer. 

6.  The  fire  department  shall  have  sole  use  of  the 
mixer  and  supply  the  necessary  water. 

systems  using  over  twenty-seven  thousand 
(27,000)  pounds  of  ammonia  there  shall  be  provided  one 
additional  water  and  ammonia  mixer  for  each  twenty-seven 
thousand  (27,000)  pounds  of  ammonia  or  fraction  thereof 
so  used  in  excess. 

8.  The  ammonia  mixer  and  its  connection  for  a  Class 
A  system  shall  conform  to  the  diagram  in  section  09-107  0 
of  the  code. 

§C19-104.0.  Size  of  Safety  Devices. 

(a)  The  size  of  pressure  relief  valves  shall  be  as  follows  : 

COa  and  Other 

Capacity  Ethane,  No.  Refrigerants, 

of  Srstem- _ Req.,  Size.  No.  Req.,  Size. 

Up  to  30  tons .  1 _ i/'n  i _ i/» 

30  to  60  tons .  1 _ i/"  i _ 3/» 

60  to  100  tons .  1 _ (/'"  i _ i» 

100  to  175  tons .  1 _ \/'n  i _ n/» 

175  to  250  tons .  i _ y."  i _ i {/n 

250  to  450  tons .  1 _ i"  i _ 

450  to  900  tons .  2 _ 2" 

i  ™here  ruPtu,re  members  are  permitted  and  used,  the 
arCa  °f  the  relief  vaIve  sPecified  must  be  pro- 

andCnn  inr?1®  PogS  may  be,  u,sed  on  all  Class  C  systems 
!,  na  C,ass  B  systems  of  the  hermetically  sealed  com- 

SrrefrUrnntCOT?mVng  Tre  than  fifty  (50>  P°unds 

open,ng  shal1  be  °ne- 

^  Dev*5  °  Location  and  Discharge  of  Safety 

a.  Location. 

•  •V,  Pressure  limiting  device  shall  be  provided  on  the 
tpm  PrCfSS-U"e  Slde  each  water-cooled  refrigerating  sys¬ 
tem  containing  more  than  six  (6)  pounds  of  refrigerant 

^rsirnr^V31^  shal]  be  provided  on  the "5^ 

tainbgd4entvearC2mWater'd0°  Cd  refngerating  system  con- 
shal  nnt  K  y  (20)  P°unds  or  more  of  refrigerant,  but  it 
necessary  to  discharge  the  refrigerant  to  the 
outside  air  or  water  tank  from  any  such  refrigerating  svs 

other°nntaia,-ng  fifrty  (50)  Pounds  or  less  of  refrigerant  any 

»5hs ar  part  ’■  °f  ,his  ti,ie' ,o  the 

i  it  Location  and  discharge  of  safety  devices. 

1‘  Lae”  compressor  or  generator  of  a  Class  A  or  B 
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svstem  containing  more  than  100  pounds  of  refrigerant 
shall  be  protected  by  a  pressure  relief  valve  connected  in  o 
?he  h£h  pressure side  between  the  main  stop  valve  and  the 
compressor  or  generator  to  relieve  excessive  pressure  as 

hTnA  ?urptPur0eVmeember  may  be  substituted  for  the  relief 
valve  in  CO,  systems  or  systems  operating  below  atmos- 

ph3eriCShellSStype  apparatus  such  as  liquid  receivers,  con¬ 
densers,  evaporators,  liquid  separators  and  absorbers  o 
Class  A  and  Class  B  systems  containing  more  than  fifty 
(50)  pounds  of  refrigerant,  and  Class  B  systems  containing 
fifty  (50)  pounds  or  less  of  refrigerant  which  can  be  shut 
off  by  stop  valves,  shall  each  be  equipped  with  a  pressure 
relief  valve,  discharging  as  hereinafter  provided. 

4  Class  C  systems  and  Class  B  systems  confining 
fifty  (50)  pounds  or  less  of  refrigerant  so  constructed  tha 

when  subjected  to  abnormal  outside  ^^^tlTthe  eJ 
as  that  generated  in  a  fire,  they  may  burst  due  to  the  ex 
pansion  of  the  refrigerant,  shall  be  protected  by  a  pressure 

re5ef  ATretsure  relief  valve  shall  be  required  on  the  low 
nressure  side  of  a  Class  B  system  into  which  the  relief 
valve  or  valves  on  the  high  pressure  side  discharge,  as  so 

shown  on  equipment  diagram  of  section  C19-107.0  ot  the 

c.  Discharge  of  pressure  relief  valve. 

1.  Where  ammonia  is  used  in  Class  A  systems  th 
rtisrWo-e  from  relief  valves  must  be  conducted  to  the  out¬ 
ride  atooShTre  or  into  that  part  of  the  l?w  .pressure 
side  protected  by  the  mixer  as  specified  in .subdivision  C,  of 
section  C19-103.0  of  the  code.  If  it  is  discharged  to  the 
outside  atmosphere  it  must  be  piped  above  the  roof  or  not 
less  than  12  feet  above  the  grade.  The  discharge  pme 
shall  be  not  less  than  the  size  of  the  relief  ^alve  outlet  The 
discharge  from  more  than  one  relief  valve  may  be  ru 
into  a  common  header,  the  area  of  which  shall  be  equa 
to  the  area  of  the  pipes  connected  thereto.  The  outlet 

nriflrp  shall  be  turned  downward. 

2  Where  more  than  fifty  (50)  pounds  of  ammonia 
is  used  in  a  Class  B  system,  the  discharge  from  relief  valves 
shall  be  piped  to  the  outside  atmosphere  as  specified  f. 
Class  A  systems,  or  to  the  low  pressure  side  as  shown  in 
diaSams  m  section  C19-107.0  of  the  code,  or  into  a  tank  of 
water  which  shall  be  used  for  no  purpose  except  ammonia 
discharge.  At  least  one  gallon  of  fresh  water  shall  be  pro 
vided  for  every  pound  of  ammonia  contained  m.the  system. 
Thp  water  used  shall  be  prevented  from  freezing  without 
the  use  of  salt  or  chemicals.  The  tank  shall  be  gAstantolh- 
constructed  of  not  less  than  one-eighth  (■/, of  No  11  U.  s. 
gauge  iron.  No  horizontal  dimensions  of  the  tank  shall  be 
greater  than  one-half  W)  the  height  The  tank  shall  have 
I  hinged  cover  or,  if  of  the  enclosed  type,  shall  have  a 
vent  hole  at  the  top.  All  pipe  connections  shall  be  throug 
the  top  of  the  tank  only.  The  discharge  pipe  from  the 
nressure  relief  valves  shall  discharge  the  ammonia  in  the 
center  of  the  tank  near  the  bottom.  The  tank  shall  be  as 
securely  supported  as  any  other  portion  of  the  system. 
There  shall  be  no  opening  in  the  tank  below  the  water  level. 

3.  Where  more  than  fifty .  (50)  pounds  of  any _  re¬ 
frigerant  other  than  ammonia  is  used  the  discharge  f  o 
relief  valves  shall  be  to  the  atmosphere,  as  specified  for 
Class  A  ammonia  systems.  Carbondioxide  may  be  dis¬ 
charged  into  the  room  if  the  same  contains  at  least  10 
cubic  feet  of  capacity  per  pound  of  refrigerant  used. 

4  Arrangements  of  pressure  relief  devices  for  Class.  A 
and  B  systems  shall  conform  to  the  diagrams  in  section 
Cl 9- 107.0  of  the  code. 


§09-106.0.  Operating  Precautions. 

a.  Masks  and  helmets. 

1  Tn  a  Class  A  system  which  operates  above  atmos- 
pheric  pressure!  there  shall  be  provided  at  least  two  helmets 

'"pH^To  a  Class  B  system  in  which  more  than  fifty  (50) 
pounds  of  ammonia,  sulphur  dioxide  or  other  irritant  re¬ 


frigerant  is  used,  there  shall  be  provided  at  least  one  hel- 

mf  °OrffyShelmets  or  masks  that  have  bee"  aPProved  by 
the  United  States  Bureau  of  Mines  as  suitable  for  t 
refrigerant  employed  shall  be  used,  and  they  shall  be  kept 
in operative  condition  in  an  easily  accessible  case  or  cab¬ 
inet  located  immediately  outside  the  refrigerating  machin 
ery  room. 

b.  Signs.  .  . 

1.  On  Class  A  and  Class  B  systems  containing  more 
than  fifty  (50)  pounds  of  refrigerant  there  sh^l  be  painted 
on  and  affixed  in  a  permanent  manner  to  the  main  steam 
control,  main  electrical  and  remote  control  switches  re¬ 
ceivers,  containers  and  shell  type  Soolers’ S1^,s  havn^ ?  lette  s 
not  less  than  one  and  one-half  inches  (1/4  )  high,  desig 
nating  the  part  and  refrigerant  contained  therein. 

2  EThe  seller  of  every  Class  A  or  B  system  shall  fur- 
nish  the  purchaser  with  a  sign  bearing  his  name  at  least 
814"  by  11"  in  size,  which  gives  the  rated  refrigeration 
capacity  and  the  quantity  and  kind  of  ref”gcrant  reciu're^_ 
for  the  satisfactory  operation  of  the  system.  ,. 3*4  ^ 
chaser  shall  conspicuously  and  permanently  display  this 
sign  in  the  machinery  room.  The  quantity  and  name  of 
the  proper  refrigerant  content  and  the  rated  refrigeration 
capacity  shall  be  stamped  on  all  Class  C  systems  near  to 

or  on  the  name  plate.  .  ,  „  ,  .  ,  •  r1„sc 

3  The  following  information  shall  be  posted  in  Uass 

A  and  B  machinery  rooms  where  over  fifty  (50)  pounds  of 
refrigerant  is  used:  (a)  The  names  and  addresses  of  the 
engineers  or  operators  in  charge;  (b)  Location  of  neares 

fire  alarm  box;  (c)  The  name,  address  and  telephone  number 

of  physician  to  be  called  in  case  of  emergency;  (d)  Instruc- 
tions  for  safely  shutting  down  the  plant  in  case  of  emer- 
gency. 

c.  Storage  of  refrigerant.. 

1  Refrigerant  not  contained  in  the  refrigerating  system 
shall  be  stored  only  in  non-inflammable  or  non-irritant 
containers  conforming  to  the  regulations  prescribed  by  the 
Interstate  Commerce  Commission  for  the  transportation  ot 

2  Onl/  two  containers  holding  not  more  than  a  total 
of  three  hundred  (300)  pounds  of  inflammable  or  irritant 
refrigerant  shall  be  stored  in  the  refrigerating  machinery 

room  of  a  Class  A  system.  , 

3  Only  one  container  holding  not  more  than  one  hun¬ 
dred  and  fifty  (150)  pounds  of  inflammable  or  irritant  re¬ 
frigerant  shall  be  stored  in  the  refrigerating  machinery  , 

room  of  a  Class  B  system.  ,  .h 

4  In  a  Class  C  system  no  refrigerant  other  than  that 

used  in  the  system  shall  be  stored  in  the  refrigerating 

machinery  room.  ,  .  _  , .  .  ., _ . 

5.  If  a  greater  amount  of  inflammable  or  irritant  re- 

frigerant  than  that  permitted  in  a  refrigerating  machinery 
room  is  desired,  it  shall  be  stored  in  a  fireproof  building  , 
or  enclosure  used  for  no  other  purpose. 

6  When  the  refrigerant  is  withdrawn  from  a  system 
it  shall  be  discharged  only  into  a  suitable  absorbent  or  con¬ 
tainers  conforming  to  the  regulations  of  the  Interstate 
Commerce  Commission  for  the  transportation  of  such  re 
frigerant.  It  shall  be  unlawful  to  permit  any  refrigerant 
to  escape  into  the  refrigerating  machinery  room 

7  Containers  shall  be  connected  to  the  system  only 
during  period  of  charging  or  withdrawing  the  refrigerant. 

8C19-107.0.  Equipment  Diagrams. 

(See  arrangement  of  pressure  relief  devices  for  Class  A, 
and  Class  B  equipment.) 

ARTICLE  27. 

Penalties. 

8C19-152.0.  Violations. 

Any  person  who  shall  wilfully  violate  or  neglect  or  refuse 
to  comply  with  any  provisions  of.part  1,  of  this  title,  excep 
the  provisions  of  article  twenty-six,  in  addition  to  any  othei 
penalties  prescribed  by  law,  shall,  upon  conviction,,  be  pun 
ished  by  a  fine  of  not  more  than  $500,  or  by  imprisonmen 
not  exceeding  six  months,  or  by  both. 
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smoking  in  Factory,  Rules. 

Notice  of  Public  Hearing  on  Proposed  Rules  Relative  to 
Submerged  Inlets  and  Protective  Methods  to  be  Ap¬ 
plied  to  Prevent  Contamination  of  Water  Supply. 

Approved  Fireline  Hose  Valves, 
ire  Retarding  Rules  for  Garages,  etc. 


Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
gineei  s,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
r.ules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plam 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 


57 


HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


Cal.  No. 


DOCKET 

>w  Cases  Filed  up  to  January  10,  1939 
Department  Premises  Affected 


corner  (Block  7077,  Lot  1), 
Borough  of  Brooklyn, 

Alt.  13171-38. 


17-39-A. 


F.D. 


4-39- SM . 


.Stonemason’s  Brixment.  Manu¬ 
factured  by  Louisville  Cement 
Company,  Material. 


.422  Withers  street  and  397-405 
Vandervoort  street,  southwest 
corner  (Block  2878,  Lot  18), 
Borough  of  Brooklyn, 

74026-L.C.  and  Decision. 


5-39- A.... 


.H.B.Q. 


.8852  74th  avenue,  south  side,  60 
ft.  east  of  89th  street  (Block 
3855,  Lot  164),  Glendale,  Bor¬ 
ough  of  Queens,  Alt.  8555-38. 


18-39- A. 


.  H.B.B.. 


6-39-A - 


.  H.B.Q. 


.214-30  43rd  avenue,  south  side, 
between  214th  place  and  215th 
street  (Block  6301,  Lot  16), 
Bayside,  Borough  of  Queens, 
N.B.  8262-38. 


.682-694  Ocean  parkway,  north¬ 
west  corner  of  Lawrence  ave¬ 
nue  (Block  5420,  Lot  58), 
Borough  of  Brooklyn, 

Applic.  11927-38. 


19-39-A. 


F.D. 


7-39- A.. 


.  H.B.B. 


.5520-5606  19th  avenue,  west  side, 
155  ft.  1V%  in.  south  of  55th 
street  (Block  5494,  part  of 
Lot  8),  Borough  of  Brooklyn, 
N.B.  5587-38. 


.51  Murray  street,  north  side,  125 
ft.  east  of  West  Broadway 
(Block  133,  Lot  10),  Borough 
of  Manhattan, 

2676-L.F.  and  Decision. 


20-39-A. 


.F.D. 


.502-516  86th  street  and  8611 
Fifth  avenue, southeast  corner 
(Block  6051,  Lot  17),  Bor¬ 
ough  of  Brooklyn, 

992-L.F.  and  Decision. 


8-39-A. 


F.D. 


.337-359  Eldert  street  and  532-540 
Irving  avenue,  northwest  cor¬ 
ner  (Block  3413,  Lots  41-52), 
Borough  of  Brooklyn, 

77517-L.C. 


21-39-A. 


.F.D. 


.324  West  31st  street,  south  side, 
287  ft.  west  of  Eighth  avenue 
(Block  754,  Lot  55),  Borough 
of  Manhattan,  151-83-L.C. 


9-39- A . H.B.M.. . 


...413  Ninth  avenue,  west  side,  19 
ft.  9  in.  north  of  West  33rd 
street  (Block  731,  Lot  40), 
Borough  of  Manhattan, 

Alt.  3484-38. 


22-39-BZ. 


.H.B.B. 


.3087-3103  Nostrand  avenue  and 
1720-1734  Gerritsen  avenue, 
southeast  corner  (Block  6813, 
Lot  1),  Borough  of  Brooklyn, 
Applic.  19087-38. 


10-39-SA 


.Evans  Auto-Hoist,  Appliance.  23-3 9-A 


.H.B.B.. 


11-39-A.  . 


.  F.D. . 


.5-42  to  5-48  47th  avenue,  south 
side,  100  ft.  west  of  Vernon 
boulevard  (Block  29,  Lot  42), 
Long  Island  City,  Borough  of 
Queens,  77747-L.C. 


.2143-2163  Tilden  avenue,  north 
side,  103  ft.  8^4  in-  east 
Flatbush  avenue  (Block  5126- 
A,  Lot  91),  Borough  of: 
Brooklyn,  Applic.  14168-38. 


24-39- A. 


.F.D. 


12-39-SM. 


Red  Top  Insulating  Wool,  man¬ 
ufactured  by  United  States 
Gypsum  Company,  Material. 


13-39-SM. 


Thermax  (Fire  resistin; 
tion),  manufactured 
Celotex  Corporation, 


;  Insula- 
by  The 


.42-45  12th  street  (formerly  74- 
78  Sherman  place),  east  side, 
90  ft.  north  of  43rd  avenue 
(Block  458,  Lot  83),  Long 
Island  City,  Borough  of1 
Queens, 

1203-L.F.  and  Decision. 


Material. 


25-39- A. 


.F.D. 


14-39-A. 


.F.D. 


7-11  New  Chambers  street  and 
251-253  William  street,  north¬ 
east  corner  (Block  119,  Lots 
37  and  38),  Borough  of  Man¬ 
hattan, 

2528-L.F.  and  Decision. 


.602-744  Columbia  street,  wesl 
side,  1200  ft.  south  of  Hal- 
leck  street  and  46-56  Halleck 
street  (Erie  Basin  Break¬ 
water,  between  Erie  Basir 
and  State  Barge  Canal) 
(Block  613,  Lot  1),  Borougl 
of  Brooklyn,  1976-L.F 


15-39- A. 


.F.D. 


.Transportation  of  light  fuel  oil 
and  bunker  oil  in  Tank 
Trucks  (not  of  approved  type) 
in  New  York  City,  15108-L.C., 
15109-L.C.,  15110-L.C.,  15111- 
L.C.,  15113-L.C,  15114-L.C., 
15290-L.C.,  15338-L.C.,  and 

15165-L.C. 


26-39-A . 


.H.B.M. 


11-25  Madison  avenue,  324-34. 
Fourth  avenue,  1-33  East  24tl 
street  and  38-60  East  25ti 
street  (Block  854,  Lots  1-41) 
Borough  of  Manhattan, 

Decisior 


27-39- A. 


.H.B.M. 


16-39-A. 


H.B.B. 


1901-1911  West  12th  street  and 
50-60  Avenue  S,  southeast 


1506-1512  Broadway  and  160-16 
West  44th  street,  southea^ 
corner  (Block  996,  Lot  61 
Borough  of  Manhattan, 
Decision  re :  Viol.  227-38. 
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CALENDAR 


DESIGNATIONS:  H.B.— Department  of  Housing  and  Build¬ 
ings  ;  H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn ; 
H.B.M. — Department  of  Housing  and  Buildings,  Manhattan, 
H.B.Q. — Department  of  Housing  and  Buildings,  Queens; 
H.B.K. — Department  of  Housing  and  Buildings,  Richmond , 
H.B.Bx. — Department  of  Housing  and  Buildings,  Bronx;  H.D.— 
Health  Department  and  F.D. — Fire  Department. 


RULES 


Last  Publication  in  Bulletin 


Carbon  Dioxide  Liquefier  Rules. .  ..Nov. 
Certificate  of  Occupancy,  approved 

form  . Aug. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Rules  (Hydrated  Lime)  . .  .Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . Dec. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules . Nov. 

Fire  Retarding  Rules  for  Garages, 

etc . Jan. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Nov. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Oil  Burner  Rules . Jan. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Sept. 

Platform  Trucks,  Specifications  for. Nov. 

Plumbing  Rules  . Aug. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.CJan. 

Smoking  in  Factories,  Rules  for _ Jan. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting.  .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 
Rule  SOS  of  Industrial  Code).. Apr. 


15,  1938— Vol.  23,  No.  46 

23,  1938— Vol.  23,  No.  34 
13,  1937— Vol.  22,  No.  28 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 
15,  1937— Vol.  22,  No.  24 
13,  1938— Vol.  23,  No.  SO 
27,  1938— Vol.  23,  No.  52 
22,  1938— Vol.  23,  No.  47 

17,  1939— Vol.  24,  No.  3 
13,  1937— Vol.  22,  No.  Id 
21,  1919— Vol.  4,  No.  3 

1,  1938— Vol.  23,  No.  44 

7,  1925— Vol.  10,  No.  14 

5,  1928— Vol.  13,  No.  23 

3,  1939— Vol.  24,  No.  1 

13,  1938— Vol.  23,  No.  37 

24,  1936— Vol.  21,  No.  47 

3,  1937— Vol.  22,  No.  31 

7,  1937— Vol.  22,  No.  36 

10,  1939— Vol.  24,  No.  2 

17,  1939— Vol.  24,  No.  3 

29,  1937— Vol.  22,  No.  2o 

8,  1937— Vol.  22,  No.  23 

7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 

24,  1936— Vol.  21,  No.  47 

10,  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Mar.  5,  1935 — Vol.  20  No  10 

£ire,hl^e  ,  Iiosc  Valves . Jan.  17,  1939— Vol.  24.  No.  3 

fuel  Oil  Burners  for  Domestic  and 

_  Us£  .  Jan-  3>  1939— Vol.  24,  No.  1 

£ue  X-1,1  JT1'1  Pipe  Terminals . Jan.  3,  1939— Vol.  24,  No.  1 

n  A1’,  Burners  for  Industrial  Use.  Aug.  30,  1938— Vol.  23,  No.  35 

Fuel  Oil  Pumps . Jan.  3,  1939— Vol.  24,  No.  1 

Gas  Heaters  . .  . Jan.  3,  1939— Vol.  24,  No.  1 

raint,  Varnish  and  Lacquer  Spray 

ing  Equipment  . Sept.  13,  1938— Vol.  23,  No.  37 

Kange  Oil  Burners  and  Space 

Heaters  .  Jan.  3,  1939— Vol.  24,  No.  1 


JANUARY  17,  1939,  10  A.  M. 

Building  Zone  Applications 


sections  7 h  and  21  of  the  building  zone 
resolution,  of  Sherman  S.  Rogers,  ap¬ 
plicant,  on  behalf  of  Frank  L.  Weil, 
William  E.  Russell  and  Raymond  J. 
Scully,  trustees  of  Series  C-2,  New 
York  Title  &  Mortgage  Co.,  owner,  to 
permit  in  a  residence  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  42-46  Sutton  place  south,  east 
side,  from  East  54th  street  to  East 
55th  street,  425-457  East  54th  street  and 
418-432  East  55th  street  (Block  No. 
1366,  Lot  Nos.  16  and  19  and  part  of 
Lot  No.  33),  Borough  of  Manhattan. 

cal.  no.  921-38-BZ — Application,  October  25,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  V.  Iaricci,  applicant,  on 
behalf  of  Joseph  P.  Kissling,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  110-40  Horace 
Harding  boulevard  (Nassau  boule¬ 
vard),  southwest  corner  of  Colonial 
avenue  (Block  No.  2161,  Lot  Nos.  115 
and  118),  Corona,  Borough  of  Queens. 

cal.  no.  1127-38-BZ — Application,  December  5,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Samuel  J.  Kessler,  ap¬ 
plicant,  on  behalf  of  M.  A.  H.  Holding 
Corporation,  owner,  to  permit  partly 
in  a  business  use  district  and  partly  in 
an  unrestricted  use  district  the  altera¬ 
tion  and  conversion  of  occupancy  of 
two  (2)  buildings  to  a  garage  for  more 
than  five  (5)  motor  vehicles;  the  ex¬ 
isting  building  is  occupied  as  a  garage 
for  more  than  five  (5)  motor  vehicles 
and  was  previously  granted  by  the 
board  and  the  westerly  building  is  oc¬ 
cupied  as  a  dyeing  plant  also,  previ¬ 
ously  granted  by  the  board;  premises 
2201-2227  Neptune  avenue,  north  side, 
between  West  22nd  street  and  West 
23rd  street  (Block  No.  6990,  Lot  No, 
26),  Borough  of  Brooklyn. 


NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  January 
17,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  738-38-BZ — Application,  August  23,  1938,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Bernard  Trencher,  appli¬ 
cant,  on  behalf  of  Mary  T.  Hasselman 
and  Anastasia  L.  Bartley,  owners 
(Socony-Vacuum  Oil  Company,  Inc., 
lessee),  to  permit  in  a  residence  use 
district  the  extension  of  a  gasoline  ser¬ 
vice  station  and  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gasoline  service  station  office,  lubri- 
tory,  auto  laundry  and  for  the  sale  of 
accessories;  premises  1815-1825  Ocean 
avenue,  east  side,  280  ft.  south  of  Ave¬ 
nue  M  (Block  No.  7656,  Lot  No.  55 
and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 

al.  no.  103-38-BZ — Application,  February  15,  1938,  under 


cal.  no.  840-38-BZ — Application,  October  3,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Francis  L.  Shea,  applicant,  on 
behalf  of  The  Trustees  of  the  Sailors 
Snug  Harbor,  owner  (Gertrude  I. 
Bergoff,  lessee),  to  permit  partly  in  a 
business  use  district  and  partly  in  an 
unrestricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  52-58  East  8th  street  and  305 
Mercer  street,  southwest  corner  (Block 
No.  548,  Lot  Nos.  32  to  35,  inclusive), 
Borough  of  Manhattan. 

cal.  no.  992-38-BZ — Application,  November  5,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  M.  Lonergan,  ap¬ 
plicant,  on  behalf  of  Fargo  Realty 
Corporation,  owner,  to  permit  partly 
in  a  business  use  district  and  partly  in 
an  unrestricted  use  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  1062-1066 
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Swinton  avenue  and  2800-2810  Eastern 
boulevard,  southeast  corner  (Block  No. 
5534,  part  of  Lot  No.  1),  Borough  of 
The  Bronx. 

1051-38-BZ— Application,  November  22,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  George  G.  Miller,  appli¬ 
cant,  on  behalf  of  Gabriel  Besner, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  elevation  of  the  rear  yard  of 
a  multiple  dwelling  above  the  limit  set 
by  the  building  zone  resolution  ;  prem¬ 
ises  2175  Ryer  avenue,  west  side,  102 
ft  5-5/16  in.  north  of  East  181st  street 
(Block  No.  3157,  Lot  No.  59),  Bor¬ 
ough  of  The  Bronx. 


17-38-BZ— Application,  January  13,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution 
of  Herman  Kron,  applicant,  on  behalf 
of  Harlem  Savings  Bank,  owner 
(Rosemol  Realty  Corporation,  lessee), 
to  permit  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  324- 
328  West  34th  street,  south  side,  325 
ft  west  of  8th  avenue  (Block  No.  757, 
Lot  Nos.  51  to  53,  inclusive),  Borough 
of  Manhattan. 


418-37-BZ— Application,  August  25,  1937,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Lauritz  Lauritzen,  applicant,  on 
behalf  of  Louis  Frisse,  owner,  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  115-125  Myrtle  avenue,  north 
side  22.89  ft.  east  of  116th  street 
(Block  No.  9257,  Lot  No.  57),  Rich¬ 
mond  Hill,  Borough  of  Queens. 


i  274-36-BZ— Application  of  Commander  Oil  Cor¬ 
poration,  owner,  reopened  December 
20,  1938,  for  consideration  as  to  exten¬ 
sion  of  time  to  complete  work— time 
having  expired  by  limitation — re  Appli¬ 
cation  previously  granted  on  condition, 
under  section  21  of  the  building  zone 
resolution,  permitting  in  a  business  use 
district,  the  extension  of  a  petroleum 
storage  plant ;  premises  72-40  to  72-50 
Elizabeth  avenue  (foot  of  Elizabeth 
avenue)  ;  (Block  No.  520,  Lot  Nos.  10, 
13,  69,  74  and  75),  Arverne,  Borough 
of  Queens. 


i  489-38-BZ — Application,  June  14,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Sam  Schwartz  and  Joseph 
Schwartz,  owners,  to  permit  in  a  resi¬ 
dence  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  219-01  North  Conduit 
boulevard  and  144-01  to  144-09  Spring- 
field  boulevard  (Block  No.  3820,  Lot 
No.  4),  Springfield  Gardens,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  17,  1939,  2  P.  M. 


Appeals  from  Administrative  Orders 


1049-38- A— 591  Washington  street,  east  side  75  ft.  north 
of  Clarkson  street  and  610  Greenwich 
street  (Block  No.  601,  Lot  No.  29),  Bor¬ 
ough  of  Manhattan. 


1126-38- A — 477-483  10th  avenue,  southwest  corner  of  W  est 

37th  street  (Block  No.  708,  Lot  Nos.  35HI 
and  37),  Borough  of  Manhattan. 


1008-38- A- WrF— 126-14  38th  avenue,  south  side  100  ft  east 
of  126th  street  (Block  No.  1826,  Lot  No. 
14),  Corona,  Borough  of  Queens. 


1096-38-A — 41-75  Kissena  boulevard  northeast  corner  of 
Sanford  avenue  (Block  No.  882,  Lot  No. 
1),  Flushing,  Borough  of  Queens. 


1  135-38- A— 113  Weirfield  street  and  630  Evergreen  avenue 
northwest  corner  (Block  No.  3393,  L.ot 
No.  38),  Borough  of  Brooklyn. 


1227-38-A _ 72-02  to  72-08  Northern  Boulevard,  southeast 

corner  of  70th  street  (Block  No.  1243,  Lot 
No.  1),  Jackson  Heights,  Borough  of 
Queens. 

11 14-38- A — 41-01  to  41-16  12th  street,  super  block  bounded 
by  41st  avenue,  21st  street,  Bridge  Plaza 
north  and  12th  street  (Block  No.  463,  Lot 
No  182  and  Block  No.  464,  Lot  No.  114), 
Long  Island  City,  Borough  of  Queens. 


1121-38- A.— 12-02  to  12-32  40th  avenue,  super  block  bounded 
by  40th  avenue,  21st  street,  41st  avenue 
and  12th  street  (Block  No.  467,  Lot  Nos. 
510  and  544  and  Block  No.  468,  Lot  No. 
457),  Long  Island  City,  Borough  of 
Queens. 


11 22-38- A— 10-02  to  10-30  40th  avenue,  super  block  bounded 
by  40th  avenue,  12th  street,  41st  avenue 
and  10th  street  (Block  No.  469,  Lot  No. 
415  and  Block  No.  470,  Lot  No.  375),  Long 
Island  City,  Borough  of  Queens. 


1123- 38-A _ 10-02  to  10-30  41st  avenue,  super  block  bounded 

by  41st  avenue,  12th  street,  a  proposed 
street  (41st  road)  and  10th  street  (Block 
No  465,  Lot  No.  35  and  Block  No.  466, 
Lot  No.  35),  Long  Island  City,  Borough 
of  Queens. 

11 24- 38- A— 8-02  to  8-32  40th  avenue,  super  block  bounded 

by  40th  avenue,  10th  street,  41st  avenue 
and  Vernon  boulevard  (Block  No.  478, 
Lot  Nos.  1,  22  to  27  inclusive  and  Block 
No.  479,  Lot  No.  1),  Long  Island  City, 
Borough  of  Queens. 


1125-38-A — 8-02  to  8-36  41st  avenue,  super  block  bounded 
by  41st  avenue,  10th  street,  Bridge  Plaza 
North  and  Vernon  boulevard  (Block  No. 
480,  Lot  No.  1  and  Block  No.  481,  Lot 
Nos.  1  to  7,  inclusive,  8,  12,  16,  36,  55  and 
63),  Long  Island  City,  Borough  of  Queens. 


1131-38- A— 2811-2821  East  Third  street  (Brighton  Third 
street),  southeast  corner  of  Canal  avenu< 
(Banner  avenue)  ;  (Block  No.  7261,  Loi 
No.  47),  Borough  of  Brooklyn. 


121 1-38- A— 755  Seventh  avenue,  southeast  corner  of  Wes 
50th  street  (Block  No.  1002,  Lot  No.  61) 
Borough  of  Manhattan. 

1059-38- A— 564  Seventh  avenue,  west  side  49.9  ft  north  o 
West  40th  street  (Block  No.  1012,  Lot  Nc 
31),  Borough  of  Manhattan. 

751-38-A— 166-36  to  166-40  Jamaica  avenue,  southwest  cor 


60 


CALENDAR 


ner  of  168th  street  (Block  No.  1169,  Lot 
No.  14),  Jamaica,  Borough  of  Queens. 

752-38-A  78-84  Myrtle  avenue  and  100-102  Lawrence 
street,  southwest  corner  (Block  No.  147, 
Lot  No.  22),  Borough  of  Brooklyn. 

1228-38- A- WB — lo3-61  Roosevelt  avenue,  northwest  corner 
of  Prince  street  (Block  No.  4973,  Lot  Nos. 
37-40  inclusive),  Flushing,  Borough  of 
Queens. 

1147-38-A-WF- — 113-04  Queens  boulevard,  south  side,  20  ft. 

east  of  76th  avenue  (Block  No.  3340,  Lot 
No.  24),  Forest  Hills,  Borough  of  Queens. 

1220-38-A — 141-151  Lincoln  avenue,  northwest  corner  of 
East  134th  street  (Block  No.  2317,  Lot 
Nos.  44  to  49,  inclusive),  Borough  of  The 
Bronx. 

1190-38-A — 253-257  Freeman  street,  north  side,  225  ft.  west 
of  Provost  street  (Block  No.  2506,  Lot 
Nos.  41  to  43,  inclusive  and  part  of  Lot 
No.  44),  Borough  of  Brooklyn. 

1204-38-A — 297  Hutton  road,  west  side,  339.33  ft.  south  of 
Hawtree  Creek  road  (Block  No.  4164,  Lot 
No.  154),  Hamilton  Beach,  Borough  of 
Queens. 

1209-38-A— 222-224  West  59th  street,  south  side,  325  ft. 

west  of  7th  avenue  (Block  No.  1030,  Lot 
No.  46),  Borough  of  Manhattan. 

1208-38-A — 505  West  45th  street,  north  side,  100  ft.  west 
of  10th  avenue  and  504  West  46th  street 
(Block  No.  1074,  Lot  Nos.  27,  37  and  38), 
Borough  of  Manhattan. 

1201-38-A — 36  Walker  street,  north  side,  50  ft.  east  of 
Church  street  (Block  No.  194,  Lot  No. 
14),  Borough  of  Manhattan. 

1213-38-A — 61-70  Overlook  Terrace,  southwest  corner  of 
West  187th  street  (Block  No.  2180,  Lot 
No.  46),  Borough  of  Manhattan. 

1195-38-A  749  East  135th  street,  northwest  corner  of 
Willow  avenue  (Block  No.  2564,  Lot  No. 
51),  Borough  of  The  Bronx. 

1162-38- A — 23-28  35th  street,  west  side,  275  ft.  south  of 
23rd  avenue  (Block  No.  834,  Lot  No.  44), 
Astoria,  Borough  of  Queens. 

121 5-38- A — 339  Ocean  parkway,  southeast  corner  of  Avenue 
C  (Block  No.  5375,  Lot  No.  1),  Borough 
of  Brooklyn. 

1225-38- A — 304  East  21st  street,  south  side,  110  ft.  east  of 
Second  avenue  and  344-354  Second  avenue 
(Block  No.  926,  Lot  No.  1),  Borough  of 
Manhattan. 

1-39-A  50-64  Park  Terrace  West,  89-103  Park  Terrace 
East,  521-535  West  215th  street  and  520- 
550  West  217th  street  (Block  No.  2243, 
Lot  No.  240),  Borough  of  Manhattan. 

7-39- A — 5520-5606  19th  avenue,  west  side,  155  ft.  7)4  in. 

south  of  55th  street  (Block  No.  5494,  part 
of  Lot  No.  8),  Borough  of  Brooklyn. 

6-39-A — 214-30  43rd  avenue,  south  side,  between  214th 
place  and  215th  street  (Block  No.  6301, 
Lot  No.  16),  Bayside,  Borough  of  Queens. 

5-39- A — 88-52  74th  avenue,  south  side,  60  ft.  east  of 
59th  street  (Block  No.  3855,  Lot  No.  164), 
Glendale,  Borough  of  Queens. 

14-39- A— 7-11  New  Chambers  street  and  251-253  William 
street,  northeast  corner  (Block  No.  119, 
Lot  Nos.  37  and  38),  Borough  of  Man¬ 
hattan. 


15-39- A— Transportation  of  Light  Fuel  Oil  and  Bunker 
Oil  in  Tank  Trucks  (not  of  approved 
type)  in  New  York  City. 

17-39- A — 422  Withers  street  and  397-405  Vandervoort 
avenue,  southwest  corner  (Block  No.  2878, 
Lot  No.  19),  Borough  of  Brooklyn. 

25-39-A — 602-704  Columbia  street,  west  side,  1200  ft. 

south  of  Halleck  street  and  46-56  Halleck 
street  (Erie  Basin  Breakwater,  between 
Erie  Basin  and  State  Barge  Canal)  ; 
(Block  No.  613,  Lot  No.  1),  Borough  of 
Brooklyn. 

27- 39-A — 1506-1512  Broadway  and  160-168  West  44th 

street,  southeast  corner  (Block  No.  996, 
Lot  No.  61),  Borough  of  Manhattan. 

28- 39-A — 241  East  180th  street,  north  side,  from  An¬ 

thony  avenue  to  Ryer  avenue,  2080-2082 
Anthony  avenue  and  2081-2085  Ryer  ave¬ 
nue  (Block  No.  3156,  Lot  Nos.  129,  130, 
166,  167  and  168),  Borough  of  The  Bronx. 

29- 39-A — 548  Leonard  street,  east  side,  150  ft.  south  of 

Nassau  street  (Block  No.  2681,  Lot  No. 
60),  Borough  of  Brooklyn. 

32-39-A— 23  Leonard  street,  north  side,  124  ft.  9)4  in. 

west  of  Varick  street  (Block  No.  179,  Lot 
No.  47),  Borough  of  Manhattan. 

46- 39- A— Transportation  of  Fuel  Oil  in  Tank  Truck 

(not  of  approved  type)  in  New  York  City. 

47- 39-A — 561  Richmond  Terrace,  north  side,  opposite 

Franklin  avenue  (Block  No.  4,  Lot  No. 
21),  New  Brighton,  Borough  of  Richmond. 

50- 39-A — 25-01  86th  street,  southeast  corner  of  25th 

avenue  (Block  No.  1360,  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 

51- 39-A — 25-05  to  25-27  86th  street,  inclusive,  east  side, 

36  ft.  to  252  ft.  south  of  25th  avenue 
(Block  No.  1360,  Lot  No.  1),  Jackson 
Heights,  Borough  of  Queens. 

Variations  of  Labor  Law 

1210-38-S — 617-627  Madison  avenue,  east  side,  from  East 
58th  street  to  East  59th  street,  37-41  East 
58th  street  and  36-54  East  59th  street 
(Block  No.  1294,  Lot  No.  46),  Borough  of 
Manhattan. 

1212-38-S — 105-107  Johnson  avenue,  north  side,  75  ft.  east 
of  Leonard  street  (Block  No.  3060,  Lot 
Nos.  30  and  32),  Borough  of  Brooklyn. 

48- 39-S — 561  Richmond  Terrace,  north  side,  opposite 

Franklin  avenue  (Block  No.  4,  Lot  No. 
21),  New  Brighton,  Borough  of  Richmond. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  Jan¬ 
uary  17,  1939,  at  2  o’clock,  in  Room'  1013,  Municipal 
Building,  on  the  following  matters,  except  cases  which 
have  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 
report  with  recommendation  by  the  committee  of  the  board : 

cal.  no.  1 77-27- BZ — Application  of  Seelig  and  Finkelstein. 

applicants,  on  behalf  of  Bay  Road 
Realty  Corporation,  owner,  reopened 
November  1,  1938,  for  consideration  as 
to  extension  of  time  to  obtain  permits 
and  to  complete  work — time  having  ex¬ 
pired  by  limitation — re  Application, 
previously  granted  on  condition,  under 
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section  7c  of  the  building  zone  resolu¬ 
tion,  permitting  in  a  residence  use 
district  extending  from  a  business  use 
district  the  erection  and  maintenance 
of  a  building  for  store  occupancy  on 
the  first  story;  premises  north  side  ot 
Broadway  (Cornaga  avenue),  79.18  ft. 
east  of  Mott  avenue  (Block  No.  47, 
Lot  No.  78).  Far  Rockaway,  Borough 
of  Queens. 


cal  no  390-37-BZ— Application,  August  4,  1937,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Aaron  A.  Roth,  applicant, 
on  behalf  of  George  M.  Thomson, 
owner  (Joseph  Beyer,  lessee),  to  per¬ 
mit  partly  in  a  business  use  district 
•  and  partly  in  a  residence  use  district, 

for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  50-02  Skillman  ave¬ 
nue,  south  side,  between  50th  street  and 
51st  street  (Block  No.  131,  Lot  No. 
17),  Long  Island  City,  Borough  of 
Queens. 

cal.  no.  391-37-BZ— Application,  August  4,  1937,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Aaron  Roth,  applicant,  on  behalf 
of  Kahnege  Corporation,  owner  (Juli- 
ano  Bocchemuzzo,  lessee),  to  permit  in 
a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  49- 
01  to  49-19  Skillman  avenue,  north 
side,  between  49th  street  and  50th  street 
(Block  No.  132,  Lot  Nos.  67,  71,  72, 
73  and  74),  Long  Island  City,  Borough 
of  Queens. 

cal.  no  538-37-BZ— Application,  November  15,  1937,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Nicholas  Yannaco,  applicant, 
on  behalf  of  W.  H.  Flattau  &  Son, 
owners,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  501  West 
185th  street,  northwest  corner  of  Am¬ 
sterdam  avenue  (Block  No.  2156,  Lot 
No.  56),  Borough  of  Manhattan. 


of  the  building  zone  resolution,  Tuesday  morning,  Janu¬ 
ary  24,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Build- 

1 1  _ _ /v  o if ot*c 


CAL  no.  967-38-BZ— Application,  November  1,  1938,  under 
'  sections  7b  and  7c  of  the  building  zone 

resolution,  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Greenpoint  Bliss 
Carolin  Stores,  Inc.,  owner  (F.  W. 
Woolworth  Company,  lessee),  to  per¬ 
mit  partly  in  a  residence  use  district 
and  partly  in  a  business  use  district  the 
erection  and  maintenance  of  an  exten¬ 
sion  to  an  existing  business  building 
(stores)  ;  premises  46-10  to  46-12 
Greenpoint  avenue,  south  side,  1U9./7 
ft.  west  of  47th  street  and  45-40  47th 
street,  west  side,  124  ft.  south  of 
Greenpoint  avenue  (Block  No.  153,  part 
of  Lot  Nos.  13,  17  and  25),  Sunnyside, 
Borough  of  Queens. 


cal.  no. 


139-38-BZ— Application,  March  5,_  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolu¬ 
tion,  of  Irving  Krantz,  for  Furst, 
Schwartz,  Schwager  and  Landau,  ap¬ 
plicants,  on  behalf  of  Nina  L.  Sonnen- 
strahl,  owner,  to  permit  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  190- 
200  Barbey  street  and  2850-2862  Fulton 
street,  southwest  corner  (Block  No. 
3949,  Lot  No.  22),  Borough  of  Brook¬ 
lyn. 


cal.  no.  805-38- 


BZ— Application,  September  20,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  P.  McMahon,  applicant, 
on  behalf  of  Corporation  of  the  East¬ 
ern  Hills,  owner,  to  permit  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district  the  erection  and 
maintenance  of  a  golf  driving  range; 
premises  southwest  corner  of  Horace 
Harding  (Nassau)  boulevard  and  Hol¬ 
lis  court  boulevard  (Block  No.  5720, 
Lot  No.  25,  Block  No.  5721,  Lot  Nos. 
1  and  40,  Block  No.  5724,  Lot  No.  30, 
Block  No.  5725,  Lot  No.  1  and  Block 
No.  5726,  Lot  Nos.  3  and  15),  Flush¬ 
ing,  Borough  of  Queens. 


cal  no  803-38-BZ— Application,  September  20,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  W.  H.  and  J.  F.  Dusenbury, 
applicants,  on  behalf  of  Estate  of  Leo¬ 
pold  Rossbach,  owner  (Laurence  B. 
Rossbach,  trustee),  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles ;  premises  3901- 
3911  White  Plains  avenue,  northwest 
corner  of  East  222nd  street  (Block  No. 
4824,  Lot  Nos.  4  and  7),  Borough  of 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  24,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 


CAL.  NO, 


101 1-38-BZ— Application,  November  9,  1938,  under 
sections  7 a  and  21  of  the  building  zone 
resolution,  of  Albert  C.  Benson,  appli¬ 
cant,  on  behalf  of  Marie  D.  Dobran, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of 
an  accessory  building  on  an  existing 
gasoline  service  station;  premises  111- 
66  Corona  avenue  and  112-35  to  112-43 
Colonial  avenue,  southwest  corner 
(Block  No.  1972,  Lot  Nos.  53  and  56), 
Corona,  Borough  of  Queens. 


CAL.  NO. 


796-38-BZ— Application  September  15,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Milton  D.  Clausen,  ap¬ 
plicant  on  behalf  of  Frederick  Am¬ 
brose  Clark  and  Stephen  Carlton  Clark 
owners,  to  permit  partly  in  a  business 
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use  district  and  partly  in  a  residence 
use  district,  the  erection  and  mainten¬ 
ance  of  a  golf  driving  range;  premises 
221-02  to  221-40  Horace  Harding  (Nas¬ 
sau)  boulevard  and  61-01  to  61-75 
Springfield  boulevard,  southeast  corner 
(Block  Nos.  7644,  7645,  7656  and  7657, 
Lot  No.  1),  Bayside,  Borough  of 
Queens. 


cal.  no.  770-38-BZ — Application  August  29,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  Samuels  and  Samuels,  appli¬ 
cants,  on  behalf  of  Minnie  Zagarino, 
ovyner,  to  permit  in  a  business  use  dis¬ 
trict,  the  extension  and  reconstruction 
of  a  gasoline  service  station  (prev¬ 
iously  granted  by  the  board)  premises 
109-61  to  109-73  Van  Wyck  boulevard 
and  109-118  to  109-130  Lincoln  avenue, 
northeast  corner  (Block  No.  10066,  Lot 
No.  1),  Jamaica,  Borough  of  Queens. 


cal.  no.  408-38-BZ — Application  of  William  J.  McMahon, 
applicant  and  lessee,  on  behalf  of  Hans 
Donhauser,  Inc.,  owner,  reopened  and 
restored  to  calendar  December  6,  1938 
(previously  withdrawn),  under  section 
21  of  the  building  zone  resolution,  to 
permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  72- 
01  Astoria  boulevard  (Grand  Central 
Parkway  Extension),  northeast  corner 
of  72nd  street  (Block  No.  1004,  Lot 
No.  52),  Astoria,  Borough  of  Queens. 

cal.  no.  890-38-BZ — Application  October  14,  1938,  under 
sections  7e,  7h  and  21  of  the  building 
zone  resolution  of  E.  C.  Bartlett  for 
145  East  41st  Street  Corporation,  les¬ 
see,  R.  W.  Goelet,  owner,  to  permit  in 
a  business  use  district,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  145-149  East  41st 
street,  north  side,  100  ft.  west  of  Third 
avenue  (Block  No.  1296,  Lot  Nos.  30, 
31  and  32),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  24,  1939,  2  P.  M. 

Appeals  from  Administrative  Orders 

1009-38-A— 57-16  Granger  street,  south  side,  136  ft.  east 
of  Martense  avenue  (Block  No.  1950,  Lot 
No.  46),  Corona,  Borough  of  Queens. 

1230-38-A— East  side  of  86th  street,  18  ft.  south  of  25th 
avenue  (Block  No.  1360,  Lot  No.  1),  As¬ 
toria,  Borough  of  Queens. 

11 18-38- A — 59-83  59th  street,  east  side,  272.6  ft.  south  of 
59th  drive  (Block  No.  2649,  Lot  No.  135), 
Maspeth,  Borough  of  Queens. 

1095 -38- A— 1680  Broadway,  east  side,  60  ft.  north  of  West 
52nd  street  and  808  Seventh  avenue  (Block 
No.  1024,  Lot  No.  38),  Borough  of  Man¬ 
hattan. 

1155-38-A — 1049-1065  Rockaway  avenue,  east  side,  32  ft.  7 
in.  south  of  Linden  boulevard  (Block  No. 
3644A,  Lot  No.  4),  Borough  of  Brooklyn. 


of  Hart  street  (Block  No.  3236,  Lot  No. 
5),  Borough  of  Brooklyn. 

1191-38- A — 205-209  Hart  boulevard,  east  side,  343  ft.  south 
of  forest  avenue  (Block  No.  250,  Lot  No. 
89),  West  New  Brighton,  Borough  of 
Richmond. 

914-38-A — 159  West  23rd  street,  north  side,  175  ft.  east 
of  7th  avenue  (Block  No.  799,  Lot  No. 
1183-38-A — 325  Knickerbocker  avenue,  east  side,  75  ft.  south 
11),  Borough  of  Manhattan. 

3-39-A — 640  East  Third  street,  west  side,  193  ft.  4  in. 

north  of  Ditmas  avenue  (Block  No.  5386, 
Lot  No.  36),  Borough  of  Brooklyn. 

8- 39-A — 3o7-359  Eldert  street  and  532-540  Irving  avenue, 

northwest  corner  (Block  No.  3413,  Lot 
Nos.  41-52),  Borough  of  Brooklyn. 

9- 39-A — 413  Ninth  avenue,  west  side,  19  ft.  9  in.  north 

of  West  33rd  street  (Block  No.  731,  Lot 
No.  40),  Borough  of  Manhattan. 

26-39-xA. — -11-25  Madison  avenue,  324-342  Fourth  avenue, 
1-33  East  24th  street  and  38-60  East  25th 
street  (Block  No.  854,  Lot  Nos.  1-41  in¬ 
clusive),  Borough  of  Manhattan. 

53-39-A — 9-19  West  53rd  street,  north  side,  308  ft.  west 
of  Fifth  avenue  (Block  No.  1269,  Lot 
Nos.  21,  22,  22j4,  23  and  25),  Borough 
of  Manhattan. 

18-39- A — 682-694  Ocean  parkway,  northwest  corner  of 
Lawrence  avenue  (Block  No.  5420,  Lot 
No.  58),  Borough  of  Brooklyn. 

Variation  of  Labor  Lazo 

1207-38-S — 4109  Park  avenue,  northwest  corner  of  East 
175th  street  (Block  No.  2900,  Lot  No.  39), 
Borough  of  The  Bronx. 

Building  Zone  Applications 

NOTICE  IS  HEREB\  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  Jan¬ 
uary  24,  1939,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  on  the  following  matters,  except  cases  which 
have  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 
report  with  recommendation  by  the  committee  of  the  board : 

cal.  no.  729-38-BZ — Application,  August  22,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  B.  Lynch,  appli¬ 
cant,  on  behalf  of  Talbo  Gasoline  Com¬ 
pany,  Inc.,  owner  (Colonial  Beacon  Oil 
Co.,  Inc.,  lessee),  to  permit  in  a  busi¬ 
ness  use  district  the  extension  of  an 
existing  gasoline  service  station;  3150- 
3158  Boston  road,  southeast  corner  of 
Laconia  avenue  (Block  No.  4614,  Lot 
No.  9),  Borough  of  The  Bronx. 

cal.  no.  999-38-BZ — Application,  November  7,  1938,  under 
sections  21  and  7b  of  the  building  zone 
resolution,  of  Abram  Shlefstein,  appli¬ 
cant,  on  behalf  of  Duam  Realty  Hold¬ 
ing  Co.,  Inc.,  owner  (Jack  Goldstein, 
lessee),  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district  the  extension  of  a  gasoline 
•  service  station ;  premises  219-25  Mer¬ 

rick  boulevard,  northwest  corner  of 
220th  street  (Block  No.  3541,  Lot  No. 
114),  Springfield,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 
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JANUARY  31,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  Janu¬ 
ary  31,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  on  the  following  matters : 

cal.  no.  794-38-BZ— Application,  September  14,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  M.  O’Neill,  applicant,  on 
behalf  of  Joseph  Bermel,  Inc.,  owner, 
to  permit  partly  in  an  unrestricted  use 
district  and  partly  in  a  residence  use 
district  the  maintenance  of  a  stone 
yard;  premises  79-37  to  79-39  67th  road 
(Steuben  street),  100  ft.  west  of  80th 
street  (Block  No.  3780,  Lot  Nos.  30, 

49  and  50),  Middle  Village,  Borough 
of  Queens. 

cal.  no.  986-38-BZ— Application,  November  4,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  A.  B.  Wolosoff,  applicant,  on 
behalf  of  Ingram  Building  Corpora¬ 
tion,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  138-60 
78th  avenue,  southwest  corner  of 
Vleigh  road  and  west  side  of  Vleigh 
road,  103.34  ft.  north  of  78th  road 
(Block  No.  6609,  part  of  Lot  No.  1), 
Kew  Garden  Hills,  Borough  of 
Queens. 

cal.  no.  65-34-BZ — Application  of  John  Burke,  applicant, 
on  behalf  of  Domenick  Schirripa, 
owner,  reopened  November  9,  1938  for 
consideration  under  new  proposal,  un¬ 
der  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district  the  erection  and  maintenance 
of  a  gasoline  service  station  (previ¬ 
ously  granted  on  condition  re  refriger¬ 
ating  plant)  ;  premises  5901-5911  13th 
avenue  and  1302-1310  59th  street,  south¬ 
east  corner  (Block  No.  5712,  Lot  No. 
1),  Borough  of  Brooklyn. 

cal.  no.  132-38-BZ— Application,  March  2,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 
of  Harlem  Savings  Bank,  owner,  to 
permit  in  an  unrestricted  use  district 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  upon  a  street, 
between  two  (2)  intersecting  streets, 
upon  which  there  is  located  an  exit 
from  a  school  through  a  playground 
connected  with  the  school ;  premises 
439-445  West  39th  street,  north  side, 
200  ft.  east  of  10th  avenue  (Block  No. 
737,  Lot  Nos.  10-13),  Borough  of  Man¬ 
hattan. 

cal  no.  1137-38-BZ— Application,  December  9,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Franklin  M.  White, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  alteration  and  change  of  oc¬ 
cupancy  of  a  garage  for  more  than 


five  (5)  motor  vehicles  to  a  motor 
vehicle  repair  shop,  lubritorium,  auto 
laundry  and  gasoline  service  station; 
premises  1060-1064  Bedford  avenue  and 
224-228  Clifton  place,  southwest  corner 
(Block  No.  1954,  Lot  Nos.  22  and  24), 
Borough  of  Brooklyn. 

cal  no  592-24-BZ— Application  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Fannie  Blumberg, 
owner,  reopened  December  20,  1938, 
under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a 
business  use  district  the  alteration  of 
a  gasoline  service  station  and  garage, 
previously  granted  by  the  board,  by  the 
removal  of  a  required  wall  on  Rogers 
avenue  and  the  alteration  of  the  ga¬ 
rage  by  the  inclusion  of  a  lubritorium 
as  part  of  the  gasoline  station ;  prem¬ 
ises  240-250  Empire  boulevard,  south¬ 
west  corner  of  Rogers  avenue  (Block 
No.  1314,  Lot  No.  44),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  3,  1939,  10  A.  M. 

RULES 

835-38-SR— Proposed  Rules  relative  to  Submerged  Inlets 
and  Protective  Methods  to  be  Applied  to 
Prevent  Contamination  of  Water  Supply. 


FEBRUARY  7,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  Febru¬ 
ary  7,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  on  the  following  matters : 

I 

cal.  no.  531-37-BZ — Application,  November  9,  1937,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  James  Mosgoffian,  ap¬ 
plicant  and  lessee,  on  behalf  of  Annie 
Zins,  owner,  to  permit  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  resi¬ 
dence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  (previously  dismissed  for  lack 
of  prosecution ;  reopened  and  restored 
to  calendar  January  17,  1939)  ;  prem¬ 
ises  23-28,  23-30  and  23-32  30th  avenue, 
south  side,  91.83  ft.  west  of  Crescent 
street  (Block  No.  572,  Lot  Nos.  37 
and  38),  Astoria,  Borough  of  Queens. 

cal.  no.  865-38-BZ— Application,  October  6,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  William  Shary,  applicant,  on 
behalf  of  French  Benevolent  Society, 
owner,  to  permit  in  a  retail  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  450-458  West  34th 
street,  south  side,  175  ft.  9 in.  east 
of  10th  avenue  (Block  No.  731,  Lot 
No.  72),  Borough  of  Manhattan. 
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cal.  no.  489-37-BZ— Application,  October  13,  1937,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Anna  M.  O’Connor,  ap¬ 
plicant,  on  behalf  of  Winifred  B. 
Wood,  owner  (Thomas  Ferry,  lessee), 
to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  38-15  Union 
street,  east  side,  190  ft.  north  of  Roose¬ 
velt  avenue  (Block  No.  5020,  Lot  No. 
3),  Flushing,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  15,  1939,  10  A.  M. 

Building  Zone  Application 

NO  1  ICE  IS  HEREB\  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  Feb¬ 
ruary  15,  1939,  at  10  o  clock,  in  Room  1013,  Municipal 
Building,  on  the  following  matter: 

cal.  no.  94-38-BZ— Application,  February  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Arthur  W.  Renander,  appli¬ 
cant,  on  behalf  of  Jeho  Co.,  Inc.,  owner 
(Jamaica  Parking  Co.,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  89-02  to  89-12  166th  street, 
southwest  corner  of  89th  avenue 
(Block  No.  866,  Lot  No.  72),  Jamaica, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  15,  1939,  2  P.  M. 

Appeal  from  Administrative  Order 

45-39-A— 75-11  to  75-19  Roosevelt  avenue  and  37-60  76th 
street,  west  side,  between  Roosevelt  ave¬ 
nue  and  37th  road  (Block  No.  1286,  Lot 
No.  66),  Jackson  Heights,  Borough  of 
Queens. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
irasand  Appeals  of  a  public  hearing  under  the  provisions 
n  the  building  zone  resolution,  Wednesday  afternoon, 
ebruary  15,  1939,  at  2  o’clock,  in  Room  1013,  Municipal 
zsuiMing,  on  the  following  matters,  except  cases  which 
ia\e  been  heard  and  on  which  decision  has  been  reserved 
-vithout  further  argument,  pending  an  inspection  and  a 


report  with  recommendation  by  the  committee  of  the  board  : 

cal.  no.  740-38-BZ — Application,  August  24,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sutta  and  Frankel,  applicants, 
on  behalf  of  Janice  H.  Devore,  owner, 
to  permit  in  a  residence  use  district 
the  erection  and  maintenance  of  a  gas¬ 
oline  service  station  and,  also,  an  acces¬ 
sory  building  to  be  used  as  auto  laun¬ 
dry,  lubritorium  and  office;  premises 
1940-1960  Linden  boulevard,  south  side, 
from  Pennsylvania  avenue  to  New  Jer¬ 
sey  avenue,  785-795  Pennsylvania  ave¬ 
nue  and  848-858  New  Jersey  avenue 
(Block  No.  4347,  part  of  Lot  No.  1), 
Borough  of  Brooklyn. 

cal.  no.  569-37-BZ — Application,  December  2,  1937,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Sophie  Galum- 
beck,  owner  (Flatbush  Coal  and  Coke 
Corporation,  lessee),  to  permit  in  a 
residence  district  the  operation  of  coal 
pockets,  coal  storage,  truck  driveway 
and  railroad  siding;  premises  2030-2044 
McDonald  avenue,  west  side,  339  ft.  6 
in.  north  of  Avenue  S  and  49-57  Lake 
street  (Block  No.  6680,  Lot  Nos.  23, 
124  and  125),  Borough  of  Brooklyn. 

cal.  no.  858-38-BZ — Application,  October  6,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  W.  H.  and  J.  F.  Dusenbury,  appli¬ 
cants,  on  behalf  of  Margaret  Demuth, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3513-3515 
Jerome  avenue,  west  side,  180.44  ft. 
south  of  Gun  Hill  road  (Block  No. 
3324-B,  Lot  No.  142),  Borough  of  The 
Bronx. 

cal.  no.  403-37-BZ — Application  August  12,  1937,  under 
section  7h  of  the  building  zone  resolu¬ 
tion  of  Max  Silver,  lessee,  on  behalf 
of  Reproduction  Furniture  Manufac¬ 
turing  Co.,  Inc.,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  507- 
511  Sheffield  avenue,  east  side,  40  ft. 
south  of  Livonia  avenue  (Block  No. 
3822,  part  of  Lot  No.  18),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


NOTICE 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


.kdtTne'coTy' of  FormWO  Z0"'  reS°'U‘i0"’  ”*  °f< “  °f*f  °f,  Standards  a"d  Ap^!s, 

If  they  desire  additional  rnnips  fnr  «  •  Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 

nee  in  L^'/'proSy  “  b*  *d“  “  f°rmS  are  f°™ard'd  * 
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minutes 


board  of  standards  and  appeals 


REGULAR  MEETING 
TUESDAY  MORNING,  JANUARY  10,  1939 


Present:  Chairman  Murdock,  Commissioner  Blum  and 

Assistant  Chief  Walsh.  ,  ,  , 

The  minutes  of  the  regular  meeting  of  the  board  held 
on  Tuesday  morning,  December  20,  1938  and  the  minutes 
of  the  regular  meeting  of  the  board  held  on  luesday 
afternoon,  December  20,  1938,  were  approved  as  printed 
in  Bulletin  No.  52,  Vol.  23. 


BUILDING  ZONE  CASES 

403-37-BZ.  . 

APPLICANT— Max  Silver,  lessee,  for  Reproduction  bur- 
niture  Manufacturing  Co.,  Inc  owner. 

SUB TECT— Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  7h  ot 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period  ot  not 
more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 507-51 1  Sheffield  avenue,  east 
side  40  ft.  south  of  Livonia  avenue  (Block  IN o. 
3822,  part  of  Lot  No.  18),  Borough  of  Brooklyn. 

APPEARA  ^ppj-cant;  jyfax  silver  and  David  Millman. 

For  Opposition:  Jerome  N.  Wanshel. 

ACTION  OF  BOARD— Laid  over  to  February  15,  1949 
at  2  p.m.,  pending  inspection  by  a  committee  ot 
the  board.  No  further  argument. 


740-38-BZ. 

APPLICANT— Sutta  and  Frankel,  for  Janice  H.  Devore, 

owner.  .  .  .  ,  ,  , 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  -1  ot  I 
the  building  zone  resolution,  to  permit  in  a  lesi- 
dence  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station  and,  also,  an  acces- 
sory  building  to  be  used  as  auto  laundry,  lubri- 

torium  and  office.  „  _  .  ,  .  ,  , 

PREMISES  AFFECTED— 1940-1960  Linden  boulevard, 
south  side,  from  Pennsylvania  avenue  to  New 
Jersey  avenue,  785-795  Pennsylvania  avenue  and 
848-858  New  Jersey  avenue  (Block  No.  4347,  part 
of  Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES—  ^  „ 

For  Applicant :  Nathan  Frankel,  Charles  Buer- 

mann  and  Joseph  R.  Cannata. 

For  Opposition:  Charles  Weinstein,  Frieda  Yuder- 
witz,  M.  Gerstenblit,  Rosalie  Haupert,  Minen  a 
Passman,  Harry  Krasnopolsky,  Bessie  Fried¬ 
man,  and  others. 

ACTION  OF  BOARD — Laid  over  to  February  lo,  1959, 
at  2  p  m.,  pending  inspection  and  report  by  a 
committee  of  the  board.  No  further  argument. 


569-37-BZ.  ,  . 

APPLICANT— Lama  and  Proskauer,  for  Sophie  Galum- 
beck,  owner  (Flatbush  Coal  and  Coke  Corpora¬ 
tion,  lessee).  ,  ,  .  ,  , 

SUB  TECT— Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  sections  7c  anc 
21  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district  the  operation  of  coal  pock¬ 
ets,  coal  storage,  truck  driveway  and  railroad 

siding; 

PREMISES  AFFECTED — 2030-2044  McDonald  avenue 
west  side,  339  ft.  6  in.  north  of  Avenue  S  anc 1  49-57 
Lake  street  (Block  No.  6680,  Lot  Nos.  23,  124  and 
125),  Borough  of  Brooklyn. 

APPEARANCES^^  _  A]fred  A  Lama)  Frank  Voorhees 

and  B.  Galumbeck.  _  ...  „ 

For  Opposition:  Frank  A.  Biba,  Henry  T.  Molloy, 
Louis  J.  Moss,  L.  H.  Szerhxi,  Richard  Shehan, 
Mrs.  John  Ross,  Christine  Sunstrom,  Char¬ 
lotte  Hilmer  and  Mrs.  Zulli.  Q 

ACTION  OF  BOARD— Laid  over  to  February  15,  1959, 
at  2  P.m.,  pending  inspection  and  report  by  a 
committee  of  the  board.  No  further  argument. 


858-38-BZ. 

APPLICANT— W.  H.  and  J.  F.  Dusenbury,  for  Margaret 

Demuth,  owner.  . 

SUBJECT— Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  7-ri 
of  the  building  zone  resolution  to  permit  in  a 
business  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles.  I 

PREMISES  AFFECTED— 3513-3515  Jerome  avenue  west 
side  180.44  ft.  south  of  Gunhill  road  (Block  No. 
3324-B,  Lot  No.  142),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  J.  F.  Dusenbury 

For  Opposition:  Joseph  E.  Goldsmith  and  Sol  A.  , 

Herzog.  -  in,n 

ACTION  OF  BOARD— Laid  over  to  February  15,  1949, 
at  2  p.m.,  for  inspection  and  report  by  a  com-  , 
mittee  of  the  board.  No  further  argument. 


94-38-BZ.  T  i  t 

APPLICANT— Arthur  W.  Renander,  for  Jeho  Co.,  Inc., 
owner  (Jamaica  Parking  Co.,  Inc.,  lessee). 

SUB  TECT — Application  (re  decision  of  the  borough 
J  superintendent  of  buildings)  under  section  7h  of 
the  building  zone  resolution,  to  permit  m  a  busi¬ 
ness  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles 
PREMISES  AFFECTED — 89-02  to  39-12  166th  street, 
southwest  corner  of  89th  avenue  (Block  No.  866, 
Lot  No.  72),  Jamaica,  Borough  of  Queens. 

appearances— 

For  Applicant:  None. 

For  Opposition:  None.  -  1Q~Q 

ACTION  OF  BOARD— Laid  over  to  February  15,  1939, 
at  ]Q  arri  j  0n  written  request  of  applicant,  also 
nending  action  by  Board  of  Estimate. 


984-38-BZ.  . 

APPLICANT— Boak  and  Paris,  Inc.,  for  Guide  Realty 

Company,  owner.  .  ,  u 

SUBJECT— Application  (re  decision  of  the  borougn 
superintendent  of  buildings)  under  sections  7b 
and  21  of  the  building  zone  resolution,  to  permit 
partly  in  a  business  use  district  and  partly  m  a 
residence  use  district,  the  erection  and  main- 
tenance  of  a  business  building  (motion  picture 
theatre  and  stores)  and,  also,  the  omission  of  the 
required  rear  yard. 

PREMISES  AFFECTED — 3611-3621  Riverdale  avenue 
west  side,  94.7  ft.  north  of  West  236th  street 
(Block  No.  3416,  Lot  No.  162),  Borough  of  I  he 
Bronx.  ]  , 

APPEAR  AN UjJicant;  Herman  Paris,  Albert  D.  Phelps 

and  John  J.  Reynolds.  „ 

For  Opposition:  David  Steckler,  Eugene  DeRosa, 
Arthur  J.  McBride  and  Harry  Colon. 

ACTION  OF  BOARD — Placed  on  Reserve  Calendar, 
pending  revision  of  private  restriction. 


454-37-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Mary  A  Breslir 
and  Elsie  F.  Breslin,  owners  (Joseph  Papagno 
lessee). 
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SUBJECT— Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  sections  7 h  and 
21  ol  the  building  zone  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 9105-9115  3rd  avenue,  east 
s'6e-  81  ft'  in'  sollth  of  91st  street  and  310- 
320  91st  street  (Block  No.  6086,  Lot  No.  6)  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  John  R.  Mc¬ 
Mullen,  Joseph  Papagno,  Frank  McMorrow, 
Salvatore  Natoli  and  Catherine  McMorrow. 
For  Opposition :  Ferdinand  Besdine  and  others. 
For  Administration:  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

BOARD — Application  granted  on  condition. 
1HE  VOTE — 

Affirmative :  Chairman  Murdock,  Commission¬ 
er  Blum  and  Assistant  Chief  Walsh .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(454-37-BZ) 

Whereas,  Lama  and  Proskauer,  for  Mary  A.  Breslin 
and  Elsie  F.  Breslin,  owners  (Joseph  Papagno,  lessee), 
filed  September  22,  1937,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  partly  in  a  business  use 
and  partly  in  a  residence  use  district  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises: 
9105-9115  3rd  avenue,  east  side,  31  ft.  4j4  in.  south  of  91st 
street  and  310-320  91st  street  (Block  No.  6086,  Lot  No  6) 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  10,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals- 
and 

.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  3rd  avenue  is  in  a  business 
use  district;  91st  street  is  in  a  residence  and  business  use 
district ;  92nd  street  is  in  a  residence  and  business  use 
district  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
of  Buildings,  dated  September  17,  1937  and  modified  by 
decision  of  December  8,  1938,  reads  : 

“Proposed  parking  and  storage  of  more  than  five 
cars  on  plot  which  is  partly  in  a  business  and  partly 
in  a  residential  use  district,  is  contrary  to  Sec.  3  and 
Sec.  4  of  the  Building  Zone  Resolution.  Application 
is  therefore  denied.” 
and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  90  ft.  on  91st  street, 
112  ft.  7  in.  on  3rd  avenue  and  a  distance  of  140  ft.  along 
the  south  lot  line.  The  east  part  of  the  plot  extends  into 
the  residence  use  district  for  a  distance  of  approximately 
9V  .  ^e  rear  of  the  plot  is  located  in  a  residence  use 
district.  It  is  proposed  to  use  the  plot  for  a  temporary 
period  of  not  more  than  two  (2)  years  for  parking  and 
storage  of  more  than  5  motor  vehicles ;  and 
Whereas,  the  plot  and  surrounding  area  were  inspected 
a  comrniffee  of  the  board,  prior  to  hearing;  and 
Whereas,  the  board  deemed  that  this  was  a  proper  case 
m  which  to  exercise  its  discretion  under  section  7,  sub¬ 
division  H  of  the  building  zone  resolution  and  that  hard¬ 
ship  existed  to  warrant  granting,  under  section  21,  the 
use  desired  within  the  residence  use  area  of  the  plot. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  section 


7-H  as  to  the  business  use  portion  of  the  plot  and  under 
section  21  as  to  the  residential  use  portion,  for  a  period 
o  two  years  from  the  date  of  this  action,  permitting  the 
premises  under  appeal  to  be  used  for  the  parking  and 

thntann1°f  fivre  l5'*  m°tor  vehicles.  on  condition 

that  only  automobiles  ot  the  pleasure-car  type  shall  be  so 

stored  or  parked;  that  the  plot  shall  be '  leveled  to  the 
grade  of  the  surrounding  streets  and  surfaced  with  steam 
cinders  or  other  material  suitably  rolled  and  bound  to  pre¬ 
vent  dusting;  that  there  shall  be  erected  on  the  interior 
lot  lines  where  walls  of  existing  buildings  do  not  occur 
substantial  fences;  that  a  similar  fence  shall  be  erected  on 
91st  street  with  no  opening  therein  to  91st  street;  that  the 
sole  entrance  to  the  property  shall  be  from  3rd  avenue- 
that  on  the  3rd  avenue  building  line  a  substantial  fence 
shall  be  erected,  which  may  consist  of  the  existing  bill¬ 
boards,  which  may  be  continued  on  the  3rd  avenue  front¬ 
age  during  the  term  of  this  variance;  that  no  additional 
signs  shall  be  erected  on  the  premises  other  than  a  sign 
at  the  entrance,  advertising  the  parking  use,  such  sign  not 
o  exceed  15  sq.  ft.  in  area;  that  during  the  term  of  this 
variance,  the  plot  shall  be  used  for  no  other  use  than 
that  herein  permitted ;  that  proper  aisles  for  easy  access 
and  egress  shall  be  maintained  at  all  times;  that  no  build¬ 
ings  shall  be  erected  on  the  premises,  except  a  building 
not  over  150  sq.  ft.  in  area  and  one  story  in  height,  which 
may  be  of  frame  construction,  as  an  office  and  shelter  for 

^hp1ia  ’n  t!?at  SU?  P°rtable  fire-fighting  appliances 

.hall  be  installed  as  the  fire  commissioner  may  direct- 
that  the  curb  cut  opposite  the  entrance  shall  not  exceed 
15  it.  in  width;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  three  months  from  the  date  of 
this  action. 

573-37-BZ. 

APPLICANT— Herman  Kron,  for  Mutual  Life  Insurance 

cunTir/— ?mpAan^-°f -New  York,  owner. 
oU-DjivCl  Application  (re  decision  of  the  commissioner 
,of  buddings)  under  sections  7h  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
T-.r>r'A  tban  bve  (5)  motor  vehicles. 

DEMISES  AFFECTED — 158-176  Columbus  avenue,  101 
West  67th  street,  100  West  68th  street  and  1980- 
1998  Broadway  (Block  No.  1139,  Lot  No  24) 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Herman  Kron  and  Bernard  F 
Stern. 

For  Opposition:  S.  Glazer. 

For  Administration  :  Jacob  Scharf,  Department  of 
Housing  and  Buildings. 

(^CTION  OF  BOARD— Application  granted  on  condition, 
i  rliv  VUi  L — 

Affirmative :  Chairman  Murdock,  Commission- 
er  Blum  and  Assistant  Chief  Walsh....  3 

Negative  .  q 

Absent :  Commissioner  Savage  .  l 

THE  RESOLUTION— 

(573-37-BZ) 

Whereas,  Herman  Kron,  for  Mutual  Life  Insurance 
Company  of  New  York,  owner,  filed  December  3,  1937  an 
application  under  the  building  zone  resolution,  to  permit 
in  a  business  use  district  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises:  158-176  Columbus 

fo^n’J^  W,eSt  67tb  street-  100  West  68111  street  and 
1980-1998  Broadway  (Block  No.  1139,  Lot  No.  24)  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  10,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
and 


67 


MINUTES 


Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Columbus  avenue  is  in  a 
business  use  district;  Broadway  is  in  a  business  use  dis¬ 
trict;  67th  street  is  in  a  business  and  residence  use  district 
68th  street  is  in  a  business  and  residence  use  district,  an 
Whereas,  the  decision  of  the  Borough  Superintendent  ot 
Buildings  dated  April  13,  1938,  re  No.  /9-1937,  reads. 

“  Answering  your  communication  of  recent  date  you 
are  advised  that  the  application  for  a  certificate  ot 
occupancy  to  cover  the  use  of  the  above  noted  prem¬ 
ises  has  been  disapproved  with  the  objection  the 
parking  and  storage  of  more  than  five  motor  vehicles 
is  contrary  to  section  4  of  the  Building  Resolution. 

‘"Whereas,  the  premises  consist  of  ^  irregular  shaped 
plot  of  ground  having  a  frontage  of  225  ft  9  in.  on 
Broadway,  200  ft.  on  Columbus  avenue  327  ft  9  in.  on 
West  68th  street  and  224  ft.  7  in.  on  West  67th  street. 
The  Broadway  frontage  of  the  plot  is  now  occupied  as 
a  used  car  sales  lot  and  it  is  proposed  to  occupy  the 
frontage  along  Columbus  avenue  for  a  depth  of  125  feet 
for  a  temporary  period  of  not  more  than  -  ye^s  or 
storage  and  parking  of  more  than  5  motor  vehicles;  and 
Whereas,  the  board  deemed  this  was  a  proper  case 
exercise  its  discretion  under  section  7,  subdivision  H,  ot 
the  Building  Zone  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis- 
tfict  regulations  of  the  Building  Zone  Resolution  and  that 
the  application  be  and  it  hereby  is  granted,  under  section 
7-H  for  a  temporary  period  of  two  (2)  years,  to  permit 
that’  portion  of  the  premises  under  appeal,  as  ind,cated 
on  revised  plans  marked  “Received  January  6,  1939 

consisting  of  the  easterly  frontage  along  Columbus  ave¬ 
nue  for  a  depth  of  125  feet  to  be  used  for  the  tran¬ 
sient  parking  of  more  than  five  (5)  motor  vehicles,  on 
condition  that  only  motor  vehicles  ot  the  usual  pleasure 
car  type  shall  be  so  parked;  that  the  plot  shall  be  graded 
substantially  to  the  grade  of  the  surrounding  streets;  that 
there  shall  be  erected  on  all  lot  lines  a  substantial  woven- 
wire  fence  not  less  than  6  ft.  in  height  except  for  an 
entrance  to  Columbus  avenue ;  and,  except  for  the  building 
used  for  office  and  toilet  accommodations  joint  y  with  the 
westerly  portion  of  the  plot,  licensed  for  sale  of  used 
cars ;  that  any  license  existing  for  the  sale  of  used  cai  s 
on  this  plot  under  appeal,  shall  be  amended  to  exclude  the 
area  covered  by  this  application;  that  the  po  s  a  e 
surfaced  with  steam  cinders,  clean  gravel  or  other  suitable 
material,  properly  rolled  and  bound  to  prevent  dusting 
that  there  shall  be  proper  aisles  maintained  at  all  times 
'  to  permit  easy  exit  and  ingress ;  that  during  the  term  of 
this  variance,  the  premises  shall  be  used  for  no  other 
purpose  than  as  herein  permitted;  that  no  signs  shall  be 
permitted,  except  a  sign  attached  to  the  fence  on  Columbus 
avenue  side,  advertising  transient  parking  only  ;  that  the 
terms  of  this  variance  specifically  are  intended  to  preclude 
the  parking  of  any  type  of  motor  vehicle  other ’than i  those 
specifically  described;  and  that  all  permits  shall  be  ob¬ 
tained  and  all  work  shall  be  completed  within  three  months 
from  the  date  of  this  action. 


124-38-BZ. 

\PPLICANT— Charles  O.  Heydt,  for  John  D.  Rocke¬ 
feller,  Jr.,  owner.  . 

4UB  TECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  sections  7c  and 
21  of  the  building  zone  resolution,  to  permit  partly 
in  a  restricted  retail  use  district  and  partly  in  a 
residence  use  district  and,  also,  partly  in  a  1/4 
times  height  district  and  partly  in  a  1  y2  times 
height  district,  the  erection  and  maintenance  ot 
a  business  building;  a  portion  of  the  street  walls 
of  said  building  exceeding  the  height  permitted 
by  the  building  zone  resolution. 

PREMISES  AFFECTED— 668-670  Fifth  avenue  and  2-6 


s?  sa  rr«.  bM 

Manhattan. 

APPEARANCES—  t  Pbristv  T  H.  Field 

Pol  AdSsTratiST'jacob  Scharf,  Department  of 

ACTION  OFTOARI^-Applicatfon  granted  on  condition. 

™E  V Afftaative :  Chairman  Murdock,  Commission- 

er  Blum  and  Assistant  Chief  Walsh .  Q 

Negative . . . . . ’ .  \ 

Absent:  Commissioner  Savage  . 

THE  RESOLUTION— 

(824-38-BZ) 

SepttmbS 

SSSS&R  EKssra , 

S  u  W  and  W  times  height  district  the  erection  of  a 

SlesT of  thft  f i'Sfif the"! nldinfj£e  ] 

=st  6c?r  (KtfS  WtS  £  in; 

dT„e4*Brrpglf  Sifwfheld  on  this  apptohon 
hv  the  Board  of  Standards  and  Appeals,  at  ^regular 

SsrsAfss. js raws, 

stficted  retail  use  and  VA  tunes  height  district,  West 
51rd  street  is  in  a  residence  and  restricted  retail  use  ana 
li/  times  height  district;  West  52nd  street  is  in  a  residence 
and  restricted  retail  use  and  V/2  times  height  district ,  an 
Whereas  the  decision  of  the  Borough  Superintendent 
of  Budding,  dfed  September  6,  1938,  N.B.  Apphc.  No. 

140  /‘W  Proposed  business  building  extending  into  a 
residential  district  is  contrary  to  Sec.  3  Building  Zone 

“2  Westerly  twenty-five  foot  portion  of  building 
on  West  53rd  street  front  located  in  a  one  and  one- 
half  times  district  on  a  60  foot  street  extends  abo\ 
the  height  limits  set  by  Sec.  8  (f)  and  Sec.  9  (c) 
Building  Zone  Resolution.” 

"whereas,  the  building  is  to  be  fireproof  construction, 
nine  (9)  stories,  (153  ft.  6  in.)  in  height  with  a  frontage 
of  50  ft.  6  in.  on  Fifth  avenue  and  17a  ft.  on  West  53rd 
street,  and  depths  of  50  ft.  6  in.  and  100  ft.  6  in.  on  es 
53rd  street  to  be  occupied  throughout  for  business  pur¬ 
poses  and  a  portion  of  the  street  wall  for  a  distance  o 
25  ft.  on  53rd  street  beyond  the  150  ft.  limit  to  be  erected 

to  a  height  of  125  ft. ;  and  .  , 

Whereas,  the  plot  and  surrounding  area  were  inspected 
by  a  Committee  of  the  Board,  prior  to  hearing ;  and 
Whereas,  the  Board  deemed  that  the  provisions  ot 
Section  7,  subdivision  C  of  the  Building  Zone  Resolution, 
under  which  this  application  was  made,  empowered  the 
Board  to  exercise  its  discretion  and  to  grant  this  appli¬ 
cation  as  to  extension  of  use  into  the  more  restricted 
district  under  such  conditions  that  would  safeguard  the 
character  of  the  more  restricted  district ,  and 

Whereas,  the  Board  deemed  that  applicant  was  entitlec 
to  relief  under  Section  21  on  the  grounds  of  practica 
difficulty  and  unnecessary  hardship  as  to  the  rear  yarc 
and  setback  requirements. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe: 
hereby  make  a  variation  in  the  application  of  the  distric 
regulations  of  the  Building  Zone  Resolution,  and  that  th< 
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application  he  and  it  hereby  is  granted  under  Sections  7-C 
and  21  of  the  Building  Zone  Resolution,  to  permit  exten¬ 
sion  of  proposed  building  into  the  residential  district  and 
requiring  the  construction  of  the  rear  yard  as  shown 
complying  with  the  requirements  as  to  area  for  a  business 
use  district  and  varying  the  requirements  as  to  setback 
for  the  upper  stories  of  the  westerly  25  ft.,  on  condition 
that  the  setback  requirements  shall  be  as  required  in  all 
other  respects  as  determined  by  Fifth  avenue  and  West 


^3id  street,  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  requirements  of  the  Zon- 
ing  Resolution  and  all  other  laws,  rules  and  regulations 
applicable  thereto;  and  that  all  permits  shall  be  obtained 
and  all  work  shall  be  completed  within  one  year  from  the 
date  of  this  action. 


Adjourned,  2:45  P.  M. 

Edward  V.  Barton,  Chief  Clerk. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING  APPEARANCES _ 

TUESDAY  AFTERNOON,  JANUARY  10  1939  £or  Applicant:  Larry  Meltzer  and  Samuel  Gilbert 

Present:  Chairman  Murdock,  Commissioner  Blum  and  a  rrinvorWAAnn  :  None. 

Assistant  Chief  Walsh.  ACTION  OF  BOARD — Permit  extended 

_ _  THE  VOTE  TO  EXTEND  PERMIT- 

BUILDING  ZONE  CASFS  Affirmative:  Chairman  Murdock,  Commission- 

729-38-BZ.  er  Blum  and  Assistant  Chief  Walsh .  3 

APPLICANT  Joseph  B.  Lynch,  for  Talbo  Gasoline  Com-  Absent:  Commissioner  Savape  i 

pany,  Inc.,  owner.  s  .  1 

SUBJECT — Application  (re  decision  of  the  borough  super-  THE  RESOLUTION 

intendent  of  buildings)  under  sections  7c  and  21  (307-33-BZ) 

of  the  building  zone  resolution,  to  permit  in  a  Whereas,  this  application  filed  Sentemher  2?  i<m 

Ess extens,on of “ “isti-g 

PREMISES  AFFECTED  3150-3158  Boston  road,  south-  existing  building To  a  mStor'vSe  ^paTrTopTnd  also 

lot*  ZoT),  °Bf„roSnof  XVrilBi°Ck  N°-  46‘4’  lseestaj‘7siT7«  C  ^  afen^treln- 

APPEARANCES _  '  ises.  1758-1/66  Coney  Island  avenue,  west  side,  220  ft. 

For  Applicant  •  Joseph  B  Lvnch  SOUt,h  °/  RVen,T  N  (Block  No-  6S92-  Lot  No.  18),  Bor- 

For  Opposition -None  '  ^  0Ugk  Br?okIyn’  was  granted  by  the  board  as  to  the 

ACTION  OF  BOARD— Laid'  over  to  January  24  1939  ^Whfrfaf  *  temporary  penod  JanuaW  23,  1934;  and 

li'l'ATT  fid  report  by  a  com-  temporary  permit;  and  Q  extens.on  of  the 

“  of  the  board.  No  further  argument.  Whereas,  this  application  was  reopened  by  vote  of  the 

qqq  ,£  R7  -  board,  December  6,  1938;  and 

4DDTTCUTT  ,  Whereas,  a  public  hearing  was  held  on  this  application 

ALLL1LAN  1 — Abram  Shlef stein,  for  Duam  Realty  Hold-  by  tbe  Board  of  Standards  and  Appeals,  at  its  regular 

CTTTDTf/in^  C°'’  ?nc'!  owner  (Jack  Goldstein,  lessee).  meeting,  January  10,  1939,  after  due  notice  by  publication 

SUBJECT  Application  (re  decision  of  the  borough  super-  in  bulletin  of  the  Board  of  Standards  and  Appeals; 
intendent  of  buildings)  under  sections  21  and  7b  and 

of  the  building  zone  resolution,  to  permit  partly  .  Whereas,  the  site  under  appeal  was  the  subject  of  an 

m  a  business  use  district  and  partly  in  a  resi-  inspection  by  a  committee  of  the  board  in  order  to  be  in- 

dence  use  district  the  extension  of  a  gasoline  formed,  prior  to  the  hearing. 

service  station.  Resolved,  that  the  resolution  adopted  by  the  board  on 

PREMISES  AFFECTED — 219-25  Merrick  boulevard,  January  23,  1934  be  and  it  hereby  is  amended,  only  so  far 
northwest  corner  of  220th  street  (Block  No.  3541,  as  i<:  has  reference  to  the  period  of  this  variance,  so  that 

Lot  No.  114),  Springfield,  Borough  of  Queens.  as  amended  the  resolution  will  read: 

EARANCES  “Resolved,  that  the  Board  of  Standards  and  Appeals 

£,or  Applicant :  Abram  Shlefstein.  does  hereby  make  a  variation  in  the  application  of  the 

a  None.  use  district  regulations  of  the  building  zone  resolution 

AUliuJN  Ob  BOARD— Laid  over  to  January  24,  1939,  and  that  the  application  be  and  it  hereby  is  granted 

at  2  p.m.,  after  reading  report  of  inspection.  under  section  21  for  a  period  of  5  years  from  the  date 

Applicant  to  submit '  revised  plans.  of  this  amended  resolution,  only  so  far  as  the  applica- 

- -  tion  has  to  do  with  the  use  of  the  existing  building  for 

307-33-BZ.  motor  vehicle  repairing,  brake  testing,  automobile  laun- 

SUBJECT _ Samuel  Gilbert-  17^8  n>  r  t  dry  and  greasing  and  not  for  use  as  a  gasoline  service 

owner  ’  f  1758  R  7  Ca’  InC‘’  statlon<  on  condition  that  no  open  flame  or  acetylene 

SUBTECT _ Aonlleatlrm  n  ,  s'  r  torch  shall  be  used  on  the  premises;  that  no  machines 

J  consider  £  "  reopened  December  6,  1938  for  shall  be  operated  requiring  a  motive-power  exceeding 

XatlT  Secis  on  Of  ^hf  F°n  °  Permit~r\  AP'  one  horse  power;  that  the  "ceiling  shall  be  fire  retarded 

KeS  r  r  t^e  commissioner  of  build-  throughout  in  accordance  with  the  rules  of  the  Board 

kV21  o7Z  k,  inr  d  condition,  under  sec-  of  Standards  and  Appeals ;  that  all  openings  opening 

in  a  bishiess  use  d?strictZ°thJ  ?  T™’  p"r™tting  from  thc  existing  building  to  the  existing  gasoline 

of  occunanrv  of  f  n akeTaL°n  and  change  service  station  adjoining  on  the  south  shall  be  bricked 

vehicle  renair  shnn  W  * +g  bm  ding  to.  a  motor  up  with  approved  masonry;  that  all  windows  on  the 

PREMlSESAFFErTFD  7«  ^  rcar  and  northerly  lot  lines  shall  be  made  fireproof, 

^st  side  22?  ft Concy  Island  avenue,  self-closing;  that  the  heating  system  shall  be  in  a 

6592  Lot’  Nn°  m  r*  °f,Av|T  N  (Block  No.  room  separated  from  .the  balance  of  the  building  with 

05yz,  Lot  No.  18),  Borough  of  Brooklyn.  approved  masonry,  and  enterable  only  from  the  ex- 
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terior ;  that  the  existing  building  shall  not  be  increased 
in  height  or  area  and  that  all  permits  shall  be  obtained 
within  three  months  and  all  work  completed  within  6 
months  from  the  date  of  this  amended  resolution. 


229-34-BZ. 

APPLICANT— Edgar  J.  Moeller,  for  John  McCluskey, 

SUB  TECT— Application  reopened  December  20,  1938— for 
consideration  as  to  extension  of  time  to  complete 
work— time  having  expired  by  limitation— re  Ap¬ 
plication  previously  granted  on  condition,  under 
section  21  of  the  building  zone  resolution,  permit¬ 
ting  in  a  business  use  district,  the  erection  and 
maintenance  of  a  repair  shop  for  motor  vehicles  in 
connection  with  automobile  sales  building. 
PREMISES  AFFECTED — 531-535  East  Fordham  road, 
northeast  corner  of  Bathgate  avenue  (Block  No, 
3273,  Lot  Nos.  305  and  307),  Borough  of  I  he 
Bronx. 

APPEARANCES—  T  ..  „ 

For  Applicant:  Edgar  J.  Moeller. 

For  Opposition:  None. 

ACTION  OF  BOARD— Time  extended. 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock  Commission- 

er  Blum  and  Assistant  Chief  Walsh .  J 

Negative  .  , 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(229-34-BZ) 

Whereas,  this  application  affecting  premises  531-535 

East  Fordham  road,  northeast  corner  of  Bathgate  avenue 
(Block  No.  3273,  Lot  Nos.  305  and  307),  Borough  of  ihe 
Bronx,  was  granted  by  the  board,  October  16  1934  on  cer¬ 
tain  conditions,  resolution  amended  November  13  1934, 

November  19,  1935,  November  10,  1936,  and  October  1  , 
1937,  and  applicant  requests  a  further  amendment  as  to 
time  limit  imposed ;  and 


For  Applicant:  George  A.  Bagge. 

For  Opposition  :  None.  . 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT—  Q 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Assistant  Chief  Walsh .  3 

Absent :  Commissioner  Savage  .  j 

THE  RESOLUTION— 

(877-38-BZ) 

George  A  Bagge,  for  Grandboro  Realty  Cor- 
poSn  oWner,  filed  October  13,  1938,  an  application 
under  the  building  zone  resolution  to  permit  in  a  resi¬ 
dence  use  district,  the  conversion  of  occupancy  of  part  ot 
an  existing  multiple  dwelling  to  business  use;  Prem|«- 
7XL1  Grand  concourse,  w’est  side,  247  ft.  north  or  na 
183rd  street  (Block  No.  3164,  Lot  No.  24),  Borough  of 

^  Whereas'  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  lts  Jugular 
meeting,  January  10,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals, 

and 


Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Grand  concourse  Creston 
avenue  and  East  183rd  street  are  each  in  residence  and 
business  use  districts ;  and 


Whereas,  the  decision  of  the  Borough  Superintendent 
of  Buildings  dated  September  16,  1938,  reads: 

“a_l  Use  of  apartment  for  business  purposes  not 
permitted  in  residential  district,  as  per  section  3  ot 
building  zone  resolution. 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction  five  (5)  stories  in  height,  with  a  frontage  of 
50  ft.  and  a  depth  of  77  ft.  8  in.  and  occupied  as  a  mul¬ 
tiple  dwelling ;  it  is  proposed  to  occupy  the  north  and 
south  portions  of  the  street  front  for  stores;  and 


Whereas,  this  application  was  -reopened  on  December 
20,  1938,  by  vote  of  the  board;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  10,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  amend  resolution  adopted  by  the  board  on  Octobe 
1A  1<m  as  amended  by  resolution  on  November  13,  1^34, 
November  19  W3S  November  10,  ,936  and  October  19 
1937  only  so  far  as  it  has  reference  to  the  completion  of 
work,  so'  that  as  amended  this  portion  of  resolution  shall 

read : 


“that  in  view  of  statement  of  applicant  that  plans  have 
been  filed  and  approved  and  permits  obtained,  all  woi  ' 
shall  be  completed  within  one  year  from  the  date  ot 
this  amended  resolution  and  that  other  than  as 
amended  herein  the  resolution  adopted  by  the  board  on 
October  16,  1934,  as  amended  by  resolution  on  No¬ 
vember  13,  1934,  shall  be  complied  with  in  all  respects. 


877-38-BZ. 

APPLICANT— George  A.  Bagge,  for  Grandboro  Realty 
Corporation,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super - 
J  intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy  ot  part 
of  an  existing  multiple  dwelling  to  business  use. 

P'RFMTSFS  AFFECTED— 2327  Grand  concourse  west 

PRE  side  247  ft.  north  of  East  183rd  street  (Block  No. 
3164,  Lot  No.  24),  Borough  of  The  Bronx. 

APPEARANCES— 


Whereas,  this  matter  was  laid  over  for  an  inspection 
and  report  by  a  committee  of  the  board,  which  inspection 
was  made  and  report  of  same  read  at  hearing;  said  report 

^  aS  follmu  '  report  OF  COMMITTEE 
Re:  Cal.  No.  877-38-BZ. 

2327  Grand  concourse,  w.s., 

247  ft.  north  of  E.  183rd  street, 

Borough  of  The  Bronx.  Ja„uary  9>  ,939.  . 

This  application  is  for  a  zoning  variance  to  permit 
the  front  portion  of  the  first  floor  to  be  used  for  retail 
business  purposes  without  alteration.  Upon  inspection 
it  was  found  that  the  premises  are  now  so  used  as  a 
dress  shop  and  presumably  subject  to  violation  a - 
though  the  record  before  the  board  does  not  so  show. 

In  common  with  other  similar  applications  which, 
have  been  presented  to  the  board  affecting  builc  ^ 
on  the  Concourse,  it  is  claimed  that  the  1st  floors  m( 
apartment  houses  cannot  be  occupied  for  residential 
purposes  because  of  the  traffic  and  the  gradual  changes 
whether  legally  permitted  or  not  from  residence  to 

business.  .  ,  ,  f 

As  the  board  stated  in  part  in  its  recent  report  o 
Committee  under  Calendar  No  245  °f  37-BZ  Th 
Committee  is  of  the  opinion  that  the  City  Plann  J 
Commission  should  be  requested  to  change  theus 
zone  from  residence  use  to  restricted  retail  use  fo 
area  where  the  present  business  use  ends  between  Las 
184th  and  East  187th  streets  to  a  point  100  ft.  nortl 
of  180th  street  on  both  sides  of  the  Concourse. 

This  plot  is  not  unique,  and  differs  in  no  way  f 
other  similar  buildings  in  which  illegal  business  exist 
or  in  which  the  owners  desire  to  maintain  busines 
uses  in  this  area. 
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and 


For  these  reasons  the  Committee  recommends  that 
the  application  be  denied. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

Committee. 


Whereas,  this  report  recommended  the  denial  of  the 
application. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  September  16,  1938,  be  and  it  hereby  is  affirmed,  and 
that  the  application  be  and  it  hereby  is  denied. 


\  888-38-BZ. 

|  APPLICANT — Abraham  Farber  for  Anchor  Laundry  of 
Brooklyn,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  sections  7a  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  and  “C”  area  district,  the  alteration, 
extension  and  conversion  of  occupancy  of  an 
existing  building  to  a  garage  for  more  than  five 
(5)  motor  vehicles,  and  also,  the  omission  of  the 
required  rear  yard. 

i  PREMISES  AFFECTED— 467-473  Prospect  avenue, 

north  side,  151  ft.  4  in.  west  of  Prospect  Park 
West  (Block  No.  1113,  Lot  No.  62),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Abraham  Farber. 

For  Opposition :  Murray  Gray. 

For  Administration :  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition, 
j  THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
er  Blum  and  Assistant  Chief  Walsh .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

;  THE  RESOLUTION— 

(888-38-BZ) 

Whereas,  Abraham  Farber,  for  Anchor  Laundry  of 
Brooklyn,  Inc.,  owner,  filed  October  11,  1938,  an  application 
under  the  building  zone  resolution  to  permit  in  a  residence 
use  and  “E”  area  district  the  alteration,  extension  and 
Conversion  of  occupancy  of  an  existing  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles,  and  also,  the  omis- 
;  sion  of  the  required  rear  yard;  premises:  467-473  Prospect 
avenue,  north  side,  151  ft.  4  in.  west  of  Prospect  Park  West 
(Block  No.  1113,  Lot  No.  62),  Borough  of  Brooklvn; 

'  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  10,  1939,  after  due  notice  by  publication 
;  in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

,  .  Whereas,  the  use  district  maps  accompanying  the  build- 
.  mg  zone  resolution  show  that  Prospect  avenue  is  in  a 
residence  and  business  use,  also  “C”  area  district;  Prospect 
Park  West  is  in  business  use  and  “C”  area  districts  as  is 
8th, avenue ;  Windsor  place  is  in  residence,  business  use  and 
C”  area  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent 
of  buildings  dated  September  13,  1938,  as  amended  Novem- 
er  17,  1938,  re  App.  No.  13286-38,  reads: 

“1  Proposed  extensions  and  change  of  occupancy 
to  garage  for  20  cars,  wagon  room  and  harness  rooms 
in  a  residential  use  district  is  contrary  to  Art.  2,  Sec. 

3  of  the  Building  Zone  Resolution. 

2.  Construction  in  the  rear  yard  is  contrary  to  Art. 

4,  Sec.  13  of  B.  Z.  Resolution.  Application  denied.” 
and 


\\  hereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  100  ft.  on  Prospect 
avenue  169  ft.  4  in.  along  the  east  lot  line  and  250  ft.  4  in. 
along  the  north  lot  line.  Upon  the  Prospect  avenue  front 
of  the  Plot  there  is  located  a  2  story  brick  laundry  51  ft. 
m  r  ,  4  ln-  111  area— erected  under  permit  No.  4952- 

191a  ,  there  are,  also,  a  boiler  room  35  ft.  by  approximately 
•  33  ft.  m  area ;  garage  (C.O.  68362)  ;  at  the  central  portion 
there  is  .ocated  a  one  story  wagon  room,  61  ft.  by  44  ft.  in 
area.  It  is  proposed  to  convert  the  occupancy  of  this  wagon 
room  to  a  10  car  garage  and  also,  it  is  proposed  to  erect 
upon  the  vacant  part  of  the  plot  (to  the  east  of  the 
existing  wagon  shed)  a  building  35  ft.  by  43  ft.  in  area  to 
be  used  as  a  10  car  garage.  This  latter  garage  encroaches 
upon  the  required  10  ft.  rear  yard;  and 
Whereas,  this  matter  was  the  subject  of  an  inspection 
by  a  committee  of  the  board;  report  of  same  was  read  at 
this  hearing  and  is  as  follows: 

REPORT  OF  COMMITTEE 

„  ,  -t  ™  December  31,  1938 

Cal.  No.  888-38-BZ. 

467-473  Prospect  Avenue,  Brooklyn. 

The  premises  are  located  in  a  residential  use  area 
but  have  been  occupied  for  a  laundry  and  wagon 
storage  accessory  thereto  since  prior  to  the  adoption 
ot  the  zoning  resolution.  In  1922,  the  Board  permitted 
an  extension  of  the  wagon  shed  and  in  1923  a  further 
extension  which  was  not  constructed.  What  is  now 
desired  .is  substantially  the  same  extension,  the  differ¬ 
ence  being  that  the  wagons  are  no  longer  used  and  it 
is  desired  to  increase  the  storage  capacity  of  automo¬ 
biles  used  solely  for  the  business  of  the  laundry  from 
12  now  permitted  to  20. 

While  the  Committee  recognizes  the  objectionable 
features,  of  a  laundry  in  a  residence  district,  it  is  of 
the  opinion  that  extension  of  use  of  the  garage  should 
be  permitted,  provided  the  garage  is  so  rearranged  as 
to  minimize  objection  and  the  entire  garage  and  stor¬ 
age  space  is  protected  with  a  sprinkler  system.  Con¬ 
tinuous  walls  on  the  lot  line  westerly  from  the  boiler 
room  should  enclose  this  garage  portion.  There  should 
be  no  lot  line  windows.  An  enclosed  stairway  in  the 
rear  to  the  west  should  lead  to  the  roof  with  access 
from  the  roof,  provided  at  the  easterly  end.  All  stor¬ 
age  of  materials  should  be  removed  and  relocated  in 
the  section  marked  2-car  garage,  separated  by  fireproof 
partitions  from  the  garage  section.  There  should  be 
no  skylights  within  ten  feet  of  a  lot  line.  The  rear 
yard  is  already  covered  by  existing  buildings,  except 
for  the  length  of  35  feet  out  of  the  total  rear  of  250 
feet  and  the  protection  of  a  continuous  unpunctured 
wall  on  this  rear  line  where  the  garage  occupancy 
occurs,  will  be  improvement  over  existing  conditions, 
particularly  as  the  block  is  exceptionally  deep  and  the 
lots  facing  Windsor  Place  are  over  150  feet  in  depth. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

Committee. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  building  zone  resolution,  and 
that  the^  application  be  and  it  hereby  is  granted,  under 
Section  7-C,  to  permit  extension  of  existing  garage  build¬ 
ing  as  proposed,  on  condition  that  there  shall  at  no  time 
be-  garaged  more  than  a  total  of  20  motor  vehicles  on  the 
plot  or  within  this  garage ;  that  there  shall  be  erected 
continuously,  on  the  interior  lot  lines,  walls  without  win¬ 
dows  from  the  building  adjoining  the  boiler  room  to  the 
east,  westerly,  southerly  and  easterly,  so  as  to  enclose  the 
entire  garage  space;  that  in  the  existing  portions  of  the 
gara.ee  the  rooms  marked  “storerooms”  shall  be  entirely 
eliminated ;  that  the  present  two-car  garage  shall  be  used 
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solely  for  the  storage  of  materials  used  in  connection 
with  laundry  and  separated  by  fireproof  walis  from 
balance  of  the  garage  building;  that  there  shall  be  < a  spnnk 
ler  system  installed  throughout  the  garage,  which  may  e 
an  automatic,  dry-pipe  system  as  extension  of  the 
existing  sprinkler  system  in  the  laundry  building,  that 
there  shall  be  erected  at  the  westerly  portion  at  the  rear 
a  stairway  leading  through  a  bulkhead  to  the  roof  to 
permit  exit  in  case  of  fire;  that  no  repairing  of  automobiles 
shall  be  carried  on;  that  there  shall  be  no  storage  of  au 
mobiles  other  than  those  used  in  the  business  of  the  lau 
dry  on  the  premises;  that  any  gasoline  system  installed 
shall  meet  all  the  requirements  therefor  and l  shall l  be s  so  y 
for  the  automobiles  used  by  the  laundry ;  that  this  variance 
shall  continue  only  so  long  as  the  garage  is  used  as  herein 
permitted— as  an  accessory  to  the  existing  legal  non-con 
forming  laundry  use;  and  that  all  permits  shall  be  obtained 
and  allg\vork  shall  be  completed  within  one  year  from  the 
date  of  this  action. 

259-32-BZ.  _  ,  , 

APPLICANT— James  E.  Geissberger,  for  Joseph  Lavaz- 

SUBTECT— Application  for  consideration— reopening  and 
'  amendment  of  resolution— re- Application  (deci¬ 
sion  of  the  superintendent  of  buildings)  under 
sections  7e  and  21  of  the  building  zone  resolution, 
permitting  in  a  business  use  district  the  extension 
of  an  existing  garage  for  more  than  five  (5)  motor 

P  R  EM  I S  ESCl  6  A  FFECTED — 263-265  West  69th  street 
north  side,  82  ft.  east  of  West  End  avenue  (Block 
No.  1161,  Lot  No.  5),  Borough  of  Manhattan. 

APPEARANCES—  _  _  .  , 

For  Applicant:  James  E.  Geissberger 
ACTION  OF  BOARD — Application  reopened  and  resolu- 

THE  VOTE1  TOdREOPEN  AND  AMEND  RESOLU- 
TION _  •  • 

Affirmative  :  Chairman  Murdock  Commission- 
er  Blum  and  Assistant  Chief  Walsh .  J 

Negative . V\ . • .  i 

Absent:  Commissioner  Savage  . 


THE  RESOLUTION— 

(259-32-BZ) 

Whereas,  James  E.  Geissberger,  for  Joseph  Layazoli 
owner,  filed,  May  11,  1932,  an  application,  ^der  the  building 
zone  resolution,  to  permit  in  a  business  district  he  exten¬ 
sion  of  an  existing  garage  for  more  than  five  (5)  motor 
vehicles  •  premises  263-265  West  69th  street,  north  side, 
82  ft.  east  of  West  End  avenue  (Block  No.,  1161,  Lot  No. 

5)  Borough  of  Manhattan;  and  , 

Whereas,  this  application  was  granted  by  the  Board 
Tulv  19  1932  on  certain  conditions,  time  to  obtain  permits 
extended  September  15,  1936  and  owner  now  requests  an 

amendment  of  the  resolution.  , 

Resolved,  that  the  resolution  adopted  by  the  Board  on 
July  19,  1932,  be  and  it  hereby  is  amended,  so  that  as 

amended,^^^  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  ot 
the  use  district  regulations  of  the  building  zone  re¬ 
solution,  and  that  the  application  be  and  it  hereby  is 
aranted  on  condition  that  the  building  shall  be  limited 
to  three  stories  in  height,  the  third  story  to  be  made 
fireproof  throughout,  with  flat  roof,  taking  in  both 
the  easterly  and  westerly  sections  of  premises ;  that 
the  front  elevation  of  the  extension-  shall  be  of  the 
same  design  and  material  as  the  front  elevation  of 
the  buildings  now  on  the  premises;  that  any  skylights 
installed  in  the  roof  shall  be  set  back  not  less  than  1U 
ft.  from  the  side  lot  line  and  15  ft.  from  the  rear  lot 
line  to  be  equipped  with  plain  glass,  protected  with 
wire  guards  above  and  below;  that  the  westerly  and 
easterly  gable  walls  shall  be  unpierced  throughout 


department  and  building  dcsireS  to 

t^,ruc ‘^Jloor  of ^ 1 

Hermits  shall  be  obtained  and  all  work  completed,  w  _ 
inZe year from  the  dale  oJ_  this  amended  resolution. 

n  37 

APPLICANT— Robert  Teichman,  for  City  Bank  Farmers 

APFLiCAWi  ^  ^  Trustge  o{  £state  Qf  wflham  Wal- 
dorf  Astor,  owner.  .  .  , 

SUBTECT— Application  for  consideration-reopening  and 

extension  of  permit-re  Application  (decision  of 
the  commissioner  of  buildings)  under  section 
7f  and  21  of  the  building  zone  resolution,  to  per 
mit  in  a  business  use  district  for  a  temporary 
period  of  two  (2)  years,  the  maintenance  of  a 
parking  space  for  more  than  five  (5)  motor 

PREMISES01  AFFECTED— East  side  of  avenue, 

100  ft.  north  of  East  161st  street  (Block  No.  -484, 
Lot  No.  9),  Borough  of  The  Bronx. 

APPEARANCES—  . 

For  Applicant:  Robert  Teichman.  -. 

ACTION  OF  BOARD— Application  reopened  and  permit 

THE  VOTETO  REOPEN  AND  EXTEND  PERMIT 

Affirmative :  Chairman  Murdock  Commission- 

er  Blum  and  Assistant  Chief  Walsh .  o  , 

Negative . . 4 .  i 

Absent:  Commissioner  Savage  . 

THE  RESOLUTION— 

(337-33-BZ) 

Whereas  John  J.  Dunnigan,  for  City  Bank  Farmers 
Trust  Co.,  as  trustee  of  Estate  of  William  Waldorf  Astor, 
owner,  filed,  November  6,  1933,  an  application  under  the 
building  zone  application  to  permit  m  a  business  district 
the  maintenance  of  a  parking  space  for  more  than  five  U) 
motor  vehicles;  premises:  East  side  of  River  avenue  1 
ft.  north  of  East  161st  street  (Block  No.  2484,  Lot  No.  9), 

Borough  of  The  Bronx;  and 

Whereas,  this  application  was  granted  by  the  boaid, 
February  14,  1934,  on  certain  conditions  and  owner  re¬ 
quested  an  extension  of  the  permit.  „  , 

Resolved,  that  the  resolution  adopted  by  the  Board  on 
February  14,  1934,  be  and  it  hereby  is  amended,  so  that 
as  amended,  the  resolution  shall  read:  A  i 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  ot 
the  use  district  regulations  of  the  building  zone  re¬ 
solution,  and  that  the  application  be  and  it  hereby  is 
granted  under  section  7H,  for  a  period  of  two  (  ) 
years  from  the  date  of  this  amended  resolution,  per¬ 
mitting  the  plot  to  be  used  as  parking  space  for  more 
than  five  automobiles  of  the  pleasure-car  type  during 
periods  when  the  Yankee  Stadium  is  used  for  baseball 
games  or  exhibitions  and  in  no  event  to  permit  this 
parking  space  to  be  used  for  over-night  parking,  on 
condition  that  the  plot  under  appeal  shall  be  sur¬ 
rounded  by  a  substantial  woven  wire  fence  not  less 
than  6  ft.  in  height  on  all  exterior  lot  lines ;  that  the 
openings  to  this  parking  space  shall  not  exceed  three 
(3)  all  from  River  avenue,  each  opening  not  to  exceea 
25  ft.  in  width;  and  that  all  permits  shall  be  obtained 
within  three  months  and  any  work  involved  to  be 
completed  within  six  months  from  the  date  ot  this 
amended  resolution.” 
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215-37-BZ. 


APPLICANT — 'Scacchetti  and  Siegel,  for  Reliance 
Equities,  Inc.,  owner. 

SLBJEC I  Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  com¬ 
missioner  of  buildings)  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  residence 
use  district  the  erection  and  maintenance  of  a 
multiple  dwelling  having  stores  on  the  first  story. 

PREMISES  AFFECTED — 2191-2199  Grand  concourse 
and  156  East  182d  street,  southwest  corner  (Block 
No.  3162,  Lot  No.  29),  Borough  of  The  Bronx. 
APPEARANCES— 


For  Applicant:  Max  Siegel. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 


er  Blum  and  Assistant  Chief  Walsh .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(215-37-BZ) 

Whereas,  Scacchetti  and  Siegel,  for  Reliance  Equities, 
Inc.,  owner,  filed  May  7,  1937,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  multiple  dwelling 
having  stores  on  the  first  story;  Premises:  2191-2199  Grand 
concourse,  and  156  East  182nd  street,  southwest  corner 
(Block  No.  3162,  Lot  No.  29),  Borough  of  the  Bronx;  and 
Whereas,  this  application  was  granted  by  the  Board 
November  1,  1938,  on  certain  conditions  and  applicant 
requested  an  amendment  of  the  resolution. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
November  1,  1938,  be  and  it  hereby  is  amended,  so  that  as 
amended,  it  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
under  Section  21  thereof,  to  permit  the  street  floor 
along  the  Grand  concourse  to  be  used  for  limited 
business  purposes,  on  condition  that  there  shall  be 
constructed  a  multiple  dwelling  not  less  than  six 
stories  in  height,  as  indicated  on  plans  filed  with  this 
application ;  that  there  shall  be  constructed  facing  the 
Concourse  a  court,  to  be  landscaped  as  indicated  on 
plans,  this  court  to  be  not  less  than  eighteen  (18)  ft.  in 
width  and  for  the  full  depth  of  the  court  as  shown  on 
the  second  story ;  that  no  portion  of  the  rear  yard  open¬ 
ing  to  the  Concourse  shall  be  built  upon;  that  the 
masonry  _  opening  for  each  store  shall  not  exceed  10 
ft.  in  height  above  curb ;  that  the  design  of  the  store 
front  shall  be  such  as  to  present  a  retail  shop  appear¬ 
ance;  that  advertising  of  the  business  use  shall  be 
limited  to  non-illuminated  signs  attached  to  the  show 
windows  and  store  doors,  excluding  any  illuminated 
signs  behind  the  show  windows  within  view  of  the 
Grand  concourse;  that  the  return  of  the  show  win¬ 
dows  on  East  182nd  street  shall  not  exceed  15  ft.  and 
that  there  shall  be  no  other  openings  westerly  thereof 
along  East  182nd  street  opening  into  the  store  occu¬ 
pancy,  except  windows,  the  sills  of  which  shall  be  at 
least  six  ft.  above  the  sidewalk ;  that  the  business  use 
in  these  stores  shall  not  include  meat  markets,  fish 
markets,  delicatessens,  or  bakeries  having  bake  ovens, 
funeral  parlors  or  any  other  uses  deemed  objectionable 
by  the  Borough  Superintendent;  that  ornamental  walls 
and  fences  shall  be  constructed  along  the  landscaped 
court  yard  area  and  southerly  lot  line ;  that  no  store 
shall  exceed  a  depth  of  55  ft.  and  that  there  shall  be 
no  openings  from  these  stores  to  any  other  part  of 
me  building  and  no  storage  space  for  stores  shall  be 
permitted  in  the  cellar;  that  the  walls  separating  the 


store  occupancy  from  the  balance  of  the  building 
shall  be  not  less  than  12  inches  of  masonry;  that  all 
permits  required  shall  be  obtained  and  all  work  in¬ 
volved  completed  within  one  year  from  the  date  of  this 
resolution. 

Resolved  further,  that  in  the  event  the  owner 
desires  to  place  the  main  entrance  to  the  building 
on  the  Concourse  instead  of  East  182 nd  street,  such 
entrance  may  be  constructed  with  access  through 
above  referred  to  court,  provided  that  in  all  other 
respects,  the  requirements  of  this  resolution  are  com¬ 
plied  with  and  that  this  court  shall  be  suitably  land¬ 
scaped  and  planted  on  either  side  of  the  entrance  walk 
and  that  the  court  shall  comply  with  all  requirements 
and  be  substantially  arranged,  as  indicated  on  revised 
plans  marked  “Received  December  24,  1938”. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS 

1059-38- A. 

APPLICANT— Philip  Markowitz,  for  Louis  Levine, 
lessee. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 564  Seventh  avenue,  west  side, 
49.9  ft.  north  of  West  40th  street  (Block  No.  1012, 
Lot  No.  31),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Benjamin  Arluck. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1939  at 
2.  P.M.,  on  request  of  applicant’s  representative. 


1095-38- A. 

APPLICANT — S.  Firestone,  for  Capitol  Bowling  and 
Billiards,  Inc.  for  Capitol  Health  Center,  Inc., 
lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 1680  Broadway,  east  side,  60 
ft.  north  of  West  52d  street  and  808  Seventh 
avenue  (Block  No.  1024,  Lot  No.  38),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Benedict  Ginsberg. 

ACTION  OF  BOARD — Laid  over  to  January  24,  1939  at 
2  P.M.,  on  request  of  applicant’s  representative. 


1118-38-A. 

APPLICANT— Saul  Goldsmith,  for  Hirbro  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 59-83  59th  street,  east  side, 
272.6  ft.  south  of  59th  drive  (Block  No.  2649,  Lot 
No.  135),  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

For  Administration :  David  Stone,  Dept,  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  24,  1939, 
at  2  P.  M. 


1114-38-A. 

APPLICANT — William  F.  R.  Ballard,  Chief  Architect  of 
Queensbridge  Project  Associated  Architects,  for 
New  York  City  Housing  Authority,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 41-01  to  41-16  12th  street, 
super  block  bounded  by  41st  avenue,  21st  street, 
Bridge  Plaza,  north  and  12th  street  (Block  No. 
463,  Lot  No.  182  and  Block  No.  464,  Lot  No. 
114),  Long  Island  City,  Borough  of  Queens. 
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AppEARANCES-nt:  }  A  Walsh,  H.  C.  Lamb  and 
For  AdminhtStioT  David  Stone,  Department  ot 

ACTION  OF  BOARD^Udd^S'to  January  17  1939  a, 

AC  2  P  M  for  report  by  a  committee  of  the  board. 

Uo  Di’tr  *  vt  william  F  R.  Ballard,  Chief  Architect 
APPL  ot  teensbridge  Project  Associated  Arch.tects, 
for  New  York  City  Housing  Authority,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  borough  super- 

P k>  F  \T  T  SESndAFF°ECbTED-12-02  to  12-32  40th  avenue, 
super  bfock  bounded  by  dOth  avenue  2^^  street 
41st  avenue  and  12th  street  (Block  No.  467  Lot 
Nos  510  and  544  and  Block  No  468,  Lot  No. 
457),  Long  Island  City,  Borough  of  Queens. 

APPEARANCES-  nt_j_  a_  Walsh>  H.  C.  Lamb  and 

For  Admiidstration-— David  Stone,  Dept,  of  Hous- 
ing  and  Buildings.  Q,Q 

ACTION  OF  BOARD— Laid  over  to  January  17,  1 LD 
at  2  P.  M.,  for  report  by  a  Committee  of  the 

Board. 

1122-38- A. 

APPLICANT — William  F.  R.  Ballard,  Chief  Arc  n  cc 
of  Queensboro  Project  Associated  Architects, 
for  New  York  City  Housing  Authority,  owner. 
SUBJECT _ Appeal  from  a  decision  of  the  borough  super- 

PREMl"FFECTEI^i0-02  to  10-30  40th  avenue, 
PR  super  block  bounded  by  40.h  avenue  12th  street 
41st  avenue  and  10th  street  (Block  N°a  ^69’T 
No.  415  and  Block  No.  470,  Lot  No.  37a),  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES—  ,  , 

For  Applicant— J.  A.  Walsh,  H.  C.  Lamb  ana 

Allan  F.  Harrison.  „ 

For  Administration — David  Stone,  Dept,  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  January  17,  1030  at 
2  P.  M.,  for  report  by  a  Committee  of  the  Board. 

1123-38-A. 

APPLICANT — William  F.  R.  Ballard,  Chief  Architect 
of  Queensbridge  Project  Associated  Architects, 
for  New  York  City  Housing  Authority,  owner. 
SUBJECT _ Appeal  from  a  decision  of  the  borough  super¬ 

intendent  of  buildings. 

PREMISES  AFFECTED— 10-02  to  10-30  41st  avenue, 
super  block  bounded  by  41st  avenue,  12th  street,  a 
proposed  street,  (41st  road)  and  10th  street 
(Block  No.  465,  Lot  No.  35  and  Block  No.  466, 
Lot  No.  35),  Long  Island  City,  Borough  of 
Queens. 

For  Applicant — J.  A.  Walsh,  H.  C.  Lamb  and 
Allan  F.  Harrison. 

For  Administration— David  Stone,  Dept,  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  January  17,  1930  at 
2  P.  M.,  for  report  by  a  Committee  of  the  Board. 

11 24-38- A. 

APPLICANT— William  F.  R.  Ballard,  Chief  Architect 
of  Queensbridge  Project,  Associated  Architects 
for  New  York  City  Housing  Authority,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 8-02  to  8-32  40th  avenue,  super 
block  bounded  by  40th  avenue,  10th  street,  41st 


avenue  and  Vernon  boulevard  (Block  No.  478,  Lot 
Nos  1  22  to  27,  inclusive  and  Block  Na  4/y,  Dot 
No.  1) ,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES—  u  r  I  mnb  and 

For  Applicant— J.  A.  Walsh,  H.  C.  Lamb  ana 

Allan  F.  Harrison. 

For  Administration— David  Stone,  Dept,  of  Hous¬ 
ing  and  Buildings.  „  10,Q  t 

ACTION  OF  BOARD— Laid  over  to  January  17,  1939,  at 
2  P.  M.,  for  report  by  a  Committee  of  the  Board. 

1125-38- A.  .  .  .  ,  . 

APPLICANT — William  F.  R.  Ballard,  Chief  Architect 
of  Queensbridge  Project,  Associated  Architects 
for  New  York  City  Housing  Authority,  owner. 

STJBTECT _ Appeal  from  a  decision  of  the  borough  super  - 

'  intendent  of  buildings. 

PREMISES  AFFECTED— 8-02  to  8-36  41st  avenue,  super 
'  block  bounded  by  41st  avenue,  10th  street,  Bridge 
Plaza  north,  and  Vernon  boulevard  (Block  No. 
480  Lot  No.  1,  and  Block  No.  481,  Lot  Nos  1  to 
7,  inclusive,  8,  12,  16,  36,  55  and  63),  Long  Island 
City,  Borough  of  Queens. 

For  Applicant— J.  A.  Walsh,  H.  C.  Lamb  and 
Allan  F.  Harrison. 

For!  Administration— David  Stone,  Dept,  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  January  17,  1939,  at 
2  P.  M.,  for  report  by  a  Committee  of  the  Board. 


1131 -38- A. 

APPLICANT— Isaac  Miller,  neighboring  property  owner, 

OWNER  OF  PREMISES:  City  of  New  York.  : 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings — re  Revocation  of 
certificate  of  occupancy  No.  90278-38. 

PREMISES  AFFECTED— 2811-2821  East  Third  street  j 
(known  as  Brighton  Third  street)  southeast  cor- 
ner  of  Canal  avenue  (known  as  Banner  avenue)  , 
Block  No.  7261,  Lot  No.  47),  Borough  of  , 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Abram  Shlefstem. 

For  Opposition:  Francis  J.  Blaustem,  Law  De¬ 
partment  and  Deputy  Commissioner  Martin  ( 
H.  Meaney,  Police  Department. 

For  Administration:  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  January  17,  1939  at 
2  P.M.,  for  further  consideration  on  request  of 
representative  of  police  department. 

11 55-38- A. 

APPLICANT— Harold  J.  Levy,  for  Borough  Metal  and 
Scrap  Iron  Co.,  Inc.,  lessee. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner.  „ '  , 

PREMISES  AFFECTED— 1049-1065  Rockaway  avenue, 
east  side  32  ft.  7  in.  south  of  Linden  boulevard 
(Block  No.  3644 A,  Lot  No.  4),  Borough  ot 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  J.  Levy. 

ACTION  OF  BOARD— Laid  over  to  January  24,  1939  at 
2  P.M.  Applicant  to  submit  plan. 

1183-38- A. 

APPLICANT— Sylvester  V.  Kerrigan,  for  Hochberg 
Liquor  Store  Corp.,  lessee.  .  , 

SUBJECT — Appeal  from  decisions  of  the  acting  borougn 
superintendent  of  buildings. 

PREMISES  AFFECTED— 325  Knickerbocker  avenue, 
east  side,  75  ft.  south  of  Hart  street  (Block  No. 
3236,  Lot  No.  5).  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  Sylvester  Kerrigan,  S.  Lanzsner 
and  others. 

hor  Administration:  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  Oh  BOARD— Laid  over  to  January  24,  1939  at 
2  P.M.,  for  building  department  inspector  to  obtain 
opinions  from  Corporation  Counsel. 

1191-38- A. 

APPLICANT— James  A.  Pietsch,  for  Frank  S.  Cooke, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 205-209  Hart  boulevard,  east 
side,  343  ft.  south  of  Forest  avenue  (Block  No. 
-50,  Lot  No.  89),  West  New  Brighton,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  James  A.  Pietsch. 

For  Administration :  A.  B.  Comins,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  24,  1939  at 
2  P.M.,  pending  the  filing  of  a  building  zone 
application. 

1211  -38- A. 

APPLICANT — Hays,  Abramson  &  Schulman,  for  Theatre 
Restaurants  Inc.,  lessee. 

SUBJF.C1  Appeal  from  an  order  of  the  commissioner 
of  buildings. 

PREMISES  AFFECTED — 755  Seventh  avenue,  southeast 
corner  of  West  50th  street  (Block  No.  1002,  Lot 
No.  61),  Borough  of  Manhattan 
APPEARANCES— 

For  Applicant:  Sidney  Struble. 

For  Administration :  Jacob  Scharf,  Department 
of  Housing  and  Buildings. 

ACTION  Oh  BOARD — Laid  over  to  January  17,  1939  at 
2  P.M.,  applicant  to  submit  additional  information. 

1196 — 38-A. 

APPLICANT — J.  Andre  Fouilhoux,  for  Time  Incorpo¬ 
rated,  lessee. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 38-40  West  48th  street,  south 
side,  388.67  ft.  east  of  Sixth  avenue  (Block  No. 
1263,  Lot  No.  58),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Oscar  A.  Graubiner,  Donald 
Campbell  and  John  Hayes. 

For  Administration  :  Jacob  Scharf,  Department  of 
of  Housing  and  Buildings  and  Inspector 

Maher,  Fire  Department. 

ACTION  OF  BOARD — Appeal  withdrawn,  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commission¬ 
er  Blum  and  Assistant  Chief  Walsh .  3 

Negative  .  0 

Absent:  Commissioner  Savage  . 1 

91 2-38- A. 

APPLICANT— Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  Richardson  Rag  &  Paper  Stock  Co., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — 407-411  Oakland  street,  west 
side,  25  ft.  north  of  Clay  street  (Block  No.  2483, 

.  Lot  No.  37),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant — George  Green, 
hor  Administration:  Morris  Hannes,  Department 
of  Housing  and  Buildings. 


AC1  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
er  Blum  and  Assistant  Chief  Walsh .  3 

Negative .  o 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(912-38-A) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co. 
Inc.,  for  Richardson  Rag  &  Paper  Stock  Co~,  owner,  filed 
October  21,  1938,  an  appeal  from  a  decision  of  the  acting 
borough  superintendent,  affecting  premises  407-411  Oak¬ 
land  street,  west  side,  25  ft.  north  of  Clay  street  (Block 
No.  2483,  Lot  No.  37),  Borough  of  Brooklyn;  and 

W  hereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  on  Applic.  No.  13907-38,  dated  November  25, 
1938,  reads : 

“FP-1 — Original  permit  9091  of  1937  calls  for 
separate  application  to  be  filed  for  Sprinkler  System— 
as  required  under  Art.  26-C-19-149.0  Sec.  C  line  4 
of  the  Administrative  Code  and  Office  Interpretation 
No.  14. 

NOTES— Art.  26-C-19-149.0  Sec.  C  line  4  reads— 
No  permit  shall  be  issued  for  storage  of  combustible 
fibre  (JUNK)  in  any  bldg,  or  premises  which  is  not 
equipped  with  a  fire  extinguishing  system  approved 
by  the  Commissioner. 

Office  Interpretation  No.  14  reads:  Sprinkler  system 
to  be  required  in  rag  shops  irrespective  of  the  number 
of  TONS  to  be  stored  on  premises.” 

and 

V  hereas,  the  building  is  2  stories  (23  ft.)  in  height,  75 
ft.  by  100  ft.  in  area,  of  non-fireproof  construction,  located 
in  an  unrestricted  use  district;  occupied:  1st  floor — storage 
and  baling  of  paper  and  rags — 6  persons;  2nd  floor — stor¬ 
ing  and  storage  of  baled  paper  and  rags — 9  persons,  for 
which  no  certificate  of  occupancy  has  been  issued;  and 
Vr hereas,  the  applicant  contends  that  the  building  is 
occupied  by  one  tenant  for  the  machine  baling  of  waste 
paper  and  rags ;  that  the  amount  of  unbaled  material  in 
these  premises  is  exceedingly  small  being  approximately 
\l/2  tons  as  compared  to  approximately  250  bales  of  baled 
material  on  each  of  the  1st  and  2nd  floors;  that  a  total 
of  3  tons  of  unbaled  material  in  the  entire  building  hardly 
constitutes  a  hazard;  that  the  building  is  but  23  ft.  in 
height,  is  unheated,  has  no  cellar  and  is  equipped  with  two 
interior  stairways  which  extend  to  the  roof;  that  within 
easy  reach  of  the  building  is  a  city  fire  alarm  box  and 
numerous  fire  hydrants ;  that  it  is  proposed  to  provide 
a  sufficient  number  of  fire  pails  throughout  the  building; 
and 

Whereas,  these  premises  were  inspected  by  a  committee 
of  the  board  and  a  verbal  report  of  the  inspection  was 
made  by  the  chairman,  that  the  conditions  were  substan¬ 
tially  as  represented;  that  it  was  stated  to  the  committee, 
that  the  amount  of  baled  paper  varied  from  time  to  time, 
from  40  o  60  tons ;  that  the  committee  recommended,  that 
in  lieu  of  a  wet  sprinkler  system,  a  dry  sprinkler  system 
should  be  installed. 

Resolved,  that  the  decision  of  the  Acting  Borough 
Superintendent,  on  App.  No.  13907-38  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  there  shall  be  installed  throughout  the 
building  a  non-automatic  dry  sprinkler  system  having 
heads  not  less  than  1%  in.  in  diameter  and  which  may  be 
spaced  25%  in  excess  of  the  requirements  of  the  Building 
Code;  that  all  fittings  shall  be  of  malleable  iron;  that  the 
Siamese  connection  at  the  building  line  shall  have  a  sign 
attached  thereto  stating  the  area  protected ;  that  in  all  other 
respects  the  sprinkler  system  shall  comply  with  the  require¬ 
ments  of  the  Building  Code,  therefor,  except  that  an 
automatic  fire  alarm  system  need  not  be  installed  in  con¬ 
nection  therewith. 
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Whereas,  this  application  was  laid  over,  after  hearing, 
964-38- A.  T  ramnhpli  for  consideration  by  a  committee  of  the  board,  whose 

APPLICANT— George  G.  Lake,  for  John  J.  Campbell,  is  as  follows : 

OWNER^F^RIiMfsES— Estate  of  David  McClenahan,  REPORT  OF  COMMITTEE  ^  I 

Martha  McQenahan  and  Robert  Miller,  trustees.  ^  Jc  c  Y  ’ 

LESSEE _ Joseph  West.  Cal.  No.  964-38-A. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super-  Premises:  6  Chatham  square,  Borough  of  Manhattan. 

intendent  of  buildings  re  Revocation  of  Certificate  This  is  an  application  for  revocation  of  certificate 

of  Occupancy  No.  21340-1936.  .  ,  nr  occuoanv  No.  21340,  issued  by  the  Commissioner 

PREMISES  AFFECTED — 6  Chatham  square,  west  si  e,  Buildings’  in  1936,  upon  completion  of  installation 

94  ft.  9  in.  north  of  Mott  street  (Block  No.  162,  q{  “titions  on  the  2nd,  3rd  and  4th  floors  of 

Lot  No.  41),  Borough  of  Manhattan.  ^he  balding,  which  is  classified  as  a  lodging  house, 

APPEARANCES —  ,,  c.  ,  .  Class  B  heretofore  erected,  existing  non-fireproof. 

For  Applicant:  George  G.  Lake,  Max  Siegel  and  Revocation  is  applied  for  on  the  ground  that  the 

Henry  Alexander.  cubicles  are  rooms  and  are  in  violation  of  Section  32 

For  Opposition:  None.  .  -  .  0f  the  Multiple  Dwelling  Law  and  were  illegally  per- 

ACTION  OF  BOARD-Appeal  granted  revoking  Certi-  fitted. 

ficate  of  Occupancy  No.  21340-1936  nrrTT  This  building  has  been  occupied  above  the  street 

THE  VOTE  TO  REVOKE  CERTIFICATE  OF  OCCU-  a  lodging  house  since  before  1890,  but  as  an 

PANCY  NO.  21340-1936:  .  .  ooen  dormitory  until  erection  of  cubicle  partitions 

Affirmative:  Chairman  Murdock  Commission-  P  approved  in  1933.  On  each  of  the  three 

er  Blum  and  Assistant  Chief  Walsh .  3  under  24  ft.  by  108  ft, .are 

Negative  . . ; . . .  ,  fortv  0r  more  rooms  formed  by  solid  wood  partitions 

Absent:  Commissioner  Savage  .  6  ft  in  height  set  3  inches  above  the  floor  and  open 

THE  RESOLUTION-  abovette  ^  L h 

Whereas,  George  G.  Lake,  for  John  J  Campbell  adja-  cubicle  haw  doo^and  ^occup^  is  P™  ^ 

cent  property  owner,  filed  November  1,  1938  an  apphcati  fkt  ^  in  b  6  ft  in  area  and  the  cubicles  are  arranged 

for  revocation  of  certificate  of  occupancy  No.  21340  1936,  inruritudinallv  in  rows,  opening  upon  aisles  leading 

issued  by  the  commissioner  of  buddings,  affecting  premises  ®  the  front  to  rear  walls  where  there  are  windows 

6  Chatham  square,  west  side,  94  ft  9  £  north  of  Mott  f^^.^tl  ^  ^  escapes.  There  is  one  stairway  leading 

street  (Block  No.  162,  Lot  No.  41),  Borough  of  Man-  to"  the& street,  enclosed  with  a  partition  of  wood  studs 

^wSereas,  the  decision  of  the  borough  superintendent,  and  metal.  ^  ^  record  in  the  Building  Division  of 

dated  October  7,  1938,  reads :  .  .  r  the  Department  of  Housing  and  Buildings  and  of  the 

“This  refers  to  your  communication  of  September  Department  recording  the  fire  and  loss  of  life  on 

29,  1938,  requesting  the  revocation  of  the  subject  12  ^938  ^  fited  in  Ais  appUcation.  .  ,  „ 

certificate  of  occupancy  on  the  grounds  that  it  was  J  -?hat  ’there  is  a  disagreement  as  to  whether  “cubicles 

issued  in  violation  of  Subdivision  6  of  Section  u  o  are  permitted,  between  the  Building  Division  and  the 

the  Multiple  Dwelling  Law  and  Section  32  of  the  Housing  Division,  is  indicated  by  the  rulings  which 

Multiple  Dwelling  Law.  ,  .  ...  reviewed  by  the  Board  in  two  previous 

Without  discussing  the  matter  of  whether  or  not  this  Ucations  Cal.  No.  276-36- A  and  Cal.  No.  427-37-A, 

certificate  should  have  been  issued,  the  writer  would  .  PP  ^  whicb  the  Building  Division  ruled  that 
advise  you  that  this  Department  is  without  authority  cubicles  are  deemed  rooms  and  are  required  to  conform 

to  revoke  a  certificate  of  occupancy  issued  by  it.  requirements  of  the  Multiple  Dwelling  Law, 

Under  Section  646,  Subdivision  g  of  the  Charter  Sections  31  and  32  The  Housing  Division  states  in 

of  the  City  of  New  York  .t  is  prescribed  that:  Every  Seet.om ^31. and  u.  September  29, 

certificate  of  occupancy  shall  unless  and  until  set  aside  -  *  ^ A  cubicle  shall  not  be  deemed  a  room  , 

or  vacated  by  the  Board  of  Standards  and  Appeals  and  ’  “7  3— Installation  of  new  cubicles  in  lodging  • 

or  a  court  of  competent  jurisdiction,  be  and  remain  houses  shall  be  of  metal”.  Other  requirements  as  to 

binding  and  conclusive  upon  all  agencies  and  officers  Sf  etc are  also  included. 

of  the  city,  and  shall  be  binding  and  conclusive  upon  £  T, j’  Board  in  applications  above  referred  to,  Cal. 

the  Department  of  Labor  of  the  State  of  New  \  ork,  ?76-36- A  ’and  Cal  No.  427-37-A,  in  upholding  the 

as  to  all  matters  therein  set  forth,  and  no  order ,  direc-  No.  276  Commissioner  of  Buildings,  declared 

tion  or  requirement  at  variance  therewith  shall  be  h  cubicle  partitions,  in  effect,  form  rooms  and  are 

made  or  issued  by  any  agency  or  officer  of  the  c  y,  dlegal  unless  they  conform  to  Sections  31  and  32  of 

or  by  the  Department  of  Labor  of  the  State  of  N  the  Multiple  Dwelling  Law.  Thesp  cubicles  do  not 

York,  or  any  commission,  board,  officer  or  member  conform  to  the  requirements  for  a  legal  room  either 

thereof.’  .  ,  r  :n  ,;7P  or  light  and  ventilation.  While  there  may  be 

The  request  for  a  revocation  ot  the  certificate  o  ,  ,  to&whether  the  language  in  section  32  was 

occupancy  should  be  addressed  to  the  Board  of  Stan  intended  in  the  last  sentence  to  apply  solely  to  a  build- 

ards  and  Appeals,  10th  floor,  Municipal  Bui  mg,  e\\  .  hereafter  erected,  the  reasonable  interpretation 

York.”  Would  appear  to  be  that  no  subdivision  of  a  room 

and  .  At*  /A*  m  %  •  k0;„n  o a  cPnuld  hereafter  be  permitted  so  as  to  nullify  the  room 

Whereas,  the  building  is  4  stories  (46  ft.)  in  height,  2  rcnuirements  as  to  size,  light  and  ventilation  provided 

ft.  V/2  in.  by  108  ft.  in  area,  of  non-fireproof  construction  1  sect:ons  29  and  30.  That  this  should  be  the 

erected  prior  to  1890,  located  m  an  unrestricted  use^district  interpretation  is  "plainly  evident  upon  examination  of 

and  occupied  as  follows:  Cellar— storage  1st  floor  store,  ijans  of  the  building  under  appeal  and  considering 

2nd  floor— lodging  house— 50  persons,  3rd  floor  same,  Pdisasterous  fire  of  July  12,  1938.  This  building 

4th  floor— same,  for  which  certificate  of  occupancy  N  .  t^  permitted  an  occupanCy  of  Miy  Pers°ns  Per 

21340-36  was  issued  June  3,  1936,  and  nf  floor  and  the  minimum  requirement  of  400  cubic  feet 

Whereas,  the  applicant  contends  tha t  the  «rtafiorte  of  ^is  bardy  met,  perhaps  not  met  as  to  the 

occupancy  was  issued  in  violation  ot  subdivis  on  6  bird  floor  These  enclosure  partitions  tend  to  reduce 

tion  8  of  the  multiple  dwelling  law,  as  well  as  section  32  ^feffect  of  this  minimum  requirement  for  air. 

of  the  multiple  dwelling  law;  and 
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In  the  opinion  of  the  Committee,  the  certificate  of 
occupanc)',  No.  21340,  was  illegally  issued  and  should 
be  revoked. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 
PATRICK  WALSH, 

Committee. 

Resolved,  that  the  decision  of  the  Borough  Superinten¬ 
dent  dated  October  7,  1938,  be  and  it  hereby  is  reversed,  and 
the  application  be  and  it  hereby  is  granted,  revoking 
Certificate  of  Occupancy  No.  21340-1936. 


1 100-38- A. 

APPLICANT — 1070  Madison  Avenue  Corporation,  neigh¬ 
boring  property  owner. 

OWNER  OF  PREMISES— Madison  Avenue  and  81st 
Street  Corporation. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings,  re :  Revocation  of  Permit 
No.  3942-38. 

PREMISES  AFFECTED' — 1072-1076  Madison  avenue  and 
25-27  East  81st  street,  northwest  corner  (Block 
No.  1493,  Lot  Nos.  13)4  and  14),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant — None. 


1094-38- A. 

APPLICANT — Excello  Specialty  Company,  lessee. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 17  Marcy  avenue  and  2-6 
Ainsle  street,  southeast  corner  (Block  No.  2373, 
Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Hyman  Folman. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commission¬ 


er  Blum  and  Assistant  Chief  Walsh .  3 

Negative .  0 

Absent :  Commissioner  Savage .  1 


THE  RESOLUTION— 

(1094-38- A) 

Whereas,  Excello  Specialty  Company,  lessee,  filed  No¬ 
vember  30,  1938,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  17  Marcy  avenue  and  2-6 
Ainsle  street,  southeast  corner  (Block  No.  2373,  Lot  No. 
1),  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  77204- 
LC,  dated  November  21,  1938,  reads : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  oils,  etc.,  shows  that 
the  following  must  be  done  before  the  permit  re- 
•  Quested  by  you  can  be  issued : 

FORTHWITH 

1.  Provide  an  approved  underground  storage  sys¬ 
tem  for  the  storage  of  kerosene  oil,  used  in  the  manu¬ 
facture  of  combustible  mixture.  Plans  and  specifi¬ 
cations  to  be  filed  with  and  approved  by  Division  of 
Housing  and  Buildings,  before  work  of  installing  tank 
is  commenced.  Tank  to  be  tested  and  installation 
supervised  by  a  representative  of  the  Division,  of 
Combustibles,  Fire  Department.” 
and 


7fwHEuEAS’  the  building  is  one  story  (13  ft.)  in  height, 
70  ft.  by  40  ft.  in  area,  of  non-fireproof  construction, 
erected  about  1900,  located  in  an  unrestricted  use  district 
and  occupied  as  follows:  1st  floor — manufacturing  polish 
and  insecticides — 3  persons;  and 
Whereas,  the  following  materials  are  stored :  Kerosene, 
OIl>  hard  wax,  ticathalomene  and  perfume ;  and 
Whereas,  the  applicant  contends  that  it  has  been  en¬ 
gaged  in  the  packing  of  insect  spray  in  small  cans  by 
transferring  from  55  gallon  drums,  in  this  building  for 
ve  years  and  has  had  no  fire  on  the  premises;  that  to 
pump  the  kerosene  from  an  underground  tank  into  drums 
in  order  to  mix  other  chemicals  with  same,  it  should  not 
e  prevented  from  taking  the  oil  into  the  drums  directly 
trom  the  tank  wagon ;  that  compliance  with  the  order 
would  incur  a  great  hardship;  that  the  nearest  residence 
3n  the  same  side  of  the  street  is  200  ft.  distant. 

7T?r\A°i ‘nil  t^iaj  ^e,  orc*er  °f  the  Fire  Commissioner,  No. 
/CZTi L5re  a,nd  it  hereby  is,  modified  and  that  the  appeal 
e  and  it  hereby  is  granted  on  condition  that  there  shall  at 
10  time  be  more  than  300  gallons  of  kerosene  in  drums  on 

a;nidetmi^S  arV?  ]hat  a11  other  conditions  shall  be  main- 
to  the  satisfaction  of  the  Fire  Commissioner. 


For  Opposition — Edward  McFadden,  Jr. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative  :  Chairman  Murdock,  Commission¬ 


er  Blum  and  Assistant  Chief  Walsh .  3 

Negative  .  o 

Absent,  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(1100-38-A) 


Whereas,  the  1070  Madison  Avenue  Corporation,  neigh¬ 
boring  property  owner,  filed  on  November  30,  1938  an 
•  appeal  with  the  Board  of  Standards  and  Appeals  relative 
to  a  decision  of  the  Borough  Superintendent  of  Buildings 
pertaining  to  the  revocation  of  permit  No.  3942-38,  affecting 
premises  1072-1076  Madison  avenue  and  25-27  East  81st 
street,  northwest  corner  (Block  No.  1493,  Lot  Nos.  13)4 
and  14),  Borough  of  Manhattan;  and 

W  hereas,  the  applicant  failed  to  complete  his  papers, 
although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


1157-38-A. 

APPLICANT — William  Shary,  for  Anna  Schindel  Rieg, 
et  al,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED-142  East  34th  street,  south 
side,  115  ft.  east  of  Lexington  avenue  (Block  No. 
889,  Lot  No.  60),  Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant:  William  Shary. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commission¬ 
er  Blum  and  Assistant  Chief  Walsh . 

Negative  . 

Absent,  Commissioner  Savage  . 


3 

0 

1 


THE  RESOLUTION— 

(1157-38-A) 

Whereas,  William  Shary,  for  Anna  Schindel  Rieg,  et 
al,  owners,^  filed  on  December  13,  1938,  an  appeal  from  a 
decision  of  the  borough  superintendent,  department  of 
housing  and  buildings,  affecting  premises  142  East  34th 
street,  south  side,  115  ft.  east  ^f  Lexington  avenue  (Block 
No.  889,  Lot  No.  60),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Application  No.  3061-38,  dated  December 
6,  1938,  reads: 

“2.  First  floor  construction  must  be  capable  of 
sustaining  50  lbs.  per  sq.  ft.  in  offices  and  120  lbs.  per 
sq.  .  ft.  in  new  workshop ;  7. 3. 2.3.  Reconsideration 
denied. 

5.  Stair  must  be  enclosed  in  partitions  having  a 
fire-resistive  rating  of  two  hours  with  y4  hour  doors 
at  all  openings — 6.4.1. 8.1.  Stair  must  extend  to  roof  ” 
and 

\Vhereas,  the  building  is  non-fireproof,  basement  and 


77 


minutes 


4  UT  fVfc’  by  so'ff  in“  eaawflocatS  infs? 

st°rage  no  person ,  base.  7  persons,  not  more 

Tan  5  on  mLufLctunng;  2nd,  3rd  and  4th  floo«~om; 

£f 

E  f  byl"' W  fm^delV  ron.Tnd j 

second  egress  is  provided  by  3  ft  ^^Ea^ea^and  is  level 
yard;  that  this  rear  yard  is  100  sq.  ft.  m  areaand1"^^1 
with  the  basement  floor ;  that  the  area  °f  thedudd  g 
including  extension  on  1st  floor,  is  less  than  2dUU  sq.  “• 
and  the  occupancy  on  the  1st  floor  is  about  1  person 

parh  ISO  sci.  ft.  of  floor  area.  . 

Resolved  that  the  decision  of  the  borough  superinten- 
dent  on  Alt  App.  No.  3061-38,  be  and  it  hereby  is  mod, fed 
and  'that  the  appeal  be  and  it  hereby  is  granted  on  »£*<•»* 
that  there  shall  not  be  more  than  ten  (10)  persons  at 
factory  work  on  the  basement  and  street  floors ;  that  a 
second  means  of  exit  at  the  rear,  shall  be  maintained  by 
means  of  a  gate  in  the  wall  or  fence  in  the  rear  yard, 
giving  access  to  adjoining  premises  through  which  access 
may  be  had  to  the  street;  that  the  stairway  may  be  e 
closed  in  stud  and  plaster  partitions  and  any  doors  ope 
ing  to  the  space  used  for  factory  purposes,  shaObemade 
self-closing ;  that  the  basement  and  street  floors  at  no  time 
shall  be  loaded  beyond  the  permitted  load  of  40  pounds 
per  superficial  foot. 


2.  Discontinue  the  storage  of  potassium  chlorate 

on  the  premises.  ,  .  r  0 

3.  Discontinue  the  manufacture  and  storage  of  the 
chlorate  and  aluminum  powder  compound  (curling 
powder)  for  the  reason  that  it  is  the  opinion  of  this 
department,  that  said  compound  (curling  powder)  the 
manufacture,  storage  and  sale,  is  too  hazardous  to  be 
manufactured,  stored  or  used  in  the  City  of  New 
York”. 


and 


Whereas,  the  building  is  six  stories  and  basement  (80 
ft  )  in  height,  200  ft.  by  100  ft.  in  area  ot  fireproof  con¬ 
struction,  equipped  with  a  standpipe  and  sprinkler  system 
located  in  an  unrestricted  use  district,  erected  in  1910  and 
occupied  on  the  5th  and  6th  stories  as  a  factory,  50  persons 
each  story,  for  which  the  applicant  states  certificate  of 
occupancy  has  been  issued ;  and 


Whereas,  the  applicant  contends  that  the  order  refers 
to  completed  chemical  permanent  wave  pads  which  con¬ 
tain  chlorate  and  aluminum  powder  mixed  with  inert 
materials;  that  the  mixture  is  not  explosive,  combustible 
or  dangerous;  that  the  pads  are  stocked  and  sold  by  every 
jobber  of  beauty  supplies  in  the  City  of  New  \ork  and 
are  in  daily  use  throughout  the  entire  City;  that  these 
pads  are  also  manufactured  by  Zotos,  Inc.,  Duart,  Ltd., 
Nestle  LeMur  and  Bonat  &  Bonat,  who  have  manufac¬ 
tured  and  stored  same  for  at  least  five  years.  As  to  Item 
2  of  the  order,  the  storage  has  been  reduced  to  a  maximum 
of  ?5  lbs  and  if  the  order  were  permitted  to  stand,  it 
would  result  in  the  discharge  of  a  large  number  of  em¬ 
ployees  whose  services  are  now  used  in  the  making  and 
selling  of  these  pads ;  and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  board  and  a  verbal  report  of  inspection  was  made 
by  the  chairman,  that  the  appeal  should  be  granted  under 
certain  conditions 


1164-38- A.  ^  ,  . 

APPLICANT — J.  Edward  Dwyer,  for  E.  Frederics,  Inc., 

SUBJECT — Appeal  from  an  order  of  the  fire  commis- 

PREMISESeAFFECTED-44-02  11th  street  west  side, 
from  44th  road  to  44th  avenue  (Block  No.  449, 
Lot  No.  13,  Long  Island  City),  Borough  of  Queens. 

appearances— 

For  Applicant  James  A.  Mamon. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

'j'Tj'c'  VOTE _ 

Affirmative:  Chairman  Murdock  Commission- 
er  Blum  and  Assistant  Chief  Walsh .  o 

Negative  . . .  , 

Absent:  Commissioner  Savage  . 

THE  RESOLUTION— 

(1164-38- A) 

Whereas  J.  Edward  Dwyer,  for  E.  Frederics,  Inc., 
owner,  filed  December  14,  1938,  an  upped  .from ‘  an  °rder 
of  the  fire  commissioner,  affecting  premises  44'°?T>}„S 
street  west  side,  from  44th  road  to  44th  avenue  (Block 
No.  449,  Lot  No.  13),  Long  Island  City,  Borough  of 

^Whereas,  the  order  of  the  fire  commissioner,  No. 
77235-C,  unda«ed,dreads:the  ^  ^  Per_ 

mit  No.  23341,  expiring  March  23  1939,  authorizing 
the  storage  and  use  of  5  drums  of  alcohol ,  5  ga  on 
essential  oil,  250  gallons  aqua  ammonia,  50  gallons 
mineral  oil  and  10  gallons  kerosene,  as  same  is  revoked 
for  the  reason  that  the  safe  conduct  of  your  business 
requires  that  the  following  be  complied  with. 


Resolved,  that  Order  No.  77235-C  of  the  fire  commis¬ 
sioner,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  potassium 
chlorate  and  aluminum  powder  shall  be  stored  in  a  struc- 
ture  erected  upon  the  roof,  in  compliance  with  the  regula 
tions  of  the  department ;  that  such  materials  shall  not  , 
exceed  in  quantity  more  than  10  days’  supply  and  that 
only  such  quantities  as  are  needed  for  each  day  s  work 
shall  be  taken  daily  to  the  portion  of  the  premises  where 
the  work  is  carried  on ;  that  this  material  shall  be  stored 
in  proper  cartons  approved  by  the  fire  commissionei  ;  that 
the  room  in  which  the  general  mixing  of  these  materials 
is  carried  on,  shall  be  enclosed  and  separated  from  the 
balance  of  the  factory  premises  by  reasonably  tight  parti¬ 
tions  and  with  ventilation  to  the  outer  air  ;  that  no  other 
process  of  manufacturing  deemed  hazardous  by  the  fire 
commissioner  shall  be  maintained  within  a  distance  of  2o  j 
feet  from  said  mixing  room. 


1165-38-A. 


APPLICANT— William  L.  Rosan,  for  Elten  Realties,  Inc., 
SUBJECT— Appeal  from  a  decision  of  the  borough  supei 
intendent  of  buildings.  . 

PREMISES  AFFECTED— 1815  Morris  avenue,  north¬ 
west  corner  of  Henwood  place  (Block  No.  2826, 
Lot  Nos.  32,  32J4,  32J4  and  33),  Borough  of  the 
Bronx. 

APPEARANCES— 

For  Applicant:  I.  L.  Crausmann. 

For  Administration):  Morris  Harris,  Dept,  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
er  Blum  and  Assistant  Chief  Walsh .  3 

Negative  .  ^ 

Absent,  Commissioner  Savage  .  ’ 

THE  RESOLUTION— 
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(1165-38- A) 

Whereas,  William  L.  Rosan,  for  Elten  Realties,  Inc., 
owner,  filed  December  14,  1938,  an  appeal  from  a  decision 
of  the  borough  superintendent  of  buildings  affecting  prem¬ 
ises  1815  Morris  avenue,  northwest  corner  Henwood  place 
(Block  No.  2826,  Lot  Nos.  32,  32pj,  32J/2  and  33),  Borough 
of  the  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent 
on  Alteration  Application  185-1938,  dated  December  6, 
1938,  reads : 

“A — 1:  Objection  not  removed:  Proposed  sub-curb 
rooms  checked  “A”  are  unlawful.  Sec.  34,  subdiv. 
F,  Multiple  Dwelling  Law.  Note:  court  does  not 
connect  directly  to  street.  Also  see  court  width.” 

and 

Whereas,  the  building  is  six  stories  (60  ft.)  in  height, 
120  ft.  by  90  ft.  in  area,  of  non-fireproof  construction, 
erected  in  1937,  located  in  a  residence  use  district  and 
occupied  throughout  as  a  Class  A  Multiple  Dwelling,  for 
which  a  certificate  of  occupancy  has  been  issued;  and 
Whereas,  the  applicant  contends  that  the  rooms,  as  pro¬ 
posed  should  be  accepted  as  same  were  approved  in  the 
original  new  building  plans  as  part  of  the  superintendent’s 
apartment  and  boys’  room.  It  is  now  proposed  to  sub¬ 
divide  the  apartment  practically  using  the  same  rooms  as 
plan  designation ;  and 

Whereas,  to  grant  the  appeal  as  to  the  sub-curb  rooms, 
would  be  a  modification  of  the  multiple  dwelling  law, 
which  this  board  has  no  power  to  do;  and 
Whereas,  in  the  opinion  of  the  board,  the  requirements 
of  the  multiple  dwelling  law  as  to  court  connecting  directly 
to  the  street,  are  met  as  shown  on  plans. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  App.  185-38,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  only  so  far  as  it 
applies  to  the  direct  connection  of  court  to  street;  that 
such  court  may  be  deemed  as  connecting  directly  to  the 
street,  provided  that  access  to  the  street  can  be  had  through 
court  and  yard  without  any  obstruction  or  without  passing 
through  any  other  part  of  the  building. 

1167-38-A. 

APPLICANT — Five  Star  Social  Club,  Inc.,  lessee. 
SUBJECT.  Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — 267-273  South  Fourth  street 
and  130  Marcy  avenue,  northwest  corner  (Block 
No  2434,  Lot  Nos.  207,  208,  209,  210  and  part 

4PPEAR4N°CES°S'  ^  and  ^)>  Borough  of  Brooklyn. 

For  Applicant:  D.  Salvati. 

For  Administration:  Morris  Hannes,  Dept,  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

Lrlh>  VOTE — 

Affirmative  :  Chairman  Murdock,  Commission¬ 
er  Blum  and  Assistant  Chief  Walsh .  3 

Negative  .  0 

Absent,  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(1167-38-A) 

Whereas  Five  Star  Social  Club,  Inc,  lessee,  filed  De¬ 
cember  14,  1938,  an  appeal  from  a  decision  of  the  acting 

?A707U7g.he  suPerintendent  of  buildings  affecting  premises 
zo/-z/3  South  Fourth  street  and  130  Marcy  avenue,  north¬ 
west  corner  (Block  No.  2434,  Lot  Nos.  207,  208,  209  210 
and  part  of  Lot  Nos.  213  and  214),  Borough  of  Brooklyn; 

decision  t^ie  borough  superintendent 
9  1938errea0ds  APP  1Cati°n  N°'  18474'38’  dated  December 

4’ropo^d  change  in  occupancy  from  commercial 
e  °0pu J  lc.use  a  Class  3 — Non-fireproof  structure 

over  20  ft.  in  height  and  exceeding  5000  sq.  ft.  in 


and 


area  is  contrary  to  Section  4.2.1.  of  the  Building  Code. 

Width  of  stairways  inadequate  for  number  of  per¬ 
sons;  computed  on  the  basis  of  Section  6.I.2.3. — la; 
as  per  Section  6.1.10  of  the  Building  Code. 
Application  is  therefore  denied.” 


Whereas,  the  building  is  2  stories  (30  ft.  6  in.)  in 
height,  100  ft.  by  95  ft.  in  area,  of  non-fireproof  construc¬ 
tion,  located  in  a  business  district,  erected  in  1927  and 
occupied  as  follows:  1st  floor,  post  office,  50  persons; 
2nd  floor,  post  office,  50  persons  and  social  club  with  dance 
floor,  350  persons ;  and 

Whereas,  the  applicant  contends  the  area  occupied  by 
the  social  club  is  approximately  6800  square  feet ;  that  the 
ceilings  are  fire  retarded;  that  there  are  two  exits  from 
the  portion  of  the  second  floor  occupied  by  the  social  club 
leading  directly  to  the  street ;  that  these  stairs  are  of  steel 
construction  with  cement  treads  enclosed  with  masonry 
partitions ;  that  the  floor  is  designed  to  carry  120  pounds 
live  load  and  the  building  faces  three  streets  and  $3,000 
has  been  expended  in  repairing  the  portion  used  as  a 
social  club ;  and 

Whereas,  this  matter  was  laid  over  for  an  inspection 
and  report  by  a  committee  of  the  board ;  said  inspection 
was  made  and  report  was  read  at  this  hearing  and  is  as 
follows : 

REPORT  OF  COMMITTEE. 

Re:  Cal.  No.  1167-38-A. 

Premises:  267-273  South  Fourth  street, 

N.  W.  corner  of  Marcy  avenue,  Brooklyn. 

January  9,  1939. 

This  application  is  for  a  variance  of  the  Building 
Code  to  permit  the  existing  second  story  of  a  two- 
story  post  office  building  to  be  occupied  as  a  club 
and  dance  hall.  The  area  is  9626  square  feet.  The 
budding  is  two  stories,  30  ft.  6  in.  in  height,  and  there 
are  two  enclosed  stairways  remote  from  each  other, 
each  4  ft.  0  in.  in  width,  leading  directly  to  the  street. 
The  building  exceeds  the  20  ft.  height  and  5,000 
square  feet  area  permitted  under  Section  C26-254.0 
(4.2.1.)  of  the  Code  for  non-fireproof  construction 
and  the  stairways  are  inadequate  for  the  desired  oc¬ 
cupancy  of  350  persons. 

The  building  was  erected  under  application  20476 
of  1927  and  permit  15013  of  1927  for  a  post  office 
throughout  and  the  2nd  floor  occupancy  is  stated  as 
50  persons  on  the  Certificate  of  Occupancy,  No.  53716, 
issued  November  26,  1928.  The  floor  load  is  stated 
as  120  lbs.  per  square  foot. 

After  inspection,  the  committee  of  the  board  recom¬ 
mends  that  the  application  be  granted,  as  the  condi¬ 
tions,  while  not  complying  with  section  C  26-273.0 
(6. 1.2.3),  are  in  substantial  compliance  with  Section 
C  26.-281.0  (6.1.10)  as  to  width  of  stairways  for  the 
occupancy  of  350  persons  desired  and  the  level  of  the 
2nd  floor  is  materially  less  than  32  feet  above  the 
curb. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

CHARLES  M.  BLUM, 
PATRICK  WALSH, 

.  Committee. 

i\eso l ved,  that  the  decision  of  the  borough  superinten- 
dent,  acting  on  Alt.  App.  No.  18474-38,  be  and  it  hereby  is 
modified,  and  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  and  that  the  existing  stairways  shall  be 
maintained,  _  enclosed  in  fireproof  partitions  and  not  re¬ 
duced  in  width. 

1170-38- A. 

APPLICANT — Mortimer  E.  Freehof,  for  Nassau  Savings 
and  Loan  Association,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent;  of  buildings. 
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PREMISES  AFFECTED— 770-77-8  Eastern  parkway, 

south  side,  90  ft.  west  of  Kingston  avenue  (Block 
No.  1271,  Lot  Nos.  31  and  34),  Borough  ot 
Brooklyn. 

APPEARANCES—  _  _  ,  ,  ,  *  T 

For  Applicant:  Mortimer  E.  Freehoi  and  A.  B. 

Jacoby.  ,  ^  . 

For  Administration:  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  .  w  „  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
er  Blum  and  Assistant  Chief  Walsh .  3 

Negative  . 1 

Absent:  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(1170-38-A) 

Whereas,  Mortimer  E.  Freehof,  for  Nassau  Savings 
and  Loan  Association,  owner,  filed  December  16,  1938,  an 
appeal  from  a  decision  of  the  acting  borough  superinten¬ 
dent  of  buildings,  affecting  premises  770-778  Eastern  park¬ 
way,  south  side,  90  ft.  west  of  Kingston  avenue  (Block 
No  1271  Lot  Nos.  31  and  34),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  12,  1938,  in  acting  on  Applic.  No.  18455- 

1938  rGcids  *  • 

“1.  Changing  occupancy  from  residence  to  public 

use  is  contrary  to  Section  2. 1.3. 5  of  Building  Code, 

as  building  is :  ,  ,,, 

“(a)  3  story  non-fireproof,  contrary  to  4.3.1  or 

Building  Code.  ..  .. 

“(b)  Exits  do  not  comply  with  6.1.^  of  Buildin0 

Code 

“(c)  Floor  loads  show  40  lbs.  reqd.  100  lbs.  sq.  ft. 
contrary  to  7. 3. 2. 2. 5  of  Building  Code. 

Whereas,  the  building  is  3  stories  (34  ft.)  in  height, 

54  ft  10  in  by  74  ft.  8  in.  in  area  at  1st  floor  and  54  ft. 

10  in’  by  61  ft.  10  in.  above,  of  non-fireproof  construction, 
located  in  a  business  and  residence  use  district,  erected  in 
1933  and  occupied;  Cellar— garage  for  4  cars,  helps  rooms, 
recreation  room,  boiler  room,  laundry  and  storage— 3  per¬ 
sons ;  1st  floor— doctor’s  office  and  helps  room— 19  per¬ 
sons;  2nd  floor— living  quarters— 4  persons;  ord  floor 
sleeping  quarters — 5  persons ;  and 

Whereas,  it  is  proposed  to  change  the  use  and  occupancy 
as  follows :  Dentist,  helps’  rooms,  boiler  room  and  storage 

_ 7  persons  ;  1st  floor — offices — 12  persons  ;  2nd  floor- 

offices— 15  persons;  3rd  floor— offices— 11  persons ;  and 
Whereas,  the  applicant  contends  that  it  is  proposed  to 
use  these  premises  for  the  administration  of  the  affairs  o 
the  Brooklyn  Hebrew  Orphan  Asylum,  a  philanthropic  so¬ 
cial  welfare  organization ;  that  occupancy  will  be  limited  to 
social  workers  and  their  supervisors  and  to  a  transient 
doctor,  dentist,  and  psychiatrist  who  will  examine  and 
prescribe  for  a  limited  number  of  patients  by  appiontment ; 
that  no  persons  will  congregate  in  the  building  tor  an> 
purpose  whatsoever;  that  no  persons  will  be  harbored  in 
the  building  for  care  of  treatment;  that  the  building  is 
substantially  constructed  with  brick  exterior  walls  and 
interior  steel  columns  and  girders;  that  there  is  no  bearing 
of  beams  on  stud  partitions ;  that  there  are  several  points 
of  ready  exit  from  the  building;  that  there  are  two  inde¬ 
pendent  sets  of  stairways,  one  entirely  fireproof  and 
enclosed  in  fireproof  walls;  that  floor  loading  will  be  no 
greater  than  that  in  a  residence  building ,  and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  board  which,  recommends  that  the  appeal  be  granted 
on  condition  that  the  building  shall  at  all  times  be  used  m 
accordance  with  the  requirements  of  the  zoning  resolution 
as  a  building  devoted  to  philanthropic  or  eleemosynary 
use  and  that  the  floor  load  shall  not  be  beyond  the  legal 
approved  capacity  therefor;  that  the  building  shall  not  be 
extended  in  height  or  area  or  the  open  space  around  the 
building,  reduced. 


Resolv'd,  that  the  decision  of  the  borough  s^nnjen- 

dent,  acting  on  Applic.  N°; it  hereby  is  granted 

modified  and  that  the  app  ^  ^  q£  the  buiiding  shall 

on  condition  that  the  P  °P  ,  on  plans  and  in 

be  maintained  substantia  J  ^  ^  ^  appeal;  that 

accordance  with  the  state  accordance  with 

the  building  stall  at  all  ttmes ^ ^  used  m  acco^  ^ 

the  requirements  ot  the  resia  ^  at  no  time 

thropic  or  eleemosynary  ins.*  1  •  ’  tb  t  tbe  living  quarters 

be  used  as  a  hospital  or  sam  >  apartment  for  the 

within  the  building  shall  no  1  -^ent  superinten- 

director  and  accommodations  for  the  vbuMtag 

- 

and  regulations  applicable  thereto. 


of 


11 72-38- A. 

V0^SSnrif  the  acting  borough 

Brooklyn. 

APpEARANCES-nt;.  LouU  Horowitz. 

Admtais?Lion!beMo?ris  Hannes,  Dept. 

Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE—  .  o 

Neg™v“?  Chairman  '  Murdock','  Commissioner 

Absent:  Commissioner  Savage . 

THE  RESOLUTION— 

(1172-38- A) 

Whereas,  Albert  Lease,  owner,  filed  an  appeal  froma 
decision  of  the  acting  borough  superintendent  affecting 
premises  1520-1524  Bushwick  avenue,  south  side  50  ft 
west  of  Abderdeen  street  (Block  No.  3466,  Dot  in  os.  ou 

tendent  on  Application  15963-38,  dated  November  13,  19o8, 

1CadS  “The  records  of  the  Housing  Division  of  the  De¬ 
partment  of  Housing  &  Buildings  show  that  the 
buildings  which  this  application  proposes  to  alter  are 
on  a  lot  or  lots  which  are  an  integral  part  of  the  plot 
or  lot  upon  which  a  Multiple  Dwelling  (NJW 
Tenement)  was  erected  and  that  the  space  abo\ 
roof  of  each  of  these  buildings  was  deemed  and  ap¬ 
proved  to  be  a  legal  court  for  the  light  and  ventilation 
of  rooms  in  the  Multiple  Dwelling  opening  thereon 
and  as  the  reapportionment  of  this  plot  or  lot 
several  lots  removes  this  court  from  the  Multiple 
Dwelling  premises  (see  definition  of  Court),  sec 
tion  4  s  d.20  Multiple  Dwelling  Law)  and  thereby 
diminishes  light  and  ventilation  of  the  rooms  opening 
on  said  court  and  makes  such  rooms  illegal,  in  viola 
tion  of  Sections  8,  29.212,  213  and  222  of  the  Multiple 
Dwelling  Law  and  the  reapportionment  is  in  violation 
of  Sections  8  and  300.” 

Whereas,  the  applicant  contends  that  on  November  2, 
1925  plans  (N.B.  18613)  were  approved  for  20  family 
building,  4  stories  high  on  the  adjoining  lot  to  the  east 
having  a  frontage  of  50  feet  and  the  1  story  store  build¬ 
ings  on  the  premises  in  question,  all  under  the  same  new 
building  number;  that  windows  were  installed  on  Ifre 
party  wall  between  the  multiple  dwelling  and  the  stor 
building  No.  1522  to  the  level  of  the  store  building  root 
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and  a  certificate  of  occupancy  was  issued  for  said  struc- 
tuie,  that  on  December  6,  1929,  a  certificate  of  occupancy 
was  issued  for  the  store  on  the  westerly  25  feet  for  wash¬ 
es  ol  automobiles;  that  on  April  16,  1930  a  new  certifi¬ 
cate  of  occupancy  was  issued  for  the  same  westerly  25 
'  feet,  ^or  a  SaraSe  for  not  more  than  5  cars  and  automo- 
bde  laundry;  that  the  owner  of  the  entire  parcel  con- 
|  veyed  the  westerly  50  feet  on  December  5,  1929;  that  on 
December  23  1929  the  easterly  50  feet  upon  which  the 
multiple  dwelling  stands,  was  also  conveyed  to  another 
owner ;  that  by  subsequent  conveyances  the  entire  parcel 
again  became  owned  by  the  common  owner  and  the 
westerly  portion  was  again  conveyed;  and 
Whereas,  the  applicant  further  contends  that  it  is 
now  proposed  to  erect  an  additional  story  upon  the  one 
story  store  buildings ;  that  the  borough  superintendent  is 
in  error  in  stating  that  all  of  the  parcels  are  under  one 
ownership  as  one  building;  that  the  objection  is  without 
,  merit  because  the  westerly  50  feet  was  conveyed  prior  to 
t  e  com  eyance  of  the  easterly  50  feet  and  in  which  instance 
no  easement  for  light  or  air  was  provided  for;  that  all 
ot  the  objections  of  the  borough  superintendent  referred 
i  ,to“?  multiple  dwelling  and  can  in  no  way  affect  the  store 
buildings ;  that  the  maintenance  of  the  windows  in  the 
i  multiple  dwellings  was  illegal ;  that  the  violation  was 
issued  December  9,  1937,  against  same,  copy  of  which 
violation  is  filed  with  this  appeal ;  and 
Whereas,  the  records  of  the  department  show  that 
the  lot  under  appeal  was  included  in  the  plot  upon  which 
the  adjoining  multiple  dwelling  was  erected  under  the 
new  bmldmg  application  filed  and  approved  at  the  time  the 
uildings  were  erected ;  that  the  windows  and  fire  escapes 
in  question  would  have  been  illegal  unless  the  lot  under 
Sea  fth“  und^r  \he  ,same  ownership,  was  included  as 
th?  ,”u‘iple  dwelling  plot;  that  the  windows 
unlike  usual  lot  line  windows,  are  the  required  windows 
for  light  and  ventilation  of  the  living  rooms  and  bath 

:nrTi’f^lth°iUt  whlcl?  the  use  of  such  ro°ms  would  be 
bv  fhe’^nn./b^f t0  cran£e  the  aPProv'ed  legal  conditions 
b\  the  construction  of  the  story  proposed,  thereby  block¬ 
ing  these  windows,  would  be  contrary  to  Section  ~8  nara- 
graph  5  of  the  Multiple  Dwelling  Law,  whiZ  prohSs 
the  reduction  of  the  size  of  the  plot  on  which  the  multiple 
dwelling  ,s  constructed  or  the  reduction  in  the  si7e  of  a 
required  court  or  side  yard. 

Revived,  that  the  decision  of  the  borough  superinten- 
dent,  acting  on  App.  No.  15963-38,  be  and  it  hereby  H 
affirmed,  and  the  appeal  be  and  it  hereby  is  denied.  Y 

1182-38-A. 

SUBTErTN  A~0ti°r W'  Kr]tz’  for  H'  B^ens,  owner. 
SUBJDCT— Appeal  from  a  decision  of  the  borough  super- 

tjt", t—  n  r-  mtendent  of  buildings. 

PREMISES  AFFECTED  25  Knox  place,  north  side,  430 
tt  east  of  Slosson  avenue  (Block  329,  Lot  No 
Borouffh  of  Richmond. 

APPEARANCES— 

For  Applicant :  Otto  W.  Kritz. 
or  Administration :  A.  B.  Comins,  Department 
a  cTTrcKT  ^ of  Housing  and  Buildings. 

THE1  VOTb^-B°ARD~ApPeaI  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commission- 
er  Blum  and  Assistant  Chief  Walsh  3 

Negative . .  .  0 

Absent :  Commissioner  Savage  .  ’  ’  j 


and 


“An  amendment  to  New  Building  No  500-1938 
fi  ed  by  you  on  December  14,  1938, ,  premises  25  Knox 
place,  430  it.  east  of  Slosson  avenue,  Borough  of  Rich¬ 
mond  for  the  reconsideration  and  approval  of  a 
method  to  allow  the  setting  of  a  wood  sill  less  than 
12  in.  above  grade,  is  hereby  denied,  it  being  contrary 
to  Section  8. 7.2.3  of  the  Building  Code.” 


9A^ERKAS4/re  Wildin&  is  stories  (23  ft.)  in  height, 
-6.0  tt.  by  24  ft.  in  area,  on  a  lot  60  ft.  by  100  ft.  in  area  • 
o  rame  construction ;  surfaced  on  the  exterior  with  brick 
veneer;  located  in  a  residence  use,  “D”  area  district;  to 
be  occupied  throughout  as  a  one-family  dwelling-  and 
VVhereas,  the  applicant  contends  that  the  proposed 
method  of  construction  is  shown  on  plans  filed  with  this 
appeal  December  17,  1938  and  will  provide  permanent  pro¬ 
tection  for  the  main  sill ;  that  the  proposed  method  con- 
sists  ot  a  la  lb.  asphalt  felt  embedded  in  mastic,  fastened 
to  sheathing  and  foundation  and  carried  to  a  point  not 
less  than  the  top  of  the  first  tier  of  beams. 

Resolved,  that  the  decision  of  the  borough  superinten- 
dent  actmg  on  N.B.  App.  No.  500-38  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  grade  at  the  building  shall  at  no  place 
be  higher  than  the  bottom  of  the  main  wood  sill ;  and  that 
the  method  of  waterproofing  as  indicated  on  drawing  filed 
with  this  appeal,  shall  be  followed. 


rHE  RESOLUTION— 
i  (1182-38-A) 

3e«mberASi70tlt938W'  KHtZ’  £<?r  Behrej1S’  owner’  filed 
!  “2er  17>.  Z38'  an  append  from  a  decision  of  the 

CnoxS5qa !uperinte"dei?t  of  buildings,  affecting  premises  25 

Block^N^VQ^T^  Slde’  d3d  ft.  east  of  Slosson  avenue 
k  No.  329,  Lot  No.  86),  Borough  of  Richmond;  and 

hereas,  the  decision  of  the  borough  superintendent, 
•  B.  App.  No.  500-38,  dated  December  14,  1938,  reads: 


1188-38-A. 

APPLICANT  David  Millman  for  S.  Millman  &  Son, 
for  Hyman  Senzar,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — 134-138  Hinsdale  street,  west 
side,  100  ft.  south  of  Glenmore  avenue  (Block 
3715,  Lot  No.  21),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant:  David  Millman. 

For  Administration :  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — -Appeal  denied. 

THE  VOTE  TO  GRANT: 

Affirmative  .  o 

Negative:  Chairman  Murdock,  Commission¬ 
er  Blum  and  Assistant  Chief  Walsh .  3 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(1188-38-A) 

Whereas,  David  Millman,  for  S.  Millman  &  Sons,  for 
Hyman  Senzar,  owner,  filed  December  20,  1938,  an  appeal 
from,  a  decision  of  the  acting  borough  superintendent  of 
buildings,  affecting  premises  134-138  Hinsdale  street,  west 
side,  100  ft.  south  of  Glenmore  avenue  (Block  No.  3715, 
Lot  No.  21),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  on  Applic.  No.  17291-38,  dated  December  20,  1938, 
reads : 

“1.  Garage  in  a  2-story  building  questioned  whether 
Section  4.2.1  of  Building  Code  will  be  violated  (two 
story  metal  building  used  for  storage  of  lumber).” 

and 

Whereas,  the  statement  is  made  by  the  applicant  that  the 
building  is  one  story  (16  ft.)  in  height,  16  ft.  by  48  ft.  in 
area,  of  corrugated  sheet  metal  construction,  located  in  an 
unrestricted  use  district  and  occupied  as  a  lumber  shed 
and  garage  for  two  cars,  for  which  certificate  of  occupancy 
No.  70522  was  issued  on  March  22,  1933 ;  the  plans  how¬ 
ever  show  a  one  story  and  attic  building;  and 
Whereas,  the  applicant  contends  that  it  is  proposed  to 
separate  the  upper  half  story  lumber  shed  from  the  garage 
space  by  fire-retarded  ceiling  and  to  construct  all  walls 
of  the  first  story  of  cement  blocks  with  no  openings  except 
to  the  street;  and 

Whereas,  the  premises  were  inspected  by  a  committee 
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of  the  board  and  a  verbal  report  of  inspection  was  made 
by  the  chairman,  that  the  plans  filed  with  this  appeal  di 
not  indicate  the  correct  condition  in  many  respects ;  that 
the  building  in  the  rear,  shown  as  a  one-story  brick  factory, 
is  a  2-story  mill  working  plant;  tljat  the  socallecl  garage 
is  not  constructed  as  indicated  on  the  plan  and  is  a  hre 
menace  being  enclosed  in  wood  boarding ;  the  doors  open 
illegally  on  the  building  line  and  the  committee  recom¬ 
mended  that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  on  Applic.  No.  17291-38,  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


1221-38-A. 

APPLICANT— L.  Davidson,  for  Star  Corrugated  Box 
Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 55-15  Grand  avenue,  north 
side  259.2  ft.  west  of  Old  Flushing  road  (Block 
No.’  2609,  Lot  No.  6),  Maspetli,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  L.  Davidson. 

For  Administration:  Insp.  Maher,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  J  ,  _ 

Affirmative:  Chairman  Murdock,  Commission¬ 
er  Blum  and  Assistant  Chief  Walsh .  3 

Negative  . . Y 

Absent,  Commissioner  Savage  .  1 

THE  RESOLUTION 


interpretation  of  a  fire  area;  that  the  old  building  at  the 
front  of  the  lot  is  separated  from  the  extension  with  a 
12-inch  brick  wall,  supported  on  fireproof  steel  conduc¬ 
tion  with  tin-clad  self-closing,  Underwriters  Labeled  Doo  s 
on  the  openings ;  that  it  would  have  been  a  s>rnpU  pj-oPO- 
sition  to  comply  with  the  requirements,  if  the  applicant 
had  not  been  informed  by  the  building  department  that 
the  installation  would  be  satisfactory;  that  changing  the 
system  now  would  accomplish  no  good  purpose  either 
structurally  or  from  an  insurance  point  ot  view. 

Resolved  that  the  decision  of  the  borough  superintendent, 
on  Alt  Applic  No.  9646-38,  be  and  it  hereby  is  modified, 
and  that  the  appeal  be  and  it  hereby  is  granted  on  con¬ 
dition  that  in  all  other  respects  the 
comply  with  the  Sprinklers  Rules  of  the  Board  ot 

opening^  £ 

rear  Sections  of  the  building,  shall  at  all  times  be  pro- 

"ZZg  on”  w’Uu* 

allowance  for  the  sprinkler  system. 


(1221-38-A) 

Whereas,  L.  Davidson,  for  Star  Corrugated  Box  Com¬ 
pany,  owner,  filed  on  December  30,  1938,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  prem¬ 
ises  55-15  Grand  avenue,  north  side,  259.2  ft.  west  of  Old 
Flushing  road  (Block  No.  2609,  Lot  No.  6),  Maspeth, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  9646-38,  dated  December  23,  1938, 
reads : 

“A.  The  new  structure  does  not  constitute  a  sep¬ 
arate  fire  area  as  defined  by  Rule  12.  Therefore,  the 
8-inch  feed  main  as  arranged  is  inadequate  for  the 
supply  of  more  than  420  sprinklers  in  any  one  fiie 
area.  Rules  25  and  26. 

“B.  The  6-inch  line  is  inadequate  for  the  supply 
of  more  than  200  sprinklers  in  any  one  fire  area. 

Rule  25.  ,  ,  , 

“C.  The  4-inch  line  where  indicated  is  overloaded 
to  the  extent  of  13  sprinklers  inasmuch  as  the  ‘loading 
platform’  section  is  not  a  fire  area  as  defined  by  the 
Rules.  Rule  25.” 

(Rules  quoted,  refer  to  the  Sprinkler  Rules  ot  the 
Board  of  Standards  and  Appeals,  applying  to  factory 
buildings.) 

Whereas,  the  building  is  2  stories  (34  ft.)  in  height, 
147  ft.  by  560  ft.  in  area,  of  part  fireproof  and  non-fire- 
proof  construction ;  equipped  with  a  standpipe  and  a 
sprinkler  system;  located  in  unrestricted  district;  erected 
in  1925,  1936  and  1937 ;  OCCUPIED :  Cellar— boiler  room, 

1  person;  1st  floor — storage  (heavy  paper  in  rolls),  3- 
persons ;  2nd  floor— manufacturing  corrugated  paper  boxes, 

175  persons;  and  x  xl 

Whereas,  the  applicant  contends  that  prior  to  the  prep¬ 
aration  of  plans  for  the  extension  in  the  rear  in  1936,  the 
applicant’s  engineer  consulted  with  the  building  depart¬ 
ment  and  was  informed  that  it  would  be  satisfactory  to 
continue  the  existing  6-inch  main  into  the  new  addition, 
and  this  was  confirmed  by  the  Factory  Insurance  Associa¬ 
tion  of  Hartford,  Conn.,  and  that  the  sprinkler  contractor 
did  not  file  the  plans  until  the  building  was  almost  finished; 
that  the  objections  appealed  are  based  on  the  Examiners 


548_24-A  I 

APPLICANT— Charles  M.  Spindler,  for  All  States  Hold¬ 
ing  Corporation,  owner.  .  .  , 

SUBJECT— Application  for  consideration— reopening  ai  d 
amendment-re  Appeal  from  a  dec.s.on  of  the 
borough  superintendent  of  buildings. 

PREMISES  AFFECTED1 — 415-423  East  53rd  street, 
north  side  194  ft.  east  of  First  avenue^  running 
through  to  410-416  East  54th  street  (Block  No. 
1365,  Lot  No.  9),  Borough  of  Manhattan. 
APPEARANCES- nf;  M  Spindler  and  M.  V. 

McDevit.  .  • 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION —  ^  •  • 

Affirmative:  Chairman  Murdock  Commission- 
er  Blum  and  Assistant  Chief  Walsh .  3 

Negative  . . . . . .  i 

Absent:  Commissioner  Savage  . 

THE  RESOLUTION— 

(548-24- A)  I 

Whereas,  Mann  &  MacNeille,  for  Bloomingdale  Bros 
owners,  filed,  April  17,  1924,  an  appeal,  with  the  Board  of 
Appeals,  from  a  decision  of  the  fire  commissioner  affect 
mg  premises  415-423  East  53rd  street,  north  side,  194  it 
east  of  First  avenue,  running  through  to  410-416  East  54th 
street  (Block  No.  1365,  Lot  No.  9),  Borough  of  Manhattan, 

and  .  a  a 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  18,  1924,  in  acting  on  New  Building  Application 

No.  361-24,  reads:  .  , 

“21.  Garage  not  permitted  m  same  building  wnere 

mattresses  and  furniture  are  stored” ; 
and  .  . 

Whereas,  the  building  is  fireproof,  six  stories  and  cel¬ 
lar  in  height,  100  ft.  by  200  ft.  in  area ;  OCCUPIED  as 
a  garage  in  cellar  and  1st  story,  and  as  auto  repair  shop 
on  6th  story,  the  remainder  of  the  building  is  used  for 
the  repair  and  storage  of  furniture,  1,050  persons  in  the 
entire  building;  and 

Whereas,  appellant  contends  that  the  building  is  fire¬ 
proof,  equipped  with  standpipe  and  sprinkler  system  and 
that  there  is  no  hazard ;  and 

Whereas,  this  appeal  was  granted  by  the  board  October 
7  1924  and  appellant  requested  an  amendment  ot  the 

resolution,  because  of  violation  of  the  fire  commissioner 
No.  9528-L.C.  and  resolution  was  amended  December  14 
1937  and  owner  requests  a  further  amendment. 
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Resolved ,  that  the  decision  of  the  fire  commissioner  be 
and  it  heieby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  garage  use  shall  be  re¬ 
stricted  to  the  two  lower  stories;  that  there  shall  be  no 
horizontal  exits  installed  or  maintained  between  this  ga¬ 
rage  area  and  any  existing  building ;  that  the  stairway 
enclosures  shall  be  built  fireproof  and  shall  lead  directly 
to  street;  that  the  building  shall  be  equipped  with  a  100 
per  cent  sprinkler  system  and  standpipe  system ;  that  any 
gasoline  storage  equipment  shall  be  installed  at  the  extreme 
front  of  building,  on  the  54th  street  side,  installed  in  ac¬ 
cordance  with  all  ordinances,  rules  and  regulations  ap¬ 
plicable  thereto,  except  that  the  tanks  may  he  installed 
above  the  cellar  floor,  provided  they  are  approved  double 
shell  tanks  with  indicating  devices  and  fully  encased  on 
all  sides  with  concrete  not  less  than  12  inches  in  thickness 
and  that  the  capacity  does  not  exceed  tivo  550  gallon  tanks; 
that  there  shall  be  no  heating  apparatus  installed  or  op¬ 
erated  on  these  premises;  and  that  any  steam  pipes  in¬ 
stalled  in  this  building  shall  be  covered  with  asbestos, 
sectional  covering. 

832-38-A. 

APPLICANT — Leonard  C.  L.  Smith,  for  Green  Park 
Homes,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  a  decision  of  the 
borough  superintendent  of  buildings. 

PREMISES  AFFECTED1 — South  side  of  Eliot  avenue, 
626  ft.,  644  ft.  and  667  ft.  west  of  84th  street 
(Block  No.  2941,  Lot  No.  1),  Elmhurst,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  L.  C.  L.  Smith. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative:  Chairman  Murdock,  Commission¬ 
er  Blum  and  Assistant  Chief  Walsh .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(832-38-A) 

Whereas,  Leonard  C.  L.  Smith,  for  Green  Park  Homes 
Inc.,  owner,  filed,  September  30,  1938,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings  affect¬ 
ing  premises  south  side  of  Eliot  avenue.  626  ft  ’644  ft 
and  667  ft.  west  of  84th  street  (Block  No.  2941,  Lot  No 
1),  Elmhurst,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent 
ot  buildings,  dated  September  23,  1938,  re  N  B  1769-38 
reads :  ’ 

“Proposed  buildings  appear  to  be  in  bed  of  a  citv 
street, 
and 

Whereas,  it  is  proposed  to  erect  a  number  of  two-story 
nrick  dwellings  on  the  premises,  which  are  located  in  the 
led  of  a  street  now  shown  on  the  City  Map  ;  and 

Vhereas,  section  35  of  the  General  City  Law  empowers 
ne  board  to  grant  a  permit  to  erect  a  building  within  the 
led  of  a  street  now  shown  on  the  City  Map;  and 
,  f  Pereas,  the  board  is  advised  by  the  borough  engineer 
hat  the  street  will  undoubtedly  never  be  opened  and  also 
hat  the  amended  plans  for  the  route  of  the  proposed 
Midtown  highway  will  not  include  this  street;  and 

W£ERin?i  thlS  appeal  was  £ranted  by  the  board  Novem- 
)er  ^  lyjy,  on  certain  conditions  and  the  applicant  re- 
iiested  an  amendment  of  the  resolution;  and 
Whereas,  it  appears  that  N.B.  Applic.  No.  1769  of  1938 
ias  been  superseded  as  to  the  three  houses  proposed  to  be 

0008edinonQ  hedTnninf  82,nd  place’  by  N‘B'  ApI)lic-  Nos. 

'  c  and  10010,  and  corrected  distances  west  of  84th 

treet  are  now  given  as  616  ft.,  634  ft.  and  652  ft.  respec- 
'vely;  and 


Whereas,  the  resolution  of  November  22,  1938,  reads: 
Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent  re  N.B.  1769-38,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  per¬ 
mitting  the  buildings  to  be  erected  as  proposed  within 
the  bed  of  82nd  place,  on  condition  that  in  all  other 
respects  the  buildings  shall  comply  with  all  laws,  rules 
and  regulations  applicable  to  their  construction  and 
use.” 

Resolved,  that  the  resolution  adopted  by  the  board  on 
November  22,  1938  be  reaffirmed  and  that  the  appeal  be 
granted,  to  permit  the  erection  of  the  proposed  buildings 
within  the  bed  of  82nd  place,  on  condition  that  in  all  other 
respects  the  buildings  shall  comply  with  all  laws,  rules  and 
regulations  applicable  to  their  construction  and  use. 

VARIATION  OF  LABOR  LAW 

1175-38-S. 

APPLICANT — William  Pligginson  &  Son,  for  Estate  of 
John  F.  Galvin,  owner. 

SUBJECT— Variation  of  the  Labor  Law  as  cited  in  a 
decision  of  the  borough  superintendent  of  build¬ 
ings. 

PREMISES  AFFECTED-West  side  of  11th  street,  run¬ 
ning  from  44th  road  to  44th  avenue  and  10-33 
44th  road  (Block  No.  449,  Lot  No.  13),  Long 
Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Clarence  Higginson. 

For  Administration :  David  Stone,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn,  to  com- 
ply,  after  indication  that  the  board  would  deny 
the  application ;  the  board  having  inspected  the 
premises  in  connection  with  Cal.  No.  1164-38- A 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commission¬ 
er  Blum  and  Assistant  Chief  Walsh .  3 

Negative  .  o 

Absent :  Commissioner  Savage  .  1 

APPLIANCES  SUBMITTED  FOR  APPROVAL 
199-36-SA. 

APPLICANT — Sundstrand  Machine  Tool  Co.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment,  to  include  approval  of  Models  90B-1 
and  90B-2,  S-l  and  S-2,  of  Sundstrand  Fuel  Unit 
(Pump),  Model  No.  7-OB. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

tHEtVOTE  TO  REOPEN  AND  AMEND  RESOLU- 

Affirmative :  Chairman  Murdock,  Commission¬ 
er  Blum  and  Assistant  Chief  Walsh .  3 

Negative  .  q 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(199-36-SA) 

Whereas,  the  Sundstrand  Machine  Tool  Co.,  owner,  filed 
June  29,  1936,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  its  device  known  as  the 
Sundstrand  Fuel  Unit  (Pump),  Model  7-OB;  and 

Whereas,  this  device  was  approved  by  the  board  July 
14,  1936,  on  the  basis  of  the  following  report: 

The  fuel  unit  was  attached  to  a  gun  type  burner  and 
on  the  suction  line  there  had  been  installed  a  10  ft. 
anti-syphon  valve  manufactured  by  the  Preferred  Utili¬ 
ties  Company.  This  fuel  unit  consists  of  a  gear  pump, 
strainer  on  the  suction  side  of  the  pump  and  a  pressure 
regulating  and  cut-off  valve  on  the  pressure  side  of 
the  pumping  unit.  The  strainer  and  regulating  valves 
are  incorporated  in  the  unit  as  integral  parts. 
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'SSA  ‘SSf'lSftS  APPUCANT-Westinghouse  Electric  Elevator  Co.,  I 
Ssagaiways£,tomthf ge'J!  ‘rET.^rS  «t"e  ££  SUBJEcT-Applica.ion  for  considerafen-reop^ng  and 

IS  »  swf^yssajf  wsa T^- 

chamber  is  increased,  the  piston  in  the  cylinder  is  vators. 

nrnhed  back  to  a  point  where  a  collar  on  the  cut-off  APPEARANCES— 

P  ,  ‘  „  shoulder  of  the  piston.  Further  in-  For  Applicant:  Edward  B.  Dawson 

creare  "/pressure  moves  the  cut-off  valve  stem  off  its  ACTION  OF  BOARD  Application  reopened  and  resolu- 

SmeoleTdbackTo^“=nt0theTu“off^aTv?it  aEo  opeSsTe  THE  VOtY  "^REOPEN  AND  AMEND  RESOLD- 

h\T  nort  which  allows  the  excess  oil  to  be  re-  TIO^N —  .  ,  .  n  •  • 

drned  to  the  storage  tank  or  suction  side  of  the  fuel  Affirmative^  Cha.rma^  Murdock,  Comm, »  _  _  -  3 

U”a  mechanical  seal  is  provided  around  the  drive  shaft  Negative  . . .  • : . .  . .  ? 

of  the  unit  to  prevent  oil  leakage.  _  Absent :  Commissioner  Savage  .  I 

The  pump  was  put  in  operation  with  a  vacuum  gauge  RESOLUTION — 

on  the  suction  side  and  under  normal  operating  con-  (719-38-SA) 

25  ‘or~“DSi^hriSS  ohfe«esnteandSo0prread  Whekeas,  the  Westinghouse  Electric  Elevator  Company 
tion  the  pump  showed  no  leaks  and  abruptly  stopped  owner,  filed  August  12,  1938,  an  application  with  the  Board 
the  flow  of  oil  to  the  burner  nozzle  when  shut  down.  Qf  Standards  and  Appeals  for  approval  of  the  device  k  o  n 

As  the  result  of  this  inspection  and  test,  it  is  recom-  as  the  Westinghouse  Interlock  for  Automatic  Elevators, 

mended  that  the  Sundstrand  Fuel  Unit  (Pump),  Model  Types  SW-1  and  SW-2  and  ,  rommittee 

7-OB  be  approved  for  use  in  New  York  City  when  Whereas,  this  device  was  submitted  to  the  Committees 

installed  in  accordance  with  the  Oil  Burner  Rules  on  Tests  for  test  and  report ;  and 

adopted  by  the  Board  of  Standards  and  Appeals.  Whereas,  this  appliance  was  approved  in  a  repo 

and  ad°P  Y  the  committee  and  applicant  requested  an  amendment  of 

Whereas,  on  July  14,  1936,  the  board  approved  the  the  rep0rt ;  and  , 

-X4-  i  i  7  .  Qtirl  v  Whereas  the  report  a.s  amended,  reads . 

Whereas,  applicant  requested  approval  of  Model  77-OB,  REPORT  OF  COMMITTEE  ON  TESTS 

which  was ’approved  by  the  board  July  7,  1937  and  now  Re.  Cal.  No.  719-38-SA  .  F1 

requests  the  approval  of  Models  90  B-l,  90  B-2,  S-l  and  Subject:  Westinghouse  Interlock  for  Automatic  Eleva-| 

S-2  •  and  .  -  tors,  Types  SW-1  and  SW-2. 

Whereas,  this  matter  was  submitted  to  the  engineer  of  ™  October29,  1  38_ 

the  board  for  investigation  and  report;  and  The  Westinghouse  Electric  Elevator  Co.  ot  New 

Whereas,  the  report  of  the  engineer  reads:  York  City  filed  with  the  board  a  request  tor  the  ap- 

Under  date  of  July  14,  1936,  the  board  approved  the  pr0val  of  their  device  known  as  Westinghouse  type 

Sundstrand  Fuel  Unit  (Pump)  Model  7-OB  and  under  SW  interlock  for  use  with  Automatic  Elevators  under 

date  of  July  7,  1937,  approved  Model  77-OB.  Approval  C26-912.0  A.C.  (13.2.3.2.6  B.C.).  This  interlock  is 

is  now  requested  for  Models  90B-1,  90B-2,  S-l  and  manufactured  in  two  types,  type  SW-1  is  arranged  for 

S-2.  r  ,  •  i  jamb  mounting  and  type  SW-2  for  surface  mounting 

These  units  are  identical  as  to  shafts,  mechanical  on  exjsting  doors,  both  used  with  swing  doors.  1  hese 

seals  pumping  members,  pump  housing  and  valves  as  interlocks  come  within  the  purview  of  C26-914.U  par. 

are  in  7-OB.  The  only  essential  difference  is  in  the  2  A.C.  13.2.3.3.1  sub.  2  BC,  Hoistway  Unit  System  ■ 

shape  of  the  valve  and  strainer  housing  and  a  re-  These  interlocks  consist  of  case,  with  cover  which 

arrangement  of  parts,  the  strainer  being  in  a  horizontal  houses  two  contact  assemblies  and  a  shait  assembly 

position  instead  of  vertical.  The  difference  in  tie  (See  drawings  filed  with  this  application).  The  sha 

new  models  is  the  design  of  the  strainer  cap  and  pres-  assembly  supports  a  contact  bridge  for  bridging  one  ot 

sure  regulating  valve  cap  and  fitting.  The  pressure  ^be  contact  assemblies  and  a  latch  for  locking  the  door, 

regulating  valve  is  assembled  below  the  strainer  in-  ^  lever  arm  is  mounted  on  the  shaft  outside  the  case, 

stead  of  above,  as  in  7-OB.  which  carries  a  roller  which  operates  with  the  retiring 

Nos.  S-l  and  90B-1  are  identical,  except  that  two  cam  Qn  the  swing  door  is  a  door  hook  for  locking 

inlet  ports  are  provided  in  S-l  and  only  one  in  90B-1.  the  door  The  door  hook  supports  a  contact  bridge 

No.  S-2  is  the  same  as  90B-2,  except  that  it  also  has  which  bridges  the  second  contact  assembly, 

two  inlet  ports.  90B-2  is  the  same  as  90B-1,  except  These  interlocks  operate  as  follows:  When  the  car 

that  90B-2  has  a  two-stage  pump  and  larger  strainer,  .g  between  floors  the  door  is  closed,  the  level  arm  being 

90B-1  having  a  single  stage  pump.  :  its  lowest  position  which  locks  the  door  and  com- 

These  models  have  been  approved  by  the  Under-  g  ^  interlock  circuit  through  both  contact  assem- 

writers’  Laboratories,  Laboratory  File  MP  90S  Vol.  VI.  jVg  Jld  permits  the  elevator  to  travel.  At  floor  stops 

It  is  recommended  that  the  resolution  adopted  by  the  retiring  cam  extends  and  raises  the  lever  arm 

board  July  14,  1936,  as  amended  July .  ^Jp93,7,  s  f  which  simultaneously  unlocks  the  door  and  opens  the 

further  amended  to  include  Models  9UB  1,  Wo  l,  o  interlock  circuit  and  thus  prevents  any  movement  ot 

and  S-2  on  the  same  conditions.  ,  elevator.  Opening  the  door  opens  the  circuit 

Resolved,  that  the  Board  of  Standards  and  Appeals  does  through  its  contact  assembly  and  causes  a  break  in 

hereby  approve  the  appliance  known  as  the  Sundstrand  Fuel  interlock  circuit.  To  complete  this  circuit  and  tc 

Unit  (Pump),  Models  7-OB,  77-OB,  90B-1,  90B-2,  S-l  the  elevaSr  to  travel,  both  contact,  assemblies 

and  S-2,  when  installed  in  accordance  with  the  Oil  Burne  P  .d  .  Qne  ,  dosing  the  door,  the  other  by  the 

Rules  of  the  Board  of  Standards  skid  Appeals  and  wit  i  contact  bridge  on  the  swinging  latch  which  bridges  the 

the  above  report  on  condition  that  there  shall  be  a  label  contact  assembly  only  when  the  latch  is  in  position  tc 

permanently  attached  to  each  device  sold,  reading .  inrkC  the  door.  Tests  on  these  interlocks  as  requirec 

NOTICE  under  Sub.  Article  9,  Group  1  AC  (13.8.1  B.C.)  wer< 

BOARD  OF  STKPN°DARDyS  AND  APPEALS  -“y  fR^rt  fiW  W  appto 

UNDE^YD  NoYS»k36-SyA.  Sn)  whUn  L  device  was  recorded  as  meet 
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ing  the  aforementioned  tests,  as  required  in  the  Ad¬ 
ministrative  Code  of  New  York  City.  A  supplement- 
ary  letter  is  filed  by  the  applicant,  wherein  he  states 
that  the  device  has  been  designed  to  function  at  tem¬ 
peratures  from  25  to  140  degrees  Fahrenheit,  as  re¬ 
quired  in  C26-1179  A.C.  (13.8.1  1st  paragraph  B.C.). 

On  the  basis  of  these  tests  the  Committee  recom¬ 
mends  the  approval  of  the  Westinghouse  Type  SW-1 
and  Type  SW-2  interlocks,  as  manufactured  by  the 
Westinghouse  Electric  Elevator  Company  under'  C26- 
914,  par.  2  A.C.  (13.2.3.3.1  sub.  2  B.C.)  Hoistway  Unit 
System,  since  the  device  has  satisfactorily  met  the  re¬ 
quirements  of  Sub.  Art.  9,  Group  1  A.C.  (13.8.1  B.C.). 

It  is  further  recommended  that  each  interlock  shall 
have  a  decalcomania  label  or  tag  bearing  the  following  • 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
Use  in  New  York  City  under  Cal.  719-38-SA 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  device  known  as  the  Westinghouse  In- 
1  terlock  for  Automatic  Elevators,  Types  SW-1  and  SW-2, 
on  condition  that  the  device  be  manufactured,  installed  and 
labeled  in  accordance  with  the  above  report. 


936-38-SA. 

APPLICANT — The  De  Laval  Separator  Company,  owner. 
SUBJECT — De  Laval  Vacuum  Still — approval  of 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 


er  Blum  and  Assistant  Chief  Walsh .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(936-38-SA) 


i  Whereas,  the  De  Laval  Separator  Company,  owner, 
filed  October  27,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  De  Laval  Vacuum  Still;  and 
Whereas,  the  appliance  was;  submitted  to  the  committee 
'  on  tests  for  test  and  report ;  and 

I  Whereas,  the  report  of  the  committee  on  tests  which 
is  supplemented  by  the  report  of  the  Division  of  Com¬ 
bustibles  of  the  fire  department  dated  December  16  1938, 
was  as  follows: 

REPORT  OF  COMMITTEE  ON  TEST 
Re:  Cal.  936-38-SA 
Approval  of  DeLaval  Vacuum  Still. 

The  DeLaval  Separator  Co.  filed  October  27,  1938, 
an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  appliance  known  as  the 
DeLaval  Vacuum  Still  under  C.  19-15  Administrative 
Code.  The  DeLaval  Vacuum  Still  is  designed  pri¬ 
marily  for  the  reclamation  of  petroleum  solvents  such 
as  varnoline  and  those  having  a  similar  flash  point. 
The  moving  solvent  passes  through  a  float  valve 
which  is  actuated  by  the  liquid  level  in  the  residue 
chamber.  If  this  chamber  is  full  of  residue  or  if  for 
any  reason  distillation  does  not  take  place,  the  flow 
of  solvent  is  shut  off.  The  solvent  next  passes  through 
the  preheater  chamber  where  it  is  heated  to  a  tempera¬ 
ture  of  approximately  200°  F.,  or  just  below  the  boil¬ 
ing  point  under  the  operating  vacuum.  From  the  pre¬ 
heater  the  solvent  flows  to  the  vaporizing  chamber. 
Around  the  inner  or  vaporizing  chamber  proper  is  a 
jacket  containing  a  steam  coil.  The  solvent  enters 
this  jacket  at  the  bottom  and  fills  up  the  space  around 


the  coil,  being  caused  to  flow  upward  around  it  by 
spiral  baffles  provided  for  this  purpose.  At  the  top 
ot  this  jacket  the  solvent  overflows  into  the  vaporizing 
chamber  and  passes  downward  along  a  helical  baffle 
where  vaporization  takes  place.  Any  unvaporized 
liquid  drops  to  the  bottom  of  the  residue  chamber 
which  is  also  equipped  with  steam  coils. 

The  vapors  coming  over  through  the  pre-heater  are 
condensed  in  the  condenser  from  which  the  solvent 
is  pumped  by  means  of  a  rotary  pump. 

A  vacuum  of  approximately  27  in.  is  maintained  on 
the  Still  by  means  of  an  efficient  vacuum  pump.  The 
rotary  pump  assists  in  maintaining  the  vacuum  and 
also  serves  the  purpose  of  pumping  the  solvent  from 
the  Still. 

When  distilling  solvent,  the  Still  is  operated  with 
steam  under  approximately  40  lbs.  per  square  inch 
gauge  pressure.  The  steam  coils  are  designed  for  a 
working  pressure  of  150  lbs.  per  square  inch  and  the 
same  type  of  equipment  for  some  special  applications 
is  in  satisfactory  operation  wdth  steam  at,  at  least  this 
pressure.  Owing  to  the  fact  that  only  water  of  average 
temperature  is  used  for  cooling  the  condenser,  this 
still  is  not  available  for  use  with  benzine  or  other 
legal  hydro  carbons. 

An  inspection  and  test  was  made  of  this  apparatus 
at  the  plant  of  the  DeLaval  Separator  Company  at 
Poughkeepsie,  New  York.  As  a  result  of  this  in¬ 
spection  and  test,  it  is  recommended  that  the  DeLaval 
Vacuum  Still  be  approved  for  use  in  the  commercial 
establishment  of  the  Sperry  Gyroscope  Company  for 
the  reclamation  of  varnoline  or  similar  hydro  carbons 
of  a  flash  point  not  less  than  105°  F.  and  for  other 
commercial  locations,  w'hen  such  location  is  approved 
by  the  Fire  Commissioner,  on  condition  that  the  appli¬ 
ance  shall  have  a  label  reading : 

“Approved  by  the  Board  of  Standards  and  Appeals 
for  use  at  the  plant  of  the  Sperry  Gyroscope  Co.  (or 
other  locations  approved  by  Fire  Commissioner) 
Under  Cal.  936-38-SA.” 

(Sgd.)  CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  device  known  as  the  DeLaval  Vacuum 
Still,  when  manufactured,  installed,  operated  and  labeled 
in  accordance  with  the  above  report. 


1038-38-SA. 

APPLICANT — Security  Products  Company,  owner. 
SUBJECT— Noverflo  Toilet  Combination  — approval  of. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 


er  Blum  and  Assistant  Chief  Walsh .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION— 

(1038-38-SA) 


V  hereas,  M.  Malcolm  MacGregor,  agent  for  the  Secur¬ 
ity  Products  Company,  owner,  filed  November  17,  1938, 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  appliance  known  as  Noverflo  Toilet 
Combination  of  bowl  and  float  controlled  flushometer  valve 
under  C.26-191.0  A.C.  (2.2.3  BC),  C.26  1222.0  (14.2.3  BC) 
and  C.26-1277.6  (14.8.2.8  BC) ;  and 
Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  committee  on  tests  was  as 
follows  : 
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MINUTES 


REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  No.  1038-38-SA. 

Subject:  Noverflo  Toilet  Combination, 

Approva'  0f'  January  9  1939. 

The  Security  Products  Co.,  owner,  filed  November 
17,  1938,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as 
the  Noverflo  Toilet  Combination  under  the  provisions 
of  C  26-191.0  Administrative  Code  (2.2.3  B.C.),  C  20- 
1222-0  (14.2.3  B.C.)  and  C  26-1277.6  (14.8.2.8  B.C.). 

This  appliance  consists  of  a  water  closet  bowl  ot 
vitreous  chinaware  with  integral  flushing  rim  siphon 
jet,  round  front  V/2  inch  top  spud  floor  outlet,  lo 
rough  in  at  approximately  15  inches.  The  bowl  is 
designed  with  a  float  that  will  prevent  overflow  of 
bowl  in  case  of  accidental  or  intentional  stoppage  m 
the  trap  closet  bend  or  anywhere  m  the  soil  line.  1ms 
float  renders  flush  valve  on  bowl  inoperative  if  water 
line  in  bowl  remains  above  normal  level. 

It  is  recommended  that  the  Noverflo  Toilet  Com¬ 


bination  of  bowl  and  float  controlled  flushometer  valve 
be  approved  for  use  in  New  York  City,  on  condition 
that  an  approved  vacuum  breaker  he  ’nNaned  on  the 
inlet  side  of  flushometer  valve  and  that  appliance 
hear  a  label  permanently  affixed  reading,  Appro\ed 
by  the  Boa, Tot  Standards  and  Appeals  for  use  » 

New  York  O^cg^Kuii, 

v  &  Commissioner. 

LESLIE  V.  HUBER, 

Engineer. 

Committee. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  Noverflo  Toilet  Combination  (of 
water  closet  bowl  and  float  controlled  flushometer  valve) 
when  constructed,  installed  and  labeled,  m  accordance  with 
the  above  report. 


Adjourned,  5:50  F.M. 


Edward  V.  Barton, 

Chief  Clerk. 


SMOKING  IN 

Adopted  by  the  Board  of  Standards  and  Appeals, 


FACTORIES 

RULE  2.  PERMISSIBLE  CASES. 


August  12,  1918. 


Smoking  may  be  permitted  in  :— 


RULE  1.  PERMIT. 


(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  m 
Article  1,  Section  2,  of  the  State  Labor  Law  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  excep 
in  such  protected  portions  o  rspecial  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  administrative  official. 


(a)  Factories  engaged  in  the  manufacture  of  cigars 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that . 


It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  tac- 
torv  or  factories  to  cause  to  be  posted  in  each  and  ever} 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  m  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 


(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 


(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or 
fire-resisting  partitions,  with  all  openmgs-therein 
protected  by  self-closing  fire  doors  and,  further! 
unless  the  building  is  of  fireproof  construction 
or  required  with  an  approved  automatic  sprink¬ 
ler  system,  the  floor  and  ceiling  of  such  room 
shall  be  covered  with  fire  retarding  material 

(3)  Such  chemical  fire  extinguishers  as  the 
administrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 


(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de¬ 
termining  whether  existing  conditions  warrant  a  renewal. 


(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  m  a  con¬ 
spicuous  place  in  the  factory. 


(b)  Factories  devoted  entirely  to  one  of  the  following 

occupancies :  . 

Blacksmi thing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 
Forge  shops; 

Foundries; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 


(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed. 


provided  that  in  any  case :  , 

(1)  The  building  is  not  of  wooden  construc- 

tl0(2)  Such  chemical  fire  extinguishers  as  the 
administrative  official  may  direct  are  installed ; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re-, 
ceptacles. 


,  ..  ,  at  the  office  of  the  Board  of  Standards  and  Appeals, 

Applicants,  under  the  building  zone  resolution,  .  -  R  Municipal  Buildng,  Manhattan,  at  three  cents 

titled  to  one  copy  of  Form  7NO.  each— postage  to  be  added  if  the  forms  are  forwarded  by 

If  they  desire  additional  copies,  for  their  own  conven-  each  postage 

ience  in  notifying  property  owners,  they  may  obtain  such  mail. 
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PUBLIC  HEARING 


PROPOSED  RULES  RELATIVE  TO  SUBMERGED  INLETS  AND  PROTECTIVE  METHODS 
TO  BE  APPLIED  TO  PREVENT  CONTAMINATION  OF  WATER  SUPPLY? 


(835-38-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
whl  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  February  3,  1939,  at  10  a.m.,  Room  1013,  Municipal 
Building,  on  Proposed  Rules  relative  to  Submerged  Inlets 
and  Protective  Methods  to  be  Applied  to  Prevent  Con¬ 
tamination  of  Water  Supply,  Supplementing  Sections  14- 
7-1-3  and  14-8-2-8,  of  the  Building  Code. 


!  Authority. 


Rule  5.  Aspirators — Water  Siphons. 

Water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  shall  be  equipped  with  an 
approved  vacuum  breaker  and  check  valve,  the  check 
valve  to  be  located  between  the  fixture  and  vacuum 
breaker.  The  waste  pipe  for  this  type  of  apparatus 
shall  not  connect  directly  with  any  drainage  system  but 
shall  discharge  above  an  open,  water  supplied,  trapped 
and  vented  fixture. 


Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraphs  2  and  3,  of 

nA  7Cnr  Dr^  thf  Qtyi?LNew  York  and  C26- 1268.0c  4 
(IA.7A.3  BC)  and  C26-1277.0h  (14.8.2.8  BC) ,  of  the  Ad¬ 
ministrative  Code. 


Rule  1.  Flush- Valve  Fixtures. 


Rule  6.  Bidets — Bed  Pan  Washers. 

Water  supply  connection  to  bidets,  bed  pan  washers 
or  similar  apparatus  shall  be  equipped  with  an  ap¬ 
proved  vacuum  breaker  and  check  valve,  the  latter  lo¬ 
cated  between  the  fixture  and  the  vacuum  breaker. 


Flush-valve  controlled  fixtures,  with  submerged  in¬ 
lets  supplied  directly  from  the  City  Water  Supply 
System  (and  not  supplied  from  separate  riser  and 
tank),  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches 
above  the  overflow  level  of  the  fixture,  to  prevent 
siphonage  or  backflow  of  contaminated  water  into  the 
house  water  distribution  piping  and  checked  by  the 
inspector. 


Rule  2.  Ballcocks. 

Flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  one-half 
inch  above  the  overflow  outlet  of  the  flush  tank. 


Rule  7.  Roof  or  Suction  Tanks. 

Water  supply  inlets  to  roof  or  suction  tanks  shall 
lie  located  at  least  two  inches  above  the  overflow  level 
of  the  tank. 


Rule  8.  Sump  or  Well  Pumps. 

Water  supply  connections  for  priming  purposes  to 
sump,  well,  or  similar  type  pumps  shall  be  connected 
to  the  inlet  side  of  the  pump  and  be  equipped  with 
an  approved  vacuum  breaker  and  check  valve,  the 
check  valve  to  be  located  between  the  pump  and  the 
vacuum  breaker. 


Rule  9.  Condensers. 


Rule  3.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at 
least  one  inch  above  the  overflow  level  of  the  fixture 
except  when  submerged  inlets  are  absolutely  essential 
tor  the  proper  functioning  of  a  fixture. 


Rule  4.  Sterilizers. 

Direct  water  supply  piping  connections  to  sterilizer^ 
are  prohibited  The  waste  piping  for  sterilizers  shall 
not  connect  directly  with  any  drainage  system;  such 
waste  piping  shall  discharge  above  an  open,  water  sup¬ 
plied,  trapped  and  vented  fixture. 


Direct  water  connection  to  refrigeration  unit  for 
cooling  purposes  shall  be  equipped  with  an  approved 
check  valve  to  prevent  possible  back  flow  of  ammonia 
or  other  refrigerant  agency  from  defective  condenser 
coils  or  jackets,  except  in  such  installations  where  the 
water  supply  piping  is  entirely  outside  of  the  piping 
or  tank  containing  the  refrigerant  and  two  inde¬ 
pendent  wall  thicknesses  of  metal  separate  the  re- 
f i  lgerant  from  the  city  water  supply.  Refrigeration 
units  containing  more  than  twenty  pounds  of  refrig¬ 
erant  shall  be  provided  with  an  additional  safeguard 
in  the  form  of  an  approved  relief  valve  installed  at 
the  outlet  side  of  the  check  valve,  such  relief  valve 
being  set  at  five  pounds  above  the  maximum  water 
pressure  at  the  point  of  installation. 


APPROVED  APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 


TpE  A~ ]5°  lbs.  water  working  pressuf 

May  be  installed  on  all  4-inch  and  6-inch  systems  anc 
on  uppermost  stories  on  8-inch  systems 


Name 


Fairbanks  Company  . . 

Yal worth  Company  . 

C  B.  C.  Fire  Prevention  Mfg.  Co' 
-roker  National  Fire  Prev.  Eng  Co 

enkins  Brothers  . 

V  D.  Allen  Mfg.  Co . 

phn  Simmons  Co . 

;rinnell  . 

dkhart  . 


Inc, 


Calendar  No. 
81-20-SA 
899-27- S  A 
1307-27-SA 
304-28-SA 
779-28-SA 
890-28- S  A 
209-29- S  A 
651-30-SA 
14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 


May  be  installed  on  all  standpipe  systems 


Name 

New  York  Brass  Foundry  Co.  (Stillbech)  . . . 

Walworth  Company  . 

W.  D.  Allen  Mfg.  Company . 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc . 

Jenkins  Brothers  . 

Croker  National  Fire  Prev.  Eng.  Co . 

Fairbanks  Company  . 

Pratt  &  Cady . 

Elkhart  . 


Calendar  No. 
53-21-SA 
900-27-SA 
1151-27-SA 
1307-27-SA 
780-28-SA 
970-28- S  A 
268-29-SA 
231-30-SA 
15-31-SA 
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RULES 


FIRE  RETARDING  RULES  FOR  GARAGES,  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  Aug. 
30,  1917;  Amended  Nov.  1,  1917,  and  Feb.  3,  1922. 


Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In 

garages,  motor  vehicle  repair  shops  and  oil  selling  stations 
any  material  or  form  of  construction  shall  be  deemed  fire- 
retarding  within  the  meaning  of  §73,  subdivision  3,  of  the 
building  code,  that  resists  the  action  of  flame  and  heat 
when  subjected  to  a  continuous  fire  Jor 
average  temperature  of  seventeen  hundred  (1700)  degrees 

Fahrenheit  without  the  passage  of  ,and Xth  | 
imum  temperature  rise  to  four  hundred  (400)  degrees 
Fahrenheit  on  the  side  away  from  the  fire.  The  point  at 
which  the  temperature  of  transmitted  heat  is  measured 
shall  be  protected  from  external  air  and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  one 
hundred  (100)  square  feet  and  least  dimension  shall  be  not 
less  than  nine  (9)  feet.  When  in  the  form  of  floor  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  wo 
hundred  (200)  square  feet  and  the  least  dimension  shall 
be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support  the 
live  load  for  which  it  is  designed,  and  after  the  fire  shall 
safely  sustain  twice  the  designed  live  load  with 
deflection  of  not  more  than  one  two-hundredth  (1/2UU) 

part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
jointed  floor  construction  shall  be  accepted  as  fire-retarding 

'  •  •  r _ _ _ r  ii cpn  qq  ctq rJlPCS. 


floor  beams  are  more  than  sixteen  (16)  inches  on 

/  \  A/fptal  Hth  weighing  not  less  than  three  pounds 
J' ^are  yaid  attached  fo  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters 
(id)  inch  thick. 

Rule  5  Attachment  to  Ceiling.  Fire-retarding  ceil- 

Tr%T^sT°or  oSIK  stllnsSb^  attached  to 

V  *££  &S? 7hVwooA=T,d  2  woo"d 
beams"  hall  be  seasoned  before  applying  the  protect, ve  coat 

meS  thimbles  and  made  watertight  for  a  height  of  three 
(3)  inches  above  the  floor. 

Rule  7  Columns.  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire'r.efitaJdfe^  sh  u 
be  protected  with  fire-retarding  materials  specified  for ^ei  ; 
incr  coverings  in  these  rules,  or  with  any  of  the  materials 
accepted  in  fireproof  construction;  except  that  an  air  space 
shah  not  be  required  around  steel  or  cast  iron  columns 
Where  necessary  for  protection  agamst  mechanical  in- 
im-v  the  fire-retarding  protection  on  columns  shall  be 
]ac&ted  to  a  height  of  five  (5)  feet  from  the  ground  w.th 
No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with  the 
fire-retarding  materials  specified  for  ceiling  coverings  in 
these  rules,  or  with  any  of  the  materials  acceptable  in  re 


jointed  floor  construction  shall  be  g  except  that  an  air  space  need  not  be 

rtorvl'hi'cle'repTrlho^or  oTseZg  stations  JLjA*  provided  around  steel  g,rd=r. 


motor  vemcie  repair  snugs  ut  uu  &  ., 

beams  are  protected  on  the  upper  and  under  sides  with  the 
fire-retarding  materials  specified  in  rules  for  floor  and 
ceiling  coverings. 


Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  upper  sides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations. 

(a)  Seven-eighths  (V)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply 

covered  with  not  less  than  two  and  one-half  (2/2) 
inches  of  1 :2 J4  :5  concrete  or  better,  reinforced  with 
not  less  than  one-fourth  (Vx)  of  one  (1)  per  cent  of 
steel  mesh; 

(b)  Two  and  one-half  (2l/2)  inches  of  1  :2  :4  concrete 
applied  directly  to  the  top  of  the  joists,  with  or  without 
temporary  support,  reinforced  with  not  less  than  one- 
fourth  of  one  per  cent  steel  rods,  mesh  or  steel  lath,  and 
having  the  tops  of  the  joists  coated  with  approved 
waterproof  paint  or  protected  by  tar  paper  on  the  top 
and  on  the  sides  for  a  distance  of  three  inches  from 

the  top. 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  undersides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buddings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations; 

(a)  One-half  (54)  inch  plaster  boards,  or  three- 
eighths  (Vs)  inch  gypsum  wall  boards  weighing  not  less 
than  16  pounds  per  square  yard  with  pointed  joints 
covered  with  No.  26  U.  S.  gauge  sheet  metal  with  one 
(1)  inch  lapped  seams  nailed  to  the  wood  beams  when 
spaced  not  more  than  sixteen  (16)  inches  on  centers,  or 
nailed  to  furring  strips  when  the  floor  beams  are  spaced 
more  than  sixteen  (16)  inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  (V)  inch  asbes¬ 
tos  board  laid  with  tight  staggered  joints  and  nailed  to 
the  beams,  when  spaced  not  more  than  sixteen  (In) 
inches  on  centers,  or  nailed  to  furring  strips  when  the 


Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  hereafter 
converted  to  be  used  as  garages,  motor  vehicle  repair  shops 
or  oil  selling  stations  shall  be  enclosed  in  fire-retarding  par 
titions  continued  through  the  non-fireproof  floor  construe- 
{ion  and  when  unfilled  wood  stud  partitions  are  used,  the 
space  between  the  floor  beams  shall  be  fire-stopped  with  , 
m combus tibl e  materials.  All  openings  in  such  Partition 
shall  be  protected  with  accepted  metal-covered  fire  doors 
or  windows.  Wherever  necessary  for  protection  aga,nsj 

mechanical  injury,  the  partition  shall  be J Jrj e?  I  T^S*  eauje  : 
of  five  (5)  feet  on  the  garage  side  with  No.  4  U-b).  gauge 
metal.  Any  one  of  the  following  forms  of  partitions  shall 

be  accepted  for  the  enclosure :  , 

(a)  Two  by  four  inch  wood  studs,  spaced  not  more 

than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  metal  lath  weighing  not  less  than  three  pounds ^P 
square  yard,  attached  to  furring  strips  and  Plastered 
with  Portland  cement  mortar  at  least  three-quarters 
(V)  of  an  inch  thick ;  ,  , 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eighths  (Vs)  inch  wood  sheathing,  one-half  , 
(i/2)  inch  plaster  boards  with  pointed  joints  and  No.  20  ; 
U  S  gauge  sheet  metal  with  one-inch  lapped  seams, 

Ve)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eighths  (Vs)  inch  wood  sheathing, 
thicknesses  of  one-quarter  (Vx)  inch  asbestos  board 
laid  with  tight  staggered  joints  and  jacketed  with  1 
16  U.  S.  gauge  metal  on  the  garage  side  to  a  height  01 

five  (5)  feet;  , 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  hre 
proof  materials  and  covered  on  both  sides  with  No.  20 
U.  S.  gauge  metal; 

(e)  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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This  issue  of  the  Bulletin  contains,  in  the  order  given 
Docket. 


Certiorari  Orders  Served  on  Board. 

Court  Decision. 

Rules  Directory, 
fhe  Hearing  Calendar. 

WAUM  ^ejting;,  January  17_  1939,  at  10 

D7M;,A"ec  ,ng  Calendar  Numbers  17-38-BZ,  738-38- 
921'38BZ>  992-38-BZ,  1051-38-BZ, 

38  BZ  ’  418'37'BZ’  103-38  BZ,  489-38-BZ  and  1127- 

Vlmutes  °f  Regular  Meeting,  January  17,  1939,  at  2  P.  M 
Attecting  Calendar  Numbers  803-38-BZ  531-37-R7 

mull'  3-?,o3,7;%  39I.37.BZ.  538-37- BZ,  935J9.il: 
?  4c,37,9;3a'BZ’  379-33-BZ,  3-37-BZ,  490-37-BZ, 
1008-38-A- WF,  1049-38-A,  1096-38-A, 

3  A'38^1?8;38^^1220-38^’  539A’  15-39- A,  25- 
112^  3R  A  9i‘^9  ^  a  A’  51‘39'A’  1059-38-A,  1114-38-A, 
1131  3*  a’  nc  il’  1123-38- A,  1124-38- A,  1125-38- A, 
5i3I'3»«  Jo  a'38'A’  H47-3S-a-WF,  1162-38-A,  1190- 
38  A’  1204'38-A>  1209-38-A,  1211- 

ll  A  wr'3,8'^1  1215-38- A,  1225-38-A,  1227-38-A,  1228- 

27‘^T  4o  Vo  ;A’  6'39'A’  7-39'A’  14-39- A,  17-39-A, 

32733RAA  297s39^^d2‘39'A’  46’39-A'  47-39-A,  348-34-A, 
f;3.8'A’  375-38-GR,  1212-38-S,  1210-38-S,  48-39-S  297- 

870S3r’  Sm'38  1110'38-SA-  471-38-SM,  670-38-SM, 

870-38-SM  and  12-39-SM. 

Sukem°f  PJbli'C|  Hearin,S  on  Proposed  Rules  Relative  to 

oh^  rgpd  In,etVand  Protective  Methods  to  be  Ap¬ 
plied  to  Prevent  Contamination  of  Water  Supply. 

ts.tidq»d"i  r;i'°  “nveri  solid  “-b»"  ****• 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 


Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the’ date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  tiue  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 
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CALENDAR 


docket 

Neiv  Cases  Filed  up  to  January  17,  1939 
Cal.  No.  Department  Premises  Affected 


57),  Far  Rockaway,  Borough 
of  Queens, 


985-L.F.  and  Decision. 


37-39-A . F.D. 


28-39-A  . . .  H.B.Bx . 2081-2085  Ryer  avenue,  2080- 

*  "  2082  Anthony  avenue  and  241 

East  180th  street,  north  side, 
block  front  between  Anthony 
avenue  and  Ryer  avenue 
(Block  3156,  Lots  129,  130, 
166,  167  and  168),  Borough  of 
The  Bronx,  N.B.  710-38. 


113-11  to  113-13  Jamaica  avenue, 
north  side,  100  ft.  east  of 
114th  street  (Block  9227,  Lot 
80),  Richmond  Hill,  Borough 

of  Queens,  .  . 

1139-L.F.  and  Decision. 


38-39- A . F.D. 


29-39-A . H.B.B. 


...548  Leonard  street,  east  side, 
150  ft  south  of  Nassau  street 
(Block  2681,  Lot  60),  Bor- 

OUgh  °£  Br°°Apyplic.  14184-38. 


.1018-1024  Flatbush  avenue,  south¬ 
west  corner  of  Regent  place 
(Block  5125,  Lot  51),  Bor¬ 
ough  of  Brooklyn, 

1371-L.F.  and  Decision. 


39-39- A . F.D. 


30-39-BZ . H.B.Q.. 


.141-02  to  141-48  79th  avenue, 
141-03  to  141-45  Union  turn¬ 
pike,  141-02  to  141-48  78th 
road,  141-03  to  141-45  79th 
avenue,  141-02  to  141-48  78th 
avenue  and  1-+1-03  to  141-45 
78th  road  (Square  blocks 
bounded  by  Union  turnpike, 
141st  street,  79th  avenue  and 
Main  street,  79th  avenue,  141st 
street,  78th  road  and  Main 
street’  and  78th  road,  141st 
street,  78th  avenue  and  Main 
street)  (Blocks  6633,  663<- 
and  6631,  Lots  1),  Flushing, 
Borough  of  Queens, 

N  B.  10684-38,  10685-38 
and  N.B.  10686-38. 


1 14-08  Liberty  avenue,  south  side, 
45  ft.  7  in.  east  of  114th  street 
(Block  9537,  Lot  3),  Richmond 
Hill,  Borough  of  Queens, 

1086-L.F.  and  Decision. 


40-39- A. 


.  H.B.B. . 


Ill  Wyona  street,  east  side,  157 
ft.  7  in.  north  of  Atlantic 
avenue  (Block  3673,  Lot  3) 
Borough  of  Brooklyn, 

Alt.  19168-38 


41-39- A. 


.H.B.Bx. 


.1760  Westchester  avenue,  south 
east  corner  of  Commonwealtl 
avenue  (East  171st  street) 
(Block  3762,  Lot  30),  Bor 
ough  of  The  Bronx, 

B.N.  1042-38  and  N.B.  947-0/ 


42-39- SM . 


31-39-BZ . H.B.M. 


331-339  West  53rd  street,  north 
side,  390  ft.  west  of  Eighth 
avenue  (Block  1044,  Lots  13 
to  17  inclusive),  Borough  of 
Manhattan,  Decision. 


.Certain-Teed  and  Vulcanit 
Brands  Asphalt  Roofing  Me 
terials  and  Asphalt  Shingle 
manufactured  by  Certair 
Teed  Products  Corporation, 

Materia 


43-39-BZ . H.B.Q. 


32-39-A 


.F.D. 


.23  Leonard  street,  north  side, 
124  ft  9Vs  in.  west  of  Varick 
street  (Block  179,  Lot  47), 

Borough  of  Manhattan, 

3190-L.F.  and  Decision. 


17-45  to  18-05  Clintonville  stree. 
east  side,  800  ft.  south  < 
Locke  avenue  (Block  473 
Lot  9,  Block  4729,  Lot  4 
Block  4746,  Lot  1  and  Bid 
4747,  Lot  1),  Whitestone,  Bo 
ough  of  Queens, ^ 


33-39-BZ . H.B.B. 


.375-381  Throop  avenue  and  81- 
91  Van  Buren  street,  north¬ 
east  corner  (Block  1792,  Lots 
1  and  3),  Borough  of  Brook¬ 
lyn,  Applic.  18514-38. 


44-39-BZ . H.B.Q. 


.108-15  Northern  boulevar 
northwest  corner  of  IF 
street  (Block  1703,  Lot  4b 
Corona,  Borough  of  Quee  > 
N.B.  7597-. 


34-39-A . F.D. 


.601-603  West  129th  street  (St. 
Clair  place)  and  3221  Broad¬ 
way,  northwest  corner  (Block 
1996,  Lot  29),  Borough  of 
Manhattan, 

12963-L.C.  and  Decision. 


45-39- A. 


.H.B.Q. 


35-39- A . F.D. 


.755-765  Broadway  and  766-792 
Flushing  avenue,  northeast 
corner  (Block  3130,  Lots  2 
and  4),  Borough  of  Brooklyn, 
1253-L.F.  and  Decision. 


.37-60  76th  street,  west  side,  1; 
tween  Roosevelt  avenue  a| 
37th  road  and  75-11  to  7 5* 
Roosevelt  avenue  (Block  12) 
Lot  66),  Jackson  Heigh 
Borough  of  Queens,  ^ 


46-39-A . F.D. 


.Transportation  of  Fuel  Oil  1 
Tank  Truck  (not  of  appro  1 
type)  in  New  York  City, 
15199-1- 


36-39- A. 


.F.D. 


.1057  Beach  20th  street,  north 

side  79.80  ft.  east  of  Mott  47-39-A 
avenue  and  1064-1066  Beach 
21st  street  (Block  212,  Lot 


_ H.B.R. 


m- 


561  Richmond  terrace, 
side,  opposite  Franklin  avL 
(Block  4,  Lot  21),  L 
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48-39-S . H.B.R. . . 

Brighton,  Borough  of  Rich-  r  „  ,  r  ^ 

mond,  Alt  1527-38  corona,  corough  of  Queens, 

Alt.  9815-38 

....561  Richmond  terrace,  north  60-39-SM  ....  “PerrrmfW”  ^ r  j  u  • 

side,  opposite  Franklin  avenue  J,  errTLaH.ex  (Hard  Mastic 

(Block  4,  Lot  21),  New  flooring)  manufactured  by 

Brighton,  Borough  of  Rich-  Builders  Specialty  Company, 

mond,  Alt.  1527-38  Material. 

49-39- A . F.D. . . 

....29-45  Steuben  street,  46-52  Emer-  61  39  A . RD . U3*°Ztry(’  n$t  ^lde’  50  ft  1  in- 

son  place  and  357-365  Park  a?? 5  £V' l,nd  str?et  i ?lock 

avenue,  north  side,  from  Steu-  Bot  3B  Borough  of  Man- 

ben  street  to  Emerson  place  in  ,  ~  •  • 

(Block  1879,  Lots  1-8)  Bor-  14/53-L.C.  and  Decision, 

ough  of  Brooklyn.  f/j  oq  qa/t  .  • 

1503-L.F.and  Decision.  .  Built-Up  Roofing,  manufac- 

tured  by  The  Philip  Carey 

50-39-A . H.B.Q.  .  . 

....25-01  86th  street,  southeast  cor- -  Company,  Material. 

ner  of  25th  avenue  (Block  63-39-SM  c  ,  ,  TT  ^ 

1360,  Lot  1),  Jackson  Heights  . Saylors  Hyper  Portland  Ce- 

Borough  of  Queens,  '  rnent,  manufactured  by  Cop- 

N.B.  133-39.  *ay  Cement  Manufacturing 

Company,  Material. 

5 1-39- A . H.B.Q.. . 

- 25-05  to  25-27  inclusive  86th  &A  iq  v.7  uda 

street,  east  side,  36  ft.  to  252  j4  59-BZ . H.B.Q . 81-06  to  81-16  57th  avenue  and 

ft.  south  of  25th  avenue  57-02  to  57-08  82nd  street, 

(Block  1360,  Lot  1),  Jackson  southwest  corner  (Block  2917, 

Heights,  Borough  of  Queens,  B°t  7),  South  Elmhurst,  Bor- 

N.B.  134-39  to  N.B.  145-39  ou£h  of  Queens,  N.B.  3478, 

inclusive.  4124,  4125,  4126,  4127  and 

4128-38  and  Decision. 

52-39-BZ . H.B.M. . 

...228-238  Nagle  avenue,  north  side,  ™  A  -  ^  _ 

100  ft.  east  of  Academy  street  ^ . ^20  522  East  152nd  street  and 

(Block  2218,  part  of  Lot  35),  601-605  Brook  avenue,  south- 

Borough  of  Manhattan,  ’  west  corner  and  455  -  459 

Decision.  Westchester  avenue,  north 

side,  82  ft  8%  in.  west  of 

53-39-A . H.B.M _ 

•  9-19  West  53rd  street,  north  aveJnuPeN  (BI°ck  2361. 

side,  308  ft.  west  of  Fifth  ~°ts  J  and  5)-  Borough  of 

avenue  (Block  1269,  Lots  21,  Ihe  Bronx  Decision  re: 

22.  22V*.  23  and  25V  Rnrn^t,  Folder  17K  625.16. 

of  Manhattan,  N.B.  109-37.  aa  ,n  T T 

66-39-BZ . H.B.B . 7423  15th  avenue  (7421  dis- 

54-39-BZ . H.B.B.. . . 

...2645-2651  Ocean  avenue  and  fef  and  /7S°1  BayRidge 

2001-2013  Gravesend  Neck  Parkway  (75th  street)  ; 

road,  northeast  corner  (Block  T  COrneII"  ^Block  6213, 

7381,  Lot  15),  Borough  of  Lot  Borotfh  of  Brooklyn, 

Brooklyn,  Applic.  19515-38  Applic.  19680-37. 

55-39-A . H.B.M.... 

,,,  r  „  Restored  to  Calendar 

"  Jdi  imV  0S,t  T?’  r"h  531-V-BZ . H.B.Q . 23-28  to  23-30  and  23-32  30th 

street  (Block  1698,  Lot  5),  (Block  %2  .  Wisi  f 

Borough  of  Manhattan  ' 

Alt  3217-38’  Decision. 

56- 39-SA. . .  . 

57- 39-SM . 

58- 39-BZ . H.B.Bx. 

..Heat  Master  Oil  Burner,  RESIGNATIONS:  H.B.— Department  of  Housing  and  Build- 

Appliance.  PePartmontof  Housing  and  Buildings.  Brooklyn: 

Pepar,tment  of  Housing  and  Buildings,  Manhattan- 
Pepartment  of  Housing  and  Buildings.  Queens: 
..Watsontown  Persian  2"  Veneer  P®Partment  of  Housing  and  Buildings,  Richmond: 

Brick  manufactured  W  u/at  rr‘ B;HX,Nnep?rtm<int  °?  Housing  and  Buildings,  Bronx;  HP  — 

crick,  manufactured  by  Wat-  Health  Department  and  F.D.— Fire  Department. 

sontown  Brick  Company, 

Material.  CERTIORARI  ORDERS  SERVED  ON  THE  BOARD 
,,C1T/  ...  .  OF  STANDARDS  AND  APPEALS 

Jde  SQStf[  aVe”Ue’r  rSt  n  °an  Ja^.ary  20;  1939'  Murray  S.  Levine,  attorney,  served  on 

side,  4Z4.4y  it.  north  of  East  Board,  petition  and  order  of  certiorari  on  behalf  of  Golden  City 

169th  street  (Block  2887  Lot  u arfe  Corp-’  owner,  in  re  revocation  of  building  permit  No.  9905-38, 

18)  Boroueh  of  The  Rrnnv  9Li?°nrdi  0n  Decen)ber  13-  1938-  Cal.  No.  981-38-A,  premises  2130- 

j,  JDuruugn  or  ine  Dronx,  2140  Rockaway  parkway,  Borough  of  Brooklyn 

N.B.  1346-37.  *  *  * 

'9-39-BZ . H.B.Q . 

On  January  20.  1939,  Haaren  &  Barrett,  attorneys,  served  on 

112  01  NT  /-v  t-  f  1-.  t.  i  j  Board,  petition  and  order  of  certiorari  on  behalf  of  the  Park  Ter- 

1  tl  Nf°rthein  bOUIeyard,  race  Company  and  Q.B.P.,  Inc.,  objectors,  in  re  decision  of  the 

northeast  corner  of  112th  Board  of  December  20,  1938,  granting  gasoline  station  in  business 

place  (Block  1707,  Lot  38),  ie-Ctl0nr>21>  C?]-  No  436-38-BZ,  premises  53-02  Kissena 

’  boulevard,  Flushing,  Borough  of  Queens. 
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On  January  20,  1939,  Antonio  A.  Benedetti,  attorney,  served  on 
Board,  petition  and  order  of  certiorari  on  behalf  of  Luigi  Clinco 
and  Amalia  Clinco,  owners,  in  re  decision  of  Board  of  December 
13,  1938,  revoking  certificate  of  occupancy  No.  1215  of  1923,  under 
Cal.  No.  854-38-A,  premises  90-20  70th  drive,  Forest  Hills,  Borough 
of  Queens. 

*  *  * 

On  January  24,  1939,  Jacob  Beller,  attorney,  served  on  Bo@rd, 
petition  and  order  of  certiorari  on  behalf  of  Henrietta  Coopersmith, 
owner,  in  re  decision  of  Board  on  December  13,  1938,  granting 
appeal  for  revocation  of  permit,  Cal.  No.  853-38-A,  premises  N.W. 
corner  Walnut  street  and  71st  avenue,  Forest  Hills,  Borough  of 
Queens. 


and  partly  in  a  business  use  district  the 
erection  and  maintenance  of  an  exten¬ 
sion  to  an  existing  business  building 
(stores)  ;  premises  46-10  to  46-12 
Greenpoint  avenue,  south  side,  109.77 
ft.  west  of  47th  street  and  45-40  47th 
street,  west  side,  124  ft.  south  of 
Greenpoint  avenue  (Block  No.  153,  part 
of  Lot  Nos.  13,  17  and  25),  Sunnyside, 
Borough  of  Queens. 


COURT  DECISION 

Matter  of  Quasman  (Murdock) — On  July  12,  1938,  Board  denied, 
under  section  21,  application  for  gasoline  station,  partly 
in  residence  use  district  and  partly  in  business  use  dis¬ 
trict,  under  Cal.  No.  186-30-BZ,  at  premises  74-02  to  74-10 
Jamaica  avenue,  S.E.  corner  Elderts  lane,  Woodhaven, 
Borough  of  Queens.  Mr.  Justice  Kadien  vacated  certiorari 
order  (N.Y.L.J.  Jan.  24,  1939). 


RULES 

Last  Publication  in  Bulletin 


Carbon  Dioxide  Liquefier  Rules.... 

Jan. 

24, 

1939- 

-Vol. 

24, 

No. 

4 

Certificate  of  Occupancy,  approved 

No. 

34 

form  . 

Aug. 

23, 

1938— 

Vol.  23, 

Concrete  Flat  Slabs,  Rules . 
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13, 
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-Vol. 

22, 

No. 

28 

Concrete  Rules  (Hydrated  Lime)  . . . 

Aug. 

3, 

1937- 

-Vol. 

22, 

No. 

31 

Elevator  Rules  . 

Mar. 

3, 

1936— Vol. 
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No. 

9 
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is, 

1937- 

-Vol. 

22, 

No. 

24 

Factory  Exit  Rules . 

Dec. 

13, 

1938- 

-Vol. 

23, 

No. 

50 

Fire  Alarm  Rules  (Interior) . 

Dec. 

27, 
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-Vol. 

23, 

No. 

52 

Fire  Drill  Rules . 
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22, 
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23, 

No. 
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No. 
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17, 
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3 

Fireproof  Wood,  Testing  of . 

•  Apr. 

13, 

1937- 
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f 
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4, 
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3 
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Rules  . . 
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1, 

1938— Vol. 

23, 

No. 

44 

Gas  Shut-Off  Rules . 
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7, 
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10, 
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14 

Hatchway  Protection  . 

June 

5, 

1928- 
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13, 
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23 

Oil  Burner  Rules . 
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3, 
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-Vol. 

24, 

No. 

1 

Paint,  Varnish  and  Lacquer  Spray 

ing  Rules  . 

■  Sept. 

13, 

1938- 

-Vol. 

23, 

No. 

37 

Platform  Trucks,  Specifications  for 

•  Nov. 

24, 

1936— Vol. 

21, 

No. 

47 

Plumbing  Rules  . 

•  Aug. 

3, 

1937- 

-Vol. 

22, 

No. 

31 

Procedure,  Rules  of . 

.Sept. 

7, 

1937- 

—Vol. 

22, 

No. 

36 

Refrigerating  Systems,  Extract  A.CLJan. 

10, 

1939- 

-Vol. 

24, 

No. 

2 

Smoking  in  Factories,  Rules  for... 

.  Jan. 

17, 

1939- 

-Vol. 

24, 

No. 

3 

Sprinkler  Rules  . 

29, 

1937- 

—Vol. 

22, 

No. 

26 

Standpipe  Fireline  Rules . 

8, 

1937- 

—Vol. 

22, 

No. 

23 

Structural  Alterations,  Reporting.. 

.June 

7, 

1932- 

-Vol. 

17, 

No. 

23 

Tank  Trucks,  Fuel  Oil,  etc . 

24, 

1936- 

—Vol. 

21, 

No. 

47 

Tank  Trucks,  Gasoline,  etc . 

24. 

1936— Vol. 

21, 

No. 

47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) . 

.Apr. 

10, 

1923- 

—Vol. 

8, 

No. 

15 

LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  . Mar. 

Fireline  Hose  Valves . Jan. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Jan. 

Fuel  Oil  Fill  Pipe  Terminals . Jan. 

Fuel  Oil  Burners  for  Industrial  Use.Aug. 

Fuel  Oil  Pumps . Jan. 

Gas  Heaters . Jan. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Sept. 

Range  Oil  Burners  and  Space 
Heaters  . Jan. 


5,  1935— Vol.  20,  No.  10 
17,  1939— Vol.  24,  No.  3 

3,  1939— Vol.  24,  No.  1 
3,  1939— Vol.  24,  No.  1 
30,  1938— Vol.  23,  No.  35 
3,  1939— Vol.  24,  No.  1 
3,  1939— Vol.  24,  No.  1 

13,  1938— Vol.  23,  No.  37 

3,  1939— Vol.  24,  No.  1 


cal.  no.  139-38-BZ— Application,  March  5,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolu¬ 
tion,  of  Irving  Krantz,  for  Furst, 
Schwartz,  Schwager  and  Landau,  ap¬ 
plicants,  on  behalf  of  Nina  L.  Sonnen- 
strahl,  owner,  to  permit  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  190- 
200  Barbey  street  and  2850-2862  Fulton 
street,  southwest  corner  (Block  No. 
3949,  Lot  No.  22),  Borough  of  Brook¬ 
lyn. 

cal.  no.  805-38-BZ— Application,  September  20,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  P.  McMahon,  applicant, 
on  behalf  of  Corporation  of  the  East¬ 
ern  Hills,  owner,  to  permit  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district  the  erection  and 
maintenance  of  a  golf  driving  range; 
premises  southwest  corner  of  Horace 
Harding  (Nassau)  boulevard  and  Hol¬ 
lis  court  boulevard  (Block  No.  5720, 
Lot  No.  25,  Block  No.  5721,  Lot  Nos. 
1  and  40,  Block  No.  5724,  Lot  No.  30, 
Block  No.  5725,  Lot  No.  1  and  Block 
No.  5726,  Lot  Nos.  3  and  15),  Flush¬ 
ing,  Borough  of  Queens. 


cal.  no.  1011-38-BZ — Application,  November  9,  1938,  under 
sections  7 a  and  21  of  the  building  zone 
resolution,  of  Albert  C.  Benson,  appli¬ 
cant,  on  behalf  of  Marie  D.  Dobran, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of 
an  accessory  building  on  an  existing 
gasoline  service  station;  premises  111- 
66  Corona  avenue  and  112-35  to  112-43 
Colonial  avenue,  southwest  corner 
(Block  No.  1972,  Lot  Nos.  53  and  56), 
Corona,  Borough  of  Queens. 


JANUARY  24,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  Janu¬ 
ary  24.  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  Manhattan,  on  the  following  matters: 

cal.  no.  967-38-BZ — Application,  November  1,  1938,  under 
sections  7b  and  7c  of  the  building  zone 
resolution,  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Greenpoint  Bliss 
Carolin  Stores,  Inc.,  owner  (F.  W. 
Woolworth  Company,  lessee),  to  per¬ 
mit  partly  in  a  residence  use  district 


cal.  no.  796-38-BZ — Application  September  15,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Milton  D.  Clausen,  ap¬ 
plicant  on  behalf  of  Frederick  Am¬ 
brose  Clark  and  Stephen  Carlton  Clark, 
owners,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  erection  and  mainten¬ 
ance  of  a  golf  driving  range ;  premises 
221-02  to  221-40  Horace  Harding  (Nas¬ 
sau)  boulevard  and  61-01  to  61-75 
Springfield  boulevard,  southeast  cornei 
(Block  Nos.  7644,  7645,  7656  and  7657 
Lot  No.  1),  Bayside,  Borough  oi 
Queens. 

cal.  no.  770-38-BZ — Application  August  29,  1938,  undei 
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section  21  of  the  building  zone  resolu¬ 
tion  of  Samuels  and  Samuels,  appli¬ 
cants,  on  behalf  of  Minnie  Zagarino, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  extension  and  reconstruction 
of  a  gasoline  service  station  (prev¬ 
iously  granted  by  the  board)  premises 
109-61  to  109-73  Van  Wyck  boulevard 
and  109-118  to  109-130  Lincoln  avenue, 
northeast  corner  (Block  No.  10066,  Lot 
No.  1),  Jamaica,  Borough  of  Queens. 

cal.  no.  408-38-BZ — Application  of  William  J.  McMahon, 
applicant  and  lessee,  on  behalf  of  Hans 
Donhauser,  Inc.,  owner,  reopened  and 
restored  to  calendar  December  6,  1938 
(previously  withdrawn),  under  section 
21  of  the  building  zone  resolution,  to 
permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  72- 
01  Astoria  boulevard  (Grand  Central 
Parkway  Extension),  northeast  corner 
of  72nd  street  (Block  No.  1004,  Lot 
No.  52),  Astoria,  Borough  of  Queens. 

cal.  no.  890-38-BZ — Application  October  14,  1938,  under 
sections  7e,  7h  and  21  of  the  building 
zone  resolution  of  E.  C.  Bartlett  for 
145  East  41st  Street  Corporation,  les¬ 
see,  R.  W.  Goelet,  owner,  to  permit  in 
a  business  use  district,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  145-149  East  41st 
street,  north  side,  100  ft.  west  of  Third 
avenue  (Block  No.  1296,  Lot  Nos.  30, 
31  and  32),  Borough  of  Manhattan. 

cal.  no.  1051-38-BZ — Application,  November  22,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  George  G.  Miller,  appli¬ 
cant,  on  behalf  of  Gabriel  Besner, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  elevation  of  the  rear  yard  of 
a  multiple  dwelling  above  the  limit  set 
by  the  building  zone  resolution;  prem¬ 
ises  2175  Ryer  avenue,  west  side,  102 
ft.  5-5/16  in.  north  of  East  181st  street 
(Block  No.  3157,  Lot  No.  59),  Bor¬ 
ough  of  The  Bronx. 

cal.  no.  17-38-BZ — Application,  January  13,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 
of  Harlem  Savings  Bank,  owner 
(Rosemol  Realty  Corporation,  lessee), 
to  permit  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  324- 
328  West  34th  street,  south  side,  325 
ft.  west  of  8th  avenue  (Block  No.  757, 
Lot  Nos.  51  to  53,  inclusive),  Borough 
of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  24,  1939,  2  P.  M. 

Appeals  from  Administrative  Orders 

1009-38-A — 57-16  Granger  street,  south  side,  136  ft.  east 
of  Martense  avenue  (Block  No.  1950,  Lot 
No.  46),  Corona,  Borough  of  Queens. 


1230-38-A— East  side  of  86th  street,  18  ft.  south  of  25th 
avenue  (Block  No.  1360,  Lot  No.  1),  As¬ 
toria,  Borough  of  Queens. 

11 18-38- A— 59-83  59th  street,  east  side,  272.6  ft.  south  of 
59th  drive  (Block  No.  2649,  Lot  No.  135), 
Maspeth,  Borough  of  Queens. 

1095- 38- A — 1680  Broadway,  east  side,  60  ft.  north  of  West 

52nd  street  and  808  Seventh  avenue  (Block 
No.  1024,  Lot  No.  38),  Borough  of  Man¬ 
hattan. 

11 55-38- A — 1049-1065  Rockaway  avenue,  east  side,  32  ft.  7 
in.  south  of  Linden  boulevard  (Block  No. 
3644A,  Lot  No.  4),  Borough  of  Brooklyn, 
of  Hart  street  (Block  No.  3236,  Lot  No. 
5),  Borough  of  Brooklyn. 

1191-38-A — 205-209  Hart  boulevard,  east  side,  343  ft.  south 
of  forest  avenue  (Block  No.  250,  Lot  No. 
89),  West  New  Brighton,  Borough  of 
Richmond. 

914-38-A — 159  West  23rd  street,  north  side,  175  ft.  east 
of  7th  avenue  (Block  No.  799,  Lot  No. 
11),  Borough  of  Manhattan. 

1183-38- A — 325  Knickerbocker  avenue,  east  side,  75  ft.  south 
11),  Borough  of  Manhattan. 

1049-38-A — 591  Washington  street,  east  side,  75  ft.  north 
of  Clarkson  street  and  610  Greenwich 
street  (Block  No.  601,  Lot  No.  29),  Bor¬ 
ough  of  Manhattan. 

1096- 38-A — 41-75  Kissena  boulevard,  northeast  corner  of 

Sanford  avenue  (Block  No.  882,  Lot  No. 
1),  Flushing,  Borough  of  Queens. 

1220-38-A — 141-151  Lincoln  avenue,  northwest  corner  of 
East  134th  street  (Block  No.  2317,  Lot 
Nos.  44  to  49,  inclusive),  Borough  of  The 
Bronx. 

751- 38-A — 166-36  to  166-40  Jamaica  avenue,  southwest  cor¬ 

ner  of  168th  street  (Block  No.  1169,  Lot 
No.  14),  Jamaica,  Borough  of  Queens. 

752- 38-A — 78-84  Myrtle  avenue  and  100-102  Lawrence 

street,  southwest  corner  (Block  No.  147, 
Lot  No.  22),  Borough  of  Brooklyn. 

5-39-A — 88-52  74th  avenue,  south  side,  60  ft.  east  of 
59th  street  (Block  No.  3855,  Lot  No.  164), 
Glendale,  Borough  of  Queens. 

15-39-A— Transportation  of  Light  Fuel  Oil  and  Bunker 
Oil  in  Tank  Trucks  (not  of  approved 
type)  in  New  York  City. 

25-39-A — 602-704  Columbia  street,  west  side,  1200  ft. 

south  of  Halleck  street  and  46-56  Halleck 
street  (Erie  Basin  Breakwater,  between 
Erie  Basin  and  State  Barge  Canal)  ; 
(Block  No.  613,  Lot  No.  1),  Borough  of 
Brooklyn. 

28-39-A — 241  East  180th  street,  north  side,  from  An¬ 
thony  avenue  to  Ryer  avenue,  2080-2082 
Anthony  avenue  and  2081-2085  Ryer  ave¬ 
nue  (Block  No.  3156,  Lot  Nos.  129,  130, 
166,  167  and  168),  Borough  of  The  Bronx. 

50- 39-A — 25-01  86th  street,  southeast  corner  of  25th 

avenue  (Block  No.  1360,  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 

51- 39-A — 25-05  to  25-27  86th  street,  inclusive,  east  side, 

36  ft.  to  252  ft.  south  of  25th  avenue 
(Block  No.  1360,  Lot  No.  1),  Jackson 
Heights,  Borough  of  Queens. 

3-39-A — 640  East  Third  street,  west  side,  193  ft.  4  in. 

north  of  Ditmas  avenue  (Block  No.  5386, 
Lot  No.  36),  Borough  of  Brooklyn. 
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8.39- A— 337-359  Eldert  street  and  532-540  Irving  avenue, 
northwest  corner  (Block  No.  3413,  Lot 
Nos.  41-52),  Borough  of  Brooklyn. 


9_39_A— 413  Ninth  avenue,  west  side,  19  ft.  9  in  north 
of  West  33rd  street  (Block  No.  731,  Lot 
No.  40),  Borough  of  Manhattan. 


five  (5)  motor  vehicles;  premises  3901- 
3911  White  Plains  avenue,  northwest 
corner  of  East  222nd  street  (Block  No. 
4824,  Lot  Nos.  4  and  7),  Borough  of 
The  Bronx. 


HARRIS  H.  MURDOCK,  Chairman. 


26-39- A— 11-25  Madison  avenue,  324-342  Fourth  avenue, 
1-33  East  24th  street  and  38-60  East  25th 
street  (Block  No.  854,  Lot  Nos.  1-41  in¬ 
clusive),  Borough  of  Manhattan. 


53-39-A— 9-19  West  53rd  street,  north  side,  308  ft.  west 
of  Fifth  avenue  (Block  No.  1269,  Lot 
Nos.  21,  22,  22^,  23  and  25),  Borough 
of  Manhattan. 


JANUARY  31,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards!  and  Appeals  of  a  public  hearing  under  the  provisions 
r  t..:u: _ _  t-ocnlnfiAn  'T'uprdn.v  /mnrnmo.  J CMU- 


18-39-A — 682-694  Ocean  parkway,  northwest  corner  of 
Lawrence  avenue  (Block  No.  5420,  Lot 
No.  58),  Borough  of  Brooklyn. 


aras  ana  /vpyedis  ui  F 

of  the  building  zone  resolution,  Tuesday  morning  Janu¬ 
ary  31.  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  Manhattan,  on  the  following  matters : 


Variations  of  Labor  Law 

1207-38-S— 4109  Park  avenue,  northwest  corner  of  East 
175th  street  (Block  No.  2900,  Lot  No.  39), 
Borough  of  The  Bronx. 


1212-38-S — 105-107  Johnson  avenue,  north  side,  75  ft.  east 
of  Leonard  street  (Block  No.  3060,  Lot 
Nos.  30  and  32),  Borough  of  Brooklyn. 


Building  Zone  Applications 


NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  Jan¬ 
uary  24,  1939,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matters,  _  except 
cases  which  have  been  heard  and  on  which  decision  has 
been  reserved  without  further  argument,,  pending  an  in¬ 
spection  and  a  report  with  recommendation  by  the  com¬ 
mittee  of  the  board : 


cal.  no.  729-38-BZ— Application,  August  22,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  B.  Lynch,  appli¬ 
cant,  on  behalf  of  Talbo  Gasoline  Com¬ 
pany,  Inc.,  owner  (Colonial  Beacon  Oil 
Co.,  Inc.,  lessee),  to  permit  in  a  busi¬ 
ness  use  district  the .  extension  of  an 
existing  gasoline  service  station;  3150- 
3158  Boston  road,  southeast  corner  of 
Laconia  avenue  (Block  No.  4614,  Lot 
No.  9),  Borough  of  The  Bronx. 


cai  no  999-38-BZ— Application,  November  7,  1938,  under 
sections  21  and  7b  of  the  building  zone 
resolution,  of  Abram  Shlefstein,  appli¬ 
cant,  on  behalf  of  Duam  Realty  Hold¬ 
ing  Co.,  Inc.,  owner  (Jack  Goldstein, 
lessee),  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district  the  extension  of  a  gasoline 
service  station;  premises  219-25  Mer¬ 
rick  boulevard,  northwest  corner  of 
220th  street  (Block  No.  3541,  Lot  No. 
114),  Springfield,  Borough  of  Queens. 


cal.  no.  794-38-BZ— Application,  September  14,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  M.  O’Neill,  applicant,  on 
behalf  of  Joseph  Bermel,  Inc.,  owner, 
to  permit  partly  in  an  unrestricted  use 
district  and  partly  in  a  residence  use 
district  the  maintenance  of  a  stone 
yard;  premises  79-37  to  79-39  67th  road 
(Steuben  street),  100  ft.  west  of  80th 
street  (Block  No.  3780,  Lot  Nos.  30, 
49  and  50),  Middle  Village,  Borough 
of  Queens. 


cal.  no.  986-38-BZ— Application,  November  4,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  A.  B.  Wolosoff,  applicant,  on 
behalf  of  Ingram  Building  Corpora¬ 
tion,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  138-60 
78th  avenue,  southwest  corner  of 
Vleigh  road  and  west  side  of  Vleigh 
road,  103.34  ft.  north  of  78th  road 
(Block  No.  6609,  part  of  Lot  No.  1), 
Kew  Garden  Hills,  Borough  of 
Queens. 


cal  no  65-34-BZ — Application  of  John  Burke,  applicant, 
on  behalf  of  Domenick  Schirnpa, 
owner,  reopened  November  9,  1938  for 
consideration  under  new  proposal,  un¬ 
der  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district  the  erection  and  maintenance 
of  a  gasoline  service  station  (previ-  1 
ously  granted  on  condition  re  refriger¬ 
ating  plant)  ;  premises  5901-5911  13th 
avenue  and  1302-1310  59th  street,  south¬ 
east  corner  (Block  No.  5712,  Lot  No. 
1),  Borough  of  Brooklyn. 


CAL  NO  803-38-BZ— Application,  September  20,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  W.  H.  and  J.  F.  Dusenbury, 
applicants,  on  behalf  of  Estate  of  Leo¬ 
pold  Rossbach,  owner  (Laurence  B. 
Rossbach,  trustee),  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 


cal.  no.  132-38-BZ— Application,  March  2,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 
of  Harlem  Savings  Bank,  owner,  to 
permit  in  an  unrestricted  use  district 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  upon  a  street, 
between  two  (2)  intersecting  streets, 
upon  which  there  is  located  an  exit 
from  a  school  through  a  playground 
connected  with  the  school ;  premises 
439-445  West  39th  street,  north  side, 
200  ft.  east  of  10th  avenue  (Block  No. 
737,  Lot  Nos.  10-13),  Borough  of  Man¬ 
hattan. 
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cal.  no.  1137-38-BZ — Application,  December  9,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Franklin  M.  White, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  alteration  and  change  of  oc¬ 
cupancy  of  a  garage  for  more  than 
five  (5)  motor  vehicles  to  a  motor 
vehicle  repair  shop,  lubritorium,  auto 
laundry  and  gasoline  service  station ; 
premises  1060-1064  Bedford  avenue  and 
224-228  Clifton  place,  southwest  corner 
(Block  No.  1954,  Lot  Nos.  22  and  24), 
Borough  of  Brooklyn. 

cal.  no.  592-24-BZ — Application  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Fannie  Blumberg, 
owner,  reopened  December  20,  1938, 
under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a 
business  use  district  the  alteration  of 
a  gasoline  service  station  and  garage, 
previously  granted  by  the  board,  by  the 
removal  of  a  required  wall  on  Rogers 
avenue  and  the  alteration  of  the  ga¬ 
rage  by  the  inclusion  of  a  lubritorium 
as  part  of  the  gasoline  station ;  prem¬ 
ises  240-250  Empire  boulevard,  south¬ 
west  corner  of  Rogers  avenue  (Block 
No.  1314,  Lot  No.  44),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  31,  1939,  2  P.  M. 

Appeals  from  Administrative  Orders 

1126-38- A— 477-483  10th  avenue,  southwest  corner  of  West 
37th  street  (Block  No.  708,  Lot  Nos.  35 
and  37),  Borough  of  Manhattan. 

1208-38-A — 505  West  45th  street,  north  side,  100  ft.  west 
of  10th  avenue  and  504  West  46th  street 
(Block  No.  1074,  Lot  Nos.  27,  37  and  38), 
Borough  of  Manhattan. 

1194-38- A — 10  Riverside  drive,  northeast  corner  of  West 
76th  street  (Block  No.  1185,  Lot  No.  49), 
Borough  of  Manhattan. 

24-39-A — 42-45  12th  street  (74-78  Sherman  place),  east 
side,  90  ft.  north  of  43rd  avenue  (Block 
No.  458,  Lot  No.  83),  Long  Island  City, 
Borough  of  Queens. 

40- 39-A — 111  Wyona  street,  east  side,  157  ft.  7  in.  north 
of  Atlantic  avenue  (Block  No.  3673,  Lot 
No.  3),  Borough  of  Brooklyn. 

41 - 39- A — 1760  Westchester  avenue,  southeast  corner  of 
Commonwealth  avenue  (Block  No.  3762, 
Lot  No.  30),  Borough  of  The  Bronx. 

67-39-A — 12  East  62nd  street,  south  side,  229  ft.  east  of 
Fifth  avenue  (Block  No.  1376,  Lot  No. 
63),  Borough  of  Manhattan. 

20-39-A — 502-516  86th  street  and  8611  Fifth  avenue, 
southeast  corner  (Block  No.  6051,  Lot 
No.  17),  Borough  of  Brooklyn. 

34-39-A — 601-603  West  129th  street  (St.  Clair  place)  and 
3221  Broadway,  northwest  corner  (Block 
No.  1996,  Lot  No.  29),  Borough  of  Man¬ 
hattan. 

49-39-A— 357-365  Park  avenue,  north  side,  from  Steuben 
street  to  Emerson  place,  29-45  Steuben 
street  and  46-52  Emerson  place  (Block  No. 
1879,  Lot.  Nos.  1-8),  Brooklyn. 


76-39-A — 2011  Creston  avenue,  west  side,  118.81  ft.  north 
of  East  179th  street  (Block  No.  2807,  Lot 
No.  77),  Borough  of  The  Bronx. 

19-39- A— 51  Murray  street,  north  side,  125  ft.  east  of 
West  Broadway  (Block  No.  133,  Lot  No. 
10),  Borough  of  Manhattan. 

86-39-A — 135  Tompkins  avenue,  east  side,  200  ft.  north 
of  Vanderbilt  avenue  (Block  No.  53A, 
Lot  No.  81),  Stapleton,  Borough  of  Rich¬ 
mond. 

89-39-A— 2075  Grand  concourse,  southwest  corner  of 
East  180th  street  (Block  No.  3160,  Lot 
No.  20),  Borough  of  The  Bronx. 

91-39- A— 98-11  211th  street,  east  side,  68.57  ft.  south  of 
Jamaica  avenue  (Block  No.  1826,  Lot  No. 
7),  Bellaire,  Borough  of  Queens. 

35- 39-A — 755-765  Broadway  and  766-792  Flushing  avenue, 

northeast  corner  (Block  No.  3130,  Lot 
Nos.  2  and  4),  Borough  of  Brooklyn. 

36- 39-A — 1057  Beach  20th  street,  north  side,  79.80  ft. 

east  of  Mott  avenue  and  1064-1066  Beach 
21st  street  (Block  No.  212,  Lot  No.  57), 
Far  Rockaway,  Borough  of  Queens. 

111-39-A — 58-01  to  58-59  213th  street,  east  side,  between 
Horace  Harding  boulevard  and  58th  ave¬ 
nue  (Block  No.  3325,  part  of  Lot  No.  1), 
Bayside,  Borough  of  Queens. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  Jan¬ 
uary  31,  1939,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matter,  except  cases 
which  have  been  heard  and  on  which  decision  has  been 
reserved  without  further  argument,  pending  an  inspection 
and  a  report  with  recommendation  by  the  committee  of 
the  board : 

cal.  no.  992-38-BZ — Application,  November  5,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  M.  Lonergan,  ap¬ 
plicant,  on  behalf  of  Fargo  Realty 
Corporation,  owner,  to  permit  partly 
in  a  business  use  district  and  partly  in 
an  unrestricted  use  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  1062-1066 
Swinton  avenue  and  2800-2810  Eastern 
boulevard,  southeast  corner  (Block  No. 
5534,  part  of  Lot  No.  1),  Borough  of 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman 


FEBRUARY  3,  1939,  10  A.  M. 

RULES 

835-38-SR — Proposed  Rules  relative  to  Submerged  Inlets 
and  Protective  Methods  to  be  Applied  to 
Prevent  Contamination  of  Water  Supply. 


FEBRUARY  7,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  Febru¬ 
ary  7.  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  Manhattan,  on  the  following  matters : 
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cal.  no.  S31-37-BZ— Application,  November  9,  1937,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  James  Mosgoffian,  ap¬ 
plicant  and  lessee,  on  behalf  of  Annie 
Zins,  owner,  to  permit  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  resi¬ 
dence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  (previously  dismissed  for  lack 
of  prosecution ;  reopened  and  restored 
to  calendar  January  17,  1939)  ;  prem¬ 
ises  23-28,  23-30  and  23-32  30th  avenue, 
south  side,  91.83  ft.  west  of  Crescent 
street  (Block  No.  572,  Lot  Nos.  37 
and  38),  Astoria,  Borough  of  Queens. 


ruary  15  1939,  at  10  o’clock,  in  Room  1013,  Municipal 
Building,’ Manhattan,  on  the  following  matters: 

cal  no  94-38-BZ— Application,  February  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Arthur  W.  Renander,  appli¬ 
cant,  on  behalf  of  Jeho  Co.,  Inc.,  owner 
(Jamaica  Parking  Co.,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  89-02  to  89-12  166th  street, 
southwest  corner  of  89th  avenue 
(Block  No.  866,  Lot  No.  72),  Jamaica, 


cal  no.  865-38-BZ— Application,  October  6,  1938,  under 
section  7h  of  the  budding  zone  resolu¬ 
tion,  of  William  Shary,  applicant,  on 
behalf  of  French  Benevolent  Society, 
owner,  to  permit  in  a  retail  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motot 
vehicles;  premises  450-458  West  34th 
street,  south  side,  175  ft.  9)4  in.  east 
of  10th  avenue  (Block  No.  731,  Lot 
No.  72),  Borough  of  Manhattan. 


cal  no  1050-38-BZ— Application,  November  18,  1938,  un¬ 
der  section  21  of  the  building  zone  res¬ 
olution,  of  Sidney  H.  Kitzler,  appli¬ 
cant,  on  behalf  of  John  Meurer,  owner, 
to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station,  office,  auto  laundry, 
lubritorium  and  brake  and  battery 
service;  premises  6411-642o  13th  ave¬ 
nue  and  1301-1305  65th  street,  north¬ 
east  corner  (Block  No.  5747,  Lot  Nos. 
1  and  5),  Borough  of  Brooklyn. 


CAL.  NO. 


489-37-BZ— Application,  October  13,  1937,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Anna  M.  O’Connor,  ap¬ 
plicant,  on  behalf  of  Winifred  B. 
Wood,  owner  (Thomas  Ferry,  lessee), 
to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  38-15  Union 
street,  east  side,  190  ft.  north  of  Roose¬ 
velt  avenue  (Block  No.  5020,  Lot  No. 
3),  Flushing,  Borough  of  Queens. 


HARRIS  H.  MURDOCK,  Chairman. 


cal  no  1197-38-BZ— Application,  December  23,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Edgar  J.  Moeller,  applicant, 
on  behalf  of  Three  Fourteen  West 
34th  Street  Corporation,  owner,  (Allen 
Kerr,  lessee),  to  permit  in  a  retail  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  314-318  West 
34th  street,  south  side,  225  ft.  west  of 
8th  avenue  (Block  No.  757,  Lot  Nos. 
46  to  48,  inclusive),  Borough  of  Man¬ 
hattan.  ; 


FEBRUARY  7,  1939,  2  P.  M. 


Appeals  from  Administrative  Orders 

11-39- A— 5-42  to  5-48  47th  avenue,  south  side,  100  ft. 

west  of  Vernon  boulevard  (Block  No.  29, 
Lot  No.  42),  Long  Island  City,  Borough 
of  Queens. 


38-39-A— 1018-1024  Flatbush  avenue  and  2118-2130  Re¬ 
gent  place,  southwest  corner  (Block  No. 
5125,  Lot  No.  51),  Borough  of  Brooklyn. 


39-39- A— 114-06  to  114-08  Liberty 
45  ft.  7  in.  east  of 
No.  9537,  Lot  No. 
Borough  of  Queens. 


avenue,  south  side, 
114th  street  (Block 
3),  Richmond  Hill, 


73-39- A— 121  West  82nd  street,  north  side,  300  ft.  west 
of  Columbus  avenue  (Block  No.  1213,  Lot 
No.  20),  Borough  of  Manhattan. 


FEBRUARY  15,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning ,  Peb- 


cal.  no.  1203-38-BZ— Application,  December  27,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  Siebert,  applicant,  on 
behalf  of  Solomon  Nolar  and  Embro 
Realty  Corporation,  owners,  to  permit 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district  the 
erection  and  maintenance  of  an  exten¬ 
sion  to  an  existing  business  building; 
also,  proposed  extension  does  not  com¬ 
ply  with  area  requirements  as  to  cover¬ 
age  of  plot  and  rear  yard  require¬ 
ments;  premises  94-77  to  94-81  217th 
street,  east  side,  88  ft.  1  Ya  in.  north  oi 
Jamaica  avenue  and  217-05  to  217-OS 
Jericho  turnpike  (Block  No.  1599,  Lol 
Nos.  41  to  43,  inclusive),  Queens  Vil¬ 
lage,  Borough  of  Queens. 

cal.  no.  30-39-BZ — Application,  January  11,  1939,  undei 
section  21  of  the  building  zone  resolu 
tion,  of  Rosario  Candela,  applicant,  oi 
behalf  of  Regency  Park,  Inc.,  owner 
to  permit  in  a  residence  use  and,  alsc 
“E”  and  “F”  area  districts  the  erectioi 
and  maintenance  of  three  (3)  units  o 
Class  “A”  multiple  dwellings  not  con 
forming  with  the  area  requirements  o 
the  building  zone  resolution ;  premise 
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141-02  to  141-48  78th  avenue,  141-03  to 
141-45  78th  road,  141-02  to  141-48  78th 
road,  141-03  to  141-45  79th  avenue, 
141-02  to  J 4 1  -48  79th  avenue  and  141-03 
to  141-45  Union  turnpike  (square 
blocks  bounded  by  Union  turnpike, 
141st  street,  79th  avenue  and  Main 

street,  79th  avenue,  141st  street,  78th 
road  and  Main  street  and  78th  road, 
141st  street,  78th  avenue  and  Main 

street);  (Block  Nos.  6631,  6632  and 
6633,  Lot  No.  1),  Flushing,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  15,  1939,  2  P.  M. 

Appeals  from  Administrative  Orders 

45-39- A— 75-11  to  75-19  Roosevelt  avenue  and  37-60  76th 
street,  west  side,  between  Roosevelt  ave¬ 
nue  and  37th  road  (Block  No.  1286,  Lot 
No.  66),  Jackson  Heights,  Borough  of 
Queens. 

1008-38-A-WF — 126-14  38th  avenue,  south  side,  100  ft.  east 
of  126th  street  (Block  No.  1826,  Lot  No. 
14),  Corona,  Borough  of  Queens. 

90-39- A— 84-49  168th  (Grand)  street,  east  side,  150.82  ft. 

north  of  Gothic  drive  and  84-50  169th 
street  (Ackroyd  avenue),  west  side,  165.01 
ft.  north  of  Gothic  drive  (Block  No.  9860 
Lot  No.  40),  Jamaica,  Borough  of  Queens. 

Building  Zone  Applications 

NOIICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
oi  the  building  zone  resolution,  W ednesday  afternoon. 
February  15,  1939,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matters,  except  cases 
which  have  been  heard  and  on  which  decision  has  been 
reserved  without  further  argument,  pending  an  inspection 
and  a  report  with  recommendation  by  the  committee  of 
the  board  : 


cal.  no.  740-38-BZ— Application,  August  24,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sutta  and  Frankel,  applicants, 
on  behalf  of  Janice  H.  Devore,  owner, 
to  permit  in  a  residence  use  district 
the  erection  and  maintenance  of  a  gas¬ 
oline  service  station  and.  also,  an  acces¬ 
sory  building  to  be  used  as  auto  laun¬ 
dry,  lubritorium  and  office;  premises 
1940-1960  Linden  boulevard,  south  side, 
from  Pennsylvania  avenue  to  New  Jer¬ 
sey  avenue,  785-795  Pennsylvania  ave¬ 
nue  and  848-858  New  Jersey  avenue 
(Block  No.  4347,  part  of  Lot  No.  1), 
Borough  of  Brooklyn. 

cal.  no.  569-37-BZ — Application,  December  2,  1937,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Sophie  Galum- 
beck,  owner  (Flatbush  Coal  and  Coke 
Corporation,  lessee),  to  permit  in  a 
residence  district  the  operation  of  coal 
pockets,  coal  storage,  truck  driveway 
and  railroad  siding;  premises  2030-2044 
McDonald  avenue,  west  side,  339  ft.  6 
in.  north  of  Avenue  S  and  49-57  Lake 
street  (Block  No.  6680,  Lot  Nos.  23, 
124  and  125),  Borough  of  Brooklyn. 


cal.  no.  858-38-BZ  Application,  October  6,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  W.  H.  and  J.  F.  Dusenbury,  appli¬ 
cants,  on  behalf  of  Margaret  Demuth, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3513-3515 
Jerome  avenue,  west  side,  180.44  ft. 
south  of  Gun  Hill  road  (Block  No. 
3324-B,  Lot  No.  142),  Borough  of  The 
Bronx. 


CAL.  NO.  403-37-BZ — Application  August  12,  1937,  under 
section  7h  of  the  building  zone  resolu¬ 
tion  of  Max  Silver,  lessee,  on  behalf 
of  Reproduction  Furniture  Manufac- 
.  turing  Co.,  Inc.,  owner,  to  permit  in  a 

business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  507- 
511  Sheffield  avenue,  east  side,  40  ft. 
south  of  Livonia  avenue  (Block  No. 
3822,  part  of  Lot  No.  18),  Borough  of 
Brooklyn. 

cal.  no.  738-38-BZ— Application,  August  23,  1938,  under 
sections  7 a  and  21  of  the  building  zone 
resolution,  of  Bernard  Trencher,  appli¬ 
cant,  on  behalf  of  Mary  T.  Hasselman 
and  Anastasia  L.  Bartley,  owners 
(Socony-Vacuum  Oil  Company,  Inc., 
lessee),  to  permit  in  a  residence  use 
district  the  extension  of  a  gasoline  ser¬ 
vice  station  and  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gasoline  service  station  office,  lubri- 
tory,  auto  laundry  and  for  the  sale  of 
accessories;  premises  1815-1825  Ocean 
avenue,  east  side,  280  ft.  south  of  Ave¬ 
nue  M  (Block  No.  7656,  Lot  No.  55 
and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  21,  1939,  10  A.  M. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
21,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  840-38-BZ — Application,  October  3,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Francis  L.  Shea,  applicant,  on 
behalf  of  The  Trustees  of  the  Sailors 
Snug  Harbor,  owner  (Gertrude  I. 
Bergoff,  lessee),  to  permit  partly  in  a 
business  use  district  and  partly  in  an 
unrestricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  52-58  East  8th  street  and  305 
Mercer  street,  southwest  corner  (Block 
No.  548,  Lot  Nos.  32  to  35,  inclusive), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


regular  meeting 

TUESDAY  MORNING,  JANUARY  17,  1939 

Present:  Chairman  Murdock,  Commissioners  Savage 

and  Blum  and  Assistant  Chief  Walsh 

BUILDING  ZONE  CASES 

17-3'8-BZ. 

APPLICANT— Herman  Kron,  for  Harlem  Savings  Bank, 
owner  (Rosemol  Realty  Corporation,  lessee). 

SUBJECT— Application  (re  decision  of  the  commissioner 
of  buildings)  under  section  7 h  of  the  building 
zone  resolution,  to  permit  in  a  retail  use  district, 
for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFF  ECT  ED — 324-328  West  34  th  street, 
south  side,  325  ft.  west  of  8th  avenue  (Block  No. 
757,  Lot  Nos.  51  to  53,  inclusive),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Herman  Kron  and  Philip  Adel- 
man. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  January  24,  1939  at 
10  A.M.,  on  request  of  applicant’s  representative. 

738-38-BZ. 

APPLICANT— Bernard  Trencher,  for  Mary  T.  Hassel- 
man  and  Anastasia  L.  Bartley,  owners  (Socony- 
Vacuum  Oil  Company,  Inc.,  lessee). 

SUBJECT— Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings)  under  sections 
7a  and  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district  the  extension 
of  a  gasoline  service  station  and  the  erection  and 
maintenance  of  a  building  to  be  used  as  a  gas¬ 
oline  service  station  office,  lubritory,  auto  laundry 
and  for  sale  of  accessories. 

PREMISES  AFFECTED— 1815-1825  Ocean  avenue,  east 
side  280  ft.  south  of  Avenue  M  (Block  No.  7656, 
Lot  No.  55  and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Bernard  Trencher. 

For  Opposition :  Abram  Shlefstein. 

ACTION  OF  BOARD— Laid  over  to  February  15,  1939 
at  2  P.M.,  for  report  by  a  committee  of  the  board. 
No  further  argument. 

840-38-BZ. 

APPLICANT— Francis  L.  Shea,  for  The  Trustees  of  the 
Sailors  Snug  Harbor,  owner  (Gertrude  I.  Bergoff, 


SUBJECT— Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  21  ot 
the  building  zone  resolution  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and  maintenance  of 
a  gasoline  service  station. 

PREMISES  AFFECTED-1 10-40  Horace  Harding  (Nas¬ 
sau)  boulevard,  southwest  corner  of  Colonial 
avenue  (Block  No.  2161,  Lot  Nos.  115  and  118), 
Corona,  Borough  of  Queens. 

APPEARANCES—  ,  „  _,T  T  .  v 

For  Applicant:  Joseph  V.  O  Leary,  Joseph  V. 

Iaricci  and  Nathan  Willis. 

For  Opposition:  None.  _ 

For  Administration :  Harold  Ivlorfein,  Depart¬ 
ment  of  Parks. 

ACTION  OF  BOARD — Laid  over  to  February  28,  195; 

at  10  A.M.,  for  applicant  to  furnish  additional 
plans  and  information. 

992-38-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  Fargo  Realty 
Corporation,  owner. 

SUBJECT — Application  (re  decision  ot  the  borough  super¬ 
intendent  of  buildings)  under  sections  7c  and  21 
of  the  building  zone  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  an  ume- 
stricted  use  district  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED— 2800-2810  Eastern  boulevard 
and  1062-1066  Swinton  avenue,  southeast  corner 
(Block  No.  5534,  part  of  Lot  No.  1),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  M.  Lonergan. 

For  Opposition:  Harold  Klorfein,  for  Dept,  of 
Parks,  Morris  T.  Hamburg  and  Morris 
F  reidis. 

ACTION  OF  BOARD— Laid  over  to  January  31,  1939  at 
2  P.M.,  for  report  by  a  committee  of  the  Board. 
No  further  argument. 

1051-38-BZ. 

APPLICANT— George  G.  Miller,  for  Gabriel  Besner, 
owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district  the  elevation  of  the  rear  yard  of  a 
multiple  dwelling  above  the  limit  set  by  the  build¬ 
ing  zone  resolution. 

PREMISES  AFFECTED— 2175  Ryer  avenue,  west  side, 
102  ft.  5-5/16  in.  north  of  East  181st  street  (Block 

\T'  oi  r  n  T  « ATW  CO\  U/M-nurvli  H  li  o  R rnti  y 


lessee) . 

SUBJECT— Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  7h  of 
the  building  zone  resolution,  to  permit  partly  in 
a  business  use  district  and  partly  in  and  unre¬ 
stricted  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 52-58  East  8th  street  and  3(b 
Mercer  street,  southwest  corner  (Block  No.  548, 
Lot  Nos.  32  to  35,  inclusive),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Francis  L.  Shea. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  February  21,  1939, 
at  10  A.M.,  pending  demolition  of  buildings  on 
the  site. 


921-38-BZ. 

APPLICANT— Joseph  V.  Iaricci,  for  Joseph  P.  Kisshng, 
owner. 


APPEARANCES— 

For  Applicant:  George  G.  Miller. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  January  24,  1939  at 
10  A.M.,  for  report  by  a  committee  of  the  Board. 
No  further  argument. 


274-36-BZ. 

APPLICANT— Commander  Oil  Corporation,  owner. 

SUBJECT — Application  reopened  December  20,  1938— for 
consideration  as  to  extension  of  time  to  complete 
work — time  having  expired  by  limitation — re  Ap¬ 
plication,  previously  granted  on  condition,  under 
section  21  of  the  building  zone  resolution,  per¬ 
mitting  in  a  business  use  district,  the  extension 
of  a  petroleum  storage  plant. 

PREMISES  AFFECTED— 72-40  to  72-50  Elizabeth  ave¬ 
nue  (foot  of  Elizabeth  avenue)  ;  (Block  No.  520, 
Lot  Nos.  10,  13,  69,  74  and  75),  Arverne,  Borough 
of  Queens. 

APPEARANCES— 
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For  Applicant:  William  F.  Morgan. 

For  Opposition :  None. 

ACTION  OF  BOARD — Time  extended. 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(274-36-BZ) 

Whereas,  this  application,  affecting  premises  72-40  to  72- 
50  Elizabeth  avenue  (foot  of  Elizabeth  avenue)  ;  (Block 
No.  520,  Lot  Nos.  10,  13,  69,  74  and  75),  Arverne,  Borough 
of  Queens,  was  granted  by  the  board  February  9,  1937,  on 
certain  conditions  and  applicant  requested  an  extension  of 
time  to  obtain  permits  and  complete  the  work;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
board  December  20,  1938;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
[by  the  Board  of  Standards  and  Appeals,  at  its  regular 
i  meeting,  January  17,  1939,  after  due  notice  by  publication 
iin  the  Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  resolution  adopted  by  the  Board  on 
February  9,  1937,  be  and  it  hereby  is  amended  only  so  far 
as  it  has  reference  to  the  obtaining  of  permits  and  com¬ 
pletion  of  work,  so  that  as  amended  the  resolution  will 
read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  year  from  the  date  of  this  amended 
resolution.” 


418-37-BZ. 

APPLICANT — Lauritz  Lauritzen,  for  Louis  Frisse,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 115-125  Myrtle  avenue,  north 
side,  22.80  ft.  east  of  116th  street  (Block  No.  9257, 
Lot  No.  57),  Richmond  Hill,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Lauritz  Lauritzen  and  George  H. 
Cohn. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock.  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(418-37-BZ) 

Whereas,  Lauritz  Lauritzen,  for  Louis  Frisse,  owner, 
iled  August  25,  1937,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the  parking 
md  storage  of  more  than  five  (5)  motor  vehicles;  premi¬ 
ses:  115-125  Myrtle  avenue,  northside,  22.80  ft.  east  of 
16th  street  (Block  No.  9257,  Lot  No.  57),  Richmond  Hill, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
the  Board  of  Standards  and  Appeals,  at  its  regular 
neeting,  January  17,  1939,  after  due  notice  by  publication 
n  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build- 
ng  zone  resolution  show  that  Myrtle  avenue  is  in  a  busi¬ 
ness  use  district;  Hillside  avenue  is  in  a  business  and 
esidence  use  district;  116th  street  is  in  a  residence  and 
msiness  use  district  and  Bessemer  street  is  in  a  business 
md  residence  use  district;  and 


Whereas,  the  decision  of  the  borough  superintendent  of 
buildings  dated  November  23,  1938,  reads: 

“Be  advised  that  application  made  by  you  to  this 
department  for  issuance  of  a  Certificate  of  Occupancy 
for  use  of  premises  located  on  the  north  side  of  Myrtle 
avenue,  22  ft.  east  of  116th  street,  Richmond  Hill, 
Borough  of  Queens,  as  space  for  parking  and  storage 
for  more  than  five  cars,  is  hereby  denied,  as  this  loca¬ 
tion  is  situated  in  a  business  district  and  such  use  is 
prohibited  by  Subdivision  15,  Section  4,  of  the  Building 
Zone  Resolution  of  the  City  of  New  York.” 

and 

W  hereas,  the  premises  consist  of  an  irregularly  shaped 
plot  of  ground  having  a  frontage  of  103  ft.  on  Myrtle 
avenue,  77  ft.  along  the  east  lot  line  and  a  distance  of 
101  ft.  along  the  west  lot  line.  It  is  proposed  to  use  the 
plot  for  a  temporary  period  of  not  more  than  two  (2) 
years  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles ;  and 

Whereas,  these  premises  were  inspected  by  a  committee 
of  the  board;  and 

Whereas,  the  board  deemed  that  the  application  should 
be  granted  and  that  a  need  existed  for  the  transient  park¬ 
ing  use. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Building  Zone  Resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  7h,  to 
permit  the  premises  to  be  occupied  for  the  transient  parking 
of  more  than  five  (5)  motor  vehicles,  for  a  period  of  two 
(2)  years  from  the  date  of  this  action,  on  condition  that  the 
plot  shall  be  leveled  substantially  to  the  grade  of  Myrtle  ave¬ 
nue  and  shall  be  surfaced  with  steam  cinders,  clean  gravel 
or  other  suitable  material,  properly  rolled  and  bound  to  pre¬ 
vent  dusting;  that  there  shall  be  erected  on  the  interior 
lot  lines  and  on  the  street  building  line,  a  substantial  woven 
wire  fence  not  less  than  6  ft.  in  height  continuously,  except 
for  two  entrances  to  Myrtle  avenue  not  exceeding  20  ft. 
in  width,  with  curb  cuts  opposite  of  similar  width ;  that 
during  the  term  of  this  variance,  the  premises  shall  be  used 
for  no  other  use  than  for  the  transient  parking  of  motor 
vehicles  of  the  pleasure  car  type,  as  herein  permitted; 
that  no  building  shall  be  erected  thereon,  except  that  there 
may  be  permitted  near  the  street  building  line,  a  building 
to  be  used  as  office  and  shelter  for  the  attendant,  which 
building  shall  not  exceed  150  sq.  ft.  in  area  and  be  not 
over  one  story  in  height  and  which  may  be  constructed  of 
frame;  that  proper  aisles  shall  be  maintained  for  easy 
entrance  and  egress;  that  such  portable  fire-fighting  ap¬ 
pliances  shall  be  installed  as  the  fire  commissioner  shall 
direct ;  that  no  signs  shall  be  erected  on  the  premises  ex¬ 
cept  that  there  may  be  a  sign  at  the  entrance,  attached  to 
the  fence,  advertising  the  present  parking  use,  provided 
such  sign  does  not  exceed  15  sq.  ft.  in  area ;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within 
six  months  from  the  date  of  this  resolution. 


103-38-BZ. 

APPLICANT — Sherman  S.  Rogers,  for  Frank  L'.  Weil, 
William  E.  Russell  and  Raymond  J.  Scully, 
trustees  of  Series  C-2,  New  York  Title  and  Mort¬ 
gage  Company,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7h  and  21 
of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 42-56  Sutton  place  south,  east 
side,  from  East  54th  street  to  East  55th  street, 
425-457  East  54th  street  and  418-432  East  55th 
street  (Block  No.  1366,  Lot  Nos.  16  and  19  and 
part  of  Lot  No.  33),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Sherman  S.  Rogers  and  Kermet 
Fisk. 
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For  Opposition :  Stanley  Rabadan,  P.  J.  Growney, 
Sidney  O.  Crystal,  Peter  D.  Kuser,  Sol  Ros¬ 
enberg,  Sol  A.  Herzog  and  Herman  Grant. 
ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT—  Q 

Affirmative . •■-••• . : - - 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chiet 

Walsh .  7 

Absent  . 

THE  RESOLUTION— 

(103-38-BZ) 

Whereas,  Sherman  S.  Rogers  for  Frank  L'  .^eil 
William  E.  Russell  and  Raymond  J.  Scully,  trustees  of 
Series  C-2  New  York  Title  and  Mortgage  Company  owner, 
filed  February  15,  1938,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  residence  use  district  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles ; , 
premises :  42-56  Sutton  place  south,  east  side,  from  East 
54th  to  East  55th  streets,  425-457  East  54th  street  and 
418-432  East  55th  street  (Block  No.  13.66,  L°t  Nos.  16, 
19  and  part  of  Lot  No.  33),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  17,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals  ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Sutton  place  is  in  a  residence 
use  district;  East  54th  street  is  in  a  residence  and  business 
use  district  and  East  55th  street  is  m  a  residence  and 
business  use  district  and  First  avenue  is  in  a  business  use 

dl  Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  January  18,  1938,  as  modified  December 

8,  1938,  reads:  „ 

“Your  application  for  a  certificate  of  occupancy  tor 

the  use  of  the  above  premises  as  a  parking  space  for 
the  storage  and  parking  of  more  than  5  motor  vehicles 
has  been  denied  as  the  premises  are  located  in  a 
residence  district  where  this  occupancy  is  prohibited  by 
article  2,  section  2,  of  the  zone  resolution. 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  200  ft.  10  in.  on  Sutton  place,  241  ft.  on 
East  54th  street  and  219  ft.  on  East  55th  street.  It  is  pro¬ 
posed  to  occupy  the  plot,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  site  under  appeal  was  the  subject  of  an 
inspection  by  a  committee  of  the  Board,  in  order  to  be 
informed  prior  to  the  hearing;  and 
Whereas,  the  board  deemed  that  section  7-H  did  not 
apply  in  this  case,  as  the  premises  are  not  in  a  business 
use  district  and  that  the  applicant  did  not  substantiate  his 
basis  of  appeal  under  section  21,  practical  difficulties  and 
unnecessary  hardship  and  that  the  property  can  be  de¬ 
veloped  for  conforming  use. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  January  18,  1938,  as  modified  December  8,  1938,  be 
and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  None  . 

For  Administration:  Harold  Klorfein,  Dept,  of 
parks. 

ACTION  OF  BOARD— Application  denied  without  prej¬ 
udice  for  reopening  and  consideration  after  the 
construction  of  the  bridge  carrying  Springfield 
boulevard  over  the  Sunrise  highway. 

THE  VOTE  TO  GRANT— 

Affirmative . ••■•••• . .*  *; .  u 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh .  J 

Absent  . 

THE  RESOLUTION— 

(489-38-BZ) 

Whereas,  Lama  &  Proskauer  for  Sam  Schwartz  and 
Joseph  Schwartz,  owners,  filed  June  14,  1938,  an  applica¬ 
tion  under  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  the  erection  and  ? 

gasoline  service  station;  premises:  219-01  North  Conduit 
boulevard  and  144-01  to  144-09  Springfield  boulevard 
northeast  corner  (Block  No.  3820,  Lot  No.  4),  Springfield 
Gardens,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  Tanuary  17,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals  ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  North  Conduit  boulevard 
is  in  a  residence  use  district;  144th  avenue  is  in  a  residence 
and  business  use  district;  Springfield  boulevard  is  in  a 
residence  and  business  use  district  and  143rd  road  is  in 
a  residence  and  business  use  district ;  and 


residence  anu  uumuc^  f 

Whereas,  the  decision  of  the  borough  superintendent  ot 
buildings,  re  N.B.  Application  No.  3290-36,  dated  June  6, 
1938  and  as  modified  by  decision  dated  November  30,  1938 

readS  “Permit  3290-36  has  expired  by  limitation  on  Sep¬ 
tember  30,  1937  and  cannot  be  renewed  as  premises 
are  now  located  in  a  residence  use  district  in  which 


and 


dlC  1IWVV  lUCULCd  m  ^  - .  .  .  . 

the  erection  of  a  gasoline  service  station  is  contrary  to 
Art.  II,  section  3  of  the  Building  Zone  Resolution. 


489-38-BZ. 

APPLICANT— Lama  and  Proskauer  for  Sam  Schwartz 
and  Toseph  Schwartz,  owners. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance  of  a 
gasoline  service  station.  . 

PREMISES  AFFECTED — 219-01  North  Conduit  boule¬ 
vard  and  144-01  to  144-09  Springfield  boulevard 
northeast  corner  (Block  No.  3820,  Lot  No.  4) 
Springfield  Gardens,  Borough  of  Queens. 


Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  301.6  ft  on  North 
Conduit  boulevard,  119.7  ft.  on  Springfield  boulevard  and 
282.1  ft.  on  144th  avenue.  It  is  proposed  to  erect  upon  the 
plot  a  one-story  building,  50  ft.  4  in.  by  43  ft.  in  area,  to 
be  used  as  lubritorium,  auto  laundry  and  office,  and,  also, 
to  install  the  necessary  tanks  and  pumps  for  a  gasoline 

service  station;  and  .  , 

Whereas,  the  site  and  surrounding  area  were  inspected 

by  a  committee  of  the  board;  and  , 

Whereas,  the  board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the 
building  zone  resolution  and  was,  therefore,  not  entitled 
to  relief  on  the  grounds  of  practical  difficulty  and  un¬ 
necessary  hardship.  .  ,  . 

Resolved,  that  the  decision  of  the  borough  superintendent 
in  acting  on  N.B.  Application  No.  3290-36,  be  and  it  hereby 
is  affirmed,  and  that  the  application  be  and  it  hereby  is 
denied  without  prejudice  to  re-opening  when  the  overpass 
has  been  built,  carrying  Springfield  boulevard  over  North 
Conduit  boulevard. 


1127-38-BZ. 

APPLICANT— Samuel  J.  Kessler,  for  M.  A.  H.  Holding 
Corporation,  owner. 

SUBJECT— Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings)  under  sections 
7c  and  21  of  the  building  zone  resolution,  to  per¬ 
mit  partly  in  a  business  use  district  and  parti) 
in  an  unrestricted  use  district,  the  alteration  anc 
conversion  of  occupancy  of  two  (2)  buildings  to  £ 
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garage  for  more  than  five  (5)  motor  vehicles; 
the  easterly  building  is  occupied  as  a  garage  for 
more  than  five  (5)  motor  vehicles  and  was  pre¬ 
viously  granted  by  the  Board  and  the  westerly 
budding  is  occupied  as  a  dyeing  plant  also,  pre¬ 
viously  granted  by  the  Board. 

PREMISES  AFFECTED— 2201-2227  Neptune  avenue, 
north  side,  between  West  22nd  street  and  West 
23rd  street  (Block  No.  6990,  Lot  No.  26),  Borough 
of  Brooklyn. 

\  APPEARANCES— 

For  Applicant :  Samuel  J.  Kessler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition 

THE  VOTE — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . '  q 

Absent  .  .  n 


;  THE  RESOLUTION— 

(1127-38-BZ) 

|  Whereas,  Samuel  J.  Kessler,  for  M.  A.  H.  Holding 
Corporation,  owner,  filed  December  5,  1938,  an  application 
under  the  building  zone  resolution,  to  permit  partly  in  a 
business  use  and  partly  in  an  unrestricted  use  district,  the 
alteration  and  conversion  of  occupancy  of  two  (2)  build- 
to  a  garage  for  more  than  five  (5)  motor  vehicles 
and  a  motor  vehicle  repair  shop ;  the  easterly  building  is 
occupied  as  a  garage  for  more  than  5  motor  vehicles  and 
'va®, Prevjous^y  granted  by  the  board  and  the  westerly 
building  is  occupied  as  a  dyeing  plant,  also  previously 
!  panted  by  the  board;  premises  2201-2227  Neptune 
avenue,  north  side,  between  West  22nd  street  and  West 
23id  street  (Block  No.  6990,  Lot  No.  26),  Borough  of 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meetmg,  January  17,  1939,  after  due  notice  by  publication 
[  inJ;}e  Bulletin  ot  the  Board  of  Standards  and  Appeals,  and 
|  .  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  lesolution  show  that  Neptune  avenue  is  in  a 
business  use  district ;  West  23rd  street  is  in  a  business 
unrestricted  and  residence  use  district  and  West  22nd  street 
is  in  a  business,  unrestricted  and  residence  use  district ;  and 
V\  hereas,  the  decision  of  the  borough  superintendent  of 
:  buildings  dated  November  29,  1938,  reads: 

| _ 

!  ~  "  -  -  - 


“1.  The  present  occupancy  of  the  above  buildings 
was  granted  by  the  Board  of  Standards  and  Appeals 
under  resolution  Nos.  174-23-BZ  and  20-24-BZ.  Any 
further  changes  in  occupancy  of  the  above  buildings 
will  have  to  be  re-submitted  to  the  board  for  con¬ 
sideration.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  237  ft.  on  Neptune  avenue,  266  ft.  on 
West  22nd  street  and  365  ft.  on  West  23rd  street.  Upon 
the  east  portion  of  the  plot  there  is  a  one-story  garage  for 
more  than  five  motor  vehicles,  96  ft.  by  160  ft.  in  area 
(previously  granted  by  the  board).  Upon  the  west  portion 
of  the  plot  there  is  a  dyeing  plant,  one  and  two-stories  in 
height,  having  a  frontage  of  142  ft.  on  Neptune  avenue 
and  160  ft.  on  West  23rd  street  (previously  granted  by 
the  board).  The  rear  portions  of  the  buildings  extend  into 
the  unrestricted  use  district  for  a  distance  of  60  ft.,  the 
remainder  is  in  a  business  use  district.  It  is  proposed  to 
occupy  both  buildings  as  a  garage  for  more  than  5  motor 
vehicles  and  also  motor  vehicle  repair  shop.  It  is  also 
proposed  to  install  two  550  gallon  gasoline  tanks  and 
pumps ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  board;  and 

\\  hereas,  the  board  deemed  that  the  provisions  of 
section  7,  subdivision  c  of  the  building  zone  resolution, 
under  which  this  application  was  made,  empowered  the 
board  to  exercise  its  discretion  to  grant  this  application. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7c,  to  permit  the  premises  under  appeal  to  be  occupied  by 
the  sanitation  department  of  the  City  of  New  York,  as 
a  garage  for  more  than  five  (5)  motor  vehicles,  on  con¬ 
dition  that  the  building  in  all  other  respects  shall  comply 
with  all  laws,  rules  and  regulations  applicable  to  its  con¬ 
struction  and  occupancy  and  that  the  building  shall  not 
be  further  extended  in  height  or  area  and  that  nothing  in 
this  resolution  shall  interfere  with  the  storage  of  gasoline 
within  the  building  as  may  be  required  for  the  servicing 
of  the  trucks  of  the  department;  and  granted  only  so 
long  as  the  building  is  occupied  by  such  department. 


Adjourned:  2:30  P.M. 

EDWARD  V.  BARTON,  Chief  Clerk. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY,  AFTERNOON,  JANUARY  17,  1939 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 


BUILDING  ZONE  CASES 

803-38-BZ. 

APPLICANT— W.  H.  and  J.  F.  Dusenbury  for  Estate  of 
Leopold  Rossbach,  Laurence  B.  Rossbach,  trustee. 

^^®JECT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

•  PREMISES  AFFECTED— 3901-3911  White  Plains  ave¬ 
nue,  northwest  corner  of  East  222nd  street  (Block 
No.  4824,  Lot  Nos.  4  and  7),  Borough  of  The 
Bronx. 


APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  A.  M.  Edelson. 

ACTION  OF  BOARD — Laid  over  to  January  24,  1939  at 
2  P.M.  No  appearance  for  applicant. 


531-37-BZ. 

APPLICANT — James  Mosgoffian  (lessee),  for  Annie 
Zins,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar,  having  been  previously 
dismissed  for  lack  of  prosecution — re  Application 
(decision  of  the  borough  superintendent  of  build¬ 
ings)  under  sections  7h  and  21  of  the  building 
zone  resolution,  to  permit  partly  in  a  business  use 
district  and  partly  in  a  residence  use  district  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 23-28  to  23-30  to  23-32  30th 
avenue,  south  side,  150  ft.  west  of  Crescent  street 
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(Block  No.  5 72,  Dot  Nos.  37  and  38),  Astoria, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  Mosgoffian. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . . .  J 

Negative  . .  n 

Absent  . . 


177-27-BZ. 

APPLICANT— Seelig  and  Finkelstein,  for  Bay  Road 
Realty  Corporation,  owner.  - 

SUBJECT— Application  reopened  November  1,  1938  tor 
consideration  as  to  extension  of  time  to.  obtain 
permits  and  to  complete  work — time  having  ex¬ 
pired  by  limitation— re  Application  (decision  of 
the  superintendent  of  buildings)  under  section  7c 
of  the  building  zone  resolution,  permitting  in  a 
residence  use  district  extending  from  a  business 
use  district,  the  erection  and  maintenance  of  a 
building  for  store  occupancy  on  the  first  story. 
PREMISES  AFFECTED— North  side  of  Broadway 
(Cornaga  avenue),  79.18  ft.  east  of  Mott  avenue 
(Block  No.  47,  Lot  No.  78),  Far  Rockaway,  Bor¬ 
ough  of  Queens. 

APPEARANCES—  ,  .  ,  T  .  r 

For  Applicant:  Harry  Finkelstein  and  Louis  L. 

Kaye. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT : 

Affirmative . . . . 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  1 

THE  RESOLUTION— 

(177-27-BZ) 

Whereas,  this  application  affectiner  premises  north  side 
of  Broadway  (Cornaga  avenue),  79.18  ft.  east  of  Mott 
avenue  (Block  No.  47,  Lot  No.  78),  Far  Rockaway, 
Borough  of  Queens,  to  permit  in  a  residence  use  district 
extending  from  a  business  use  district,  the  erection  and 
maintenance  of  a  building  with  store  occupancy  in  the  first 

Whereas,  this  application  was  granted  by  the  board  May 
3,  1927,  on  certain  conditions,  but  no  work  was  done,  and 
the  application  expired  by  time  limitation  as  to  obtaining 
permits  and  completion  of  the  work;  and  . 

Whereas,  the  applicant  requested  a  reopening  of  the 
case,  in  order  to  obtain  an  extension  of  time  to  obtain 
permits  and  complete  the  work;  and 

Whereas,  the  application  was  reopened  by  vote  of  the 

board,  November  1,  1938;  and 

Whereas,  a  public  hearing  was  held  in  this  application 
bv  the  Board  of  Standards  and.  Appeals  January  17  1939 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 

of  Standards  and  Appeals ;  and 

Whereas,  the  applicant  proposes  to  complete  the  work 
under  the  conditions  set  forth  in  the  resolution  of  May  3, 

1927 ;  and  ....... 

Whereas  the  site  was  the  subject  of  an  inspection  by 
a  committee  of  the  board,  report  of  which  inspection  was 
read  at  the  hearing  and  which  report  follows : 

REPORT  OF  COMMITTEE 

January  16,  1939. 

Re:  Cal.  No.  177-27-BZ. 

North  Side  of  Broadway 

79.18  ft.  E.  of  Mott  Avenue 

Far  Rockawav,  Queens.  . 

This  application  is  for  reaffirmation  of  a  zoning 


variance  granted  on  May  3,  1927  to  permit  the  erection 
of  a  two  story  business  and  residential  building  on  the 
plot  which  is  partly  within  a  business  use  zone  and 
partly  within  a  residence  use  zone.  As  a  condition  of 
the  grant,  the  building  was  required  to  be  completed 
within  eighteen  months  thereafter.  No  work  has  been 
done  and  the  grant  of  the  Board  has  expired  by  limita¬ 
tion  After  a  new  public  hearing  and  an  inspection 
by  a  Committee  of  the  Board,  it  is  found  that  the  sur¬ 
rounding  conditions  including  a  large  apartment  house 
directly  opposite  do  not  justify  a  variance  to  permit 
the  desired  extension  of  the  business  use.  The  Com¬ 
mittee  finds  that  the  plot  is  suitable,  for  a  residential 
use  as  zoned  and  there  is  not  at  this  time  any  justi¬ 
fication  for  exercise  of  discretion  to  vary  the  zoning 

requirements.  HARRIS  H.  MURDOCK, 

'  Chairman. 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 
PATRICK  WALSH, 

Committee. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings,  be  and  it  hereby  is  affirmed  and  that  the  applica¬ 
tion  be  and  it  hereby  is.  denied,  without  prejudice  to  a  new 
proposal  excluding  residential  frontage. 

390-37-BZ.  r  _ 

APPLICANT— Aaron  A.  Roth,  for  George  M.  Thomson, 
owner  (Joseph  Beyer,  lessee). 

SUB IECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7h  and  21 
of  the  building  zone  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles.  \ 

PREMISES  AFFECTED— 50-02  Skillman  avenue  south 
side,  between  50th  street  and  51st  street  (Block 
No.  131,  Lot  No.  17),  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Anna  Mowie.  .  . 

For  Opposition:  John  T.  O’Reilly,  Benjamin  Gol- 
lay  and  James  J.  Cotter. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative . . ; . 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  u 

THE  RESOLUTION— 

(390-37-BZ) 

Whereas,  Aaron  A.  Roth,  for  George  M.  Thomson, 
owner  (Joseph  Beyer,  lessee),  filed  August  4,  1937,  an 
application  under  the  building  zone  resolution,  to  permit 
partly  in  a  business  use  district  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises:  50-02  Skillman  avenue,  south 
side  between  50th  street  and  51st  street  (Block  No.  131. 
Lot' No.  17),  Long  Island  City,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  Tanuary  17,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Skillman  avenue  is  in  ai  busi¬ 
ness  use  district ;  that  50th  street  is  in  a  residence  and  busi¬ 
ness  use  district  and  that  51st  street  is  in  a  business  and 
residence  use  district ;  and  .  , 

Whereas,  the  decision  of  the  borough  superintendent  ot 
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buildings,  dated  August  23,  1938,  rc.  Violation  No.  61-36 
reads : 

“Be  advised  that  application  made  by  you,  as  rep¬ 
resentative  of  Joseph  Beyer  of  45-21  41st  street,  Long 
Island  City,  for  certificate  of  occupancy  for  parking 
sI°ra8e  °f  five  (5)  motor  vehicles  on  premises 
Skillman  avenue,  south  side,  block  between  50th  and 
51st  streets,  Borough  of  Queens,  is  hereby  DENIED 
as  same  is  contrary  to  Art.  II,  Sec.  3,  also  Sec.  4,  subd. 
15  of  the  Building  Zone  Resolution.’’ 

and 

Whereas,  the  premises  consist  of  an  irregular  plot  of 
ground  having  a  frontage  of  123  ft.  on  50th  street,  200  ft 
on  Skillman  avenue  and  116  ft.  on  51st  street.  The  southerly 
portion  of  the  plot  extends  for  a  maximum  distance  of  23 
ft.  into  the  residence  use  district— the  remainder  of  the 
plot  is  in  a  business  use  district.  It  is  proposed  to  use  the 
plot  for  a  temporary  period  of  2  years  for  the  storage  and 
parking  of  more  than  5  motor  vehicles;  and 
V  hereas,  these  premises  were  inspected  by  a  committee 
of  the  board,  report  of  which  inspection*  was  read  at  this 
hearing  and  which  report  follows: 

REPORT  OF  COMMITTEE 

January  16,  1939. 

Re:  Cal.  No.  390-37-BZ. 

50-02  Skillman  avenue,  south  side,  between 
50th  and  51st  streets, 

Long  Island  City,  Queens. 

The  premises  under  appeal  is  the  block  front  in  a 
business  use  district  between  50th  street  and  51st  street 
on  the  southerly  side  of  Skillman  avenue  diagonally 
opposite  the  premises  involved  in  application  391  of 
1937-BZ.  The  zoning  variance  desired  is  for  parking 
and  storage  use  which  has  now  been  carried  on  il¬ 
legally  for  three  years  and  which  has  been  subject  to 
court  action  as  to  the  violation  of  the  law.  There  is 
also  a  building  on  the  premises  erected  apparently 
without  permit  where  repairing  is  carried  on. 

Considering  the  relative  nearness  of  the  unrestricted 
district  where  parking  and  storage  can  be  carried  on 
legally  and  the  garage  facilities  available  within  a 
reasonable  distance,  together  with  the  residential  devel¬ 
opment  and  the  depreciating  effect  of  this  use  on  the 
area,  the  committee  finds  no  basis  for  the  Board  exer¬ 
cising  its  discretion  to  grant  under  section  7,  subdi¬ 
vision  H  and  recommends  denial. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 

CHARLES  M.  BLUM 

PATRICK  WALSH, 
and 

Whereas,  the  board  deemed  that  applicant  had  failed 
I"0 .substantiate  a  basis  of  appeal  under  section  21  of  the 
if'  u  ^  zone  resolution  and  found  no  basis  for  the  use  of 
the  board’s  discretion  under  the  provisions  of  section  7h. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
be  and  it  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


391-37-BZ. 

!  APPLICANT  Aaron  Roth,  for  Kahnege  Corporation, 
~  owner  (Juliano  Bocchemuzzo,  lessee), 
i  SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
,T£Pore  than  five  (5)  motor  vehicles. 

REMISES  AFFECTED — 49-01  to  49-19  Skillman  ave¬ 
nue,  north  side,  between  49th  street  and  50th 
street  (Block  No.  132,  Lot  Nos.  67,  71,  72,  73 

APPEARANCES— ng  Island  City’  Borough  of  Queens. 
For  Applicant:  Anna  Mowie. 

For  Opposition :  John  J.  O’Reilly,  Benjamin  Gol- 
lay  and  James  J.  Cotter. 


ACTION  OF  BOARD — Application  denied 
THE  VOTE  TO  GRANT— 

Affirmative .  y 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Absent  . '  ’  . .  y 

THE  RESOLUTION— 

(391-37-BZ) 

Whereas,  Aaron  Roth,  for  Kahnege  Corporation,  owner 
(Juliano  Bocchemuzzo,  lessee),  filed  August  4,  1937,  an 
application  under  the  building  zone  resolution,  to  permit  in 
a  business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
hve  (5)  motor  vehicles;  premises:  49-01  to  49-19  Skillman 
aYf,nuf<  „n°rth  Slde’  between  49th  street  and  50th  street 
(Block  No.  132’  Lot  Nos.  67,  71,  72,  73  and  74),  Long 
Island  City,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  17,  1939,  after  due  notice  by  publication 
m  the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
ing.  zone  resolution  show  that  Skillman  avenue  is  in  a 
business  use  district ;  50th  street  is  in  a  residence  and 
business  use  district  and  that  49th  street  is  in  a  residence 
and  business  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  August  3,  1938,  re.  Violation  No  62-38 
reads : 

“Be  advised  that  application  made  by  you  as  repre¬ 
sentative  of  Juliano  Bocchemuzzo  of  108-47  52nd  street, 
Corona,  L.  I.,  N.  Y.,  for  Certificate  of  Occupancy 
ior  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  on  premises  Skillman  avenue  north  side  block 
between  49th  and  50th  streets,  Borough  of  Queens  is 
hereby  denied  as  same  is  contrary  to^Art.  II,  Sect!  4, 
Subd.  15  of  the  Building  Zone  Resolution.” 

and 

Whereas  the  premises  consist  of  a  plot  of  ground  having 
a  trontage  of  200  ft.  on  Skillman  avenue,  100  ft.  on  49th 
street  and  100  ft.  on  50th  street.  It  is  proposed  to  use  the 
premises  for  a  temporary  period  of  not  more  than  two  (2) 
years,  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  and 

Whereas,  these  premises  were  inspected  by  a  committee 
of  the  board,  report  of  which  inspection  was  read  at  this 
hearing  and  which  report  follows: 

REPORT  OF  COMMITTEE 

„  ,  ,T  January  16,  1939. 

Cal.  No.  391-1937-BZ 

49-01  to  49-19  Skillman  avenue, 

Long  Island  City,  Queens. 

This  is  an  application  for  a  zoning  variance  to 
permit  these  premises,  consisting  of  a  block  front  be¬ 
tween  49th  and  50th  streets  and  facing  Skillman 
avenue  and  within  a  business  use  district,  to  be  used  for 
parking  and  storage  of  automobiles.  The  adjacent  dis¬ 
til  ct  is  zoned  for  residential  use  and  developed  with 
apartment  houses  and  dwellings.  The  unrestricted 
disti  ict  nearby  to  the  north  and  west  is  where  parking' 
and  storage  are  legally  permitted. 

After  inspection  by  the  Committee  and  also  hearing 
on  this  application  and  also  an  application  for  a  plot 
diagonally  opposite  under  Cal.  No.  390-1937-BZ,  also 
a  block  front,  the  Committee  finds  no  justification  for 
the  Board  exercising  its  discretion  to  grant  under  sec¬ 
tion  7  subdivision  H.  1  he  plot  is  now  being  used 
illegally  for  parking  and  storage  and  has  been  subject 
to  court  action.  Denial  is  recommended. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 
PATRICK  WALSH, 

Committee. 
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Whereas,  the  board  deemed  that  there  was  no  basis  for 
the  use  of  its  discretion  under  the  provisions  of  section  7 

nf  the  building  zone  resolution.  .  , 

Resolved  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 

538-37-BZ.  w  tt 

APPLICANT— Nicholas  Yannaco  (lessee),  tor  W.  -ti. 

Flattau  and  Son,  owners.  .  . 

SUBJECT— Application  (re  decision  of  the  commissioner 
of  buildings)  under  section  7h  of  the  building 
zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict  for  a  temporary  period  of  not  more  than 
two  ’  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED  501  West  185th  street  north- 
west  corner  of  Amsterdam  avenue  (B 
2156,  Lot  No.  56),  Borough  of  Manhattan. 

APPEARANCES—  . 

For  Applicant:  Murray  Taigman. 

For  Opposition:  None.  ... 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT—  Q 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh .  q 

Absent . 

THE  RESOLUTION— 

(538-37-BZ) 

Whereas,  Nicholas  Yannaco  (iessee)  for  William  H. 
Flattau  &  Sons  owners,  filed  November  15,  1957,  an  appn 
cation  under  the  building  zone  resolution,  to  permit  ,n  a 
business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking 

five  (5)  motor  vehicles;  premises:  501  yvest  185th  street, 
northwest  corner,  Amsterdam  avenue  (Block  No.  215  , 
Lot  No.  56),  Borough  of  Manhattan,  and 

Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  17,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals  a 
Whereas,  the  use  district  maps  accompanying  the  1 bwld- 
ing  zone  resolution  show  that  Amsterdam  avenue  is  m  a 
business  use  district;  West  185th  street  is  m  a  residence 
and  business  use  district;  West  186th  street  is  in  a  res 
dence  and  business  use  district  and  Audubon  avenue  is 
in  a  residence  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  December  18,  1937,  reads: 

“Your  application  for  a  certificate  of  occupancy 
use  of  the  above  premises  for  parking  place  public  use, 
has  been  denied  as  the  use  of  same  for  the  parking 
and  storage  of  more  than  five  motor  cars  «  Prohibited 
bv  Article  II,  section  4a,  sub-division  15  of  the  Zone 
Resolution  as  the  premises  are  located  in  a  business 

district.” 

Whereas  the  premises  consist  of  a  plot  of  ground 
having  a  frontage  of  49.4  ft.  on  Amsterdam  avenue  and 
100  ft  on  West  185th  street.  It  is  proposed  to  use  the  plot 
for  a  temporary  period  of  not  more  than  two  (2)  years 
for  parking  and  storage  of  more  than  5  motor  vehicles ,  and 
Whereas,  the  board  deemed  that  there  was  no  basis  for 
the  use  of  its  discretion  under  the  provisions  of  section 
7h  of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 

935-19-BZ. 

APPLICANT— Sidney  L.  Strauss,  for  Firestone  Tire  and 
Rubber  Company,  owner. 


SURTECT _ Application  for  consideration— reopening  and 

'  ^  amendment— re  Application  (decision  of  the  fCOIJ’ 
missioner  of  buildings)  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district  the  extension  of  existing  gasoline  ser¬ 
vice  station  and  the  addition  of  an  automobile 
repair  shop  in  a  building  occupied  as  a  garage 
and  gasoline  service  station,  previously  granted 

bv  the  board.  „  _  ,,  ,  , 

PREMISES  AFFECTED— 1730-1750  Bedford  avenue  and 
133-147  Empire  boulevard,  northwest  corner  and 
94-110  Sullivan  place  (Block  No.  1306,  Lot  No. 
49),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

ACTION  OF  BOARD— Application  reopened  and  resolu- 

THE  V0OTEaT0dRE0PEN  AND  AMEND  RESOLU- 
TION _ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  q 

Negative  . .  q 

Absent  . 

THE  RESOLUTION— 


(935-19-BZ) 

Whereas  this  application  affecting  premises  1730-1750 
Bedford  avenue  and  133-147  Empire  boulevard,  northwes 
corner  and  94-110  Sullivan  place  (Block  No.  1306  Lot 
No.  49),  Borough  of  Brooklyn,  was  granted  by  the  board 
t  m  1Q?0  fnr  a  earaee  for  more  than  5  motor  vt  hides, 
“oil  iofam  ndedgDec?mber  7,  1926  May  10,  1927  D. 
cember  1,  1936  and  May  11,  1937  and  owner  requested  a 

^Sm/iTthM^e  Board  of  Standards  and  Appeals  does 
hereby  amend  resolution  adopted  by  the  board  on  Janu¬ 
ary  13  1920  as  amended  by  resolutions  adopted  on  De 
cember’  7,  1926  and  May  10,  1927  by  adding  thereto. 

“that  in  the  event  the  present  ownei,  the  birestoi  e 
Tire  &  Rubber  Co.,  desire  to  reconstruct  the  building 
and  substitute  for  the  former  use  a  new  use  as  a 
service  station  with  gasoline  selling  area,  at  the  corner 
of  Empire  boulevard  and  Bedford  avenue,  such  altera¬ 
tion  and  change  of  use  may  be  permitted  as  indicated 
generally  on  plans  marked  Received  November  12, 
1936  ’  on  further  condition  that  the  gasoline  pumps 
and  ’area  adjacent  thereto,  along  Bedford  avenue,  shall 
be  elevated  on  an  average  of  not  less  than  6  inches 
above  the  sidewalk  grade  at  the  point  opposite,  along 
the  Bedford  avenue  building  line ;  that  there  shall  be 
erected  for  a  distance  of  at  least  34  ft.  opposite  said 
pumps,  and  in  addition  to  the  elevated  platform  herein 
required  a  reinforced  concrete  curb  not  less  than  one 
foot  in  height  above  the  Bedford  avenue  building  line, 
that  curb  cuts  shall  not  exceed  those  now  existing 
except  that  there  may  be  two  additional  curb  cuts 
from  Bedford  avenue  to  the  northerly  portion  of  the 
building  marked  ‘Service,’  provided  such  curb  cuts 
do  not  exceed  40  ft.  in  width  each  and  provided  a 
reinforced  concrete  curb  on  building  line  is  erected 
between  these  two  openings  not  less  than  5  ft.  in 
length ;  that  the  automobile  repairing  shall  not  exceed 
the  incidental  repairing  heretofore  permitted  except 
that  brake  testing,  re-lining  and  drum  truing  may  be 
permitted;  that  six  (6)  2,000  gallon  tanks  for  the 
storage  of  gasoline  may  be  installed  on  the  premises, 
where  indicated  on  plans  approved,  provided  that  the 
thickness  of  steel  shall  be  as  required  under  the  On 
Burner  Rules  for  tanks  of  the  size  and  capacity , 
that  complete  working  drawings  shall  be  submitted 
to  the  chairman  and  approved  by  him  in  behalf  ot 
the  board  before  same  are  filed  with  the  commissioner 
of  buildings ;  that  such  plans  shall  be  submitted  within 
thirty  days  from  the  date  of  this  action;  and  that 
all  work  shall  be  completed  within  one  year  from  the 
nf  the  anoroval  of  such  plans. 
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Resolved,  further  that  in  addition  to  signs  shown  on 
plans  approved  by  the  board  under  this  resolution, 
there  may  be  erected  one  sign  on  the  roof  in  the  loca¬ 
tion  and  of  the  size  indicated  on  revised  plan  marked 
“Received  November  24,  1937,”  which  may  be  illumin¬ 
ated  with  the  word  Firestone’  on  one  side  only  facing 
northeasterly.” 


287-24-BZ. 


API  LICAX1  Austin  W.  Magee,  for  514  Jackson  Ave¬ 
nue,  Inc.,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment— re  Application  (decision  of  the  su¬ 
perintendent  of  buildings)  permitting  in  a  busi¬ 
ness  use  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


PREMISES  AFFECTED — 524  Jackson  avenue,  east  side 
205  ft  south  of  East  149th  street  (Block  No.  2579’ 
Lot  No.  12),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Austin  W.  Magee. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION  : 


Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . ’  ^ 

Absent  . 


THE  RESOLUTION—' 

(287-24-BZ) 

Whereas,  David  McConnell,  for  Bayie  Realty  Co.,  Inc., 
3V!1fr,  filed  February  25,  1924,  an  application,  under  the 
DUilding  zone  resolution  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles;  premises:  524  Jackson 
avenue,  east  side,  205  ft.  south  of  East  149th  street  (Block 
aU2579,  Lot  No.  12),  Borough  of  The  Bronx;  and 
1  vv  hereas,  this  application  was  granted  by  the  Board  of 
standards  and  Appeals  at  its  meeting,  June  27,  1925,  on 
certain  conditions,  resolution  amended  July  27,  1926  and 
he  owner  requests  a  further  amendment  of  the  resolution. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  amend  its  resolution  of  July  27,  1926,  only  so  far 
as  it  refers  to  signs,  so  that  as  amended  the  resolution 
Fall  read : 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted 
on  condition  that  the  structure  be  limited  in  height  to 
one  story  above  grade  on  both  street  fronts;  that  the 
gable  walls  shall  be  unpierced  throughout  their  entire 
height  and  length ;  that  there  shall  be  no  roof  signs 
of  any  nature  or  description  erected  on  the  structure; 
that  there  shall  be  no  advertising  display,  bill-boards 
or  signs  permitted  on  the  street  front  of  the  building, 
other  than  one  electric  sign  indicating  the  title  of  the 
garage  or  the  brand  name  of  the  gasoline  sold;  that 
the  front  elevation  shall  be  finished  in  face  brick,  with 
architectural  terra  cotta  or  stone  trimming;  that  any 
gasoline  storage  equipment  installed  shall  be  located 
at  the  Jackson  avenue  front  of  the  premises. 


79-32-BZ. 

APPLICANT — Leonard  A.  Sussman,  for  Estate  of  Louise 
R.  Burbank,  owner. 

UBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  superintendent  of  buildings),  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  change  of  occupancy  of  an 
existing  building  to  a  motor  vehicle  repair  shop. 
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PREMISES  AFFECTED— 1327-1333  Webster  avenue, 
west  side,  231.24  ft.  north  of  East  169th  street 

a  ddp  a  Lot  No-  174>-  Borough  of  The  Bronx. 

APPEARANCES — 

For  Applicant:  Joseph  Nachshen. 

ACTION  OF  BOARD — Application  reopened  and  per¬ 
mit  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(379-32-BZ) 

Whereas,  John  A.  Larkin,  for  Rockhurst  Realty  Corp., 
owner,  filed,  June  28,  1932,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
change  of  occupanccy  of  an  existing  building  to  a  motor 
vehicle  repair  shop;  premises  1327-1333  Webster  avenue 
west  side,  231.24  ft.  north  of  East  169th  street  (Block  No.’ 
2887,  Lot  No.  174),  Borough  of  The  Bronx;  and 

Whereas,  this  application  was  granted  by  the  board, 
December  2,  1932,  on  certain  conditions  and  applicant  re¬ 
quested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  December  2,  1932,  only  so 
far  as  it  refers  to  the  term  of  the  permit,  so’  that  as 
amended,  the  resolution  shall  read : 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a,  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  the  use  conducted  on  the  premises  shall 
be  that  of  motor  vehicle  repair  work,  restricted  to  light 
motor  vehicle  repairs;  that  any  machinery  used  in  the 
conduct  of  the  business  shall  be  limited  to  electrically- 
driven  machines,  not  more  than  one-half  horsepower 
each;  that  no  forges  or  anvils  or  open  flames  shall  be 
permitted  on  the  premises;  further,  that  the  non-con¬ 
forming  use  shall  be  limited  to  a  period  not  to  exceed 
five!  (5)  years  from  the  date  of  this  amended  resolu¬ 
tion;  that  the  non-conforming  use  shall  be  limited  to 
existing  buildings  and  one  store  only  located  at  1333 
Webster  avenue.” 


379-33-BZ. 

APPLICANT — Philip  Adelman,  for  Andrew  Haurylak, 
owner. 

SUBJECT  Application  for  consideration — reopening  and 
rehearing  on  alleged  new  facts  and  for  a  tem¬ 
porary  period — re  Application  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a 
business  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  re  gasoline  station  and  motor  vehicle  re¬ 
pair  shop). 

1  REMISES  AFFECTED — 79-08  Astoria  boulevard  and 
23-49  79th  street,  southeast  corner  (Block  No. 
1032,  Lot  No.  54),  East  Elmhurst,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Philip  Adelman. 

ACTION  OF  BOARD — Application  to  reopen  denied 

THE  VOTE  TO  REOPEN— 

Affirmative .  g 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Absent  .  ’  . .  q 

THE  RESOLUTION— 

(379-33-BZ) 

i  Whereas,  Andrew  Haurylak,  owner,  filed  December  18, 

1933,  an  application  under  the  building  zone  resolution,  to 
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permit  in  a  business  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  premises;  79-08  As¬ 
toria  boulevard  and  23-49  79th  street,  southeast  corner 
(Block  No.  1032,  Lot  No.  54),  East  Elmhurst,  Borough  of 

Queens;  and  , 

Whereas,  this  application  was  denied  April  10,  iyo4  and 
reopened  and  restored  to  calendar  March  22,  1938  on  the 
basis  of  new  facts  on  the  request  of  Edward  T.  Curran 
representing  the  owner;  and  .  ,  in,Q 

Whereas,  this  application  was  again  denied  May  o,  iyj» 
and  the  owner  through  his  attorney  again  requested  a 
reopening  of  the  case. 

Resolved,  that  the  request  to  reopen  be  and  it  hereby  is 
denied  and  that  the  decision  of  the  board  of  May  3,  1938, 
be  reaffirmed. 


and  bound  to  prevent  dusting;  that  no  cars  shall  be 
permitted  to  be  parked  or  stored  other  than  those  in 
good  mechanical  condition,  capable  of  being  operated , 
that  pleasure  vehicles  only  shall  be  so  stored  and 
parked;  that  any  lights  for  illumination  shall  be  on 
standards  with  metal  reflectors,  reflecting  downwardly 
toward  the  parking  space ;  that  no  part  of  this  parking 
space  shall  be  for  any  use  other  than  that  herein  per¬ 
mitted  ;  that  sufficient  lighting  shall  be  maintained  at 
all  times  to  permit  entrance  and  exit;  that  all  signs 
shall  be  restricted  to  one  sign  at  front  of  property, 
advertising  its  use  for  parking  and  the  rates  charged, 
that  there  shall  be  no  structure  on  the  area  except  a 
small  office  for  attendant;  and  that  all  permits  shall  tie 
obtained  within  three  months  from  the  date  of  this 
amended  resolution.” 


3-37-BZ. 

APPLICANT— Henry  G.  Steinmetz,  for  John  A.  Stein- 
metz,  owner. 

SUBJECT— Application  for  consideration— reopening- 
extension  of  permit  re  Application  (decision  of 
the  commissioner  of  buildings)  under  section  7h 
of  the  building  zone  resolution,  permitting  partly 
in  an  unrestricted  use  district  and  partly  in  a 
business  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years  (time  having  ex¬ 
pired  by  limitation),  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2825  Bailey  avenue,  west  side, 
205.33  ft.  north  of  West  Kingsbridge  road  (Block 
No  3264,  Lot  No.  38),  Borough  of  The  Bronx. 

APPEARANCES—  ^  ^  .  ,  T  u  a 

For  Applicant:  Henry  G.  Steinmetz  and  John  A. 

Steinmetz. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT — 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ^ 

A  Kcpnt  . . . 


490-37-BZ. 

APPLICANT— Charles  H.  Tally,  for  Louis  Wertheimer 
(lessee),  for  Estate  of  Romaine  Brown,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time— re  Application  (decision  of 
the  borough  superintendent  of  buildings)  under 
sections  7h  and  21  of  the  building  zone  resolu¬ 
tion,  permitting  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 246  Nagle  avenue,  southwest 
corner  of  West  204th  street  (Block  No.  2218,  Lot 
No.  25),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  H.  Tally. 

ACTION  OF  BOARD— Application  reopened  and  time 
extended.  _ 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

Negative  .  0 


THE  RESOLUTION— 

(3-37-BZ) 

Whereas,  Henry  G.  Steinmetz,  for  John  A.  Steinmetz, 
owner,  filed  January  7,  1937,  an  application  under  the  build¬ 
ing  zone  resolution  to  permit  partly  in  an  unrestricted  use 
district  and  partly  in  a  business  use  district,  the  occupancy 
of  a  plot  of  ground  as  a  parking  space  for  more  than  five 
(5)  motor  vehicles;  premises:  2825  Bailey  avenue,  west 
side  205.33  ft.  north  of  West  Kingsbridge  road  (Block  No. 
3264,  Lot  No.  38),  Borough  of  The  Bronx  ;  and 

Whereas,  the  application  was  granted  by  the  board 
March  9,  1937,  on  certain  conditions  and  applicant  requested 
an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  March,  9,  1937,  only  so  far 
as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended  the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7-h  for  a  period  of  tzvo  years  from  the 
date  of  this  amended  resolution  to  permit  the  plot 
under  appeal,  now  vacant  and  unbuilt  upon,  to  be  used 
for  parking  and  storage  of  automobiles,  on  condition 
that  the  plot  shall  be  graded  so  as  to  be  substantially 
level  except  for  the  rear  25  ft. ;  that  there  shall  be 
erected  at  a  point  25  ft.  easterly  from  rear  lot  line 
and  along  the  interior  lot  lines  and  the  street  line,  a 
substantial  wooden  fence  or  woven-wire  fence,  not  less 
than  4  ft.  in  height  with  not  over  one  opening  to  Bailey 
avenue,  not  more  than  20  ft.  in  width,  with  curb  cut 
opposite  not  exceeding  25  ft.  in  width;  that  the  plot 
shall  be  surfaced  with  steam  cinders  properly  rolled 


THE  RESOLUTION— 

(490-37-BZ) 

Whereas,  Louis  Wertheimer  (lessee)  for  Estate  of 
J.  Romaine  Brown,  owner,  filed  October  14,  1937,  an  ap¬ 
plication  under  the  building  zone  resolution,  to  permit 
partly  in  a  business  use  and  partly  in  a  residence  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises :  246  Nagle  avenue,  southwest 
corner  of  West  204th  street  (Block  No.  2218,  Lot  No.  25), 
Borough  of  Manhattan ;  and 

Whereas,  this  application  was  granted  by  the  board, 
October  25,  1938,  on  certain  conditions,  and  applicant 
requested  an  extension  of  time  to  obtain  permits  and 
complete  the  work.  I 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  October  25,  1938,  by  extend¬ 
ing  the  time  within  which  to  obtain  permits  and  complete 
the  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“That  all  permits  required  shall  be  obtained  and  all 
work  involved  completed  within  three  months  from  the 
date  of  this  amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  ORDERS 

751-38- A. 

APPLICANT — John  Mullins  &  Sons,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 166-36  to  166-40  Jamaica  ave¬ 
nue,  southwest  corner  of  168th  street  (Block 
No.  1169,  Lot  No.  14),  Jamaica,  Borough  of 
Queens. 
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APPEARANCES— 

For  Applicant:  George  E.  Green. 

For  Administration:  Insp.  Maher,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  January  24,  1939  at 
2  P.M.  for  inspection  by  a  committee  of  the 
Board. 


752-38-A. 

APPLICANT — John  Mullins  &  Sons,  Inc  .,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 78-84  Myrtle  avenue  and  100- 
102  Lawrence  street,  southwest  corner  (Block  No. 
147,  Lot  No.  22),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  George  E.  Green. 

For  Administration:  Insp.  Maher,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  January  24,  1939  at 
2  P.M.  for  inspection  by  a  committee  of  the 
Board. 


1008-38-A  WF. 

APPLICANT — Lempi  Toivonen,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — (26-14  38th  avenue,  south  side, 
100  ft.  east  of  126th  street  (Block  No.  1826,  Lot 
No.  14),  Corona,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  L'empi  Toivonen. 

For  Opposition:  L.  C.  Squire,  World’s  Fair 
Corp. 

For  Administration  :  David  Stone,  Dept,  of  Hous¬ 
ing  and  Buildings,  and  Harold  Klorfein, 
Dept,  of  Parks. 

ACTION  OF  BOARD — Laid  over  to  February  IS,  1939, 
at  2  P.M.,  for  further  consideration  by  the  Board! 


1049-38- A. 


APPLICANT — Great  Atlantic  Paper  Company,  lessee. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 


PREMISES  AFFECTED — 591  Washington  street,  east 
side,  75  ft.  north  of  Clarkson  street  and  610 
Greenwich  street  (Block  No.  601,  Lot  No.  29), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Tobias  Goldstone. 

.  Administration :  Insp.  Maher,  Fire  Dept. 

A.CTION  OF  BOARD — Laid  over  to  January  24,  1939  at 
2  P.M.,  for  applicant  to  file  plan. 


ACTION  OF  BOARD— Laid  over  to  January  31,  1939  at 

2  P.M.,  for  inspection  by  a  Committee  of  the 
Board. 


1208-38- A. 

APPLICANT — I.  V.  Herbst,  lessee. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 505  West  45th  street,  north 
side,  100  ft.  west  of  Tenth  avenue  and  504  West 
46th  street  (Block  No.  1074,  Lot  Nos.  27,  37  and 
38),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1939, 
at  2  P.M.,  on  written  request  of  applicant. 


1220-38- A. 


API  LICANT— Maurice  L.  Rosen,  for  45  West  87  Cor¬ 
poration,  owner. 

SUBJECT  Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 141-151  Lincoln  avenue,  north¬ 
west  corner  of  East  134th  street  and  west  side  of 
Lincoln  avenue,  37  ft.  6  in.  and  72  ft.  6  in.  north 
of  East  134th  street  (Block  No.  2317,  Lot  Nos. 
45-49  inclusive),  Borough  of  The  Bronx. 
APPEARANCES— 


For  Applicant:  M.  L.  Rosen,  H.  J.  Rosen  and 
W.  Orr. 

For  Administration:  Morris  Harris,  Department 
of  Housing  and  Buildings. 

AC1  ION  OF  BOARD — Laid  over  to  January  24,  1939, 
at  2  P.M.,  for  further  consideration  by  the  board! 


5-39-A. 

APPLICANT  David  Millman  for  S.  Millman  &  Son,  for 
Regina  Pandemy,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 88-52  74th  avenue,  south  side, 
60  ft.  east  of  59th  street  (Block  No.  3855,  Lot 
No.  164),  Glendale,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  David  Millman. 

For  Administration  :  David  Stone,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  24,  1939, 
at  2  P.M.,  for  inspection  by  a  committee  of  the 
board. 


096-38-A. 

APPLICANT — James  L.  Brownlee,  Jr.,  for  Sisters  of  S 
Joseph,  owners. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  th 
fire  commissioner. 

/  REMISES  AFFECTED — 41-75  Kissena  boulevard  nortl 
east  corner  of  Sanford  avenue  (Block  No.  88: 

APPEARANCES—  Flushing>  Borough  of  Queens. 

L„  Eor  Applicant:  James  L.  Brownlee,  Jr. 

VCTION  OF  BOARD — Laid  over  to  January  24,  1939  a 
2  P.M.,  for  inspection  by  a  Committee  of  th 
Board  and  for  Fire  Dept,  records. 

126-38-A. 

APPLICANT — Croker  Fire  Prevention  Corporation,  fo 
TTRTn-rSrCh  ArC*  F'  Thibaut,  Incorporated,  owner. 
pUUJiLCi  Appeal  from  an  order  and  a  decision  of  th' 
fire  commissioner. 

'REMISES  AFFECTED' — 477-483  Tenth  avenue,  south 
west  corner  of  West  37th  street  (Block  No.  708 

PPE ARANCES ^  ^  B°r°Ugh  of  Manhattan- 

For  Applicant :  Sidney  L.  Strauss. 


1 5-39-A. 

APPLICANT — Globe  Truck  Renting  Corporation,  owner. 

SUBJECT — Appeal  from  decisions  of  the  fire  commis¬ 
sioner  re:  Transportation  of  light  fuel  oil  and 
bunker  oil  in  tank  trucks  (not  of  approved  types) 
in  New  York  City. 

APPEARANCES— 

For  Applicant :  Harry  M.  Levy. 

ACTION  OF  BOARD — Laid  over  to  January  24,  1939, 
at  2  P.M.,  on  request  of  applicant. 


25-39-A. 

APPLICANT — Edward  Hinman,  Jr.,  for  Beard’s  Erie 
Basin,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 602-704  Columbia  street,  west 
side,  1200  ft.  south  of  Halleck  street  and  46-56 
Halleck  street  (Erie  Basin  Breakwater,  between 
Erie  Basin  and  State  Barge  Canal)  ;  (Block  No. 
613,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Insp.  Maher,  Fire  Dept. 
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ACTION  OF  BOARD— Laid  over  to  January  24,  1939, 
at  2  P.M.  No  appearance  for  applicant. 


28-39-A. 

APPLICANT — H.  Herbert  Lilien,  for  Antry  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 241  East  180th  street,  north 
side  from  Anthony  avenue  to  Ryer  avenue,  2UeU- 
2082  Anthony  avenue  and  2081-2085  Ryer  avenue 
(Block  No.  3156,  Lot  Nos.  129,  130,  166,  167  and 
168),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  H.  Herbert  Lilien. 

For  Administration :  Morris  Harris,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  January  24  19.W, 
at  2  P.M.,  for  applicant  to  file  statement  of  facts. 


50-39-A. 

APPLICANT— Koppers  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 25-01  86th  street,  southeast 
corner  of  25th  avenue  (Block  No.  1360,  Lot  No 
1),  Jackson  Heights,  Borough  of  Queens. 

APPEARANCES—  T  „  ,  ^  c  .. 

For  Applicant:  R.  H.  Mann  and  L.  Stiles 

ACTION  OF  BOARD— Laid  over  to  January  24 ,1939, 
at  2  P  M.,  for  further  consideration  by  the  hoard. 


51-39- A. 

APPLICANT— Koppers  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings.  0(-., 

PREMISES  AFFECTED — 25-05  to  25-27  inclusive  86  h 
street,  east  side,  36  ft.  and  252  ft.  south  of  25th 
avenue  (Block  No.  1360,  Lot  No.  1),  Jackson 
Heights.  Borough  of  Queens. 

APPEARANCES—  „  ,  T  c  .. 

For  Applicant:  R.  H.  Mann  and  L.  Stiles. 

ACTION  OF  BOARD— Laid  over  to  January  24,  1939, 
at  2  P.M.,  for  further  consideration  hy  the  hoard. 


1059-38- A. 

APPLICANT — Philip  Markowitz,  for  Louis  Levine 
(lessee),  for  Wendel  Foundation,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 564  Seventh  avenue,  west  side, 
49.9  ft.  north  of  West  40th  street  (Block  No. 
1012.  Lot  No.  31),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Philip  Markowitz. 

For  Administration :  J.  Scharf,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  .  ,  .  _  .  . 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . .  ' 

Absent  .  u 

THE  RESOLUTION— 

(1059-38-A) 

Whereas,  Philip  Markowitz,  for  Louis  Levine,  (lessee), 
Wendel  Foundation,  owner,  filed  on  November  25,  1938,  an 

appeal  from  a  decision  of  the  borough  superintendent, 

department  of  housing  and  buildings,  affecting  premises 
564  Seventh  avenue,  west  side,  49.9  ft.  north  of  West  40th 
street  (Block  No.  1012,  Lot  No.  31),  Borough  of  Man¬ 
hattan  ;  and 


Whereas,  the  decision  of  the  Borough  Superintendent 
on  Alteration  Application  No.  2276-38,  dated  August  29, 
1938  rcsds * 

“5.  As  answer  to  Objection  No.  1  indicates  not  more 
than  five  persons  employed  at  factory  worL  building 
comes  under  the  application  of  Building  Code  with 
respect  to  exits.  Means  of  egress  inadequate.  Provide 
properly  enclosed  stairway  leading  direct  to  street  and 
extending  through  all  occupied  floors. 

^Whereas,  the  building  is  5  stories  and  cellar  (50  ft  )  in 
height  24  ft.  8  in.  by  61  ft.  in  area  on  1st  floor  and  24  ft. 

8  in.  by  51  ft.  in  area  above;  of  non-fireproof  construction 
erected  prior  to  1900;  located  in  a  retail  use  district  and 
occupied;  Cellar— storage  and  boiler  room  no  persons; 
1st  floor— stores,  30  persons;  2nd  floor— showrooms,  5 
persons;  3rd  floor— manufacture  and  storage,  5  persons; 
4th  and ’5th  floors— vacant;  and 

Whereas,  the  applicant  contends  that  the  building  is 
leased  to  one  tenant,  located  at  this  address  for  25  years; 
there  are  interior  stairs  from  the  store  to  the  2nd  story  and 
an  interior  stairs  from  the  2nd  story  to  the  3rd  story ,  the 
3rd  story  is  used  for  alteration  to  clothes,  bought  on  the 
premises ;  the  4th  and  5th  floors  to  be  kept  vacant  and 
sealed ;  this  building  is  one  of  four  served  by  a  common 
open  stair  which  serves  the  four  buildings  as  a  second 
means  of  egress;  this  tower  is  constructed  in  the  yard 
of  No.  562  Seventh  avenue  and  is  directly  over  a  concrete 
arch  on  the  1st  story  extension;  a  fireproof  passage,  with 
fireproof  self-closing  doors  opening  thereon,  leads  to  a 
counter-balanced  iron  ladder  to  West  40th  street;  in  the 
rear  of  No.  564  Seventh  avenue,  there  are  fire-escape  land¬ 
ings  that  lead  to  this  tower  and  passage  at  each  floor,  and 
all  windows  facing  this  balcony  have  fire  shutters ;  appli¬ 
cant  requests  this  appeal  be  granted  in  view  of  that  fact; 
that  the  stairs  to  be  removed  are  of  little  value  and  that 
the  present  second  means  of  egress  and  the  existing  interior 
stairs  afford  the  proper  protection. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  App.  No.  2276-38,  objection  No.  5,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  fire  escape  on  Seventh  avenue 
shall  be  extended  to  give  access  to  the  balcony  from  the 
building  under  appeal  at  the  2nd  and  3rd  floors  and  that 
the  4th  and  5th  floors  shall  remain  sealed  and  unused; 
and,  granted  only  so  long  as  the  building  under  appeal 
and’ the  two  buildings  to  the  south,  remain  in  the  same 
ownership  and  control  and  that  exit  conditions  herein 
proposed  are  maintained;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 

11 14-38- A. 

APPLICANT— William  F.  R.  Ballard,  Chief  Architect  of 
Queensbridge  Project  Associated  Architect,  for 
New  York  City  Housing  Authority,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 41-01  to  41-16  12th  street, 
super  block  bounded  by  41st  avenue,  21st  street, 
Bridge  Plaza  north  and  12th  street  (Block  No. 
463,  Lot  No.  182,  and  Block  No.  464,  Lot  No.  114), 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES—  .  A  „T  , ,  , 

For  Applicant:  Allan  Harrison,  J.  A.  Wahl  and 
H.  C.  Lamb. 

ACTION  OF  BOARD— Appeal  granted  in  accordance 
with  recommendation  of  the  committee. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . : .  1 

Negative  . 

Absent  . 


THE  RESOLUTION- 
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(11 14-38- A) 

Whereas,  William  F.  R.  Ballard,  for  New  York  City 
Housing  Authority,  owner,  filed  on  December  5,  1938,  an 
appeal  Irom  a  decision  of  the  borough  superintendent, 
department  of  housing  and  buildings,  affecting  premises 
41-01  to  41-16  12th  street,,  super  block,  bounded  by  12th 
street,  21st  street,  41st  avenue  and  Bridge  Plaza  north 
(Block  No.  463,  Lot  No.  182  and  Block  No.  464,  Lot  No. 
114),  Long  Island  City,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
N.B.  Application  No.  9852-38,  dated  November  28,  1938 
reads : 

The  use  of  concrete  piles,  where  the  average  pene¬ 
tration  of  any  group  is  less  than  10  ft.,  is  contrary  to 
Section  8.32.3  of  the  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  452.829  ft.  by 
638.186  ft.  in  area,  upon  which  it  is  proposed  to  erect  four 
(4)  six-story,  fireproof,  Class  A  Multiple  Dwellings  in  an 
unrestricted  use,  “B”  area  district;  and 
Whereas, _  the  applicant  contends  that  on  this  operation 
there  3, re.  points  where  exc3.v3.tion  to  rock  for  piers  becomes 
1  very  difficult,  due  to  ground  water  conditions  and  rock  fill 
j  for  depths  even  less  than  10  ft.;  that  piles  in  these  in¬ 
stances  will  bear  on  the  rock  at  the  point  as  located  by 
i  exploratory  drilling,  and  lateral  stability  will  be  insured 
by  the  special  deep  cap  and  reinforcement  shown  in  the 
sketch  submitted ;  that  the  piles  on  this  operation  are  round 
pointed  corrugated  shells,  filled  with  concrete  after  driving 
|  and  where  less  than  10  ft.  long,  will  be  twelve  and  one-half 
inches  in  diameter  to  within  eight  inches  of  the  point ;  that 
;  it  is  the  opinion  of  the  designing  engineers,  that  under 
i  these  circumstances,  pile  groups  of  less  than  10  feet  pene¬ 
tration,  independent  of  friction  for  their  bearing  value,  are 
i  not  less  adequate  than  longer  ones ;  and 

Whereas,  this  anneal  and  similar  appeals  under  calendar 
Nos  1121-38-A,  11 22-38- A,  1123-38-A,  1124-38- A  and  1125- 
f  38-A  were  the  subject  of  a  report  by  a  committee  of  the 
!  board,  which  report  follows : 


REPORT  OF  COMMITTEE 


Cal.  No.  11 14-38- A. 

1121- 38-A. 

1 122- 38- A. 

1123- 38-A. 

1124- 38- A. 

1125- 38- A. 


January 


16,  1939. 


.  These  annlications  are  for  a  variation  of  the  Build¬ 
ing  Code,  in  connection  with  concrete  filled  steel  cylin¬ 
der  piles.  The  premises  are  the  Queensboro  Housing 
Project  between  Vernon  Boulevard.  21st  Street,  40th 
Avenue  and  41st  Road,  Ounens.  There  are  six  block 
developments,  known  as  A,  B  C.  D.  E  and  F.  and  plans 
for  the  buildings  within  each  block  were  filed  under 
N.B.  Applications  9852.  5845.  6535,  6536,  6537  and  6538. 
The  decision  of  the  Borough  Superintendent  of  Build¬ 
ings  is  the  same  in  each  application  that  the  use  of 
concrete  piles,  where  the  average  penetration  of  each 
aronp  is  less  than  10  ft.,  is  contrary ‘to  the  Building 
Code.  Section  8.3.2.3  Administrative  Code,  No.  C-26- 
470.0. 

•  TJ16  cn^'re  area  has  underlying  solid  rock  varying 
m  depth  below  grade,  over  which  is  a  rock  fill  taken 
from  a  subwav  excavation  some  vears  ago  and  dumped 
on  the  area.  It  is  claimed  that  this  condition,  together 
with  the  high  water  level,  presents  a  practical  difficulty 
in  strictly  carrying  out  the  Code  provisions  where  the 
underlying  solid  rock  is  less  than  10  ft.  below  grade 
and  that  to  use  concrete  piers  in  place  of  piles  in  those 
locations  would  add  materials  to  the  cost. 

Where  piles  have  been  driven  or  are  proposed  less 
than  10  ft.,  there  has  been  reinforcing  steel  added  in 
ie  steel  casing.  Bent  at  right  angles  in  the  concrete 
capping,  increased  in  thickness  so  as  to  form  an  in¬ 
tegral  slab  and  column.  It  is  stated  that  all  piles  have 


been  driven  to  refusal  at  solid  rock  and  to  ensure  this 
rC?-j  j-a  ^on-collapsible  mandrel  constructed  from  a 
solid  forging  has  been  used  with  a  No.  1  Vulcan  type 
hammer.  The  piles  are  Raymond  step  tapered  piles  and 
where  less  than  10  ft.  in  length  are  not  less  than  12  in 
in  diameter  within  8  in.  of  the  point. 

An  affidavit  by  Fred  D.  Foss,  Professional  Engineer 
in  the  employ  of  the  New  York  City  Housing  au¬ 
thority,  as  supervisor  and  in  general  charge  of  the 
erection  of  the  buildings,  states  that  he  has  been  in 
close  touch  with  the  work  at  all  times  and  that  he 
believes  the  piles  to  be  fully  adequate  to  support  the 
load  and  not  inferior  in  bearing  capacity  to  other  piles 
of  greater  length. 

An  affidavit  of  Henry  C.  Lamb,  member  of  the  firm 
of  Elwyn  E.  Seely  &  Co.,  designers  of  the  foundations, 
states  that  the  piles  of  the  diameter  used  as  reinforced' 
are  fully  adequate  for  their  designed  load,  when  driven 
plumb  to  ledge  rock. 

Plans  showing  pile  lengths  and  daily  reports  of  piles 
driven,  have  been  filed  with  this  Board.  At  the  Board’s 
request,  load  tests  have  been  made  of  three  piles  at 
random  locations,  which  are  less  than  10  ft.  in  length 
and  which  show  carrying  capacity  of  45  tons,  as 
against  the  designed  load  of  30  tons,  with  practically 
no  further  settlement  or  deflection.  Record  of  borings 
have  also  been  filed,  taken  over  the  entire  area  at  in¬ 
tervals. 

The  Code  provision  against  the  use  of  piles  less  than 
10  ft  was  adopted  because  of  the  practical  absence  of 
skin  friction. 

.  Tfie  Committee  deprecates  the  procedure  followed 
in  the  proceeding  with  the  work  without  first  obtaining 
the  approval  of  the  Borough  Superintendent  of  Build¬ 
ings  or  this  Board.  As  to  the  piles  that  have  been 
driven  constituting  a  substantial  part  of  the  total,  the 
question  is  academic  and  while  it  is  unthinkable  to 
require  that  the  short  piles  should  now  be  removed, 
the  Board  can  only  rely  on  the  records,  affidavits  and 
tests,  as  well  as  the  design,  to  be  assured  that  the  piles 
will  carry  the  loads  required  of  them. 

From  the  information  furnished,  the  Committee  is 
of  the  opinion  that  these  applications  should  be 
granted,  provided  proper  care  shall  be  used  that  all 
piles  are  driven  vertically  and  to  absolute  refusal  to 
solid  rock,  that  the  reinforcement  proposed  shall  be 
installed  and  the  pile  caps  constructed  with  extra  thick¬ 
ness  as  proposed,  that  piles  should  be  removed  which 
are  not  within  these  requirements  when  driven  and 
that  as  an  additional  precaution  where  piles  are  less 
than  10  ft.  the  surrounding  voids  in  the  rip-rap  should 
be  filled  with  concrete:  further,  that  upon  completion 
of  the  masonry  of  each  story  and  upon  final  comple¬ 
tion,  a  record  of  settlement  in  those  portions  of  the 
buildings  where  piles  less  than  10  ft.  are  driven  should 
be  made,  taken  from  bench  marks  established  outside 
the  plot  and  that  such  records  as  made,  story  by  story, 
should  be  filed  with  the  Borough  Superintendent  of 
Buildings  for  such  action  as  he  deems  necessary. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 
PATRICK  WALSH, 

.  Committee. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  on  N.B.  Applic.  No.  9852-38.  be  and  it  herebv  is 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted. 
in  accordance  with  recommendation  of  the  committee  and 
that  concrete  piers  shall  be  used  in  place  of  piles,  where 
practicable. 


1121-38-A. 

APPLICANT — ’William  F.  R.  Ballard,  Chief  Architect  of 
Queensbridge  Proiect  Associated  Architects,  for 
New  York  City  Housing  Authority,  owner. 
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SUBJECT _ Appeal  from  a  decision  of  the  borough  super¬ 

intendent  of  buildings. 

PREMISES  AFFECTED— 12-02  to  12-32  40th  avenue, 
super  block  bounded  by  40th  avenue  21st  street, 
41st  avenue  and  12th  street  (Block  No.  467,  Lot 
Nos.  510-544  and  Block  No.  468,  Lot  iSio.  457), 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES—  TT  .  T  ,  Qtui 

For  Applicant:  Allan  Harrison,  J.  A.  Wahl  and 

H.  C.  Lamb.  .  , 

ACTION  OF  BOARD— Appeal  granted  in  accordance 
with  recommendation  of  the  committee. 

rpnp  VOTE _ 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  .  r> 

Absent  . . . . 

THE  RESOLUTION— 

(1121-38-A) 

Whereas,  William  F.  R  Ballard,  for  New  York  City 
Housing  Authority,  owner,  filed  on  December  5,  1938  at 
anneal  from  a  decision  of  the  borough  superintendent, 
department  of  housing  and  buildings,  affectmg  premises 
12-02  to  12-32  40th  avenue,  super  block  bounded  by  40t 
avenue  21st  street,  41st  avenue  and  12th  street  (Block  No. 
467  Lot  Nos.  510-544  and  Block  No.  468,  Lot  No.  457), 
Long  Island  City,  Borough  of  Queens;  and  , 

Whereas,  the  decision  of  the  Borough  Superintendent, 
acting  on  N.B.  Application  No.  5845-38,  dated  November 

i  zi  i  Q9o  i*Ccids  * 

“The  use  of  concrete  piles,  where  the  average  pene¬ 
tration  of  any  group  is  less  than  W  ft.,  is  contrary  to 
Section  8.3.2.3  of  the  Building  Code. 

^Whereas,  the  premises  consist  of  a  plot  450.16  ft.  by 
487  17  ft.  in  area,  upon  which  it  is  proposed  to  erect  Lu 
(4)  six-story,  fireproof,  Class  A  Multiple  Dwellings,  located 
in  an  unrestricted  use,  “B”  area  district;  and 

Whereas,  the  applicant  contends  that  on  this  operation 
there  are  points  where  excavation  to  rock  for  piers  become 
very  difficult,  due  to  ground  water  conditions  and  rock 
fill  'for  depths  even  less  than  10  ft. ;  that  piles  in  these  in 
stances  will  bear  on  the  rock  at  the  point  as  located  by 
exploratory  drilling,  and  lateral  stability  will  be  insured  by 
the  special  deep  cap  and  reinforcement  shown  in  the  sketch 
submitted ;  that  the  piles  on  this  operation  are  round 
pointed  corrugated  shells,  filled  with  concrete  after  driving 
and  where  less  than  10  ft.  long,  will  be  twelve  and  one-half 
inches  in  diameter  to  within  eight  inches  of  the  point  that 
it  is  the  opinion  of  the  designing  engineers,  that  under  these 
circumstances,  pile  groups  of  less  than  10  feet  penetrating 
independent  of  friction  tor  their  bearing  value,  are  not  less 

adequate  than  longer  ones;  and  „  ,  ,  „ 

Whereas  this  appeal  and  similar  appeals  under  Calendar 
NoTuB&A,  U22-38-A,  1123-38- A,  1124-38-A  and  125- 
38-A  were  the  subject  of  a  report  by  a  committee  of  t 
board,  which  report  is  published,  as  a  part  of  the  resolution 
of  Cal.  No.  11 14-38- A  and  is  hereby  made  part  ot  this 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  N.B.  Applic.  No.  5845-38,  be  and  it  hereby  is  modified , 
and  that  the  appeal  be  and  it  hereby  is  granted,  in  accord¬ 
ance  with  recommendation  of  the  committee,  and  t  a 
concrete  piers  shall  be  used  in  place  of  piles,  where  prac¬ 
ticable. 

1122-38- A. 

APPLICANT— William  F.  R.  Ballard,  Chief  Architect  of 
Queensbridge  Project,  Associated  Architects,  or 
New  York  City  Housing  Authority,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 10-02  to  10-30  40th  avenue, 

super  block  bounded  by  avenue,  12th  street, 

41st  avenue  and  10th  street  (Block  Lo.  469,  Lot 


No.  415  and  Block  No.  470,  Lot  No.  375),  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES  __  T  A  Wahl  and 

For  Applicant:  Allan  Harrison,  J.  A.  Wahl  and 

H.  C.  Lamb.  .  , 

ACTION  OF  BOARD— Appeal  granted  m  accordance 
with  recommendation  of  the  committee. 

THE  VO  ffirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  J 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(1122-38- A) 

Whereas,  William  F.  R.  Ballard  for  New  York  City 
Housing  Authority,  owner,  filed  December  5,  ,1938,  an 
appeal  from  a  decision  of  the  borough  superintendent, 
department  of  housing  and  buildings,  affecting  premises 
10-02  to  10-30  40th  avenue,  super  block  bounded  by  40th 
avenue  12th  street,  41st  avenue  and  10th  street  (Block  No. 
469  lot  No.  415  and  Block  No.  470,  Lot  No.  375),  Long 

r’dfcistW  “rough  superintendent, 
acting  on  N.B.  App.  No.  6535-38,  dated  November  16, 

1938,  reads^  ^  q£  concrete  piles  where  the  average 


and 


penetration  of  any  group  is  less  than  10  ft.  is  contrary  ■ 
to  Section  8.3.2.3  of  the  Building  Code. 

Whereas,  the  premises  consist  of  a  plot  459.26  ft.  by 
500.69  ft.  in  area,  upon  which  it  is  proposed  to  erect  hve 
(5)  six-story  fireproof,  Class  A  Multiple  Dwellings  a 
one  (1)  one-story  community  building,  located  in  an  un¬ 
restricted  use,  “B  area  district ,  and  ,  . 

Whereas,  the  applicant  contends  that  on  this  operation 
there  are  points  where  excavation  to  rock  for  piers  becomes 
verv  difficult  due  to  ground  water  conditions  and  rock  fill 
for' depths  even  less  than  10  ft;  that  piles  in  these  instances 
will  bear  on  rock  at  the  point  as  located  by  exploratory 
drilling,  and  lateral  stability  will  be  insured  by  the  specia 
deep  c!p  and  reinforcement  shown  in  the  sketch  submitted 
that  the  piles  on  this  operation  are  round  pointed  corruga4 
shells  filled  with  concrete  after  driving  and  where  less  than 
10  ft.' long,  will  be  twelve  and  one-half  inches  m  diameter 
to  within  eight  inches  of  the  point,  that  it  is  the  opinion 
of  the  designing  engineers,  that  under  these  circumstances, 
pile  groups  of  less  than  10  ft.  penetration,  independent  of 
friction  for  their  bearing  value,  are  not  less  adequate  than 

longer  ones;  and  .  ^  _ 

Whereas,  this  appeal  and  similar  appeals  under  Calendar 

Nos  11 14-38- A,  1121-38-A,  1123-38-A,  1124-38-A,  and  1125- 
38-A  were  the  subject  of  a  report  by  a  committee  of  the 
board,  which  report  is  published  as  part  of  the  resolution 
of  Calendar  No.  11 14-38- A  and  is  hereby  made  part  of  this 

aPJ ^solved,  that  the  decision  of  the  borough  superintendent, 
on  N.B.  Applic.  No.  6535-38,  be  and  it  hereby  is  modified, 
and  that  the  appeal  be  and  it  hereby  is  granted  in  accord¬ 
ance  with  recommendation  of  the  committee,  and  that 
concrete  piers  shall  be  used  in  place  of  piles,  where  prac¬ 
ticable. 

1123-38-A. 

APPLICANT— William  F.  R.  Ballard,  Chief  Architect  of 
Queensbridge  Project,  Associated  Architects,  for 
New  York  City  Housing  Authority,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 10-02  to  10-30  41st  avenue, 
super  block  bounded  by  41st  avenue,  12th  street, 
a  proposed  street  (41st  road),  and  10th  street 
(Block  No.  465,  Lot  No.  35  and  Block  No.  468, 
Lot  No.  35),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 


i  in 


MINUTES 


For  Applicant:  Allan  Harrison,  J.  A.  Wahl  and 
H.  C.  Lamb. 

ACTION  OF  BOARD — Appeal  granted  in  accordance 
with  recommendation  of  the  committee. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(1123-38-A) 

Whereas,  William  F.  R.  Ballard,  for  the  New  York  City 
Housing  Authority,  owner,  filed  on  December  5,  1938,  an 
appeal  from  a  decision  of  the  borough  superintendent, 
department  of  housing  and  buildings  affecting  premises 
10-02  to  10-30  41st  avenue,  super  block  bounded  by  41st 
avenue,  12th  street,  a  proposed  street  (41st  road)  and  10th 
street  (Block  No.  465,  Lot  No.  35  and  Block?  No.  468,  Lot 
No.  35),  Long  Island  City,  Borough  of  Queens;  and’ 
Whereas,  the  decision  of  the  borough  superintendent  in 
acting  on  N.B.  App.  No.  6536-38,  dated  November  16 
1938,  reads: 

The  use  of  concrete  piles  where  the  average  pene¬ 
tration  of  any  group  is  less  than  10  ft.  is  contrary  to 
Section  8.3.2.3  of  the  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  521.36  ft.  by 
536.87  ft.  in  area,  upon  which  it  is  proposed  to  erect  five 
(5)  six-story,  fireproof,  Multiple  Class  A  D'wellings  and 
<  one  (1)  Children’s  Centre  Building,  one  story  in  height 
located  in  an  unrestricted  use,  “A”  and  “B”  area  dis¬ 
tricts  ;  and 

Whereas,  the  applicant  contends  that  on  this  operation 
there  are  points  where  excavation  of  rock  for  piers  be- 
comes  very  difficult,  due  to  ground  water  conditions  and 
rock  fill  for  depths  even  less  than  10  ft.;  that  piles  in  these 
instances  will  bear  on  rock  at  the  point  as  located  by 
I  exploratory  drilling,  and  lateral  stability  will  be  insured  by 
the  special  deep  cap  and  reinforcement  shown  in  the  sketch 
submitted ;  that  the  piles  on  this  operation  are  round  pointed 
corrugated  shells,  filled  with  concrete  after  driving  and 
where  less  than  10  ft.  long,  will  be  twelve  and  one-half 
inches  in  diameter  to  within  eight  inches  of  the  point ;  that 
it  is  the  opinion  of  the  designing  engineers,  that  under 
these  circumstances,  pile  groups  of  less  than  10  ft.  penetra¬ 
tion,  independent  of  friction  for  their  bearing  value,  are 
not  less  adequate  than  longer  ones ;  and 
Whereas,  this  appeal  and  similar  appeals  under  Calendar 
Nos  11 14-38- A,  1 121-38- A,  1123-38-A,  1124-38- A  and  1125- 
38-A  were  the  subject  of  a  report  by  a  committee  of  the 
board  which  report  is  published  as  a  part  of  the  resolution 
of  Calendar  No.  11 14-38- A  and  is  hereby  made  a  part  of 
this  appeal. 

Resolyed,  that  the  decision  of  the  borough  superintendent 
on  N-B.  Applic.  No.  6536-38,  be  and  it  hereby  is  modified, 
and  that  the  appeal  be  and  hereby  is  granted  in  accord¬ 
ance  with  recommendation  of  the  committee,  and  that 
concrete  piers  shall  be  used  in  place  of  piles,  where  prac¬ 
ticable. 


1124-38- A. 

APPLICANT— William  F.  R.  Ballard,  Chief  Architect  of 
Queensbridge  Project,  Associated  Architects,  for 
New  York  City  Housing  Authority,  owner. 
SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 8-02  to  8-32  40th  avenue,  super 
block  bounded  by  40th  avenue,  10th  street,  41st 
avenue  and  Vernon  boulevard  (Block  No.  478, 
Lot  Nos.  1,  22  to  27,  inclusive,  and  Block  No. 
dv9,  Lot  No.  1),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Allan  Harrison,  J.  A.  Wahl  and 

H.  C.  Lamb. 


ACTION  OF  BOARD — Appeal  granted  in  accordance 
with  recommendation  of  the  committee 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . .  4 

Negative  .  '  q 

Absent  .  . .  y 

THE  RESOLUTION— 

(1124-38- A) 

Whereas,  William  F.  R.  Ballard,  for  the  New  York  City 
Housing  Authority,  owner,  filed  on  December  5,  1938,  an 
appeal  from  a  decision  of  the  borough  superintendent, 
Department  of  Housing  and  Buildings,  affecting  premises 
8-02  to  8-32  40th  avenue,  super  block  bounded  by  40th 
avenue,  10th  street,  41st  avenue  and  Vernon  boulevard 
(Block  No.i  478,  Lot  Nos.  1,  22  to  27  inclusive  and  Block 
No.  479,  Lot  No.  1),  Long  Island  City,  Borough  of 
Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent 
acting  on  N.B.  App.  No.  6537-38,  dated  November  16  1938 
reads : 

“1.  The  use  of  concrete  piles,  where  the  average 
penetration  of  any  group  is  less  than  10  ft.,  is  contrary 
to  Section  8.3.2.3  of  the  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  460.05  ft.  by 
506.73  ft.  in  area,  on  which  it  is  proposed  to  erect  four  (4) 
six-story  fireproof,  Class  A  multiple  dwellings,  located  in 
an  unrestricted  use,  “A”  area  district;  and 
Whereas,  applicant  contends  that  on  this  operation  there 
are  points  where  excavation  to  rock  for  piers  becomes  very 
difficult,  due  to  ground  water  conditions  and  rock  fill  for 
depths  even  less  than  10  ft. ;  that  piles  in  these  instances 
will  bear  on  rock  at  the  point  as  located  by  exploratory 
drilling,  and  lateral  stability  will  be  insured  by  the  special 
deep  cap  and  reinforcement  shown  in  the  sketch  submitted ; 
that  the  piles  on  this  operation  are  round  pointed  corru¬ 
gated  shells,  filled  with  concrete  after  driving  and  where 
less  than  10  ft.  long,  will  be  twelve  and  one-half  inches  in 
diameter  to  within  eight  inches  of  the  point ;  that  it  is  the 
opinion  of  the  designing  engineers,  that  under  these  cir¬ 
cumstances,  pde  groups  of  less  than  10  ft.  penetration, 
independent  of  friction  for  their  bearing  value,  are  not 
less  adequate  than  longer  ones ;  and 
Whereas,  this  appeal  and  similar  appeals  under  Calendar 
Nos.  11 14-38- A,  1121 -38- A,  1122-38-A,  1123-38-A  and  1125- 
38- A,  were  the  subject  of  a  report  by  a  committee  of  the 
board,  which  report  is  published  as  a  part  of  the  resolution 
of  Calendar  No.  1114-38-A  and  is  hereby  made  part  of  this 
appeal. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  N.B.  Applic.  No.  6537-38,  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted 
in  accordance  with  recommendation  of  the  committee  and 
that  concrete  piers  shall  be  used  in  place  of  piles,  where 
practicable. 

1125-38- A. 

APPLICANT — William  F.  R.  Ballard,  Chief  Architect  of 
Queensbridge  Project,  Associated  Architects,  for 
New  York  City  Housing  Authority,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 8-02  to  8-32  41st  avenue,  super 
block  bounded  by  41st  avenue,  10th  street,  Bridge 
Plaza  north  and  Vernon  boulevard  (Block  No. 
480,  Lot  No.  1  and  Block  No.  481,  Lot  Nos.  1  to 
8,  inclusive,  12,  16,  36,  55  and  63),  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Allan  Harrison,  J.  A.  Wahl  and 
H.  C.  Lamb. 

ACTION  OF  BOARD — Appeal  granted  in  accordance 
with  recommendation  of  the  committee. 


Ill 


MINUTES 


THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  y 

THE  RESOLUTION— 

(1125-38- A) 

Whereas,  William  F.  R.  Ballard,  for  the  New  York  City 
Housing  Authority,  owner,  filed  on  December  5,  1938,  an 
appeal  from  a  decision  of  the  borough  superintendent,  de¬ 
partment  of  housing  and  buildings,  affecting  premises  8-02 
to  8-36  41st  avenue,  super  block  bounded  by  41st  avenue, 
10th  street,  Bridge  Plaza  North  and  Vernon  boulevard 
(Block  No.  480,  Lot  No.  1  and  Block  No.  481,  Lot  Nos. 

1  to  8  inclusive,  12,  16,  36,  55  and  63),  Long  Island  City, 
Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  N.B.  6538-38,  dated  November  16,  1938  reads: 

“The  use  of  concrete  piles,  where  the  average  pene¬ 
tration  of  any  group  is  less  than  10  ft.,  is  contrary  to 
Section  8.3.2.3  of  the  Building  Code.” 

and  '  .  . . .  p  , 

Whereas,  the  premises  consist  of  a  plot  466.81  It.  by 
678.32  ft.  in  area,  on  which  it  is  proposed  to  erect  four 
(4)  six-story,  fireproof,  Class  A  Multiple  Dwellings,  lo¬ 
cated  in  an  unrestricted  use,  “A”  area  district ;  and 

Whereas,  applicant  contends  that  on  this  operation  there 
are  points  where  excavation  to  rock  for  piers  becomes  very 
difficult,  due  to  ground  water  conditions  and  rock  fill  for 
depths  even  less  than  10  ft.  that  piles  in  these  instances 
will  bear  on  rock  at  the  point  as  located  by  exploratory 
drilling,  and  lateral  stability  will  be  insured  by  the  special 
deep  cap  and  reinforcement  shown  in  the  sketch  submitted ; 
that  the  piles  on  this  operation  are  round  pointed  corrugated 
shells,  filled  with  concrete  after  driving  and  where  less  than 
10  ft.  long,  will  be  twelve  and  one-half  inches  in  diameter 
to  within  eight  inches  of  the  point ;  that  it  is  the  opinion 
of  the  designing  engineers,  that  under  these  circumstances, 
pile  groups  of  less  than  10  ft.  penetration,  independent  of 
friction  for  their  bearing  value,  are  not  less  adequate  than 
longer  ones;  and 

Whereas,  this  appeal  and  similar  appeals  under  Calendar 
Nos.  11 14-38- A,  1121-38- A,  1122-38- A,  1123-38- A  and  1124- 
38-A,  were  the  subject  of  a  report  by  a  committee  of  the 
board,  which  report  is  published  as  a  part  of  the  resolutions 
of  Calendar  No.  11 14-38- A  and  is  hereby  made  part  of 
this  appeal. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  N.B.  Applic.  No.  6538-38,  be  and  it  hereby  is  modified, 
and  that  the  appeal  be  and  it  hereby  is  granted  in  accord¬ 
ance  with  recommendation  of  the  committee,  and  that  con¬ 
crete  piers  shall  be  used  in  place  of  piles,  where  practicable. 


1131-38- A. 

APPLICANT— Isaac  Miller,  neighboring  property  owner. 
OWNER  OF  PREMISES— City  of  New  York. 
SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  building — re  Revocation  of  cer¬ 
tificate  of  occupancy  No.  90278-38. 

PREMISES  AFFECTED— 2811-2821  East  Third  street 
(known  as  Brighton  Third  street),  southeast  cor¬ 
ner  of  Canal  avenue  (known  as  Banner  avenue)  ; 
(Block  No.  7261,  Lot  No.  47),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Abram  Shlefstein. 

For  Owner  of  Premises :  Francis  J.  Blaustein, 
Law  Department. 

For  Administration:  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied.  Case  laid  over  to 
January  24,  1939,  at  2  P.M.,  for  further  considera¬ 
tion  by  the  board. 

THE  VOTE  TO  GRANT— 


Affirmative . . 

Negative:  Chairman  Murdock,  Commissioners 
"  Savage  and  Blum  and  Assistant  Chief 

Walsh . 

Absent  . 


THE  RESOLUTION— 

(1131-38-A) 

Whereas,  Isaac  Miller,  adjacent  owner,  filed  on  Decem¬ 
ber  7,  1938,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent,  refusing  to  revoke  Certificate  of  Occupancy  Lo. 
90278-38,  affecting  premises  2811-2821  East  Third  street 
(known  as  Brighton  Third  street),  southeast  corner  of 
Canal  avenue  (known  as  Banner  avenue)  ;  (Block  No. 
7261,  Lot  No.  47),  Borough  of  Brooklyn;  and  _ 

WAereas  the  decision  of  the  borough  superintendent, 
dated  November  25,  1938,  reads :  “O.K.  to  issue  certificate 
of  occupancy.  See  above  report” ;  and 
Whereas,  the  applicant  has  amended  his  appeal  so  as 
to  include  a  decision  of  the  borough  superintendent  dated 
December  22,  1938,  which  reads: 

“Replying  to  your  letter  of  December  20,  1938,  in 
which  you  request  that  Certificate  of  Occupancy  No. 
90278  for  the  above-mentioned  premises,  be  revoked, 
please  be  advised  that  Section  646G  of  the  New  York  | 
City  Charter  provides  that  a  Certificate  of  Occupancy 
is  binding  on  this  Department  until  set  aside  by  the 
Board  of  Standards  and  Appeals. 

Under  the  circumstances  I  can  not  entertain  any 
application  for  the  revocation  of  a  Certificate  of  Oc- 
cupancy.  You  may  however,  apply  to  the  Board  of 
Standards  and  Appeals,  and  use  this  letter  as  a  basis 

_  -tit 


Whereas,  the  applicant  contends  that  Banner  avenue, 
is  now  zoned  for  business  use  and  East  Thiid  street  is  . 
zoned  for  residential  use;  these  premises  were  originally  , 
erected  in  or  about  1911  under  N.B.  1800-11  for  use  as  a 
stable  by  the  Dept,  of  Street  Cleaning  of  the  City  of  New 
York.  At  that  time  all  of  the  premises  were  in  an  unre¬ 
stricted  zone.  About  10  years  ago  the  use  of  the  premises 
as  a  stable,  was  discontinued  and  abandoned  and  has  been 
used  since  then  for  storage  purposes  on  the.  1st  and  2nd 
floors  and  as  laboratory  on  the  3rd  floor.  It  is  the  conten¬ 
tion  of  the  applicant,  that  the  use  of  the  premises  as  a 
stable,  having  been  abandoned,  cannot  be  reinstated,  and 
the  acting  borough  superintendent  of  buildings  had  no 
right  to  direct  the  issuance  of  a  certificate  of  occupancy 
permitting  the  use  of  such  premises  for  stable  purposes; 
and 

Whereas,  these  premises  were  inspected  by  a  committee 
of  the  board,  report  of  which  inspection  was  read  at  this 
hearing  and  which  report  reads  as  follows : 

REPORT  OF  COMMITTEE 

January  9,  1939. 


Re:  Cal.  No.  1131-38-A 
2811-2821  E.  3rd  street,  S.  E.  cor. 
of  Banner  avenue,  Brooklyn. 

This  application,  by  an  adjacent  owner  on  Gertrude 
Place,  is  for  revocation  of  certificate  of  occupancy 
No.  90278  of  1938,  which  recites  that  the  building  was 
constructed  under  plans  approved  under  Permit  1800 
of  1911  as  a  stable,  and  permits  the  continuation  of 
such  use.  It  appears  that  the  plans  were  filed  as  N.B. 
180301  of  1909  and  showed  a  three-story  brick  building 
for  the  then  Department  of  Street  Cleaning.  On  the 
second  floor  there  were  shown  stalls  for  about  40 
horses  with  an  inclined  runway  from  the  first  floor. 
The  1st  and  3rd  floors  were  for  storage  and  the  usual 
stabling  accessories.  The  department  and  its  suc¬ 
cessor,  the  Department  of  Sanitation,  have  occupied 
this  building  continuously.  The  actual  stabling  of 
horses  was  discontinued  about  five  years  ago,  but  the 
runway  still  remains  to  the  2nd  floor  and  there  have 
been  no  major  alterations,  other  than  removal  of  stall 
partitions.  It  is  now  proposed  to  turn  the  building 
over  to  the  Police  Department  and  resume  the  stabling 


112 


and 


of  horses  for  which  the  building  was  intended,  ar¬ 
ranged  and  designed  and  for  which  use  the  building 
is  adapted  without  change,  except  to  restore  the  stall 
partitions. 

Prior  to  the  issuance  of  the  certificate,  the  borough 
superintendent  caused  an  inspection  to  be  made  and 
the  inspector  recommended  that  the  certificate  of 
occupancy  be  issued,  as  he  found  the  building  still 
conformed  with  general  layout  of  the  approved  "plans. 

After  inspection,  the  committee  finds  no  sufficient 
basis  for  revoking  the  certificate,  as  the  temporary 
discontinuance  of  stabling  horses  did  not  bring  about 
a  structural  change  in  the  design  and  arrangement  of 
the  building  sufficient  to  create  an  intention  perma¬ 
nently  to  discontinue  the  use  as  a  stable.  The  board 
further  finds  that  there  was  no  misrepresentation  as 
to  a  material  fact  in  connection  with  the  issuance  of 
the  certificate  of  occupancy  by  the  superintendent  of 
buildings.  Denial  of  the  application  for  revocation 
is  recommended. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 
PATRICK  WALSH, 

Committee. 


Whereas,  this  report  recommended  denial  of  the  appli¬ 
cation  for  revocation  of  Certificate  of  Occupancy  No 
90278  of  1938. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  of  buildings,  dated  December  22,  1938,  be  and  it 
hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 
denied. 


1135-38- A. 

APPLICANT — Maxwell  Schantz  for  Antonio  Pastina, 
owner. 

SUBJECT  Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — 113  Weirfield  street  and  630 
Evergreen  avenue,  northwest  corner  (Block  No. 
3395,  Lot  No.  38),  Borough  of  Brooklyn. 
APPEARANCES — 

For  Applicant:  Maxwell  Schantz. 

For  Administration:  Aforris  Hannes,  Department 
of  Housing  and  Buildings. 

\C1  ION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh . 4 

Absent  .  0 

THE  RESOLUTION— 

(1135-38-A) 

Whereas,  Maxwell  Schantz,  for  Antonio  Pastina,  owner, 
ued  December  8,  1938,  an  appeal  from  a  decision  of  the 
cting  borough  superintendent  of  buildings,  affecting  prem- 
ses  113  Weirfield  street  and  630  Evergreen  avenue,  north- 
zest  corner  (Block  No.  3395,  Lot  No.  38),  Borough  of 
Brooklyn;  and 

Whereas,  the  decision  of  the  acting  borough  superin- 
mdent  on  Applic.  No.  14393-38,  dated  December  8,  1938 

“M.D.L..  1 — As  this  building  was  not  recorded  as  a 
tenement  in  the  Tenement  House  Dept.,  this  building 
cannot  be  accepted  as  a  tenement  by  complying  with 
Article  7.  Note:  Alt.  permit  No.  755-1898  shows  3  fam¬ 
ilies  and  stores.” 

!nd 

Whereas,  the  building  is  three  stories  (32  ft.)  in  height, 

ton-  i  60  -n  area’  frame  construction,  erected  about 
5y<J,  located  in  a  business  use  district  and  occupied : 
i  a  storagc ;  1st  floor — stores;  2nd  floor — one  family; 
a  floor — vacant;  and 


Whereas,  the  applicant  contends  that  this  building  was 
recorded  as  a  tenement  house  in  1898;  that  there  is  no 
legalh  recorded  conversion  of  this  building  from  a  tene¬ 
ment  to  a  non-tenement ;  that  the  design  and  arrangement 
ot  the  rooms  on  the  second  and  third  floors,  indicates  the 
intention  and  usage  of  this  structure  as  a  four  family 
residence  and  stores ;  that  article  1,  section  4,  subdivision 
^9  ot  the  multiple  dwelling  law  reads : 

“Wherever  the  words  ‘is  occupied’  are  used  in  this 
Ghapter  applying  to  any  dwelling,  such  words  shall  be 
constructed  as  if  followed  by  the  words  ‘or  is  intended 
arranged  or  designed  to  be  occupied.’” 
that  the  building  will  be  made  to  comply  with  the  provi- 
sions  of  article  7  of  the  multiple  dwelling  law,  and 
Vv  hereas,  this  appeal  was  the  subject  of  a  report  by  a 
committee  of  the  board,  which  report  was  read  at  the  hear¬ 
ing  and  which  report  follows : 

REPORT  OF  COMMITTEE 

Re:  Cal.  No.  1135-38-A.  JanUary  *6'  1939' 

Premises:  113  Weirfield  street, 

630  Evergreen  avenue,  Brooklyn. 

,  ^j.*s  application  is  for  a  ruling  as  to  whether  this 
building  is  a  legally  recorded  tenement  house. 

The  building  is  frame,  brick-filled  construction,  three 
stories  in  height,  erected  in  1890.  Permit  755,  issued 
in  1898  shows  a  dwelling  for  three  families  over  the 
two  upper  floors  and  stores  over  the  first  floor.  After 
the  adoption  of  the  Tenement  House  Law  in  1901,  the 
building  was  not  recorded  in  the  Tenement  House 
Department  as  a  tenement  house.  Application  8842 
r  ermit  No.  7600,  issued  in  1924,  covering  proposed  al- 
terations,  describes  the  building  both  before  and  after 
alteration  as  1st  floor — store,  2nd  floor — 1  family,  3rd 
floor— 1  family ;  and  certificate  of  occupancy  was  issued 
for  that  use.  It  is  now  desired  to  alter  the  building 
further  to  provide  for  two  families  on  the  2nd  floor 
and  two  families  on  the  3rd  floor  or  a  total  of  four 
families. 

The  Committee  is  of  the  opinion  that  the  building 
cannot  now  be  classed  as  a  tenement  house  in  spite  of 
any  claim  for  occupancy  as  required  for  three  families 
in  1898,  inasmuch  as  it  was  not  recorded  as  a  tenement 
house  since  1901  and  was  given  a  certificate  of  occu¬ 
pancy  for  two  families  only  in  1924.  The  Committee 
cannot  find  that  the  building  is  intended,  arranged  or 
designed  for  more  than  two  familes,  although  the  plan 
might  be  readapted  without  a  major  alteration.  Under 
Section  34  of  the  Tenement  House  Law,  the  proposed 
alteration  in  a  wooden  tenement  house  would  have 
been  illegal  and  under  Section  56  of  the  Multiple  Dwell¬ 
ing  Law,  a  frame  building  cannot  be  changed  to  a  mul¬ 
tiple  dwelling. 

The  Committee  recommends  denial. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM 
PATRICK  WALSH, 

,  Committee, 

and 

Whereas,  this  report  recommended  denial  of  the  appeal. 
Resolved,  that  the  decision  of  the  acting  borough  presi¬ 
dent  acting  on  Applic.  No.  14393-38,  objection  M.D.L.  1, 
be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and  it 
hereby  is  denied. 


1 147-38-A-WF. 

APPLICANT — Austin  W.  Magee,  for  Lallathin-Phillips 
Bakery  and  Gold  jay  Bakeries,  Inc.,  lessees. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 113-04  Queens  boulevard,  south 
side,  20  ft.  east  of  76th  avenue  (Block  No.  3340, 
Lot  No.  24),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Austin  W.  Magee. 
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For  Administration :  David  Stone,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . 0 

Absent  .  0 

THE  RESOLUTION— 

( 1147-38- A- WF) 

Whereas,  Austin  W.  Magee,  for  Lallathin-Phillips 

Bakery  and  Goldjay  Bakeries,  Inc.,  lessees,  filed  on  Decem¬ 

ber  9,  1938,  an  application  for  approval  of  the  erection 
of  a  sign,  pursuant  to  the  provisions  of  the  resolution 
adopted  by  the  board  of  estimate  and  apportionment,  cre¬ 
ating  the  World’s  Fair  District,  affecting  premises  113-04 
Queens  boulevard,  south  side,  20  ft.  east  of  76th  avenue 
(Block  No.  3340,  Lot  No.  24),  Forest  Hills,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Application  No.  9513-38,  dated  December  8,  1938,  reads: 

“Sign  exceeding  30  sq.  ft.  in  area  within  the  World 
Fair  Area,  is  contrary  to  the  World  Fair  Resolution.” 

and 

Whereas,  the  building  is  one  story  (17  ft.)  in  height, 
224.54  ft.  by  98.6  ft.  in  area  (on  a  lot  234.54  ft.  by  116.08  ft. 
in  area),  of  non-fireproof  construction  and  erected  in  1938; 
the  building  is  located  wholly  within  the  business  area  of 
the  plot,  which  lies  partly  in  the  residence  use  district  and 
is  occupied:  Cellar— storage ;  1st  floor— stores ;  the  par¬ 
ticular  portion  of  the  building  to  which  it  is  proposed  to 
attach  the  sign  in  question,  is  situated  on  the  Queens  boule¬ 
vard  front,  22  ft.  east  of  76th  avenue;  the  proposed  sign 
will  be  10  ft.  above  grade,  2  ft.  6  in.  high  by  13  ft.  6  in. 
in  area  and  extend  beyond  the  building  line  one  foot ;  and 

Whereas,  the  applicant  contends  that  the  sign  will  not 
be  visible  from  the  World’s  Fair,  due  to  the  fact  that  the 
buildings  on  the  north  side  of  Quens  boulevard  will  block 
the  view ;  that  the  proposed  sign  will  fit  in  with  the  general 
trend  of  advertising  along  Queens  boulevard;  that  the 
granting  of  this  sign  will  not  violate  the  intent  of  the 
World’s  Fair  resolution. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  on  App.  No.  9513-38  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  sign  shall  be  constructed  and  located  as  indicated 
on  plans  filed  with  this  appeal  and  shall  not  exceed  the 
dimension  shown  and  shall  not  extend  beyond  the  building 
line  for  a  distance  of  more  than  one  foot. 


1162-38- A. 

APPLICANT — H.  M.  Lutters,  for  James  J.  Pyne  and 
Mary  Pyne,  owners. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
borough  superintendent  of  buildings. 

PREMISES  AFFECTED— 23-28  35th  street,  west  side, 
275  ft.  south  of  23rd  avenue  (Block  No.  834,  Lot 
No.  44),  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  E.  Magerheimer. 

For  Administration  :  David  Stone,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

■  Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(1162-38- A) 

Whereas,  H.  M.  Lutters,  for  James  J.  Pyne  and  Mary 


Pyne,  owners,  filed  December  13,  1938,  an  appeal  from  an 
order  and  a  decision  of  the  borough  superintendent  of 
buildings,  affecting  premises  23-28  35th  street,  west  side, 
275  ft.  south  of  23rd  avenue  (Block  No.  834,  Lot  No.  44), 
Astoria,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  N.B.  Applic.  No.  3326-1935,  dated  December  7,  1938, 
reads  * 

“Above  job  expired  by  limitation.  (No  action  taken 
on  objection  dated  August  26,  1935). 

Whereas,  order,  No.  3200,  dated  December  7,  1938, 

reads  * 

“You  are  hereby  notified  that  the  building  situate 
on  the  rear  of  the  lot  on  the  west  side  of  35th  street, 
commencing  about  275  ft.  from  the  south  corner  of 
23rd  avenue,  being  a  1-story  building  about  10  ft. 
front,  10  ft.  rear,  17  ft.  deep  and  8  ft.  in  height  and 
occupied  as  a  garage  does  not  conform  to  section 
2.1. 1.1  of  the  Building  Code,  section  C26-161.0  of  the 
Administrative  Code  in  the  respects  noted  below : 

Erecting  a  metal  garage  about  10  ft.  by  18  ft.  with¬ 
out  aproved  application  and  permit.  , 

Obtain  approved  application  and  permit.  ’ 

and 

Whereas,  the  building  is  one  story,  8  ft.  in  height,  10  ft 
by  17  ft.  in  area,  of  frame  construction,  located  in  a  resi¬ 
dence  use,  “C”  area  district,  erected  in  1935  and  occupied 
as  a  one  car  private  garage;  and 

Whereas,  the  applicant  contends  that  an  application  was 
filed  August,  1935  for  the  erection  of  the  garage  in  ques¬ 
tion  that  objection  was  received  to  give  better  location  and 
answered  September  2,  1935  by  an  amendment  which  could 
not  be  located  in  the  building  department;  that  the  build¬ 
ing  was  erected  by  the  applicant,  thinking  that  the  applica¬ 
tion  was  approved ;  that  the  building  was  designed  in 
accordance  with  the  old  building  code  and  permission  is 
requested  to  permit  its  maintenance  without  the  necessity 
of  filing  a  plan  under  the  new  building  code. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  N.B.  Applic.  No.  3326-35,  be  and  it  ^hereby  is 
modified,  and  that  the  Application  No.  3326-35  shall  be 
restored  and  examined  under  the  terms  of  the  building 
code  in  effect  prior  to  January  1,  1938. 


1190-38- A. 

APPLICANT— Harold  D.  Vernam,  for  Enequist  Chemical 
Company,  Inc.,  lessee. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 253-257  Freeman  street,  north 
side,  225  ft.  west  of  Provost  street  (Block  No. 
2506,  Lot  Nos.  41,  42,  43  and  part  of  Lot  No.  44), 
Borough  of  Brooklyn. 

APPEARANCES—  ,  . 

For  Applicant:  Harold  D.  Vernam  and  John 
Enequist. 

For  Administration :  Insp.  Meyer,  Fire  .Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . . 

Absent  .  u 

THE  RESOLUTION— 

(1190-38- A) 

Whereas,  Harold  D.  Vernam  for  Enequist  Chemical 
Company,  Inc.,  lessee,  filed  December  21,  1938,  an  appeal 
from  an  order  and  a  decision  of  the  fire  commissioner, 
affecting  premises  253-257  Freeman  street,  north  side, 
225  ft.  west  of  Provost  street  (Block  No.  2506,  Lot  Nos. 
41,  42,  43  and  part  of  Lot  No.  44),  Borough  of  Brooklyn; 
and 
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Whereas,  the  order  of  the  fire  commissioner,  No.  75901- 
LC,  dated  June  30,  1938,  reads: 

“1.  Provide  an  approved  storage  system  for  storing 
and  handling  all  volatile  inflammable  oils  and  liquids 
(Benzol).  Plans  and  specifications  in  duplicate  must 
be  filed  with  and  approved  by  Department  of  Housing 
and  Buildings,  before  the  above  work  may  be  com¬ 
menced.  Chapter  19,  Title  C,  Part  1,  Article  8. 

2.  Reduce  the  storage  of  potassium  chlorate  to  25 
pounds.  C-19-11.0,  Administrative  Code.” 
and 

W  hereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  November  18,  1938;  and 

Whereas,  the  building  is  two  stories  (33  ft.)  in  height, 
82  ft.  6*4  in.  by  100  ft.  in  area  at  1st  floor,  33  ft.  *4  in.  by 
60  ft.  7  in.  above,  of  non-fireproof  construction,  erected 
in  1934,  located  in  an  unrestricted  use  district  and  occu¬ 
pied:  1st  floor — storage  and  mixing  of  chemicals — 8  per¬ 
sons;  2nd  floor —  office  and  laboratory — 4  persons.  Certifi¬ 
cate  of  Occupancy  No.  73881  was  issued  July  17,  1934  for 
warehouse  and  office;  and 

Whereas,  the  applicant  asks  the  privilege  of  storing  the 
j  following  materials:  75  gallons  of  Benzol  and  Xylol  in 
5  gallon  containers;  224  pounds  of  Potassium  Chlorate, 
in  two  112  pound  drums,  and  the  same  amount  of  Sodium 
Chlorate ;  and 

Whereas,  the  applicant  contends  that  only  one  con¬ 
tainer  of  each  chemical  will  be  opened  at  any  one  time; 
that  it  is  required  to  keep  these  chemicals  on  hand,  in 
order  to  supply  customers  who  would  otherwise  take  their 
business  to  competitors ;  that  the  chemicals  in  question 
can  be  shipped  by  rail  or  automobile  and  it  would  seem 
that  the  storage  of  same  would  be  no  more  hazardous 
than  such  transportation  ;  that  it  is  proposed  to  erect  an 
8  inch  masonry  closet  with  concrete  slab  on  top,  equipped 
with  fireproof  self-closing  door,  for  the  storage  of  chemi¬ 
cals  in  question,  as  shown  on  plans  filed  with  this  appeal. 

^  or<^er  °f  the  fire  commissioner,  No. 

75901-LC,  items  1  and  2,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  no  open  flames,  except  one  within  a  fireproof  com¬ 
partment,  shall  be  maintained  on  the  1st  floor;  that  the 
boiler  room  shall  be  separated  from  the  balance  of  the 
building  by  fireproof  partitions  and  enterable  only  from 
the  exterior  of  the  building;  that  the  storage  of  chemicals, 
which  are  the  subject  of  this  order,  shall  be  within  a 
fireproof  enclosed  compartment,  substantially  as  indicated 
on  plans  filed  with  appeal;  that  all  volatile  substances 
shall  be  stored  in  a  fireproof  enclosed  closet  or  bin  and 
that  the  storage  of  sodium  chlorate  and  potassium  chlorate 
shall  be  segregated  from  any  other  chemicals;  that  a  sill 
not  less  than  6  inches  high  shall  be  placed  at  the  door 
opemng  of  each  compartment  and  the  compartment  venti¬ 
lated  to  the  outer  air ;  that  such  portable  fire-fighting 
equipment  shall  be  installed  on  the  premises,  as  the  Fire 
Commissioner  may  direct;  that  in  all  other  respects,  the 
occupancy  of  the  building  shall  meet  all  laws,  rules  and 
regulations  applicable  thereto  and  that  the  storage  of 
chemicals  shall  meet  the  requirements  of  the  Fire  Com¬ 
missioner. 


1195-38-A. 

APPLICANT— T.  J.  Ronan  Co.,  Inc.,  lessee,  for  Estate  of 
Charles  Ramsey,  owner. 

SUBJECT  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 749  East  135th  street,  north¬ 
west  corner  of  Willow  avenue  (Block  No.  2564, 
.  Lot  No.  51),  Borough  of  The  Bronx. 

appearances— 

For  Applicant:  J.  R.  Ronan  and  A.  T.  Ronan. 
Administration;  Insp.  Maher,  Fire  Dept. 
^LON  of  BOARD — Appeal  granted  on  condition. 
iHE  VOTE — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  4 


Negative  . 

Absent  . 

THE  RESOLUTION— 


(1195-38-A) 

Whereas,  T.  J.  Ronan  Co.  Inc.,  lessee,  for  Estate  of 
Charles  Ramsey,  owner,  filed  December  22,  1938,  an  appeal 
from  an  order  and  a  decision  of  the  fire  commissioner 
affectmg  premises  749  East  135th  street,  northwest  corner 
of  Willow  avenue  (Block  No.  2564,  Lot  No.  51),  Borough 
of  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner  No  1286- 
LF,  dated  July  5,  1938,  reads: 

‘‘Provide  approved  fireproof  windows  or  iron 
shutters  at  all  openings  in  the  exterior  wall  above 
1st  story  which  are  distant  in  a  direct  line  less  than 
3U  ft.  from  any  opening  in  any  other  building  and 
not  in  the  same  plane  with  said  openings  and  which 
are  not  more  than  50  ft.  above  a  neighboring  roof 
at  west  side  of  building,  or  other  approved  protection  ” 

and 


Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  December  20,  1938;  and 

Whereas,  the  building  is  five  stories  (65  ft.)  in  height, 
50  ft.  by  90  ft.  in  area,  of  non-fireproof  construction’ 
equipped  with  a  sprinkler  system,  erected  in  1907,  located 
in  an  unrestricted  use  district  and  occupied  throughout 
by  one  tenant  for  the  mixing,  grinding,  storage  and  ship¬ 
ping  of  paint  and  varnish;  maximum  occupancy  9  persons 
per  floor;  and 

Whereas,  the  applicant  contends  that  the  building  is 
equipped  with  a  sprinkler  system  having  heads  less  than 
a  It.  from  each  window;  that  windows  on  the  north  wall 
are  protected;  that  the  building  to  the  west  is  below 
street  level,  with  the  exception  of  a  small  brick  structure  at 
the  l ear  of  the  lot,  which  extends  8  ft.  above  grade  and  has 
no  openings  facing  the  building  in  question. 

Resolved,  that  the  order  of  the  fire  commissioner,  No 
1286-LF,  be  and  it  hereby  is  modified,  and  that  the  a’ppeai 
be  and  it  hereby  is  granted  provided  the  conditions  at  the 
west  of  the  building  under  appeal  shall  be  maintained  as 
described  in  the  record  of  this  appeal,  with  the  roof  of 
the  boiler  room  to  the  west  constructed  of  fireproof  mate¬ 
rials  on  condition  that  the  sprinkler  system  shall  be  main¬ 
tained  in  the  building  and  that  the  order  shall  be  complied 
with  in  all  other  respects,  other  than  as  to  the  windows 
opening  on  the  westerly  side  of  the  building. 


1201-38-A. 

APPL1CAN  i — Albert  Bloch  and  Sons,  Inc.,  for  Daben 
Realty  Corporation,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFEC1ED — 36  Walker  street,  north  side, 
50  ft.  east  of  Church  street  (Block  No.  194,  Lot 
No.  14),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Ben  Bloch. 

For  Administration :  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  Ob  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  o 

THE  RESOLUTION— 

(1201-38-A) 

Whereas,  Albert  Bloch  and  Sons,  Inc.,  for  Daben 

Realty  Corporation,  owner,  filed  December  23,  1938,  an 

appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  36  Walker  street,  north  side, 
50  ft.  east  of  Church  street  (Block  No.  194,  Lot  No.  14), 
Borough  of  Manhattan ;  and 
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Whereas,  the  order  of  the  fire  commissioner,  No. 
2764-LF,  dated  October  26,  1938,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler 
system  in  cellar  having  at  least  one  source  of  water 
supply  arranged  and  equipped  as  per  Article  16, 
Chapter  26,  C-19-161.0  Administrative  Code.” 
and  .  .  . 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  November  29,  1938;  and 
Whereas,  thd  building  is  five  stories  and  cellar  (45  ft.) 
in  height,  25  ft.  by  65  ft.  in  area,  of  non-fireproof  con¬ 
struction,  located  in  a  business  use  district  and  occupied 
for  15  years  as  follows:  Cellar — storage  of  sponges — no 
persons;  1st  floor — office,  shipping  and  washing  of  sponges 
—15  persons;  2nd,  3rd,  4th  and  5th  stories— vacant ;  and 
Whereas,  the  applicant  contends  that  the  basement  is 
used  only  for  the  storage  of  sponges  on  skids  8  inches 
from  the  floor ;  that  the  basement  is  kept  in  a  wet  condi¬ 
tion  due  to  the  nature  of  the  product. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
2764-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  all  com¬ 
bustible  material  shall  be  removed  from  the  cellar,  except 
the  storage  of  sponges  and  the  skids  required  for  the 
storage  of  the  sponges;  that  every  night  during  the  times 
these  premises  are  so  occupied,  there  shall  be  maintained 
a  blanket  of  water  over  the  entire  cellar,  not  less  than 
two  (2)  inches  in  depth. 

1204-38-A. 

APPLICANT— Thomas  L.  Roll,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 297  Hutton  road,  west  side, 
339.33  ft.  south  of  Hawtree  Creek  road  (Block 
No.  4164,  Lot  No.  154),  Hamilton  Beach,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Thomas  L.  Roll. 

For  Administration :  David  Stone,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(1204-38-A) 

Whereas,  Thomas  L.  Roll,  owner,  filed  December  27, 
1938,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  Department  of  Housing  and  Buildings,  affecting 
premises  29 7  Hutton  road,  west  side,  339.33  ft.  south  of 
Hawtree  Creek  road  (Block  No.  4164,  Lot  154),  Hamilton 
Beach,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.B.  App.  7555-38,  dated  December  6,  1938,  reads: 

“1.  The  construction  of  a  frame  dwelling  in  the 
fire  limits  is  contrary  to  Section  4.1.2  of  the  Building 
Code.” 

and 

Whereas,  the  building  is  one  story  (13J4  ft.)  in  height, 
16  ft.  8  in.  by  44  ft.  8  in.  in  area,  of  frame  construction, 
on  a  lot  25  ft.  by  63  ft.  in  area;  located  in  an  undeter¬ 
mined,  “D”  area  district;  occupied  as  a  private  dwelling; 
and 

Whereas,  the  building  is  set  back  11  feet  from  Hutton 
road,  has  a  rear  yard  of  7  feet  facing  on  Dempsey  Canal 
and  side  yards  of  4  feet  each.  The  nearest  building  to 
the  north  is  12  feet  and  to  the  south,  8  feet;  and 

Whereas,  the  applicant  contends  that  the  building  is  of 
bungalow  type,  erected  on  piles  above  high  water  level, 
surfaced  on  the  exterior  with  clapboard  siding  and  as¬ 
bestos  shingle  roof;  that  all  surrounding  buildings  in  the 
neighborhood  are  frame  bungalows;  that  the  land  is 


swampy  and  the  cost  of  erecting  a  brick  dwelling  would 
be  prohibitive. 

Resolved ,  that  the  decision  of  the  borough  superinten¬ 
dent  on  N.  B.  App.  7555-38  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  dwelling  shall  comply  with  all  the  requirements 
therefor,  as  if  the  building  were  beyond  the  fire  limits 
and  that  the  area  of  the  building  shall  not  be  extended  or 
the  open  space  on  the  lot,  reduced. 


1209-38-A. 

APPLICANT— Thomas  M.  Bell,  for  Gainsborough  Stu¬ 
dios,  Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 222-224  West  59th  street,  south 
side,  325  ft.  west  of  Seventh  avenue  (Block  No. 
1030,  Lot  No.  46),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Thomas  M.  Bell. 

For  Administration:  J.  Scharf,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative . .  • ; .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Absent  .  0 


THE  RESOLUTION— 

(1209-38-A) 

Whereas,  Thomas  M.  Bell,  for  Gainsborough  Studios 
Inc.,  owner,  filed  December  29,  1938,  an  appeal  from  a 
decision  of  the  borough  superintendent,  Dept,  of  Housing 
and  Buildings,  affecting  premises  222-224  West  59th  street, 
south  side,  325  ft.  west  of  Seventh  avenue  (Block  No. 
1030,  Lot  No.  46),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  16,  1938,  on  Alt.  App.  3299-38,  reads : 

“4.  New  construction  beyond  building  line  is  not 
permitted  under  Section  2.4.1. 1.  Building  Code.  Fur¬ 
ther,  proper  railings  not  provided  as  required  in 
Section  2.4.2.9  Building  Code.  Note:  Relocation  of 
stair  from  west  side  to  existing  area  at  east  side, 
is  considered  as  new.” 

and 

Whereas,  the  building  is  15  stories,  and  cellar  (150  ft.) 
in  height,  50  ft.  by  94  ft.  in  area  on  the  1st  floor  and  50  ft. 
by  88  ft.  in  area  above,  of  fireproof  construction ;  equipped 
with  a  standpipe  system ;  located  in  a  residence  and  busi¬ 
ness  use,  “B”  area,  2  times  height  district;  erected  in 
1907;  occupied  as  follows:  Cellar — boilerroom;  1st  floor- 
restaurant  and  showroom,  175  persons;  2nd  to  15th 
floors,  inclusive,  multiple  dwelling;  and 

Whereas,  it  is  proposed  to  create  a  street  entrance  to 
the  restaurant  portion  at  the  westerly  side!  of  the  front  of 
the  building,  by  removing  present  window  frame,  lower¬ 
ing  sill  line  to  sidewalk  level,  installing  new  door  frame  and 
doors.  The  existing  open  area  in  front  of  the  proposed 
new  doorway  will  be  covered  over  and  the  stairway  to  the 
cellar  removed  and  relocated  at  the  easterly  end  of  the 
areaway ;  and 

Whereas,  the  applicant  contends  that  the  relocation  of 
the  existing  stairway  to  the  cellar  should  not  be  considered 
new  construction  as  no  new  conditions  are  created  and 
there  will  be  no  enlargement  of  the  existing  areaway;  and 

Whereas,  the  board  deemed  that  the  business  use  was 
being  extended  by  the  construction  of  the  proposed  street 
entrance,  contrary  to  the  requirements  in  a  residence  zone. 

1 

Resolved,  that  the  decision  of  the  borough  Superinten¬ 
dent  on  Alt.  App.  3299-38  objection  No.  4,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 
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121 1-38- A. 

APPLICANT— Hays,  Abramson  and  Schulman,  for  The¬ 
atre  Restaurants,  Inc.,  lessee. 

SUBJEC  1-  Appeal  from  an  order  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AhFECTED — 755  Seventh  avenue,  southeast 
corner  of  West  50th  street  (Block  No.  1002,  Lot 
No.  61),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Sidney  Struble. 

For  Administration:  J.  Scharf,  Department  of 
Housing  and  Buildings. 

ACTION  Oh  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Aflirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . '  ’  g 

Absent  . ’  q 

THE  RESOLUTION— 

(1211-38-A) 

I  Whereas,  Hays,  Abramson  and  Schulman,  for  Theatre 
|  Restaurants,  Inc.,  lessee,  filed  on  December  28,  1938,  an 
appeal  from  an  order  of  the  borough  superintendent,  de¬ 
partment  of  housing  and  buildings,  affecting  premises  755 
,  Seventh  avenue,  southeast  corner  of  West  50th  street 
(Block  No.  1002,  Lot  No.  61),  Borough  of  Manhattan;  and 
\\  hereas,  the  order  No.  5325-38  of  the  borough  super- 
indent,^  dated  November  28,  1938,  reads: 

“You  are  hereby  notified  that  the  building  situate 
on  the  front  of  the  lot  on  the  east  side  of  7th  avenue 
commencing  on  the  southeast  corner  of  7th  avenue  and 
W  est  50th  street,  being  a  cellar  and  6  story  fireproof 
building,  about  100  ft.  5  in.  front,  100  ft.  5  in.  rear, 
140  ft.  deep,  and  65  ft.  in  height,  and  occupied  as  a 
pjTU''1’-  I  heatre  restaurant  an,d  known;  as  Number 
/55  7th  avenue  in  the  Borough  of  Manhattan,  in  The 

r-fn  c  ,  CWa  T°-k;  doe?  not  conform  to  Section  B26- 
,  ,  °*  Administrative  Code  in  the  respects  noted 
below : 

‘In  that  of  having  erected  a  semi-circular  electric 
sign  more  than  2  feet  above  roof  cornice  and  con¬ 
trary  to  Section  B26-12.0.’ 

You  are  hereby  directed  to  reduce  height  of  sign 
above  room  cornice. 

Approximate  size— 4  ft.  by  8  ft,  42  ft.  by  3  ft.  4  in 
Wording— “Billy  Rose— Casa  Manana.” 

Location  attached  to  building  at  right  angle  1st 
story, 
and 

innV£EIr™S’  *he  budding  is  s{x  stories  (65  ft.)  in  height, 
100  ft.  5  in.  by  140  ft.  in  area,  of  fireproof  construction ; 
WPfd  W1th  standpipe  and  sprinkler  systems ;  erected 
Tcut’  ,ted  111  a  business  use  district;  occupied  since 
as  a  theatre-restaurant,  425  persons,  for  which  the 
applicant  states  a  certificate  of  occupancy  was  issued;  and 
,  WHEREAS,  the  applicant  contends  that  when  the  present 
lessee  leased  the  premises  there  was  an  electric  sign  parallel 

Tt!tH  tae  5?h  Stre-et  front’  the  .Ottering  of  which  was 
r changed  and  a  portion  added  and  illuminated;  that  the  ob¬ 
jection  of  the  borough  superintendent  is  to  this  semi¬ 
circular  portion,  which  was  added;  that  the  elimination  of 
the  name  Billy  Rose  from  the  sign  would  spell  the  dif¬ 
ference  between  success  and  failure  fo  rthe  lessee,  due  to 
e  great  drawing  power  of  the  name  and  that  similar 
iigns  are  in  existence  in  the  immediate  area. 

of  the  borough  superintendent, 
Violation  No.  5325-38  be  and  it  hereby  is  modified  and 

Ihn!  Sh  apPeal  be  and  it  hereby  is  granted  on  condition 
fiat  the  existing  sign  shall  not  be  further  extended  and 
that  upon  the  removal  of  the  existing  sign  and  the  substi- 
an^  other  sign,  nothing  in  this  action  shall  be 
vfcl™  t0  Snmt  a  further  modification  of  the  Code  pro- 

b  ,Q?np’Ccanr’iranted  onl,y  so  lonS  as  the  siSn  advertises  the 
business  of  the  present  lessee. 


1213-38-A. 

APPLICANT — George  G.  Miller,  for  Roleen  Realty  Cor¬ 
poration,  owner. 

SUBJECT.  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

I  REMISES  AFFECIED — 61-70  Overlook  terrace,  south¬ 
west  corner  of  West  187th  street  (Block  No.  2180 
Lot  No.  46),  Borough  of  Manhattan 
APPEARANCES— 

I’ or  Applicant:  George  G.  Miller. 

Feu  Administration :  J.  Scharf,  Department  of 
Housing  and  Buildings. 

THE  VOTE  TO  GRANT— 

Affirmative .  g 

Negative :  Chairman  Murdock,  Commissioners 

C^v,age  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  ”  .  q 

THE  RESOLUTION— 

(1213-38-A) 

Whereas,.  George  G.  Miller,  for  Roleen  Realty  Corpora¬ 
tion,  owner  filed  December  29,  1938,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings,  affect- 
\ pr,e^^es  61-70  Overlook  terrace,  southwest  corner  of 
West  187th  street  (Block  No.  2180,  Lot  No.  46),  Borough 
of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent 
on  N.B  Applic.  No.  9-38,  dated  December  5,  1938,  reads:’ 
A4  Provide  lawful  rear  yard  as  per  Section  26, 
subd.  3,  M.D.L.,  for  location  does  not  come  within 
the  definition  (Section  4  subd.  13  M.D.L.)  of  a  corner 
lot  requiring  the  adjacent  streets  to  be  at  least  40  ft 
wide. 

and 

Whereas,  the  proposed  building  will  be  six  stories 
(63  ft .  6  in.)  in  height,  86  ft.  ^  in.  by  80  ft.  10^  in.  in 
area,  of  non-nieproof  construction,  located  in  a  residence 
and  dlStrict’  occuPied  throughout  as  a  multiple  dwelling; 

Whereas,  the  applicant  contends  that  the  plot  is  desig¬ 
nated  as  a  corner  lot;  that  it  would  be  a  hardship  not  to 
be  able  to  take  advantage  of  the  full  size  of  the  lot;  that 
the  owner  is  assessed  for  the  value  of  the  lot  as  a  corner 
lot  and,  therefore,  should  be  permitted  to  use  same  as 
such;  that  the  lot  is  situated  at  the  bottom  of  a  slope 
and,  therefore,  the  proposed  condition  will  not  affect  the 
light  and  ventilation  of  the  adjoining  buildings;  and 
Whereas,  in  the  opinion  of  the  board,  the  lot  is  not  a 
corner  lot  under  the  provisions  of  the  Multiple  Dwelling 
Law,  inasmuch  as  one  street  is  less  than  40  ft.  in  width. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  acting  on  N.B.  Applic.  No.  9-38,  objection  No.  A4, 
be  and  it  hereby  is  affirmed,  and  that  the  appeal  be  and 
it  hereby  is  denied. 


1215-38-A. 

APPLICANT — Samuel  J.  Glaberson,  for  Mary  Eisner, 
owner. 

SUBJECT  Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — 339  Ocean  parkway,  southeast 
corner  of  Avenue  C  (Block  No.  5375,  Lot  No.  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Glaberson. 

For  Administration :  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACT  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  o 

Absent  .  g 
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THE  RESOLUTION— 

(121 5-38-A) 

Whereas,  Samuel  J.  Glaberson,  for  Mary  Eisner,  owner, 
filed  December  30,  1938,  an  appeal  from  a  decision  of  the 
acting  borough  superintendent  of  buildings,  affecting  pres^ 
ises  339  Ocean  Parkway,  southeast  corner  of  Avenue  C 
(Block  No.  5375,  Lot  No.  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  acting  borough  superin- 
tendent,  on  Applic.  No.  14167-38,  dated  December  29, 
1938,  reads : 

“Proposed  occupancy  of  attic  is  contrary  to  Sections 
87.2.1.  and  4.2.1.  of  Building  Code.  See  Section 
2.1.3. 5  of  Building  Code  for  change  of  occupancy 
from  one  to  two  families. 

As  per  our  department  records,  previous  permits 
2426  of  1899  and  5807  of  1919  do  not  show  attic 
floor  plan  with  living  rooms.” 

Whereas,  the  building  is  two  stories  and  attic  (28  ft.) 
in  height,  22  ft.  by  62  ft.  in  area  at  1st  floor  and  22  ft.  by 
50  ft.  above  of  frame  construction,  erected  on  a  lot  34  ft. 
by  130  ft.  in  area,  located  in  a  residence  use,  “C”  area  dis¬ 
trict,  erected  in  1898  and  occupied  as  a  one  family  dwelling 
throughout.  It  is  proposed  to  alter  the  building  and  oc¬ 
cupy  same  as  follows:  Cellar— boilerroom  and  storage- 
no  persons;  1st  floor — dwelling — one  family;  2nd  floor 
and  attic— one  family;  total— two  families  throughout  the 
building ;  and 

Whereas,  the  applicant  contends  that  the  attic  rooms 
were  in  existence  at  the  time  the  present  owner  purchased 
the  house  14  years  ago;  that  no  added  hazards  are  pre¬ 
sented  by  the  proposed  alteration ;  that  the  2nd  floor  and 
attic  will  be  occupied  by  the  same  family  who  has  occupied 
same  for  14  years  and  will  remain  essentially  unchanged ; 
that  it  would  be  a  hardship  to  be  compelled  to  remove  the 
partitions  in  the  attic  at  this  time. 

Resolved ,  that  the  decision  of  the  acting  borough  superin¬ 
tendent,  on  Applic.  No.  14167-38,  be  and  it  hereby  is  modified, 
and  that  the  appeal  be  and  it  hereby  is  granted,  permitting 
the  occupancy  of  the  building,  on  condition  that  the  build¬ 
ing  shall  not  be  occupied  by  more  than  two  (2)  families, 
one  on  the  1st  floor  and  one  on  the  2nd  floor  and  attic; 
that  there  shall  be  an  agreement  filed  by  the  owner,  with 
the  acting  borough  superintendent  of  buildings,  that  at  no 
time  will  the  building  be  occupied  for  more  than  two  (2) 
families ;  that  the  building  shall  not  be  extended  in  height 
or  area;  that  there  shall  be  a  second  means  of  exit  from 
the  attic  story  installed,  which  may  be  in  the  form  of  a 
metal  ladder  at  the  rear,  to  a  balcony  at  the  2nd  story 
level  and  a  counter-balanced  drop  ladder  from  thence  to 
the  ground;  that  in  all  other  respects  the  building  shall 
comply  with  all  laws,  rules  and  regulations  applicable  to 
the  occupancy  and  use. 


1225-38-A. 

APPLICANT— New  York  Post  Graduate  Medical  School 
and  Hospital,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 304  East  21st  street,  south  side, 
110  ft.  east  of  Second  avenue  and  344-354  Second 
avenue  (Block  No.  926,  Lot  No.  1),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  John  Collins. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  9 

THE  RESOLUTION— 


(1225-38-A) 

Whereas,  New  York  Post  Graduate  Medical  School 
and  Hospital,  owner,  filed  December  30,  1938,  an  appeal 
from  an  order  and  a  decision  of  the  fiie  commissioner, 
affecting  premises  304  East  21st  street,  south  side,  110  ft. 
east  of  Second  avenue  and  344-354  Second  avenue  (Block 
No.  926,  Lot  No.  1),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  13689- 
LC,  dated  July  22,  1938,  reads: 

“In  reference  to  your  application  for  permit  to  store 
and  use  paint,  kindly  be  informed  that,  pursuant  to 
the  requirements  of  the  rules  governing  the  use  of 
equipment  for  spraying  of  paints,  varnishes,  and  other 
flammable  surface  coatings  as  adopted  and  amended 
by  the  Board  of  Standards  and  Appeals,  the  following 
must  be  done  before  permit  may  be  issued: — 

1.  Discontinue  the  spraying  of  any  article  or  thing 
with  any  flammable  paints,  varnishes,  lacquers  of  any 
other  flammable  substances,  mixtures  or  compounds 
commonly  used  for  painting,  varnishing,  staining  or 
similar  purposes,  on  these  premises.  Rule  1.3. 

NOTE:  Spraying  is  reported  done  in  No.  304^  Last 
21st  street,  which  is  used  in  part  as  a  dwelling.” 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  December  9,  1938,  which  reads 
in  part  as  follows : 

“The  violation  was  placed  against  the  building  for 
the  reason  that  this  department  was  informed  that 
this  was  a  Class  A  Multiple  dwelling.” 

and 

Whereas,  the  building  is  four  stories  and  cellar  (42  ft.) 
in  height,  20  ft.  by  53  ft.  in  area,  of  non-fireproof  con¬ 
struction,  erected  prior  to  1909,  located  in  an  unrestricted 
use  district  and  occupied  on  the  cellar  story  for  the  spray¬ 
ing  of  paint  on  hospital  furniture  and  equipment.  The 
balance  of  the  building,  although  designed  and  arranged 
for  occupancy  as  a  Class  A  Multiple  dwelling,  is  vacant; 
and 

Whereas,  the  applicant  contends  that  although  the 
building  is  classified  as  a  Class  A  Multiple  Dwelling,  it 
was  vacated  on  August  20,  1938  above  the  cellar  story ;  that 
it  is  proposed  to  demolish  the  building  during  the  year 
1939  and  it  will  never  again  be  used  as  a  tenement  house 
or  dwelling.  .  i 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
13689-LC,  be  and  it  hereby  is  modified,  and  that  the  appeal  l 
be  and  it  hereby  is  granted  on  condition  that  the  building, 
although  designed,  arranged  and  listed  as  a  Class  A 
multiple  dwelling,  shall  remain  vacant  at  all  times  as  far  as  ■ 
such  multiple  dwelling  occupancy  is  concerned ;  that  there 
shall  be  no  structural  connection  between  this  building  and  < 
the  hospital  building;  and  that  the  paint  spraying  shall  in 
all  other  respects  comply  with  the  requirements  of  the 
Paint  Spraying  Rules  of  the  Board  of  Standards  and 
Appeals  and  all  laws,  rules  and  regulations  applicable  to 
the  occupancy. 


1227-38- A. 

APPLICANT — Lama  and  Proskauer,  for  Samuel  Ruben- 
stein,  lessee. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 72-02  to  72-08  Northern  boule¬ 
vard,  southeast  corner  of  70th  street  (Block  No. 
1243,  Lot  No.  1),  Jackson  Heights,  Borough  of  : 
Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama.  J 

For  Administration :  David  Stone,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative . 0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 
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THE  RESOLUTION— 

(1227-38- A) 

Whereas,  Lama  and  Proskauer  for  Samuel  Rubenstein, 
lessee,  filed  December  30,  1938,  an  appeal  from  a  decision 
of  the  borough  superintendent,  department  of  housing  and 
buildings  affecting  premises  70-02  to  70-08  Northern  boule¬ 
vard,  southeast  corner  of  70th  street  (Block  No.  1243, 
Lot  No.  1),  Jackson  Heights,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent 
rendered  in  acting  on  N.B.  Application  No.  9382-38,  dated 
December  30,  1938,  reads: 

“11.  objection  No.  2  not  removed  (8  inch  wall 
exceeds  13  feet  in  height).” 

and 

Whereas,  the  premises  consist  of  a  plot  100  ft.  by  100 
ft.  in  area,  upon  which  it  is  proposed  to  erect  a  one  story 
budding,  14  ft.  6  in.  in  height,  29  ft.  6  in.  by  26  ft.  in 
area,  of  non-fireproof  construction,  to  be  occupied  as  an 
office,  automobile  laundry,  lubritorium  and  repair  shop, 
for  a  gasoline  service  station,  in  an  unrestricted  use  dis¬ 
trict;  and 

Whereas,  the  applicant  contends  that  Section  8.4.2.5, 
refers  only  to  buildings  with  multiple  stories  and  is  for 
calculation  of  wall  thickness  only.  In  this  paragraph  it 
provides  13  ft.  shall  be  assumed  as  a  maximum  height  of 
i  story.  This  is  for  calculation  only  and  does  not  refer 
o  one  story  buildings ;  that  the  department  of  housing  and 
nuddings  in  the  Borough  of  Queens  is  in  error  and  appli¬ 
cant  respectfully  requests  the  Board  of  Standards  and 
\ppeals  to  interpret  the  intention  of  the  Building  Code ;  and 

Whereas,  a  report  of  a  committee  of  the  board  was  read 
it  this  hearing  and  which  report  follows- 
REPORT  OF  COMMITTEE 


_  January  16,  1939. 

Re:  Cal.  No.  1227-1938- A. 

Premises:  72-02  to  72-08  Northern  boulevard 
S.  E.  cor  70th  st.,  Jackson  Heights. 

This  application  is  in  effect  for  an  interpretation  of 
the  provisions  of  the  Building  Code,  C  26-428.0 
(8.4.2.6).  The  department  has  ruled  that  an  8  in.  wall 
cannot  exceed  13  ft.  in  height  in  a  one-story  building 
Thirteen  feet  is  given  in  C  26-427.0  (8.4.2.S)  as  the 
assumed  maximum  height  of  a  story.  The  applicant 
claims  that  this  table  does  not  refer  to  a  one-story 
building  and  that  an  8  in.  wall  is  permitted  to  extend 
in  height  to  at  least  13  ft.  4  in.  or  in  height  twenty 
times  its  width  without  bracing  as  provided  in  section 
C  26-417.0  (8.4. 1.5). 

In  the  opinion  of  the  Committee,  the  ruling  of  the 
Borough  Superintendent  is  correct  and  that  an  8  in. 
wall  cannot  exceed  13  ft.  in  height,  except  as  provided 
in  C  26-443.0  (8.4.9. 1  and  8.4.9. 1.1). 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 
PATRICK  WALSH, 

„  .  Committee. 

Kesolved,  that  the  decision  of  the  borough  superintendent 
1  N.B.  Application  9382-38,  objection  No.  11,  be  and  it 
preby  is  affirmed  and  that  the  appeal  be  and  it  hereby 
denied. 

128-38- A -WF. 


PPLICANT — Joseph  B.  Lynch,  for  Gulf  Oil  Corpora¬ 
tion,  owner. 

OBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

REMISES  AFFECTED — 133-61  Roosevelt  avenue,  north¬ 
west  corner  of  Prince  street  (Block  No.  4973, 
Lot  Nos.  37-40  inclusive),  Flushing,  Borough  of 
Queens. 

PPEARANCES — 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration  :  David  Stone,  Department  of 
Housing  and  Buildings. 


AC  1  ION  OF  BOARD — Appeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . ’  q 

Absent  .  ’  q 

THE  RESOLUTION— 

( 1228-38-A-WF) 

Whereas,  Joseph  B.  Lynch,  for  Gulf  Oil  Corporation, 
owner,  filed  on  December  30,  1938,  an  application  for  the 
approval  of  erection  of  a  sign  pursuant  to  the  provisions 
of  the  resolution  adopted  by  the  Board  of  Estimate  and 
Apportionment,  creating  the  World’s  Fair  District  affect- 
ing  premises  133-61  Roosevelt  avenue,  northwest  corner 
of  Prince  street  (Block  No.  4973,  Lot  Nos.  37  to  40  inclu¬ 
sive),  Flushing,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent 
of  buildings,  in  acting  on  N.B.  App.  No.  10002-38,  dated 
December  16,  1938,  reads  : 

“The  erection  of  a  ground  sign  in  the  World  Fair 
Area  in  excess  of  30  square  feet  in  area,  is  contrary 
to  Section  4  of  the  World  Fair  Resolution.” 

and 

Whereas,  the  premises  consists  of  a  lot  82.43  ft.  by 
77-.20  ft.  irregular,  upon  which  has  been  erected  a  one- 
story,  fireproof  building,  occupied  in  conjunction  with 
the  gasoline  station  on  the  plot;  and 

Whereas,  it  is  proposed  to  erect  along  the  westerly  lot 
line,  paiallel  to  Prince  street,  a  metal  billboard  extending 
from  the  front  of  the  present  building  to  Roosevelt 
avenue.  On  this  billboard  there  will  be  a  circular  disc 
sign  with  a  diameter  of  10  ft.  and  a  6  sq.  ft.  poster  panel ; 
the  billboard  will  be  16  ft.  11J4  in.  at  its  highest  point; 
the  length  will  be  41  ft.  6  in. ;  the  billboard  will  be  son- 
structed  of  metal  frame  with  wood  batten  strips  covered 
on  front  with  metal,  with  glass  and  alumilite  bands  and 
the  rear  with  metal.  Other  than  the  disc  advertising  only 
the  brand  of  gasoline  “GULF”  and  the  small  poster  panel, 
no  other  writing  or  wording  will  be  placed  on  the  billboard  • 
and 

Whereas,  applicant  contends  that  the  premises  are  now 
occupied  as  a  gasoline  service  station,  built  in  1938;  that 
in  view  of  the  fact  this  billboard  will  serve  to  act  as  an 
interior  lot  line  wall  and  will  improve  the  appearance  of  the 
gasoline  service  station,  and  that  the  advertising  matter 
is  facing  away  from  the  World’s  Fair  at  a  height  of  not 
over  17  ft.  and  is  located  in  a  section  east  of  Flushing 
creek,  just  about  on  the  restriction  line  of  said  Fair, 
favorable  consideration  is  requested. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  on  N.B.  App.  10002-38  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condi¬ 
tion  that  the  sign  in  question  shall  be  constructed  substan¬ 
tially  as  shown  on  plans  filed  with  this  appeal  and  shall 
advertise  solely  the  business  of  the  gasoline  station  occu¬ 
pancy;  that  the  proposed  hedge  shall  be  maintained  at  all 
times ;  that  the  advertising  shall  be  only  on  the  easterly 
side  of  the  sign  and  that  the  westerly  side  shall  remain 
blank,  but  shall  present  a  smooth  surface  and  be  kept 
painted  at  all  times. 


1-39-A. 

APPLICANT — Albert  Goldhammer,  for  Park  Terrace 
Apartments,  Inc.,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 50-64  Park  terrace  west,  89-103 
Park  terrace  east,  521-535  West  215th  street  and 
520-550  West  217th  street  (Block  No.  2243,  Lot 
No.  240),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Albert  Goldhammer  and  Max 
Siegel. 

For  Administration :  J.  Scharf,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . . . .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(1-39- A) 

Whereas,  Albert  Goldhammer,  for  Park  Terrace 

Apartments,  Inc.,  owner,  filed  January  3.  1939,  an  appeal 

from  decisions  of  the  borough  superintendent  of  buildings, 
affecting  premises  50-64  Park  terrace  west,  89-103  Park 
terrace  east,  521-535  West  215th  street  and  520-550  West 
217th  street  (Block  No.  2243,  Lot  No.  240),  Borough  of 
Manhattan ;  and 

Whereas,  the  decisions  of  the  borough  superintendent, 
dated  December  29,  1938,  on  N.B.  Applic.  Nos.  201,  202, 
203,  204  and  205-1938,  read: 

“Replying  to  your  recent  inquiry,  please  be  advised 
that  we  shall  measure  the  height  of  the  proposed 
buildings  to  be  located  on  the  block  bounded  by  Park 
Terrace  East,  West  215th  street,  Park  Terrace  West, 
West  217th  street,  filed  under  new  building  applications 
201-1938,  202-1938,  203-1938.  204-1938  and  205-1938. 
from  the  curb  level  to  the  highest  point  of  the  p£nt 
house  roof  beams. 

The  plans  indicate  that,  for  each  of  these  buildings, 
height  so  measured  will  exceed  75  feet. 

We  shall  therefore  require  that  a  standpipe  system 
shall  be  provided  for  each  of  the  buildings,  in  ac¬ 
cordance  with  Section  16.1.1  of  the  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  block  bounded  by 
Park  Terrace  east,  West  217th  street.  Park  Terrace  west 
and  West  215th  street,  293  ft.  by  341  ft.,  irregular  in  area, 
upon  which  it  is  proposed  to  erect  five  8  story  and  pent 
house  fireproof  multiple  dwellings  each  158  ft.  by  73  ft. 
4  in.  in  area,  75  ft.  in  height  to  the  top  of  main  roof  beams 
and  84  ft.  1  in.  in  height  to  the  top  of  the  pent  house  roof 
beams;  and 

Whereas,  the  applicant  contends  that  these  buildings, 
being  multiple  dwellings,  should  be  _  governed  only  by 
the  definitions  established  in  the  Multiple  Dwelling  Law ; 
that  if  this  interpretation  is  not  sustained  by  the  board,  a 
modification  of  the  provisions  of  the  Building  Code  should 
be  granted,  as  the  installation  of  a  standpipe  system  would 
entail  an  unnecessary  hardship ;  that  the  buildings  are  of 
fireproof  construction,  Class  1,  which  is  superior  to  fire 
protected,  Class  2,  construction,  which  would  be  permitted ; 
that  the  pent  houses  will  not  exceed  1100  sq.  ft.  in  area 
each ;  that  there  will  be  two  pent  houses  on  each  building, 
a  total  area  of  22%  of  the  main  roof  area. 

Resolved,  that  the  decisions  of  the  borough  superinten¬ 
dent,  on  N.B.  Applic.  Nos.  201,  202,  203,  204  and  205  of 
1938,  be  and  they  hereby  are  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted,  waiving  the  requirements  for 
the  standpipe,  on  condition  that  the  height  of  each  building 
to  the  main  roof  does  not  exceed  75  ft.,  that  the  pent 
house  construction  shall  not  exceed  25%  of  the  roof  area 
and  that  the  area  of  each  building  shall  not  exceed  10,000 
sq.  ft. ;  that  the  rooms  in  the  pent  house  shall  be  used 
not  as  separate  apartments,  but  in  conjunction  _  with  the 
apartments  on  the  main  top  floor,  connected  by  individual 
stairs  and  that  such  rooms  in  the  pent  house  shall  not  be 
used  for  cooking. 


For  Applicant:  Harry  Greenberg. 

For  Administration:  David  Stone,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 


(6-39- A) 


Whereas,  Harry  Greenberg  for  Reynolds  Metals  Co., 
for  Bayside  Investors, _  Inc.,  owner,  filed  January  4,  1939, 
an  appeal  from  a  decision  of  the  borough  superintendent 
of  buildings,  affecting  premises  214-30  43rd  avenue,  south 
side,  between  214th  place  and  215th  street  (Block  No. 
6301,  Lot  No.  16),  Bayside,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  N.B.  Applic.  No.  8262-1938,  dated  January  4,  1939, 
reads : 

“The  use  of  Reynolds  Flameproof  Ecod  Lath 
throughout  the  building  without  interruption,  is  not 
permitted,  as  the  above  mentioned  lath  is  not  of  an 
approved  type.” 

and 

Whereas,  the  proposed  building  will  be  three  stories 
(34  ft.  2 in.)  in  height,  200  ft.  by  110  ft.  in  area,  of 
non-fireproof  construction,  located  in  a  residence  use  dis¬ 
trict  and  occupied  throughout  as  a  Class  A  multiple  dwel¬ 
ling;  and 

Whereas,  the  applicant  contends  that  the  material  has 
been  approved  by  the  Board  of  Standards  and  Appeals,  as 
meeting  the  requirements  of  Section  C26-30.0,  subdivision 
C  of  the  Administrative  Code  and  that  under  this  section, 
the  material  is  given  a  one  hour  fire  rating,  thereby  es¬ 
tablishing  its  use  as  a  fire-resisting  material  and  as  such 
should  have  the  approval  on  the  same  basis  as  some  metal 
laths  which  can  be  applied  continuously  on  a  six  story 
non-fireproof  building  without  interruption. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  N.B.  Applic.  No.  8262-38,  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  such  lath  shall  comply  with  the  require¬ 
ments  of  the  approval  of  the  Board  of  Standards  and 
Appeals  under  Cal.  No.  714-38-SM,  and  that  in  all  other 
respects,  the  installation  of  the  lath  shall  meet  the  re¬ 
quirements  of  the  Building  Code  as  to  expanded  metal 
lath. 


6-39- A. 

APPLICANT — Harry  Greenberg,  Reynolds  Metals  Co., 
for  Bayside  Investors,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 214-30  43rd  avenue,  south  side, 
between  214th  place  and  215th  street  (Block  No. 
6301,  Lot  No.  16),  Bayside,  Borough  of  Queens. 

APPEARANCES— 


7-39-A. 

APPLICANT — Warden  H.  Fenton,  Director  of  Bureau 
of  Architecture,  Department  of  Public  Works,  for 
the  City  of  New  York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 5520-5606  19th  avenue,  west 
side,  155  ft.  in.  south  of  55th  street  (Block 
No.  5494,  part  of  Lot  No.  8),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  A.  M.  Morris. 

For  Administration  :  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  J 

Negative  .  jj 

THE  RESOLUTION— 

(7-39-A) 

Whereas,  Warden  H.  Fenton,  Director,  Bureau  of 
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Architecture,  Department  of  Public  Works,  for  The  City 
of  New  York,  owner,  filed  January  4,  1939,  an  appeal 
from  a  decision  of  the  acting  borough  superintendent  of 
buildings,  affecting  premises  5520-5606  19th  avenue,  west 
side,  155  ft.  7H  in.  south  of  55th  street  (Block  No’  5494 
part  of  Lot  No.  8),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent 
on  N.B.  Applic.  No.  5587-1938,  dated  January  3,  1939’ 
reads : 

“1.  Capacity  of  gasoline  tanks  not  to  exceed  550 
gallons.  Section  C-19-51-0  of  the  Administrative 
Code, 
and 

Whereas,  the  proposed  building  will  be  one  story  and 
mezzanine,  (37  ft.  A]/2  in.)  in  height,  139  ft.  by  199  ft.  in 
area,  of  fireproof  construction,  equipped  with  a  standpipe 
system,  located  in  a  residence  use  district  and  to  be  occu¬ 
pied :  1st  floor— garage  and  office— 7  persons;  2nd  floor- 
locker  rooms,  wash  rooms,  toilets  and  offices— 30  persons, 
for  which  a  variation  of  the  use  district  regulations  was 
granted  under  Cal.  No.  341-37-BZ;  and 
Whereas,  the  applicant  contends  that  this  structure  is 
to  house  approximately  100  trucks  and  items  of  snow 
removal  equipment  belonging  to  the  department  of  sanita¬ 
tion  ;  that  the  operation  of  said  equipment  and  trucks 
requires  storage  of  a  considerable  quantity  of  gasoline 
upon  the  premises;  that  to  comply  with  this  demand  it 
is  proposed  to  install  two  gasoline  tanks,  each  1000  gallon 
capacity,  instead  of  four  tanks  of  550  gallon  capacity 
which  the  code  permits;  that  this  method  will  be  much 
safer  than  the  installation  of  the  greater  number  of  small 
tanks,  as  it  will  require  less  piping. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  N.B.  Applic.  No.  5587-38,  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  two  gasoline  storage  tanks  proposed 
shall  not  exceed  1,000  gallons  capacity  each  and  shall  in 
all  other  respects,  comply  with  the  requirements  of  the 
Administrative  Code  and  that  the  tanks  shall  comply  in 
construction,  with  the  Oil  Burner  Rules  of  the  Board  of 
Standards  and  Appeals,  for  tanks  of  this  capacity. 


14-39- A. 

APPLICANT  James  S.  Anderson,  for  Manufacturer’s 
Trust  Company,  as  Committee  of  William  Jerome 
Toomey,  owner. 

SUBJECT  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 7-11  New  Chambers  street  and 
251-253  William  street,  northeast  corner  (Block 
No.  119,  Lot  Nos.  37  and  38),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Clarance  Mudge. 

For  Administration:  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(14-39- A) 

W  hereas,  James  S.  Anderson,  for  Manufacturer’s 
rust  Company,  as  committee  of  William  Jerome  Toomey 
(incompetent),  owner,  filed  January  7,  1939,  an  appeal 
rom  an  order  and  a  decision  of  the  fire  commissioner, 
attecting  premises  7-11  New  Chambers  street  and  251-253 
William  street,  northeast  corner  .  (Block  No.  119,  Lot 
Nos  37  and  38),  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  2528- 
LF,  dated  October  4,  1938,  reads: 

“1.  Repair  defective  shutters  with  proper  iron 


shutters  or  approved  fireproof  windows  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open- 
ing  m  any  other  building  and  not  in  the  same  place 
with  said  openings  and  which  are  not  more  than  50  ft 
above  a  neighboring  roof  at  north  and  east  side  of 
buildmg  or  other  approved  protection,  Section  491a2- 
2.0  Administrative  Code. 

2.  Properly  paint  iron  shutters  on  north  and  east 
sides  of  building.  Section  491a2-2.0  Administrative 
Code. 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of 
th«  fire  commissioner,  dated  December  9,  1938;  and 

Whereas,  the  building  is  six  stories  and  cellar  (82  ft.) 
in  height,  90  ft.  3  in.  front  on  New  Chambers  street  48 
ft.  2  in.  on  William  street,  with  a  depth  of  64  ft.  4  in  ’  of 
non-fireproof  construction,  equipped  with  a  sprinkler  sys¬ 
tem,  erected  in  1885,  located  in  an  unrestricted  use  district 
and  occupied :  Cellar— storage  and  boiler  room— 1  person  • 
1st  floor— storage  and  printing— 18  persons;  2nd  floor— 
printing  10  persons ;  3rd  floor — printing  and  engraving — 
10  persons;  4th  floor— embossing— 2  persons;  5th  floor 
electrotyping— 9  persons;  6th  floor— electrotyping— 3  per¬ 
sons;  and  ^ 

Whereas,  the  applicant  contends  that  the  building  is 
equipped  with  an  approved  wet  pipe  automatic  sprinkler 
system,  supplied  by  a  10,000  gallon  gravity  tank  above 
the  roof  and  two  siame.se  connections,  one  on  William 
street  and  one  on  New  Chambers  street  and  an  electric 
pump  in  the  cellar ;  that  Central  station  alarm  service  is 
maintained ;  that  the  sprinkler  system  is  inspected  monthly ; 
that  sprinkler  heads  are  located  at  an  average  distance  of 
not  more  than  4  ft.  from  window  openings ;  that  each 
window  opening  has  a  protection  of  at  least  one  head ;  that 
the  building  is  subdivided  into  two  separate  fire  areas  •  that 
the  exposures  to  the  north,  consist  of  9  or  10  brick  build¬ 
ings,  3  to  5  stories  high,  fronting  on  Park  Row  and  in 
practically  all  of  these  buildings,  the  only  floor  occupied 
is  the  ground  floor ;  that  about  40%  of  the  space  in  the 
building  in  question  is  vacant ;  that  the  cost  of  repairing  or 
painting  shutters  affected  by  the  order,  would  be  an 
undue  hardship. 

oc?QT°T?  ed’  the  order  of  the  fire  commissioner,  No. 
2528-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  exposure 
windows  shall  be  equipped  with  approved  fireproof  win¬ 
dows  or  new  shutters  and  the  defective  or  missing  shut¬ 
ters  repaired  or  replaced  within  a  period  of  two  (2)  years 
from  the  date  of  this  resolution. 


17-39-A. 

APPLICANT — Croker  Fire  Prevention  Corporation,  for 
Moss  Manufacturing  Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 422  Withers  street  and  397- 
405  Vandervoort  avenue,  southwest  corner  (Block 
No.  2878.  Lot  No.  18),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Sidney  M.  Strauss. 

For  Administration :  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  o 

THE  RESOLUTION— 


(17-39-A) 

Whereas,  Croker  Fire  Prevention  Corporation,  for 
Moss  Manufacturing  Co.,  owner,  filed  January  9,  1939, 
an  appeal  from  an  order  of  the  fire  commissioner  affecting 
premises  422  Withers  street  and  397-405  Vandervoort 
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avenue,  southwest  corner  (Block  No.  2878,  Lot  No.  18), 
Borough  of  Brooklyn  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
74026-LC,  dated  January  21,  1938,  reads: 

“4.  Discontinue  the  maintenance  of  any  open  flame 
(gas  oven  and  heater  for  soldering  iron  on  2nd 
story).” 

Whereas,  the  said  order  was  repeated  in  a  decision  of 
the  fire  commissioner  dated  December  9,  1938 ;  and 

Whereas,  the  building  is  2  stories  (23  ft.)  in  height, 
96  ft.  by  100  ft.  in  area  of  non-fireproof  construction, 
equipped  with  a  sprinkler  system ;  erected  in  1905,  located 
in  an  unrestricted  use  district  and  occupied:  1st  floor — 
manufacture  of  metal  products,  60  persons ;  2nd  floor 
spraying,  assembly,  spot  welding,  office  and  storage,  33 
persons ;  and 

Whereas,  the  applicant  contends  that  the  spot  welding 
on  the  second  floor  is  done  in  a  portion  separated  from  the 
balance  of  the  building  by  8  in.  brick  walls;  that  the 
violation  refers  to  the  oven  located  on  the  Jackson  street 
front  on  the  second  floor,  located  approximately  29  ft. 
11  in.  from  the  spray  booths,  which  are  installed  in  ac¬ 
cordance  with  the  requirements;  that  the  oven  referred 
to  is  gas  fired,  properly  insulated  on  all  sides  with  metal, 
with  local  and  remote  controls  for  the  gas,  the  remote 
controls  being  located  on  the  first  floor  near  the  street 
entrance  to  the  building;  that  the  building  is  equipped 
throughout  with  a  one  source  automatic  sprinkler  system 
fed  by  means  of  a  6  inch  water  connection  to  the  City 
main ;  that  the  system  is  maintained  at  all  times  in  perfect 
working  order;  that  the  building  is  under  the  constant 
supervision  of  a  watchman,  24  hours  a  day. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
74026-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
he  and  it  hereby  is  granted  on  condition  that  the  oven 
having  open  flame,  shall,  be  not  nearer  than  approximately 
30  feet  from  the  spray  booths;  that  no  other  open  flame 
shall  be  maintained  in  this  portion  of  the  2nd  floor,  which 
shall  be  separated  by  fireproof  partitions,  from  the  balance 
of  the  2nd  floor,  where  spot  welding  is  carried  on  and  all 
openings  shall  be  protected  with  fire  doors ;  that  the  gas 
flames  shall  be  confined  within  the  ovens  and  that  there 
shall  be  a  vent  not  less  than  12  inches  in  diameter  leading 
directly  from  the  oven  to  the  outer  air;  that  in  all  other 
respects  the  requirements  of  the  fire  commissioner  shall  be 
complied  with,  as  well  as  all  other  laws,  rules  and  regu¬ 
lations  applicable  to  this  occupancy. 


27-39-A. 

APPLICANT— Claude  Neon  Lights,  Inc.,  for  All-Amer¬ 
ican  Bus  Development  Corporation,  lessee. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 1506-1512  Broadway  and  160- 
168  West  44th  street,  southeast  corner  (Block  No. 
996,  Lot  No.  61),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  E.  E.  Bondy. 

For  Administration:.  J.  Scharf,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative . . 

Negative:  Chairman  Murdock,  Commissioners 
'  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  . . .  •  ^ 

THE  RESOLUTION— 

(27-39-A) 

Whereas,  Claude  Neon  Lights,  Inc.,  for  All  American 
Bus  Development  Corporation,  lessee,  filed  on  January 
9  1939,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  dept,  of  housing  and  buildings,  affecting  premises 


1506-1512  Broadway  and  160-168  West  44th  street,  southeast 
corner  (Block  No.  996,  Lot  No.  61),  Borough  of  Manhat- 

ta\VHEREAS,  the  decision  of  the  borough  superintendent, 
dated  December  30,  1938,  in  re  Violation  227-1938,  reads . 

“In  answer  to  your  letter  of  December  22,  1938, 
relative  to  the  above  violation,  you  are  advised  that 
Violation  227-1938  was  filed  January  14,  1938: 

‘In  that  the  electric  sign  erected  parallel  to  the 
building  does  not  clear  sidewalk  by  10  ft.  being  about 
9  ft.  4  in.  above  the  sidewalk 

You  are  hereby  directed  to  raise  sign  to  clear  side¬ 
walk  by  10  ft. 

Approximate  size  8  ft.  by  18  in. 

Location— attached  to  building  parallel,  1st  story. 

Wording — American  Bus  Depot. 

Electric  Sign  Application  1562-1937.’ 

This  department  has  no  authority  to  grant  an  exten¬ 
sion  of  time,  and  the  proper  thing  to  do  would  be  to 
make  an  appeal  to  the  Board  of  Standards  and  Appeals. 

Your  request  for  extension  of  time  is  therefore 
denied.” 

Whereas,  the  building  is  14  stories  (150  ft.)  in  height,  ' 
102  ft.  by  131  ft.  in  area,  of  fireproof  construction; 
equipped  with  a  standpipe  system ;  located  in  a  business  i 
use,  “B”  area  district;  erected  in  1907;  occupied:  Cellar- 
storage;  1st  floor,  hotel  and  stores,  2nd  to  14th  floors, 
inclusive,  hotel ;  and 

Whereas,  the  applicant  contends  that  the  sign  in  ques¬ 
tion  is  the  completed  exterior  finish  of  the  store  front 
above  the  glass  facia ;  that  as  laid  out  on  the  building  line, 
part  of  the  sign  encroached  upon  the  height  requirement 
as  set  forth  in  the  Code;  that  a  detailed  drawing  of  the 
sign,  shows  its  exact  placing  on  the  building,  with  measure¬ 
ments  as  to  size  and  height  above  sidewalk,  prepared  by  the 
applicant  for  presentation  to  the  City  department,  that  the 
applicant  instructed  its  permit  agent  to  make  application 
for  exception  to  the  rule  for  special  approval,  covering 
the  erection  of  the  sign  at  its  present  location;  that  the 
agent  reported  that  application  had  been  made  and  that 
official  approval  by  way  of  an  exception  had  been  granted, 
permitting  the  legal  erection  of  the  sign;  that  Permit  No. 
1562-37  was  issued  and  the  applicant  proceeded  to  erect 
the  sign ;  that  the  present  position  of  the  sign  is  but  8 
inches  short  of  the  legal  limitation;  that  there  is  no 
question  of  hazard  to  pedestrians  involved;  that  to  make 
changes  in  the  sign  at  this  date  would  be  an  unnecessary 
hardship ;  and 

Whereas,  it  appears  that  the  permit  issued  was  for  a 
sign  conforming  to  requirements  of  the  law. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  in  re  Violation  No.  227-38  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


29-39-A. 

APPLICANT— John  B.  Reschke,  for  Charles  J.  Keogh, 
owner.  ] 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
borough  superintendent  of  buildings. 

PREMISES  AFFECTED— 548  Leonard  street,  east  side, 
150  ft.  south  of  Nassau  street  (Block  No.  2681, 
Lot  No.  60),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  B.  Reschke. 

For  Administration :  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . .  4 

Negative  .  |j] 

Absent  .  "j 

THE  RESOLUTION- 
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(29-39- A) 

Whereas,  John  13.  Reschke,  for  Charles  J.  Keogh 
owner,  filed  on  January  11,  1939,  an  appeal  from  a  decision 
of  the  acting  borough  superintendent  of  building,  depart¬ 
ment  of  housing  and  buildings,  affecting  premises  548 
Leonard  street,  east  side,  150  ft.  south  of  Nassau  street 
(Block  No.  2681,  Lot  No.  60),  Borough  of  Booklyn ;  and 
Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  dated  December  28,  1938,  on  Alt.  App.  No.  14184- 
1  38,  reads : 

“1.  Proposed  installation  of  new  bath  room  on  3rd 
floor  contrary  to  Code  Section  87.2.1.” 

and 

Whereas,  the  building  is  3  stories  (32  ft.)  in  height, 

I  25  ft.  by  34  ft.  in  area,  of  frame  construction;  erected 
about  1885;  located  in  an  unrestricted  use  district;  occu- 
picd.  Cellar  ordinary;  1st  and  2nd  floors,  one  family- 
3rd  floor,  one  family,  total— two  families ;  and 
Whereas,  the  applicant  contends  that  this  structure 
was  erected  about  1885  as  a  3-story  frame  dwelling  and 
;  occupied  by  one  family;  that  before  the  adoption  of  the 
Building  Code  in  1915,  the  use  of  the  building  was  changed 
1  to  that  of  a  two-family  dwelling  occupied  as  follows : 
1st  and  2nd  floors — one  family;  3rd  floor — one  family  • 
these  two  families  were  sharing  one  bath  and  application 
was  filed  for  the  installation  of  a  bathroom  for  the  use  of 
!  the  family  occupying  the  3rd  floor.  As  no  new  construe- 
tion  is  involved  and  this  is  an  existing  occupancy  and  the 
■  owner  is  endeavouring  to  improve  the  sanitary  facilities 
ot  the  building,  it  is  requested  that  the  board  approve  the 
i  alteration  as  proposed. 

I  .  Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent,  on  Alt.  App.  No.  14184-38  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
permitting  the  building  under  appeal  to  be  occupied  by 
i  two  families,  one  on  the  first  and  second  floors  and  one 
on  the  third  floor,  on  condition  that  the  building  shall  not 
be  extended  in  height  or  area  and  at  no  time  shall  be 
occupied  by  more  than  two  families ;  that  an  agreement 
to  that  effect,  signed  by  the  owner,  shall  be  filed  with  the 
borough  superintendent;  that  there  shall  be  a  second  means 
;  ot  exit  installed,  to  permit  exit  from  the  third  story,  which 
may  consist  of  an  exterior  iron  ladder  leading  from  a  3rd 
story  window  at  the  rear,  to  a  balcony  at  the  2nd  floor 
level,  with  a  counterbalanced  drop  ladder  to  grade 


32-39-A. 

APPLICAN1 — Croker  Fire  Prevention  Corporation,  for 
^onard  Street  Corporation,  owner. 

oUBJLCi  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 23  Leonard  street,  north  side, 
J24  ft.  9 3/s  in.  west  of  Varick  street  (Block  No. 
1/9,  Lot  No.  47),  Borough  of  Manhattan 
APPEARANCES— 

For  Applicant:  Sidney  M.  Strauss. 

For  Administration:  Inspector  Maher,  Fire  De¬ 
partment. 

THE*  VOTe"  — Appeal  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . ’  ‘ '  0 

Absent  .  q 

THE  RESOLUTION— 


(32-39-A) 

V  hereas,  Croker  Fire  Prevention  Corporation,  for  23 
ioemnar(  btreet  Corporation,  owner,  filed  on  January  11, 
iv3y,  an  appeal  from  an  order  and  decision  of  the  fire 
commissioner,  affecting  premises  23  Leonard  street,  north- 
if’  xt  4  m.  west  of  Varick  street  (Block  No.  179, 

°‘  4?) >  Borough  of  Manhattan;  and 
Whereas,  the  order,  No.  3190-LF,  issued  by  the  fire 
commissioner  November  23,  1938,  reads: 
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and 


„  1-  Provide  an  automatic  fire  alarm  complete  with 
Central  Office  connection,  in  the  cellar.  Art  16 
Chapter  26,  Administrative  Code” 


Whereas,  said  order  was  repeated  in  decisions  of  the 

nmCOm?ISSIOner  dated  January  5,  1939  and  January  12 
1939;  and  ’ 

VV hereas,  the  building  is  6  stories  and  cellar  (70  ft.) 
in  height,  25  ft.  6  in.  by  83  ft.  in  area,  of  non-fireproof 
consti  uction ;  equipped  with  a  non-automatic  sprinkler 
system  in  the  cellar;  located  in  an  unrestricted  use  district  - 
erected  prior  to  1900  and  occupied:  cellar — storage  of  fer¬ 
tilizer,  chairs  and  iron  stoves — no  persons;  1st  floor 
stoiage  ot  fertilizer,  ladders,  sleds,  etc.,  no  persons;  2nd 
floor,  repacking  toothpicks— 3  persons;  3rd  floor,  storage 
of  empty  kerosene  stoves,  rubber  hose,  ash  cans,  no 
persons;  4th,  5th  and  6th  floors— Ivacant ;  and 

Whereas,  the  applicant  contends  that  the  cellar  is 
equipped  throughout  with  a  non-automatic  sprinkler  sys- 
tem  with  heads  and  piping,  as  indicated  on  the  plans 
filed  with  this  appeal ;  that  there  exists  a  Siamese  connection 
in  front  of  the  premises,  connected  to  the  non-automatic 
sprinkler  system;  it  is  respectfully  requested  that  the 
spunkier  system,  as  it  exists,  be  permitted  to  remain 
without  the  necessity  of  installing  a  central  office  connec¬ 
tion,  due  to  the  fact  that  the  merchandise  stored  in  the 
cellai  is  practically  all  incombustible  material, 
nm  ^at  •  e  orclei'  of  the  fire  commissioner,  No. 

3190-Lb,  lie  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  existing 
non-automatic  sprinkler  system  in  the  cellar  shall  be  put 
m  good  working  condition  and  maintained  to  the  satis¬ 
faction  of  the  fire  commissioner. 


46-39-A. 


Prospect  borwarding  Co.,  Inc.,  owner. 
oUBJECi— Appeal  from  an  order  of  the  fire  commissioner 
ie  Transportation  of  fuel  oil  in  tank  truck  (not 
of  approved  type)  in  New  York  City 
APPEARANCES— 

For  Applicant :  A.  Huppert. 

For  Administration :  Inspector  Meyer,  Fire  De¬ 
partment. 

ION  OF  BOARD— Appeal  granted  on  condition. 

I  HE  VOTE — 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  q 

Absent  .  ’  q 

THE  RESOLUTION— 


(46-39-A) 

Whereas,  the  Prospect  Forwarding  Co.,  Inc.,  owner, 
filed  January  13,  1939,  an  appeal  from  an  order  of  the 
fire  commissioner,  relative  to  the  use  of  a  truck  for  the 
transportation  of  fuel  oil ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  15199- 
LC,  dated  December  14,  1938,  reads: 

“1.  Provide  an  inside  emergency  valve  of  the  quick 
closing  type  at  the  outlet  orifice  from  each  compart¬ 
ment.  Valve  shall  be  installed  independent  of  the 
outside  pipe  connections  and  arranged  to  close  with 
the  flow  of  the  liquid.  Section  10.1.” 

and 

Whereas,  the  tank  truck  consists  of  a  Hvaas  steel  tank, 
650  gallons  capacity,  divided  into  two  compartments,  one 
of  2a0  gallons  and  the  other  400  gallons,  mounted  on  a 
1937  Ford  chassis  and  identified  as  applicant’s  No.  16;  and 
Whereas,  the  applicant  contends  that  a  permit  was 
issued  for  2  years  on  the  exact  same  equipment,  and  had 
been  issued  for  some  years  prior  thereto,  to  the  former 
owner that  Item  No.  1  of  the  order  of  the  fire  depart¬ 
ment  is  incapable  of  being  complied  with,  by  reason  of 
the  fact  that  the  truck  is  equipped  with  external  valves, 
which  operate  in  a  proper  fashion;  that  in  order  to  pro¬ 
vide  internal  valves,  as  required  in  said  order,  the  tank 
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would  have  to  be  cut  open,  and  a  new  fuel  tank  would  be 
required  to  be  built,  the  cost  of  which  is  prohibitive  and 
in  excess  of  the  value  of  the  tank. 

Resolved ,  that  the  order  of  the  fire  commissioner,  No 
15199-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  in  all  other 
respects,  the  applicant’s  truck  No.  16,  shall  comply  with 
all  the  requirements,  and  granted  only  during  the  life  of 
the  present  chassis. 


47-39-A. 

APPLICANT— George  M.  Fritze,  for  U.  S.  Gypsum  Com¬ 
pany,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 561  Richmond  terrace,  north 
side,  opposite  Franklin  avenue  (Block  No.  4,  Lot 
No.  21),  New  Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  George  M.  Fritze. 

For  Administration :  H.  Stenberg,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  ,  „ 

Affirmative:  Chairman  Murdock,  Commission- 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ^ 

Absent  . u 

THE  RESOLUTION— 

(47-39-A) 

Whereas,  George  M.  Fritze,  for  U.  S.  Gypsum  Com¬ 
pany,  owner,  filed  January  13,  1939,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings,  at- 
fecting  premises  561  Richmond  1  errance,  north  side, 

opposite  Franklin  avenue  (Block  No.  4,  Lot  No.  21), 

New  Brighton,  Borough  of  Richmond;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  12,  1939,  in  acting  on  Alt.  Application  No. 
1527-38,  reads : 

“1.  The  proposed  alteration  of  a  commercial  occu¬ 
pancy,  together  with  the  connected  buildings,  exceeds 
the  area  limits  for  buildings  not  of  fireproof  construc¬ 
tion.  With  its  height  of  55  ft.  and  area  of  13,000  sq. 
ft.  it  will  have  physical  connections  with  29,500  sq. 
ft.  of  fireproof  and  27,400  sq.  ft.  of  non-fireproof 
structures,  giving  the  connected  structures  a  total  area 
of  70,000  sq.  ft.  ( C26-239.0,  C26-254.0). 

3.  A  standpipe  system  is  required  for  the  height 
and  area,  as  the  proposed  alteration  exceeds  the 
limits  allowed  for  non-hazardous  structures  (C26- 
1381.0).” 

and  .  r 

Whereas,  it  is  proposed  to  erect  a  two  story  non-tue- 

proof  building  60  ft.  in  height,  200  ft.  by  42  ft.  in  area, 
as  an  addition  to  the  existing  sheet  rock  manufacturing 
plant,  located  on  the  north  side  of  Richmond  Terrance,  as 
shown  on  plans  filed  with  this  appeal.  The  proposed 
building  will  be  occupied  on  the  cellar  level  as  a  railroad 
right-of-way  and  on  the  1st  and  2nd  stories,  for  the  stor¬ 
age  of  sheet  rock— 3  persons  per  floor;  and 

Whereas,  the  applicant  contends  that  the  proposed 
addition  will  be  used  for  storing  finished  plaster  board, 
which  is  non-combustible;  that  the  additional  floor  space 
provided,  will  permit  the  storage  of  the  plaster  board  in 
a  manner  easily  accessible  to  the  six  truck  loading  berths 
now  existing  at  the  east  end  of  the  building,  fronting  on 
Richmond  Terrace;  that  fireproofing  the  steel  columns 
for  the  south  side  of  the  proposed  extension,  will  cause 
them  to  project  beyond  the  limits  of  the  required  railroad 
track  clearances;  that  the  proposed  structure  will  be  of  a 
standard  type  used  by  the  applicant  throughout  the  coun¬ 
try;  that  it  has  been  found  free  from  fire  hazard,  without 
the  addition  of  fireproofing  or  standpipe  systems;  that 
the  1st  and  2nd  stories  of  the  proposed  addition  will  be 


of  reinforced  concrete  construction  and  will  match  up 
with  the  plans  of  the  existing  building  to  the  south;  that 
the  panels  and  windows  on  the  north  wall  of  the  existing 
building  will  be  removed ;  that  the  sides  and  end  of  the 
new  structure  will  be  covered  with  corrugated  asbestos 
board ;  that  the  roof  will  be  of  sheet  rock  with  3  in.  of 
poured  gypsum  Pyrofill  on  steel  purlins  with  built  up 
roofing ;  that  the  existing  standpipe  in  the  south  portion 
of  the  building  will  be  adequate,  as  each  outlet  is  equipped 
with  100  ft.  of  hose. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  on  Alt.  App.  No.  1527-38  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  ob¬ 
jection  No.  1  thereof,  on  condition  that  the  new  building 
shall  be  used  solely  for  the  storage  of  non-inflammable 
material  and  as  to  objection  No.  3,  that  the  standpipe 
outlets  shall  be  so  located  that  all  parts  of  the  proposed 
addition  can  be  reached  with  not  over  100  feet  of  hose. 


348-34- A. 

APPLICANT— Samuel  Rosenblum,  for  The  Mantrose 
Corporation,  owner.  ,  I 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit— re  Appeal  from  an  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 136  41st  street,  south  side, 

240  ft.  east  of  First  avenue  (Block  No.  716,  Lot 
No.  20),  Borough  of  Brooklyn.  2  i 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock.  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  J 

Negative  .  jj  I 

THE  RESOLUTION— 

(348-34- A) 

Whereas,  the  Mantrose  Corporation,  owner,  filed,  De¬ 
cember  11,  1934,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  136  41st  street,  soul}1  ^jne,  < 
240  ft.  east  of  First  avenue  (Block  No.  716,  Lot  No.  20), 
Borough  of  Brooklyn ;  and 

Whereas,  this  appeal  was  granted  by  the  board  June 
18  1935,  on  certain  conditions,  the  resolution  amended 

November  19,  1935,  December  1,  1936  and  January  11, 
1938,  and  applicant  requested  extension  of  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  June  18,  193d,  as 
amended  on  November  19,  1935,  only  so  far  as  it  refers 
to  the  continuation  of  the  permit,  so  that  as  amended, 
the  resolution  shall  read :  .  . 

“Resolved,  that  the  order  of  the  fire  commissioner, 
dated  November  20,  1934,  No.  65459-LC,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  ; 
is  granted,  permitting  the  use  and  storage  of  liquified 
chlorine  in  one-ton  cylinders,  on  condition  that  not 
more  than  eighteen  (18)  such  cylinders  shall  be  stored 
on  the  premises;  and  that  the  requirements  approved 
by  the  fire  commissioner  under  Alteration  No.  624-25  I 
shall  be  complied  with;  that  the  additional  require¬ 
ments  as  embodied  in  the  report  of  the  committee  of 
the  board,  dated  June  17,  1935,  shall  also  be  complied 
with  except  as  to  Item  No.  1  of  said  report  which  is 
amended  to  read  :  I 

“1.  That  the  cylinder  being  drawn  from  shall  be 
supported  with  rigid  steel  or  reinforced  concrete 
saddles  and  strapped  into  place  to  prevent  movement 
until  emptied.” ; 

and  except  as  to  Item  No.  4  of  said  report  which  is 
amended  to  read :  .  . 

‘‘4.  That  in  addition  to  the  present  pump  and  piping 
from  buried  caustic  soda  tank,  a  separate  600-gallon 
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tank  shall  be  installed  within  the  chlorine  storage  room, 
as  indicated  on  plans  marked  ‘Received  November  19^ 
1935,’  and  directly  over  the  pit  in  which  the  cylinder 
being  drawn  from  is  located;  that  there  shall  be  a  3- 
mch  discharge  line  into  pit  controlled  by  an  easy- 
opening  valve  located  directly  outside  the  exterior  door 
and  properly  marked;  that  the  main  flood  line  from 
the  buried  tank  shall  be  branched  with  2-inch  lines  so 
that  soda  can  be  readily  distributed  at  intervals  of  not 
over  10  ft.  into  the  storage  tank;  that  the  pump  shall 
be  housed  in  fireproof  enclosure,  in  which  the  electric 
switch  controlling  same  shall  be  located  and  the  switch 
removed  from  present  location  in  stairhall  and  that 
this  modification  shall  continue  for  one  year  from 
the  date  of  this  amended  resolution 


327-38- A. 

APPLICANT— Gross  Morton  Jamaica  Estates  Corpora¬ 

tion,  owner. 

SUBJECT.  Application  for  consideration — reopening  and 
amendment— re  Appeal  from  decisions  of  the  bor¬ 
ough  superintendent  of  buildings. 

PREMISES  AFFECTED — 75-80  182nd  street,  northwest 
corner  of  Union  turnpike  and  75-86  182nd  street 
west  side,  49  ft.  north  of  Union  turnpike  (Block 
No  7196,  Lot  Nos.  41  and  42),  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  George  M.  Gross. 

ACTION  Ob  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  q 

HE  RESOLUTION— 

(327-38-A) 

Whereas,  Gross  Morton  Jamaica  Estates  Corporation, 
pphcant  and  owner,  filed  on  May  3,  1938,  an  appeal  from 
ecisions  of  the  borough  superintendent  of  buildings,  de- 
artment  of  housing  and  buildings,  affecting  premises  75-80 
82nd  street,  northwest  corner  of  Union  turnpike  and  75-86 

82nd  street,  west  side,  49  ft.  north  of  Union  turnpike 

Block  No.  7196,  Lot  Nos.  41  and  42),  Jamaica,  Borough 
f  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent 
11  ^PP-  2709  and  2710-38,  dated  April  28,  1938,  reads 
5  fobows : 

“1.  _  The  erection  of  a  frame  structure  within  the 
fire  limits  is  contrary  to  C26-247.0  of  the  adminis¬ 
trative  code.” 
id 

Whereas,  the  premises  consist  of  a  plot  98.3  ft.  by  100 
•  m  area>  on  which  it  is  proposed  to  erect  two  2-story 
ame,  one-family,  dwellings,  23  ft.  in  height,  one  of  which 
jill  be  25  ft.  by  32  ft.  in  area,  and  one  23  ft.  by  26  ft. 

area  and  two  one-story  brick  veneered  garages,  11  ft. 

Y  ft-  *n  area  each,  one  of  which  will  be  erected  at 
ie  rear  of  each  lot  when  the  plot  is  eventually  subdivided 
to  two  lots,  one  of  which  will  be  48.5  ft.  by  90  ft.  in 
-ea  and  the  corner  lot  to  be  49.81  ft.  front  on  182nd 
reet  and  95.99  ft.  on  Union  turnpike;  and 
Whereas,  the  applicant  contends  that  it  is  unwise  to 
avc  . an  undeveloped  fringe  of  business  property  sur- 
bunding  a  residential  community.  It  remains  barren  and 
'improved, .  reflecting  upon  the  property  value  of  the 
ljacent  residential  district,  to  its  detriment;  that  it  is 
oposed  to  surface  the  outside  of  the  first  story  of  each 
■veiling  and  the  garage  with  four  inches  of  brick  or 
asonry  veneer  with  stucco  above.  All  buildings  will  be 
ovided  with  slate  roofs;  and 

Whereas,  this  appeal  was  granted  by  the  board  May  10, 


1938,  on  certain  conditions  and  applicant  requested  an 
amendment  ot  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  May  10,  1938  so  that  as 
amended,  it  shall  read : 

Resolved,  that  the  decisions  of  the  borough  superin¬ 
tendent,  as  to  N.B.  App.  No.  2709  and  27fO-19J8  be 
and  they  hereby  are  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  to  permit  the  erection  of 
dwellings  as  proposed,  on  condition  that  they  shall  be 
for  residential  purposes  only,  limited  in  occupancy  to 
one  family  and  shall  comply  with  the  zoning  require- 
merits  for  an  F-area  district,  except  that  the  buildings 
may  exceed  18  ft.  in  height  up  to  the  plate  line,  pro¬ 
vided  such  height  is  not  in  excess  of  25  ft.;  that  the 
first  story  of  the  buildings  shall  be  of  masonry  or 
laced  with  masonry  veneer;  that  the  roofs  shall  be 
oi  natural  slate  that  the  chimney  breasts  may  extend 
into  the  side  yard  areas  for  a  distance  of  two  (2)  ft. 
and  that  one  of  the  required  side  yards  for  each 
building  shall  be  not  less  than  five  (5)  ft.  in  width, 
provided  the  distance  between  the  dwelling  on  one 
plot  and  the  dwelling  on  the  adjacent  plot  is  not  less 
than  eleven  (11)  ft.  and  that  the  other  side  yard  is 
not  less  than  12  ft.  in  width;  that  the  interior  bearing 
partitions  may  be  permitted  as  required  for  an  area 
outside  the  fire  limits;  that  a  private  garage  for  not 
more  than  two  cars  may  be  constructed  on  each  plot, 
on  condition  that  such  garage  is  for  the  accommoda¬ 
tion  of  not  more  than  two  cars  for  use  by  the  occu¬ 
pants  of  the  dwelling  on  the  plot  and  that  same  shall 
be  constructed  of  masonry  or  masonry  veneered  walls 
and  with  slate  roofs ;  that  any  windows  less  than 
three  (3)  ft.  from  the  plot  lines  shall  be  constructed 
with  metal  frames,  glazed  with  wire  glass  and  made 
self-closing. 

Resolved  further,  that  in  the  event  the  owner  de¬ 
sires  to  extend  the  building  to  be  erected  on  the  corner 
lot,  covered  by  N.B.  App.  No.  2709-38,  by  adding 
thereto  at  the  rear,  a  one-story  extension  not  over  20 
ft.  in  depth  by  the  width  of  the  house,  such  extension 
may  be  constructed,  on  condition  that  in  all  other 
respects,  the  requirements  of  this  resolution  shall  be 
complied  with ” 


GENERAL  RESOLUTION 

375-38-GR. 

APPLICANT — For  reopening — Austin  W.  Magee. 
SUBJECT — Application  for  consideration — reopening  and 
amendment — re  General  Resolution  relating  to 
alteration  or  replacement  of  signs  on  buildings  not 
conforming  to  the  use  district  in  which  they  are 
located. 

APPEARANCES— 

For  Applicant:  Austin  W.  Magee. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(375-38-GR) 

Resolved,  that  where  a  legal  non-conforming  use  has 

signs  upon  the  premises  that  legally  existed  prior  to  the 

adoption  of  the  zoning  resolution  or  the  adoption  of  the 
more  restrictive  zoning,  a  new  sign  advertising  the  same 
use,  replacing  such  an  existing  sign  may  be  erected,  pro¬ 
vided  such  sign  is  erected  in  the  same  location  and  posi¬ 
tion  on  the  premises  and  does  not  exceed  in  area  the  sign 
which  it  is  proposed  to  replace  and  has  the  same  type  of 
illumination,  if  any,  and  does  not  project  over  the  build- 
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ing  line  for  a  greater  distance  than  the  sign  to  be  replaced 
and  that  where  a  “brand  name  sign”  advertising  the  gas¬ 
oline  sold,  is  changed  as  herein  permitted,  no  new  sign 
erected  in  substitution  of  an  existing  sign,  shall  exceed 
thirty  (30)  square  feet. 


VARIATIONS  OF  LABOR  LAW 

1212-38-S. 

APPLICANT — Jack  Fein,  for  Sam  Mischon,  owner. 
SUBJECT — Variation  of  the  Labor  Law  as  cited  in  a 
decision  of  the  acting  borough  superintendent  of 
buildings. 

PREMISES  AFFECTED— 105-107  Johnson  avenue,  north 
side,  75  ft.  east  of  Leonard  street  (Block  No.  3060, 
Lot  Nos.  30  and  32),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Jack  Fein. 

For  Administration  :  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  January  24,  1939, 
at  2  P.M.,  for  further  consideration  by  the  board. 


1210-38-S. 

APPLICANT — Erwin  Rebafka,  for  625  Madison  Avenue 
Corporation,  owner,  and  New  York  State  In¬ 
surance  Fund,  lessee. 

SUBJECT — Variation  of  the  Labor  Law  as  cited  in  a 
decision  and  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 617-627  Madison  avenue,  east 
side,  from  east  58th  street  to  East  59th  street, 
37-41  East  58th  street  and  36-54  East  59th  street 
Block  No.  1294,  Lot  No.  46),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  E.  Rebafka,  W.  F.  Lucas  and 
R.  Williams. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(1210-38-S) 

Whereas,  Erwin  Rebafka,  for  625  Madison  Avenue 
Corporation,  owner,  and  New  York  State  Insurance  Fund, 
lessee,  filed  December  27,  1938,  an  application  for  a  vari¬ 
ation  of  the  labor  law,  as  cited  in  a  decision  and  order 
of  the  fire  commissioner,  affecting  premises  617-627  Madi¬ 
son  avenue,  east  side,  from  East  58th  street  to  East  59th 
street,  37-41  East  58th  street  and  36-54  East  59th  street 
(Block  No.  1294,  Lot  No.  46),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 
November  30,  1938,  reads : 

“Replying  to  your  communications  of  October  25th 
and  November  29th,  1938,  relative  to  the  necessity  for 
conducting  a  fire  drill  under  the  Labor  Law  in  the 
above  premises,  you  are  advised  that  an  inspection 
report  of  November  1st,  1938,  shows  a  total  of  36 
persons  engaged  in  factory  work,  the  total  occupancy 
being  approximately  1800  persons. 

“Further,  the  two  source  sprinkler  system  does  not 
cover  the  8th,  9th  and  10th  stories. 

“While  your  viewpoint,  as  to  disturbing  large  bodies 
of  non-factory  occupants  for  fire  drill  purposes  and 
the  relatively  small  area  used  for  factory  work,  is  un¬ 
derstood  and  appreciated,  the  Labor  Law  is  mandatory 
in  cases  of  this  kind  and  must  be  enforced  by  this 
department.” 

and 

Whereas,  the  order  of  the  fire  commissioner,  No.  93503- 
LF,  dated  March  18,  1932,  reads: 

“An  inspection  of  the  premises  33-41  East  58th  street, 


Borough  of  Manhattan,  shows  that  a  fire  drill  should 
be  established  and  maintained  therein  according  to  the 
requirements  of  section  279  of  the  Labor  Law.  The 
Labor  Law  specifically  charges  the  fire  commissioner 
with  the  duty  of  enforcing  the  provisions  of  the  law, 
as  to  fire  drills. 

“This  law  also  holds  the  owner  of  such  premises 
responsible  for  the  proper  supervision  and  maintenance 
of  fire  drills.  It  is,  therefore,  your  duty  to  organize 
and  maintain  a  fire  drill  in  the  above  premises  in  ac¬ 
cordance  with  the  rules  and  regulations  of  the  Board 
of  Standards  and  Appeals.” 

Whereas,  the  building  is  ten  stories  (122  ft.)  in  height, 
200  ft-  10  in.  on  Madison  avenue,  90  ft.  7  in.  on  East  58th 
street  and  200  ft.  on  East  59th  street,  of  fireproof  con¬ 
struction,  equipped  with  a  two-source  automatic  sprinkler 
system  up  to  the  7th  story,  a  standpipe  system  and  a 
manually  operated  local  interior  fire  alarm  system  super¬ 
vised  by  the  American  District  Telegraph  Company.  Cer¬ 
tificate  of  occupancy  No.  19485  was  issued  March  9,  1934, 
at  which  time  the  fire  department  order  was  outstanding; 
the  building  is  equipped  with  two  interior  stairs  and  one 
fire  tower  extending  direct  from  street  to  the  roof ;  and 

Whereas,  the  applicant  contends  that  in  an  emergency, 
fire  Apparatus  may  be  summoned  from  any  story  in  the 
building  without  leaving  the  premises;  that  the  only  man¬ 
ufacturing  conducted  above  the  7th  floor,  is  in  Room  813, 
that  this  tenant  has  been  notified  that  his  lease,  which  ex¬ 
pires  on  January  31,  1939,  will  not  be  renewed;  that  there¬ 
after.  the  only  manufacturing  above  the  1st  story  will  be 
on  the  third  floor;  that  the  main  tenant  in  the  budding  is 
the  New  York  State  Insurance  Fund,  who  pays  a  rental 
in  excess  of  $100,000.  per  annum;  that  said  tenant  has  re¬ 
quested  that  the  fire  drill  be  discontinued  on  the 
ground  that  such  drills  are  not  required  in  a  building 
of  this  type  and  the  conduct  of  its  business  is  seriously 
impaired  and  that  the  loss  of  time  annually  involves  an 
expense  of  upwards  of  $2,500.  a  year  and  it  is  requested 
that  permission  be  granted  to  discontinue  the  monthly 
fire  drills  and  at  the  same  time  continue  the  existing  cer- 
ficate  of  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  Order  No.  93503-LF  of  the  fire  commis¬ 
sioner,  so  as  not  to  require  a  fire  drill,  on  condition  that 
the  2-source  sprinkler  system  up  through  and  including 
the  7th  floor,  shall  be  maintained  in  accordance  with  all 
requirements  relative  thereto  and  that  a  manually  operated 
interior  alarm  system  supervised  by  the  American  District 
Telegraph  Company,  shall  be  maintained  and  that  no 
manufacturing  shall  be  carried  on  in  the  floors  above  the 
7th  floor,  where  no  sprinkler  system  is  installed,  except 
that  the  present  tenant  on  the  8th  floor  may  remain  until 
January  31,  1939;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto,  except  as  varied  by  the  board 
under  Cal.  Nos.  463-29-S  and  306-31-S. 


48-39- S. 

APPLICANT— George  M.  Fritze,  for  U.  S.  Gypsum  Com¬ 
pany,  owner. 

SUBJECT — Variation  of  the  Labor  Law  as  cited  in  a 
decision  of  the  commissioner  of  buildings. 
PREMISES  AFFECTED— 561  Richmond  terrace,  north 
side,  opposite  Franklin  avenue  (Block  No.  4,  Lot 
No.  21),  New  Brighton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  George  M.  Fritze. 

For  Administration:  H.  Stenberg,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Applicaton  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  4 
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Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(48-39- S) 

Whereas,  George  M.  Fritze,  for  U.  S.  Gypsum  Com- 
|  pany,  owner,  filed  January  13,  1939,  an  application  for  a 
variation  of  the  Labor  Law,  as  cited  in  a  decision  of  the 
borough  superintendent  of  buildings  affecting  premises 
561  Richmond  Terrace,  nlorth  side,  opposite  Franklin 
avenue  (Block  No.  4,  Lot  No.  21),  New  Brighton,  Bor¬ 
ough  of  Richmond ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
Alt.  App.  No.  1527-38,  dated  January  12,  1939,  reads: 

“2.  At  least  two  (2)  exits  are  required,  one  of 
which  must  be  an  enclosed  fireproof  stairway  and  no 
point  must  be  over  100  ft.  distant  from  such  exit. 
(Sec.  270,  Chap.  50,  Laws  of  1921 — Labor  Law.)” 

and 

Whereas,  it  is  proposed  to  erect  a  two  story  non-fire- 
proof  building  60  ft.  in  height,  200  ft.  by  42  ft.  in  area, 
as  an  addition  to  the  existing  sheet  rock  manufacturing 
plant  located  on  the  north  side  of  Richmond  Terrace,  as 
shown  on  plans  filed  with  this  application.  The  proposed 
building  will  be  occupied  on  the  cellar  level  as  a  railroad 
right-of-way  and  on  the  1st  and  2nd  stories,  for  the 
storage  of  sheet  rock — 3  persons  per  floor ;  and 

Whereas,  the  applicant  contends  that  the  present  build¬ 
ing  is  only  34  ft.  wide  and  6  large  loading  berths,  which 
can  be  used  for  exits,  now  exist  near  the  east  end ;  that 
in  addition  to  these  exits,  there  are  three  street  doors 
and  trucking  ramps  from  basement  to  the  2nd  floor  in  the 
existing  building;  that  the  proposed  addition  will  widen 
the  present  1st  and  2nd  floors  to  76  ft.;  that  the  addition 
will  be  used  for  the  storage  of  finished  plaster  board,  which 
will  be  handled  by  electric  trucks;  that  in  view  of  the  large 
number  of  exits  and  the  fact  that  the  resultant  increased 
floor  width  will  be  only  76  ft.  and  no  combustible  ma¬ 
terials  will  be  stored,  additional  exits  are  not  necessary ; 
that  the  existing  building  is  equipped  with  four  interior 
fireproof  stairs  each  44  in.  in  width ;  one  trucking  ramp 
which  leads  from  the  2nd  story  to  the  basement  level,  a 
trucking  bridge  which  leads  to  building  No.  6B  on  the 
north  side  of  the  railroad  tracks  and  a  bridge  at  the 
1st  story  level  which  leads  to  building  No.  5A  on  the 
north  side  of  the  railroad  tracks. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  requirements  of  the 
Labor  Law,  as  cited  in  a  decision  of  the  borough  superin¬ 
tendent,  acting  on  Alt.  App.  1527-38,  and  that  the  appeal 
be  and  it  hereby  is  granted  as  to  objection  No.  2  thereof, 
on  condition  that  the  means  of  exit,  as  shown  on  plans 
filed  herein,  from  the  new  proposed  storage  building,  shall 
be  maintained  at  all  times  and  that  no  manufacturing 
shall  be  done  in  the  proposed  extension. 


APPLIANCES  SUBMITTED  FOR  APPROVAL 

297-23-SA. 

APPLICANT — Automatic  Sprinkler  Company  of  Amer¬ 
ica,  owner. 

SUBJECT — Application  for  approval  of  Remote  Control 
Deluge  Valve  for  Standpipe  Systems  (Reopened 
September  27,  1938). 

APPEARANCES— 

For  Applicant :  H.  W.  Smith. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  the  engineer  of  the  board. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . 1 .  0 

Absent  .  0 

THE  RESOLUTION— 

(297-23-SA) 

Whereas,  the  Automatic  Sprinkler  Company  of  America, 


owner,  filed  March  10,  1923,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Remote  Control  Deluge  Valve ;  and 

Whereas,  this  application  was  withdrawn  November  24, 
1931  and  reopened  by  vote  of  the  board,  September  27, 
1938,  for  approval  of  the  Remote  Control  Deluge  Valve, 
for  use  with  standpipe  systems ;  and 

Whereas,  this  appliance  was  submitted  to  the  engineer 
of  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  engineer  of  the  board,  sup¬ 
plemented  by  that  of  the  representative  of  the  division  of 
fire  prevention,  fire  department,  was  as  follows : 

“The  remote  controls  and  deluge  valves  are  manu¬ 
factured  by  the  ‘Automatic’  Sprinkler  Comp,  of  America. 
The  controls  are  in  two  types,  one  a  break-glass,  lo¬ 
cated  at  each  hose  station,  the  other  is  operated  by  a 
turn  of  the  wheel  of  hose  valve.  The  valve  is  located 
at  the  source  of  water  supply  to  the  system,  in  a  heated 
enclosure  when  the  building  is  unheated.  When  the 
remote  control  is  set,  a  diaphragm  is  held  in  position 
by  a  spring.  When  the  glass  is  broken,  or  at  the  turn 
of  the  wheel  of  hose  valve,  the  diaphragm  is  sprung 
into  a  closed  position  and  displaces  air  into  tubing 
installed  in  iron  conduit  to  the  deluge  valve  and  trips 
the  seat  of  valve  into  an  open  position. 

The  device  has  been  tested  and  approved  by  the 
Underwriters’  Laboratories,  as  the  Automatic  Model  A, 
in  both  types  of  control  for  standpipe  system. 

The  break-glass  type  was  tested  at  the  premises  3536 
Park  avenue,  Bronx,  on  an  existing  2/2  inch  stand¬ 
pipe  system,  which  consisted  of  three  approved  hose 
outlets  supplied  directly  from  city  main  at  49  lbs.  pres¬ 
sure.  The  deluge  valve  was  located  in  a  heated  en¬ 
closure  in  the  cellar  and  in  a  test  at  one  hose  outlet 
on  first  story,  water  was  discharged  through  hose 
valve  3^4  seconds  after  glass  control  valve  was  broken. 

It  is  recommended  that  the  Automatic  Model  A 
Deluge  Valve  and  Controls,  when  manufactured  and 
installed  in  accordance  with  the  Underwriters’  Report, 
No.  1190,  be  approved  on  condition  that  the  controls 
in  both  types,  contain  the  approval  number  of  the 
Board  of  Standards  and  Appeals.  That  instructions  to 
operate  the  controls  and  valves  be  posted  at  each  hose 
outlet  and  control  valve ;  that  the  Siamese  header  shall 
connect  on  the  system  side  of  the  deluge  valve,  to  allow 
unobstructed  Siamese  operation,  and  that  the  standpipe 
system  be  otherwise  installed  in  accordance  with  the 
standpipe  requirements  of  Chapter  26  of  the  Admin¬ 
istrative  Code,  except  those  sections  which  require  the 
standpipe  system  to  be  protected  from  freezing  on  the 
interior  of  buildings.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Remote  Control 
Deluge  Valve,  manufactured  by  the  Automatic  Sprinkler 
Company  of  America,  when  manufactured,  installed  and 
operated  in  accordance  with  the  above  report,  on  condition, 
that  the  appliance  shall  have  a  label,  permanently  affixed 
thereto,  reading : 

Approved  by  the 

BOARD  OF  STANDARDS  AND  APPEALS 
For  Use  in  New  York  City 
Under  Cal.  No.  297-23-SA 


788-38-SA. 

APPLICANT — National  Heat  and  Power  Co.,  Inc.,  owner. 
SUBJECT — National  Heat  and  Power  Co.,  Inc.,  Oil 
Burner,  approval  of. 

APPEARANCES— 

For  Applicant :  Jacob  F.  Link. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  the  engineer  of  the  board. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . 0 

Absent  .  0 
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THE  RESOLUTION— 

(788-38-SA) 

Whereas,  the  National  Heat  and  Power  Co.,  Inc.,  owner 
filed  September  13,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  National  Heat  and  Power  Co.  Inc.  Oil 

Burner ;  and  . 

WMereas,  this  appliance  was  submitted  to  the  engineer 

of  the  board  for  report ;  and 

Whereas,  the  report  of  the  engineers  of  the  board  sup¬ 
plemented  by  that  of  the  representatives  of  the  division 
of  combustibles,  fire  department,  was  as  follows: 

“This  oil  burner  is  of  the  horizontal  rotary  cup  type. 
The  burner  consists  of  a  Westinghouse  electric  motor 
ranging  from  V?  to  3  H.P.  The  motor  is  equipped 
with  a  hollow  steel  shaft  for  the  purpose  of  delivering 
the  oil  to  the  cup.  On  the  shaft  of  the  motor  there 
is  also  mounted  a  straight  bladed  aluminum  fan,  of 
large  enough  capacity  so  as  to  properly  atomize  and 
break  up  the  oil  that  is  sent  through  the  hollow  steel 
shaft.  Attached  to  the  shaft,  there  is  a  fuel  pump  of 
the  gear  type,  which  operates  at  low  speeds,  due  to  the 
reduction  gear  attached  to  motor  shaft. 

The  atomizing  cup  is  made  of  bronze  and  by  reason 
of  centrifugal  force,  the  oil  is  spread  to  a  thin  film  as 
it  is  expelled  from  the  cup’s  edge.  . 

The  gravity  type  burner  has  no  pump  incorporated 
directly  at  the  burner,  but  comes  equipped  with  an 
approved  pump  set.  These  burners  are  equipped  with 
Wells  Electric  Preheaters  Type  A. 

Ignition— dual,  gas  and  electric  being  used 
Controls — all  manufactured  by  the  Minneapolis 
Honeywell  Company,  and  consist  of  Pressuretrol ; 
Pyrostat  and  Protecto-relay  No.  175-R  of  the  delayed 
type  used  for  regulating  the  oil.  A  reverse  Aquastat 
is  used  in  the  low  water  preheater. 

Oil  valve — an  oil  regulating  valve  manufactured  by 
the  General  Contact  Valve  Company. 

The  burner  was  operated  and  with  a  cold  combustion 
chamber  and  oil  supply  shut  off,  the  controls  func¬ 
tioned  and  shut  the  burner  down  in  45  and  47  seconds 
respectively.  The  burner  was  then  put  into  normal 
operation.  Ignition  was  instantaneous  without  any 
puff  backs  and  during  the  period  of  test,  the  flame 
was  clean  and  free  of  smoke  and  soot. 

Examination  of  the  combustion  chamber  showed  no 
undue  carbon  deposits.  During  this  period  of  time,  all 
the  controls  on  the  burner  functioned  as  designed. 
These  two  types  of  burners  are  designed  for  operation 
with  preheated  No.  6  oil  and  with  No.  4  and  No.  5  oil, 

without  preheating.  .  . 

As  a  result  of  this  inspection  and  test,  it  is  recom¬ 
mended  that  the  National  Heat  and  Power  Company 
Oil  Burner  be  approved  for  use  in  New  York  City, 
when  installed  in  accordance  with  the  Oil  Burner  Rules 
of  the  Board  of  Standards  and  Appeals,  on  condition 
that  the  burner  shall  bear  a  label  permanently  affixed 
reading:  “Approved  bv  the  Board,  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  No. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  approve  the  appliance  known  as  the  National  Heat 
and  Power  Co.  Inc.  Oil  Burner,  when  constructed,  installed 
and  operated  in  accordance  with  the  report. 


1110-38-SA. 

APPLICANT— Samuel  W.  Ross,  for  Advance-Crescent 
Corporation,  owner. 

SUBJECT — Crescent  Preheater  for  Oil  Burning  Equip¬ 
ment — approval  of. 

APPEARANCES— 

For  Applicant:  Samuel  W.  Ross. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  the  engineer  of  the  board. 

THE  VOTE  TO  APPROVE— 


Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  ••  4 

Negative  .  ~  1 

Absent  . . .  ^  I 

THE  RESOLUTION— 

(1110-38-SA) 

Whereas,  Samuel  W.  Ross,  for  the  Advance-Crescent 
Corporation,  owner,  filed  December  2,  1938,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  of 
the  appliance  known  as  the  Crescent  Preheater  for  Oil 
Burning  Equipment ;  and 

Whereas,  this  appliance  was  submitted  to  the  engineer 

of  the  board  for  report ;  and  >  , 

Whereas,  the  report  of  the  engineer  of  the  board,  sup¬ 
plemented  by  that  of  the  representatives  of  the  division 
of  combustibles  of  the  fire  department,  was  as  follows: 

“This  preheater  consists  of  a  coil  made  of  extra 
heavy  steel  tubing,  the  two  arms  made  for  connection  1 
to  same  extending  12  inches  each  beyond  the  jacket 
of  the  heater.  Underneath  the  coil  is  an  ordinary  gas 
heater  connected  to  which  is  a  magnetic  gas  valve. 
The  gas  heater  is  supplied  from  a  pilot  light 

In  the  oil  line  was  located  a  Minneapolis  Honeywell 
immersion  type  Aquastat  for  controlling  the  tempera¬ 
ture  of  the  oil.  The  operation  of  the  heater  is  manual, 
with  the  exception,  that  while  it  is  in  operation,  the 
Aquastat  prevents  anv  abnormal  heating  of  the  oil 
The  oil  may  only  be  ‘heated  to  a  pre-determined  and 
set  temperature.  When  this  temperature  in  the  oil  isjj 
reached,  the  aquastat  operates  the  magnetic  gas  valve 
and  shuts  off  the  flame  in  the  burner  and  leaves  only 
the  pilot  light  burning. 

The  preheater  was  operated  under  actual  working 
conditions  and  it  was  found  that  the  controls  all  func¬ 
tioned  as  designed.  _  .  . 

As  a  result  of  this  inspection  and  test,  it  is  recom¬ 
mended  that  the  Crescent  Preheater  be  approved  for 
voluntary  or  required  use,  where  same  is  required  for 
the  operation  of  the  burner  and  when  installed  in 
accordance  with  the  Oil  Burner  Rules  of  the  Board 
of  Standards  and  Appeals.” 

Resolved,  that  the  Board  of  Standard  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Crescent  Pre¬ 
heater  for  oil  burning  equipment,  when  constructed,  in¬ 
stalled  and  operated  in  accordance  with  the  report  and 
with  the  Oil  Burner  Rules  of  the  Board  of  Standards  and 
Appeals,  on  condition  that  the  appliance  shall  bear  a  label 
permanently  affixed  thereto,  reading: 

Approved  by  the 

BOARD  OF  STANDARD  AND  APPEALS 
For  Use  in  New  York  City 
Under  Cal.  No.  1110-38-SA. 


MATERIALS  SUBMITTED  FOR  APPROVAL 

471-38-SM. 

APPLICANT— National  Tube  Company,  owner. 

SUBJECT— Approval  of  Duroline  Steel  Pipe,  manufac¬ 
tured  bv  National  Tube  Company. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE. 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . 

Absent  .  ^ 

THE  RESOLUTION— 

(471-38-SM) 

Whereas,  the  National  Tube  Company,  owner,  filed 

June  8,  1938,  an  application  with  the  Board  of  Standards 
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and  Appeals  for  approval  of  the  material  known  as  the 
Durolene  Steel  Pipe,  manufactured  by  the  National  Tube 
Company ;  and 

Whereas,  this  material  was  submitted  to  the  committee 
on  tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  committee  on  tests,  was  as 
follows : 

REPORT  OF  COMMITTEE  ON  TESTS. 

January  13,  1939. 

Cal.  No.  471-38-SM. 

Approval  of  Duroline  Steel  Pipe. 

The  National  Tube  Company,  filed  June  8,  1938,  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  material  known  as  Duroline  Steel 
Pipe  for  use  in  hot  and  cold  water  lines  of  house  water 
supply  systems  under  C  26-1240.0  A.C.  (14.3.14  BC). 
This  material  is  manufactured  by  the  applicant  at  its 
plant  at  McKeesport,  Pa.,  in  sizes  J4,  24,  1,  1J4,  1 Y,  2, 
2j4,  3,  3/2  and  4,  5,  6,  8,  10  and  12  inch  in  nominal 
lengths  of  16  and  22  feet.  (See  Figure  1). 


FIGURE  1 


Pipe  for  Durolining  is  prepared  by  removing  all  pro¬ 
tective  coatings,  grease  or  oil  from  steel  pipe  in  a 
caustic  soda  bath.  A  predetermined  quantity  of  neat 
Duroline  cement  is  charged  into  the  pipe  and  applied 
to  the  walls  by  centrifugal  or  mandrel  methods.  Dur¬ 
ing  this  operation,  the  pipe  is  properly  supported  to 
maintain  the  uniformity  of  lining.  After  lining,  the 
ends  are  inspected  for  proper  thickness  and  finish.  The 
lining  is  then  cured  by  a  combination  of  moisture  and 
steam  for  a  period  of  several  days,  after  which  the 
lining  has  acquired  sufficient  hardness  to  withstand 
commercial  handling. 

The  Duroline  cement  used  for  lining  the  pipe,  is 
made  from  blast  furnace  slag  and  the  cement  has  the 
following  chemical  composition : 


SiO, 

38.71 

MNO 

5.04 

AUO, 

7.48 

CAO 

38.34 

MgO 

.66 

CO, 

.66 

SO, 

.63 

TiO, 

.79 

FEO 

4.60 

Fe,0, 

3.06 

Ignition  Loss  — 

This  cement,  on  the  basis  of  the  observation  of  the 
Committee,  is  well  suited  to  its  use  and  has  a  good 
bond  with  the  inner  wall  of  the  steel  pipe,  where,  be¬ 
cause  of  methods  of  manufacture,  the  lining  appears 
homogeneous  throughout. 

The  Committee  of  the  Board  inspected  the  manu¬ 
facture  of  this  material  in  all  its  stages.  Tests  were 
conducted  to  determine  the  effect  of  bending,  vibration, 


shock,  cutting  and  threading  and  also  the  effects  of 
expansion  and  contraction.  The  bending  tests  were 
performed  on  a  1-inch  pipe,  which  was  held  in  position 
and  then  bent  until  it  was  distorted  about  2  feet  from 
its  original  place.  Upon  cutting  and  examination  at 
the  maximum  point  of  bending,  it  showed  no  effect  on 
either  the  pipe  or  lining.  This  cut  off  piece  of  pipe  was 
then  subjected  to  shock  by  means  of  hammering  with 
a  5  lb.  hammer  and  again  showed  no  effect  on  either 
pipe  or  lining.  A  piece  of  this  pipe  was  then  placed  in  a 
vise  and  distorted.  It  was  only  when  the  pipe  was  well 
distorted,  that  the  lining  cracked.  A  shock  test  was 
also  made  of  a  4-inch  sized  pipe  by  dropping  the  pipe 
from  a  height  of  7  feet,  end  first,  on  the  iron  floor  of 
the  building.  The  end  which  hit  the  floor  last  was  dis¬ 
torted  out  of  shape  with  a  few  small  cracks  extending 
into  the  pipe  for  a  distance  equivalent  to  the  distortion 
in  it.  This  same  length  of  4  inch  pipe  was  then  sub¬ 
jected  to  tests,  to  observe  effects  of  expansion  and  con¬ 
traction,  by  first  placing  in  a  boiling  water  bath  and 
then  in  cold  water,  with  no  apparent  effect  on  the 
lining.  Samples  of  these  test  specimens  as  described 
above  have  been  submitted  to  the  board.  The  pipe  is 
tested  from  600-2500  lbs.  per  sq.  in.  depending  upon  size. 

Observations  were  also  made  with  respect  to  the  cut¬ 
ting  and  threading  of  the  pipe  it  was  apparent  that  with 
ordinary  care  and  the  usual  methods,  good  workman¬ 
ship  could  be  obtained. 

On  the  basis  of  these  tests  it  is  recommended  that 
Duroline  Steel  Pipe  and  couplings  which  are  similarly 
lined  and  made  in  sizes  y2,  24,  1,  1  Ya,  lj4,  2,  2 1/2,  3, 
3J4,  4,  5,  6,  8,  10  and  12-inch  be  approved  for  use  in 
New  York  City  in  house  supply  systems  for  hot  and 
cold  water  and  for  drainage  lines  from  kitchen  waste 
C  26-1240.0  A.C.  (14.3.14  B.C.),  provided  that  all  pipe 
or  niping  and  couplings  shall  be  threaded  at  the  factory 
and  that  the  threads  be  protected  by  means  of  a  suit¬ 
able  cover.  That  the  fittings  for  use  with  this  piping 
shall  be  of  the  usual  type  and  lined  with  Duroline  in 
accordance  with  the  manufacturer’s  specifications  and 
that  when  using  these  fittings,  caution  shall  be  ob¬ 
served  in  applying  the  film  material,  so  as  to  completely 
fill  the  gap  between  the  lining  of  the  pipe  and  the 
connections.  It  is  further  recommended  that  all  con¬ 
nections  be  made  with  regular  manufacturers’  fittings, 
precluding  tapping  of  the  pipe.  This  material,  when 
shipped  for  use  in  New  York  City,  shall  be  stenciled, 
tagged  or  labelled,  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Cal. 
No.  471-38-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Duroline  Steel 
Pipe,  manufactured  by  the  National  Tube  Company,  when 
manufactured,  used  and  stencilled,  tagged  or  labelled,  in 
accordance  with  the  above  report. 

670-38-SM. 

APPLICANT— -Koppers  Company,  owner. 

SUBJECT — Koppers  Built-up  Roofings — approval  of. 
APPEARANCES— 

For  Applicant :  R.  R.  Meistrell. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 
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(670-38-SM) 

Whereas,  R.  R.  Meistrell  for  the  Koppers  Company, 
owner,  filed  July  26,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Koppers  Built-Up  Roofing ;  and 

Whereas,  this  material  was  submitted  to  the  committee 
of  the  board  on  tests  for  test  and  report;  and 

Whereas,  the  report  of  the  committee  on  tests  was  as 
follows : 

REPORT  OF  COMMITTEE  ON  TESTS. 

Re:  670-38-SM 

Approval  of  Koppers  Built-Up  Roofing. 

Mr.  R.  R.  Meistrell,  for  the  Koppers  Company, 
owner,  filed  July  26,  1938,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
material  known  as  Koppers  Built-Up  roofing  as  tested 
herein  under  tests  specified  in  C26-680.  Adm.  Code 
( 10.12.1 1.1BC)  and  Group  16,  Art.  2  Adm.  Code 
(10.1.16  BC). 

This  roofing  material  was  tested  at  the  plant  located 
at  Metuchen,  N.  J. 

The  following  test  samples  consisted  of  complete 
assemblies  of  roof  deck  and  coverings  as  are  applied 
in  practice  having  an  area  of  12  scj.  ft.  Upon  these 
roof  decks,  a  fully  burning  brand  was  placed  for  the 
purpose  of  investigating  the  possibility  of  spread  of 
flame,  ignition  of  the  wod  decking  and  the  depth  of 
charring.  Results  of  these  tests  and  specifications  for 
heavier  roof  coverings  including  greater  coverage  than 
the  specimens  tested,  are  described  herein.  The  quanti¬ 
ties  of  waterproofing  material  used  between  plies  are 
30  lbs.  per  square,  top  coatings  of  smooth  roof  are  25 
lbs.  per  square  and  ton  coatings  on  roofs  covered  with 
slag  or  gravel  (300  and  400  lbs.  respectively)  was  60 
to  75  lbs.  per  square. 

The  tarred  rag  felt  had  weights  and  area  as  follows : 


Grade 

15#  Tarred  felt 
Koppers  Approved 
Grade 

14#  Tarred  Felt 
12#  Tarred  Felt 
Pitch  used  in  the 
1938  had  the  folio 


Required  weight 
per  roll  of 
432  sq.  ft. 
60.5  —  69 


56  —  65 
47.5—56 

roofings  tested  on 


Actual  weight 
average  50  per 

65.1 


59.4 

52.3 

December 


15th, 


Softening  Point 

(Cube-in- Water  Method) 
Ductility  (cm.) 

Specific  gravity  at 

77°/77°F. 

Insoluble  in  carbon 
disulphide  (per  cent) 
Ash  (per  cent) 

Distillate  under  300°  C. 

(per  cent) 

Specific  gravity  of 
distillate  at  100°/60°  F. 


Federal  Spec. 
RP-381 
Type  I 

Analysis  of 
Old  Style 
Pitch  used  in 
test  roofings 

140  to  150°  F. 
50  minimum 

144°  F. 

60  plus 

1.22  to  1.34 

1.27 

15  to  30  _  20.6 

1%  maximum  0.14 

12%  maximum  5.7 

1.03  minimum 

1.05 

Tests  were  performed  on  typical  roof  decking  repre¬ 
sentative  of  each  group  of  roof  material  as  follows : 

BUILT-UP  ROOFING  AND  REROOFING 
SPECIFICATIONS. 

Test  No.  1 — Slap  or  Grovel  Surfaced  Tarred  Rag  Felt 
and  Old  Style  Pitch  Roofs. 

Koppers  Built-Up  Roofing  Specification  No.  27.  One 
layer  of  5  pound  rosin  sized  sheathing  paper  nailed 
to  y%  inch  wood  sheathing;  two  plies  of  12-pound 
tarred  rag  felt  laid  dry  and  nailed;  two  plies  of  12- 
pound  tarred  rag  felt  mopped  solid  to  the  base  felts 
and  to  each  other  between  the  seventeen  inch  lap  and 
surfaced  with  a  top  pouring  of  pitch  into  which  was 


embedded  roofing  slag  on  the  basis  of  300  pounds  per 
100  square  feet  of  roof  area.  For  inclines  14  to  3 
inches  per  foot. 

The  brand  was  consumed  in  17  minutes  40  seconds 
consuming  the  two  top  plies  with  no  effect  on  the 
remaining  plies  or  on  the  combustible  deck  (see  photo 
marked  Test  No.  1). 

Similar  roofings  composed  of  tarred  rag  felts  and 
Old  Style  Pitch  but  of  heavier  construction  are  applied 
as  follows : 

Specification  No.  2  (over  wood) — Same  as  above 
but  using  4  plies  of  14  or  15  pound  tarred  felts. 

Specification  No.  1  (over  wood) — Same  as  above 
but  using  5  plies  of  14  or  15  pound  tarred  felts. 

Specification  No.  5  (over  poured  concrete  or  poured 
gypsum  or  rigid  roof  insulation) — Four  plies  of  14  or 
15-pound  tarred  rag  felts  laid  shingle  fashion  with 
alternate  moppings  and  top  pouring  of  pitch  with  slag 
or  gravel  surfacing.  For  inclines  up  to  2  inches  per 
foot. 

Specification  No.  6  (over  poured  concrete  or  poured 
gypsum  or  rigid  roof  insulation) — Four  plies  14  or 
15-pound  tarred  rag  felts  laid  two  and  two  with  alter¬ 
nate  moppings  and  top  pouring  of  pitch  with  slag  or 
gravel  surfacing.  For  inclines  up  to  J/i  inch  per  foot. 

Specification  No.  10  (over  precast  concrete  slab  or 
rigid  roof  insulation) — Four  plies  of  14  or  15  pound 
tarred  rag  felts  lapping  each  sheet  24 J4  inches  over 
preceding  sheet  with  alternate  moppings  and  top  pour¬ 
ing  of  pitch  with  slag  or  gravel  surfacing.  For  inclines 
up  to  1  inch  per  foot. 

Specification  No.  13  (over  precast  gypsum  or  rigid 
roof  insulation)- — Four  plies  of  14  or  13  pound  tarred 
rag  felts  laid  two  and  two  with  moppings  of  pitch  on 
two  lower  felts  and  between  plies  of  upper  two,  and 
top  pouring  of  pitch  with  slag  or  gravel  surfacing. 
For  inclines  up  to  2  inches  per  foot. 

Specification  No.  17  (over  steel  deck  with  rigid  roof 
insulation) — Four  plies  of  14  or  15  pound  tarred  rag 
felts  lapping  each  sheet  24^4  inches  over  preceding 
sheet  with  alternate  moppings  and  top  pouring  of 
pitch  with  slag  or  gravel  surfacing.  For  inclines  up 
to  1  inch  per  foot. 

Specification  No.  12  (over  non-combustible  decks  or 
rigid  roof  insulation) — Five  plies  of  14  or  15-pound 
tarred  felts  with  alternate  moppings  and  top  pouring 
of  pitch  with  slag  or  gravel  surfacing.  For  inclines 
from  dead  level  up  to  3  inches  per  foot. 

Test  No.  2 

Specification  No.  30 — One  layer  of  5-pound  rosin 
sized  sheathing  oaper  nailed  to  74  inch  wood  sheath¬ 
ing;  two  plies  of  12-pound  tarred  rag  felt  laid  dry  and 
nailed  ;  one  ply  of  tarred  rag  felt  mopped  solid  tO'  the 
base  felts  and  surfaced  with  a  top  pouring  of  pitch  into 
which  was  embedded  roofing  slag  on  the  basis  of  300 
pounds  per  100  square  feet  of  roof  area.  For  inclines 
Y  to  3  inches  per  foot. 

Brand  was  consumed  in  17  minutes  consuming  the 
two  top  plies  with  no  effect  on  the  remaining  plies  or 
on  the  combustible  deck  (see  Photo  marked  Test  2). 

Similar  roofings  composed  of  tarred  rag  felts  and 
Old  Style  Pitch  of  heavier  construction  are  applied 
as  follows: 

Specification  No.  7  (over  poured  concrete  or  poured 
gypsum  or  rigid  roof  insulation) — Three  plies  of  14  or 
15-pound  tarred  rag  felts  with  alternate  moppings  of 
pitch  and  top  pouring  of  pitch  and  slag  or  gravel  sur¬ 
facing.  For  inclines  from  dead  level  up  to  3  inches 
per  foot. 

Specification  No.  11  (over  precast  concrete  slabs  or 
rigid  roof  insulation) — Three  plies  of  14  or  15  pound 
tarred  rag  felts  with  alternate  moppings  of  pitch  and 
top  pouring  of  pitch  and  slag  or  gravel  surfacing. 
For  inclines  from  dead  level  up  to  3  inches  per  foot. 

Specification  No.  18  (Over  steel  deck  with  rigid  roof 
insulation) — Three  plies  of  14  or  15  pound  tarred  rag 
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felts  with  alternate  moppings  of  pitch  and  top  pouring 
of  pitch  and  slag  or  gravel  surfacing.  For  inclines 
from  dead  level  up  to  3  inches  per  foot. 

Test  No.  3 — Slag  or  Gravel  Surfaced  Tarred  Felt  and 
Steep  Pitch  Roofs. 

Specification  No.  31 — One  layer  of  5-pound  rosin 
sized  sheathing  paper  nailed  to  ]/8  inch  wood  sheathing; 
two  plies  of  12-pound  tarred  rag  felt  nailed  to  the 
deck  and  mopped  to  each  other  between  the  17  inch 
laps  and  surfaced  with  a  top  coating  of  Steep  Pitch 
into  which  was  embedded  slag  on  the  basis  of  275 
pounds  per  100  square  feet  or  roof  area.  For  inclines 
up  to  6  inches  per  foot. 

The  brand  was  consumed  in  16  minutes  and  45  sec. 
consuming  the  top  ply  but  having  no  effect  on  the  other 
plies  or  on  the  combustible  deck.  (See  Photo  marked 
Test  3). 

Similar  roofings  composed  of  tarred  rag  felts  and 
Steep  Pitch  but  of  heavier  construction  are  applied 
as  follows : 

Specification  No.  25  (over  wood) — Same  as  above 
but  using  4  plies  of  14  or  15  pound  tarred  rag  felts 
and  alternate  moppings  of  Steep  Pitch. 

Specification  No.  8  (over  non-combustible  decks  or 
rigid  roof  insulation) — -Same  as  above  but  using  4 
plies  of  14  or  15  pound  tarred  rag  felts  and  alternate 
moppings  of  Steep  Pitch. 

Specification  No.  14  (over  non-combustible  decks  or 
rigid  roof  insulation) — Same  as  above  but  using  5  plies 
of  14  or  15-pound  tarred  rag  felts  and  alternate  mop¬ 
pings  of  Steep  Pitch. 

Specification  No.  19  (over  steel  deck  with  rigid  roof 
insulation) — Same  as  above  but  using  4  plies  of  14  or 
15-pound  tarred  rag  felts  and  alternate  moppings  of 
Steep  Pitch. 

Test  No.  4 — Steep  Mineral  Surfaced  Asphalt  Roofing. 

Koppers  Specification  No.  26 — On  ji  inch  wood 
sheathing,  one  ply  of  14-pound  saturated  rag  felt  laid 
dry  over  which  two  layers  of  55-pound  Double  Cover¬ 
age  Mineral  Surfaced  Asphalt  Roofing  with  19-inch 
selvage  edge  are  nailed  and  mopped  solid  to  the  dry 
felt  and  to  each  other  between  the  19-inch  selvage 
lap.  Incline  one  to  9  inches  per  foot. 

The  Brand  was  consumed  in  23  minutes  consuming 
the  two  top  plies  but  burning  with  slight  charring  of 
combustible  deck  (see  Photo  marked  Test  3). 

Similar  roofings  of  mineral  surfaced  material  of 
heavier  construction  are  applied  on  new  construction 
and  for  reroofing  as  follows : 

Specification  No.  4  (over  wood  deck) — Two  plies  of 
14  or  15-pound^  saturated  rag  felt  laid  dry,  nailed,  and 
two  layers  of  55  pound  Double  Coverage  Mineral  Sur¬ 
faced  Asphalt  Roofing  nailed  to  the  deck  and  mopped 
solid  to  the  dry  felts  and  to  each  other  between  the 
17  or  19  inch  selvage  lap. 

Specification  No.  9  (over  non-combustible  deck  or 
rigid  roof  insulation) — One  ply  of  14  or  15-pound 
saturated  rag  felt  mopped  solid  to  deck  and  two  layers 
of  55-pound  Double  Coverage  Mineral  Surfaced  As¬ 
phalt  Roofing  with  17  or  19  inch  selvage  edge  mopped 
solid  to  the  felt  and  to  each  other  between  the  lap. 

Test  No.  5 — Smooth  Surfaced  Asphalt  Roofing  for 
New  Construction  and  Rcroofing. 

Smooth  Roof  Specification  No.  B-l.  Smooth  sur¬ 
faced  asphalt  rag  felt  specification  over  7/8  inch  wood 
sheathing  composed  of  one  30-pound  asphalt  rag  felt 
nailed  to  the  deck  and  two  14  or  15  pound  asphalt  rag 
felts  mopped  between  the  plies  and  coated  with  25 
pounds  of  asphalt.  Incline  up  to  6  inches  per  foot. 

The  application  as  to  this  specification  was  with¬ 
drawn. 

Test  No.  6 — Slag  or  Gravel  Surfaced  Roofing  for 
Application  over  Old  Existing  Roofing. 

Specification  No.  C-l — Two  plies  of  12-pound  tarred 
rag  felt  nailed  and  mopped  solid  with  Old  Style  Pitch 


to  existing  old  roofing  on  7/8  inch  wood  sheathing. 
Top  pouring  of  Old  Style  Pitch  covered  with  300 
pounds  of  slag  or  400  pounds  of  .gravel  per  100  square 
feet  of  roofing.  For  incline  of  %  to  3  inches  per  foot. 

The  brand  was  consumed  in  9  minutes  consuming  the 
top  ply  but  having  no  effect  on  old  roofing  (See  Photo 
marked  Test  6). 

Similar  roofings  of  heavier  construction  are  applied 
as  follows : 

Specification  No.  C-2—  (over  old  existing  roofing)  — 
Ihree  plies  of  14  or  15  pound  tarred  rag  felt  nailed 
and  mopped  solid  with  Old  Style  Pitch  to  existing  old 
roofing.  Top  pouring  of  Old  Style  Pitch  covered  with 
300  pounds  of  slag  or  400  pounds  gravel  per  100  square 
feet  of  roofing.  For  inclines  up  to  3  inches  per  foot. 
lest  No.  7 — Slag  or  Gravel  Surfaced  Steep  Pitch 

Roofing  for  Application  over  Old  Existing  Roofing. 

Specification  No.  C-3— Two  plies  of  12-pound  tarred 
rag  felt  nailed  and  mopped  solid  with  Steep  Pitch  to 
existing  old  roofing.  Top  pouring  of  Steep  Pitch 
covered  with  275  pounds  of  slag  per  100  square  feet 
of  roofing.  For  inclines  up  to  6  inches  per  foot. 

The  brand  was  consumed  in  17  minutes  30  seconds 
consuming  the  2  top  plies  but  having  no  effect  on  old 
roofing  (see  Photo  marked  Test  7). 

Similar  roofings  of  heavier  construction  are  applied 
as  follows : 

Specification  No.  C-4 — Four  plies  of  14  or  15  pound 
tarred  rag  felts  nailed  and  mopped  with  Steep  Pitch 
to  existing  old  roofing.  Top  pouring  of  Steep  Pitch 
covered  with  275  pounds  of  slag  per  100  square  feet 
of  roofing.  For  inclines  up  to  6  inches  per  foot. 

Test  No.  8 — Slag  or  Gravel  Surfaced  Asphalt  Roofing 
for  Ap plication  over  Old  Existing  Roofing. 

Specification  No.  C-5 — Iwo  plies  of  14-pound  asphalt 
rag  felt  nailed  and  mopped  solid  with  asphalt  to  old 
existing  roofing.  Top  pouring  of  asphalt  covered  with 
27o  pounds  of  slag  per  100  square  feet  of  roofing  for 
inclines  up  to  6  inches  per  foot. 

1  he  brand  was  consumed  in  17  minutes  consuming 
the  two  top  plies  but  having  no  effect  on  old  roofing 
(see  Photo  marked  Test  8). 

Similar  roofings  of  heavier  construction  are  applied 
as  follows : 

Specification  No.  C-6— Four  plies  of  14  or  15-pound 
asphalt  rag  felts  nailed  and  mopped  with  asphalt  to  old 
existing  roofing.  Top  pouring  of  asphalt  covered  with 
275  pounds  of  slag  per  100  square  feet  of  roofing.  For 
inclines  up  to  6  inches  per  foot. 

GENERAL 

Approval  of  these  roofings  is  recommended  on  con¬ 
dition  that  the  weight,  thickness  and  plies  of  material 
shall  not  be  less  for  any  group  than  that  specified  for 
the  specimen  test. 

Nothing  herein  contained  shall  preclude  the  use  of 
heavier  or  adidtional  plies  of  saturated  rag  felt  pro¬ 
vided  that  the  total  weight  and  number  of  plies  used 
shall  equal  or  exceed  that  approved  for  any  specifica¬ 
tion  tested  herein.  These  roofings  may  be  applied  to 
either  combustible  or  non-combustible  decks  as  speci¬ 
fically  provided  herein. 

It  is  also  recommended  that  the  roofing  material 
when  used  in  New  York  City  shall  have  each  package 
or  roll  clearly  marked  or  labeled  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  when  installed  in  accordance  with  these  specifica¬ 
tions  under  Cal.  No.  670-38-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Koppers  Built-Up 
Roofing,  when  manufactured,  applied  and  marked  or  label¬ 
led  in  accordance  with  the  report. 


870-38-SM. 

APPLICANT— C.  N.  Forrest,  for  Barber  Asphalt  Cor¬ 
poration,  owner. 

SUBJECT— Barber  Built-up  Roofs  and  Asphalt  Shingles— 
approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE—  .  . 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ® 

Absent  . ' .  6 


THE  RESOLUTION— 

(870-38-SM) 

Whereas,  C.  N.  Forrest,  for  the  Barber  Asphalt  Corpo¬ 
ration,  owner,  filed  October  10,  1938,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
material  known  as  the  Barber  Built-up  roofs  and  Asphalt 

Shingles;  and  ,  . 

Whereas,  this  material  was  submitted  to  the  committee 

on  tests  of  the  board ;  and 

Whereas,  the  report  of  the  committee  on  tests  was  as 
follows : 

REPORT  OF  COMMITTEE  ON  TESTS. 

January  14,  1938. 


Cal.  No.  870-38-SM. 

Subject:  Barber  Built-up  Roofs 
and  Asphalt  Shingles. 

The  Barber  Asphalt  Corp.,  Barber,  N.  J.,  filed  Oc¬ 
tober  10,  1938,  with  the  Board  of  Standards  and  Ap¬ 
peals  an  application  for  the  approval  of  their  Asphalt 
Roofing  Materials  as  listed  herein,  under  tests  specified 
in  C  26-680  A.C.  (10.12.11.1  B.C.)  and  Group  16,  Art. 
2  A.C.  (10.1.16  B.C.).  These  asphalt  roofing  materials 
are  manufactured  at  their  plants  located  at  Barber, 
N  J.,  and  Madison,  Ill. 

The  following  test  samples  consisted  of  complete 
assemblies  of  roof  decks  and  coverings,  as  is  applied 
in  practice  and  having  an  area  of  12  sq.  ft.  Upon  these 
roof  decks  was  placed  a  fully  burning  brand  for  the 
purpose  of  investigating  the  possibility  of  spread  of 
flame,  ignition  of  the  wood  deck  and  the  depth  of  char¬ 
ring.  Results  of  these  tests  and  specifications  for 
heavier  and  more  protective  roof  coverings,  including 
greater  coverage  than  the  test  specimens  are  described 
herein.  The  quantities  of  waterproofing  materials  used 
between  plies  were  25  lb.  per  sq.  on  the  decks  mopped 
with  Petroleum  Asphalt  and  30  lbs.  per  sq.  for  the 
decks  mopped  with  the  Trinidad  Asphalts.  The  top 
pouring  on  the  slag  and  gravel  surfaced  roof  decks 
was  50  lbs.  per  sq.  for  either  the  Trinidad  or  the  Pet¬ 
roleum  asphalt  toppings,  and  when  without  the  slag 
and  gravel  protection  the  top  mopping  is  30  lbs.  per 
sq.  of  either  asphalt.  The  asphalts  used  in  these  roof¬ 
ings  have  the  same  melting  points  135°-165°F.  for  flat 
surface  roofings  and  for  steep  surfaces  170°-185  F. 
The  Genasco  felts  where  used  are  made  up  entirely  of 
commercial  rags;  the  Phoenix  felts  are  made  up  of 
75%  commercial  rags  and  25%  stock  filler  (paper) 
with  weights  and  areas  which  are  the  same  for  both 
types  and  are  as  follows : 


Asphalt 
Saturated 
Rag  Felt 

14 

15 
30 


Area 

per 

Roll 

432  sq.  ft. 
432  sq.  ft. 
216  sq.  ft. 


Approx. 
Weight 
per  Roll 
60# 
65# 
65# 


Actual 
Weight 
per  Roll 
Aver.  15  Rolls 
61.5# 
62.5# 
64.5# 


Tests  were  performed  on  typical  roof  decks  lepre- 
sentative  of  each  group  of  roofing  material  as  follows:  1 

BUILT-UP  ROOF  AND  RE-ROOFING 
SPECIFICATIONS. 

Test  No.  1 — Barber  Genascco  specification  R-15-B.G. 

Three  Ply  Asphalts  and  Slag  or  Gravel  specification 
over  14"  wood  sheathing  composed  of  1-30  lb.  asphalt 
saturated  rag  felt  base  sheet  and  2-15  lb.  asphalt  satu¬ 
rated  rag  felts  mopped  solid  over  the  base  sheet  with 
Trinidad  Roofing  Asphalt  and  surfaced  with  a  top 
pouring  of  this  asphalt  into  which  is  embedded  a 
surfacing  of  gravel  on  the  basis  of  400  lbs.  per  100 
sq.  ft.  of  roof  area. 

The  brand  was  consumed  in  15  min.  5  sec.  charring 
the  top  ply  with  no  effect  on  the  combustible  deck 
(see  photo  marked  No.  1). 

Similar  roofings  of  heavier  construction  are  also' 
manufactured  as  follows : 

R-15-CG  Barber  Genasco  specifications  (over  non¬ 
combustible  deck  or  over  rigid  roof  insulation).  ^ 

Three  plies  of  15  lb.  asphalt  saturated  rag  felt  all 
mopped  solid  and  surfaced  with  slag  or  gravel.  For 
inclines,  Ya"  up  to  3"  per  foot.  1 

R-20-BZ  Barber  Genasco  Specification  (over  wood 
deck).  One  ply  of  30  lb.  asphalt  saturated  rag  felt 
base  sheet  and  3-15  lb.  asphalt  saturated  felts  mopped 
solid  over  the  base  sheet  and  surfaced  with  slag  or 
gravel.  For  inclines  Ya  in.  up  to  3  in.  per  foot. 

R-20-CG  Barber  Genasco  Specification  (over  non¬ 
combustible  deck  or  over  rigid  insulation).  Four  plies 
of  15  lb.  asphalt  saturated  rag  felts  all  mopped  solid 
and  surfaced  with  slag  or  gravel.  For  inclines  Ya  in. 
to  3  in.  per  foot. 

Test  No.  2 — 3  Ply-P-BG — Barber  Phoenix  Specification. 

Three  ply  Asphalt  and  Slag  over  Gravel  specification 
over  Y&"  wood  sheathing  composed  of  1-30  lb.  asphalt 
saturated  rag  felt  base  sheet  and  2-14  or  15  lb.  as¬ 
phalt  saturated  rag  felts  mopped  solid  over  the  base 
sheet  with  petroleum  asphalt  and  surfaced  with  a  top 
pouring  of  this  asphalt  into  which  is  embedded  a  sur¬ 
facing  of  gravel  on  the  basis  of  400  lbs.  per  100  sq.  ft. 
of  roof  area. 

The  brand  was  consumed  in  9  min.  45  sec.  charring 
the  top  ply  with  no  effect  on  the  combustion  deck  (see 
photo  No.  2). 

Similar  roofings  of  heavier  construction  are  also 
manufactured  as  follows : 

3  Ply-P-CG.  Barber  Phoenix  Specification  (over 

non-combustible  deck  or  over  rigid  insulation).  j 

3-14  or  15  lb.  asphalt  saturated  rag  felts  all  mopped 
solid  and  surfaced  with  slag  or  gravel.  For  inclines 
Ya"  to  3"  per  ft. 

4  Ply-P-BG  Barber  Phoenix  Specification  (over 
wood  deck)  1-30  lb.  asphalt  saturated  rag  felt  base 
sheet  and  3-14  or  3-15  lb.  asphalt  saturated  rag  felts 
mopped  solid  over  the  base  sheet  and  surfaced  with 
slag  or  gravel.  For  inclines  Ya"  to  3"  per  foot. 

Barber  Phoenix  Specification,  4  ply-P-CG.  (over 
non-combustible  deck  or  over  rigid  insulation.  4-14  or 
15  lb.  asphalt  saturated  rag  felts  all  mopped  sojid  and 
surfaced  with  slag  or  gravel.  For  inclines  Ya"  to  3' 
per  foot. 

Test  No.  3 — Withdrawn  temporarily. 

Test  No.  4 — Withdrawn  temporarily. 

Test  No.  5 

34  lb.  Barber  Sealtite  Cap  Sheet  over  1-30  lb.  base 
sheet  and  2-14  or  15  lb.  felts  with  Trinidad  Roofing 
Asphalt.  For  inclines  Ya"  to  3". 

R-CS-B  Barber  Genasco  Specification  (oyer  wood 
deck)  with  Barber  Sealtite  Cap  sheet  surfacing,  com¬ 
posed  of  1-30  lb.  asphalt  saturated  rag  felt  base  sheet 
and  2-14  or  15  lb.  asphalt  saturated  rag  felts  mopped 
solid  over  base  sheet  and  surfaced  with  1-34  lb.  seal¬ 
tite  cap  sheet,  mopped  solid. 

The  brand  was  consumed  in  15  min.  45  sec.  with  no 
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effect  on  the  two  bottom  layers  or  the  combustible 
deck  (see  photo  No.  3). 

(Over  non-combustible  deck  or  over  rigid  insula¬ 
tion).  3-14  or  15  lb.  asphalt  saturated  rag  felts  all 
mopped  solid  and  1-34  lb.  sealtite  cap  sheet  mopped 
solid.  For  inclines  to  9". 

Test  No.  6 

Barber  Phoenix,  Smooth  Surface  Cap  Sheet  over 
1-30  and  2-14  or  15  lb.  Felts  with  Petroleum  Asphalt. 
For  inclines  J/i"  to  9". 

CS-P-B — Barber  Phoenix  Specification  (over  wood 
deck)  with  sealtite  cap  sheet  surfacing,  composed  of 
1-30  lb.  asphalt  saturated  rag  felt  base  sheet  and  2-14 
or  15  lb.  asphalt  saturated  rag  felts  mopped  solid  over 
the  base  sheet  and  surfaced  with  1-34  lb.  sealtite  cap 
sheet  mopped  solid. 

The  brand  was  consumed  in  17  minutes,  . .  sec.  with 
no  effect  on  the  bottom  layer  or  the  combustible  deck 
(see  photo  4). 

Test  No.  7 

Barber  Genasco  Mineral-Surfaced  wide-selvage  edge, 
55  lb.  cap  sheet  over  2-14  or  15  lb.  asphalt  saturated 
rag  felts  with  Trinidad  Roofing  Asphalt.  For  inclines 

54"  to  9". 

R-WS-10B.  Barber  Genasco  specification  (over 
wood  deck).  Composed  of  2-14  or  15  lb.  asphalt  satu¬ 
rated  rag  felts  over  which  the  wide  selvage  edge  cap 
sheets  are  mopped  solid  to  the  saturated  felts  and  to 
each  other. 

The  brand  was  consumed  in  16  min.  30  sec.,  with  no 
effect  on  the  two  bottom  layers  or  the  combustible 
deck  (see  photo  No.  5). 

WS-P-C  Barber  Genasco  Specification — over  non¬ 
combustible  deck  or  over  rigid  insulation  1-14  or  15 
lb.  asphalt  saturated  rag  felt  mopped  solid  and  2  layers 
of  55  lb.  wide  selvage  edge  mineral  surfaced  cap  sheets 
mopped  solid  over  the  base  felts  and  to  each  other. 

Test  No.  8 

Barber  Genasco  Mineral  Surfaced  Roofing  over  1-30 
lb.  and  1-14  or  15  lb.  asphalt  saturated  rag  felts  with 
Trinidad  Roofing  Asphalt — for  inclines  Rt"  to  9". 

R-MS-B  Barber  Genasco  Specification  (over  wood 
deck)  1-30  lb.  asphalt  saturated  rag  felt  base  sheet  and 
1-14  or  15  lb.  asphalt  saturated  rag  felts  mopped  solid 
to  the  base  sheet  and  1-75  lb.  Mineral  Surfaced  Roll 
Roofing  mopped  solid  with  2"  laps. 

The  brand  was  consumed  in  15  min.  45  secs,  with  no 
effect  on  the  bottom  layer  of  felt  or  the  combustible 
deck  (see  photo  No.  6). 

Test  No.  9 

Barber  Phoenix,  Mineral  Surfaced  Wide  Selvage 
edge  55  lb.  cap  sheet  over  2-14  o  rl5  lb.  asphalt  satu¬ 
rated  rag  felts  with  Petroleum  Asphalt.  For  inclines 
54"  to  9". 

WS-P-B.  Barber  Phoenix  Specification.  Composed 
of  2-14  or  15  lb.  asphalt  saturated  rag  felts  over  which 
the  wide  selvage  cap  sheets  are  mopped  solid  to  the 
saturated  felts  and  to  each  other. 

The  brand  was  consumed  in  15  min.  8  secs,  with  no 
effect  on  the  bottom  layer  or  the  combustible  deck 
(see  photo  No.  7). 

WS-P-C.  Barber  Phoenix  Specification  over  non¬ 
combustible  deck  or  rigid  insulation.  For  inclines  Ri" 
to  9". 

1-14  or  15  lb.  asphalt  saturated  rag  felt  mopped  solid 
and  2  layers  55  lb.  wide  selvage  edge  mineral  surfaced 
cap  sheet  mopped  solid  over  the  base  felts  and  to 
each  other. 

Test  No.  10 

MS-P-B.  Barber  Phoenix  Specification  (over  wood 
deck).  1-30  lb.  asphalt  saturated  rag  felt  base  sheet, 
and  1-14  or  15  lb.  asphalt  saturated  rag  felts  mopped 
solid  to  the  base  sheet  and  1-75  lb.  mineral  surfaced 
roll  roofing  mopped  solid  with  2"  laps. 

The  brand  was  consumed  in  15  min.  30  secs,  with  all' 
plies  consumed  and  tV'  depth  of  charring  of  the  com¬ 
bustible  deck  (see  photo  No;  8). 


Test  No.  11 

Barber  Genasco  Asbestos  and  combination  asbestos 
and  rag  felts,  built-up  roofing  with  Trinidad  Roofing 
asphalt  over  wood  or  non-combustible  decks  with  or 
without  rigid  insulation. 

Barber  Genasco  Specification  AR-10-B,  combination 
(over  wood  deck)  composed  of  1-30  lb.  asphalt  satu¬ 
rated  rag  felt  base  sheet  and  2-15  or  20  lb.  asphalt 
saturated  asbestos  felts  mopped  solid  to  the  base  sheet 
and  to  each  other  and  surfaced  with  Trinidad  Roofing 
Asphalt. 

The  brand  was  consumed  in  15  minutes  with  no  ef¬ 
fect  on  the  felts  or  combustible  deck  (see  photo  No.  9). 

Similar  roofs  of  heavier  construction  are  manufac¬ 
tured  as  follows : 

Barber  Genasco  Specification  AR-10-C,  combination 
(over  non-combustible  deck)  composed  of  1-30  lb.  as¬ 
phalt  saturated  rag  felt  base  sheet  mopped  solid  and 
2-15  or  20  lb.  asphalt  saturated  asbestos  felts  mopped 
solid  to  the  base  sheet  and  to/  each  other  and  surfaced 
with  Trinidad  Roofing  Asphalt. 

Barber  Genasco  Specification  A-15-B  Asbestos  (over 
wood  deck)  composed  of  1-60  lb.  asphalt  saturated  and 
coated  asbestos  base  sheet  and  2-15  or  20  lb.  asphalt 
saturated  felts  mopped  solid  to  the  base  sheet  and  to 
each  other  and  surfaced  with  Trinidad  Roofing  As¬ 
phalt. 

Barber  Genasco  Specification  A-15-C,  all  asbestos 
(over  non-combustible  deck)  composed  of  1-60  lb.  as¬ 
phalt  saturated  and  coated  asbestos  felt  base  sheet 
mopped  solid  and  2-15  or  20  lb.  asphalt  saturated  as¬ 
bestos  felts  mopped  solid  to  the  base  sheet  and  to  each 
other  and  surfaced  with  Trinidad  Roofing  Asphalt. 

Barber  Genasco  Specification  AR-15-B  combination 
(over  wood  deck)  composed  of  1-45  lb.  asphalt  satu¬ 
rated  and  coated  rag  felt  base  sheet  and  2-15  or  20  lb. 
asphalt  saturated  asbestos  felts  mopped  solid  to  the 
base  sheet  and  to  each  other  and  surfaced  with  Trini¬ 
dad  Roofing  Asphalt. 

Barber  Genasco  Specification  AR-15-C  combination 
(over  non-combustible  deck)  composed  of  1-45  lb.  as¬ 
phalt  saturated  and  coated  rag  felt  base  sheet  mopped 
solid  and  2-15  or  20  lb.  asphalt  saturated  asbestos  felts 
mopped  solid  to  the  base  sheet  and  to  each  other  and 
surfaced  with  Trinidad  Roofing  Asphalt. 

Barber  Genasco  Specification  A-15-I,  all  asbestos 
(over  rigid  insulation  on  either  wood,  concrete  or 
steel  decks)  composed  of  3  20-lb.  asphalt  saturated 
asbestos  felts  mopped  solid  (and  nailed)  to  the  in¬ 
sulation  and  to  each  other  and  surfaced  with  Trinidad 
Roofing  Asphalt. 

Barber  Genacso  Specification  A-20-B.  All  asbestos 
(over  wood  decks)  composed  of  1-60  lb.  asphalt  satu¬ 
rated  and  coated  asbestos  felt  base  sheet  and  3-15  or 
20  lb.  asphalt  saturated  asbestos  felts  mopped  solid  to 
the  base  sheet  and  to  each  other  and  surfaced  with 
Trinidad  Roofing  Asphalt. 

Barber  Genasco  Specification  A-20-C.  All  asbestos 
roof  (over  non-comSubtible  deck)  composed  of  1-60 
lb.  asphalt  saturated  and  coated  asbestos  felt  base  sheet 
mopped  solid  to  the  base  sheet  and  to  each  other,  and 
surfaced  with  Trinidad  Roofing  Asphalt. 

Barber  Genasco  Specification  AR-20-B.  Combina¬ 
tion  (over  wood  deck)  composed  of  1-45  lb.  asphalt 
saturated  and  coated  rag  felt  and  3-15  or  20-lb.  asphalt 
saturated  asbestos  felts  mopped  solid  to  the  base  sheet 
and  to  each  other  with  Trinidad  Roofing  Asphalt. 

Barber  Genasco  Specification  AR-20-C.  Combination 
(over  non-combusting  deck)  composed  of  2-14  or  15  lb. 
asphalt  saturated  rag  felts  and  3-15  or  20  lb.  asphalt 
saturated  asbestos  felts  mopped  solid  to  the  deck  and 
to  each  other  and  surfaced  with  Trinidad  Lake  As- 
phlt. 

Barber  Genasco  Specification,  A-20-I.  All  asbestos 
(over  rigid  insulation  on  wood,  concrete  or  steel  decks) 
composed  of  4-15  or  20  lbs.  asphalt  saturated  asbestos 
felts  mopped  (and  nailed)  solid  to  the  insulation  and 
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to  each  other  and  surfaced  with  1  rinidad  Roofing 
Asphalt. 

Test  No.  12 


Barber  Phoenix  Asbestos  and  combination  Asbestos 
and  Rag  Felts  with  Petroleum  Asphalt,  over  wood  or 
non-combustible  decks  with  or  without  rigid  insulation. 

Barber  Phoenix  Specification  3  Ply-AR-B-P  com¬ 
bination  (over  wood  deck)  composed  of  1-30  lb.  as¬ 
phalt  saturated  rag  base  sheet  and  2-15-20  lb.  saturated 
asbestos  felts,  mopped  solid  and  surfaced  with  1  et- 
roleum  Asphalt. 

The  brand  was  consumed  in  1  minute,  40  seconds 
and  no  effect  on  the  base  sheet  or  combustible  deck 
(see  photo  No.  10). 

Similar  roofs  of  heavier  construction  are  manufac¬ 
tured  as  follows : 

Barber  Phoenix  Specification  3  Ply-AR-C-P  Com- 
bination  (over  non-combustible  deck)  composed  of 
1-30  lb.  asphalt  saturated  rag  felt  base  sheet  and  2-15 
or  20  lb.  asbetsos  felts  mopped  solid  and  surfaced  with 

Petroleum  asphalt.  ,  „ 

Barber  Phoenix  Specifications  3  Ply  A-B-P.  All  as- 
bestos  (over  wood  deck)  composed  of  1-60  lb.  asbestos 
base  sheet  and  2-15  or  20  lbs.  asbestos  felts  mopped 
solid  and  surfaced  with  Petroleum  asphalt. 

Barber  Phoenix  Specification  3  Ply  A-C-P.  All 

asbestos  (over  non-combustible  deck)  composed  of 

1-60  lb.  asbestos  base  sheet  and  2-15  or  20  lb.  asbestos 
felts  mopped  solid  and  surfaced  with  Petroleum  as- 

phalt.  t, 

Barber  Phoenix  Specification  3  Ply  A-R-P-B 
Combination  (over  wood  deck)  composed  of  1-45  lb 
rag  felt  base  sheet  and  2  asbestos  felts  mopped  solid 
and  surfaced  with  Petroleum  t  asphalt. 

Barber  Phoenix  specification  3  ply  AR-P-C  Com¬ 
bination  (over  non-combustible  deck)  composed  of 

1-45  lb.  iag  felt  base  sheet  and  2-15  or  20  lb.  asbestos 
felts  mopped  solid  and  surfaced  with  Petroleum 
asphalt. 

Barber  Phoenix  Specification,  3  Ply  A-P-I.  All  as¬ 
bestos  (over  rigid  insulation)  composed  of  3-15  or 
20  lb.  asbestos  felts  mopped  solid  (and  nailed)  and 
surfaced  with  Petroleum  asphalt. 

Barber  Phoenix  Specification  4  Ply  A-P-B.  All  as¬ 
bestos  (over  wood  deck)  composed  of  1-60  lb.  asbestos 
base  sheet  and  3-15  or  20  lb.  asbestos  mopped  solid  and 
surfaced  with  Petroleum  asphalt. 

Barber  Phoenix  Specification  3  Ply  A-P-C.  All  as¬ 
bestos  (over  combustible  deck)  composed  of  1-60  lb. 
asbestos  base  sheet  and  2-15  or  20  lb.  asbestos  felts 
mopped  solid  and  surfaced  with  Petroleum  asphalt. 

Barber  Phoenix  Specification  4  Ply  AR-P-B.  Com¬ 
bination  (over  wood  deck)  composed  of  1-45  lb.  rag 
felt  base  sheet  and  3-15  or  20  lb.  asbestos  felts,  mopped 
solid  and  surfaced  with  Petroleum  Asphalt. 

Barber  Phoenix  Specification  5  Ply  AR-P-C.  Com¬ 
bination  (over  non-combustible  deck)  composed  of  2-14 
or  15  lb.  rag  felts  and  3-15  or  20  lb.  asbestos  felts 
mopped  solid  and  surfaced  with  Petroleum  Asphalt. 

Barber  Phoenix  Specification  4  Ply  A-P-I.  All  as¬ 
bestos  (over  rigid  insulation)  composed  of  4-15  or 
20  lb.  asbestos  felts  mopped  solid  (and  nailed)  and 
surfaced  with  Petroleum  asphalt. 

Test  No.  13 


Barber  Genasco  Hexagon  Strip  Shingles  applied 
over  wood  sheathing,  or  for  re-roofing  over  an 
existing  old  roof,  on  inclines  of  4"  per  foot  or  more. 
~  ili/3"  x  36"  two  or  three  tabs. 

Plexagon  Shingles  (over  wood  deck). 

Provides  2  layers  coverage  over  76%  of  root  area. 

Average  weight  per  square  167  lbs. 

Strips  per  square  86. 

Underwriters’  Label  “C.” 

The  brand  was  consumed  in  18  min.  15  seconds, 
consuming  the  roofing  at  all  points  and  slightly  char¬ 
ring  the  combustible  deck  (see  photo  No.  11).  Similai 


materials  of  heavier  construction  and  of  other  designs 
and  shapes  are  manufactured  as  follows : 

12/3"  x  36"  Two  tab  Hexagon  shingles: 

Provides  2  layer  coverage  over  89%  of  roof  area: 
Average  weight  per  square  186  lbs. 

Strips  per  square  86. 

Underwriters’  Label  “C.” 

12^4"  x  36"  Two  tab  Hexagon  strip  shingles.  Pro¬ 
vides  2  layer  coverage  over  the  entire  roof  area  (3 
layer  over  75%). 

Average  weight  per  square  226  lbs. 

Strips  per  squaer  100 

Underwriters’  Label  “C.” 

Test  No.  14 

Barber  Genasco  Square  Butt  Strip  Shingles.  Applied 
over  7/i"  wood  boards,  or  for  re-roofing  over  an  ex¬ 
isting  old  roof,  on  inclines  of  4"  per  foot  or  more. 

10"  x  36"  Square  Tab  Shingles  (over  wood  deck) 
provides  2  layer  coverage  over  96%  of  the  roof  area. 
Average  weight  per  square  210  lbs. 

Strips  per  square  ,  100. 

Underwriters’  Label  “C.” 

The  brand  was  consumed  in  15  min.  15  secs,  con¬ 
suming  the  top  layer  but  with  no  effect  on  the  bottom 
layer  or  the  combustble  deck  (see  photo  No.  12). 

Similar  materials  of  heavier  construction  and  of 
other  design  or  shape  are  manufactured  as  follows: 

12 y2"  x  36"  Square  Tab  Strip  Shingles.  Provides 
2  layer  coverage  (93%— 3  layers)  over  the  entire  roof 
area. 

Average  weight  per  square  266  lbs. 

Strips  per  square  100. 

Underwriters’  Label  “C.” 

12"  x  36"  Square  Tab,  Extra  Heavy  Strip  Shingles. 
Provides  2  layer  coverage  over  9%  of  roof  area. 
Average  weight  per  square  257  lbs. 

Strips  per  square  80. 

Underwriters’  Label  “C.”  . 

12"  x  36"  Square  “Mastab,”  Thick  Butt  Strip 

Shingles  (double  dip). 

Provides  2  layer  coverage  over  95%  of  roof  area. 
Average  weight  per  square  230  lbs. 

Strips  per  square  80. 

Underwriters’  Label  “C.” 

12"  x  36"  Square  “Mastab,”  Thick  Butt  Strip 

Shingles  (overlay). 

Provides  2  layer  coverage  over  9%  of  the  roof  area. 
Average  weight  per  square  210  lbs. 

Strips  per  square  80. 

Underwriters’  Label  “C.” 

15"  x  36"  Square  “Mastab,”  Thick  Butt  Strip 

Shingles  (overlay). 

Provides  2  layer  coverage  over  the  entire  roof  area 
(3  layers  over  96%). 

Average  weight  per  square  254  lbs. 

Shingles  per  square  80. 

Underwriters’  Label  “C.” 

9"  x  1244"  Individual  shingles  (4”  exposeure). 
Provides  2  layer  coverage  over  the  entire  area  of 
the  roof  (3  layer  over  94%). 

Average  weight  per  square  257  lbs. 

Shingles  per  square  228. 

Underwriters’  Label  “C.” 

12"  x  16"  Individual  shingles,  extra  heavy. 

Provides  2  layer  coverage  over  the  entire  roof 

(3  layer — 94%). 

Average  weight  per  square  327  lbs. 

Shingles  per  square  114. 

Underwriters’  Label  “C.” 

12is"  x  16"  Individual,  self  spacing  shingles.  Extra 
heavy.  _  f 

Provides  2  layer  coverage  over  the  entier  roof 
(3  layer — 95%). 

Average  weight  per  square  337  lbs. 

Shingles  per  square  237. 

Underwriters’  Label  “C.” 
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Test  No.  15 

Barber  Genasco  Individual,  Lock  Down  Type 
Shingles.  Applied  over  y%"  wood  sheathing  with  an 
underlay  of  15  lb.  asphalt  saturated  rag  felt,  or  over  an 
existing  old  roof  without  underlay,  on  inclines  of  4" 
per  foot  or  more. 

16"  x  16"  Stay-Rite  shingles,  Hexagon  pattern  on 
roof.  Provides  with  underlay  2  layer  coverage  over 
the  entire  area  of  the  roof  (3  layers  at  all  laps). 

Average  weight  per  square  126  lbs. 

Shingles  per  square  82. 

Underwriters’  Label  “C.” 

The  brand  was  consumed  in  15  min.  45  secs,  with 
all  layers  of  roofing  consumed  and  slight  charring  of 
the  combustible  deck  (see  photo  No.  13). 

Similar  materials  of  heavier  construction  and  of 
other  design  and  shape  are  manufactured  as  follows : 

16"  x  16"  Latite  shingles,  Hexagon  pattern  on  roof. 

Provides  with  underlay,  2  layers  of  coverage  over 
the  entire  area  of  the  roof  (3  layers  at  all  laps). 

Average  weight  per  square  126  lbs. 

Shingles  per  square  82. 

Underwriters’  Label  “C.” 

14"  x  14"  Latite  Shingles,  Hexagon  pattern  on  roof. 

Provides  with  underlay,  2  layers  of  coverage  over 
the  entire  area  of  roof  (3  layers  at  all  laps). 

Average  weight  per  square  150  lbs. 

Shingles  per  square  114. 

Underwriters’  Label  “C.” 

13"  x  18"  Barb-Lock  Dutch  Lap  Shingles  provides, 
with  underlay,  2  layer  coverage  over  the  entire  area 
of  roof. 

Average  weight  per  square  133  lbs. 

Shingles  per  square  96. 

Underwriters’  Label  “C.” 

12"  x  16"  Dutch  Lap,  Extra  Heavy  Shingles. 

Provides  with  underlay,  2  layers  of  coverage  over 
the  entire  area  of  the  roof  (3  layers  at  all  laps). 

Average  weight  per  square  164  lbs. 

Shingles  per  square  114. 

Underwriters’  Label  “C.” 

Test  No.  16 

Barber  Built-up  special  construction  for  re-roofing 
over  old  existing  roofs. 

Barber  special  construction  A  applied  over  at  least 
one  layer  of  old  existing  bituminous  roof,  composed 
of  two  14  or  15  lb.  asphalt  saturated  rag  felts  mopped 
solid  and  surfaced  with  asphalt  and  with  not  less  than 
300  lbs.  of  slag  or  gravel  per  100  sq.  ft.  Incline  lim¬ 
ited  to  54"  to  3"  per  foot. 

The  brand  was  consumed  in  11  minutes  with  one 
layer  only  of  felt  consumed  and  no  effect  on  the  com¬ 
bustible  deck  (see  photo  No.  14). 

Test  No.  17 

Barber  Built-up  Special  Construction  for  Re-roofing 
over  old  existing  roofs. 

Barber  special  construction  B  applied  over  old  exist¬ 
ing  roofing  felts,  composed  of  1-34  lb.  asphalt  saturated 
and  coated  roll  roofing  mopped  solid  to  the  old  roofing 
and  to  each  other  with  asphalt. 

Inclines  limited  to  3  inches  per  foot. 

The  brand  was  consumed  in  14  minutes  10  seconds, 
with  cap  sheet  consumed  but  no  effect  on  the  com¬ 
bustible  deck  (see  photo  No.  15).  Similar  materials 
of  heavier  construction  are  manufactured  as  follows : 

Barber  special  construction  C  applied  over  old  ex¬ 
isting  roofing  felts  composed  of  2-55  lb.  wide  selvage 
edge,  mineral  surfaced,  asphalt  saturated  and  coated 
rag  felts,  mopped  solid  to  the  old  roof,  and  to  each 
other  with  asphalt.  Incline  limited  to  9"  per  foot. 

Barber  special  construction  C  applied  over  old  ex¬ 
isting  roof;  composed  of  1-14  or  15  lb.  asphalt  satu¬ 
rated  rag  felts  and  1-75  lb.  asphalt  saturated  and 
coated  mineral  surfaced  roofing,  mopped  solid  to  the 
old  roof  and  to  each  other  with  asphalt. 

Inclines  limited  to  3"  per  foot. 


Test  No.  18 

Barber  built-up  special  construction  for  re-roofing 
over  old  existing  roofs. 

Barber  special  construction  E  applied  over  old  ex¬ 
isting  roofing  felts,  composed  of  2-15  or  20  lb.  as¬ 
bestos  felts  mopped  solid  to  the  old  roof  and  to  each 
other  and  surfaced  with  asphalt. 

The  brand  was  consumed  in  11  minutes,  15  seconds 
with  no  effect  on  the  bottom  layer  of  asbestos  felt  or 
the  combustible  deck. 

RECOMMENDATION  FOR  APPROVAL. 

As  a  result  of  these  tests  the  Committee  recom¬ 
mends  approval  under  C  26-680  A.C.  (10.12.11.1  B.C.) 
and  group  16,  Art.  2  A.C.  titled  “Tests  of  Roof  Cov¬ 
erings”  (10.1.16  B.  C.)  of  the  Barber  Roofing  Materials 
listed  herein  under  the  following  conditions: 

SLAG  OR  GRAVEL  SURFACED  ROOFING: 

Wherever  these  roofings  are  applied  they  shall  be  pro¬ 
tected  with  three  (3)  pounds  of  slag  or  four  (4) 
pounds  of  graded  gravel  (screened  54  to  §4  per 
square  foot  of  roofing  and  imbedded  in  a  pouring  of 
asphalt.  Where  promenades  are  provided  over  these 
roofings,  they  shall  be  protected  by  either  quarried 
slate  or  ceramic  tile,  not  less  than  6"  x  6"  x  54"  firmly 
imbedded  in  asphalt  or  Portland  cement  mortar,  which 
construction  may  be  used  in  lieu  of  slag  or  gravel 
surfacing. 

SHINGLES. 

Approval  is  recommended  on  all  classes  of  shingles 
as  listed  herein  except  that  Single  Coverage  Shingles 
as  covered  by  those  specified  in  Test  No.  13  may  be 
used  on  new  roofs  provided  that  at  least  1  ply  of  14# 
asphalt  saturated  rag  felt  is  used  as  a  base  over  wood 
sheathing;  and  on  Test  No.  15  all  the  shingles  specified 
therein  shall  be  laid  over  a  30#  asphalt  saturated  rag 
felt.  This  protecton  shall  not  be  required  when  this 
shingle  is  used  for  reroofing  when  existing  roof  is 
not  removed.  In  all  cases,  however,  the  use  of  these 
shingles  as  listed  in  this  report  is  limited  to  roofing  or 
reroofing  of  frame  residential  construction. 

ROLLS  AND  ASPHALTS 

Approval  is  recommended  on  Barber  Asphalt  satu¬ 
rated  Rag  Felts  Genasco  and  Phoenix  types  in  weights 
of  14#,  15#  and  30#  per  sq.  when  made  with  Trini¬ 
dad  or  Petroleum  Asphalts  having  a  melting  point  of 
135°-160°  F.  for  flat  roofs,  and  170°-185°  F.  for  steep 
roofs  with  penetration  23-30  at  77°  F.  100  grams  for  5 
seconds. 

GENERAL 

Approval  of  these  roofings  is  recommended  on  condi¬ 
tion  that  the  weight,  thickness  and  plies  of  material 
shall  not  be  less  for  any  group  than  that  specified  for 
the  specimen  tests. 

Nothing  herein  contained  shall  preclude  the  use  of 
heavier  or  additional  plies  of  saturated  rag  felt,  pro¬ 
vided  that  the  total  weight  and  number  of  plies  used 
shall  equal  or  exceed  that  approved  for  any  specifica¬ 
tion  tested  herein.  These  roofings  may  be  applied  to 
either  combustible  or  non-combustible  decks  as  speci¬ 
fically  provided  herein. 

It  is  also  recommended  that  this  roofing  material 
when  used  in  New  York  City  shall  have  each  bundle 
or  roll  clearly  marked  or  labelled  “Approved  by  the 
Board  of  Standards  and  Appeals  for  Use  in  New  York 
City  when  installed  in  accordance  with  these  specifica¬ 
tions  under  Cal.  No.  870-38-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Barber  Built-up 
Roof,  and  Asphalt  Shingles,  when  manufactured,  applied, 
and  marked  or  labelled  in  accordance  with  the  report. 
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12-39-.SM. 

APPLICANT  —  Owens-Corning  Fiberglass  Corporation, 
owner. 

SUBJECT— Red  Top  Insulating  Wool— approval  of. 

APPEARANCES—  „  „  T  , 

For  Applicant:  C.  Perrine  and  E.  B.  Johnson. 
ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  j? 

Absent  .  ^ 

THE  RESOLUTION— 

(12-39-SM) 

Whereas,  The  Owens-Corning  Fiberglass  Corporation, 
of  Toledo,  Ohio,  owner,  filed  January  6,  1939,  an  applica¬ 
tion  with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  material  known  as  the  Red  Top  Insulating  Wool; 

Whereas,  this  material  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  committee  on  tests  was  as 

follows : 

REPORT  OF  COMMITTEE  ON  TESTS. 

Re:  Cal.  No.  12-39-SM. 

Red  Top  Insulating  Wool. 

The  Owens-Corning  Fiberglass  Corporation  of 
Toledo,  Ohio,  filed  January  26,  1939,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  Red  Top  Insulating  Wool,  under  the  provisions 
of  the  Supplementary  Rules  and  Regulations  of  the 
former  Tenement  House  Department,  (Section  1-2.4 
Mineral  Wool)  now  the  division  of  Housing  of  the 
Department  of  Housing  and  Buildings  and  as 
stopping  material  Section  1-5  and  under  C-26-535.U 
subdivisions  a  and  b  of  the  Administrative.  Code 
8.7.1. 8.1  Firestopping  and  8.7.1.8.2  (fire  stopping  of 
furred  spaces)  of  the  Building  Code,  C26-191.0  Ad- 
ministrative  Code  (2.2.3  of  the  Building  Code L  This 
is  an  incombustible  material  as  specified  in  C2o-o8.U 
Administrative  Code  (1.80  Building  Code). 

The  applicant  has  furnished  test  data  of  a  one-hour 
fire  test,  Report  No.  2401,  conducted  at  Columbia  Uni¬ 
versity  on  Wood  lath  plaster  stud  partition  panel 
with  and  without  Red  Top  Insulating  Wool  filling 
between  the  studs,  and  also  of  a  series  of  tests  at  the 
Bureau  of  Standards  which  tests  were  based  on  the 
standard  time  temperature  curve  as  provided  for  in 
Article  10,  sub-article  1,  Group  5,  Title  Fire  Tests- 
Administrative  Code. 

The  results  of  this  Columbia  test  indicate  that  while 
the  plaster  on  the  side  exposed  to  the  fire  was  com¬ 
pletely  calcined  and  wood  lath  consumed,  the  side  away 
from  the  fire  showed  no  effect  on  the  wood  lath  and 
stud  or  the  plaster  except  for  a  slight  discoloration. 

The  rock  wool  itself  fused  to  a  depth  of  2  inches.  I Tie 
test  panel  consisted  of  a  wood  frame  constructed  of  2 
by  4  wood  sills  and  studs  the  stud  placed  16  inches  on 
centers.  Over  this  frame  wood  lath  was  nailed,  over 
which  the  usual  scratch  brown  and  finish  coats  were 
applied.  In  between  the  studs  Red  Ton  Insulating 
Wool  was  packed  by  hand  to  a  density  of  7  pounds  per 
cubic  foot.  The  contrasting  panel  was  erected  without 
rock  wool  filling  between  the  studs.  As  the  result  of 
this  test  the  Tenement  House  Department,  on  Novem¬ 
ber  25,  1936,  issued  General  Order  No.  C2736,  approv¬ 
ing  this  material  for  fire  retarding  purposes  m  all 
existing  Class  A  Multiple  Dwellings,  under  the  juris¬ 
diction  of  said  Department,  subject  to  their  Supple¬ 
mentary  Rules  and  Regulations. 

Red  Top  Insulating  Wool  is  completely  incombustible 
and  dielectric  as  indicated  bv  the  report  of  the  Under¬ 
writers  Laboratories,  dated  April  18,  1935,  which  report 
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shows  that  this  material  was  subjected  to  tests  as  to 
the  effect  of  atmospheric  humidity,  combustible  matter, 
hygroscopicity,  ether  extract  and  electrical  conductivity 
and  which  report  indicates  that  the  requirements  of 
the  Underwriters  Laboratories  were  met  and  that  the 
material  could  be  a  satisfactory  fire-stop  as  provided 
for  in  C26-535.0  Administrative  Code,  8.7.1.8.1  and 
8.7.1.8.2  BC 

DESCRIPTION 

Red  Top  Insulating  Wool  is  manufactured  by  the 
applicants  at  their  plant  located  at  Newark,  Ohio,  is  a 
light  fluffy,  incombustible  material,  made  of  blown 
glass  containing  63%  silica,  with  other  ingredients  of 
soda,  ash  and  limestone  resulting  in  a  strong,  flexible, 
long  fibred  material  that  have  chemical  and  physical 
stability.  This  material  is  manufactured  under  five 
types  as  follows : 

1 —  Junior  Bat  Wool 

2 —  Bats  or  Blankets 

3 —  Strip  Wool 

4 —  Nodulated 

5 —  Granulated 

Strip  Wool,  Bats  or  Blankets  when  used  in  Class  1 
and  Class  2  construction  are  cemented  to  a  heavy  water¬ 
proof  paper  which  is  treated  to  make  it  fire  resisting. 

Junior  bat  wool,  bats  or  blankets  and  strip  wool  are 
manufactured  in  sheet  form  up  to  4  inches  thick,  of 
varied  widths,  while,  the  Nodulated  is  designed  for 
pouring  or  packing  into  open  spaces  and  the  granu¬ 
lated  is  used  for  blowing  into  such  spaces. 

This  material  is  moisture  proof  and  treated  so  as  to 
make  it  Vermin-proof.  In  order  to  determine  the 
therma-conductivity  of  this  material,  tests  were  con¬ 
ducted  as  follows:  . 

Test  No.  1 — by  J.  C.  Peebles,  Armour  Institute  ot 

Technology,  January,  1933.  . 

Test  No.  2— by  Detroit  Testing  Laboratories,  Detroit, 


Michigan,  November,  1934. 

J.  C.  Peebles 


Size  of  Sample 
Thickness  in  inches 
Density  cu.  ft. 

Temp.  Warmer  Side 
Deg.  Cold  Side 
Fah.  Mean. 

Diff. 

Conductivity  BTU  per 
hr.  per  sq.  ft.  per 
degree  1  in.  thick 


Armour 

Institute 

17x17 

4.0 

1.5 

100 

50 

75 

50 


0.266 


Detroit 

Testing 

Laboratory 


1.0 

1.5 

96.5 

56.5 

76.5 
40 


0.248 


The  results  of  these  tests  indicate  the  co-efficient  of 
Thermal  conductivity  averages  0.255,  indicating,  the 
B.T.U.’s  or  heat  that  will  flow  through  a  specimen 
one  inch  thick  by  one  square  foot  in  area  in  one  hour, 


On  the  basis  of  these  tests  and  data,  the  committee 
recommends  the  approval  of  Red  Top  Insulating  Wool 
made  in  Tunior  Bats,  Bats  or  Blankets,  Strip,  Nodu¬ 
lated  or  Granulated,  the  type  to  be  approved  as  a  fire 
retarding  material  in  Class  A  Multiple .  Dwellings 
under  the  supplemental  Rules  and  Regulations  of  the 
former  Tenement  House  Department  Section  2.4  anc 
C-26-191.0  AC  2.2.3  BC  provided  that  the  materia 
shall  be  placed  in  between  the  studs  at  the.  rate  of  no 
less  than  7  pounds  p^er  cubic  foot,  and  if  blown  in 
shall  be  well  compacted  to  eliminate  possible  void: 
and  prevent  bridging  at  points  where  plaster,  keys  ar< 
excessive.  If  cross  bridging  or  other  obstructions  exis 
between  the  studs,  means  shall  be  taken  to  completer 
fill  all  spaces  so  obstructed  between  the  stud  partition 
to  be  fire  retarded. 

Approval  is  also  recommended  for  the  use  of  thi 
material  as  a  fire  stop  under  Section  1-5  of  the  sup 
plementary  Rules  and  Regulations  of  the  former  Tene 
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ment  House  Department  C-26-535.0  Subdivision  a  and 
b,  Administrative  Code  8.7.1. 8.1  and  8.7.1.8.2  BC,  and 
Sub.  Art.  11  entitled  Firestopping  Art.  13  AC  (10.13 
BC)  when  this  material  is  installed  in  accordance 
with  the  requirements  of  these  sections  and  when  in¬ 
stalled  the  density  shall  not  be  less  than  7  lbs.  per 
cu.  ft. 

Approval  is  also  recommended  under  C.26-190.0  AC 
(2.2.3  BC)  for  the  use  of  this  material  for  insulating 
material  in  all  structures  including  Class  1  and  Class 
2  construction  and  when  used  in  Bat  and  .Strip  form 
in  Class  1  and  Class  2  construction  if  moisture-proofing 
is  desired  the  paper  used  therefor  shall  be  treated  to 
make  it  fire-resisting  and  no  paper  shall  be  used  that 
will  support  combustion. 

It  is  therefore  recommended  that  this  material, 
wherever  installed  shall  be  under  the  direction  of  the 
manufacturer  or  his  authorized  agent  and  that  each 


package,  or  bag  containing  this  material  shall  be  pro¬ 
vided  with  a  stamp,  label  or  tag  reading:  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City,  under  Cal.  No.  12-1939-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  materials  known  as  the  Red  Top  In¬ 
sulating  Wool,  for  use  in  New  York  City,  when  manufac¬ 
tured,  used,  stamped,  labelled  or  tagged  in  accordance  with 
the  report. 

Adjourned,  6:45  P.  M. 

Edward  V.  Barton,  Chief  Clerk. 


PUBLIC  HEARING 


PROPOSED  RULES  RELATIVE  TO  SUBMERGED  INLETS  AND  PROTECTIVE  METHODS 
TO  BE  APPLIED  TO  PREVENT  CONTAMINATION  OF  WATER  SUPPLY. 


(835-38-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  February  3,  1939,  at  10  a.m.,  Room  1013,  Municipal 
Building,  on  Proposed  Rules  relative  to  Submerged  Inlets 
and  Protective  Methods  to  be  Applied  to  Prevent  Con¬ 
tamination  of  Water  Supply,  Supplementing  Sections  14- 
7-1-3  and  14-8-2-8,  of  the  Building  Code. 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraphs  2  and  3,  of 
the  Charter  of  the  City  of  New  York  and  C26-1268.0c  4 
(14.7.1.3  BC)  and  C26-1277.0h  (14.8.2.8  BC),  of  the  Ad¬ 
ministrative  Code. 

Rule  1.  Flush- Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged  in¬ 
lets  supplied  directly  from  the  City  Water  Supply 
System  (and  not  supplied  from  separate  riser  and 
tank),  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches 
above  the  overflow  level  of  the  fixture,  to  prevent 
siphonage  or  backflow  of  contaminated  water  into  the 
house  water  distribution  piping  and  checked  by  the 
inspector. 

Rule  2.  Ballcocks. 

Flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  one-half 
inch  above  the  overflow  outlet  of  the  flush  tank. 

Rule  3.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at 
least  one  inch  above  the  overflow  level  of  the  fixture, 
except  when  submerged  inlets  are  absolutely  essential 
for  the  proper  functioning  of  a  fixture. 

Rule  4.  Sterilizers. 

Direct  water  supply  piping  connections  to  sterilizers 
are  prohibited.  The  waste  piping  for  sterilizers  shall 
not  connect  directly  with  any  drainage  system ;  such 
waste  piping  shall  discharge  above  an  open,  water  sup¬ 
plied,  trapped  and  vented  fixture. 


Rule  5.  Aspirators — Water  Siphons. 

Water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  shall  be  equipped  with  an 
approved  vacuum  breaker  and  check  valve,  the  check 
valve  to  be  located  between  the  fixture  and  vacuum 
breaker.  The  waste  pipe  for  this  type  of  apparatus 
shall  not  connect  directly  with  any  drainage  system  but 
shall  discharge  above  an  open,  water  supplied,  trapped 
and  vented  fixture. 

Rule  6.  Bidets — Bed  Pan  Washers. 

Water  supply  connection  to  bidets,  bed  pan  washers, 
or  similar  apparatus  shall  be  equipped  with  an  ap¬ 
proved  vacuum  breaker  and  check  valve,  the  latter  lo¬ 
cated  between  the  fixture  and  the  vacuum  breaker. 

Rule  7.  Roof  or  Suction  Tanks. 

Water  supply  inlets  to  roof  or  suction  tanks  shall 
be  located  at  least  two  inches  above  the  overflow  level 
of  the  tank. 

Rule  8.  Sump  or  Well  Pumps. 

Water  supply  connections  for  priming  purposes  to 
sump,  well,  or  similar  type  pumps  shall  be  connected 
to  the  inlet  side  of  the  pump  and  be  equipped  with 
an  approved  vacuum  breaker  and  check  valve,  the 
check  valve  to  be  located  between  the  pump  and  the 
vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for 
cooling  purposes  shall  be  equipped  with  an  approved 
check  valve  to  prevent  possible  back  flow  of  ammonia 
or  other  refrigerant  agency  from  defective  condenser 
coils  or  jackets,  except  in  such  installations  where  the 
water  supply  piping  is  entirely  outside  of  the  piping 
or  tank  containing  the  refrigerant  and  two  inde¬ 
pendent  wall  thicknesses  of  metal  separate  the  re¬ 
frigerant  from  the  city  water  supply.  Refrigeration 
units  containing  more  than  twenty  pounds  of  refrig¬ 
erant  shall  be  provided  with  an  additional  safeguard 
in  the  form  of  an  approved  relief  valve  installed  at 
the  outlet  side  of  the  check  valve,  such  relief  valve 
being  set  at  five  pounds  above  the  maximum  water 
pressure  at  the  point  of  installation. 
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RULES  FOR  LIQUEFIERS  USED  TO  CONVERT  SOLID  CARBON  DIOXIDE  TO  A  LIQUID 
AND/OR  A  GAS,  IN  ACCORDANCE  WITH  THE  PROVISIONS  OF  SECTION 
C  19-94.0  OF  THE  ADMINISTRATIVE  CODE. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  26.  1936 

EFFECTIVE,  JULY  27,  1936. 


(262-35-SR) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666  of  the  New  York  City 
Charter,  for  the  carrying  into  effect  the  provisions  of  Sec¬ 
tion  C  19-94.0  of  the  Administrative  Code. 

Rule  1.  Certificate  of  Approval. 

A  Certificate  of  Approval  shall  be  obtained  by  the  manu¬ 
facturer  from  the  Fire  Chief  and  Commissioner  for  each 
type  of  liquefier  or  converter  to  be  used  for  the  conversion 
of  solid  carbon  dioxide  to  liquid  carbon  dioxide  as  in  full 
compliance  with  these  Rules.  A  Certificate  of  Approval 
shall  also  be  obtained  from  the  Fire  Chief  and  Commis¬ 
sioner  for  each  system  used  to  convert  solid  carbon  dioxide 
to  liquid  carbon  dioxide  for  filling  portable  cylinders  or 
other  containers  as  in  full  compliance  with  these  Rules. 

Rule  2.  Certificate  of  Fitness. 

A  Certificate  of  Fitness  shall  be  obtained  from  the  Fire 
Chief  and  Commissioner  for  each  operator  of  a  liquefier 
system  used  to  convert  solid  carbon  dioxide  to  liquid  car¬ 
bon  dioxide  for  filling  portable  cylinders  or  other  con¬ 
tainers. 

Rule  3.  Inspection  Test  Report. 

A  disinterested  inspection  service,  approved  by  the  Fire 
Chief  and  Commissioner,  shall  inspect  all  material  and 
workmanship  of  all  liquefiers  at  the  place  of  manufacture 
and  shall  verify  compliance  with  these  Rules,  witness  all 
tests  and  shall  furnish  the  Fire  Chief  and  Commissioner 
with  a  test  report  as  follows : 

A.  Test  reports  for  liquefiers,  other  than  redesigned  portable 
cylinders,  shall  show  all  information  called  for  in  para¬ 
graph  23,  I.  C.  C.  Specification  3A,  except  as  follows: 

1.  “Marks  stamped  into  shoulder  of  cylinder.”  This 
shall  be  as  per  Rule  “11  Marking”  hereinafter  speci¬ 
fied.  Actual  markings  shall  be  shown  on  test  report. 

2.  "Record  of  hydrostatic  tests.”  This  shall  be  as 
per  Rule  “9  Testing”  hereinafter  specified. 

3.  Statement  shall  be  furnished  that  liquefier  covered 
in  said  test  report  comply  with  these  Rules,  and 
Certificate  of  Approval  Number  for  the  type  of 
liquefier  covered  in  said  test  report. 

B.  Test  report  for  converted  portable  cylinders  for  liquefier 
use  shall  show  for  each  converted  cylinder  the  follow¬ 
ing: 

1.  Liquefier  Serial  Number. 

2.  Original  number  of  cylinder  used  for  conversion. 

3.  Original  ownership  initials  of  cylinders  used  for 
conversion. 

4.  Original  I.  C.  C.  marking  of  cylinder  used  for  con¬ 
version. 

5.  Original  manufacturing  test  date  of  cylinder  used 
for  conversion,  and  name  of  original  manufacturer. 

6.  Test  pressure  applied  to  cylinder  before  conversion. 

7.  Total  expansion  obtained  on  cylinder  before  con¬ 
version. 

8.  Permanent  expansion  obtained  on  cylinder  before 
conversion. 

9.  Per  cent  expansion  obtained  on  cylinder  before  con¬ 
version. 


10.  Elastic  expansion  obtained  on  cylinder  before  con¬ 
version. 

11.  Outside  diameter  and  length  of  cylinder  before 

conversion.  ,  , 

12.  A  statement  that  the  above  cylinders  before  con-  j 
version  into  liquefiers  were  tested  in  a  water  jacket 
in  accordance  with  these  Rules  and  I.  C.  C.  Regu¬ 
lations  and  the  results  appear  above. 

13.  A  statement  that  the  top  thickness,  opening  for 
cover  plate  and  distance  across  the  corner  where 
the  side  wall  meets  the  bottom  and  at  45°  to  the 
side  wall,  was  measured  and  the  dimensions  were 
found  to  conform  with  Rule  6,  F.  G.  H  and  I. 

14.  A  statement  that  after  assembly  each  liquefier  was 
given  an  open  hydrostatic  test  to  3,000  lbs.  and 
this  pressure  was  held  for  at  least  two  minutes 
without  showing  a  pressure  recession  of  more  than 
75  lbs. 

15.  The  liquefier  was  marked  as  follows:  (See  Rule 
“11  Marking”  for  requirements.) 

16.  A  statement  that  these  liquefiers  conform  to  these 

Rules,  and  that  the  type  of  liquefier  has  been  ap¬ 
proved  under  New  York  City  Fire  Department 
Certificate  of  Approval  Number . 

Rule  4.  Construction  Other  Than  Screw  Thread 
Type.  i 

New  liquefiers  designed  for  the  purpose  of  converting 
solid  CO2  to  liquid  CO2  shall  be  constructed  of  seamless 
drawn  steel  in  accordance  with  Specifications  of  T.  C.  C. 
governing  cylinders  for  CO2.  Closure  devices  other  than 
screw  thread  type  shall  conform  with  the  following: 

A.  The  minimum  wall  thickness  for  a  test  pressure  of 
3,000  lbs.  per  sq.  in.  shall  be  in  accordance  with  the 
following  formula : 

t  =  OD  x  P  x  .43 


S 

Where  OD  =  Outside  diameter  of  container 
t  =  Wall  thickness. 

P  =  3,000  lbs.  PSI. 

S  =  Minimum  yield  point  of  hard  steel  (not 
to  be  figured  in  excess  of  50,000  lbs.). 

B.  The  “Top”  is  defined  as  that  portion  of  the  liquefier 
in  which  the  closure  device  is  installed  and  where  the 
ice  is  introduced. 

C.  The  minimum  thickness  of  the  top  before  machining 
shall  be  at  least  3^4  times  the  wall  thickness. 

D.  The  minimum  thickness  of  the  top  after  machining 
shall  be  at  least  3  times  the  wall  thickness. 

E.  The  minimum  distance  from  edge  of  the  hole  cut  or 
shaped  for  the  closure  device  to  the  outside  of  wall 
shall  be  4 U  times  the  wall  thickness. 

F.  The  maximum  width  of  the  machined  seat  shall  not  be 
more  than  1*4  times  the  wall  thickness. 

G.  The  outside  radius  connecting  the  top  of  the  liquefier 
to  its  side  wall  shall  not  be  more  than  1}4  times  the 
wall  thickness. 

H.  The  inside  radius  connecting  the  side  wall  to  the  top 
before  machining,  shall  not  be  less  than  2 J4  times  the 
wall  thickness. 

In  lieu  of  the  requirements  as  set  forth  in  C  to  H 
inclusive  above: 

The  top  portion  of  the  liquefier  including  closure  plate 
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shall  be  designed  with  a  factor  of  safety  of  not  less 
than  two  at  a  test  pressure  of  3000  lbs.  per  sq.  inch. 
The  design  shall  be  proven  by  a  test  to  destruction  for 
each  type  of  liquefier  before  a  certificate  of  approval 
shall  have  been  issued. 

I.  A  large  fillet  shall  be  provided  in  the  corner  of  the 

machined  seat  where  it  meets  the  inside  radius. 


by  any  cutting  of  threads  in  the  process  of  conversion 
into  a  liquefier,  except  as  specified  in  Rule  “5-B  Con¬ 
struction  Screw  Thread  Type.” 

F.  If  the  closure  is  formed  by  using  a  portion  of  the 
former  bottom  as  a  seat,  this  shall  only  be  permissible 
if  the  dimensions  of  the  liquefier  conform  to  those 
shown  in  the  Tables  II,  III  and  IV. 


Rule  5.  Construction  Screw  Thread  Type. 

New  liquefiers  designed  for  the  purpose  of  converting 
solid  CO2  to  liquid  CO2  shall  be  constructed  of  seamless 
drawn  steel  in  accordance  with  specifications  of  I.  C.  C. 
governing  cylinders  for  CO2.  Closure  device  of  the  screw 
thread  type  shall  conform  with  the  following: 

A.  The  minimum  wall  thickness  for  a  test  pressure  of 
3,000  lbs.  per  sq.  in.  shall  be  in  accordance  with  the 
following  formula: 

t  =  OD  x  P  x  .43 


S 

Where  OD  —  Outside  diameter  of  container. 

t  =  Wall  thickness. 

P  =  3,000  lbs.  PSI. 

S  —  Minimum  yield  point  of  hard  steel  (not 
to  be  figured  in  excess  of  50,000  lbs.) 

B.  The  thread  of  the  device  shall  be  designed  with  a  factor 
of  safety  of  not  less  than  4  at  a  test  pressure  of  3,000 
lbs.  per  sq.  in.  and  the  wall  thickness  after  cutting 
thread  shall  not  be  less  than  that  specified  in  Rule  5-A 
above. 

Rule  6.  Conversion  of  Portable  Cylinders  for 
Liquefier  Use. 

Seamless  portable  cylinders  made  to  I.  C.  C.  Specifica¬ 
tion  3  or  3A  for  oxygen  or  carbon  dioxide  and  originally 
designed  and  used  for  the  transportation  of  compressed  or 
liquefied  gases  shall  be  acceptable  for  alteration  or  conver¬ 
sion  into  carbon  dioxide  liquefiers  only  under  the  follow¬ 
ing  conditions ; 

A.  Cylinders  which  have  been  in  a  fire  shall  not  be  used 
for  conversion  into  liquefiers  until  they  have  been 
properly  heat  treated  and  retested  as  specified  in  para¬ 
graph  423,  of  the  I.  C.  C.  Regulations. 

B.  Cylinders  which  show  surface  dents,  or  which  fail  to 
give  a  clear  ring  on  being  struck  with  a  hammer,  shall 
not  be  used  for  conversion  into  liquefiers. 

C.  Before  conversion  into  liquefiers,  each  cylinder  shall  be 
submitted  to  a  hydrostatic  test  of  3,000  lbs.  pressure 
in  a  water  jacket  under  the  conditions  specified  in 
paragraph  424  of  the  I.  C.  C.  Regulations  and  the 
total  and  permanent  expansion  shall  be  recorded.  A 
cylinder  shall  be  condemned  when  it  leaks  or  when  the 
permanent  expansion  exceeds  10  per  cent  of  the  total 
expansion. 

D.  If  in  the  hydrostatic  test  in  the  water  jacket  the  net 
elastic  expansion  (total  expansion  less  permanent  ex¬ 
pansion)  at  3,000  lbs.  exceeds  the  allowable  limit  given 
in  the  following  table  for  the  type  of  cylinder  involved, 
such  cylinder  shall  not  be  used  for  conversion  into  a 
liquefier.  If  the  cubic  capacity  of  a  cylinder  to  be  tested 
varies  from  the  standard  capacity  given  in  the  table 
for  that  type,  then  the  allowable  limit  of  elastic  expan¬ 
sion  will  be  varied  in  the  same  proportion. 


TABLE  I. 


E. 


Type 

220  ft.  oxygen 
200  ft.  oxygen 
50  lbs.  CO2 


Cubic 
Capacity 
2,660  cu.  in. 
2,660  cu.  in. 
2,360  cu.  in. 


Elastic  Expansion 
Allowable  Limit 
170  c.c. 

170  c.c. 

150  c.c. 


No  cylinders  designed  and  used  for  a  portable  con¬ 
tainer  shall  have  the  thickness  of  the  side  wall  reduced 


TABLE  II. 


Type 

220  ft.  oxygen 
200  ft.  oxygen 
50  lbs.  CO2... 


Minimum 
Bottom  Thickness 
.66  in. 

.66  in. 

.66  in. 


TABLE  III. 

Maximum 
Opening  Permitted 

.  6%  in.  x  7%  in. 

.  (>A  in.  x  7y&  in. 

.  5)4  in.  x  6)4  in. 

TABLE  IV. 

Minimum  Thickness  across 
corner  at  Point  where  the 
outside  of  the  side  wall 
meets  the  inside  radius  of 
bottom  and  at  45°  to  side 
wall. 

H  in. 

Vs  in. 

A  in. 

G.  The  maximum  width  of  the  machined  seat  for  the 
gasket  of  liquefier  shall  be  5/16  in.,  and  the  inside 
radius  connecting  this  seat  to  the  side  wall  of  the 
cylinder  shall  not  be  less  than  A  in. 

H.  The  minimum  thickness  of  closure  plate  shall  be  5 
times  the  wall  thickness  of  the  cylinder.  The  closure 
plate  shall  be  of  a  good  grade  of  billet  steel.  Castings 
not  permitted. 

I.  Before  conversion  into  a  liquefier,  the  cylinder  shall 
meet  a  new  hydrostatic  test  at  the  pressure  at  which 
such  cylinder  was  originally  tested,  provided  however, 
that  no  cylinder  shall  be  converted  unless  for  its  origi¬ 
nal  use  it  was  tested  to  3,000  lbs.  pressure.  Such  new 
test  shall  be  in  a  water  jacket  before  conversion  into  a 
liquefier. 

Rule  7.  Spuds. 

Spuds  for  chain  connections  or  for  reinforcing  valve  or 
pipe  connections  of  not  over  Y\  in.  pipe  size  shall  be  welded 
before  heat  treatment  at  place  of  manufacture  of  the 
liquefier. 

Rule  8.  Safety  Devices. 

Each  liquefier  shall  be  provided  with  two  safety  devices 
of  frangible  disc  type  attached  to  the  liquefier  at  a  point 
not  lower  than  6  inches  from  the  top.  The  cross  section 
area  of  the  discharge  channel,  or  channels  (of  the  safety 
device,  or  devices)  shall  be  at  least  .006  sq.  in.  for  each  25 
lbs.  of  liquefier  water  capacity  and  .00024  sq.  in.  additional 
for  each  additional  pound  of  water  capacity.  Safety  de¬ 
vices  having  two  or  more  outlets  shall  be  so  constructed 
that  these  outlets  will  have  a  combined  total  area  of  not 
less  than  one  and  one-half  times  that  prescribed  for  the 
safety  discharge  channel.  The  frangible  disc  of  the  safety 
devices  shall  be  designed  to  release  at  a  pressure  of  not 
more  than  2,000  lbs.  per  sq.  in. 

Rule  9.  Testing. 

Each  liquefier  after  assembly  shall  be  tested  hydrostati¬ 
cally  by  an  approved  independent  testing  agency  for  not 
less  than  two  minutes  to  a  pressure  of  3,000  lbs.  per  sq.  in. 
without  showing  a  pressure  recession  of  more  than  75  lbs. 


Type 

220  ft.  oxygen 
200  ft.  oxygen 
50  lbs.  CO2... 


Type 

220  ft.  oxygen 
200  ft.  oxygen 
50  lbs.  CO.2... 
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per  sq.  in.  The  inspection  service  shall  file  a  satisfactory 
record  on  test  report  stating  that  the  liquefier  passed  the 


above  required  test. 


Rule  10.  Quinquennial  Test. 

Liquefiers  used  for  any  purpose  shall be  retested  at  leas. 


shall  be  so  arranged  that  heat  may  be  applied  indi 
rectlv  This  heater  shall  consist  of  a  coil  immersed  in 
water.  The  source  of  heat  shall  then  be  applied  to  the 
water  but  not  directly  to  the  coil. 


eveTfive  years  to  a  pressure  of  3,000  lbs,  per  sq.  in.  in 
the  same  manner  and  under  the  same  requirements  as  at 
the  time  and  place  of  manufacture  and  the  date  of  retest 
shall  be  stamped  thereon. 


Rule  11.  Marking. 

Each  liquefier  shall  bear  marking  as  follows: 

A.  Name  of  owner. 

Serial  number. 

Name  or  trade  mark  of  manufacturer. 

Date  of  manufacture. 

Test  pressure. 

Inspection  service  mark. 

Maximum  filling  charge  based  on  filling  to  not  more 
than  68  per  cent  of  the  water  content  by  weight. 


B. 

C. 

D. 

E. 

F. 

G. 


Rule  15.  Test  of  Piping. 

Each  liquefier  or  battery  of  liquefiers  to  be  used  for 
the  filling  of  portable  cylinders  or  other  containers  with 
liquid  carbon  dioxide  and  all  the  piping  connected  thereto, 
shall  be  hydrostatically  tested  in  the  presence  of  the  rep¬ 
resentatives  of  the  Fire  Chief  and  Commissioner  before 
the  solid  carbon  dioxide  is  first  put  into  the  system.  A 
hydrostatic  pressure  of  2400  lbs.  per  sq.  in.  shall  be  main¬ 
tained  for  fifteen  minutes,  released  for  five  minutes,  and 
again  applied  for  a  period  of  fifteen  minutes  Jlthout  any 
visible  leak  or  reduction  of  pressure.  This  test  shall  be 
repeated  at  least  every  five  years. 


Rule  16.  Approval  Systems  for  Filling  Portable 
Cylinders. 


Rule  12.  Filling. 


Each  liquefier  shall  be  placed  and  used  in  a  vertical  posi¬ 
tion  with  filling  effected  while  liquefier  is  properly  secured. 


Each  liquefier  or  battery  of  liquefiers  used  for  filling 
portable  cylinders  or  other  containers  shall  be  permanently 
labeled  or  marked  showing  the  Fire  Department  Certificate 
of  Approval  Number  together  with  date  of  last  test. 


Rule  17.  Acceleration. 


Rule  13.  Maximum  Charge. 


Liquefiers  shall  not  be  filled  with  solid  carbon  dioxide  in 
excess  of  150  lbs.  nor  in  excess  of  68  per  cent  by  weight 
of  the  water  capacity  of  the  liquefier. 


Defrosting,  or  acceleration  of  liquefaction,  shall  be  by 
use  of  water  only,  the  water  shall  be  of  a  temperature  not 
above  85°  Fahrenheit. 


Rule  18.  CO2  Portable  Cylinders. 


Rule  14. 

A. 


Use  of  CO2  Systems  and  Liquefiers. 


A. 


B. 


C. 


D. 


E. 


Carbon  dioxide  liquefier  converting  systems  for  filing 
portable  cylinders  shall  not  be  used  in  any  building 
occupied  in  whole  or  in  part  as  a  residence  or  as  a 
multiple  dwelling,  or  as  place  of  public  assembly,  or 
in  a  building  not  used  exclusively  for  manufacturing 

ExcepMn  buildings  used  exclusively  for  the  manufac¬ 
ture  of  carbon  dioxide  or  other  compressed  gases,  not 
more  than  8  liquefiers  of  a  maximum  combined  ca¬ 
pacity  of  1.200  lbs.  of  carbon  dioxide  shall  be  headed 
in  a  battery  and  not  more  than  one  such  battery  shall 
be  permitted  in  a  building. 

Liquefiers  may  be  manifolded  only  by  the  use  of  extra 
heavy  steel  or  wrought  iron  pipe,  or  extra  heavy  seam¬ 
less  copper  or  brass  tubing,  of  not  larger  than  %  in. 
T.  P.  S.  Fittings  shall  be  high  pressure  forged  steel  or 
extra  heavy  bronze  hydraulic  type. 

Each  manifold  shall  be  protected  by  a  frangible  disc 
safety  device  of  the  same  size  and  type  as  those  pre¬ 
scribed  for  the  liquefier,  and  designed  to  release  at  a 
pressure  of  not  more  than  2,000  lbs.  per  sq.  in.  In 
addition,  the  liquid  manifold  shall  be  protected  by  a 
spring  safety  valve  so  set  as  to  relieve  the  pressure 
at  not  more  than  1,600  lbs.  per  sq.  in. 

When  carbon  dioxide  gas  is  conducted  through  pres¬ 
sure  reducing  valve  between  liquefier  and  point  ot  use, 
the  use  of  a  heater  will  be  permitted,  but  said  heater 


B. 


c. 


Portable  cylinders  or  other  containers  to  be  filled  with 
liquid  carbon  dioxide  shall  be  constructed  and  marked 
in  accordance  with  the  Specifications  of  the  Interstate 
Commerce  Commission  for  carbon  dioxide  cylinders 
and  shall  have  been  tested  within  intervals  of  not 
more  than  five  years  as  evidenced  by  official o™nhg; 
Cylinders  not  so  constructed  and  marked  shall  not  be 
filled  with  carbon  dioxide.  . 

The  maximum  filling  of  liquid  carbon  dioxide,  wit 
one  pound  allowable  variation  in  each  cylinder,  s: hall 
not  be  over  20  lbs.  for  standard  cylinders  5}4  in.  « 
diameter  by  51  in.  long,  nor  over  50  lbs.  for  standard 
cylinders  8/2  in.  in  diameter  by  51  in.  long  and  larger 
No  cylinder  shall  be  filled  with  carbon  dioxide  to  more 
than  68  per  cent  of  the  water  capacity,  by  weight,  ot 

the  cylinder.  ...  ,  ,  .  . 

The  amount  of  liquid  carbon  dioxide  1 charged  into 
portable  cylinders  or  other  containers  shall  be  deter¬ 
mined  by  weight  by  use  of  a  dial  scale  having  a  mov¬ 
able  indicator,  and  this  weight  shall  also  be  checked 
after  disconnecting  from  the  charging  line. 


Rule  19.  Existing  Installations. 


Liauefiers  or  converters  to  which  these  rules  and  regu¬ 
lations  cannot  be  applied,  may  be  maintained  and  operated 
f  approved  by  the  Board  of  Standards  and  Appeals,  under 
such  ^conditions  as  are  deemed  necessary  in  the  interest  of 
public  safety. 


NOTICE 


MULTIPLE  DWELLING  LAW  ON  SALE 
Copies  of  the  Multiple  Dwelling  Law  arc  now  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office,  Room 
2213  Municipal  Building,  Manhattan.  1  rice  50c,  by  mail  54c. 
Copies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes,  hire  Stairs  and 
Fire  Towers  are  now  on  sale  at  the  Distribution  Division 
of  the  City  Record  Office,  Room  2213,  Municipal  Build¬ 
ing,  Manhattan.  Price  10c;  by  mail  12c. 
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All  hearings  are  held  in  Room  1013,  Municipal  Building, 
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CONTENTS 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 

Docket. 

Certiorari  Orders  Served  on  Board. 

Court  Decisions. 

Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  January  24.  1939,  at  10 
A.  M.,  Affecting  Calendar  Numbers  17-38-BZ,  408-38- 
BZ,  770-38-BZ,  1011-38-BZ,  139-38-BZ,  796-38-BZ, 

805-38-BZ,  890-38-BZ,  967-38-BZ,  1051-38-BZ  and 

1142-38-A-WF. 

Minutes  of  Regular  Meeting,  January  24,  1939,  at  2  P.  M., 
Affecting  Calendar  Numbers  729-38-BZ,  177-27-BZ, 

525-29-BZ,  595-30-BZ,  44-35-BZ,  803-38-BZ,  999-38-BZ, 
440-22-BZ,  1009-38- A,  1118-38-A,  1131-38-A,  1155-38-A, 
1230-38- A,  50-39-A,  51-39-A,  1095-38-A,  28-39-A,  751-38-A, 
752-38- A,  914-38-A,  1049-38-A,  1096-38-A,  1183-38-A, 

1191-38- A,  1220-38-A,  3-39-A,  5-39-A,  8-39-A,  9-39-A, 
15-39-A,  18-39-A,  25-39-A,  26-39-A,  53-39-A,  429-38-A, 
945-38- A,  1207-38-5,  1212-38-S,  750-38-SA,  779-38-SA, 
83S-38-SA  and  191-36-SM. 

Correction  Affecting  Calendar  Number  869-38-BZ. 

Notice  of  Public  Hearing  on  Proposed  Rules  Relative  to 
Submerged  Inlets  and  Protective  Methods  to  be  Ap¬ 
plied  to  Prevent  Contamination  of  Water  Supply. 

Approved  Fireline  Hose  Valves. 

Notice  of  Public  Hearing  on  Proposed  Rules  Relative  to 
Uses  of  Insulating  Fibre  Board. 

Rules  for  Refrigerating  Systems. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 


New  Cases  Filed  up  to1  January  24,  1939 

Cal.  No.  Department  Premises  Affected 

67-39-A.  . . 

.  .H.B.M . 

.12  East  62nd  street,  south  side, 
229  ft.  east  of  Fifth  avenue 
(Block  1376,  Lot  63),  Bor¬ 
ough  of  Manhattan, 

Alt.  3586-38. 

68-39-BZ. . 

.  .H.B.Bx. . . . 

.  .2963-2965  Webster  avenue,  west 
side,  125  ft.  north  of  Bedford 
Park  boulevard  (Block  3280, 
Lot  58),  Borough  of  The 
Bronx,  Decision. 

69-39-SM. . 

..Multi-Seal  Ductile  Rivets,  Multi- 
Seal  All  Steel  Mechanical 
Rivets,  Multi-Seal  All  Steel 
Speed  Rivets  and  Multi-Seal 
Pipe  Connector,  manufactured 
by  Multi-Seal  Sales  Company, 

Material. 

70-39-BZ. . 

..H.B.M . 

..250-260  Madison  avenue  and  13- 
19  East  38th  street,  northwest 
corner,  and  18-20  East  39th 
street,  south  side,  100  ft.  west 
of  Madison  avenue  (Block 
868,  Lots  14,  15,  16,  19,  59,  62 
and  63),  Borough  of  Man¬ 
hattan,  Decision. 

71 -39- A. . . 

. F.D . 

..49-61  Clymer  street,  north  side, 
165  ft.  west  of  Wythe  avenue 
(Block  2167,  Lots  18-46), 
Borough  of  Manhattan, 

76644-L.C.  and  Decision. 

72-39-BZ. 

...H.B.M . 

..309-313  West  142nd  street,  north 
side,  89.11  ft.  east  of  Brad- 
hurst  avenue  (Block  2043, 
Lots  33  and  34),  Borough  of 
Manhattan,  Decision. 

73-39- A. . 

...H.B.M . 

. . .  121  West  82nd  street,  north  side, 
100  ft.  west  of  Columbus 
avenue  (Block  1213,  Lot  20), 
Borough  of  Manhattan, 

Viol.  5756-38  and  Alt.  3015-38. 

74-39-SA. 

..Raybestos  Asbestos  Closet  Floor 
Flange  Gaskets,  Appliance. 

75-39-BZ. 

...H.B.Q . 

...38-02  Broadway  and  32-01  38th 
street,  southeast  corner  (Block 
656,  Lot  34),  Long  Island 
City,  Borough  of  Queens, 

Alt.  1492-38. 

76-39-A. . 

.  ..H.B.Bx... 

_ 2011  Creston  avenue,  west  side, 

118.81  ft.  north  of  East  179th 
street  (Block  2807,  Lot  77), 
Borough  of  The  Bronx, 

Alt.  724-38. 

77-39-A. 

. F.D. . . . 

.1172  Liberty  avenue,  south  side, 
20  ft.  east  of  Grant  avenue 
(Block  4204,  Lot  18),  Bor¬ 
ough  of  Brooklyn,  77643-L.C. 

78-39- A. 

_ H.B.B - 

...877  Glenmore  avenue,  north  side, 

20  ft  west  of  Milford  street 
(Block  3992,  Lot  39),  Bor¬ 
ough  of  Brooklyn, 

Alt.  19076-38. 


79-39- A.... 

.H.B.M . 

..135-163  East  59th  street,  140-176 
East  60th  street,  743-765  Lex¬ 
ington  avenue  and  990-1008 
Third  avenue  (Block  1394, 
Lot  23),  Borough  of  Manhat¬ 
tan,  Applic.  4066-38. 

80-39-A . . . . 

712-714  Brighton  Beach  avenue 
and  3212-3214  Coney  Island 
avenue,  southwest  corner 
(Block  7824,  Lot  2419),  Bor¬ 
ough  of  Brooklyn, 

1251-L.F.  and  Decision. 

8 1-39- A. . . 

..H.B.Q . 

..30-91  Steinway  street,  east  side, 

98  ft.  3  in.  north  of  31st  ave¬ 
nue  (Block  680,  Lot  9),  Long 
Island  City,  Borough  of 
Queens,  Alt.  9903-38. 

82-39-BZ. . 

..H.B.Q . 

..156-33  Woodhaven  boulevard, 
east  side,  100  ft.  north  of 
157th  (Vandalia)  avenue 
(Block  3867,  Lot  45),  How¬ 
ard  Beach,  Borough  of  Queens, 
N.B.  10546-38. 

83-39-A. . . 

.  .H.B.R . 

. .  160  Silver  Lake  road,  south  side, 
200  ft.  west  of  Havenwood 
road  and  153  ft.  east  of 
Brighton  avenue  (Block  129, 
Lot  28),  Brighton  Heights, 
Borough  of  Richmond, 

Alt.  1453-38. 

84-39-A. . . 

...433  Broome  street,  south  side, 
124  ft.  3  in.  east  of  Broadway 
(Block  473,  Lot  16),  Borough 
of  Manhattan, 

14053-L.C.  and  Decision. 

85-39-BZ. 

.  .  H.B.M.. . . 

. .  .688-694  Second  avenue,  east  side, 
24  ft.  8%  in.  north  of  East 
37th  street  and  301-305  East 
37th  street  (Block  943,  Lots 

2  to  6  inclusive  and  62),  Bor¬ 
ough  of  Manhattan,  Decision. 

86-39- A.. 

... H.B.R... . 

...135  Tompkins  avenue,  east  side, 
200  ft.  north  of  Vanderbilt 
avenue  (Block  53A,  Lot  81), 
Stapleton,  Borough  of  Rich¬ 
mond, 

Decision  re:  Record  No.  264. 

87-39- A. . 

. F.D . 

....2384  Fulton  street,  south  side, 
200  ft.  east  of  Sackman  street 
(Block  1554,  Lot  9),  Borough 
of  Brooklyn,  77665-L.C. 

88-39- A.. 

...H.B.Q.... 

...29-10  Thomson  avenue,  south 
side,  from  29th  street  to  30th 
street  (Block  273,  Lot  1), 
Long  Island  City,  Borough  of 
Queens,  Alt.  5648-38. 

89-39- A.. 

...H.B.Bx.., 

. 2075  Grand  concourse,  south¬ 
west  corner  of  East  180th 
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street  (Block  3160,  Lot  20), 
Borough  of  The  Bronx, 

B.N.  1072-38. 


90-39-A . H.B.Q . 84-49  168th  (Grand)  street,  east 

side,  150.82  ft.  north  of  Gothic 
drive  and  84-50  169th  street 
(Ackroyd  avenue),  west  side, 
165.01  ft.  north  of  Gothic 
drive  (Block  9859,  Lot  88  and 
Block  9860,  Lot  40),  Jamaica, 
Borough  of  Queens, 

N.B.  10227-38  and  N.B. 

10228-38. 


91-39-A  ....H.B.Q . 98-11  211th  street,  east  side,  68. 

57  ft.  south  of  Jamaica  ave¬ 
nue  (Block  1826,  Lot  7),  Bell- 
aire,  Borough  of  Queens, 

Alt.  6408-38. 


92-39-A . F.D . 524  Third  avenue,  west  side,  40 

ft.  south  of  12th  street  (Block 
1026,  Lot  35),  Borough  of 
Brooklyn,  77825-L.C. 


93-39-A  . F.D . 300  East  145th  street,  southwest 

corner  of  College  avenue 
(Block  2325,  Lot  14),  Bor¬ 
ough  of  The  Bronx, 

15433-L.C. 

Restored  to  Calendar 


44-35-BZ. ...  H.B.Q . 46-03  Laurel  Hill  boulevard, 

northeast  corner  of  46th 
street  (Block  2296,  Lot  1), 
W  o  o  d  s  i  d  e ,  Borough  of 
Queens,  Alt.  9993-38. 


525-29-BZ _ H.B.B . 973-975  DeKalb  avenue  and  112- 

116  Lewis  avenue,  northwest 
corner  (Block  1597,  Lot  41), 
Borough  of  Brooklyn, 

Applic.  21723-29. 


595-30-BZ  ...H.B.B . 2478-2488  Coney  Island  avenue, 

northwest  corner  of  Avenue 
V  (Block  7136,  part  of  Lots 
35  and  39),  Borough  of 
Brooklyn,  Applic.  3575-33. 


177-27-BZ. ..  .H.B.Q . North  side  of  Broadway  (Cor- 

naga  avenue),  79.18  ft.  east 
of  Mott  avenue  (Block  47, 
Lot  78),  Far  Rockaway,  Bor¬ 
ough  of  Queens, 

N.B.  18538-26. 


DESIGNATIONS:  H.B.— Department  of  Housing  and  Build¬ 
ings;  H.B.B.— Department  of  Housing  and  Buildings,  Brooklyn; 
H.B.M. — Department  of  Housing  and  Buildings,  Manhattan; 
H.B.Q. — Department  of  Housing  and  Buildings,  Queens; 
H.B.B. — Department  of  Housing  and  Buildings,  Richmond ; 
H.B.Bx. — Department  of  Housing  and  Buildings,  Bronx;  H.D. — 
Health  Department  and  F.D. — Fire  Department. 


On  January  26,  1939,  Nathan  Mandel,  attorney,  served  on  Board 
petition  and  order  of  certiorari,  on  behalf  of  St.  Cloud  Construction 
Corp.,  in  re  decision  of  Board  on  December  20,  1938,  denying  under 
section  21  permission  to  erect  store  in  residence  district,  Cal.  No. 
245-37-BZ,  at  premises  2101  Grand  concourse,  The  Bronx. 

*  *  * 

On  January  27,  1939,  Julius  Hahn,  attorney,  served  on  Board 
petition  and  order  of  certiorari,  on  behalf  of  John  Seinfeld,  owner, 
in  re  decision  of  Board  of  December  20,  1938,  affirming  decision  of 
Board  of  January  25,  1938,  denying  permission  to  change  certain 
occupancy  in  multiple  dwelling  to  stores,  under  section  21,  Cal.  No. 
345-36-BZ,  premises  2095  Grand  Concourse,  The  Bronx. 


COURT  DECISIONS 

In  re  Hanover  Service  Station,  Inc.  (Murdock) — On  June  7,  1938, 
Board  denied  gasoline  station,  partly  in  residence  and  partly 
in  business  district,  under  section  21,  Cal.  No.  224-38-BZ, 
premises  32-11  to  32-19  Cross  Island  boulevard  and  198- 
OS  to  198-09  33rd  avenue,  Bayside,  Borough  of  Queens. 
Board’s  decision  was  reversed  by  Mr.  Justice  Nova  (N.  Y. 
L.  J.  January  30,  1939). 

*  *  * 

Matter  of  Robertson  (Murdock) — On  November  16,  1937,  Board 
denied  application  for  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  in  business  district,  under  section 
7-h,  Cal.  No.  361-37-BZ,  at  premises  37-59  91st  street, 
37-62  to  37-70  92nd  street  and  91-11  to  91-19  Roosevelt 
avenue,  Jackson  Heights,  Borough  of  Queens.  Mr.  Justice 
Kadien  sustained  Board  (N.  Y.  L.  J.  March  5,  1938). 
Appellate  Division  affirmed  order  of  special  term  dis¬ 
missing  certiorari,  without  opinion  (N.  Y.  L.  J.  January 
31,  1939). 


RULES 

Last  Publication  in  Bulletin 

Carbon  Dioxide  Liquefier  Rules. ...  Jan.  24,  1939 — Vol.  24,  No.  4 
Certificate  of  Occupancy,  approved 

form  . Aug.  23,  1938 — Vol.  23,  No.  34 

Concrete  Flat  Slabs,  Rules . July  13,  1937 — Vol.  22,  No.  28 

Concrete  Rules  (Hydrated  Lime)... Aug.  3,  1937 — Vol.  22,  No.  31 

Elevator  Rules  . Mar.  3,  1936 — Vol.  21,  No.  9 

Exit  Rules  (Revolving  Doors) . June  15,  1937 — Vol.  22,  No.  24 

Factory  Exit  Rules . Dec.  13,  1938 — Vol.  23,  No.  50 

Fire  Alarm  Rules  (Interior) . Dec.  27,  1938 — Vol.  23,  No.  52 

Fire  Drill  Rules . Nov.  22,  1938 — Vol.  23,  No.  47 

Fire  Retarding  Rules  for  Garages, 

etc . Jan.  17,  1939— Vol.  24,  No.  3 

Fireproof  Wood,  Testing  of . Apr.  13,  1937 — Vol.  22,  No.  15 

Frame  Garages,  Ruling  for . Jan.  21,  1919 — Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting 

Rules  . Nov.  1,  1938 — Vol.  23,  No.  44 

Gas  Shut-Off  Rules . Apr.  7,  1925 — Vol.  10,  No.  14 

Hatchway  Protection  . June  5,  1928 — Vol.  13,  No.  23 

Oil  Burner  Rules . Jan.  3,  1939 — Vol.  24,  No.  1 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Sept.  13,  1938 — Vol.  23,  No.  37 

Platform  Trucks,  Specifications  for. Nov.  24,  1936 — Vol.  21,  No.  47 

Plumbing  Rules  . Aug.  3,  1937 — Vol.  22,  No.  31 

Procedure,  Rules  of . Sept.  7,  1937 — Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A.C.Jan.  31,  1939 — Vol.  24,  No.  5 
Smoking  in  Factories,  Rules  for....  Jan.  17,  1939 — Vol.  24,  No.  3 

Sprinkler  Rules  . Tune  29,  1937 — Vol.  22,  No.  26 

Standpipe  Fireline  Rules . June  8,  1937 — Vol.  22,  No.  23 

Structural  Alterations,  Reporting. .  .June  7,  1932 — Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Apr.  10,  1923 — Vol.  8,  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Mar.  5,  1935 — Vol.  20,  No.  10 

Fireline  Hose  Valves . Jan.  31,  1939 — Vol.  24,  No.  5 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Jan.  3,  1939 — Vol.  24,  No.  1 

Fuel  Oil  Fill  Pipe  Terminals . Jan.  3,  1939 — Vol.  24,  No.  1 

Fuel  Oil  Burners  for  Industrial  Use.  Aug.  30,  1938 — Vol.  23,  No.  35 

Fuel  Oil  Pumps . Jan.  3,  1939 — Vol.  24,  No.  1 

Gas  Heaters . Jan.  3,  1939 — Vol.  24,  No.  1 

Paint,  Varnish  and  Lacquer  Spray 

ing  Equipment  . Sept.  13,  1938 — Vol.  23,  No.  37 

Range  Oil  Burners  and  Space 

Heaters  .  Jan.  3,  1939 — Vol.  24,  No.  1 


CERTIORARI  ORDERS  SERVED  ON  BOARD  OF 
STANDARDS  AND  APPEALS 

On  January  25,  1939,  Aaron  A.  Roth,  attorney,  served  on  Board 
petition  and  order  of  certiorari  and  also  order  to  show  cause  on 
behalf  of  Joseph  Beyer,  lessee,  in  re  decision  of  Board  of  January 
17,  1939,  denying  application  for  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  under  section  7-H.  Cal.  No.  390-37-BZ, 
premises  50-02  Skillman  avenue,  L.  I.  City,  Queens. 


JANUARY  31,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  Janu¬ 
ary  31,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  Manhattan,  on  the  following  matters ; 
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cal.  no.  794-38-BZ — Application,  September  14,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  M.  O’Neill,  applicant,  on 
behalf  of  Joseph  Bermel,  Inc.,  owner, 
to  permit  partly  in  an  unrestricted  use 
district  and  partly  in  a  residence  use 
district  the  maintenance  of  a  stone 
yard ;  premises  79-37  to  79-39  67th  road 
(Steuben  street),  100  ft.  west  of  80th 
street  (Block  No.  3780,  Lot  Nos.  30, 
49  and  50),  Middle  Village,  Borough 
of  Queens. 

cal.  NO.  986-38-BZ — Application,  November  4,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  A.  B.  Wolosoff,  applicant,  on 
behalf  of  Ingram  Building  Corpora¬ 
tion,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  138-60 
78th  avenue,  southwest  corner  of 
Vleigh  road  and  west  side  of  Vleigh 
road,  103.34  ft.  north  of  78th  road 
(Block  No.  6609,  part  of  Lot  No.  1), 
Kew  Garden  Hills,  Borough  of 
Queens. 

cal.  no.  65-34-BZ — Application  of  John  Burke,  applicant, 
on  behalf  of  Domenick  Schirripa, 
owner,  reopened  November  9,  1938  for 
consideration  under  new  proposal,  un¬ 
der  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district  the  erection  and  maintenance 
of  a  gasoline  service  station  (previ¬ 
ously  granted  on  condition  re  refriger¬ 
ating  plant)  ;  premises  5901-5911  13th 
avenue  and  1302-1310  59th  street,  south¬ 
east  corner  (Block  No.  5712,  Lot  No. 
1),  Borough  of  Brooklyn. 


cal.  no.  132-38-BZ— Application,  March  2,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 
of  Harlem  Savings  Bank,  owner,  to 
permit  in  an  unrestricted  use  district 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  upon  a  street, 
between  two  (2)  intersecting  streets, 
upon  which  there  is  located  an  exit 
from  a  school  through  a  playground 
connected  with  the  school ;  premises 
439-445  West  39th  street,  north  side, 
200  ft.  east  of  10th  avenue  (Block  No. 
737,  Lot  Nos.  10-13),  Borough  of  Man¬ 
hattan. 


cal.  no.  1137-38-BZ— Application,  December  9,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Franklin  M.  White, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  alteration  and  change  of  oc¬ 
cupancy  of  a  garage  for  more  than 
five  (5)  motor  vehicles  to  a  motor 
vehicle  repair  shop,  lubritorium,  auto 
laundry  and  gasoline  service  station ; 
premises  1060-1064  Bedford  avenue  and 
224-228  Clifton  place,  southwest  corner 
(Block  No.  1954,  Lot  Nos.  22  and  24), 
Borough  of  Brooklyn. 

CAL.  NO.  592-24-BZ— Application  of  Samuel  Rosenblum,  ap¬ 


plicant,  on  behalf  of  Fannie  Blumbterg, 
owner,  reopened  December  20,  1938, 
under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a 
business  use  district  the  alteration  of 
a  gasoline  service  station  and  garage, 
previously  granted  by  the  board,  by  the 
removal  of  a  required  wall  on  Rogers 
avenue  and  the  alteration  of  the  ga¬ 
rage  by  the  inclusion  of  a  lubritorium 
as  part  of  the  gasoline  station;  prem¬ 
ises  240-250  Empire  boulevard,  south¬ 
west  corner  of  Rogers  avenue  (Block 
No.  1314,  Lot  No.  44),  Borough  of 
Brooklyn. 


cal  no  1011-38-BZ— Application,  November  9,  1938,  under 
sections  7 a  and  21  of  the  building  zone 
resolution,  of  Albert  C.  Benson,  appli¬ 
cant,  on  behalf  of  Marie  D.  Dobran, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of 
an  accessory  building  on  an  existing 
gasoline  service  station;  premises  111- 
66  Corona  avenue  and  112-35  to  112-43 
Colonial  avenue,  southwest  corner 
(Block  No.  1972,  Lot  Nos.  53  and  56), 
Corona,  Borough  of  Queens. 
HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  31,  1939,  2  P.  M. 


Appeals  from  Administrative  Orders 

1126-38- A— 477-483  10th  avenue,  southwest  corner  of  West 
37th  street  (Block  No.  708,  Lot  Nos.  35 
and  37),  Borough  of  Manhattan. 

1208-38- A — 505  West  45th  street,  north  side,  100  ft.  west 
of  10th  avenue  and  504  West  46th  street 
(Block  No.  1074,  Lot  Nos.  27,  37  and  38), 
Borough  of  Manhattan. 


1194-38- A — 40  Riverside  drive,  northeast  corner  of  West 
76th  street  (Block  No.  1185,  Lot  No.  49), 
Rnrnnedi  of  Manhattan. 


24-39- A — 42-45  12th  street  (74-78  Sherman  place),  east 
side,  90  ft.  north  of  43rd  avenue  (Block 
No.  458,  Lot  No.  83),  Long  Island  City, 
Borough  of  Queens. 

40- 39-A — 111  Wyona  street,  east  side,  157  ft.  7  in.  north 

of  Atlantic  avenue  (Block  No.  3673,  Lot 
No.  3),  Borough  of  Brooklyn. 

41- 39-A— 1760  Westchester  avenue,  southeast  corner  of 

Commonwealth  avenue  (Block  No.  3762, 
Lot  No.  30),  Borough  of  The  Bronx. 

67-39-A — 12  East  62nd  street,  south  side,  229  ft.  east  of 
Fifth  avenue  (Block  No.  1376,  Lot  No. 
63),  Borough  of  Manhattan. 


20-39- A— 502-516  86th  street  and  8611  Fifth  avenue, 
southeast  corner  (Block  No.  6051,  Lot 
No.  17),  Borough  of  Brooklyn. 

34-39- A— 601-603  West  129th  street  (St.  Clair  place)  and 
3221  Broadway,  northwest  corner  (Block 
No.  1996,  Lot  No.  29),  Borough  of  Man¬ 
hattan. 


49-39- A— 357-365  Park  avenue,  north  side,  from  Steuben 
street  to  Emerson  place,  29-45  Steuben 
street  and  46-52  Emerson  place  (Block  No. 
1879,  Lot  Nos.  1-8),  Borough  of  Brooklyn. 

76-39- A — 2011  Creston  avenue,  west  side,  118.81  ft.  north 
of  East  179th  street  (Block  No.  2807,  Lot 
No.  77),  Borough  of  The  Bronx. 
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19-39-A — 51  Murray  street,  north  side,  125  ft.  east  of 
West  Broadway  (Block  No.  133,  Lot  No. 
10),  Borough  of  Manhattan. 

86-39-A — 135  Tompkins  avenue,  east  side,  200  ft.  north 
of  Vanderbilt  avenue  (Block  No.  53 A, 
Lot  No.  81),  Stapleton,  Borough  of  Rich¬ 
mond. 

89-39- A — 2075  Grand  concourse,  southwest  corner  of 
East  180th  street  (Block  No.  3160,  Lot 
No.  20),  Borough  of  The  Bronx. 

91-39- A — 98-1 1*21 1th  street,  east  side,  68.57  ft.  south  of 
Jamaica  avenue  (Block  No.  1826,  Lot  No. 
7),  Bellaire,  Borough  of  Queens. 

35- 39-A — 755-765  Broadway  and  766-792  Flushing  avenue, 

northeast  corner  (Block  No.  3130,  Lot 
Nos.  2  and  4),  Borough  of  Brooklyn. 

36- 39-A — 1057  Beach  20th  street,  north  side,  79.80  ft. 

east  of  Mott  avenue  and  1064-1066  Beach 
21st  street  (Block  No.  212,  Lot  No.  57), 
Far  Rockaway,  Borough  of  Queens. 

111-39-A — 58-01  to  58-59  213th  street,  east  side,  between 
Horace  Harding  boulevard  and  58th  ave¬ 
nue  (Block  No.  3325,  part  of  Lot  No.  1), 
Bayside,  Borough  of  Queens. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  Jan¬ 
uary  31.  1939,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matter,  except  cases 
which  have  been  heard  and  on  which  decision  has  been 
reserved  without  further  argument,  pending  an  inspection 
and  a  report  with  recommendation  by  the  committee  of 
the  board : 

cal.  no.  992-38-BZ — Application,  November  5,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  M.  Lonergan,  ap¬ 
plicant,  on  behalf  of  Fargo  Realty 
Corporation,  owner,  to  permit  partly 
in  a  business  use  district  and  partly  in 
an  unrestricted  use  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  1062-1066 
Swinton  avenue  and  2800-2810  Eastern 
boulevard,  southeast  corner  (Block  No. 
5534,  part  of  Lot  No.  1),  Borough  of 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


plicant  and  lessee,  on  behalf  of  Annie 
Zins,  owner,  to  permit  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  resi¬ 
dence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  (previously  dismissed  for  lack 
of  prosecution ;  reopened  and  restored 
to  calendar  January  17,  1939)  ;  prem¬ 
ises  23-28,  23-30  and  23-32  30th  avenue, 
south  side,  91.83  ft.  west  of  Crescent 
street  (Block  No.  572,  Lot  Nos.  37 
and  38),  Astoria,  Borough  of  Queens. 

cal.  no.  865-38-BZ — Application,  October  6,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  William  Shary,  applicant,  on 
behalf  of  French  Benevolent  Society, 
owner,  to  permit  in  a  retail  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  450-458  West  34th 
street,  south  side,  175  ft.  9)4  in.  east 
of  10th  avenue  (Block  No.  731,  Lot 
No.  72),  Borough  of  Manhattan. 

cal.  no.  489-37-BZ — Application,  October  13,  1937,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Anna  M.  O’Connor,  ap¬ 
plicant,  on  behalf  of  Winifred  B. 
Wood,  owner  (Thomas  Ferry,  lessee), 
to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  38-15  Union 
street,  east  side,  190  ft.  north  of  Roose¬ 
velt  avenue  (Block  No.  5020,  Lot  No. 
3),  Flushing,  Borough  of  Queens. 

cal.  no.  770-38-BZ — Application  August  29,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  Samuels  and  Samuels,  appli¬ 
cants,  on  behalf  of  Minnie  Zagarino, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  extension  and  reconstruction 
of  a  gasoline  service  station  (prev¬ 
iously  granted  by  the  board)  premises 
109-61  to  109-73  Van  Wyck  boulevard 
and  109-118  to  109-130  Lincoln  avenue, 
northeast  corner  (Block  No.  10066,  Lot 
No.  1),  Jamaica,  Borough  of  Queens. 


FEBRUARY  3,  1939,  10  A.  M. 

RULES 

835-38-SR — Proposed  Rules  relative  to  Submerged  Inlets 
and  Protective  Methods  to  be  Applied  to 
Prevent  Contamination  of  Water  Supply. 

FEBRUARY  7,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  Febru¬ 
ary  7,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  Manhattan,  on  the  following  matters : 

cal.  no.  531-37-BZ — Application,  November  9,  1937,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  James  Mosgoffian,  ap- 


cal.  no.  408-38-BZ — Application  of  William  J.  McMahon, 
applicant  and  lessee,  on  behalf  of  Hans 
Donhauser,  Inc.,  owner,  reopened  and 
restored  to  calendar  December  6,  1938 
(previously  withdrawn),  under  section 
21  of  the  building  zone  resolution,  to 
permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  72- 
01  Astoria  boulevard  (Grand  Central 
Parkway  Extension),  northeast  corner 
of  72nd  street  (Block  No.  1004,  Lot 
No.  52),  Astoria,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 

FEBRUARY  7,  1939,  2  P.  M. 

Appeals  from  Administrative  Orders 
1118-38-A — 59-83  59th  street,  east  side,  272.6  ft.  south  of 
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59th  drive  (Block  No.  2649,  Lot  No.  135), 
Maspeth,  Borough  of  Queens. 

1155-38- A— 1049-1065  Rockaway  avenue,  east  side,  32  ft.  7 
in.  south  of  Linden  boulevard  (Block  No. 

3 644 A,  Lot  No.  4),  Borough  of  Brooklyn, 
of  Hart  street  (Block  No.  3236,  Lot  No. 
5),  Borough  of  Brooklyn. 

11-39- A — 5-42  to  5-48  47th  avenue,  south  side,  100  ft. 

west  of  Vernon  boulevard  (Block  No.  29, 
Lot  No.  42),  Long  Island  City,  Borough 
of  Queens. 

38- 39- A — 1018-1024  Flatbush  avenue  and  2118-2130  Re¬ 

gent  place,  southwest  corner  (Block  No. 
5125,  Lot  No.  51),  Borough  of  Brooklyn. 

39- 39- A— 114-06  to  114-08  Liberty  avenue,  south  side, 

45  ft.  7  in.  east  of  114th  street  (Block 
No.  9537,  Lot  No.  3),  Richmond  Hill, 
Borough  of  Queens. 

73-39-A — 121  West  82nd  street,  north  side,  300  ft.  west 
of  Columbus  avenue  (Block  No.  1213,  Lot 
No.  20),  Borough  of  Manhattan. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon ,  Feb¬ 
ruary  7,  1939,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matter,  _  except 
cases  which  have  been  heard  and  on  which  decision  has 
been  reserved  without  further  argument,  pending  an  in¬ 
spection  and  a  report  with  recommendation  by  the  com¬ 
mittee  of  the  board : 

cal.  no.  729-38-BZ— Application,  August  22,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  B.  Lynch,  appli¬ 
cant,  on  behalf  of  Talbo  Gasoline  Com¬ 
pany,  Inc.,  owner  (Colonial  Beacon  Oil 
Co.,  Inc.,  lessee),  to  permit  in  a  busi¬ 
ness  use  district  the  _  extension  of  an 
existing  gasoline  service  station ;  3150- 
3158  Boston  road,  southeast  corner  of 
Laconia  avenue  (Block  No.  4614,  Lot 
No.  9),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  15,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  Feb¬ 
ruary  15,  1939,  at  10  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matters: 

cal.  no.  94-38-BZ — Application,  February  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Arthur  W.  Renander,  appli¬ 
cant,  on  behalf  of  Jeho  Co.,  Inc.,  owner 
(Jamaica  Parking  Co.,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  89-02  to  89-12  166th  street, 
southwest  corner  of  89th  avenue 
(Block  No.  866,  Lot  No.  72),  Jamaica, 
Borough  of  Queens. 

cal.  no.  1050-38-BZ — Application,  November  18,  1938,  un¬ 
der  section  21  of  the  building  zone  res¬ 


olution,  of  Sidney  H.  Kitzler,  appli¬ 
cant,  on  behalf  of  John  Meurer,  owner, 
to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station,  office,  auto  laundry, 
lubritorium  and  brake  and  battery 
service;  premises  6411-6423  13th  ave¬ 
nue  and  1301-1305  65th  street,  north¬ 
east  corner  (Block  No.  5747,  Lot  Nos. 

1  and  5),  Borough  of  Brooklyn. 

cal.  no.  1197-38-BZ— Application,  December  23,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Edgar  J.  Moeller,  applicant, 
on  behalf  of  Three  Fourteen  West 
34th  Street  Corporation,  owner,  (Allen 
Kerr,  lessee),  to  permit  in  a  retail  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  314-318  West 
34th  street,  south  side,  225  ft.  west  of 
8th  avenue  (Block  No.  757,  Lot  Nos. 
46  to  48,  inclusive),  Borough  of  Man¬ 
hattan. 

cal.  no.  1203-38-BZ— Application,  December  27,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  Siebert,  applicant,  on 
behalf  of  Solomon  Nolar  and  Embro 
Realty  Corporation,  owners,  to  permit 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district  the 
erection  and  maintenance  of  an  exten¬ 
sion  to  an  existing  business  building; 
also,  proposed  extension  does  not  com¬ 
ply  with  area  requirements  as  to  cover¬ 
age  of  plot  and  rear  yard  require¬ 
ments;  premises  94-77  to  94-81  217th 
street,  east  side,  88  ft.  \lA  in.  north  of 
Jamaica  avenue  and  217-05  to  217-09 
Jericho  turnpike  (Block  No.  1599,  Lot 
Nos.  41  to  43,  inclusive),  Queens  Vil¬ 
lage,  Borough  of  Queens. 

CAL.  no.  30-39-BZ— Application,  January  11,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rosario  Candela,  applicant,  on 
behalf  of  Regency  Park,  Inc.,  owner, 
to  permit  in  a  residence  use  and,  also, 
“E”  and  “F”  area  districts  the  erection 
and  maintenance  of  three  (3)  units  of 
Class  “A”  multiple  dwellings  not  con¬ 
forming  with  the  area  requirements  of 
the  building  zone  resolution ;  premises 
141-02  to  141-48  78th  avenue,  141-03  to 
141-45  78th  road,  141-02  to  141-48  78th 
road,  141-03  to  141-45  79th  avenue, 
141-02  to  141-48  79th  avenue  and  141-03 
to  141-45  Union  turnpike  (square 
blocks  bounded  by  Union  turnpike, 
141st  street,  79th  avenue  and  Main 
street,  79th  avenue,  141st  street,  78th 
road  and  Main  street  and  78th  road, 
141st  street,  78th  avenue  and  Main 
street)  ;  (Block  Nos.  6631,  6632  and 
6633,  Lot  No.  1),  Flushing,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  15,  1939,  2  P.  M. 

Appeals  from  Administrative  Orders 
45-39- A — 75-11  to  75-19  Roosevelt  avenue  and  37-60  76th 
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street,  west  side,  between  Roosevelt  ave¬ 
nue  and  37th  road  (Block  No.  1286,  Lot 
No.  66),  Jackson  Heights,  Borough  of 
Queens. 

1 008-38- A-WF — 126-14  38th  avenue,  south  side,  100  ft.  east 
of  126th  street  (Block  No.  1826,  Lot  No. 
14),  Corona,  Borough  of  Queens. 

90-39-A — 84-49  168th  (Grand)  street,  east  side,  150.82  ft. 

north  of  Gothic  drive  and  84-50  169th 
street  (Ackroyd  avenue),  west  side,  165.01 
ft.  north  of  Gothic  drive  (Block  No.  9860 
Lot  No.  40),  Jamaica,  Borough  of  Queens. 

953-38-A — 39-04  Main  street,  southwest  corner  of  39th 
avenue  (Block  No.  843,  Lot  No.  48), 
Flushing,  Borough  of  Queens. 

10 16-38- A — 414-418  Marcy  avenue,  southwest  corner  of 
Walton  street  (Block  No.  2244  Lot  No. 
36)  Borough  of  Brooklyn. 

1219-38-A — 289-293  Powell  street,  east  side,  250  ft.  south  of 
Sutter  avenue  (Block  No.  3763,  Lot.  No. 
11),  Borough  of  Brooklyn. 

16-39-A — 1901-1911  West  12th  street  and  50-60  Avenue  S, 
southeast  corner  (Block  No.  7077,  Lot  No. 
1),  Borough  of  Brooklyn. 

65-39-A — 520-522  East  152d  street,  601-605  Brook  avenue, 
southwest  corner  and  455-459  Westchester 
avenue,  north  side,  82  ft.  8J4  in.  west  of 
Brook  avenue  (Block  No.  2361,  Lot  Nos. 
1  and  5),  Borough  of  The  Bronx. 

78-39-A — 877  Glenmore  avenue,  north  side,  20  ft.  west  of 
Milford  street  (Block  No.  3992,  Lot.  No. 
39),  Borough  of  Brooklyn. 

81-39-A — 30-91  Steinway  street,  east  side,  98  ft.  3  in. 

north  of  31st  avenue  (Block  No.  680,  Lot 
No.  9),  Long  Island  City,  Borough  of 
Queens. 

83- 39-A — 160  Silver  Lake  road,  south  side,  200  ft.  west 

of  Havenwood  road  and  153  ft.  east  of 
Brighton  avenue  (Block  No.  129,  Lot  No. 
28),  Brighton  Heights,  Borough  of  Rich¬ 
mond. 

84- 39- A — 433  Broome  street,  south  side,  124  ft.  3  in.  east 

of  Broadway  (Block  No.  473,  Lot  No. 
16),  Borough  of  Manhattan. 

87- 39-A — 2384-2388  Fulton  street,  south  side,  200  ft.  east 

of  Sackman  street  (Block  No.  1554,  Lot 
No.  9),  Borough  of  Brooklyn. 

88- 39-A — 29-10  Thomson  avenue,  south  side,  from 

29th  to  30th  streets  (Block  No.  273,  Lot 
No.  1),  Long  Island  City,  Borough  of 
Queens. 

92- 39-A — 524  Third  avenue,  west  side,  40  ft.  south  of 

12th  street  (Block  No.  1026,  Lot  No.  35), 
Borough  of  Brooklyn. 

93- 39-A — 300  East  145th  street,  southwest  corner  of 

College  avenue  (Block  No.  2325,  Lot  No. 
14),  Borough  of  The  Bronx. 

95-39- A — 141-153  Lincoln  avenue,  northwest  corner  of 
East  134th  street  (Block  No.  2317,  Lot 
Nos.  43-49),  Borough  of  The  Bronx. 

97-39-A — 349-357  West  27th  street,  north  side,  206.3  ft. 

east  of  Ninth  avenue  (Block  No.  751,  Lot 
Nos.  10  to  14,  inclusive),  Borough  of 
Manhattan. 

99-39- A — 2856-2870  Third  avenue,  410-428  Westchester 
avenue,  southeast  corner  and  545-549  Ber¬ 
gen  avenue  (Block  No.  2294,  Lot  Nos. 
4-6-9),  Borough  of  The  Bronx. 


112-39- A — 211  60th  street,  northeast  corner  of  Second 
avenue  (Block  No.  861,  Lot  No.  1), 
Borough  of  Brooklyn. 

114- 39- A — 1510  Jessup  avenue,  east  side,  75  ft.  north  of 

West  172d  street  (Block  No.  2872,  Lot 
No.  287),  Borough  of  The  Bronx. 

115- 39- A — 429  Columbia  street,  east  side,  80  ft.  south  of 

Huntington  street  (Block  No.  534,  Lot 
No.  6),  Borough  of  Brooklyn. 

116- 39- A— 126-11  and  126-13  Liberty  avenue,  north  side, 

60  ft.  west  of  127th  street  (Block  No. 
9563,  Lot  Nos.  23  and  24),  Richmond  Hill, 
Borough  of  Queens. 

117- 39- A — 329  Greenwich  street  and  60-68  Beach  street, 

southwest  corner  (Block  No.  186,  Lot 
No.  30),  Borough  of  Manhattan. 

119-39- A — 2917-2921  (2925  displayed)  West  17th  street, 
east  side,  210  ft.  north  of  Surf  avenue 
(Block  No.  7062,  Lot  No.  28),  Borough  of 
Brooklyn. 

121-39-A — 743-765  Lexington  avenue,  east  side,  from  East 
59th  street  to  East  60th  street,  135-163 
East  59th  street,  140-176  East  60th  street 
and  990-1008  Third  avenue  (Block  No. 
1394,  Lot  No.  23),  Borough  of  Manhattan. 

129- 39-A — 75-67  and  75-81  185th  street,  east  side,  640  ft. 

and  680  ft.  south  of  75th  avenue  (Block 
No.  7202,  Lot  No.  32),  Jamaica,  Borough 
of  Queens. 

130- 39-A — West  side  of  Independence  avenue,  164  ft. 

north  of  West  246th  street  (Block  No. 
3418,  Lot  No.  518),  Borough  of  The 
Bronx. 

134-39-A — 232-234  West  28th  street,  south  side,  370  ft.  1 
in.  east  of  Eighth  avenue  (Block  No.  777, 
Lot  Nos.  61  and  62),  Borough  of  Man¬ 
hattan. 

141-39- A — 17  East  86th  street,  north  side,  112  ft.  9/i  in. 

west  of  Madison  avenue  (Block  No.  1498, 
Lot  No.  12),  Borough  of  Manhattan. 

144-39-A — -East  side  of  Elmhurst  avenue,  between  Elbert- 
son  avenue  and  Forley  street  (Block  No. 
1554,  Lot  No.  1),  Elmhurst,  Borough  of 
Queens. 

148-39-A — 422-428  Kent  avenue,  southwest  corner  of 
South  8th  street  (Block  No.  2134,  Lot 
No.  7),  Borough  of  Brooklyn. 

80-39-A — 712-714  Brighton  Beach  avenue  and  3212-3214 
Coney  Island  avenue,  southwest  corner 
(Block  No.  7824,  Lot  No.  2419),  Borough 
of  Brooklyn. 

106- 39-A — 57-37  to  57-39  Myrtle  avenue,  north  side,  140 

ft.  west  of  Onderdonk  avenue  and  928 
Onderdonk  avenue  (Block  No.  3466,  Lot 
Nos.  38  and  39),  Ridgewood,  Borough  of 
Queens. 

107- 39-A — 746-750  Nostrand  avenue,  west  side,  91  ft.  1 

in.  south  of  Park  place  (Block  No.  1240, 
Lot  Nos.  38-40),  Borough  of  Brooklyn. 

123- 39- A — 314  East  204th  street,  south  side,  51  ft.  west  of 

Hull  avenue  (Block  No.  3333,  Lot  No. 
34),  Borough  of  The  Bronx. 

124- 39-A — 303-305  Broadway,  northeast  side,  50  ft.  south¬ 

east  of  Marcy  avenue  and  161  Marcy  ave¬ 
nue  (Block  No.  2461,  Lot  No.  1),  Borough 
of  Brooklyn. 

125- 39-A — 147-09  to  147-11  Jamaica  avenue  and  91-31 

Sutphin  boulevard,  northeast  corner 
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(Block  No.  780,  Lot  No.  1),  Jamaica, 
Borough  of  Queens. 

126- 39- A — 68-09  to  68-11  Myrtle  avenue,  north  side,  76  ft. 

9/4  in.  west  of  68th  place  (Block  No.  3682, 
Lot  No.  40),  Glendale,  Borough  of  Queens. 

127- 39- A— 707-709  Allerton  avenue,  north  side,  36  ft.  east 

of  White  Plains  avenue  (Block  No.  4509, 
Lot  No.  2),  Borough  of  The  Bronx. 

128- 39-A — 3728  White  Plains  avenue,  northeast  corner  of 

East  217th  street  (Block  No.  4665,  Lot 
No.  49),  Borough  of  The  Bronx. 

138-39-A — 217-05  to  217-09  Jamaica  avenue  (Jericho 
turnpike),  north  side,  38.55  ft.  east  of 
217th  street  (Block  No.  1599,  Lot  No.  36), 
Queens  Village,  Borough  of  Queens. 

146-39-A — 184-186  Dyckman  street,  south  side,  300  ft.  west 
of  Sherman  avenue  (Block  No.  2175,  Lot 
No.  61),  Borough  of  Manhattan. 

Variation  of  Labor  Law 

143-39-S- — 485  Madison  avenue,  and  28-36  East  52d  street, 
southeast  corner  (Block  No.  1287,  Lot 
Nos.  48,  49,  50  and  52),  Boough  of  Man¬ 
hattan. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  afternoon, 
February  15,  1939,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matters,  except  cases 
which  have  been  heard  and  on  which  decision  has  been 
reserved  without  further  argument,  pending  an  inspection 
and  a  report  with  recommendation  by  the  committee  of 
the  board : 

cal.  no.  740-38-BZ — Application,  August  24,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sutta  and  Frankel,  applicants, 
on  behalf  of  Janice  H.  Devore,  owner, 
to  permit  in  a  residence  use  district 
the  erection  and  maintenance  of  a  gas¬ 
oline  service  station  and.  also,  an  acces¬ 
sory  building  to  be  used  as  auto  laun¬ 
dry,  lubritorium  and  office;  premises 
1940-1960  Linden  boulevard,  south  side, 
from  Pennsylvania  avenue  to  New  Jer¬ 
sey  avenue,  785-795  Pennsylvania  ave¬ 
nue  and  848-858  New  Jersey  avenue 
(Block  No.  4347,  part  of  Lot  No.  1), 
Borough  of  Brooklyn. 

cal.  no.  569-37-BZ — Application,  December  2,  1937,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Sophie  Galum- 
beck,  owner  (Flatbush  Coal  and  Coke 
Corporation,  lessee),  to  permit  in  a 
residence  district  the  operation  of  coal 
pockets,  coal  storage,  truck  driveway 
and  railroad  siding ;  premises  2030-2044 
McDonald  avenue,  west  side,  339  ft.  6 
in.  north  of  Avenue  S  and  49-57  Lake 
street  (Block  No.  6680,  Lot  Nos.  23, 
124  and  125),  Borough  of  Brooklyn. 

cal.  no.  858-38-BZ — Application,  October  6,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  W.  H.  and  J.  F.  Dusenbury,  appli¬ 
cants,  on  behalf  of  Margaret  Demuth, 
owner,  to  permit  in  a  business  use  dis¬ 


trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3513-3515 
Jerome  avenue,  west  side,  180.44  ft. 
south  of  Gun  Hill  road  (Block  No. 
3324-B,  Lot  No.  142),  Borough  of  The 
Bronx. 

cal  no  403-37-BZ — Application  August  12,  1937,  under 
section  7h  of  the  building  zone  resolu¬ 
tion  of  Max  Silver,  lessee,  on  behalf 
of  Reproduction  Furniture  Manufac¬ 
turing  Co.,  Inc.,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  507- 
511  Sheffield  avenue,  east  side,  40  ft. 
south  of  Livonia  avenue  (Block  No. 
3822,  part  of  Lot  No.  18),  Borough  of 
Brooklyn. 

cal.  no.  73 8-38-BZ— Application,  August  23,  1938,  under 
sections  7 a  and  21  of  the  building  zone 
resolution,  of  Bernard  Trencher,  appli¬ 
cant,  on  behalf  of  Mary  T.  Hasselman 
and  Anastasia  L.  Bartley,  owners 
(Socony- Vacuum  Oil  Company,  Inc., 
lessee),  to  permit  in  a  residence  use 
district  the  extension  of  a  gasoline  ser¬ 
vice  station  and  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gasoline  service  station  office,  lubri- 
tory,  auto  laundry  and  for  the  sale  of 
accessories;  premises  1815-1825  Ocean 
avenue,  east  side,  280  ft.  south  of  Ave¬ 
nue  M  (Block  No.  7656,  Lot  No.  55 
and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  21,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
21,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  840-38-BZ — Application,  October  3,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Francis  L.  Shea,  applicant,  on 
behalf  of  The  Trustees  of  the  Sailors 
Snug  Harbor,  owner  (Gertrude  I. 
Bergoff,  lessee),  to  permit  partly  in  a 
business  use  district  and  partly  in  an 
unrestricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  52-58  East  8th  street  and  305 
Mercer  street,  southwest  corner  (Block 
No.  548,  Lot  Nos.  32  to  35,  inclusive), 
Borough  of  Manhattan. 

cal.  no.  901-38-BZ — Application,  October  18,  1938,  under 

sections  7e  and  21  of  the  building  zone 
resolution,  of  Eunice  B.  Gray,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
use  district  the  alteration  and  conver¬ 
sion  of  an  existing  private  garage  to 
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a  public  garage  for  more  than  five  (5) 
motor  vehicles;  premises  154  West 
56th  street,  south  side,  175  ft.  east  of 
7th  avenue  (Block  No.  1008,  Lot  No. 
57),  Borough  of  Manhattan. 

cal.  no.  1173-38-BZ — Application,  December  16,  1938,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  Gray  and  Tomlin,  applicants, 
on  behalf  of  St.  John’s  Cemetery, 
owner,  to  permit  in  a  residence  use 
district  the  extension  of  an  existing 
business  building;  premises  Northeast 
corner  of  Metropolitan  avenue  and 
80th  street  (Dry  Harbor  road)  ; 
(Block  No.  3071,  Lot  No.  1),  Middle 
Village,  Borough  of  Queens. 

cal.  no.  22-39-BZ — Application,  January  10,  1939,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  Robert  Helmer,  applicant, 
on  behalf  of  C.  T.  Silver,  Inc.,  owner, 
to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a 
gasoline  service  station  ;  premises  3087- 
3103  Nostrand  avenue  and  1720-1734 
Gerritsen  avenue,  southeast  corner 
(Block  No.  6813,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  1148-38-BZ — Application,  December  10,  1938,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  John  F.  Meehan,  applicant, 
on  behalf  of  James  P.  Kelly,  owner, 
to  permit  in  a  residence  use  district 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles ;  premises  49-01 
48th  avenue,  northeast  corner  of  49th 
street  (Block  No.  2287,  Lot  Nos.  1 
to  8,  inclusive),  Long  Island  City, 
Borough  of  Queens. 

cal.  no.  566-38-BZ — Application,  June  30,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Henry  Nordheim,  applicant,  on  be¬ 
half  of  Pauline  Schechter,  owner,  to 
permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use 
district  the  conversion  of  occupancy 
of  an  existing  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles; 
premises  862  East  162d'  street,  south 
side,  125  ft.  east  of  Prospect  avenue 
(Block  No.  2690,  Lot  No.  28),  Bor¬ 
ough  of  The  Bronx. 

cal.  no.  908-38-BZ — Application,  October  18,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edwin  H.  Snackenberg,  appli¬ 
cant,  on  behalf  of  Benjamin  Siegel, 
owner,  to  permit  in  a  business  use 
district,  the  extension  of  a  gasoline 
service  station,  previously  denied  by 
the  board  and  granted  under  decision 
of  the  Court;  premises  110-44  to  110- 
56  Springfield  boulevard  and  216-39 
to  216-49  111th  avenue,  northwest  cor¬ 
ner  (Block  No.  2038,  Lot  Nos.  31  and 


33),  Queens  Village,  Borough  of 
Queens. 

cal.  no.  1178-38-BZ — Application,  December  15,  1938,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  David  Kaufman,  applicant, 
on  behalf  of  Seymarn  Realty  Corpora¬ 
tion,  owner,  to  permit  in  a  business 
use  district  the  erection  and  mainten¬ 
ance  of  a  gasoline  service  station ; 
premises  3548-3552  Jerome  avenue,  east 
side,  50  ft.  south  of  East  212th  street 
(Block  No.  3328,  Lot  Nos.  28  and 
29),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  28,  1939,  10  A.  M. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
28,  1939,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  921-38-BZ — Application,  October  25,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  V.  Iaricci,  applicant,  on 
behalf  of  Joseph  P.  Kissling,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  110-40  Horace 
Harding  boulevard  (Nassau  boule¬ 
vard),  southwest  corner  of  Colonial 
avenue  (Block  No.  2161,  Lot  Nos.  115 
and  118),  Corona,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman, 


FEBRUARY  28,  1939,  2  P.  M. 

Appeals  from  Administrative  Orders 

1009-38-A — 57-16  Granger  street,  south  side,  136  ft.  east 
of  Martense  avenue  (Block  No.  1950,  Lot 
No.  46),  Corona,  Borough  of  Queens. 

1230-38-A — East  side  of  86th  street,  18  ft.  south  of  25th 
avenue  (Block  No.  1360,  Lot  No.  1),  As¬ 
toria,  Borough  of  Queens. 

50- 39-A- — 25-01  86th  street,  southeast  corner  of  25th 

avenue  (Block  No.  1360,  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 

51- 39-A — 25-05  to  25-27  86th  street,  inclusive,  east  side, 

36  ft.  to  252  ft.  south  of  25th  avenue 
(Block  No.  1360,  Lot  No.  1),  Jackson 
Heights,  Borough  of  Queens. 

Variation  of  Labor  Law 

1207-38-S — 4109  Park  avenue,  northwest  corner  of  East 
175th  street  (Block  No.  2900,  Lot  No.  39), 
Borough  of  The  Bronx. 


MARCH  3,  1939,  10  A.  M. 

RULES 

170-39-SR — Proposed  Rules  on  Uses  of  Insulating  Fibre 
Board. 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JANUARY  24,  1939 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Wednesday  morning,  January  4,  1939,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  Wednesday  after¬ 
noon,  January  4,  1939,  were  approved  as  printed  in  Bulletin 
No.  2,  Volume  XXIV. 


BUILDING  ZONE  CASES 

17-38-BZ. 

APPLICANT — Herman  Kron,  for  Harlem  Savings  Bank, 
owner  (Rosemol  Realty  Corporation,  lessee). 

SUBJECT — Application  (re  decision  of  the  commissioner 
of  buildings)  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years, 
the  parking  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 324-328  West  34th  Street,  south 
side,  325  ft.  west  of  8th  avenue  (Block  No.  757, 
Lot  Nos.  51  to  53,  inclusive),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Herman  Kron,  Philip  Adelman 
and  Bernard  F.  Stern. 

For  Opposition:  John  B.  Butler,  Jr.,  and  J.  C. 
Messer. 

ACTION  OF  BOARD— Laid  over  to  May  2,  1939,  at  10 
a.m.,  for  further  consideration  by  the  board  after 
removal  of  lunch  wagon  and  fruit  stand  on  prem¬ 
ises. 


408-38-BZ. 

APPLICANT — William  J.  McMahon,  lessee  for  Hans 
E'onhauser,  Inc.,  owner. 

SUBJECT— Application  reopened  December  6,  1938  (re 
decision  of  the  borough  superintendent  of  build¬ 
ings)  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station  (previ¬ 
ously  withdrawn). 

PREMISES  AFFECTED — 72-01  Astoria  boulevard  (Grand 
Central  Parkway  Extension),  northeast  corner  of 
72nd  street  (Block  No.  1004,  Lot  No.  52),  Astoria, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  P.  Thomas. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  February  7,  1939,  at 
10  a.m.,  on  request  of  applicant’s  representative. 


770-38-BZ. 

APPLICANT— Samuels  and  Samuels,  for  Minnie  Zaga- 
rino,  owner. 

SLTBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  the  extension  and  reconstruction  of  a 
gasoline  service  station  (previously  granted  by  the 
board) . 

PREMISES  AFFECTED— 109-61  to  109-73  Van  Wyck 
boulevard  and  109-118  to  109-130  Lincoln  avenue, 
northeast  corner  (Block  No.  10066,  Lot  No.  1), 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Archie  H.  Samuels. 

For  Opposition:  Martin  Cargill  and  Fred  Bryld. 

ACTION  OF  BOARD— Laid  over  to  February  7,  1939,  at 
10  a.m.,  applicant  to  submit  new  plans. 


1011-38-BZ. 

APPLICANT— Albert  C.  Benson,  for  Marie  D.  Dobran, 
owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7a  and  21  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district  the  rection  and  maintenance  of  an 
accessory  building  to  an  existing  gasoline  service 
station. 

PREMISES  AFFECTED— 111-66  Corona  avenue  and  112- 
35  to  112-43  Colonial  avenue,  southwest  corner 
(Block  No.  1972,  Lot  Nos.  53  and  56),  Corona, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Albert  C.  Benson  and  Marie  D. 
Dobran. 

For  Opposition  :  Latham  C.  Squire,  World  s  Fair 
Corporation. 

For  Administration :  Harold  Klorfein,  Depart- 
ment  of  Parks. 

ACTION  OF  BOARD— Laid  over  to  January  31,  1939,  at 
10  a.m.,  for  applicant  to  submit  new  plans. 


139-38-BZ. 

APLICANT— Irving  Krantz,  for  Nina  L.  Sonnenstrahl, 
owner. 

SUBJECT— Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  7h  of 
the  building  zone  resolution,  to  permit  partly  in  a 
business  use  district  and  partly  in  a  residence  use 
district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECT  ED' — 190-200  Barbey  street  and  2850- 
2862  Fulton  street,  southwest  corner  (Block  No. 
3949,  Lot  No.  22),  Borough  of  Brooklyn. 
APPEARANCES — 

For  Applicant:  Robert  S.  Bade. 

For  Opposition:  Charles  J.  Orlafsky,  George  Hen¬ 
ning,  Mrs.  L.  Arceri,  Lillian  Kelly,  Maria 
Nixon,  Antoine  La  Croix,  Mrs.  Richard  Eyring, 
M.  F.  Stander,  Mrs.  F.  Genco,  Mrs.  George 
Malsmeister,  Frank  J.  Stevens  and  others. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . ; .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Absent  . . .  •  0 

THE  RESOLUTION— 

(139-38-BZ) 

Whereas,  Irving  Krantz,  for  Nina  L.  Sonnenstrahl, 
owner,  filed  March  5,  1938,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises:  190-200  Bar¬ 
bey  street  and  2850-2862  Fulton  street,  southwest  corner 
(Block  No.  3949,  Lot  No.  22),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  24,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Fulton  street  is  in  a  business 
r.se  district ;  Barbey  street  is  in  a  residence,  business  and 
unrestricted  use  district;  Schenck  avenue  is  in  a  residence, 
business  and  unrestricted  use  district;  Atlantic  avenue  is 
in  an  unrestricted  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  January  5,  1938,  and  as  modified  by  deci¬ 
sion  of  November  16,  1938,  reads: 
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“Proposed  storage  and  parking  for  more  than  5  cars 
in  a  business  district — Part  of  south  east  corner  of 
plot  is  located  in  a  residence  district  contrary  to  Zone 
Resolution.  Art.  2  Section  4,  Par.  15.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  102  ft.  on  Fulton  street  and  110  ft.  on  Barbey 
street;  an  irregular  shaped  area  at  the  south  portion  of  the 
plot  extends  into  the  residence  use  district  for  a  distance  of 
approximately  10  ft.,  the  remainder  of  the  plot  is  in  a 
business  use  district.  It  is  proposed  to  use  the  plot  for  a 
temporary  period  of  not  more  than  2  years  for  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  site  under  appeal  and  surrounding  area 
were  inspected  by  a  committee  of  the  board,  prior  to  the 
hearing ;  and 

Whereas,  the  board  deemed  that  this  was  not  a  proper 
case  in  which  to  exercise  its  discretion  under  section  7, 
subdivision  H  of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


796-38-BZ. 

APPLICANT — Milton  D.  Clausen,  for  Frederick  Ambrose 
Clark  and  Stephen  Carlton  Clark,  owners. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7c  and  21 
and  as  amended,  section  7f  of  the  building  zone 
resolution  to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  golf  driving  range. 

PREMISES  AFFECTED— 221-02  to  221-40  Horace  Hard¬ 
ing  (Nassau)  boulevard  and  61-01  to  61-75  Spring- 
field  boulevard,  southeast  corner  (Block  Nos.  7644, 
7645,  7656  and  7657,  Lot  No.  1),  Bayside,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Louis  Gershel. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(796-38-BZ) 

Whereas,  Milton  D.  Clausen,  for  Frederick  Ambrose 
Clark  and  Stephen  Carlton  Clark,  owners,  filed  September 
15,  1938,  an  application  under  the  building  zone  resolution, 
to  permit  partly  in  a  business  and  partly  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  golf  driving 
range;  premises:  221-02  to  221-40  Horace  Harding  (Nas¬ 
sau)  boulevard  and  61-01  to  61-75  Springfield  boulevard 
(Block  Nos.  7644,  7645,  7656  and  7657,  Lot  No.  1),  Bay- 
side,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  24,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Horace  Harding  boulevard 
is  in  a  business  use  district;  Springfield  boulevard  is  in  a 
business  use  district ;  222nd  street  is  in  a  residence  and 
business  use  district;  223rd  street  is  in  a  residence  and 
business  use  district  and  224th  street  is  in  a  residence  and 
business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  Corr.  No.  2950-38,  dated  September  1,  1938, 
reads : 

“Your  application  for  a  certificate  of  occupancy  for 
a  golf  driving  range  on  premises  221-02  to  221-40 
Horace  Harding  boulevard  and  61-01  to  61-75  Spring- 
field  boulevard,  south  east  corner,  Bayside,  L.  I.,  N.  Y., 


please  be  advised  that  since  this  golf  range  is  partially 
in  a  business  district  and  partially  in  a  residence  use 
district,  same  is  contrary  to  Art.  II,  Sect.  3  of  the 
Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  400  ft.  on  Horace  Harding  boulevard 
and  a  depth  of  750  ft.  The  northerly  portion  of  the  plot 
(for  a  depth  of  100  ft.  along  Horace  Harding  boulevard) 
and  the  westerly  portion  of  the  plot  (for  a  depth  of  100 
ft.  along  Springfield  boulevard)  are  in  a  business  use  dis¬ 
trict — the  remainder  of  the  plot  is  in  a  residence  use  dis¬ 
trict.  It  is  proposed  to  use  the  premises  as  a  golf  driving 
range;  and 

Whereas,  the  site  under  appeal  and  surrounding  area 
were  inspected  by  a  committee  of  the  board,  prior  to  the 
hearing ;  and 

Whereas,  the  board  deemed  that  the  provisions  of  Sec¬ 
tion  7,  subdivision  f  of  the  building  zone  resolution,  under 
which  this  application  as  amended  was  made,  empowered 
the  board  to  exercise  its  discretion  and  to  grant  this  ap¬ 
plication. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7f,  for  a  term  of  two  years,  to  permit  the  premises  under 
appeal  to  be  used  as  a  golf  driving  range,  on  condition  that 
no  building  shall  be  erected,  except  within  the  business  use 
area  and  that  any  existing  buildings  now  located  in  the 
residence  use  area  shall  be  moved,  so  as  to  comply  with 
the  requirements  of  this  resolution ;  that  no  building  shall 
he  erected  within  the  business  use  area  that  does  not  comply 
with  the  Building  Code  requirements  therefor,  except  that 
existing  buildings  if  not  so  complying,  may  be  continued, 
on  condition  that  they  are  not  over  one  story  in  height  and 
do  not  exceed  the  area  as  indicated  on  plans  filed  with 
this  application ;  that  proper  screened  fencing  shall  be 
maintained  of  sufficient  height  along  Springfield  boulevard, 
for  the  protection  of  the  public;  that  in  the  event  the  pro¬ 
posed  streets  are  constructed  prior  to  the  term  of  this 
variance,  that  this  use  shall  be  discontinued;  that  all  per¬ 
mits  required,  shall  be  obtained  and  all  work  completed 
within  six  months  from  the  date  of  this  resolution. 


805-38-BZ. 

APPLICANT — Joseph  P.  McMahon,  for  Corporation  of 
the  Eastern  Hills,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21,  and  as 
amended,  section  7f  of  the  building  zone  resolution, 
to  permit  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district  the  erection  and 
maintenance  of  a  golf  driving  range. 

PREMISES  AFFECTED — Southwest  corner  of  Horace 
Harding  (Nassau)  boulevard  and  Hollis  Court 
boulevard  (Block  No.  5720,  Lot  No.  25,  Block  No. 
5721,  Lot  Nos.  1  and  40,  Block  No.  5724,  Lot  No. 
30,  Block  No.  5725,  Lot  No.  1  and  Block  No.  5726, 
Lot  Nos.  3  and  15),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  P.  McMahon. 

For  Opposition:  None. 

For  Administration  :  Harold  Klorfein,  Department 
of  Parks. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(805-38-BZ) 

Whereas,  Joseph  P.  McMahon,  for  Corporation  of  the 
Eastern  Hills,  owner,  filed  September  20,  1938,  an  applica- 
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tion  under  the  building  zone  resolution,  to  permit  parti}' 
in  a  business  use  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  golf  driving  range;  prem¬ 
ises:  southwest  corner  of  Horace  Harding  (Nassau)  boule- 
card  and  Hollis  Court  boulevard  (Block  No.  5720,  Lot  No. 
25,  Block  No.  5721,  Lot  Nos.  1  and  40,  Block  No.  5724  Lot 
No.  30,  Block  No.  5725,  Lot  No.  1  and  Block  No.  5726, 
Lot  Nos.  3  and  15),  Flushing,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  24,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Horace  Harding  boulevard 
is  in  a  business  use  district ;  Hollis  Court  boulevard  is  in 
a  residence  and  business  use  district;  Cross  Island  boule¬ 
vard  is  in  a  residence  and  business  use  district ;  64th 
avenue  is  in  a  residence  and  business  use  district ;  202nd 
street  is  in  a  residence  and  business  use  district  and  North 
Hempstead  Turnpike  is  in  a  business  and  residence  use 

district;  and  .  ,  , 

Whereas,  the  decision  of  the  borough  superintendent  ot 
buildings,  dated  September  16,  1938,  on  N.B.  Applic.  No. 
4551-38,  reads: 

“The  erection  of  a  golf  driving  range  extending 
from  a  business  district  into  a  residence  district  is 
contrary  to  art.  2,  sec.  3  of  the  Building  Zone  Reso¬ 
lution.” 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  412  ft.  on  Horace 
Harding  boulevard,  1270  ft.  on  Hollis  Court  boulevard  and 
1055  ft.  on  North  Hempstead  Turnpike.  A  portion  of  the 
plot  fronting  on  Horace  Harding  boulevard,  Underhill 
avenue  and  North  Hempstead  Turnpike  is  located  in  a 
business  use  district — the  remainder  is  located  in  a  resi¬ 
dence  use  district.  It  is  proposed  to  use  the  premises  as  a 
golf  driving  range;  and 

Whereas,  the  site  under  appeal  and  surrounding  area 
were  inspected  by  a  committee  of  the  board,  prior  to  the 

hearing;  and  .  . 

Whereas,  the  board  deemed  that  the  provisions  ot  bee- 
tion  7,  subdivision  f  of  the  building  zone  resolution,  under 
which  this  application  as  amended  was  made,  empowered  it 
to  exercise  its  discretion  and  to  grant  this  application. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  fnake  a  variation  in  the  application  of  the  use  dis- 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7f  thereof,  to  permit  the  use  of  the  premises  as  proposed 
for  a  term  of  two  years  as  a  golf  driving  range,  on  condi¬ 
tion  that  no  building  shall  be  erected,  except  within  the 
business  use  district  and  that  this  use  shall  be  discontinued 
prior  to  the  expiration  of  term  of  two  years  in  the  event 
that  the  extension  of  Cross  Island  boulevard  across  from 
the  premises  is  proceeded  with ;  that  proper  screened  fenc¬ 
ing  shall  be  maintained  of  sufficient  height  along  Hollis 
Court  boulevard,  that  all  permits  required,  shall  be  ob¬ 
tained  and  all  work  completed  within  six  months  from  the 
date  of  this  resolution. 


THE  VOTE—  _  ,  ,  _ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  j* 

Negative  .  « 

Absent  .  u 


890-38-BZ. 


APPLICANT— E.  C.  Bartlett,  for  145  East  41st  Street 
Corporation,  lessee,  R.  W.  Goelet,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7e,  7h  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 145-149  East  41st  street,  north 
side,  100  ft.  west  of  Third  avenue  (Block  No. 
1296,  Lot  Nos.  30,  31  and  32),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  P.  J.  Growney. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  RESOLUTION— 

(890-38-BZ) 

Whereas,  E.  C.  Bartlett,  for  145  East  41st  Street  Cor¬ 
poration,  lessee,  R.  W.  Goelet,  owner,  filed  October  14, 
1938,  an  application  under  the  building  zone  resolution, 
to  permit  in  a  business  use  district  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises:  145-149 
East  41st  street,  north  side,  100  ft.  west  of  Third  avenue 
(Block  No.  1296,  Lot  Nos.  30,  31  and  32),  Borough  of 

Manhattan;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  24,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ,  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  41  st  street  is  in  a 
business  use  district ;  East  42nd  street  is  in  a  business  use 
district;  Third  avenue  is  in  a  business  use  district,  and 
Lexington  avenue  is  in  a  business  and  retail  use  district , 

and  .  f 

Whereas,  the  decision  of  the  borough  superintendent  ot 
buildings  dated  September  16,  1938,  reads: 

“Your  application  dated  September  14,  1938  for  a 
certificate  of  occupancy  for  the  use  of  the  above  prem¬ 
ises  for  the  parking  and  storage  of  more  than  five 
motor  vehicles  has  been  denied  for  the  reason  that 
the  premises  are  located  in  a  business  district,  where 
this  occupancy  is  prohibited  by  Article  2,  Section  4a, 
subdivision  15  of  the  Zone  Resolution. 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  75  ft.  and  a  depth  of  98  ft.  9  in.  It  is 
proposed  to  occupy  the  site  for  the  parking  and  storage  ot 
more  than  5  motor  vehicles;  and 

Whereas,  the  board  deemed  that  this  was  a  proper  case 
to  exercise  its  discretion  under  section  7,  subdivision  h  of 
the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  .  the  use 
district  regulations  of  the  building  zone  resolution,  and 
that  the  application  be  and  it  hereby  is  granted  under  sec¬ 
tion  7h  of  the  building  zone  resolution  for  a  term  of  two 
years,  to  permit  the  lot  under  appeal  to  be  used  for  the 
transient  parking  of  more  than  five  (5)  motor  vehicles, 
on  condition  that  no  cars  shall  be  parked,  except  cars  of 
the  pleasure  car  type ;  that  the  plot  shall  be  leveled  sub¬ 
stantially  to  the  grade  of  East  41st  street  and  shall  be  sur¬ 
faced  with  steam  cinders,  clean  gravel  or  other  suitable 
material,  properly  rolled  and  bound  ;  that  on  the  interior 
lot  lines  where  walls  of  adjacent  buildings  do  not  already 
occur,  there  shall  be  erected  walls  or  substantial  woven, 
wire  fences  of  not  less  than  6  ft.  in  height;  that  a  sub¬ 
stantial  woven  wire  fence  or  wall  not  less  than  6  ft.  m 
height  shall  be  erected  on  the  street  line  of  East  41st  street 
with  no  openings  therein  except  one  not  over  20  ft.  _  in 
width  with  curb  cut  opposite  of  similar  width ;  that  during 
the  term  of  this  variance,  the  premises  shall  be  used  for 
no  other  use  than  as  herein  permitted;  that  no  signs  shall 
be  erected  on  the  premises,  except  a  sign  not  exceeding 
15  sq.  ft.  in  area,  attached  to  the  fence,  advertising  the 
parking  use ;  that  proper  aisles  shall  be  maintained  at  all 
times  for  exit  and  entrance;  that  no  building  shall  be 
erected  on  the  premises,  except  that  there  may  be  erected 
a  building  not  over  one-story  in  height  and  not  over  150 
sq  ft.  in  area,  which  may  be  of  frame  construction,  to  be 
used  as  an  office  and  shelter  for  the  attendant;  that  such 
portable  fire-fighting  equipment  shall  be  installed  as  the 
fire  commissioner  shall  direct ;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  three  (3)  months 
from  the  date  of  this  resolution. 
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967-38-BZ. 

APPLICANT — Paul  Friedman,  for  Greenpoint  Bliss  Caro- 
lin  Stores,  Inc.,  owner  (F.  W.  Woolworth  Co., 
lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7b  and  7c 
of  the  building  zone  resolution,  to  permit  partly  in 
a  residence  use  district  and  partly  in  a  business 
use  district,  the  erection  and  maintenance  of  an 
extension  to  an  existing  business  building  (stores). 

PREMISES  AFFECTED — 46-10  to  46-12  Greenpoint  ave¬ 
nue,  south  side,  109.77  ft.  west  of  47th  street  and 
45-30  47th  street,  west  side,  124  ft.  south  of  Green¬ 
point  avenue  (Block  No.  153,  part  of  Lot  Nos. 
13,  17  and  25),  Sunnyside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Paul  Friedman  and  Frank  Holohan. 
For  Opposition :  None. 

ACTION  OF  BOARD1— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(967-38-BZ) 


Whereas,  Paul  Friedman,  for  Greenpoint  Bliss  Carolin 
Stores,  Inc.,  owner  (F.  W.  Woolworth  Co.  lessee),  filed 
November  1,  1938,  an  application  under  the  building  zone 
resolution,  to  permit  partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  an  extension  to  an  existing  business  building ; 
premises:  46-10  to  46-12  Greenpoint  avenue,  south  side, 
109.77  ft.  west  of  47th  street  and  45-30  47th  street,  west 
side,  124  ft.  south  of  Greenpoint  avenue  (Block  No.  153, 
part  of  Lot  Nos.  13,  17  and  25),  Sunnyside,  Borough  of 
Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  24,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Greenpoint  avenue  is  in  a 
business  use  district ;  47th  street  is  in  a  residence  and  busi¬ 
ness  use  district;  47th  avenue  is  in  a  business  use  district 
and  46th  street  is  in  a  business  and  residence  use  district ; 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  October  14,  1938,  re  Application  No. 
7706-38,  reads : 

“The  extension  of  a  business  building,  which  extends 
partly  into  a  residence  district,  is  prohibited  by  Sec¬ 
tion  3  of  the  building  zone  resolution  (Not  further 
considered).” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  50  ft.  on  46th  street, 
233  ft.  on  Greenpoint  avenue  and  198  ft.  on  47th  street.  An 
irregular  portion  of  the  47th  street  frontage  of  the  plot 
extends  for  a  distance  of  approximately  98  ft.  into  the 
residence  use  district — the  remainder  of  the  plot  is  in  a 
business  use  district.  Upon  the  plot  there  are  erected 
three  one-story  stores — the  two  corner  stores  are  to  remain 
unchanged.  The  center  store,  having  a  frontage  of  49  ft. 
8  in.  on  Greenpoint  avenue  and  91  ft.  along  the  west  lot 
line,  is  to  be  extended  by  the  erection  of  a  one-story 
non-fireproof  structure,  having  a  frontage  of  70  ft.  10  in. 
on  47th  street  and  a  depth  of  136  ft.,  irregular  in  area. 
This  structure  is  separated  into  two  sections  by  6  in.  terra 
cotta  partition.  The  store  on  the  north  side  of  the  parti¬ 
tion  to  be  rented  to  another  tenant  from  the  one  occupying 
the  actual  extension.  The  proposed  structure  extends  into 
the  residence  district  for  a  distance  of  approximately  55 
ft.  along  47th  street;  and 


Whereas,  the  board  deemed  that  the  provisions  of  sec¬ 
tions  7b  and  7c  of  the  building  zone  resolution,  under  which 
this  application  was  made,  empowered  it  to  exercise  its 
discretion  and  to  grant  this  application,  under  such  condi¬ 
tions  that  would  safeguard  the  character  of  the  more 
restricted  district. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  building  zone  resolution  and 
that  the  application  be  and  it  hereby  is  granted  under 
sections  7b  and  7c  thereof,  to  permit  the  extension  of  the 
business  use  into  the  residential  district,  as  indicated  on 
plans  filed  with  this  application,  on  condition  that  the 
building  shall  not  exceed  one  story  in  height  and  shall 
be  substantially  of  the  design  as  indicated  on  plans  filed 
herein ;  that  the  additional  portion  of  Lot  No.  25  with  a 
frontage  of  24  ft.  9  in  along  47th  street,  unless  developed 
with  a  conforming  building,  shall  be  landscaped  and  have 
a  suitable  enclosing  fence  erected  on  the  street  building 
line,  and  may  be  used  in  conjunction  with  the  adjoining 
apartment  house ;  that  the  wall  shown  separating  the  stores 
shall  be  carried  up  to  the  underneath  side  of  the  roof 
boarding ;  that  no  lot  line  windows  shall  be  erected  along 
the  southerly  wall  of  the  proposed  extension ;  that  any 
skylights  in  the  roof  shall  be  not  nearer  than  10  feet  to 
the  southerly  wall ;  that  all  permits  required  shall  be  ob¬ 
tained  and  all  work  completed  within  one  year  from  the 
date  of  this  resolution. 


1051-38-BZ. 

APPLICANT — George  G.  Miller,  for  Gabriel  Besner, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district,  the  elevation  of  the  rear  yard  of  a 
multiple  dwelling  above  the  limit  set  by  the  build¬ 
ing  zone  resolution. 

PREMISES  AFFECTED — 2175  Ryer  avenue,  west  side, 
102  ft.  5-5/16  in.  north  of  East  181st  street  (Block 
No.  3157,  Lot  No.  59),  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant — George  G.  Miller. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(1051-38-BZ) 

Whereas,  George  G.  Miller,  for  Gabriel  Besner,  owner, 
filed  November  22,  1938,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  residence  use  district,  the 
elevation  of  the  rear  yard  of  a  multiple  dwelling  above 
the  limit  set  by  the  building  zone  resolution ;  premises : 
2175  Ryer  avenue,  west  side,  102  ft.  5-5/16  in.  north  of 
East  181st  street  (Block  No.  3157,  Lot  No.  59),  Borough 
of  the  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  24,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Ryer  avenue  is  in  a  residence 
and  business  use  district ;  Grand  Concourse  is  in  a  residence 
use  district  and  East  181st  street  is  in  a  business  and 
residence  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
building,  dated  November  3,  1938,  Application  No.  671- 
1937,  reads : 

“A-ll :  Yard  may  not  extend  above  terrace  level. 

Section  17,  subdiv.  B,  Zone  Resolution.” 

and 
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Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  six  (6)  stories  in  height,  with  a  frontage  of 
100  ft.  5  in.  and  a  depth  of  117  ft.,  to  be  occupied  as  a 
multiple  dwelling.  It  is  proposed  to  erect  the  rear  yard 
of  the  proposed  multiple  dwelling  at  an  elevation  of  7  ft. 
6  in.  above  the  curb  level — instead  of  at  the  (theoretical) 
curb  level  as  required  by  the  building  zone  resolution ;  and 

Whereas,  the  board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  entitled  to  relief  on 
the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  district 
regulations  of  the  building  zone  resolution  and  that  the 
application,  be  and  it  hereby  is  granted  under  section  21, 
to  permit  the  rear  yard  to  be  constructed  above  curb  level, 
on  condition  that  the  rear  yard  shall  not  be  at  a  higher 
elevation  than  7  ft.  6  in.  above  the  center  point  of  the 
curb  in  front  of  the  plot  on  Ryer  avenue ;  that  there  shall 
be  no  living  rooms  facing  on  the  rear  yard  with  floor  level 
less  than  one  ft.  above  the  level  of  the  rear  yard;  that 
if  there  is  any  open  excavation  under  such  rooms,  the 
floor  shall  be  of  fireproof  construction;  that  all  permits 
required  shall  be  obtained  and  all  work  completed  within 
one  (1)  year  from  the  date  of  this  resolution. 


APPEAL  FROM  ADMINISTRATIVE  ORDER 


1 142-38- A  WF 

APPLICANT — Albert  C.  Benson  for  Marie  V.  Dobran, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 112-33  Colonial  avenue,  north 
side  77  53  ft.  west  of  Corona  avenue  (Block  No. 
1972*  Lot  Nos.  58  and  59),  Corona,  Borough  of 
Queens. 

APPEARANCES—  „  „ 

For  Applicant:  Albert  C.  Benson  and  Marie  V. 

Dobran. 

For  Opposition:  Latham  C.  Squire,  Worlds  hair 
Corporation. 

For  Administration  :  Harold  Klorfein,  Department 
of  Parks. 

ACTION  OF  BOARD'— Laid  over  to  January  31,  1939  at 
10  a.m.  Applicant  to  submit  new  plans  in  the 
building  zone  application  (Cal.  No.  1011-38-BZ). 


Adjourned,  1  :00  p.m. 


Edward  V.  Barton,  Chief  Clerk. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  24,  1939 


Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 


BUILDING  ZONE  CASES 


729-38-BZ. 


ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 


APPLICANT — Joseph  B.  Lynch,  for  Talbo  Gasoline  Com¬ 
pany,  Inc.  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7c  and  21 
of  the  building  zone  resolution,  to  permit  in  a 
business  use  district  the  extension  of  an  existing 
gasoline  service  station. 

PREMISES  AFFECTED— 3150-3158  Boston  road,  south¬ 
east  corner  of  Laconia  avenue  (Block  No.  4614, 
Lot  No.  9),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  February  7,  1939  at 
2  P.M.,  for  submission  of  new  plan  by  applicant 
and  further  consideration  by  the  board. 


177-27-BZ. 

APPLICANT— Seelig  and  Finkelstein,  for  Bay  Road 
Realty  Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  un¬ 
der  a  new  proposal — re  Application  (decision  of 
the  superintendent  of  buildings)  under  section  7c 
of  the  building  zone  resolution,  permitting  in  a 
residence  use  district,  extending  from  a  business 
use  district,  the  erection  and  maintenance  of  a 
building  for  store  occupancy  on  the  first  story. 

PREMISES  AFFECTED— North  side  of  Broadway 
(Cornaga  avenue),  79.18  ft.  east  of  Mott  avenue 
(Block  No.  47,  Lot  No.  78),  Far  Rockaway, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Harry  Finkelstein. 


525-29-BZ. 

APPLICANT— D.  S.  Lang,  for  Dorothea  Moore,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment — re  Application  (decision  of  the  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station  (previous  request  for  re¬ 
opening  and  amendment,  withdrawn). 

PREMISES  AFFECTED— 973-975  DeKalb  avenue  and 

112-116  Lewis  avenue,  northwest  corner  (Block 

No.  1597,  Lot  No.  41),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sidney  Lang. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 


595-30-BZ. 

APPLICANT— Michael  J.  Bartholomew,  for  Diamond 
Evangelist,  owner 

SUBJECT — Application 

and  amendment — 
superintendent  of 
the  building  zone 
ness  use  district, 
a  gasoline  service 


for  consideration  —  reopening 
re  Application  (decision  of  the 
buildings)  under  section  21  of 
resolution,  permitting  in  a  busi- 
the  erection  and  maintenance  of 
station  for  a  temporary  period. 
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PREMISES  AFFECTED — 2478-2488  Coney  Island  avenue, 
northwest  corner  of  Avenue  V  (Block  No.  7136, 
part  of  Lot  Nos.  35  and  39),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  M.  J.  Bartholomew. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . . .  0 

Absent  .  0 


44-35-BZ. 

APPLICANT — William  E.  Kennedy,  for  Henry  A.  Bonori, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  (re  decision  of  the  borough  superin¬ 
tendent  of  buildings)  re  Application,  under  section 
21  of  the  building  zone  resolution,  permitting 
partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station  for  a  temporary 
period. 

PREMISES  AFFECTED — 46-03  Laurel  Hill  boulevard, 
northeast  corner  of  46th  street  (Block  No.  2296, 
Lot  No.  1),  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  E.  Kennedy. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  . 1  0 


803-38-BZ. 

APPLICANT — W.  H.  and  J.  F.  Dusenbury,  for  Estate  of 
Leopold  Rossbach,  owner  (Laurence  B.  Rossbach, 
trustee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 3901-3911  White  Plains  ave¬ 
nue,  northwest  corner  of  East  222nd  street  (Block 
No.  4824,  Lot  Nos.  4  and  7),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  J.  F.  Dusenbury. 

For  Opposition :  Joseph  M.  Edelson. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(803-38-BZ) 


Whereas,  W.  H.  and  J.  F.  Dusenbury,  for  Estate  of 
Leopold  R.  Rossbach,  owner  (Laurence  B.  Rossbach, 
trustee),  filed  September  20,  1938,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises:  3901-3911  White  Plains  avenue,  north¬ 
west  corner  of  East  222nd  street  (Block  No.  4824,  Lot  Nos. 
4  and  7),  Borough  of  The  Bronx;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  24,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  White  Plains  avenue  is  in  a 
business  use  district;  East  222nd  street  and  East  223rd 
street  are  in  both  residence  and  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  November  16,  1938,  on  B.  N.  App.  No. 
959-1938,  reads: 

“1.  Proposed  occupancy  of  premises  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles  in  a 
business  district  is  contrary  to  Section  4,  Article  2, 
of  Amended  Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  146  ft.  on  White  Plains  avenue  and  80 
ft.  on  East  222nd  street.  It  is  proposed  to  use  the  plot  for 
a  temporary  period  of  not  more  than  two  (2)  years,  for 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  and 

Whereas,  the  site  under  appeal  and  surrounding  area 
were  inspected  by  a  committee  of  the  board,  report  of 
which  inspection  was  read  at  this  hearing  and  which  report 
follows : 

REPORT  OF  COMMITTEE 

January  12,  1939. 

Cal.  No.  803-38-BZ 
3901-3911  White  Plains  Ave. 

N.  W.  cor,  222nd  Street. 

(Block  No.  4824,  Lot  Nos.  4  and  7), 

Borough  of  The  Bronx. 

This  application  under  section  7-h  is  for  a  variance 
to  permit  parking  and  storage  on  the  plot  within  a 
business  use  district  at  the  northwest  corner  of  White 
Plains  avenue  and  East  222nd  street,  Borough  of  The 
Bronx.  The  lot  is  now  vacant,  except  for  a  frame 
shed  and  a  large  billboard.  The  size  of  the  lot  is 
approximately  80  ft  by  146  ft.  It  is  now  used  for 
parking  and  storage  of  automobiles  without  permit  and 
the  record  does  not  disclose  a  pending  violation.  There 
is  what  purports  to  be  a  month  to  month  lease  between 
the  owner  and  the  Estate  of  Leopold  Rossbach  and 
the  tenant  Robert  Flechner,  permitting  occupancy  of 
the  premises  and  building  thereon  from  July  1,  1938, 
for  parking  and  for  used  cars  and  excluding  a  sign 
on  the  premises  leased  to  the  Outdoor  Advertising 
Company  at  a  minimum  rental  of  $50.  per  month. 
Plans  filed  do  not  show  the  building  or  the  sign. 
Photographs  filed  inadequately  show  the  premises. 
Inspection  by  a  Committee  of  the  Board  was  made 
prior  to  the  hearing  and  the  Committee  found  the 
parking  lot  in  operation.  Lists  of  owners  storing  or 
parking  cars  have  been  submitted  by  the  applicant  and 
the  Garage  Association  representing  primarily  the 
Service  Garage  at  3565  White  Plains  avenue,  corner  of 
213th  street.  This  garage  appears  to  be  the  nearest 
garage  to  the  site  under  appeal  and  is  about  one-half 
mile  to  the  south.  It  exists  there  by  virtue  of  a  zoning 
variance  granted  by  the  board  under  Calendar  Number 
485-28-BZ.  These  lists  indicate  that  the  plot  is  serving 
a  neighborhood  use.  There  are  a  number  of  consents 
filed  including  the  owner  of  an  apartment  house  at  684 
East  222nd  street,  formerly  objecting  but  later  consent¬ 
ing,  apparently  in  view  of  the  number  of  his  tenants 
using  the  parking  lot  opposite.  As  against  those  con¬ 
senting,  the  objectors  located  in  the  residence  use  area 
are  owners  of  vacant  land  or  single  family  houses. 

In  the  opinion  of  the  Committee,  the  parking  and 
storage  use  should  be  permitted  for  a  temporary  term 
of  two  years,  subject  to  the  usual  safeguarding  condi¬ 
tions,  which  should  among  others,  include  the  removal 
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of  the  existing  structures,  grading  and  fencing  the 
premises. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 
PATRICK  WALSH, 

Committee. 

and 

Whereas,  the  board  deemed  that  this  was  a  proper  case 
to  exercise  its  discretion  under  section  7,  subdivision  of  the 
building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation s  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7h,  for  a  temporary  term  of  two  (2)  years,  permitting  the 
premises  under  appeal  to  be  used  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  condition 
that  only  automobiles  of  the  pleasure  car  type  shall  be  so 
stored  or  parked;  that  the  premises  shall  be  graded  sub¬ 
stantially  to  the  grade  of  White  Plains  avenue;  that  all 
structures  and  signs  on  the  premises  shall  be  completely 
removed ;  that  the  plot  shall  be  surfaced  with  steam  cinders, 
clean  gravel  or  other  suitable  material  properly  rolled  and 
bound  to  prevent  dusting;  that  there  shall  be  erected  on  the 
interior  lot  lines  to  the  west  and  north,  a  tight  board  fence 
not  less  than  7  ft.  in  height  and  that  on  the  exterior  street 
lines,  there  shall  be  erected  a  woven  wire  fence  not  less 
than  6  ft.  in  height,  with  no  openings  therein,  except  one 
to  East  222nd  street  and  one  to  White  Plains  avenue, 
toward  the  northerly  portion  of  the  plot,  each  entrance  not 
to  exceed  18  ft.  in  width,  with  curb  cuts  opposite  of  similar 
width;  that  during  the  term  of  this  variance,  the  building 
shall  be  used  for  no  other  use  and  no  signs  shall  be  erected 
thereon,  except  there  may  be  erected,  attached  to  the  fence 
at  the  entrance,  a  sign  advertising  the  parking  and.  storage 
use,  provided  such  sign  does  not  exceed  15  sq.  ft.  in  area ; 
that  no  other  sign  shall  be  erected  and  no  building  erected, 
except  there  may  be  erected  a  building  not  over  150  sq.  ft. 
in  area  and  one  story  in  height,  as  an  office  and  shelter 
for  the  attendant,  which  building  may  be  of  frame  con¬ 
struction  ;  that  proper  aisles  shall  be  maintained  at  all  times 
for  entrance  and  exit ;  that  such  portable  fire-fighting  appli¬ 
ances  shall  be  installed  as  the  fire  commissioner  shall 
direct ;  that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  six  (6)  months  from  the  date  of 
this  resolution. 


999-38-BZ. 

APPLICANT— Abram  Shlefstein,  for  Duam  Realty  Hold¬ 
ing  Co.,  Inc.,  owner  (Jack  Goldstein,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  21  and  7b 
of  the  building  zone  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  the  extension  of  a  gasoline  service 
station. 

PREMISES  AFFECTED— 219-25  Merrick  boulevard, 
northwest  corner  of  220th  street  (Block  No.  3541, 
Lot  No.  114),  Springfield,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Abram  Shlefstein. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . •_ .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(999-38-BZ) 

Whereas,  Abram  Shlefstein,  for  Duam  Realty  Holding 

Co.,  Inc.,  owner  (Jack  Goldstein,  lessee),  filed  November 


7,  1938,  an  application  under  the  building  zone  resolution, 
to  permit  partly  in  a  business  use  and  partly  in  a  residence 
use  district,  the  extension  of  a  gasoline  service  station , 
premises-  219-25  Merrick  boulevard,  northwest  corner  of 
220th  street  (Block  No.  3541,  Lot  No.  114),  Springfield, 

Borough  of  Queens;  and.  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  24,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 

^Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Merrick  boulevard  is  in  a 
business  use  district;  133rd  road  is  in  a  residence  use  dis- 
trict  220th  street  is  in  residence  and  business  use  districts 
and  133rd  avenue  is  is  a  residence  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  October  21,  1938,  re  N.B.  App.  No.  8161-38, 

reads:  .  ...  • 

“1.  The  extension  of  a  gasoline  service  station  in  a 

business  and  residence  district  is  contrary  to  Art.  2, 
sections  4  and  3  of  Zone  Law.  Not  further  con¬ 
sidered.” 

W^hereas,  the  premises  consist  of  an  irregular  plot  of 
ground  having  a  frontage  of  60  ft.  on  Merrick  boulevard, 
110.9  ft.  on  220th  street  and  a  distance  of  100  ft.  along 
the  north  lot  line.  The  north  portion  of  the  plot  extends 
into  a  residence  use  district  for  a  distance  of  approximately 
11  ft.;  the  remainder  is  in  a  business  use  district.  Upon 
the  plot  there  is  located  a  legal  gasoline  station  having  a 
frontage  of  35  ft.  on  Merrick  boulevard  and  90  ft.  along 
220th  street,  an  office  12  ft.  6  in.  by  21  ft.  and  a  2-car 
garage  20  ft.  by  30  ft.  in  area;  the  north  portion  of  this 
2-car  garage  extends  into  the  residence  use  district  for  a 
distance  of  approximately  3  ft.  It  is  proposed  to  erect 
upon  the  plot,  a  lubritorium,  24  ft.  8  in.  by  22  ft.  in  area 
and  to  use  the  entire  plot  as  a  gasoline  service  station ;  and 
Whereas,  the  board  deemed  that  the  applicant  did  not 
substantiate  his  basis  of  appeal  under  section  21  of  the 
building  zone  resolution  and  that  this  is  not  a  proper  case 
in  which  the  board  should  exercise  its  discretion  under 
section  7b  of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  in  acting  on  N.B.  App.  No.  8161-38,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is 
denied. 


440-22-BZ. 

APPLICANT— James  J.  Malone,  for  571  West  182nd 
Street  Corporation,  owner. 

SUBECT— Application  for  consideration— reopening  and 
extension  of  time — re  Application  (decision  of  the 
commissioner  of  buildings)  under  section  7b  of 
the  building  zone  resolution,  permitting  partly  in  a 
business  use  district  and  partly  in  a  residence  use 
district,  the  alteration  and  change  of  occupancy  of 
a  building  occupied  as  a  post  office,  to  stores  (the 
post  office  use  having  been  previously  granted  by 
the  board). 

PREMISES  AFFECTED— 571-573  West  182nd  street, 
north  side,  60  ft.  east  of  St.  Nicholas  avenue 
Block  No.  2154,  Lot  No.  65),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

for  Applicant:  James  J.  Malone. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME — 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . 

Absent  . 

THE  RESOLUTION— 
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(440-22-BZ) 

Whereas,  this  application  affecting  premises  571-573 
West  182nd  street,  north  side,  60  ft.  east  of  St.  Nicholas 
avenue  (Block  No.  2154,  Lot  No.  65),  Borough  of  Man¬ 
hattan,  was  granted  by  the  board  May  2,  1922  on  certain 
conditions,  resolution  amended  January  21,  1936  on  certain 
conditions,  time  extended  January  26,  1937  and  January  18, 
1938  and  applicant  requests  a  further  extension  of  time  to 
complete  work. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
January  21,  1936  be  and  it  hereby  is  atnended,  only  so  far 
as  it  has  reference  to  the  time  to  complete  the  work,  so 
i  that  as  amended  this  portion  of  the  resolution  will  read: 

“That  in  view  of  statement  by  applicant  that  all  per¬ 
mits  have  been  obtained  and  work  partially  completed, 
that  all  work  shall  be  completed  within  six  (6)  months 
from  the  date  of  this  amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  ORDERS 
1009-38- A. 

APPLICANT — Stephan  Simon,  adjacent  property-  owner. 
OWNER  OF  PREMISES— Michael  Lordi. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super- 
intedent  of  buildings  re  Revocation  of  Certificate 
of  Occupancy  No.  3458  and  Permit  No.  9024-35. 
PREMISES  AFFECTED — 57-16  Granger  street,  south 
side,  136  ft  east  of  Martense  avenue  (Block  No. 
1950,  Lot  No.  46),  Corona,  Borough  of  Quens. 
APPEARANCES — 

For  Applicant :  None. 

For  Opposition  :  Jacob  Riff. 

For  Administration :  David  Stone,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1939  at 
2  P.M.,  on  request  of  representative  of  owner  of 
premises  in  question. 


11 18-38- A. 

APPLICANT — Saul  Goldsmith,  for  Hirbro  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 59-83  59th  street,  east  side, 
272.6  ft.  south  of  59th  drive  (Block  No.  2649,  Lot 
No.  135),  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1939  at 
2  P.M.,  for  inspection  by  a  committee  of  the  board. 


113 1-38- A. 

APPLICANT — Isaac  Miller,  adjacent  property-  owner. 
OWNER  OF  PREMISES— City  of  New  York. 

SUBECT — Application  for  consideration — reopening  and 
reconsideration,  having  been  previously  denied — 
re  Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings — re  Revocation  of  Cer¬ 
tificate  of  Occupancy  No.  90278-38. 

PREMISES  AFFECTED-^28 11-2821  East  Third  street 
(known  as  Brighton  Third  street),  southeast  cor¬ 
ner  of  Canal  avenue  (known  as  Banner  avenue)  ; 
(Block  No.  7261,  Lot  No.  47),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Abram  Schlef stein. 

For  Opposition:  Francis  J.  Blaustein,  Law  De¬ 
partment  and  William  F.  Merritt,  Police  De¬ 
partment. 

For  Administration :  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  laid  over  to 
January  31,  1939  at  2  P.M.,  for  decision  by  the 
board.  No  further  argument. 


11 55-38- A. 

APPLICANT — Harold  J.  Levy,  for  Borough  Metal  and 
Scrap  Iron  Co.,  Inc.,  lessee. 

SLT3JECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 1049-1065  Rockaway  avenue, 
east  side.  32  ft  7  in.  south  of  Linden  boulevard 
Block  No.  3644A,  Lot  No.  4),  Borough  of 
Brooklvn. 

APPEARANCES — 

For  Applicant :  Leon  Secula. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1939  at 
2  P.M.,  applicant  to  submit  plans  not  later  than 
February-  4,  1939. 


1230- 38- A. 

APPLICANT — Koppers  Company,  owner. 

SUBECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— East  side  of  86th  street  18  ft. 
south  of  25th  avenue  (Block  No.  1360,  Lot  No.  1), 
Astoria.  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  February-  28,  1939  at 
2  P.M.,  on  written  request  of  applicant 

50-39- A. 

APPLICANT — Koppers  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 25-01  86th  street,  southeast 
corner  of  25th  avenue  (Block  No.  1360,  Lot  No. 
1),  Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  February-  28.  1939  at 
2  P.M.,  on  written  request  of  applicant. 


5 1-39- A. 

APPLICANT — Koppers  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 25-05  to  25-27  86th  street,  east 
side,  36  ft.  and  252  ft.  south  of  25th  avenue  (Block 
No.  1360,  Lot  No.  1),  Jackson  Heights,  Borough 
of  Queens. 

APPEARANCES — 

For  Applicant :  None. 

ACTION  OF  BOARD— Laid  over  to  February-  28,  1939  at 
2  P.M.,  on  written  request  of  applicant. 


109 5-38- A. 

APPLICANT — S.  Firestone,  for  Capitol  Bowling  and 
Billiards,  Inc.  for  Capitol  Health  Center,  Inc., 
lessee. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 1680  Broadway,  east  side,  60 
ft  north  of  West  52nd  street  and  808  Seventh 
avenue  (Block  No.  1024.  Lot  No.  38),  Borough  of 
Manhattan. 

APPEARANCES — 

For  Applicant:  Jack  Abel  and  Benedict  Ginsberg. 
For  Administration :  Inspector  Mey  er.  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn,  to  comply. 

THE  VOTE  TO  WITHDRAW — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 
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28-39-A. 

APPLICANT — H.  Herbert  Lilien,  for  Antry  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 241  East  180th  street,  north 
side,  from  Anthony  avenue  to  Ryer  avenue,  2080- 
2082  Anthony  avenue  and  2081-2085  Ryer  avenue 
(Block  No.  3156,  Lot  Nos.  129,  130,  166,  167  and 
168),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  E.  A.  Miller. 

For  Administration :  Morris  Harris,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  by  applicant’s 
representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


751-38- A. 

APPLICANT — John  Mullins  and  Sons,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 166-36  to  166-40  Jamaica  ave¬ 
nue,  southwest  corner  of  168th  street  (Block  No. 
1169,  Lot  No.  14),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  George  E.  Green. 

For  Administration :  Inspector  Maher,  Fire  De¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . • .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  . ' .  0 

THE  RESOLUTION— 

(751-38-A) 


Whereas,  John  Mullins  and  Sons,  Inc.,  owner,  filed 
August  29,  1938,  an  appeal  from  an  order  and  a  decision 
of  the  fire  commissioner,  affecting  premises  166-36  to  166- 
40  Jamaica  avenue,  southwest  corner  of  168th  street  (Block 
No.  1169,  Lot  No.  14),  Jamaica,  Borough  of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  714- 
LF,  dated  June  28,  1938,  reads: 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  attached  approved  lay¬ 
out.  487  e-2.0  Administrative  Code  of  the  City  of 
New  York. 

2.  Provide  telegraphic  communication  with  Fire  De¬ 
partment  headquarters  as  provided  for  by  City  Ordi¬ 
nances.  487  e-2.  b  1  Administrative  Code  of  the  City 
of  New  York.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  August  11,  1938;  and 

Whereas,  the  applicant  contends  that  the  building  is  six 
stories  (76  ft.)  in  height,  48  ft.  by  100  ft.  in  area,  of  fire¬ 
proof  construction,  erected  in  1936,,  located  in  a  business 
use  district,  and  occupied  as  follows :  Cellar  furniture 
showroom — no  persons;  1st  floor — same — 8  persons;  2nd 
floor — furniture  showroom  and  office — 7  persons ;  3rd  to 
6th  floors  inclusive — furniture  showroom — no  persons,  for 
which  certificate  of  occupancy  No.  52064B  was  issued 
November  13,  1936;  and 

Whereas,  the  applicant  further  contends  that  the  re¬ 
quirements  are  illegal  and  not  required  by  law  ; 

Whereas,  these  premises  were  inspected  by  a  committee 
of  the  board  and  a  verbal  report  of  committee  was  made 


by  the  chairman,  that  the  order  is  proper,  inasmuch  as  the 
premises  are  being  occupied  as  a  department  store  and  not 
solely  as  a  furniture  store,  as  formerly  and  that  the  pro¬ 
tection  to  the  public  required  by  the  orders  is  desirable  and 
necessary. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
714-LF,  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


752-38-A. 

APPLICANT — John  Mullins  and  Sons,  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  and  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 78-84  Myrtle  avenue  and  100- 
102  Lawrence  street,  southwest  corner  (Block  No. 
147,  Lot  No.  22),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  George  E.  Green. 

For  Administration:  Inspector  Maher,  Fire  De¬ 
partment. 


ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(752-38-A) 


Whereas,  John  Mullins  and  Sons,  Inc.,  owner,  filed 
August  29,  1938,  an  appeal  from  an  order  and  a  decision 
of  the  fire  commissioner,  affecting  premises  78-84  Myrtle 
avenue  and  100-102  Lawrence  street,  southwest  corner 
(Block  No.  147,  Lot  No.  22),  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  424- 
LF,  dated  May  27,  1938,  reads : 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  attached  layout.  487 
e2.0  Administrative  Code  of  the  City  of  New  York. 

2.  Provide  telegraphic  communication  with  Fire  De¬ 
partment  headquarters  as  provided  for  by  City  Ordi¬ 
nances.  487  e2.0  Administrative  Code  of  the  City  of 
New  York.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  August  11,  1938;  and 
Whereas,  the  applicant  contends  that  the  building  is  six 
stories  (72  ft.)  in  height,  75  ft.  by  100  ft.  in  area,  of  non- 
fireproof  construction,  located  in  a  business  use  district, 
erected  in  1890  and  occupied  as  follows:  Cellar  furniture 
showroom— no  persons;  1st  floor — same — 10  persons;  2nd 
floor — office — 25  persons;  3rd  floor — furniture  showroom 
— 3  persons;  4th,  5th  and  6th  floors — furniture  showrooms 
— no  persons.  No  certificate  of  occupancy  has  been  issued ; 
and 

Whereas,  the  applicant  further  contends  that  the  require¬ 
ments  are  illegal  and  not  required  by  law ;  and 

Whereas,  these  premises  were  inspected  by  a  committee 
of  the  board  and  a  verbal  report  of  committee  was  made 
by  the  chairman,  that  the  order  is  proper,  inasmuch  as  the 
premises  are  being  occupied  as  a  department  store  and  not 
solely  as  a  furniture  store,  as  formerly  and  that  the  pro¬ 
tection  to  the  public  required  by  the  order  is  desirable  and 
necessary  particularly  in  view  of  the  inadequate  exit  condi¬ 
tions. 

Resolved,  that  the  order  of  the  fire  commisisoner,  No. 
424-LF  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


914-38-A. 

APPLICANT — S.  Markendorff  Sons,  Inc.,  lessee. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 
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PREMISES  AFFECTED — 159  West  23rd  street,  north 
side,  175  ft.  east  of  Seventh  avenue  (Block  No. 
799,  Lot  No.  11),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  Stern. 

For  Administration :  Insp.  Meyer,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chaiman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh . . .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(914-38- A) 

Whereas,  S.  Markendorff’  Sons,  Inc.,  lessee,  filed  Oc¬ 
tober  21,  1938,  an  appeal  from  an  order  and  a  decision  of 
the  fire  commisisoner,  affecting  premises  159  West  23rd 
street,  north  side,  175  ft.  east  of  Seventh  avenue  (Block 
No.  799,  Lot  No.  11),  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No. 

13515-C,  dated  July  18,  1938,  reads: 

“1.  Provide  a  spray  booth  constructed  of  metal  or 
incombustible  material.  Rule  4.1. 

2.  Equip  the  booth  with  a  ventilating  duct  con¬ 

structed  of  metal  of  not  less  than  the  following  gauge : 

#22  gauge  if  diameter  is  24  inches  or  less. 

#20  gauge  if  diameter  is  more  than  24  inches  and 
not  more  than  32  inches. 

#18  gauge  if  diameter  is  in  excess  of  36  inches. 
Rule  4.2.1. 

3.  Fasten  duct  so  that  it  will  be  rigidly  supported. 
Rule  4.2.2. 

4.  Extend  the  ventilating  duct  as  directly  as  prac¬ 
ticable  to  the  outer  air.  Rule  4.2.3. 

5.  Protect  the  exhaust  terminal  of  the  ventilating 
duct  with  a  screen  of  copper  or  bronze  with  a  mesh 
not  larger  than  one  quarter  inch.  Rule  4.2.3. 

6.  Locate  the  ventilating  duct  so  that  it  will  not 
terminate  within  ten  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intake,  or  any  door  or 
window  in  any  adjoining  building.  Rule  4.2.5. 

7.  Connect  fan  permanently  to  its  source  of  power ; 
metal  conduit  to  be  used.  Rule  4.2.8. 

8.  Provide  fan  blades  constructed  of  non-ferrous 
metal.  Rule  4.2.8. 

9.  Locate  electrical  equipment  (motors,  switches, 
rheostats  or  lamps)  so  it  will  not  be  within  ten  feet  of 
booth:  Conduit  leading  from  hazardous  to  non-haz- 
ardous  location  to  be  sealed  off  by  an  approved  sealing 
compound.  Rule  4.4. 

10.  Provide  rigid  stem  type  lighting  fixtures  for 
lights  within  ten  feet  of  booth  (wiring  to  be  enclosed 
therein).  Rule  4.5.1. 

11.  Protect  lights  within  ten  feet  of  booth  with 
keyless  sockets,  vaporproof  globes  and  wire  guards. 
Rule  4.5.1.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  September  22,  1938;  and 
Whereas,  the  building  is  5  stories  (53  ft.  5  in.)  in  height, 
25  ft.  by  98  ft.  in  area  at  the  1st  story  and  25  ft.  by  91  ft. 
in  area  above,  of  non-fireproof  construction ;  located  in 
an  unrestricted  use  district  and  occupied  as  follows :  1st 
floor — store — 4  persons ;  2nd  floor — work  shop — 4  persons  ; 
3rd  floor — furrier — 3  persons ;  4th  floor — furrier — 4  per¬ 
sons  ;  5th  floor — artist — 2  persons  ;  and 
Whereas,  the  applicant  contends  that  only  one  spray  can 
is  used  on  the  premises ;  that  less  than  two  quarts  of  spray¬ 
ing  material  is  used  per  day ;  that  the  erection  of  the  spray 
booth  would  render  the  premises  untenantable  and  that  in 
view  of  the  small  amount  of  materials  used  in  the  spraying- 
conducted  on  the  premises  and  the  impracticability  of 
erecting  a  spray  booth  without  blocking  the  exits  or  ob¬ 
structing  the  working  areas,  the  applicant  requests  modi¬ 


fication  of  the  order  so  as  to  be  permitted  to  continue  its 
present  use,  operation  of  one  spray  can  not  more  than  two 
quarts  of  spraying*  material  to  be  used  per  day. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
13515-C,  be  and  it  hereby  is  modified,  and  the  appeal  be 
and  it  hereby  is  granted,  as  to  Items  1  to  11,  on  condition 
that  the  amount  of  the  spray  material  on  hand  shall  at  no 
time  exceed  two  (2)  gallons  and  that  the  amount  used  per 
day  shall  not  exceed  one  (1)  quart;  that  the  electrical 
equipment  shall  comply  with  the  requirements  as  to  lights 
and  conduits  and  that  in  all  respects  other  than  as  herein 
varied,  the  requirements  of  the  paint  spraying  rules  shall 
be  complied  with. 


1049-38-A. 

APPLICANT — Great  Atlantic  Paper  Company,  Inc., 
lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 591  Washington  street,  east 
side,  75  ft.  north  of  Clarkson  street  and  610 
Greenwich  street  (Block  No.  601,  Lot  No.  29), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Tobias  Goldstone. 

For  Administration :  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(1049-38-A) 

Whereas,  the  Great  Atlantic  Paper  Co.,  Inc.,  lessee, 
filed  on  November  21,  1938,  an  appeal  from  an  order  and 
decision  of  the  fire  commissioner,  affecting  premises  591 
Washington  street,  east  side,  75  ft.  north  of  Clarkson 
street  and  610  Greenwich  street  (Block  No.  601,  Lot  No. 
29),  Borough  of  Manhattan;  and 

Whereas,  Order  No.  1785-LF  issued  by  the  fire  com¬ 
missioner  August  2,  1938,  reads : 

“1.  Install  an  approved  wet  automatic  sprinkler 
system  in  cellar,  having  at  least  one  source  of  water 
supply  arranged  and  equipped  as  per  Art.  16,  Chapter 
26,  Administrative  Code.” 

and 

Whereas,  the  said  order  was  referred  to  in  a  decision 
of  the  fire  commissioner  dated  October  3,  1938  and  a  com¬ 
munication  of  the  fire  department  dated  October  27,  1938; 
and 

Whereas,  the  building  is  7  stories  and  cellar  in  height, 
50  ft.  by  150  ft.  in  area,  of  nonfireproof  construction, 
located  in  an  unrestricted  use  district  and  occupied :  Cellar 
— storage  of  bales  and  bundles  of  paper — no  persons;  1st 
floor — storage  of  paper  in  cases  and  bundles — 3  persons ; 
2nd  floor — storage  of  paper  in  cases  and  bundles  and 
offices — 6  persons ;  3rd  floor — machinery — 4  persons ;  4th 
to  7th  floors,  inc. — storage  of  paper  in  cases  and  bundles; 
no  persons ;  and 

Whereas,  the  applicant  contends  that  its  lease  expires  in 
about  12  months  and  that  the  existing  conditions  should  be 
permitted  to  continue. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1785-LF,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall  be 
constructed  from  both  Washington  street  and  Greenwich 
street,  additional  entrances  from  the  street  to  the  cellar,  as 
indicated  on  plans  marked  “Received  January  23,  1938” ; 
that  the  boiler  room  shall  be  enclosed  in  fireproof  material 
with  self-closing  fireproof  door ;  that  the  paper  stacked 
shall  at  no  time  exceed  7  feet  in  height;  that  such  addi¬ 
tional  fire-fighting  appliances  shall  be  installed  as  the  fire 
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commissioner  shall  direct ;  and,  granted  only  so  long  as 
the  conditions  set  forth  shall  continue  and  in  no  event 
longer  than  one  year  from  the  date  of  this  resolution. 


1096-38- A. 

APPLICANT — James  L.  Brownlee,  Jr.,  for  Sisters  of  St. 
Joseph,  owners. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED  —  41-75  Kissena  boulevard, 
northeast  corner  of  Sanford  avenue  (Block  No. 
882,  Lot  No.  1),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  L.  Brownlee,  Jr. 

For  Administration :  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . A 

Absent  . 0 

THE  RESOLUTION— 

(1096-38- A) 


Whereas,  James  L.  Brownlee,  Jr.,  for  Sisters  of  St. 
Joseph,  owners,  filed  on  November  30,  1938,  an  appeal  from 
an  order  and  decision  of  the  fire  commissioner,  affecting 
premises  41-75  Kissena  boulevard,  northeast  corner  _  of 
Sanford  avenue  (Block  No.  882,  Lot  No.  1),  Flushing, 
Borough  of  Queens ;  and 

Whereas,  Order  No.  701-LF,  issued  by  the  fire  commis¬ 
sioner,  June  28,  1938,  reads  : 

“1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  Article  17,  Chapter  26,  Administrative  Cade 
of  the  City  of  New  York.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  November  3,  1938;  and 

Whereas,  the  building  is  4  stories  and  attic, _  brick  non- 
fireproof,  approximately  16,000  sq.  ft.  in  area,  is  equipped 
with  a  two-inch  standpipe  system  connected  with  the  city 
main,  equipped  with  a  one  and  one-half  inch  hose.  It  is 
located  in  a  business  and  residence  use  district,  erected  in 
1876  and  vacant  except  for  care-taker;  and 

Whereas,  the  applicant  contends  that  the  property  was 
placed  on  the  market  for  sale  January  1937  and  since  that 
time  several  sisters  have  been  living  in  the  building  as  care¬ 
takers ;  that  the  building  is  equipped  with  standpipe  and  a 
2(4  gallon  chemical  fire  extinguisher  and  fire  pails.  There 
are  numerous  fire  exits  in  the  building;  that  the  order 
should  be  held  in  abeyance  while  the  building  remains 
vacant. 

Resolved,  that  Order  No.  701-LF  of  the  fire  commis¬ 
sioner  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  building 
shall  not  be  occupied  by  more  than  ten  people  and  in  no 
event  shall  there  be  any  occupancy  above  the  second  full 
storv  above  grade  (recorded  in  the  fire  department  as  3rd 
floor)  ;  that  the  existing  standpipe  system  shall  be  main¬ 
tained  in  working  condition  satisfactory  to  the  fire  com¬ 
missioner  and  that  this  modification  shall  hold  only  so  long 
as  the  premises  are  continued  as  herein  set  forth. 


11 83-38- A. 

APPLICANT— Sylvester  V.  Kerrigan,  for  Hochberg 
Liquor  Store  Corp.,  lessee. 

SUBJECT— Appeal  from  decisions  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 325  Knickerbocker  avenue, 
east  side,  75  ft.  south  of  Hart  street  (Block  No. 
3236,  Lot  No.  5),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 


For  Administration:  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . ; .  A 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Absent  .  " 


THE  RESOLUTION— 

(1183-38- A) 

Whereas,  Sylvester  V.  Kerrigan,  for  Hochberg  Liquor 
Store  Corp.,  lessee,  filed  on  December  19,  1938,  an  appeal 
from  a  decision  of  the  acting  borough  superintendent, 
department  of  housing  and  buildings,  affecting  premises 
325  Knickerbocker  avenue,  east  side,  75  ft.  south  of  Hart 
street  (Block  No.  3236,  Lot  No.  5),  Borough  of  Brooklyn; 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  16,  1938,  on  E.  S.  App.  No.  17642-38  reads  : 

“1.  As  this  sign  is  not  at  right  angles  to  the  wall 
and  also  not  parallel  with  wall,  question  of  having 
sign  as  shown  on  plan  (V  shaped)  to  be  refen ed  to 
Supt.  as  in  C  26-220.0  (2.4.I.5.)  of  the  Code.” 

Whereas,  the  building  is  four  stories  (45  ft.)  in  height, 
25  ft.  by  60  ft.  in  area,  of  non-fireproof  construction; 
equipped  with  a  standpipe  system;  located  in  a  business 
use  district;  erected  in  1906  and  occupied:  1st  floor  store, 
3  persons;  2nd  floor,  3rd  and  4th  floors,  dwelling  and 
two  families  per  floor;  for  which  no  certificate  of  occu¬ 
pancy  has  been  issued;  and  .  , 

Whereas,,  it  is  proposed  to  erect  a  V-shaped  illuminated 
sign,  10  ft.  above  grade,  having  three  panels,  consisting  of 
a  panel  3  ft.  wide  by  7  ft.  high  and  two  side  panels,  10  ft. 
9  in.  wide  by  4  ft.  high,  extending  7  ft.  outside  the  building 

line ;  and  ,  . 

Whereas,  the  applicant  contends  that  v  -shaped  signs 
have  been  approved  since  1930,  when  the  then  corporation 
counsel  issued  an  opinion  that  same  were  legal ;  that  the 
manufacturer  of  this  sign  acted  in  good  faith,  not  knowing 
of  any  new  rules  relating  to  same.  The  sign  is  built  and 
ready  for  erection  and  failure  to  permit  the  erection  thereof 
at  this  time,  would  result  in  a  great  hardship  to  the  manu- 
facturer  *  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  board,  a  report  of  the  committee  was  made  orally  by 
the  chairman,  that  a  study  of  the  administrative  code  does 
not  indicate  that  a  sign,  as  proposed,  is  specifically  per¬ 
mitted  or  intended  to  be  permitted ;  that  the  sign  proposed 
should  not  be  permitted  to  extend  beyond  the  building  line 
in  the  form  and  for  the  distance  proposed. 

Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent  on  E.  S.  App.  No.  17642-38,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


1191-38- A. 

APPLICANT— James  A.  Pietsch,  for  Frank  S.  Cooke, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 205-209  Hart  boulevard,  east 
side,  343  ft.  south  of  Forest  avenue  (Block  No. 
250,  Lot  No.  89),  West  New  Brighton,  Borough 
of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  • ; .  ^ 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  ® 


THE  RESOLUTION— 
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(1191-38-A) 

Whereas,  James  A.  Pietsch,  for  Frank  S.  Cooke,  owner, 
filed  on  December  21,  1938,  an  appeal  from  a  decision  of 
the  borough  superintendent,  department  of  housing  and 
buildings,  denying  the  issuance  of  certificates  of  occu¬ 
pancy  affecting  premises  205-209  Hart  boulevard,  east 
side,  343  ft.  south  of  Forest  avenue  (Block  No.  250,  Lot 
No.  89),  West  New  Brighton,  Borough  of  Richmond;  and 

Whereas,  the  decision  of  the  borough  superintendent 
on  Alt.  App.  930-38,  dated  December  15,  1938,  reads: 

“Your  application,  Alteration  No.  930-38  filed  on 
August  15,  1938.  requesting  a  certificate  of  occupancy 
for  two_  2-family  duplex  houses  and  six  (6)  garages 
at  premises  207  and  209  Hart  boulevard,  is  hereby 
denied,  it  being  contrary  to  Article  11,  Section  3  of  the 
Zoning  Resoluton  to  use  the  premises  for  the  storage 
of  more  than  three  (3)  motor  vehicles  as  an  accessory 
use.” 

and 

Whereas,  the  buildings  consist  of  two  2 story  brick 
veneer  attached  two-family  dwellings  and  garages,  one  of 
which  is  occupied  by  one  car  and  one  by  two  cars  and  a 
3-car  brick  garage  located  at  the  rear  of  the  northerly 
building.  Certificate  of  occupancy  was  issued  August  6, 
1937  for  premises  205  Hart  boulevard,  permitting  the  fol- 
owing  use  and  occupancy:  Cellar — storage  and  heater,  1 
auto;  1st  floor,  one  family;  2nd  floor — one  family.  Cer¬ 
tificate  of  occupancy  was  issued  August  6,  1937  for  prem¬ 
ises  209  Hart  boulevard,  permitting  the  following  use  and 
occupancy  :  Cellar — storage,  heater,  1  auto ;  1st  floor — one 
family;  2nd  floor — one  family;  and 

Whereas,  the  applicant  contends  that  permits  were  is¬ 
sued,  plans  approved,  building  erected,  inspected  and  tested, 
but  due  to  a  clerical  error,  improper  certificates  of  occu¬ 
pancy  were  issued;  that  as  the  buildings  are  two  2-family 
dwellings  erected  on  a  plot  50  ft.  by  115  ft.  in  area  and 
that  inasmuch  as  a  dwelling  erected  on  any  25  ft.  lot  is 
entitled  to  accommodation  for  three  private  automobiles,  a 
certificate  of  occupancy  for  the  two  2-family  dwellings  and 
the  storage  of  six  automobiles  on  the  plot  should  be  issued; 
and 

Whereas,  in  the  opinion  of  the  board,  the  condition  is 
illegal  and  should  be  the  subject  of  an  application  for  a 
Zoning  Variance;  and 

Whereas,  the  applicant  has  filed  a  building  zone  applica¬ 
tion  in  lieu  of  this  subject  appeal. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  App.  930-38,  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied.  ; 


1220-38-A. 

APPLICANT — Maurice  L.  Rosen,  for  45  West  87th  Cor¬ 
poration,  owner. 

SUBJECT— Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 141-151  Lincoln  avenue,  north¬ 
west  corner  of  East  134th  street,  and  west  side  of 
Lincoln  avenue,  37  ft.  6  in.  and  72  ft.  6  in.  north 
of  East  134th  street  (Block  No.  2317,  Lot  Nos. 
44  to  49  inclusive),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  H.  J.  Rosen  and  M.  L.  Rosen. 
For  Administration :  Morris  Harris,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(1220-38-A) 

Whereas,  Maurice  L.  Rosen,  for  45  West  87th  Corpora¬ 


tion,  owner,  filed  on  December  30,  1938,  an  appeal  from 
decisions  of  the  borough  superintendent,  dept,  of  housing 
and  buildings,  affecting  premises  141-151  Lincoln  avenue, 
northwest  corner  of  East  134th  street  (Block  No.  2317, 
Lot  Nos.  44  to  49  inclusive),  Borough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent 
on  Alt.  App.  741-38,  affecting  premises  141-143  Lincoln 
avenue,  dated  December  27,  1938,  reads : 

“3.  The  entire  stair  halls,  entrance  hall  and  other 
public  halls  throughout  shall  be  made  to  conform  with 
the  requirements  of  Sec.  233  subdiv.  2  and  Sec.  234 
through  Sec.  238  Multiple  Dwelling  Law.  Sec.  247 
Multiple  Dwelling  Law.” 

and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  App.  742-38,  dated  December  27,  1938,  affecting  prem¬ 
ises  145-147  Lincoln  avenue,  reads: 

“2.  The  entire  stair  halls,  entrance  hall  and  other 
public  halls  throughout  shall  be  made  to  conform  with 
the  requirements  of  Sec.  233,  subdiv.  2  and  Sec.  234 
through  Sec.  238  Multiple  Dwelling  Law.  Sec.  247 
Multiple  Dwelling  Law.” 

and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  App.  743-38,  dated  December  27,  1938,  affecting  prem¬ 
ises  149-151  Lincoln  avenue,  reads: 

“2.  The  entire  stair  halls,  entrance  halls  and  other 
public  halls  throughout  shall  be  made  to  conform  with 
the  requirements  of  Sec.  233  subdiv.  2,  and  Sec.  234 
through  Sec.  238  Multiple  Dwelling  Law.  Sec.  247 
Multiple  Dwelling  Law.” 

and 

Whereas,  No.  141-143  Lincoln  avenue  is  a  4-story,  non- 
fireproof  building,  40  ft.  in  height,  37  ft.  6  in.  by  60  ft.  in 
area,  occupied:  Cellar— storage,  no  persons;  1st  floor — 
store  and  1  apartment ;  2nd  floor,  3rd  and  4th  floors — 
3  apartments  per  floor;  and 

Whereas,  No.  145-147  Lincoln  avenue  consists  of  a 
4-story  nonfireproof  building,  40  ft.  in  height,  35  ft.  by 
50  ft.  6  in.  in  area,  occupied :  Cellar — storage  and  boiler 
room,  no  persons;  1st  floor — stores  and  2  apartments;  2nd, 
3rd  and  4th  floors — the  same ;  and 

Whereas,  No.  149-151  Lincoln  avenue  consists  of  a 
4-story  nonfireproof  building,  40  ft.  in  height,  35  ft.  by 
50  ft.  6  in.  in  area,  occupied :  Cellar — storage,  no  persons ; 
1st  floor— stores  and  2  apartments;  2nd,  3rd  and  4th 
floors — 2  apartments  per  floor ;  and 

Whereas,  it  is  proposed  to  modernize  the  existing  4- 
story  buildings  by  decreasing  the  number  of  rooms,  in¬ 
stalling  modern  plumbing  and  heating,  iron  stairs,  tile 
floors  and  public  halls,  fire  retarding  the  public  halls,  in¬ 
stalling  new  floors ;  and 

Whereas,  the  applicant  contends  that  the  buildings  were 
erected  in  1888  and  are  arranged  for  one  6-room  railroad 
flat  per  floor,  except  No.  141  Lincoln  avenue,  which  has 
two  apartments.  It  is  proposed  to  alter  the  6-room  apart¬ 
ments,  to  modern  4-room  apartments  in  compliance  with 
the  Multiple  Dwelling  Law.  Room  sizes  will  be  increased ; 
that  the  proposed  alteration  complies  with  section  233, 
subdivision  2  of  the  Multiple  Dwelling  Law ;  and 

Whereas,  a  verbal  report  of  committee  was  made  by 
the  chairman,  that  after  careful  study  of  the  plans  and 
the  sections  of  the  Multiple  Dwelling  Law  referred  to  in 
this  appeal,  the  appeal,  in  its  opinion,  cannot  be  granted, 
as  it  would  be  a  modification  of  the  Multiple  Dwelling 
Law,  which  the  board  has  no  power  to  grant  and  that  the 
appeal  should  be  denied  or  withdrawn. 

Resolved,  that  the  decisions  of  the  borough  superinten¬ 
dent  in  acting  on  Alt.  App.  Nos.  741-38,  742-38  and  743-38, 
be  and  they  hereby  are  affirmed  and  that  the  appeal  be 
and  it  hereby  is  withdrawn. 


3-39-A. 

APPLICANT — Mortimer  E.  Freehof,  for  Morris  Noar, 
owner. 
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SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 640  East  Third  street,  west 
side,  193  ft.  4  in.  north  of  Ditmas  avenue  (Block 
No.  5386,  Lot  No.  36),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Mortimer  E.  Freehof. 

For  Administration :  Benjamin  Saltzman,  De¬ 
partment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

N  egative  . 9 

Absent  .  0 

THE  RESOLUTION— 

(3-39-A) 

Whereas,  Mortimer  E.  Freehof,  for  Morris  Noar, 

owner,  filed  January  3,  1939,  an  appeal  with  the  Board  of 
Standards  and  Appeals  from  a  decision  of  the  borough 
superintendent  of  buildings  affecting  premises  640  East 

Third  street,  west  side,  193  ft.  4  in.  north  of  Ditmas  avenue 
(Block  No.  5386,  Lot  No.  36),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
of  buildings  in  acting  on  Alt.  App.  No.  18454-38,  dated 
December  9,  1938,  reads : 

“5.  Proposed  change  of  occupancy  of  present  frame 
2-story  and  attic  building  from  one  to  two  family,  is 
contrary  to  Sections  2.1. 3. 5  and  8.7.3. 1  of  the  Code. 
Denied.” 

and 

Whereas,  the  building  is  frame,  two  stories  and  attic 
in  height,  20  ft.  6  in.  by  60  ft.  6  in.  in  area,  on  a  lot  30  ft. 
4  in.  by  100  ft.  in  area,  now  occupied  as  a  one-family 
dwelling ;  and 

Whereas,  it  is  proposed  to  use  the  attic  in  conjunction 
with  the  second  floor  for  an  additional  family,  making  two 
in  all ;  and 

Whereas,  there  will  be  no  kitchen  equipment  on  the 
attic  floor. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  Alt.  Applic.  No.  18454-38,  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted, 
as  to  Objection  No.  5,  as  to  the  occupancy  of  the  attic, 
on  condition  that  the  building  shall  at  no  time  be  occupied 
by  more  than  two  families,  one  family  on  the  1st  floor 
and  one  family  on  the  2nd  floor  and  attic;  that  no  cooking 
shall  be  carried  on  in  the  attic  floor  and  that  the  building 
shall  not  be  further  extended  in  height  or  area ;  that  the 
open  area  of  the  lot  shall  not  be  decreased;  that  an  agree¬ 
ment  shall  be  filed  with  the  borough  superintendent,  signed 
by  the  owner  and  properly  attested,  that  at  no  time  will  the 
building  be  occupied  by  more  than  2  families;  that  there 
shall  be  a  second  means  of  exit  supplied  for  the  attic 
story,  which  may  be  an  exterior  steel  ladder  from  the  attic 
window  to  a  platform  at  the  2nd  story  level  and  thence  by 
a  drop  or  counterbalanced  ladder  to  the  yard  level. 


5-39-A. 

APPLICANT— David  Millman,  of  S.  Millman  and  Son, 
for  Regina  Pandemy',  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 8852  74th  avenue,  south  side, 
60  ft.  east  of  89th  street  (Block  No.  3855,  Lot 
No.  164),  Glendale,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  David  Millman. 

For  Administration :  David  Stone,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  •  •  •  4 

Negative  .  . .  0 

Absent  .  .  ....  0 

THE  RESOLUTION— 

(5-39-A) 

Whereas,  David  Millman  for  Regina  Pandemy,  owner, 
filed  January  4,  1939,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings  affecting  premises 
8852  74th  avenue,  south  side,  60  ft.  east  of  89th  street 
(Block  No.  3855,  Lot  No.  164),  Glendale,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alteration  Application  8555-1938,  dated  December  29,  1938, 

TCcLcis  * 

“Dwelling  occupancy  in  cellar  is  contrary  to  Section 
5-1-1  (b)  Sec.  C26-258.0  of  Building  Code.” 
and  .  . 

Whereas,  the  building  is  2  stories  (22  ft.)  in  height,  20 
ft.  by  44  ft.  in  area  of  non-fireproof  construction,  erected 
in  1931  located  in  a  residence  use  district  and  occupied: — 
Cellar— boiler  room,  laundry,  play-room  and  garage;  1st 
floor— dwelling ;  2nd  floor,  dwelling,  1  family  throughout 
the  entire  building;  and 

Whereas,  it  is  proposed  to  occupy  the  building  for  two 
families  and  to  occupy  certain  spaces  in  the  cellar  in  con¬ 
junction  with  the  first  floor  for  one  family  and  with  one 
family  on  the  second  floor ;  and 

Whereas,  the  applicant  contends  that  the  owners  income 
has  been  so  depleted  that  she  is  compelled  to  rent  the 
upper  floor  and  turn  the  lower  floor  into  conveniently 
arranged  quarters  for  her  personal  use ;  that  to  prohibit 
her  to  make  this  alteration  in  the  manner  proposed,  would 
deprive  the  owner  of  an  opportunity  to  obtain  the  ab¬ 
solutely  necessary  revenue  and  be  eventually  instrumental 
in  causing  her  to  lose  her  house  and  home. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  Alt.  Applic.  No.  8555-38,  be  and  it  hereby  is 
modified,  and  that  the  appeal  is  granted  permitting  the 
occupancy  of  the  building  for  not  over  two  families,  one 
family  in  the  1st  floor  and  one  family  in  the  2nd  floor, 
on  condition  that  the  cellar  space  to  be  used  in  conjunc¬ 
tion  with  the  1st  floor  shall  at  no  time  be  used  for  sleeping 
purposes;  that  an  agreement  shall  be  signed  by  the  owner, 
properly  sworn  to,  and  filed  with  the  borough  superin¬ 
tendent,  that  the  condition  as  herein  permitted  will  be 
maintained;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  six  (6)  months  from  the  date  of  this 
resolution. 


8-39-A. 

APPLICANT— Brass  Goods  Manufacturing  Company, 
owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 337-359  Eldert  street  and  532- 
540  Irving  avenue,  northwest  corner  (Block  No. 
3413,  Lot  Nos.  41-52),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Paul  W.  Hyatt,  Frank  H.  Ma¬ 
loney  and  Robert  Clapp. 

For  Administration :  Insp.  Meyer,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Qiief 

Walsh  . 

Negative  . . 

Absent  .  . 

THE  RESOLUTION— 

(8-39-A) 

Whereas,  the  Brass  Goods  Manufacturing  Company, 
owner,  filed  January  5,  1939,  an  appeal  with  the  Board  of 
Standards  and  Appeals  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  337-359  Eldert  street  and  532- 
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540  Irving  avenue,  northwest  corner  (Block  No.  3413, 
Lot  No.  41-52),  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  77517- 
LF,  dated  December  9,  1938,  reads: 

“Item  1.  Discontinue  the  use  of  floor  drains  leading 
to  the  house  drainage  system  or  to  public  sewer. 
Rule  4.1.1.-b.  Spray  Rules. 

Item  3.  Provide  sprinkler  heads  installed  in  ac¬ 
cordance  with  the  Sprinkler  Rules  of  the  Board  of 
Standards  and  Appeals  in  all  spray,  dipping  or  im¬ 
mersing  spaces  and  storage  rooms.  Rule  6.1.5  Spray 
Rules.” 

and 

Whereas,  the  building  is  heavy  mill  construction,  3 
stories  in  height,  200  ft.  by  100  ft.  in  area;  occupied  for 
manufacturing  on  the  cellar,  1st  and  2nd  floors  and  storage 
on  the  3rd,  maximum  floor  occupancy  40  persons ;  and 
Whereas,  the  appellant  contends  that  the  floor  drains 
were  installed  on  the  advice  of  the  insurance  carriers; 
that  it  would  be  impractical  to  install  outside  scuppers ; 
that  the  dipping  tank  are  part  of  the  automatic  dipping 
machines. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
77517-LC,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  floor 
drains  shall  be  so  located  as  to  be  available  for  use  solely 
in  the  event  of  flooding  by  sprinkler  system ;  that  the  re¬ 
quirements  of  the  order  shall  be  complied  with  in  all  other 
respects  and  that  the  requirements  for  sprinkler  heads  in 
Item  3  shall  be  deemed  to  mean  sprinkler  heads  in  the 
spray  booths  only ;  that  the  sprinkler  system  shall  be  main¬ 
tained  to  the  satisfaction  of  the  fire  commissioner  and 
that  in  all  other  respects  the  Paint  Spraying  Rules  shall 
be  complied  with  and  that  the  premises  shall  conform  in 
all  other  respects  with  all  laws,  rules  and  regulations 
applicable  to  the  construction  and  occupancy. 


9-39- A. 

APPLICANT— Joseph  B.  Klein,  for  682  Sixth  Avenue 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 413  Ninth  avenue,  west  side, 
19  ft.  9  in.  north  of  West  33rd  street  (Block 
No.  73 1,  Dot  No.  40),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Klein. 

For  Administration :  Fred  Dahlem,  Department 


of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(9-39-A) 


Whereas,  Joseph  B.  Klein,  for  the  682  Sixth  Avenue 
Corporation,  owner,  filed  on  January  5,  1939,  an  appeal 
with  the  Board  of  Standards  and  Appeals  from  a  decision 
of  the  borough  superintendent,  affecting  premises  413 
Ninth  avenue,  west  side,  19  ft.  9  in.  north  of  West  33rd 
street  (Block  No.  731,  Lot  No.  40),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  30,  1938,  re  Alt.  App.  No.  3484-38,  reads : 

“On  November  29,  1938,  Joseph  B.  Klein,  Architect, 
filed  Alteration  application  3484-1938  in  this  depart¬ 
ment  for  the  alteration  of  premises  No.  413  Ninth 
avenue,  owned  by  682  Sixth  Avenue  Corporation,  of 
which  you  are  an  officer. 

The  Specification  sheet  filed  with  this  application 
described  the  construction  of  the  building  as  non- 
fireproof. 


Our  inspector  reports  that  it  is  found  that  one  of 
the  enclosing  walls  of  the  building  is  built  with  wood 
studs.  The  entire  building,  therefore,  must  be  con¬ 
sidered  as  of  frame  construction. 

It  was  proposed  to  increase  the  number  of  families 
from  one  to  two  on  each  floor.  Such  increase  would 
be  contrary  to  section  56  of  the  Multiple  Dwelling 
Law. 

As  the  approval  was  based  on  the  statement  that  the 
building  is  of  non-fireproof  construction,  which  is  a 
misstatement  of  fact,  it  is  hereby  REVOKED.” 

and 

Whereas,  this  is  one  of  a  group  of  four  (4)  attached 
multiple  dwellings,  each  4  stories  in  height,  19  ft.  by  44  ft. 
6  in.  in  area,  which  it  was  proposed  to  alter  by  providing 
two  apartments  per  floor  instead  of  one ;  and 

Whereas,  it  was  discovered  in  the  reconstruction  of  the 
building  that  while  the  front,  rear  and  side  walls  enclosing 
the  four  buildings  were  of  brick  construction,  the  interior 
division  walls  between  the  buildings  were  of  wood,  frame, 
lath  and  plaster;  and 

Whereas,  appellant  contends  that  the  building  should 
be  considered  brick,  in  that  they  had  been  so  recorded  for 
years ;  but  the  board  deemed  that  this  would  be  a  modifica¬ 
tion  of  the  Multiple  Dwelling  Law,  which  the  board  has 
no  power  to  grant. 

Resolved,  that  the  decision  of  the  borough  superintendent 
in  acting  on  Alt.  App.  No.  3484-38,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


15-39- A. 

APPLICANT— Globe  Truck  Renting  Corporation,  owner. 
SUBJECT— Appeal  from  orders,  of  the  fire  commissioner 
re:  Transportation  of  light  fuel  oil  and  bunker 
oil  in  tank  trucks  (not  of  approved  types)  in  New 
York  City. 

APPEARANCES—  ,  „ 

For  Applicant :  Harry  M.  Levy  and  George 

Dawson,  Jr.  . 

For  Administration :  Insp.  Meyer,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  ^ 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . ^ 

THE  RESOLUTION— 

(15-39- A) 

Whereas,  Globe  Truck  Renting  Corporation,  owner, 

filed  January  9,  1939,  an  appeal  from  orders  of  the  fire 
commissioner  affecting  the  transportation  of  light  fuel  oil 
and  bunker  oil  in  tank  trucks  (not  of  approved  types)  in 
New  York  City;  and 

Whereas,  Order  No.  15108-LC,  issued  by  the  fire  com¬ 
missioner  December  9,  1938,  affecting  Truck  No.  218, 

reads  *. 

“An  inspection  of  truck  No.  218  on  a  White  chassis 
used  by  you  for  the  transportation  of  any  liquid  prod¬ 
uct  of  petroleum,  shale  oil  or  coal  tar,  as  required  by 
Chapter  19,  Title  C,  Part  1,  Article  10  of  the  Adminis¬ 
trative  Code  of  the  City  of  New  York,  shows  the  fol¬ 
lowing  requirements  necessary  before  a  permit  can  be 

issued :  .  .  , 

1.  Provide  a  tank  constructed  in  accordance  with 
the  specifications  set  forth  in  section  5. 

4.  Locate  engine  fuel  tank  immediately  back  of  cab, 
above  the  frame  and  so  it  shall  not  overhang  the 
frame  side  members.  NOTE:  if  the  cargo  tank  or 
body  is  skirted,  doors  with  permanently  attached  han¬ 
dles  must  be  provided  in  the  skirting  on  both  sides  of 
the  vehicle.  Section  20.6.” 

Whereas,  Order  No.  15109-LC,  issued  by  the  fire  corn- 
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missioner  December  9,  1938,  affecting  Truck  No.  203,  reads : 
“2.  Locate  engine  fuel  tank  immediately  back  of 
cab,  above  the  frame  and  so  it  shall  not  overhang  the 
frame  side  members.  NOTE:  if  the  cargo  tank  or 
body  is  skirted,  doors  with  permanently  attached  han¬ 
dles  must  be  provided  in  the  skirting  on  both  sides  of 
the  vehicles.  Section  20.6.” 

and 

Whereas,  Order  No.  15110-LC,  issued  by  the  fire  com¬ 
missioner  December  9,  1938,  affecting  Truck  No.  214, 
reads : 

“1.  Provide  a  tank  constructed  in  accordance  with 
the  specifications  set  forth  in  section  5. 

5.  Locate  engine  fuel  tank  immediately  back  of  cab, 
above  the  frame  and  so  it  shall  not  overhang  the 
frame  section  side  members.  NOTE:  If  the  cargo 
tank  or  body  is  skirted,  doors  with  permanently  at¬ 
tached  handles  must  be  provided  in  the  skirting  on 
both  sides  of  the  vehicle.  Section  20.6.” 

and 

Whereas,  Order  No.  15111-LC,  issued  by  the  fire  com¬ 
missioner  December  9,  1938,  affecting  Truck  No.  225,  reads: 
“2.  Locate  engine  fuel  tank  immediately  back  of 
cab,  above  the  frame  and  so  it  shall  not  overhang  the 
frame  side  members.  NOTE:  If  the  cargo  tank  or 
body  is  skirted,  doors  with  permanently  attached  han¬ 
dles  must  be  provided  in  the  skirting  on  both  sides  of 
the  vehicle.  Section  20.6.” 

and 

Whereas,  Order  No.  15113-LC,  issued  by  the  fire  com¬ 
missioner  December  9,  1938,  affecting  Truck  No.  222,  reads: 
“1.  Provide  a  tank  constructed  in  accordance  with 
the  specifications  set  forth  in  section  5. 

3.  Relocate  engine  fuel  tank.  30.  6.” 

and 

Whereas,  Order  No.  15114-LC,  issued  by  the  fire  com¬ 
missioner,  December  9,  1938,  affecting  truck  No.  225,  reads : 
“3.  Relocate  gas  fuel  tank  as  per  20.6.” 

and 

Whereas,  Order  No.  15165-LC,  issued  by  the  fire  com¬ 
missioner  December  13,  1938,  affecting  truck  No.  224, 
reads : 

“1.  Provide  a  tank  constructed  in  accordance  with 
the  specifications  set  forth  in  section  5. 

4.  Locate  engine  fuel  tank  immediately  back  of  cab, 
above  the  frame  and  so  it  shall  not  overhang  the  frame 
side  members.  NOTE:  If  the  cargo  tank  or  body  is 
skirted,  doors  with  permanently  attached  handles  must 
be  provided  in  the  skirting  on  both  sides  of  the  ve¬ 
hicle.  Section  20.6.” 

and 

Whereas,  Order  No.  15290-LC,  issued  by  the  fire  com¬ 
missioner  December  21,  1938,  affecting  truck  No.  220, 
reads : 

“2.  Locate  engine  fuel  tank  inside  cab.  Section 
20.5.” 

and 

Whereas,  Order  No.  15338-LC,  issued  by  the  fire  com¬ 
missioner  December  28,  1938,  affecting  truck  No.  215, 
reads : 

“1.  Locate  engine  fuel  tank  immediately  back  of 
cab,  above  the  frame  and  so  it  shall  not  overhang  the 
frame  side  members.  NOTE:  If  the  cargo  tank  or 
body  is  skirted,  doors  with  permanently  attached  han¬ 
dles  must  be  provided  in  the  skirting  on  both  sides  of 
the  vehicle.  Section  20.6.” 

and 

Whereas,  the  number  of  compartments  and  total  weight 


of  chassis  and  tank 

is  as  follows: 

Weight  of 

Truck  No. 

No.  of  Comp. 

chassis  and  tank 

218 

1 

13,440  lbs. 

203 

3 

13,810  “ 

214 

2 

13,435  “ 

225 

1 

13,435  “ 

222 

1 

13,430  “ 

223 

224 
220 
215 


3 
2 

4 
4 


13,450 

13,485 

13,300 

13,400 


u 


and 

Whereas,  the  applicant  contends  that  permits  were  issued 
for  the  years  1937  and  1938  for  these  same  trucks,  equipped 
with  the  same  tanks  and  constructed  in  the  same  manner. 
These  trucks  are  in  this  particular  operation,  for  a  term 
of  from  3y2  to  4}4  months  only  and  after  that  time,  tanks 
are  removed  and  trucks  are  put  into  different  service. 
Due  to  the  fact  that  this  particular  contract  is  of  such  a 
short  duration,  it  would  work  a  severe  hardship  in  the 
way  of  expense,  to  make  the  change  required.  At  the  time 
the  rate  was  made  on  this  contract,  the  rate  was  based  on 
the  fact  that  the  trucks  were  previously  approved  by  the 
fire  department  without  necessitating  any  expensive 
changes ;  and 

Whereas,  it  was  represented  by  the  applicant  that  the 
fuel  oil  tanks  were  double  shell  at  the  bottom  with  welded 
seams  and  that  the  trucks  were  now  engaged  in  a  contract 
for  transporting  fuel  oil  within  New-  York  City  which 
contract  would  be  completed  on  March  15,  1939. 

Resolved,  that  the  orders  of  the  fire  commissioner,  Nos. 
15108-LC,  15109-LC,  15110-LC,  15111-LC,  15113-LC,  15114- 
LC,  15165-LC,  15290-LC  and  15338-LC,  be  and  they  hereby 
are  modified,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  storage  tanks  shall  be  constructed  as 
indicated  on  plan  No.  1008-03  marked  “received  January  21, 
1939” ;  that  there  shall  be  a  plate  attached  to  the  tank  near 
the  front  manhole,  identifying  the  tank  by  number ;  that 
the  engine  fuel  tank  may  be  permitted  in  its  present  loca¬ 
tion  on  these  trucks  during  the  term  of  the  present  con¬ 
tract,  but  not  beyond  March  15,  1939,  and  that  after  such 
date,  if  these  chassis  and  tanks  are  again  used  in  the 
transportation  of  petroleum  products,  that  they  shall  be 
made  to  conform  in  all  respects  with  the  requirements 
of  the  rules. 


18-39-A. 

APPLICANT— Harry  Greenberg  for  Reynolds  Metals 
Co.,  for  Elberne  Building  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 682-694  Ocean  parkway, 
northwest  corner  of  Lawrence  avenue  (Block 
No.  5420,  Lot  No.  58),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant :  Harry  Greenberg. 

For  Administration :  Benjamin  Saltzman,  De¬ 
partment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . .  4 

Negative  .  0  i 

Absent  .  . .  ....  0 

THE  RESOLUTION— 

(18-39-A)  , 

Whereas,  Harry  Greenberg,  for  Reynolds  Metals  Co., 
for  Elberne  Building  Corp.,  owner,  filed  on  January  9, 
1939,  ani  appeal  from  a  decision  of  the  acting  borough 
superintendent,  Dept,  of  Housing  and  Buildings,  affecting 
premises  682-694  Ocean  Parkway,  northwest  corner  of  i 

Lawrence  avenue  (Block  No.  5420,  Lot  No.  58),  Borough 
of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
on  Permit  No.  11927-38,  dated  January  9,  1939,  reads: 

“1.  This  lath  is  classified  as  combustible  lath,  and 
application  must  be  in  accordance  with  8.4.10.2  not 
more  than  two  stories  in  advance  of  scratch  coat 
plastering.” 

and 
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Whereas,  the  proposed  building  will  be  six  stories  (69 
ft.)  in  height,  109  ft.  6  in.  by  58  ft.  8 %  in.  in  area,  of 
non-fireproof  construction  located  in  a  residence  use,  “C” 
area,  district  and  occupied  throughout  as  a  Class  A  mul¬ 
tiple  dwelling;  and 

Whereas,  the  applicant  requests  permission  to  apply 
Ecod  lath  throughout  the  building,  without  interruption  in 
advance  of  scratch  coat  plaster. 

Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent,  on  Permit  No.  11927-38,  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  such  lath  shall  comply  with  the  require¬ 
ments  of  the  approval  of  the  Board  of  Standards  and  Ap¬ 
peals  in  Cal.  No.  714-38-SM,  and  that  the  installation  of  the 
lath  shall  in  all  other  respects  meet  the  requirements  of 
the  Building  Code  as  to  metal  lath. 


25-39-A. 

APPLICANT — Edward  Hinman,  Jr.,  for  Beard’s  Erie 
Basin,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 602-704  Columbia  street,  west 
side,  1200  ft.  south  of  Halleck  street  and  46-56 
Halleck  street  (Erie  Basin  Breakwater,  between 
Erie  Basin  and  State  Barge  Canal) ;  (Block  No. 
613,  Lot  No.  1),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant:  Edward  Hinman,  Jr. 

For  Administration:  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(25-39-A) 


Whereas,  Edward  Hinman,  Jr.,  for  Beard’s  Erie  Basin, 
Inc.,  owner,  filed  January  10,  1939,  an  appeal  from  an 
order  of  the  fire  commissioner,  affecting  premises  602- 
704  Columbia  street,  west  side,  1200  ft.  south  of  Halleck 
street  and  46-56  Halleck  street  (Block  No.  613,  Lot  No.  1), 
Borough  of  Brooklyn ;  and 

Whereas,  Order  No.  1976-LF,  issued  by  the  fire  com¬ 
missioner  December  14,  1938,  reads : 

“1.  Provide  a  yard  hydrant  system  for  the  above 
premises  as  per  Art.  17,  Administrative  Code,  N.  Y.  C.” 
and 

Whereas,  the  premises  have  a  frontage  of  1200  ft.  and 
a  depth  of  300  ft.  at  the  northerly  end  and  200  ft.  at  the 
southerly  end ;  located  in  an  unrestricted  use  district  and 
occupied  as  a  lumber  terminal ;  and 

Whereas,  the  applicant  contends  that  the  lumber  piled 
in  the  area  is  green  fir  in  transit  by  water  from  the  west 
coast  and  does  not  remain  long  enough  to  dry  out  (60% 
is  trucked  away  within  10  days)  ;  that  the  lumber  is  piled 
on  the  ground  in  the  open  in  solid  blocks  with  no  open 
spaces  between  pieces  to  give  draft ;  that  the  nearest 
building  on  adjoining  premises  is  210  ft.  distant;  that  a 
continuous  watchman’s  service  is  provided  with  watch¬ 
man’s  house  and  four  tour-stations  located  as  shown  on 
plans  and  the  premises  are  regularly  patrolled;  that  fire 
bucket  tanks  with  pails  and  low-freeze  water  are  provided 
at  six  points  in  the  area  as  shown  on  plans ;  the  property 
is  flanked  by  6  low-pressure  City  hydrants  and  3  high- 
pressure  city  hydrants  as  shown  on  plan ;  that  the  property 
is  accessible  to  fire  boats  through  two  slips  as  shown  on 
plan;  that  it  is  proposed  to  install  6  additional  fire  bucket 
tanks  as  shown  on  plan  by  the  mark  “O”. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1976-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted,  permitting  for  a  period  of  one 


year,  the  storage  of  lumber,  as  indicated  on  plan  filed 
with  this  appeal,  on  condition  that  the  fire-fighting  equip¬ 
ment,  as  stated,  shall  be  maintained  and  that  the  premises 
shall  be  patrolled  and  under  the  supervision  of  a  watchman 
at  all  times,  night  and  day;  that  the  driveways  shown 
between  lumber  piles,  shall  remain  open  for  a  width  of 
20  feet  with  direct  exit  from  the  surrounding  streets,  so 
as  to  be  readily  accessible  to  the  fire  department  equipment, 
if  required;  that  the  lumber  shall  at  no  time  be  piled 
beyond  an  average  height  of  16  ft. 


26-39- A. 

APPLICANT — Waid  and  Corbett,  for  Metropolitan  Life 
Insurance  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 11-25  Madison  avenue,  324- 
342  Fourth  avenue,  1-33  East  24th  street  and  38- 
60  East  25th  street  (Block  No.  854,  Lot  Nos.  1  to 
41  inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  H.  Derby. 

For  Administration:  Fred  Dahlem,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(26-39-A) 

Whereas,  Waid  &  Corbett,  for  Metropolitan  Life  In¬ 
surance  Co.,  owner,  filed  on  January  10,  1939,  an  appeal 
from  a  decision  of  the  borough  superintendent,  dept,  of 
housing  and  buildings,  affecting  premises  11-25  Madison 
avenue,  324-342  Fourth  avenue,  38-60  East  25th  street  and 
1-33  East  24th  street  (Block  No.  854,  Lot  Nos.  1  to  41  in¬ 
clusive),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  10,  1939,  on  N.B.  App.  20-38,  reads: 

“Your  request  for  approval  of  proposed  arrangement 
of  public  stairhall  corridor  with  elevator  shaft  open¬ 
ings  thereon  in  the  second  mezzanine  and  in  the 
tenth  story  is  contrary  to  provisions  of  Article  7, 
Section  6.4.1. 8.2,  paragraph  a  of  the  New  York  City 
Building  Code  and  is  therefore,  denied.” 

and 

Whereas,  the  proposed  building  will  be  28  stories  (371 
ft.  $l/2  in.)  in  height,  197  ft.  6  in.  by  425  ft.  in  area,  of 
fireproof  construction ;  equipped  with  a  standpipe  system ; 
located  in  a  business  use,  “B”  area  district;  occupied  as 
follows : 

2nd  &  3rd  Sub-cellar— machinery 


1st  sub-cellar — cafeteria —  950  persons 

Cellar — kitchen  &  storage —  50 

1st  Floor — Entrance  &  Offices  50 

Mezzanine — Offices  50 

2nd  floor — Storage  &  Offices  71 

3rd  “  — File  room  40 

4th  “  — File  room  43 

5th  “  —Offices  204  “ 

6th  “  “  234  “ 

7th  “  “  234  “ 

8th  “  “  234  “ 

9th  “  — Offices  &  Photostat  234  “ 

10th  “  “  250  “ 

11th  “  “  205  “ 

12th  “  “  205  “ 

13th  “  “  205  “ 

14th  “  “  197  “ 

15th  Mechanical  equipment  50  “ 

16th  floor — Offices  173 

17th  “  “  171  “ 
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18th  floor — Offices 

171 

persons 

19th  “ 

176 

a 

20th  to  22nd  floors — Offices 

161 

it 

23rd  to  26th  “ 

105 

a 

27th  Floor — Offices 

318 

a 

28th  “  mechanical  equipment 

58 

a 

and 

Whereas,  the  applicant  contends  that  this  appeal  is  made 
to  avoid  obstructing  fireproof  passageways  or  crossovers 
connecting  two  interior  fireproof  stairways  at  2nd  mez¬ 
zanine  and  10th  story,  Unit  No.  2,  by  eliminating  fireproof 
partitions  at  elevator  openings;  the  building  will  be  pro¬ 
vided  with  two  66-inch  fireproof  stair  exits  and  one  44- 
inch  fire  tower,  leading  from  the  roof  to  the  street  and 
will  also  be  provided  with  horizontal  exits  from  Unit  No. 
2  to  Unit  No.  1,  in  which  there  are  located  three  66-inch 
fireproof  stair  exits.  Two  fireproof  elevator  shafts,  cut 
off  by  automatic  Class  B  fire  doors  communicate  with 
the  fireproof  passageway  or  crossover  on  these  two  floors. 
These  elevators  are  used  for  freight  and  the  fire  doors  at 
the  openings  are  normally  closed.  In  view  of  the  fact 
that  the  exit  facilities  of  this  building  can  be  classed  as 
excellent,  relief  should  be  granted  from  the  strict  interpre¬ 
tation  of  Art.  7,  Sec.  6.4.1.8.2  (a)  of  the  Building  Code. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  N.B.  Applic.  No.  20-38,  be  and  it  hereby  is  modi¬ 
fied,  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  there  shall  be  installed  at  each  elevator 
opening  of  the  cross-over  hallway  on  the  2nd  mezzanine 
floor  and  on  the  10th  floor,  an  approved  rolling  shutter 
with  a  fusible  link,  so  arranged  as  to  be  exposed  on  the 
interior  of  the  elevator  shaft;  that  such  curtains  shall  be 
in  addition  to  the  fireproof  self-closing  elevator  shaft 
doors. 


53-39-A. 

APPLICANT — Philip  L.  Goodwin,  for  Museum  of  Art, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — 9-19  West  53rd  street,  north 
side,  308  ft.  west  of  Fifth  avenue  (Block  No. 
1269,  L'ot  Nos.  21,  22,  22 *4,  23  and  25),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  L.  C.  Jaeger. 

For  Administration:  Fred  Dahlem,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  . 0 


THE  RESOLUTION— 

(53-39-A) 

Whereas,  Philip  L.  Goodwin,  for  Museum  of  Art, 
owner,  filed  January  13,  1939,  an  appeal  from  a  decision 
of  the  borough  superintendent,  department  of  housing  and 
buildings,  affecting  premises  9-19  West  53rd  street,  north 
side,  308  ft.  west  of  Fifth  avenue  (Block  No.  1269,  Lot 
Nos.  21,  22,  22*4,  23  and  25),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.B.  App.  No.  109-37,  dated  January  12,  1939,  reads: 

“42.  Wood  or  other  combustible  materials  not  per¬ 
mitted  in  1st  floor  main  Entrance  Lobby,  Section  153 
Building  Code  and  Section  356  Building  Code.” 

and 

Whereas,  the  proposed  building  will  be  six  stories  (93 
ft.)  in  height,  129  ft.  by  90  ft.  5  in.  in  area,  of  fireproof 
construction ;  equipped  with  a  standpipe  system  and  with 
a  sprinkler  system  in  service  portions  below  grade.  The 
building  will  be  located  in  a  residence  use  district  and 
occupied  as  follows : 


Sub-basement — machine  room —  2  persons. 

Basement — Lecture  room  539 

Mezzanine — storage  &  fan  room  3 

1st  Floor — museum  gallery  118 

2nd  Floor—  “  “  167 

3rd  Floor—  “  “  185 

4th  Floor — Office,  Lib.  Preview  70 

5th  Floor — Offices  50  “ 

6th  Floor — Board  &  Rest  Room  50 
Pent  House — Fan  Room — no  persons  ; 

and 

Whereas,  the  applicant  contends  that  the  objection  re¬ 
fers  to  the  proposed  Catalog  Counter  and  shelving  on  the 
1st  floor.  The  counter  will  be  placed  on  the  finished  ter- 
razzo  floor  and  will  be  constructed  of  fireproofed  wood, 
except  where  finish  veneers  not  over  1/16  in.  in  thickness 
are  used.  The  space  between  the  shelving  at  the  rear  of 
the  counter  and  the  cinder  block  partition,  will  be  filled 
with  rock  wool.  The  clear  space  between  the  widest  part 
of  the  counter  and  column  opposite  leading  to  the  6  ft. 
2  in.  wide  exit  door  is  over  11  ft.  and  there  is  an  additional 
exit  toward  the  north  with  right  of  way  to  54th  street; 
that  the  counter  and  shelving  are  to  be  constructed  of 
wood,  as  it  is  contemplated  they  may  have  to  be  removed 
at  some  later  time  and  are  in  the  nature  of  furniture. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  N.B.  Applic.  No.  109-37,  be  and  it  hereby  is  modified, 
and  that  the  appeal  be  and  it  hereby,  is  granted  on  condition 
that  the  proposed  counter  and  shelving  shall  be  constructed 
as  proposed,  of  fireproof  wood,  meeting  the  requirements 
of  the  rules  of  the  Board  of  Standards  and  Appeals,  but 
permitting  such  counter  and  shelving  to  be  veneered  with 
non-fireproof  wood  not  exceeding  1/16  of  an  inch  in 
thickness. 


429-38-A. 

APPLICANT— Modern  Cement  Co.,  Inc.,  lessee. 
SUBJECT  — Application  for  consideration  —  reopening 
and  amendment — re  Appeal  from  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 1091-1095  Metropolitan  ave¬ 
nue,  northeast  corner  of  Vandervoort  avenue 
(Block  No.  2927,  Lot  No.  1),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  F.  Heimbush. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 


er  Blum  and  Assistant  Chief  Walsh .  3 

Negative:  Commissioner  Savage .  1 

Absent  .  0 

THE  RESOLUTION— 

(429-38-A) 


Whereas,  Modern  Cement  Co.,  Inc.,  lessee,  filed  May 
31,  1938,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  1091-1095  Metropolitan  avenue,  north¬ 
east  corner  of  Vandervoort  avenue  (Block  No.  2927,  Lot 
No.  1),  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
16,  1938,  re  Order  No.  75419-LC,  reads  as  follows: 

“1.  Provide  a  compartment  for  the  mixing  tank, 
said  compartment  to  be  built  upon  suitable  foundations, 
having  the  walls,  floor  and  roof  constructed  of  Port¬ 
land  cement  concrete  at  least  6  in.  thick,  or  of  brick 
masonry  at  least  8  in.  in  thickness.  C-19-59-O.H.  Ad¬ 
ministrative  Code. 

2.  Provide  self-closing  fireproof  windows  in  com¬ 
partment  where  mixing  tank  is  located.  C-19-59.  O.H. 
Administrative  Code.” 

and 

Whereas,  the  building  is  one  story,  12  ft.  in  height,  25 
ft.  by  40  ft.  in  area,  of  non-fireproof  construction,  located 
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in  the  unrestricted  use  district  and  occupied  as  manufac¬ 
ture  of  rubber  cement — 2  persons ;  and 

Whereas,  this  appeal  was  granted  by  the  board  June  14, 
1938,  on  certain  conditions  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
June  14,  1938,  be  and  it  hereby  is  amended,  only  so  far  as 
it  has  reference  to  the  foam-type  extinguisher,  so  that  as 
amended,  the  resolution  shall  read : 

“ Resolved ,  that  the  order  of  the  fire  commissioner 
No.  75419-LC  be  and  it  hereby  is  modified,  and  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  a  metal  vent  pipe  not  less  than  3  in.  in  diam¬ 
eter,  extending  through  the  top  cover  of  each  churn 
directly  and  without  bends  through  the  roof  at  least 
10  ft.  above  and  terminating  with  a  goose-neck ;  that 
such  vent  may  be  closed  during  the  day  while  the 
churns  are  engaged  in  mixing  operation  but  shall  be 
opened  and  shall  remain  open  at  all  other  times  of  the 
day  or  night;  that  the  dampers  with  these  vents  shall 
be  so  constructed  as  to  be  spark-proof ;  that  at  each 
churn  there  shall  be  installed  a  foam-type  extingusher 
with  not  less  than  2 gallons  capacity,  so  arranged 
with  a  fusible  link  that  the  contents  will  be  discharged 
automatically  into  the  churn  in  the  event  of  fire;  that 
the  fusible  link  on  Underwriters’  fire  doors  shall  be 
on  the  mixing  room  side ;  that  the  storage  tanks  for 
volatile  inflammable  oil  shall  be  in  accordance  with 
the  requirements  of  the  Administrative  Code  therefor ; 
that  the  skylights  over  mixing  rooms  shall  be  ar¬ 
ranged  with  openable  louvres  or  sash ;  that  such 
additional  fire-fighting  appliances  shall  be  installed  as 
the  fire  commissioner  shall  direct;  that  in  all  other 
respects  all  laws,  rules  and  regulations  applicable  to 
the  building  and  its  occupancy  shall  be  complied  with; 
that  at  the  end  of  each  working  day  all  churns  shall 
be  emptied  of  cement  and  the  churns  thoroughly 
purged;  that  all  electrical  equipment,  shall  be  of 
spark-proof  type  throughout  for  use  in  explosive  at¬ 
mospheres;  that  the  amount  of  cement  packaged  for 
delivery  to  users  shall  at  no  time  exceed  a  total  of 
1,000  gallons;  and  shall  be  stored  in  fireproof  enclosure, 
vented  to  the  outer  air,  to  the  satisfaction  of  the  fire 
commissioner.” 


945-38-  A. 

APPLICANT— Theodore  R.  Feinberg,  for  Emanuel 
Synagogue,  owner. 

SUBJECT  —  Application  for  consideration  —  reopening 
and  amendment — re  Appeal  from  a  decision  of 
the  borough  superintendent  of  buildings. 
PREMISES  AFFECTED— 1302  Elder  avenue  and  1521 
East  172nd  street,  northeast  corner  (Block  No. 
3863,  L'ot  No.  8),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Theodore  R.  Feinberg. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(945-38-A) 

Whereas,  Theodore  R.  Feinberg,  for  Emanuel  Syna¬ 
gogue,  owner,  filed  on  October  28,  1938,  an  appeal  from  a 
decision  of  the  Borough  Superintendent,  Department  of 
Housing  and  Buildings,  affecting  Premises  1302  Elder 
avenue  and  1521  East  172nd  street,  northeast  corner  (Block 
No.  3863,  Lot.  No.  8),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  Borough  Superintendent 
on  Alt.  App.  No.  595-38,  dated  October  11,  1938,  reads: 

“No.  1.  Since  the  building  is  a  public  building,  as 


per  Section  3.1.1  of  the  Building  Code,  it  should  there¬ 
fore  be  of  Qass  2  Construction,  as  per  Section  4.2.1 
of  the  Building  Code.  (A.C.-C26-254-0).  Building  is 
over  thirty  feet  high  and  has  more  than  two  occupied 
floors. 

No.  4.  Main  stair  should  go  to  roof.  Section  6.4.1.11 
of  the  Building  Code.” 

and 

Whereas,  the  building  is  3  stories  (35  ft.)  in  height,  28 
ft.  by  100  ft.  in  area ;  of  non-fireproof  construction ;  located 
in  a  residence  use  district ;  erected  in  1923 ;  occupied  as  a 
dwelling;  to  be  occupied  as  follows:  Basement,  classrooms 
and  playrooms,  60  persons;  1st  floor,  auditorium  (syna¬ 
gogue),  100  persons;  2nd  floor,  office  and  library,  40  per¬ 
sons,  for  which  no  certificate  of  occupancy  has  been  issued; 
and 

Whereas,  this  appeal  was  granted  by  the  board  Novem¬ 
ber  1,  1938,  on  certain  conditions  and  applicant  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
November  1,  1938,  be  and  it  hereby  is  amended,  as  to  the 
3rd  floor,  so  that  as  amended,  the  resolution  shall  read : 

“Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent  on  Alt.  App.  No.  595-38  be  and  it  hereby  is 
•modified  and  that  the  appeal  be  and  it  hereby  is  granted 
as  to  objection  Nos.  1  and  4,  on  condition  that  the 
building  shall  not  be  further  increased  in  height  and 
area;  that  the  ceilings  of  the  1st  and  2nd  stories  shall 
be  fire-retarded  throughout;  that  the  floor  load  of 
the  second  story  to  be  occupied  as  an  assembly  hall 
shall  be  not  less  than  100  lbs.  per  superficial  foot  and 
that  the  upper  or  third  floor  shall  have  a  floor  loading 
of  not  less  than  60  lbs.  per  superficial  square  foot; 
that  this  third  floor  shall  at  no  time  he  used  for  class¬ 
rooms  or  assembly,  but  shall  be  used  only  as  indicated 
on  plans  filed  with  this  appeal,  as  general  offices  and 
committee  rooms,  except  that  the  third  story  may  be 
extended  to  the  north  to  cover  the  balance  of  the  lot 
at  the  third  story  level,  as  shown  on  revised  plans 
filed  with  the  borough  superintendent  of  buildings, 
on  condition  that  egress  is  provided  by  means  of  a 
fireproof  self-closing  door  connected  to  the  fireproof 
stairway  in  the  synagogue  building  adjoining  to  the 
north;  ‘ that  the  stairs  in  the  building  under  appeal 
shall  be  continued  to  the  roof  and  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto, 
except  that  the  proposed  third  story  extension  may  be 
in  the  form  of  one  room,  provided  the  use  is  in  ac¬ 
cordance  with  the  requirements  of  this  amended  reso¬ 
lution.” 


VARIATIONS  OF  LABOR  LAW 

1207-38-S. 

APPLICANT— The  Salvation  Army,  owner. 

SUBJECT— Variation  of  the  Labor  Law  as  cited  in  a 
decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 4109  Park  avenue,  northwest 
corner  of  East  175th  street  (Block  No.  2900,  Lot 
No.  39),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Thomas  B.  Dickinson. 

For  Administration  :  Inspector  Maher,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  February  28,  1939, 
at  2  P.  M.  Applicant  to  file  order  from  Depart¬ 
ment  of  Housing  and  Buildings. 


1212-38-S. 

APPLICANT — Jack  Fein,  for  Sam  Mischon,  owner. 

SUBJECT — Variation  of  the  Labor  Law  as  cited  in  a 
decision  of  the  acting  borough  superintendent  of 
buildings. 

PREMISES  AFFECTED— 105-107  Johnson  avenue, 
north  side,  75  ft.  east  of  Leonard  street  (Block 
No.  3060,  Lot  Nos.  30  and  32),  Borough  of 
Brooklyn. 
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APPEARANCES— 

For  Applicant:  Jack  Fein. 

For  Administration:  Benjamin  Saltzman,  De¬ 
partment  of  Housing  and  Buildings: 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(1212-38-S) 

Whereas,  Jack  Fein,  for  Sam  Mischon,  owner,  filed 
December  27,  1938,  an  application  for  a  variation  of  the 
Labor  Law,  as  cited  in  a  decision  of  the  acting  borough 
superintendent  of  buildings,  affecting  premises  105-107 
Johnson  avenue,  north  side,  75  ft.  east  of  Leonard  street 
(Block  No.  3060,  Lot  Nos.  30  and  32),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  on  Applic.  No.  18238-38,  dated  December  6,  1938, 
reads : 

“1.  As  an  extension  is  to  be  made  to  present  fac¬ 
tory  building,  two  fireproof  stairs  complying  with  Sec. 
270  of  the  Labor  Law  must  be  provided.” 

and 

Whereas,  the  building  is  5  stories  (60  ft.)  in  height, 
50  ft.  by  98  ft.  in  area,  of  non-fireproof  construction, 
erected  in  1903,  and  occupied:  Cellar — ordinary;  1st,  2nd, 
3rd,  4th  and  5th  stories— factory,  35  persons  each  story; 
equipped  with  one  interior  stairs  located  at  the  front  of 
the  building,  extending  from  street  to  roof,  3  ft.  8  in.  wide, 
of  steel  construction,  enclosed  in  brick,  equipped  with  one 
hour  test  doors  and  a  fire-escape  extending  to  the  roof  by 
ladder  and  to  grade  by  means  of  a  stairway  located  in 
the  yard ;  and 

Whereas,  the  applicant  contends  that  the  proposed  ex¬ 
tension  will  be  used  exclusively  for  toilet  accommodations; 
that  it  involves  no  increase  in  fire  hazard,  as  it  will  be  of 
fireproof  construction,  in  view  of  the  fact  that  the  pro¬ 
posed  extension  will  involve  no  increase  in  manufacturing 
area. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  application  be  and  it  hereby  is  granted, 
as  to  Applic.  No.  18238-38,  Objection  No.  1,  on  condition 
that  the  building  shall  not  be  further  extended  in  height 
or  area  and  as  indicated  on  plans  filed  with  this  applica¬ 
tion,  marked  “received  December  27,  1938”  and  that  the 
means  of  exit  from  the  building  shall  comply  with  all 
requirements  therefor,  as  required  under  section  271  of 
the  labor  law. 

APPLIANCES  SUBMITTED  FOR  APPROVAL 
750-38-SA. 

APPLICANT — Crane  Company,  owner. 

SUBJECT— C-7830  Vacuum  Breakers  for  supply  fixtures, 
sizes  Vs,  V,  1,  1^4,  1^.  2  and  3  inches— 
approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Appliance  approved  in  accord¬ 
ance  with  report  of  the  engineer  of  the  board. 
THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(750-38-SA) 

Whereas,  the  Crane  Company,  owner,  filed  August  29, 


1938,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  appliance  known  as  the 
C-7830  Vacuum  Breakers  for  Supply  Fixtures,  sizes  Vs, 
Yi,  V,  1,  1/4,  1/4  2  and  3  inches,  under  the  provisions  of 
Section  C26-1277.0  h  Administrative  Code  (14.8.2.8  BC)  ; 
and 

Whereas,  this  appliance  was  submitted  to  the  engineer  of 
the  board  for  test  and  report;  and 
Whereas,  the  report  of  the  engineer  of  the  board,  sup¬ 
plemented  by  a  report  of  the  Dept,  of  Water  Supply,  Gas 
and  Electricity  was  as  follows : 

REPORT  OF  ENGINEER 

January  23,  1939. 

Re:  Cal.  No.  750-38-SA. 

Subject:  Approval  of  C-7830  Vacuum 
Breakers  for  Supply  Fixtures, 

Sizes  Vs,  J4,  Va,  1^4,  2  and 
3-inches. 

A  test  of  the  Va  inch  vacuum  breaker  C-7830,  con¬ 
structed  of  light  nickel  plated  brass  was  made  at  30 
Vandewater  street  on  the  test  bench  of  the  Dept,  of 
Water  Supply,  Gas  and  Electricity.  The  appliance 
was  subjected  to  a  vacuum  equivalent  to  26  inches  of 
mercury,  which  failed  to  siphon  colored  water  simu¬ 
lating  contamination  into  the  riser.  No  partial  vacuum 
was  observed  under  vacuum  conditions  in  the  glass 
tube  connection  between  the  vacuum  breaker  and  the 
pail  of  water.  The  mechanical  principle  of  the  unit 
is  the  use  of  semi-buoyant  disc  valve  of  aluminum 
and  soft  vulcanized  rubber,  which  under  internal  hy¬ 
drostatic  pressure  closes  an  airport,  the  area  of  which 
is  equivalent  to  the  area  of  the  pipe  it  relieves,  and 
under  negative  pressure  conditions  in  the  pipe,  the 
disc  drops,  acting  as  a  partial  check  and  affording  air 
to  relieve  any  vacuum. 

It  is  considered  that  test  of  the  Va  inch  unit  is  suf¬ 
ficient  to  warrant  the  approval  of  the  use  of  this  unit 
under  the  requirements  of  C26-1277.o.h.  A.C.  (14.8.2. 

8  B.C.)  in  the  Vs,  ^4,  and  54  inch  sizes,  provided  that 
all  sizes  are  of  similar  pattern  and  measurements  to 
the  unit  tested. 

On  November  8,  1938,  the  Crane  Company  sub¬ 
mitted  1  and  2  inch  heavy  cast  brass  vacuum  breakers 
tested  under  the  same  catalog  number  C-7830.  These 
units  were  actuated  by  the  same  mechanical  principle 
as  the  unit  tested  on  October  20,  1938,  but  differed 
in  the  weight  of  the  metal  and  also  that  the  disc  valve 
casing  was  in  the  form  of  guides  to  control  the  verti¬ 
cal  action  of  the  disc.  The  airway  port  areas  only 
approximated  30%  of  the  area  of  the  pipe  that  was 
designed  to  be  relieved.  Both  of  these  units  success¬ 
fully  withstood  vacuum  tests  of  the  equivalent  of  26j4 
inches  of  mercury  with  no  colored  water  being  drawn 
into  the  riser  or  the  connection  from  the  vacuum 
breaker  and  the  pail  of  colored  water.  It  appears 
that  the  pattern  of  vacuum  breaker  in  sizes  1  in.,.  1J4 
in.  and  1J4  in.  is  identcal  with  that  of  the  one-inch 
unit  tested  and  that  the  pattern  of  the  2  in.  and  3  in. 
sizes  is  identical  with  that  of  the  2-inch  size  tested. 
The  only  material  difference  in  these  patterns  is  the 
shape  of  the  airport  cap  and  airway.  These  units 
were  also  subjected  to  a  low  pressure  performance 
test  of  five  pounds  internal  hydrostatic  pressure  and 
under  gravity  flow  conditions.  Both  units  functioned 
perfectly  under  such  tests  the  disc  valves  effectually 
closing  the  airports  and  not  permitting  any  leakage  at 
this  point. 

The  tests  were  conducted  by  Chief  Inspector  Burke 
of  the  Dept,  of  Water  Supply,  Gas  and  Electricity  and 
the  report  of  the  commissioner  of  that  department  is 
filed  with  this  case  and  substantiates  above  report. 

On  the  basis  of  these  reports  it  is  recommended  that 
the  appliance  known  as  the  Crane  C-7830.  Vacuum 
Breaker  in  sizes  Vs,  Vz,  Va,  1,  1/4,  2  and  3-inches  be 
approved  for  use  in  plumbing  installations  on  condi¬ 
tion  that  the  appliance  is  constructed  in  accordance 
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with  the  above  report  and  that  the  appliance  bears  a 
label  reading,  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Cal. 
No.  750-38-SA.” 


Leslie  V.  Huber, 

Chief  Engineer. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Crane  C-7830 
Vacuum  Breaker  for  Supply  Fixtures,  in  sizes  34,  /4> 
34,  1,  1  Va,  1/4,  2  and  3  inches,  when  manufactured,  in¬ 
stalled  and  labelled  in  accordance  with  the  above  report. 


779-38-SA. 

APPLICANT — Martin  and  Schwartz,  Inc.,  for  Sun  Oil 
Company,  owners. 

SUBJECT — M  and  S  Computing  Gasoline  Pump,  Model 
70 — approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Appliance  approved  in  accord¬ 
ance  with  report  of  the  engineer  of  the  board. 

THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(779-38-SA) 

Whereas,  Martin  and  Schwartz,  Inc.,  for  Sun  Oil  Com¬ 
pany,  owner,  filed  September  9,  1938,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
M.  and  S.  Computing  Gasoline  Pump,  Model  70 ;  and 
Whereas,  the  appliance  was  submitted  to  the  engineer 
of  the  board  for  test  and  report;  and 
Whereas,  the  report  of  the  engineer  of  the  board  was 
as  follows : 

REPORT  OF  ENGINEER 
Re:  Cal.  No.  779-38-SA 
Approval  of  Martin  &  Schwartz 
Computing  Gasoline  Pump,  Model  70 
Martin  &  Schwartz,  Inc.,  for  Sun  Oil  Co.,  owner, 
filed  September  9,  1938,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  appli¬ 
ance  known  as  the  M.  &  S.  Computing  Gasoline  Pump, 
Model  70,  under  C19-69.0  A.C. 

The  exterior  appearance  of  this  appliance  is  clearly 
illustrated  in  the  photographs  accompanying  this  ap¬ 
plication.  Drawing  No.  12008  supplies  details  of  con¬ 
struction  of  the  chassis  and  housing,  together  with 
hose  and  nozzles.  The  liquid  handling  part  of  the 
system  is  illustrated  and  described  on  Drawing  No. 
12010  and  consists  of  a  positive  displacement  rotary 
type  pumping  unit  illustrated  in  detail  on  Drawing  No. 
12066.  The  air  separator  is  described  in  Drawing  No. 
12084  and  the  pump  assembly  on  No.  12083.  The 
meter  is  made  of  aluminum  die  castings  and  is  manu¬ 
factured  by  the  Gilbert  &  Barker  Mfg.  Co.  of  Spring- 
field,  Massachusetts,  designated  as  their  Model  PA-24, 
which  has  already  been  approved  as  some  of  their  own 
equipment.  This  is  also  true  of  the  pumping  unit,  air 
separator  and  pump.  On  Drawing  No.  12088  details 
are  given  illustrating  the  pressure  regulating  valve 
which  also  incorporates  a  little  release  valve  in  the 
stem  which  functions  to  relieve  the  pressure  that  might 
be  built  up  in  the  system  during  idle  periods  when 
there  is  a  temperature  rise.  The  computing  mechanism 
is  the  Veeder-Root  Computer  which  is  manufactured 
under  the  Wayne  patents  and  is  used  by  several  of  the 
largest  pump  manufacturers  whose  equipment  is  ap¬ 
proved  in  New  York  City. 

Drawing  No.  11782  shows  the  details  of  the  electrical 
assembly.  All  wiring  is  labelled  rigid  conduit  and  ex¬ 
plosion-proof  fittings.  The  motor  is  a  standard  ex¬ 


plosion-proof  motor  manufactured  by  the  Leland 
Electric  Company  of  Dayton,  Ohio,  and  carried  the 
Underwriter’s  Label.  This  motor  is  equipped  with 
thermal  overload  protection  and  a  built-in  double  pole 
30  ampere  switch  housed  in  the  end  shield  of  the 
motor.  Incidentally,  two  types  of  motors  are  in  use 
in  this  model.  The  one  just  described  and  another 
manufactured  by  the  General  Electric  Co.  with  similar 
specifications.  The  hose  control  required  by  New  York 
City  is  illustrated  on  Drawing  No.  11810  and  is  so 
designed  that  when  the  nozzle  is  hung  in  place  on  the 
hook,  the  control  mechanism  is  locked  so  that  it  is 
impossible  to  start  the  motor.  When  the  nozzle  is 
removed  and  the  control  lever  lifted,  the  hose  control 
becomes  operative  and  is  so  designed  that  it  is  neces¬ 
sary  for  the  operator  to  maintain  a  tension  on  the 
hose  at  all  times  while  delivery  is  being  made.  Other¬ 
wise,  the  motor  automatically  stops  due  to  the  spring 
tension,  which  tends  to  open  the  switch  when  tension 
is  released  on  the  hose. 

In  conjunction  with  this  device  there  is  an  interlock 
mechanism  interposed  between  the  motor  control  switch 
and  the  setback  mechanism  on  the  computer.  This 
device  makes  it  necessary  for  the  operator  to  return 
the  computing  mechanism  to  zero  before  it  is  possible 
to  start  the  motor  and  effect  a  delivery  of  gasoline 
into  a  customer’s  car. 

This  appliance  has  received  the  approval  of  the 
Fire  Department  Certificate  of  Approval  No.  669  and 
by  the  National  Board  of  Fire  Underwriters  Guide 
No.  6003.4  File  M  H  1781. 

It  is  recommended  that  the  M.  &  S.  Computing 
Gasoline  Pump,  Model  70,  be  approved  for  use  in 
New  York  City,  on  condition  that  the  appliance  have 
a  label  permanently  affixed  reading  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  No.  779-38-SM.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  M._  and  S. 
Computing  Gasoline  Pump,  when  manufactured,  installed, 
operated  and  labelled  in  accordance  with  the  above  report. 


838-38-SA. 

APPLICANT— Pantex  Pressing  Machine,  Inc.,  owner. 
SUBJECT— Pantex  Dry  Cleaning  Unit— approval  of. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Appliance  disapproved  in  ac¬ 
cordance  with  report  of  the  committee  on  tests. 


THE  VOTE  TO  APPROVE— 

Affirmative  . •  •  •  •  0 

Negative:  Chairman  Murdock,  Commission¬ 

ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(838-38-SA) 


Whereas,  the  Pantex  Pressing  Machine  Inc.,  owner,  filed 
October  3,  1938,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  the 
Pantex  Dry  Cleaning  Unit;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests,  sup¬ 
plemented  in  that  of  the  representative  of  the  Division  of 
Combustibles  of  the  Fire  Department  was  as  follows : 

REPORT  OF  COMMITTEE  ON  TESTS. 

Cal.  No.  838-38-SA. 

Approval  of  the  Pantex  Dry  Cleaning  Unit. 

The  Pantex  Pressing  Machine  Inc.,  owner,  filed 
October  3,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Pantex  Dry  Cleaning  Unit. 

This  unit  was  inspected  by  the  committee  consisting 
of  Commissioner  C.  M.  Blum,  Board  of  Standards 
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and  Appeals  and  C.  K.  Michaels,  Engineer  Inspector, 
Division  of  Combustibles,  of  the  fire  department,  at 
Elizabeth,  N.  J. 

The  dry  cleaning  system  for  which  an  approval  is 
requested  is  one  of  the  small  types  composed  of  a 
steam  still,  2  to  3  small  benzine  storage  tanks,  filter, 
washer,  extractor  and  a  small  tumbler.  1  he  combina¬ 
tion  and  the  exception  of  the  tumbler  is  hooked  up 
with  the  necessary  piping  pumps  and  traps  and  is 
designed  for  use  in  a  small  room  space  with  a  capacity 
of  about  200  to  300  gallons  of  benzine. 

The  system  is  well  built  and  the  best  of  materials 
have  been  used  in  its  design,  but  there  are  certain 
features  that  are  undesirable  from  a  safety  standpoint 
and  are  not  recommended  for  use  in  New  York  City, — 
these  are : 

1 —  Storage  of  benzine  above  ground. 

2 —  Storage  tanks  of  14  gauge  instead  of  Ya  inch. 

3 —  High  Pressure  still. 

4 —  Glass  liquid  level  gauge  on  still. 

5 —  Pumps  (if  standard)  have  iron  rotors. 

6 —  Iron  latches  on  washer. 

7 —  Tumbler  cannot  be  used  in  washroom. 

8 —  Belt  driven — not  desirable. 

9 —  The  use  of  “Fullers’  Earth”  in  the  filter  which 

must  be  cleaned  out  and  renewed  occasion¬ 
ally,  introduces  a  hazard  by  the  spread  of 
escaping  vapors  during  such  removal. 

The  pantex  system  is  designed  as  a  unit  for  installa¬ 
tion  in  a  small  room.  Volatile  oil  (benzine)  must 
be  used  as  the  cleaning  medium.  Since  the  majority 
of  the  industry  in  the  City  is  using  a  safer  medium, 
this  should  not  be  permitted.  It  is  therefore  recom¬ 
mended  that  the  application  be  denied. 

Charles  M.  Blum, 

Commissioner. 

Leslie  V.  Huber, 

Chief  Engineer. 

Resolved,  that  the  appliance  known  as  the  Pantex  Dry 
Cleaning  Unit,  be  disapproved  and  its  use  in  New  York 
City,  be  prohibited. 


MATERIAL  SUBMITTED  FOR  APPROVAL 
191-36-SM. 

APPLICANT — The  Philip  Carey  Company,  owner. 
SUBJECT — Carey  Rocktex  Insulating  Wool — approval  of. 
APPEARANCES— 

For  Applicant:  R.  C.  Breisan. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(191-36-SM) 

Whereas,  the  Philip  Carey  Company,  owner,  filed  June 
22,  1936,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  Carey 
Rocktex  Insulating  Wool ;  and 
Whereas,  this  material  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 
Whereas,  the  report  of  the  committee  on  tests  was  as 
follows : 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  No.  191-36-SM 
Subject:  Carey  Rocktex  Insulating  Wool. 

The  Philip  Carey  Co.  of  Lockland,  Ohio,  filed  June 
24,  1936,  an  application  with  the  Board  of  Standards  , 
and  Appeals  for  the  approval  of  Carey  Rocktex  In¬ 
sulating  Wool,  under  the  provisions  of  the  Supple¬ 
mentary  Rules  and  Regulations  of  the  former  Tene¬ 


ment  House  Department,  now  the  division  of  Housing 
of  the  Department  of  Housing  and  Buildings,  under 
Sec.  1-2.4  Mineral  Wool,  and  as  a  fire  stopping  ma¬ 
terial  Sec.  1-5  of  these  Supplementary  Rules  and 
Regulations  and  under  C26-535.0  sub.  a  and  b  A.C. 
(8.7.1.8.1  BC)  firestopping  and  (8.7. 1.8.2  BC)  fire¬ 
stopping  of  furred  spaces.  This  is  an  incombustible 
material  as  specified  in  C-26-88.0  A.C.  (1.80  BC). 

The  applicant  has  furnished  data  of  a  one  hour 
fire  test  Report  No.  2479,  conducted  at  Columbia  Uni¬ 
versity  on  a  partition  constructed  of  2  in.  by  4  in. 
wood  studs  in  a  24  in.  by  24  in.  wood  frame,  studs 
16  in.  on  centers  over  which  wood  lath  spaced  to  pro¬ 
vide  a  RUin.  key  was  nailed  to  both  sides  of  the  par¬ 
tition.  The  surfaces  then  were  plastered  with  a  in. 
scratch  coat,  Y  in-  brown  coat  and  a  %  in.  finish  coat 
using  1  part  of  Plaster  of  Paris  to  3  parts  lime  putty 
to  a  total  of  Ya  in.  in  thickness.  The  spaces  between 
the  studs  were  packed  by  hand  with  Carey  Rocktex 
Insulating  Wool  to  a  density  of  6  lbs.  per  cu.  ft.  and 
the  panel  was  sealed  with  lath  and  plaster.  The  panel 
was  then  attached  to  a  gas  furnace  which  was  made 
up  of  cinder  concrete  slabs  on  the  remaining  side. 
Tests  were  then  conducted  over  the  period  of  one  hour 
in  accordance  with  this  standard  time  temperature 
curve  C26-579.0  A  C  (10.1.5.1  BC). 

The  results  of  this  Columbia  test  indicate  that  while 
the  side  exposed  to  the  fire  was  calcined  and  the  wood 
ladi  consumed  including  the  charring  of  the  studs 
there  was  no  effect  on  the  plaster  of  the  side  of  the 
panel  not  exposed  to  the  flame  and  the  wood  lath 
remained  untouched.  The  Carey  Rocktex  Insulating 
Wool  except  for  smoke  stain  appeared  to  be  in  its 
original  condition.  The  temperature  of  the  unexposed 
side  did  not  exceed  139°  F. 

Carey  Rocktex  Insulating  Wool  is  manufactured  at 
Riverton,  Va.,  and  Lockland  Ohio.  It  is  made  in  bat, 
loose  and  granulated  forms.  The  bats  are  2  in.  and 
wall  thick  (3^  in.— 4  in.)  backed  with  a  kraft  paper 
treated  to  make  it  moisture  resisting  and  flame  proofed 
to  make  it  fire  resisting.  The  mineral  wool  is  treated 
so  as  to  render  it  moisture  proof  and  vermin  proof. 

On  the  basis  of  this  test  the  committee  recommends 
the  approval  of  Carey  Rocktex  Insulating  Wool  in  bat, 
loose  and  granulated  forms,  be  approved  as  a  fire  re¬ 
tarding  material  under  the  Supplementary  Rules  and 
Regulations  of  the  former  Tenement  House  Depart¬ 
ment  Sec.  1-2.4  and  C26-191.0  A  C  (2.2.3  BC)  pro¬ 
vided  that  the  material  shall  be  placed  in  the  studs 
at  a  density  of  n  ;t  less  than  6  lbs.  per  cu.  ft.  When 
blown  in  it  shall  be  well  compacted  to  eliminate  pos¬ 
sible  voids  and  prevent  bridging  where  plaster  keys 
are  excessive.  If  cross  bridging  or  other  obstructions 
exist  means  shall  be  taken  to  gain  access  to  all  spaces 
between  the  studs  to  be  fire  retarded. 

Approval  is  also  recommended  for  the  use  of  Carey 
Rocktex  Insulating  Wool  as  a  firestop  under  Sec.  1-5 
of  the  Supplementary  Rules  and  Regulations  of  the 
former  Tenement  House  Department  and  under  C26- 
535.0  sub.  a  and  b  A.C.  (8.7.1. 8.1  and  8. 7.1. 8.2  BC). 
When  this  material  is  installed  in  accordance  with  the 
requirements  of  these  sections  and  when  so  installed 
the  density  shall  not  be  less  than  7  lbs.  per  cu.  ft. 

It  is  further  recommended  that  Carey  Rocktex  In¬ 
sulating  Wool  shall  be  installed  under  the  supervision 
of  the  manufacturer  or  his  agents  and  that  each  bag  or 
carton  containing  this  material  shall  be  stamped,  la¬ 
belled  or  tagged  reading  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  No.  191-36-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Rocktex  Insulating 
Wool,  when  manufactured,  used  and  stamped,  labelled  or 
tagged,  in  accordance  with  the  above  report. 


Adjourned,  6:00  P.  M. 

Edward  V.  Barton,  Chief  Clerk. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Tuesday,  December  13,  1938,  as  they 
appeared  in  Bulletin  No.  51,  Vol.  23,  are  hereby  cor¬ 
rected  to  read  as  follows : 

THE  RESOLUTION— 

(869-38-BZ) 

Whereas,  Alexander  A.  Forman,  3rd,  for  Higbie  Spring- 
field  Corporation,  owner,  filed  October  7,  1938,  an  appli¬ 
cation  under  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  extending  from  a  business  use  dis¬ 
trict,  the  exit  from  a  place  of  public  assembly  (bowling 
alleys);  premises:  116-51  219th  street  and  219-01  Linden 
boulevard,  northeast  corner  (Block  No.  2153,  Lot  Nos.  6  to 
10  inclusive),  St.  Albans,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  December  13,  1938,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Linden  boulevard  is  in  a 
business  use  district ;  219th  street  is  in  a  residence  and 
business  use  district  and  220th  street  is  in  a  residence  and 
business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
of  buildings  dated  October  8,  1938,  reads: 

“1.  Egress  leads  to  residential  part  of  lot  (extend¬ 
ing  a  business  use  into  a  residence  district  is  con¬ 
trary  to  the  Zone  Law).” 
and 

Whereas,  the  premises  consists  of  a  plot  of  ground 
having  a  frontage  of  100.01  ft.  on  Linden  boulevard  and 
105  ft.  on  219th  street.  The  northerly  portion  of  the  plot 
extends  into  a  residence  use  district  for  a  distance  of  5  ft. 


— the  remainder  of  the  plot  is  in  a  business  use  district. 
It  is  proposed  to  erect  upon  the  plot  a  2-story  building 
having  a  frontage  of  100  ft.  on  Linden  boulevard  and 
100  ft.  on  219th  street;  to  be  occupied  as  stores,  motion 
picture  theatre  and  bowling  alleys  (in  the  basement).  It 
is  proposed  to  locate  the  exit  from  the  bowling  alleys 
upon  that  portion  of  the  plot  located  in  a  residence  use 
district ;  and 

Whereas,  the  site  under  appeal  was  the  subject  of  an 
inspection  by  a  committee  of  the  board,  prior  to  the  hear¬ 
ing;  and 

Whereas,  the  board  deemed  that  the  provisions  of 
section  7,  subdivision  b,  of  the  building  zone  resolution, 
under  which  this  application  was  made,  empowered  the 
board  to  exercise  its  discretion  and  grant  this  applica¬ 
tion. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted  under 
section  7b  thereof,  to  permit  the  rear  portion  of  the  plot 
within  the  residential  use  area  to  be  used  as  a  means  of 
exit  from  the  proposed  rear  stairway  from  the  cellar,  on 
condition  that  a  suitable  concrete  walk  shall  be  constructed 
and  a  fence  erected  at  the  building  line  or  hack  not  over 
twelve  feet  therefrom,  w'ith  a  gate  having  an  approved 
latch  openable  from  the  inside  substantially  in  line  with 
the  porch  of  the  house  on  adjoining  house  on  Lot  No.  11  ; 
that  there  shall  be  constructed  a  door  at  the  entrance  pas¬ 
sageway  in  the  cellar,  closing  off  such  passageway  from 
the  main  area  to  be  occupied  by  the  bowling  alleys  and 
that  a  sign  shall  be  painted  on  such  door,  reading  “For 
Exit  Purposes  Only”;  that  in  all  other  respects,  the  re- 
auirements  of  all  other  laws,  rules  and  regulations  apply¬ 
ing  to  construction  and  occupancy  shall  be  complied  with 
and  that  all  permits  required  shall  be  obtained  and  all  work 
involved  completed  within  one  year  from  the  date  of  this 
action. 


*  Correction— The  words  “or  back  not  over  tzvelve  feet 
therefrom,”  inserted  in  lines  53  and  54  of  resolution  ;  the 
words  “that  such  fence  may  be  in  connection  with  a  fence 
at  tfm  driveway  of  the”  deleted  in  lines  54,  55  and  56  of 
resolution  and  the  words  “substantially  in  line  with  the 
porch  of  the  house  on”  substituted  therefor. 


NOTICE 


MULTIPLE  DWELLING  LAW  ON  SALE 
Copies  of  the  Multiple  Dwelling  Law  are  now  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office,  Room 
2213,  Municipal  Building,  Manhattan.  Price  50c;  by  mail  54c. 
Copies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs  and 
Fire  Towers  are  now  on  sale  at  the  Distribution  Division 
of  the  City  Record  Office,  Room  2213,  Municipal  Build¬ 
ing,  Manhattan.  Price  10c;  by  mail  12c. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
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offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  application  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or  ap¬ 
plication  will  be  held  in  abeyance  by  reason  of  failure  of 
the  appellant  or  applicant  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


PUBLIC  HEARING 

PROPOSED  RULES  RELATIVE  TO  SUBMERGED  INLETS  AND  PROTECTIVE  METHODS 
TO  BE  APPLIED  TO  PREVENT  CONTAMINATION  OF  WATER  SUPPLY. 

(835-38-SR)  Rule  5.  Aspirators — Water  Siphons. 


NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  February  3,  1939,  at  10  a.m.,  Room  1013,  Municipal 
Building,  on  Proposed  Rules  relative  to  Submerged  Inlets 
and  Protective  Methods  to  be  Applied  to  Prevent  Con¬ 
tamination  of  Water  Supply,  Supplementing  Sections  14- 
7-1-3  and  14-8-2-8,  of  the  Building  Code. 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraphs  2  and  3,  of 
the  Charter  of  the  City  of  New  York  and  C26-1268.0c  4 
(14.7.1.3  BC )  and  C26-1277.0h  (14.8.2.8  BC),  of  the  Ad¬ 
ministrative  Code. 

Rule  1.  Flush- Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged  in¬ 
lets  supplied  directly  from  the  City  Water  Supply 
System  (and  not  supplied  from  separate  riser  and 
tank),  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches 
above  the  overflow  level  of  the  fixture,  to  prevent 
siphonage  or  backflow  of  contaminated  water  into  the 
house  water  distribution  piping  and  checked  by  the 
inspector. 

Rule  2.  Ballcocks. 

Flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  one-half 
inch  above  the  overflow  outlet  of  the  flush  tank. 

Rule  3.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at 
least  one  inch  above  the  overflow  level  of  the  fixture, 
except  when  submerged  inlets  are  absolutely  essential 
for  the  proper  functioning  of  a  fixture. 

Rule  4.  Sterilizers. 

Direct  water  supply  piping  connections  to  sterilizers 
are  prohibited.  The  waste  piping  for  sterilizers  shall 
not  connect  directly  with  any  drainage  system ;  such 
waste  piping  shall  discharge  above  an  open,  water  sup¬ 
plied,  trapped  and  vented  fixture. 


Water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  shall  be  equipped  witn  an 
approved  vacuum  breaker  and  check  valve,  the  check 
valve  to  be  located  between  the  fixture  and  vacuum 
breaker.  The  waste  pipe  for  this  type  of  apparatus 
shall  not  connect  directly  with  any  drainage  system  but 
shall  discharge  above  an  open,  water  supplied,  trapped 
and  vented  fixture. 

Rule  6.  Bidets — Bed  Pan  Washers. 

Water  supply  connection  to  bidets,  bed  pan  washers, 
or  similar  apparatus  shall  be  equipped  with  an  ap- 
proved  vacuum  breaker  and  check  valve,  the  latter  lo¬ 
cated  between  the  fixture  and  the  vacuum  breaker. 

Rule  7.  Roof  or  Suction  Tanks. 

Water  supply  inlets  to  roof  or  suction,  tanks  shall 
be  located  at  least  two  inches  above  the  overflow  level 
of  the  tank. 

Rule  8.  Sump  or  Well  Pumps. 

Water  supply  connections  for  priming  purposes  to 
sump,  well,  or  similar  type  pumps  shall  be  connected 
to  the  inlet  side  of  the  pump  and  be  equipped  with 
an  approved  vacuum  breaker  and  check  valve,  the 
check  valve  to  be  located  between  the  pump  and  the 
vacuum  breaker. 


Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for 
cooling  purposes  shall  be  equipped  with  an  approved 
check  valve  to  prevent  possible  back  flow  of  ammonia 
or  other  refrigerant  agency  from  defective  condenser 
coils  or  jackets,  except  in  such  installations  where  the 
water  supply  piping  is  entirely  outside  of  the  piping 
or  tank  containing  the  refrigerant  and  two  inde¬ 
pendent  wall  thicknesses  of  metal  separate  _  the  re¬ 
frigerant  from  the  city  water  supply.  Refrigeration 
units  containing  more  than  twenty  pounds  of  refrig¬ 
erant  shall  be  provided  with  an  additional  safeguard 
in  the  form  of  an  approved  relief  valve  installed  at 
the  outlet  side  of  the  check  valve,  such  relief  valve 
being  set  at  five  pounds  above  the  maximum  water 
pressure  at  the  point  of  installation. 


APPROVED  APPLIANCES 

APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 

May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Name  Calendar  No. 

Fairbanks  Company  .  81-20-SA 

Walworth  Company  .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers  .  779-28-SA 

W.  D.  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell  . 651-30-SA 

Elkhart  .  14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 

May  be  installed  on  all  standpipe  systems 


Name  Calendar  No. 

New  York  Brass  Foundry  Co.  (Stillbech)  . . .  53-21-SA 

Walworth  Company  .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers  .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company  .  268-29-SA 

Pratt  &  Cady .  231-30-SA 

Elkhart  .  15-31-SA 
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PROPOSED  RULES  ON  USES  OF  INSULATING  FIBRE  BOARD. 


[170-39-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  March  3,  1939,  at  10  a.m.,  Room  1013,  Municipal 
Building,  on  Proposed  Rules  relative  to  Uses  of  Insulating 
Fibre  Board. 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York,  and  C26-189.0  Administrative  Code 
(2.2. 1.1),  C-26-462.0  of  the  Administrative  Code  (8.4.10.6), 
C-26-458.0,  sub.  g,  Administrative  Code  (8.4.10.2),  C-26- 
538.0,  sub.  b.  Administrative  Code  (8.7.2. 3),  C-26-541.0, 
sub.  a,  Administrative  Code  (8. 7. 6.2.1),  C-26-667.0,  para¬ 
graphs  4  and  8,  Administrative  Code  (10.9.2.4) ,  sub.  c,  and 
(10.9.2.4),  Building  Code,  C-26-680,  sub.  21,  Administrative 
Code  (10.12.11.1) ,  C-26-541.0,  Administrative  Code  (8.72.6. 
1),  C-26-619.0,  Administrative  Code  (10.3.1),  and  C-26- 
721.0,  Administrative  Code  (12.2). 

Note  :  Where  reference  in  parentheses  appears  after  the 
Administrative  Code  Section,  it  refers  to  the  Sec¬ 
tion  of  the  New  Building  Code  as  formerly  num¬ 
bered. 

Rule  1.  Classes  of  Fibre  Board. 


Minimum  tensile  strength,  pounds 

per  square  inch  (note  3) .  175  175 

Water  absorption  per  cent. .......  5  5 

Maximum  linear  expansion,  per  cent  Vo. 

Bond  strength  per  square  foot  of 
bonded  surface .  —  700 


100 

10 


Note  1.  No  board  of  any  class  having  a  conductance  greater  than 
72  b.t.u.  per  hour,  per  square  foot  per  degree  F.  irre¬ 
spective  of  thickness  will  be  acceptable  under  these  rules. 

Note  2.  This  requirement  is  based  upon  specimens  V2  inch  thick. 

For  specimens  of  other  thicknesses  the  requirement  shall 
be  increased  in  direct  proportion,  that  is,  for  a  thickness 
of  1-inch,  it  shall  be  doubled,  etc. 

Note  3.  Tensile  strength  requirements  shall  be  applicable  only  on 
thicknesses  up  to  and  including  1-inch. 

Note  4.  Class  A.  Edges  shall  be  square. 

Note  S.  Edges  shall  be  either  ship  lapped  bevel  and  ship  lapped, 
tongue  and  grooved,  bevel  and  tongue  and  grooved,  jointed, 
or  ship  lapped  and  grooved.  Each  board  shall  be  of  a 
rough  fibrous  texture  to  insure  good  mechanical  and  suction 
bond. 

Note  6.  Edges  shall  be  square  unless  ship  lapped  or  offset. 


Rule  2.  Uses  and  Methods  of  Applying 
Fibre  Board. 


(1)  Wood  Fibre 

(2)  Exploded  Wood  Fibre 

(3)  Balsam  and  Wood  Fibre 

(4)  Western  Wood  Fibre 

(5)  Cane  Fibre  (Bagasse') 

(6)  Pulp  from  waste  papers 

(7)  Straw  Fibre 

(8)  Ground  Wood  Pulp  Fibre 

(9)  Corn  Fibre 

1.1.  STRUCTURE  OF  FIBRE  BOARD.  Fibre  boards 
shall  be  manufactured  from  wood  or  other  vegetable 
fibre  by  a  felting  or  molding  process  and  provided 
with  sizing  to  render  water-resistent  and  shall  be 
subjected  to  a  sufficient  drying  temperature  so  as  to 
completely  destroy  rot-producing  fungi.  Boards 
shall  be  treated  for  vermin. 

1.2.  The  structure  of  the  board  may  be  either  single  or 
multiple  ply,  and  if  latter,  the  plies  shall  be  joined 
under  pressure  by  a  moisture  resisting  cement.  Sur¬ 
faces  shall  be  finished  smooth  and  free  of  cross 
fibres. 

1.3.  For  a  plaster  base,  wall  board,  roof  boards,  sheath¬ 
ing,  siding,  roof  insulation,  floor  insulation,  acousti¬ 
cal,  interior  finish,  the  fibre  board  shall  be  home- 
geneous,  free  from  cracks,  lumps,  unevenness  and 
other  defects. 


Table  1 


Building 

Plaster 

Miscel¬ 

laneous 

Board 

Base 

uses 

(Note  4) 

(Note  5) 

(Note  6) 

Maximum  thermal  conductivity 
B.T.U.  per  hour  per  square  foot 
per  degree  F.  per  inch  thickness 


(note  1) . 

0.36 

0.36 

0.36 

Minimum  transverse 

Lengthwise  (note  2) . . . 

strength, 

14 

14 

7 

Pounds  Crosswise  (note  2) . 

12 

12 

7 

Minimum  deflection  at 
load,  inches . 

ultimate 

0.25 

0.25 

0.25 

Maximum  deflection  at 
load,  inches . 

ultimate 

.85 

.85 

1.25 

2.1  Fibre  board  may  be  used  as  a  plaster  base  or  wall 
board  in  non-fireproof  commercial  structures  not 
more  than  2  stories  in  height  and  in  residential 
buildings  not  exceeding  3  stories  in  height,  but  not 
in  multiple  dwellings.  When  used,  it  shall  be  in¬ 
stalled  in  accordance  with  the  requirements  of 
C-26-458,  Administrative  Code  (8.4.10.2). 

The  joints  on  walls  and  ceilings  shall  be  broken 
at  least  one  stud  apart,  and  in  no  event  shall  joints 
of  lath  be  in  vertical  line,  excepting  in  the  corners 
of  a  room.  The  joints  shall  be  broken  at  every 
other  board  on  the  walls  and  at  right  angles  to  the 
furring  on  ceiling.  C-26-462.0,  Administrative  Code 
(8.4.10.6).  They  shall  be  solidly  nailed  at  every 
bearing  not  less  than  6"  from  c-c  for  walls  and 
4"  from  c-c  for  ceilings  and  nailed  to  all  studding 
with  V/s"  No.  13  gauge  blued  or  galvanized  plaster 
board  nails,  with  heads  for  board  and  1)4" 
nails  with  heads  for  )4"  or  1"  board,  and  with 
proportionately  longer  nails  for  thicker  fibre  board. 
All  corners  shall  be  reinforced  with  standard  metal 
corner  beads.  All  re-entrant  angles  shall  be  rein¬ 
forced  with  standard  metal  angle  lath  strip.  Rein¬ 
forcement  shall  be  securely  stapled  on  the  lath. 
At  the  juncture  of  frame  and  masonry  construction, 
use  6"  strip  of  expanded  metal  lath.  No  board 
shall  be  run  through  from  room  to  room. 

2.1.1  It  shall  be  unlawful  to  wet  fibre  board  before 
plastering.  C26-462.0,  Administrative  Code 
(8.4.10.6). 

2. 1.2.1.  “SCRATCH  OR  FIRST  COAT.” 

The  scratch  coat  shall  contain  not  more 
than  2/3  by  weight  of  sand  and  1/3  calcined 
gypsum  with  fibres  or  including  other  mate¬ 
rials  and  fibring  so  that  the  setting  time 
shall  not  be  greater  than  four  hours  nor  less 
than  V/2  hours  and  with  a  tensile  strength 
of  not  less  than  75  pounds  per  sq.  in.  The 
scratch  coat  shall  be  not  less  than  l/C  thick. 

2. 1.2.2  “BROWN  OR  SECOND  COAT.” 

The  brown  coat  shall  contain  net  more  than 
)4  by  weight  of  sand  and  the  remaining  ]A 
shall  not  contain  less  than  3/5  of  calcined 
gypsum  and  not  more  than  2/5  of  other 
materials,  including  fibring.  The  setting  time 
shall  be  not  more  than  five  hours  nor  less  than 
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two.  This  brown  coat  shall  have  a  tensile 
strength  of  not  less  than  50  pounds  per  sq.  in. 
and  shall  be  not  less  than  y  in  thickness. 

2.1.2.3  “FINISH  COAT.” 

The  finish  coat  shall  be  applied  after  the  ap¬ 
plication  of  the  second  or  brown  coat  has 
become  dry,  and  shall  be  set  in  not  less  than 
20  minutes  nor  more  than  four  hours  and 
shall  have  a  tensile  strength  of  not  less  than 
200  pounds  per  sq.  in.  and  be  not  less  than 
1/16"  thick. 

2. 1.2.4  “GROUNDS.” 

Suitable  grounds  shall  be  established  with 
each  thickness  of  fibre  board  so  as  to  insure 
a  minimum  thickness  of  y2”  of  plaster.  Fibre 
board  shall  extend  from  floor  to  ceiling  with 
grounds  secured  to  the  framing  members 
through  the  fibre  board. 

2.2  FIBRE  BOARD  SHEATHING. 

Approved  fibre  board  sheathing  at  least  one-half 
of  an  inch  in  thickness  and  four  feet  in  width  may 
be  used  instead  of  wood  sheathing  when  bearing 
on  4  studs  and  fastened  to  each  bearing  with  \y2” 
wire  nails,  6"  or  less  c-c,  with  Y%"  head,  and  for 
Ys,"  or  1”  board.  Such  nails  shall  be  2"  long. 
C-26-538.0,  sub.  b  (87.2.3).  The  use  of  fibre  board 
as  roof  sheathing  is  not  permitted  except  as  insula¬ 
tion  over  suitable  sheathing  material. 

2.3  MINOR  FRAME  STRUCTURE. 

Approved  fibre  board  siding  may  be  used  on  wood 
frame  sheds  erected  where  permitted  and  where 
open  on  at  least  one  side,  provided  such  sheds  are 
fifteen  feet  or  less  in  height  and  do  not  exceed  2500 
square  feet  in  area  and  are  at  least  4  feet  from  any 
lot  line  and  are  covered  on  sides  and  roof  with  ap¬ 
proved  fire-retarding  material.  C26-541.0  (87.2.6.1. ). 

2.4  USE  OF  FIBRE  BOARD  WHEN  COVERED  BY 
AN  INCOMBUSTIBLE  WEARING  SURFACE. 
Untreated  combustible  insulation  board  of  a  single 
layer  or  thickness  not  to  exceed  r/2"  when  cemented 
or  attached  directly  to  the  surface  of  an  approved 
type  of  fire-resistive  floor  construction  may  be 


used  elsewhere  than  in  stair  enclosure  and  corridors 
when  covered  by  an  incombustible  wearing  surface, 
in  accordance  with  these  rules.  C26-667.0,  sub.  4c  ] 
(10.9.2.4). 

2.5  FLOOR  AND  ROOF  CONSTRUCTION  IN 
CLASS  1  AND  CLASS  2  BUILDINGS 
Fibre  board  used  as  insulation  may  be  applied 
directlv  to  the  fire-resistive  floor  or  roof  construc¬ 
tion  in  cement,  provided  such  insulation  is  covered 
by  at  least  one  and  one-half  inch  thickness  of 
Portland  Cement  concrete  or  other  equally  fire- 
resistive  material  of  equal  thickness.  026-6 19.0, 
sub.  a,  Administrative  Code  (10.3.1).  Insulation 
fibre  board  so  applied  shall  be  over  a  screened  con¬ 
crete  roof  or  floor,  graded  where  necessary,  and 
cemented  to  the  arch  with  hot  asphalt  or  coal  tar 
pitch.  Fibre  insulation  board  shall  not  be  left  ex¬ 
posed  to  the  elements,  nor  shall  it  be  applied  to  wet 
surfaces  of  any  kind. 

2  6  ROOF  INSULATION  OTHER  THAN  IN 
CLASS  1  AND  CLASS  2  CONSTRUCTION. 

The  use  of  fibre  board  as  roof  insulation  is  lawful, 
provided  such  fibre  board  is  covered  with  an  ap¬ 
proved  type  of  fire-resistive  roof  covering  applied 
directly  thereto,  C26-680,  sub.  2,  Administrative 
Code  (10.12.11.1),  and  when  installed  in  accordance 
with  the  requirements  of  2.2  of  these  rules. 

2.7  ACOUSTICAL  AND  INTERIOR  FINISH. 

Fibre  board  for  acoustical  and  interior  finish  may 
be  used  when  cemented  directly  to  the  plaster 
surface  with  a  quick-setting  cementing  material  and 
secured  by  small  head  barbed  nails,  C26-721.0,  sub 
b,  Administrative  Code  (12.2),  and  when  installed 
as  specified  in  C26-634.0,  sub.  c,  Admimstratn  e 
Code  (10.4.2.2). 

2  8  USE  OF  FIBRE  BOARD  IN  FIRE  WALLS. 

Fibre  board  may  be  used  as  insulation  in  fire  walls 
C26-632.0  sub.  g  AC  (10.4.1.2)  if  cemented  and 
attached  directly  to  the  face  of  the  wall  laid  up 
with  no  intervening  air  spaces  and-  protected  with 
not  less  than  2  in.  of  secured  masonry  laid  tight 
against  the  fibre  board. 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  board— 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  application  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
application  will  be  held  in  abeyance  by  reason  of  failure  of 
the  appellant  or  applicant  to  file  necessary  data,  or  by  any 
other  method  of  delay.  I 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conveni¬ 
ence  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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EXTRACTS  FROM  CHAPTER  19,  ARTICLE  18  OF  THE  ADMINISTRATIVE  CODE  OF  THE 
CITY  OF  NEW  YORK,  RELATING  TO  REFRIGERATING  SYSTEMS 


ARTICLE  1. 

General  Provisions. 

§C19-2.0.  Definitions. 

Unless  otherwise  expressly  stated,  whenever  used  in  this 
chapter  the  following  terms  shall  respectively  be  deemed 
to  mean : 

34.  Refrigerating  system,  a  combination  of  apparatus  in 
which  a  refrigerant  is  circulated  for  the  purpose  of  ex¬ 
tracting  heat. 

(a)  The  parts  of  the  system  are  the  compressor,  gen¬ 
erator,  condensor,  absorber,  receiver,  shell  type  or  tube  type 
apparatus,  pipes,  vessels,  or  other  parts,  containing  refrig- 
erant. 

(b)  Direct  refrigeration,  a  system  in  which  the  refrig¬ 
erant  is  circulated  to  the  substance  or  space  refrigerated. 

(c)  Indirect  refrigeration,  a  system  in  which  brine 
cooled  by  the  refrigerant  is  circulated  toi  the  substance  or 
space  refrigerated. 

(d)  Refrigerant  is  the  chemical  agent  other  than  brine 
used  to  produce  refrigeration. 

(e)  Irritant  refrigerant,  any  refrigerant  which  when 
breathed  attacks  the  throat  or  lungs. 

(f)  Hydrocarbon  refrigerants,  any  refrigerant  of  the 
hydrocarbon  class. 

(g)  Flammable  refrigerant,  any  refrigerant  which  will 
burn  or  explode  when  mixed  with  certain  proportions  of 
air. 

(h)  Refrigerating  machinery  room,  a  room  in  which 
is  located  a  refrigerating  system  containing  refrigerant,  but 
not  including  expansion  coils  when  located  in  cold  storage 
rooms  or  expansion  coils  when  located  in  refrigerator  boxes. 

(i)  Factor  of  safety,  the  multiple  three  and  one-third 
the  product  of  which  and  the  test  pressure,  con¬ 
stitutes  the  probable  rupture  pressure. 

(j)  Pressure  imposing  element,  that  apparatus  which 
draws  the  refrigerant  from  the  low  pressure  or  low  tem¬ 
perature  side  of  the  system  and  discharges  it  into  the  high 
pressure  or  high  temperature  side  of  the  system. 

(k)  Pressure  limiting  device,  a  pressure  or  temperature 
responsive  mechanism  for  automatically  stopping  the  oper¬ 
ation  of  the  pressure  imposing  element. 

(l)  Brine,  any  liquid  which  having  been  cooled  by  the 
refrigerating  system  is  used  for  the  transmission  of  heat. 

(m)  Pressure  relief  device,  a  pressure  relief  valve,  a 
rupture  member,  fusible  plug  or  other  approved  device  for 
relieving  the  pressure. 

(n)  Pressure  relief  valve,  a  valve  held  shut  by  a  spring 
or  other  means  to  automatically  relieve  pressure  in  excess 
of  its  setting. 

(o)  Rupture  member,  a  device  that  will  automatically 
rupture  at  a  pre-determined  pressure. 

(p)  Liquid  receiver,  a  vessel  permanently  connected  to 
a  system  by  inlet  and  outlet  pipes  for  storage  of  a  liquid 
refrigerant. 

(q)  Container,  a  cylinder  for  the  shipment  of  refrig¬ 
erant  constructed  to  conform  to  the  regulations  of  the 
Interstate  Commerce  Commission. 

(r)  Mixer,  a  vessel  or  device  in  a  system  for  mixing 
the  ammonia  or  other  soluble  vapor  with  water. 

(s)  .  Stop  valve,  a  cut-off  valve  for  use  during  normal 
operation. 

(t)  Service  valve,  a  key-operated  shut-off  valve  used 
only  during  shipment,  installation  or  repairs. 

(u)  Fusible  plug,  a  device  having  a  predetermined- 
temperature  fusible  member  for  the  relief  of  pressure. 

(v)  Public  buildings,  commercial  buildings  and  resi¬ 
dence  buildings  are  buildings  as  so  defined  by  Article  4, 
C26-235.0  of  the  Administrative  Code  of  the  City  of  New 
York. 

(a)  Public  Buildings.  Public  buildings  are  structures 
or  parts  of  structures  in  which  persons  congregate  for 


civic,  political,  educational,  religious  or  recreational  pur¬ 
poses,  or  in  which  persons  are  harbored  to  receive  medical, 
charitable  or  other  care  or  treatment,  or  in  which  persons 
are  held  or  detained  by  reason  of  public  or  civic  duty,  or 
for  correctional  purposes,  including  among  others,  court 
houses,  schools,  colleges,  libraries,  museums,  exhibition 
buildings,  lecture  halls,  churches,  assembly  halls,  lodge 
rooms,  club  houses  with  more  than  five  sleeping  rooms, 
dance  halls,  theatres,  bath  houses,  hospitals,  asylums,  armo¬ 
ries,  fire  houses,  police  stations,  jails  and  passenger  depots. 

(b)  Residence  Buildings.  Residence  buildings  are 
structures  or  parts  of  structures  in  which  sleeping  accom¬ 
modations  are  provided,  except  such  as  may  for  other 
reasons  be  classed  as  public  buildings,  including  multiple 
dwellings  as  defined  in  the  Multiple  Dwelling  Law. 

(c)  Commercial  Buildings.  Commercial  buildings  are 
structures  or  parts  of  structures,  which  are  not  public 
buildings  or  residence  buildings,  including  among  others, 
office  buildings,  factory  buildings,  salesrooms  (stores), 
markets,  restaurants,  warehouses,  freight  depots,  car  barns, 
stables,  garages,  motor  vehicle  repair  shops,  factories, 
laboratories,  smoke  houses,  grain  elevators,  coal  pockets, 
central  station  power  plants  and  electric  sub-stations. 

ARTICLE  3. 

Bonds  and  Fees. 

§09-24.0.  Fees  for  Permits. 

Applicants  for  permits  under  the  provisions  of  this  chap¬ 


ter  shall  pay  annual  fees  as  follows : 

35.  Refrigerating  systems : 

Class  A  systems .  $20.00 

Class  B  systems .  10.00 

Class  C  systems  containing  over  six  pounds 

of  refrigerant . . . 5.00 

Class  C  systems  containing  six  pounds  or 

less  of  refrigerant .  100 


ARTICLE  18. 

Refrigerating  Systems. 

C19-  96.0.  Permits. 

C26-214.0.  Supervision. 

C19-  97.0.  Classification. 

09-  98.0.  Permissible  locations. 

09-  99.0.  Refrigerating  machinery  rooms  and  ventilation. 
09-100.0.  Open  flames  and  electrical  equipment. 

09-101.0.  Testing. 

09-102.0.  Piping. 

09-103.0.  Safety  devices. 

09-104.0.  Size  of  safety  devices. 

09-105.0.  Location  and  discharge  of  safety  devices. 
09-106.0.  Operating  precautions. 

09-107.0.  Equipment  diagrams. 

§09-96.0.  Permits. 

(a)  Except  as  hereinafter  provided  in  this  article  it 

shall  be  unlawful  to  maintain  or  operate  a  refrigerating 
system  without  a  permit.  . 

(b)  A  permit  will  not  be  required  for  a  Class  C  system 
when  maintained  or  operated  in  the  residence,  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house  or  a  business 
building. 

(c)  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 
frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions  of  this  article, 
as  are  deemed  by  the  fire  commissioner  necessary  in  the 
interest  of  public  safety. 

NOTE:— The  Fire  Chief  and  Commissioner  prescribed 
under  date  of  April  4,  1934,  the  following: 
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1.  That  the  refrigerants  dichloroclifluoromethane,  known 
as  “Freon”  (“Kinetic  No.  12”  also  “F-12”)  CC1*F,  also 
dichlorotetrafluoroethane  (“F-114”)  C3C12F4  and  mono- 
fluorotrichloromethane  ( “F- 1 1”  CFCla  are  non-flammable 
and  non-irritant,  unless  otherwise  hereinafter  provided,  and 
shall  be  regulated  in  accordance  with  the  provisions  of 
Article  18  of  Chapter  19  of  the  Administrative  Code,  as 
such,  except,  when  used  in  a  room  or  rooms  in  which  there 
is  an  open  flame  or  apparatus  to  produce  an  open  flame, 
when  the  provisions  of  said  article  covering  irritant  re¬ 
frigerants  shall  apply. 

2.  That  refrigerating  systems  employing  F-ll ;  F-12  or 
F-114  are  restricted  to  parts  of  a  building  so  specified  in 
Section  09-98.0  (b)  for  refrigerants  other  than  non¬ 
irritant  and  non-flammable. 

3.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114  used  for  air  conditioning  are  restricted  to  the  indi¬ 
rect  method  except  that  the  direct  method  may  be  used  in 
parts  of  a  building  so  specified  in  Section  C19-98.0  (b) 
for  refrigerants  other  than  non-irritant  and  non-flam¬ 
mable. 

4.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114  shall  not  be  installed  or  maintained  in  or  on  the 
stairways,  halls,  lobbies,  entrances,  exits  or  auditoriums  of 
any  building. 

5.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114,  shall  not  be  installed  or  maintained  in  a  hospital,  un¬ 
less  the  entire  system  is  confined  in  a  fireproof  machinery 
room,  'used  for  no  other  purpose,  and  in  which  no  open 
flame  shall  be  employed,  except  that  the  Class  “C”  system 
containing  not  more  than  10  pounds  of  refrigerant  may  be 
used  in  a  diet  kitchen  which  shall  be  cut  off  from  the  rest 
of  the  building  by  a  tight  fitting  self-closing  door  or  doors 
and  provided  with  a  window  or  windows  to  the  outside 
air.  All  open  flames,  and/or  apparatus  for  producing  an 
open  flame,  in  diet  kitchens  where  these  refrigerants  are 
used  shall  be  vented  to  the  outside  air  as  herinafter  re¬ 
quired  in  Paragraph  8. 

6.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114  may  be  installed  or  maintained  in  a  hospital  private 
room,  having  tight  partitions  and  tight  fitting  self-closing 
door  or  doors  and  where  not  more  than  two  persons  are 
helpless  and/or  given  medical  treatment,  provided  there  is 
no  open  flame  and/or  apparatus  for  producing  an  open 
flame  in  such  room  and  when  the  system  contains  not  more 
than  10  pounds  of  refrigerant. 

7.  That  a  refrigerating  system  employing  F-ll;  F-12  or 
F-114  shall  not  be  installed  or  maintained  in  a  theatre 
and/or  motion  picture  theatre  unless  the  entire  system  is 
confined  in  a  fireproof  machinery  room,  used  for  no  other 
purpose,  and  in  which  no  open  flame  and/or  apparatus  to 
produce  such  open  flame  shall  be  employed. 

8.  That  a  refrigerating  system  employing  F-ll;  F-12  or 
F-114  when  used  in  a  room  or  rooms  in  which  there  is  an 
open  flame  or  apparatus  to  produce  such  open  flame,  such 
open  flame  and/or  apparatus  shall  be  provided  with  a  hood 
and  independent  mechanical  ventilation  so  arranged  as  to 
convey  all  the  products  of  combustion  to  the  outside  of  the 
building.  This  provision  shall  apply  only  to  diet  kitchens 
of  hospitals  and  to  Class  “C”  systems  in  schools,  churches, 
dance  halls,  court  rooms,  police  stations,  jails,  asylums, 
subways,  passenger  depots,  rooms  opening  into  passenger 
depots  and/or  subways  and  such  other  places  as  are  deemed 
by  the  Fire  Commissioner  necessary  in  the  interest  of  pub¬ 
lic  safety. 

9.  That  each  refrigerating  machinery  room  in  any 
building  in  which  F-ll;  F-12  or  F-114  are  used,  shall  be 
maintained  vapor-tight  and  provided  with  tight  fitting,  self¬ 
closing  doors,  in  accordance  with  Section  09-99.0  (a). 

10.  That  each  refrigerating  machinery  room  in  which 
F-ll;  F-12  or  F-114  is  used,  shall  be  adequately  ventilated 
directly  to  the  outside  air  in  accordance  with  Section 
09-99.0  (b),  1,  2,  3  and  4. 

11.  Tests  pressures  and  setting  of  safety  valves  for  sys¬ 
tems  employing  F-ll,  F-12  or  F-114,  shall  be  included  in 
Section  09-101.0  as  follows: 


Refrigerant  Column  No.  1  Column  No.  2  Column  No.  3 


F-ll 

25 

15 

15 

F-12 

180 

120 

135 

F-114 

60 

30 

30 

12.  That  the 

size  of  pressure 

relief  valves 

for  systems 

in  which  F-ll, 

F-12  or  F-114 

is  employed, 

shall  be  as 

follows : 

Capacity  of  System 
Up  to  30  tons 


Number  Required 
One  inch 


30  to  60  “  One  V4 

60  to  100  “  One  1 

100  to  175  “  One  V/4  inches 

175  to  250  “  OneV/2  “ 

250  to  450  “  One  2 

450  to  900  “  Two  2 

13.  That  the  storage  of  F-ll,  F-12  or  F-114  shall  con¬ 
form  with  Section  C19-106.0  (c)-5  for  other  refrigerants. 

14.  That  all  other  sections  or  parts  of  Article  18  of  the 
Administrative  Code  not  so  mentioned,  shall  be  com¬ 
plied  with. 

15.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114,  installed  prior  to  May  19,  1932,  shall  be  inspected, 
and  if  found  to  comply  with  the  rules,  or  if  in  the  opinion 
of  the  Fire  Commissioner,  the  installations  are  of  a  non- 
hazardous  character,  a  permit  may  be  issued.  Installations 
which  have  been  made  in  hospitals,  theatres,  asylums  and 
places  of  public  assembly  shall  be  made  to  comply  strictly 
with  these  rules. 

(d)  A  permit,  where  required,  shall  be  applied  for 
forty-eight  hours  after  installation  is  completed,  contain¬ 
ing  the  name  of  the  person  for  whom  the  system  is  in¬ 
stalled  and  the  place  of  location  of  the  system. 

(e)  Only  the  refrigerant  specified  in  the  permit  shall 
be  used  in  the  system. 

(f)  Refrigerating  systems  to  which  these  provisions 
cannot  be  applied,  may  be  maintained  and  operated  subject 
to  such  conditions  as  are  deemed  necessary  by  the  fire 
commissioner. 

§C26-214.0.  Refrigeration  System  Operators; 
Certificate  of  Qualification. 

(a)  It  shall  be  unlawful  to  maintain  or  operate  in  any 
building  any  refrigerating  system  containing  more  than 
fifty  (50)  pounds  of  refrigerant  except  under  the  per¬ 
sonal  supervision,  direction  or  control  of  either  a  duly 
licensed  engineer  or  a  person  who  has  obtained  a  certificate 
of  qualification  from  the  superintendent  to  operate  such  a 
system.  Where  the  system  contains  two  hundred  (200) 
pounds  or  less  of  refrigerant  and  is  fully  automatic,  only 
one  qualified  operator  will  be  required. 

(b)  It  shall  be  unlawful  to  maintain  or  operate  in  a 
public  building  or  exhibition  hall  any  Class  C  system  per¬ 
mitted  for  exhibition  or  demonstration  purposes  except 
under  the  personal  supervision,  direction  or  control  of 
either  a  duly  licensed  engineer  or  a  person  who  has  ob¬ 
tained  a  certificate  of  qualification  from  the  superintendent 
to  operate  such  a  system. 

(c)  Upon  receipt  of  such  certificate  the  applicant  there¬ 
for  shall  pay  an  annual  license  fee  as  follows :  For  the  in¬ 
itial  fee  $5,  and  for  renewal  thereof  the  sum  of  $1  pro¬ 
vided  application  for  such  renewal  be  made  for  within 
thirty  days  prior  to  the  expiration  of  such  certificate.  Any 
such  certificate  may  be  revoked  or  suspended  for  cause  at 
any  time  by  the  superintendent. 

§C19-97.0.  Classifications. 

(a)  The  total  amount  of  refrigerant  common  to  a  system 
operating  through  one  or  more  evaporators,  shall  be  con¬ 
sidered  the  capacity  of  the  system  and  determine  its  class. 

(b)  A  Class  A  system  is  a  system  containing  one  thou¬ 
sand  (1,000)  pounds  or  over  of  refrigerant,  or  capable  of 
thirty  (30)  tons  capacity  or  over. 

(c)  A  Class  B  system  is  a  system  capable  of  less  than 
thirty  (30)  tons  capacity,  or  containing  less  than  one  thou¬ 
sand  (1,000)  pounds  of  refrigerant  and  more  the  amounts 
provided  for  in  a  Class  C  system. 

(d)  A  Class  C  system  is  a  system  containing  not  more 
than  twenty  (20)  pounds  of  refrigerant. 
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§09-98.0.  Permissible  Locations. 

(a)  It  shall  be  unlawful  to  install  any  Class  A  or  Class 
B  systems  in  any  public  building  as  defined  by  subdivision  a 
of  section  C26-235.0  of  the  code,  until  plans  have  been  filed 
with  and  approved  by  the  fire  commissioner,  and  no  re¬ 
frigerant  shall  be  placed  in  the  system  until  a  permit  has 
been  obtained  from  the  fire  commissioner. 

(b)  The  direct  method  of  refrigeration  shall  not  be 
used  in  any  building,  whether  or  not  a  permit  is  required 
for  installation  therein,  outside  of  the  refrigerating  ma¬ 
chinery  room  except  in  buildings  used  exclusively  for  ice 
making  or  for  refrigerating  purposes,  or  when  such  method 
is  not  carried  above  the  first  floor  in  business  buildings,  or 
in  the  business  sections  of  business  buildings  provided  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a  resi¬ 
dence  building  occupied  by  not  more  than  two  families,  or 
in  any  building  provided  a  non-irritant  and  non-flammable 
refrigerant  is  used.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  December  13,  1927. 

(c)  It  shall  be  unlawful  to  use  brine  in  any  brine  cir¬ 
culating  system  that  will  generate  flammable  vapor  at  a 
temperature  below  100  degrees  Fahrenheit  when  tested  in 
a  Tagliabue  open  cup  tester,  and  no  refrigerant  shall  be 
used  as  a  brine. 

(d)  It  shall  be  unlawful  to  install  or  maintain  a  Class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  used  exclusively  for  ice 
making  or  refrigerating  purposes.  The  provisions  of  this 
subdivision  shall  not  apply  to  a  building  in  which  installa¬ 
tion  was  made  prior  to  December  13,  1927. 

(e)  _  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 
(10)  pounds  of  refrigerant. 

(f)  It  shall  be  unlawful  to  install  or  maintain  a  re¬ 
frigerating  system  employing  an  irritant  or  inflammable 
refrigerant  in  or  on : 

1.  The  stairways,  halls,  lobbies,  entrances,  exits  or 
auditoriums  of  any  building; 

2.  Dance  halls,  court  rooms,  police  stations,  jails,  sub¬ 
ways,  theatres,  or  motion  picture  theatres ; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger 
depot  or  rooms  opening  directly  therein ; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre,  or  where  persons  are  detained 
or  confined ; 

5. _  A  school  unless  the  refrigerating  system  is  used  ex¬ 
clusively  for  instructions  or  research  purposes ; 

6.  A  hospital  or  asylum  in  which  persons  are  confined 
or  given  medical  treatment  or  helpless.  Unless  otherwise 
required  by  this  section,  such  refrigerating  system  shall  be 
cut  off  from  the  building  by  unpierced  fireproof  construc¬ 
tion. 

The  foregoing  provisions  do  not  apply  to  hermetically 
sealed  unit  systems  containing  not  more  than  six  (6) 
pounds  of  refrigerant  when  located  in  dance  halls,  police 
stations,  diet  kitchens  of  hospitals,  or  laboratories,  and 
when  located  in  rooms  shut  off  from  the  rest  of  the 
building  by  tight  partitions  and  tight-fitting,  solid,  self¬ 
closing  doors  and  located  in  a  room  having  a  window  to 
the  outside  air. 

(g)  An  intermittent  absorption  type  of  refrigerating 
machine  shall  not  be  permitted  in  a  Class  A  system.  Such 
a  type  of  machine  shall  be  permitted  in  a  Class  B  system 
only  when  a  heating  medium  of  low  pressure  steam  is  used 
in  its  operation. 

(h)  The  use  of  methyl  and  ethyl  chloride,  sulphur  diox¬ 
ide,  or  a  hydro-carbon  refrigerant  will  not  be  permitted 
in  Class  A  systems. 

(i)  A  Class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  Borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
and  shall  be  located  on  the  ground  floor,  which  shall  be  of 


unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by^unpierced  fireproof  walls  'of  not  less  than  eight  inches 
(8")  of  brick  or  six  inches  (6")  of  reinforced  concrete. 
Direct  exit  therefrom  leading  to  the  open  air  and  not  to 
any  other  part  of  the  building  shall  be  maintained  and 
shall  be  provided  with  vapor-tight,  self-closing,  fireproof 
doors. 

§09-99.0.  Refrigerating  Machinery  Rooms  and 
Ventilation. 

a.  Refrigerating  machinery  rooms. 

1.  All  refrigerating  machinery  rooms  in  which  an 
irritant  refrigerant  is  used  shall  be  maintained  vapor-tight 
except  that  all  doors  which  open  to  other  parts  of  the 
building  shall  only  be  required  to  be  self-closing  and  close 
fitting,  and  shall  be  kept  closed  at  all  times,  except  during 
entrance  or  exit.  All  other  openings  that  may  permit  the 
passage  of  vapor  to  other  parts  of  the  building  shall  be 
vapor-tight  and  kept  closed.  No  opening  from  elevator 
shafts  shall  be  permitted  in  the  refrigerating  machinery 
room.  This  provision,  however,  shall  not  apply  to  dumb¬ 
waiter  shafts  the  door  opepings  of  which  are  protected 
with  self-closing  fire  doors  or  to  a  system  containing  less 
than  six  (6)  pounds  of  refrigerant.  Closets  solely  con- 
tamed  within  and  opening  only  into  th,e  refrigerating  ma¬ 
chinery  room  shall  be  considered  as  part  of  the  room  in 
which  it  opens. 

2.  In  Class  A  and  Class  B  systems  in  which  an  irri¬ 
tant  refrigerant  is  used,  the  doors  of  the  refrigerating 
machinery  rooms  shall  open  outwardly. 

b.  Ventilation. 

1.  Each  Class  A,  B  and  C  refrigerating  machinery 
room  of  any  system  shall  be  independently  provided  with 
means  for  adequate  ventilation  to  the  outer  air.  The  ven¬ 
tilation  shall  consist  of  a  window  or  windows  opening 
directly  to  the  open  air,  or  mechanical  means  capable  of 
exhausting  the  foul  air  from  the  room. 

2.  When  a  window  or  windows  are  used,  if  placed  in 
opposite  walls  so  as  to  provide  a  through  air  circulation  to 
the  outer  air,  a  total  area  of  inlet  and  outlet,  respectively, 
of  not  less  than  that  specified  in  Column  D  of  the  table  in 
subdivision  4  shall  be  provided.  When  a  window  or 
windows  are  placed  in  one  wall  a  total  area  shall  be  pro¬ 
vided  not  less  than  that  specified  in  column  E  of  such 
table. 

3.  When  mechanical  means  are  used  they  shall  consist 
of  a  power-driven  exhaust  fan  of  the  enclosed  case  blower 
type  which  shall  be  capable  of  removing  from  the  refrig¬ 
erating  machinery  room  the  amount  of  air  specified  in  col¬ 
umn  B  of  the  table  in  subdivision  4.  The  inlet  to  the  fan 
shall  be  located  near  the  refrigerating  equipment.  The  out¬ 
let  from  the  fan  shall  terminate  not  less  than  six  (6)  feet 
above  the  sidewalk  and  in  no  case  under  a  stairway  or  fire 
escape.  Where  air  ducts  are  used  on  either  the  inlet  or 
discharge  side  of  the  fan  they  shall  each  have  an  area  not 
less  than  that  specified  in  Column  C  of  such  table.  Sharp 
bends  in  the  run  of  the  ducts  shall  be  avoided.  The  con¬ 
trol  for  such  mechanical  means  of  ventilation  shall  be 
easily  accessible  and  located  outside  of  the  refrigerating 
machinery  room. 

4. 


Pounds  of 
Refriger¬ 
ant  in 
System. 

Mechan¬ 
ical  Cu. 
Ft.  per 
Minute 
Discharge. 

Window  Area 
Meehan-  in  Sq.  Ft. 
ic'al  Sq.  for  each 

Ft.  Duct  Opposite 

Area.  Side. 

Window  Area 
in  Sq.  Ft.  for 
One  Side 
Only. 

A 

B 

c 

D 

E 

Up  to  ...  20 

150 

■  1/4 

1 

6 

50 

250 

1/3 

1  1/2 

12 

100 

400 

1/2 

2 

16 

150 

550 

2/3 

2  1/2 

19 

200 

680 

2/3 

3 

25 

250 

800 

1 

3  1/2 

29 

300 

900 

1 

4 

32 

400 

1,100 

1  1/4 

4  1/2 

38 

500 

1,275 

1  1/4 

5 

42 
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600 

1,450 

1  1/2 

6 

45 

700 

1,630 

1  1/2 

6  1/2 

48 

800 

1,800 

2 

7 

51 

900 

1,950 

2 

7  1/2 

55 

1,000 

2,050 

2 

8 

59 

1,250 

2,350 

2  1/4 

9 

68 

1,500 

2,800 

2  1/2 

11 

78 

1,750 

3,150 

3 

12  1/2 

87 

2,000 

3,500 

3  1/2 

14 

95 

2,500 

4,150 

4 

16 

113 

3,000 

4,500 

4  1/2 

18 

130 

4,000 

6,000 

6 

24 

167 

5,000 

7,500 

7  1/2 

30 

204 

6,000 

9,000 

9 

36 

241 

7,000 

10,500 

10  1/2 

42 

278 

8,000 

12,000 

12 

48 

315 

9,000 

13,000 

13 

52 

342 

10,000 

14,000 

14 

56 

360 

12,000 

17,000 

17 

68 

425 

14,000 

19,000 

19 

75 

470 

16,000 

22,000 

22 

86 

540 

18.000 

24,000 

24 

92 

580 

20,000 

26,500 

26 

100 

630 

25,000 

33,000 

33 

121 

760 

30,000 

39,000 

39 

142 

870 

35,000 

44,000 

44 

155 

940 

40,000 

51,000 

51 

176 

1,060 

45,000 

56,000 

56 

190 

1,120 

Note — Door  openings  leading  directly  to  the  open  air 
shall  be  considered  equivalent  to  windows  for  the  require¬ 
ments  specified  in  columns  “D”  and  “E”  of  this  table. 

5.  Where  a  non-irritant  or  nonflammable  refrigerant 
is  employed,  the  requirements  as  given  in  the  table  in  sub¬ 
division  4  may  be  reduced  by  one-half.  When  air  or  water 
is  employed  as  the  refrigerant  no  ventilation  shall  be  re¬ 
quired. 

6.  In  lieu  of  mechanical  means  of  ventilation  in  re¬ 
frigerating  machinery  rooms  where  a  Class  A  system 
or  a  Class  B  system  using  ammonia  is  installed,  a 
water  deluge  may  be  provided  which  shall  consist  of  a 
sprinkler  system  having  open  heads  of  not  less  than 
one-quarter  inch  (*4")  orifice  spaced  not  more  than  eight 
feet  apart  in  any  direction,  and  such  system  shall  be 
located  above  all  the  refrigerating  apparatus  and  piping 
in  the  refrigerating  machinery  room.  Not  more  than  one 
head  shall  be  installed  on  a  4^-inch  pipe;  five  heads  on  a 
1-inch  pipe;  six  heads  on  a  1 54-inch  pipe.  The  deluge  sys¬ 
tem  shall  be  permanently  connected  with  the  main  house 
supply  or  other  assured  source  from  which  a  constant 
water  pressure  of  not  less  than  twenty  pounds  per  square 
inch  can  be  maintained  on  the  inlet  side  of  the  main  con¬ 
trol  valve  or  valves  at  all  times.  The  control  valve  or 
valves  for  such  water  deluge  system  shall  be  manually 
operated  and  easily  accessible,  and  shall  be  labeled  and 
located  outside  of  the  refrigerating  machinery  room. 

§09-100.0.  Open  Flames  and  Electrical  Equip¬ 
ment. 

a.  Open  flames. 

No  fire-flame  or  arc  light  will  be  permitted  in  a  Class  A 
or  B  refrigerating  machinery  room  in  which  a  flammable 
refrigerant  is  used. 

b.  Electrical  equipment. 

1.  All  Class  A  and  B  refrigerating  systems  containing 
more  than  fifty  (50)  pounds  of  refrigerant  shall  have  an 
emergency  switch  controlling  all  of  the  electrically-oper¬ 
ated  refrigerating  machinery  or  the  remote  control  of 
such  a  switch  located  outside  of  the  refrigerating  machin¬ 
ery  room  where  it  can  be  quickly  reached  and  operated  in 
case  of  necessity. 

2.  Where  the  operating  mechanism  in  any  system  is 
dependent  upon  electrical  control,  such  control  in  a  pressure 
limiting  device  shall  be  on  a  closed  circuit.  Nothing  herein 
contained  shall  require  a  hand  reset  on  an  automatic  type 
of  refrigerating  machine. 


§C19-101.0.  Testing. 

Every  part  of  any  refrigerating  system,  except  pres¬ 
sure  gauges  and  control  mechanism  shall  be  tested  to  at 
least  the  following  pressures :  Class  A  and  B  systems  con¬ 
taining  over  fifty  (50)  pounds  of  refrigerant  shall  be  tested 
after  installation  and  proved  tight  before  being  operated. 
A  dated  declaration  of  such  test,  signed  by  the  tester,  shall 
be  posted  in  the  machinery  room. 


Refrigerant. 

Col.  1. 

High 

Pressure 

Side. 

Col.  2.  Col.  3. 

Low  Pressure  Side. 

A. 

With 

Safety 

Valves. 

Without 

Safety 

Valves. 

Carbon  dioxide  . 

1,500 

750 

1,000 

Ethane  . 

1,050 

520 

760 

Ammonia  . 

300 

150 

225 

Propane  . 

250 

115 

175 

Methyl  chloride  . 

155 

80 

120 

Sulphur  dioxide  . 

135 

100 

100 

Iso-butane  . 

90 

45 

70 

Butane  . 

75 

35 

50 

Ethyl  chloride  . 

30 

15 

25 

Dichloromethane  . 

12 

12 

12 

Dichloroethvlene . 

12 

12 

12 

Trichloroethylene  . 

12 

12 

12 

§09-102.0.  Piping. 

a.  Piping. 

1.  All  piping,  liquid  receivers  or  vessels  containing  the 
refrigerant,  shall  be  supported  on  or  by  strong  and  durable 
materials.  This  provision  shall  not  apply  to  Class  C  in¬ 
stallations. 

2.  The  arrangement  of  stop  valves,  relief  devices,  and 
other  similar  devices,  when  used  shall  be  as  shown  on  the 
diagram  for  Class  A  and  B  systems  in  section  09-107.0 
of  the  code. 

3.  Every  system  which  may  be  charged  after  installa¬ 
tion  shall  have  the  charging  connection  located  on  its  low 
pressure  side. 

b.  Gauge  glasses. 

Liquid  level  gauge  glasses,  except  those  of  the  bull’s 
eye  type,  shall  have  automatic  closing  shut-off  valves  and 
such  glasses  shall  be  adequately  protected  against  injury 
by  slotted  metal  casings. 

§09-103.0.  Safety  Devices. 

a.  Construction  and  setting. 

1.  Pressure  relief  valves,  pressure  limiting  devices  and 
rupture  members  shall  be  set  to  prevent  the  pressure  from 
exceeding  the  test  pressure.  The  pressure  at  which  the  de¬ 
vice  is  set  to  function  shall  be  indicated  thereon.  (See 
section  09-101. 0  of  the  code,  columns  1  and  2  of  table.) 

2.  Fusible  plugs  shall  relieve  the  pressure  at  a  tempera¬ 
ture  not  exceeding  280  degrees  Fahrenheit. 

b.  Use  of  stop  valves. 

1.  It  shall  be  unlawful  to  locate  a  stop  valve  between  a 
pressure  relief  device  or  pressure  limiting  device  and  the 
part  of  the  system  protected  thereby,  unless  two  pressure 
relief  devices  of  required  size  are  used,  and  so  arranged 
that  only  one  pressure  relief  device  can  be  cut  off  for 
repair  purposes  at  any  one  time. 

2.  A  Class  B  system  in  which  no  stop  valves  are  used 
and  in  which  the  pressure  will  equalize  throughout  the 
system  when  the  pressure  imposing  element  is  not  in  opera¬ 
tion  may  be  protected  by  only  one  pressure  relief  device 
located  on  the  high  pressure  side. 

c.  Ammonia  mixer. 

1.  The  low  pressure  side  of  a  Class  A  ammonia  sys¬ 
tem  shall  be  provided  with  a  hand-operated  valve  for  dis¬ 
charging  the  ammonia  into  water  through  a  mixer  to  the 
sewer  in  case  of  emergency. 

2.  The  ammonia  mixer  shall  be  constructed  of  steel 
and  shall  be  capable  of  withstanding  a  pressure  of  at  least 
fifty  (50)  pounds  per  square  inch. 

3.  It  shall  be  unlawful  to  locate  a  valve  in  the  ammonia 
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emergency  discharge  line,  except  for  the  manually-oper¬ 
ated  valve  discharging  into  the  water  and  ammonia  mixer, 
but  there  may  be  one  stop  valve  located  inside  the  building 
for  repair  purposes  only.  This  valve  shall  be  sealed  open 
and  labeled  “Keep  Open.” 

4.  The  manually  operated  pressure  relief  valve  shall  be 
located  in  a  locked  box  which  can  be  opened  by  members  of 
the  Fire  Department  by  means  of  a  Fire  Department  key. 
The  door  of  the  box  shall  be  on  the  public  thoroughfare 
side  of  the  building  in  an  easily  accessible  location  and  not 
less  than  eighteen  (18)  inches  or  more  than  five  (5)  feet 
above  the  sidewalk  level.  The  box  shall  be  permanently 
labeled  with  letters  of  not  less  than  one  (1)  inch  reading 
“For  Fire  Department  Use  Only.”  The  relief  valve  shall  be 
labeled  “Ammonia.”  A  sign  shall  be  posted  within  the  box 
reading  “Do  Not  Open  Valve  Until  Water  Is  Flowing.” 

5.  A  single  standard  three  (3)  inch  fire  department 
connection  shall  be  provided  through  which  the  necessary 
water  may  be  supplied  to  the  mixer.  The  fire  department 
connection  shall  be  located  near  the  box  and  not  less  than 
eighteen  (18)  inches  or  more  than  twenty-four  (24)  inches 
above  the  sidewalk  level  and  shall  be  permanently  labeled 
having  letters  not  less  than  one  (1)  inch  high  reading  “To 
Ammonia  Mixer.”  A  check  valve  so  set  as  to  prevent  gases 
from  reaching  the  fire  department  connection  shall  be  in¬ 
stalled  in  the  water  line  between  the  fire  department  con¬ 
nection  and  the  water  and  ammonia  mixer. 

6.  The  fire  department  shall  have  sole  use  of  the 
mixer  and  supply  the  necessary  water. 

7.  In  systems  using  over  twenty-seven  thousand 
(27,000)  pounds  of  ammonia  there  shall  be  provided  one 
additional  water  and  ammonia  mixer  for  each  twenty-seven 
thousand  (27,000)  pounds  of  ammonia  or  fraction  thereof 
so  used  in  excess. 

8.  The  ammonia  mixer  and  its  connection  for  a  Gass 
A  system  shall  conform  to  the  diagram  in  section  C19-107.0 
of  the  code. 

§09-104.0.  Size  of  Safety  Devices. 


(a)  The  size  of  pressure  relief  valves  shall  be  as  follows  : 


CO2  and 

Other 

Capacity 

Ethane,  No. 

Refrigerants, 

of  System. 

Req.,  Size. 

No.  Req.,  Size. 

Up 

to 

30 

tons . 

.  i—y2" 

1- 

-Uz" 

30 

to 

60 

tons . 

1 — Vi" 

1- 

-54" 

60 

to 

100 

tons . 

1— z* 

1- 

-r 

100 

to 

175 

tons . 

1-/2" 

1- 

-154" 

175 

to 

250 

tons . 

1—54" 

1- 

-U/2" 

250 

to 

450 

tons . 

.  l—l" 

1- 

-2" 

450 

to 

900 

tons . . 

2- 

-2" 

(b)  Where  rupture  members  are  permitted  and  used,  the 
equivalent  area  of  the  relief  valve  specified  must  be  pro¬ 
vided. 

(c)  Fusible  plugs  may  be  used  on  all  Gass  C  systems 
and  on  all  Gass  B  systems  of  the  hermetically  sealed  com¬ 
pression  type  containing  not  more  than  fifty  (50)  pounds 
of  refrigerant.  The  free  discharge  opening  shall  be  one- 
sixteenth  (1/16)  inch  in  diameter. 

§09-105.0.  Location  and  Discharge  of  Safety 
Devices. 

a.  Location. 

A  pressure  limiting  device  shall  be  provided  on  the 
high  pressure  side  of  each  water-cooled  refrigerating  sys¬ 
tem  containing  more  than  six  (6)  pounds  of  refrigerant. 
A  pressure  relief  valve  shall  be  provided  on  the  high  pres¬ 
sure  side  of  each  water-cooled  refrigerating  system  con¬ 
taining  twenty  (20)  pounds  or  more  of  refrigerant,  but  it 
shall  not.be  necessary  to  discharge  the  refrigerant  to  the 
outside  air  or  water  tank  from  any  such  refrigerating  sys¬ 
tem  containing  fifty  (50)  pounds  or  less  of  refrigerant,  any 
other  provision  of  part  1,  of  this  title,  to  the  contrary  not¬ 
withstanding. 

b.  Location  and  discharge  of  safety  devices. 

1.  Each  compressor  or  generator  of  a  Gass  A  or  B 
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system  containing  more  than  100  pounds  of  refrigerant 
shall  be  protected  by  a  pressure  relief  valve  connected  into 
the  high  pressure  side  between  the  main  stop  valve  and  the 
compressor  or  generator  to  relieve  excessive  pressure  as 

hereinafter  provided.  .  ,  .  ..  , 

2  A  rupture  member  may  be  substituted  for  the  reliel 

valve  in  CO,  systems  or  systems  operating  below  atmos¬ 
pheric  pressure.  ..  .,  . 

3.  Shell  type  apparatus  such  as  liquid  receivers,  con¬ 
densers,  evaporators,  liquid  separators  and  absorbers  of 
Class  A  and  Class  B  systems  containing  more  than  fatty 
(50)  pounds  of  refrigerant,  and  Class  B  systems  containing 
fifty  (50)  pounds  or  less  of  refrigerant  which  can  be  shut 
off  by  stop  valves,  shall  each  be  equipped  with  a  pressure 
relief  valve,  discharging  as  hereinafter  provided. 

4.  Class  C  systems  and  Class  B  systems  containing 
fifty  (50)  pounds  or  less  of  refrigerant  so  constructed  that, 
when  subjected  to  abnormal  outside  temperature  such 
as  that  generated  in  a  fire,  they  may  burst  due  to  the  ex¬ 
pansion  of  the  refrigerant,  shall  be  protected  by  a  pressure 

relief  device.  .  ,  .  . 

5.  A  pressure  relief  valve  shall  be  required  on  the  low 
pressure  side  of  a  Class  B  system  into  which  the  relie 
valve  or  valves  on  the  high  pressure  side  discharge,  as  so 
shown  on  equipment  diagram  of  section  09-107.0  ot  the 

c.  Discharge  of  pressure  relief  valve. 

1.  Where  ammonia  is  used  in  Class  A  systems,  the 
discharge  from  relief  valves  must  be  conducted  to  the  out¬ 
side  atmosphere  or  into  that  part  of  the  low  pressure 
side  protected  by  the  mixer  as  specified  in  subdivision  C,  ot 
section  C19-103.0  of  the  code.  If  it  is  discharged  to  the 
outside  atmosphere  it  must  be  piped  above  the  roof  or  not 
less  than  12  feet  above  the  grade.  The  discharge  pipe 
shall  be  not  less  than  the  size  of  the  relief  valve  outlet.  I  he 
discharge  from  more  than  one  relief  valve  may  be  run 
into  a  common  header,  the  area  of  which  shall  be  equal 
to  the  area  of  the  pipes  connected  thereto.  The  outlet 
orifice  shall  be  turned  downward. 

2  Where  more  than  fifty  (50)  pounds  of  ammonia 
is  used  in  a  Class  B  system,  the  discharge  from  relief  valves 
shall  be  piped  to  the  outside  atmosphere  as  specified  tor 
Class  A  systems,  or  to  the  low  pressure  side  as  shown  in 
diagrams  in  section  09-107. 0  of  the  code,  or  into  a  tank  of 
water  which  shall  be  used  for  no  purpose  except  ammonia 
discharge.  At  least  one  gallon  of  fresh  water  shall  be  pro- 
vided  for  every  pound  of  ammonia  contained  in  the  system. 
The  water  used  shall  be  prevented  from  freezing  without 
the  use  of  salt  or  chemicals.  The  tank  shall  be  substantially 
constructed  of  not  less  than  one-eighth  04)  of  No.  11  U. 
gauge  iron.  No  horizontal  dimensions  of  the  tank  shall  be 
greater  than  one-half  ()4)  the  height.  The  tank  shall  have 
a  hinged  cover  or,  if  of  the  enclosed  type,  shall  have  a 
vent  hole  at  the  top.  All  pipe  connections  shall  be  through 
the  top  of  the  tank  only.  The  discharge  pipe  from  the 
pressure  relief  valves  shall  discharge  the  ammonia  in  the 
center  of  the  tank  near  the  bottom.  The  tank  shall  be  as 
securely  supported  as  any  other  portion  of  the  system. 
There  shall  be  no  opening  in  the  tank  below  the  water  level. 

3.  Where  more  than  fifty  (50)  pounds  of  any  re¬ 
frigerant  other  than  ammonia  is  used,  the  discharge  from 
relief  valves  shall  be  to  the  atmosphere  as  specified  for 
Class  A  ammonia  systems.  Carbondioxide  may  be  dis¬ 
charged  into  the  room  if  the  same  contains  at  least  10 
cubic  feet  of  capacity  per  pound  of  refrigerant  used. 

4  Arrangements  of  pressure  relief  devices  for  Class  A 
and  B  systems  shall  conform  to  the  diagrams  in  section 
C19-107.0  of  the  code. 


frigerant  is  used,  there  shall  be  provided  at  least  one  hel- 

mS  °Only  helmets  or  masks  that  have  been  approved  by 
the  United  States  Bureau  of  Mines  as  suitable  for  the 
refrigerant  employed  shall  be  used,  and  they  shall  be  kept 
in  operative  condition  in  an  easily  accessible  case  or  cab¬ 
inet  located  immediately  outside  the  refrigerating  machin¬ 
ery  room. 

b.  Signs. 

1  On  Class  A  and  Class  B  systems  containing  more 
than  fifty  (50)  pounds  of  refrigerant  there  shall  be  painted 
on  and  affixed  in  a  permanent  manner  to  the  main  steam 
control,  main  electrical  and  remote  control  switches,  re¬ 
ceivers,  containers  and  shell  type  coolers  signs  haying  letters 
not  less  than  one  and  one-half  inches  (1)4  )  high,  desig¬ 
nating  the  part  and  refrigerant  contained  therein. 

2.  The  seller  of  every  Class  A  or  B  system  shall  fur¬ 
nish  the  purchaser  with  a  sign  bearing  his  name  at  least 
Si/"  by  11"  in  size,  which  gives  the  rated  refrigeration 
capacity  and  the  quantity  and  kind  of  refrigerant  required 
for  the  satisfactory  operation  of  the  system.  I  he  pur¬ 
chaser  shall  conspicuously  and  permanently  display  this 
sign  in  the  machinery  room.  The  quantity  and  name  ot 
the  proper  refrigerant  content  and  the  rated  refrigeration 
capacity  shall  be  stamped  on  all  Class  C  systems  near  to 

or  on  the  name  plate.  .  ,  ,  .  ,  •  r.  e 

3  The  following  information  shall  be  posted  in  Uass 
A  and  B  machinery  rooms  where  over  fifty  (50)  pounds  of 
refrigerant  is  used:  (a)  The  names  and  addi esses  of  the 
engineers  or  operators  in  charge;  (b)  Location  of  nearest 
fire  alarm  box  ;  (c)  The  name,  address  and  telephone  number 
of  physician  to  be  called  in  case  of  emergency;  (d)  Instruc¬ 
tions  for  safely  shutting  down  the  plant  in  case  of  emer¬ 
gency.  ,  .  . 

c.  Storage  of  refrigerant. 

1.  Refrigerant  not  contained  in  the  refrigerating  system 
shall  be  stored  only  in  non-inflammable  or  non-irritant 
containers  conforming  to  the  regulations  prescribed  by  the 
Interstate  Commerce  Commission  for  the  transportation  ot 

such  refrigerant.  , 

2.  Only  two  containers  holding  not  more  than  a  total 
of  thre“  hundred  (300)  pounds  of  inflammable  or  irritant 
refrigerant  shall  be  stored  in  the  refrigerating  machinery 
room  of  a  Class  A  system. 

3  Only  one  container  holding  not  more  than  one  hun¬ 
dred  and  fifty  (150)  pounds  of  inflammable  or  irritant  re¬ 
frigerant  shall  be  stored  in  the  refrigerating  machinery 

room  of  a  Class  B  system.  ,  ,  ,,  , 

4.  In  a  Class  C  system  no  refrigerant  other  than  that 
used  in  the  system  shall  be  stored  in  the  refrigerating 

machinery  room.  .  .  . 

5  If  a  greater  amount  of  inflammable  or  irritant  re¬ 
frigerant  than  that  permitted  in  a  refrigerating  machinery 
room  is  desired,  it  shall  be  stored  in  a  fireproof  building 
or  enclosure  used  for  no  other  purpose. 

6  When  the  refrigerant  is  withdrawn  from  a  system 
it  shall  be  discharged  only  into  a  suitable  absorbent  or  con¬ 
tainers  conforming  to  the.  regulations  of.  the  Interstate 
Commerce  Commission  for  the  transportation  of  such  re¬ 
frigerant.  It  shall  be  unlawful  to  permit  any  refrigerant 
to  escape  into  the  refrigerating  machinery  room. 

7.  Containers  shall  be  connected  to  the  system  only 
during  period  of  charging  or  withdrawing  the  refrigerant. 

§C19-107.0.  Equipment  Diagrams. 

(See  arrangement  of  pressure  relief  devices  for  Class  A 
and  Class  B  equipment.) 


§09-106.0.  Operating  Precautions. 

a.  Masks  and  helmets. 

1.  In  a  Class  A  system  which  operates  above  atmos¬ 
pheric  pressure,  there  shall  be  provided  at  least  two  helmets 

°T2.  in  a  Gass  B  system  in  which  more  than,  fifty  (50) 
pounds  of  ammonia,  sulphur  dioxide  or  other  irritant  re- 


ARTICLE  27. 

Penalties. 

§09-152.0.  Violations. 

Any  person  who  shall  wilfully  violate  or  neglect  or  refuse 
to  comply  with  any  provisions  of. part  1,  of  this  title,  except 
the  provisions  of  article  twenty-six,  in  addition  to  any  other 
penalties  prescribed  by  law,  shall,  upon  conviction,.  be  pun¬ 
ished  by  a  fine  of  not  more  than  $500,  or  by  imprisonment 
not  exceeding  six  months,  or  by  both. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 


Fire  Retarding  Rules  for  Garages,  etc. 


HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  January  31,  1939. 
Cal.  No.  Department  Premises  Affected 


94-39-SM  . Western  Concrete  Drilled  Piles 

or  Foundation  Columns, 
manufactured  by  Western 
Concrete  Pile  Corporation, 

Material. 


95-39-A . H.B.Bx . 141-153  Lincoln  avenue,  north¬ 

west  corner  of  East  134th 
street  (Block  2317,  Lots  43- 
49),  Borough  of  The  Bronx, 
Roof  Sign  Applic.  40-38. 


96-39-BZ . H.B.B . 1139-1151  Coney  Island  avenue 

and  1101-1111  Avenue  H, 
northeast  corner  (Block  6686, 
Lot  48),  Borough  of  Brook¬ 
lyn,  Applic.  6-39. 


97-39-A . H.B.M . 349,  355  &  357  West  27th  street, 

north  side,  206.3  ft.  east  of 
Ninth  avenue  (Block  751, 
Lots  10-14  inclusive),  Bor¬ 
ough  of  Manhattan, 

Alt.  2859-38  and  Alt.  3271-38 
and  Decision. 


98-39-BZ . H.B.R . 205-209  Hart  boulevard,  east  side, 

343  ft.  south  of  Forest  avenue 
(Block  250,  Lot  89),  West 
New  Brighton,  Borough  of 
Richmond,  Alt.  930-38. 


99-39-A . F.D . 2856-2870  Third  avenue  and  410- 

428  Westchester  avenufe, 
southeast  corner  and  545-549 
Bergen  avenue  (Block  2294, 
Lots  4-6-9),  Borough  of  The 
Bronx, 

10150-L.C.  and  Decision. 


100-39-A . F.D . 107-109  West  38th  street,  north 

side,  90  ft.  west  of  Sixth  ave¬ 
nue  (Block  814,  Lot  20),  Bor¬ 
ough  of  Manhattan,  15532-C. 


105-39-BZ _ H.B.B . 179-197  Tillary  street,  north  side, 

from  Gold  street  to  Prince 
street  and  273  Gold  street, 
northeast  corner  of  Tillary 
street  (Block  122,  Lots  5-7 
and  Lots  48-50  inclusive), 
Borough  of  Brooklyn, 

N.B. 18109-38. 


106-39- A . F.D . 5737-5739  Myrtle  avenue,  north 

side,  140  ft.  west  of  Onder- 
donk  avenue  and  928  Onder- 
donk  avenue  (Block  3466, 
Lots  38  and  39),  Ridgewood, 
Borough  of  Queens, 

1383-L.F.  and  Decision. 


107-39-A . F.D . 746-750  Nostrand  avenue,  west 

side,  91  ft.  1  in.  south  of  Park 
place  (Block  1240,  Lots  38- 
40),  Borough  of  Brooklyn, 

1112-L.F.  and  Decision. 


108-39-SM . Eddystone  Portland  -  Puzzolan 

Cement,  manufactured  by  Ed¬ 
dystone  Portland  Puzzolan 
Cement  Company,  Material. 


109- 39-SA . Scoville  “S”  Vacuum  Breaker 

Ballcock,  Appliance. 

110- 39-SM . Moler  Partition  Blocks,  Floor 

Blocks,  Slabs,  etc.,  and  Moler 
Insulating  Brick,  manufac¬ 
tured  by  F.  L.  Smidth  and 
Company,  Material. 


111-39-A . H.B.Q . 58-01  to  58-59  213th  street,  east 

side,  between  Horace  Hard¬ 
ing  boulevard  and  58th  avenue 
(Block  3325,  part  of  Lot  1), 
Bayside,  Borough  of  Queens, 
N.B.  6869-38,  N.B.  6870-38, 
N.B.  6879-38,  N.B.  6880-38, 
N.B.  6877-38,  N.B.  6878-38, 
N.B.  6885-38,  N.B.  6892-38, 
N.B.  6893-38,  N.B.  6890-38, 
N.B.  6888-38,  N.B.  6889-38, 
N.B.  7801-38,  N.B.  6887-38. 


101-39-A . H.B.M . 316  West  104th  street,  south  side, 

140  ft.  east  of  Riverside  drive 
(Block  1890,  Lot  69),  Bor¬ 
ough  of  Manhattan, 

Alt.  3666-38. 


102-39-A . H.B.M . 318  West  104th  street,  south  side, 

140  ft.  east  of  Riverside  drive 
(Block  1890,  Lot  70),  Bor¬ 
ough  of  Manhattan, 

Alt.  3665-38. 


103-39-BZ _ H.B.Q . 196-27  Linden  boulevard,  north¬ 

west  corner  of  197th  street 
(Block  1960,  Lot  115),  St. 
Albans,  Borough  of  Queens, 
N.B.  6764-38. 


112-39-A . F.D . 211  60th  street,  northeast  corner 

of  Second  avenue  (Block  861, 
Lot  1),  Borough  of  Brooklyn, 
77684-L.C. 


113-39-SM . Keystone  Portland  Cement,  and 

Velroca  High  Early  Strength 
Portland  Cement,  manufac¬ 
tured  by  Keystone  Portland 
Cement  Company,  Inc., 

Material. 


114-39-A . H.B . 1510  Jessup  avenue,  east  side, 

75  ft.  north  of  West  172nd 
street  (Block  2872,  Lot  287), 
Borough  of  The  Bronx, 

Order  and  Decision. 


104-39-BZ _ H.B.Bx . 606-612  Grand  concourse,  east 

side,  175  ft.  north  of  East 
150th  street  (Block  2443,  Lots 
45-47  inclusive),  Borough  of 
The  Bronx,  N.B.  709-38. 


115-39-A . H.B.B . 429  Columbia  street,  east  side, 

80  ft.  south  of  Huntington 
street  (Block  534,  Lot  6)  Bor¬ 
ough  of  Brooklyn,  Alt.  177-39. 
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Restored  to  Calendar. 


410-31-BZ. . .  H.B.Q . 175-14  Horace  Harding  boule¬ 

vard,  S.  S.,  117.71  ft.  west  of 
Utopia  Parkway  (Block  2661, 
Lot  26),  Flushing,  Borough 
of  Queens,  N.B.  4258-31. 

109-29-BZ . H.B.B . 948-960  Coney  Island  avenue, 

southwest  corner  of  Webster 
avenue  (Block  5425,  Lot  26)  ; 
Borough  of  Brooklyn, 

Applic.  37-39. 


614-37-BZ  .  ...H.B.M . 415  Sixth  avenue  and  1-5  Green¬ 

wich  avenue,  southwest  cor¬ 
ner  (Block  593,  Lot  13),  Bor¬ 
ough  of  Manhattan, 

Decision. 


1196-38-A . H.B.M . 38-40  West  48th  street,  S.  S., 

388.67  ft.  east  of  Sixth  avenue 
(Block  1263,  Lot  58),  Bor¬ 
ough  of  Manhattan, 

F.P.  Applic.  792-38. 


641-30-BZ . H.B.Q . South  side  of  Hillside  avenue, 

41  ft.  east  of  207th  street 
(Block  1508,  Lots  3,  4  and  5), 
Queens  Village,  Borough  of 
Queens,  N.B.  5846-30. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Build¬ 
ings  :  H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn ; 
H.B.M. — Department  of  Housing  and  Buildings,  Manhattan; 
H.B.Q. — Department  of  Housing  and  Buildings,  Queens; 
H.B.B. — Department  of  Housing  and  Buildings,  Richmond ; 
11.15. Bx. — Department  of  Housing  and  Buildings,  Bronx;  H.D. — 
Health  Department  and  F.D. — Fire  Department. 


CERTIORARI  ORDERS  SERVED  ON  BOARD  OF 
STANDARDS  AND  APPEALS 

On  February  1,  1939,  Jacob  Beller,  attorney,  served  on  board, 

petition  and  order  of  certiorari,  on  behalf  of  Henrietta  Coopersmitli, 
owner,  in  re  decision  of  board  as  to  revocation  of  certificate  of 

occupancy,  Cal.  No.  8S1-38-A,  premises  E.S.  Northern  boulevard, 
92  ft.  north  of  Walling  street,  Forest  Hills,  Borough  of  Queens. 

*  *  * 

On  February  1.  1939,  Jacob  Beller,  attorney,  served  on  board, 

petition  and  order  of  certiorari,  on  behalf  of  Henrietta  Coopersmith. 
owner,  in  re  decision  of  board  as  to  revocation  of  certificate  of 

occupancy,  Cal.  No.  852-38-A,  premises  N.S.  Walling  street,  100  ft. 

east  of  Northern  boulevard,  Forest  Hills,  Borough  of  Queens. 

*  *  * 

On  February  1,  1939,  Jacob  Beller,  attorney,  served  on  board, 

petition  and  order  of  certiorari,  on  behalf  of  Henrietta  Coopersmith. 
owner,  in  re  decision  of  board  as  to  revocation  of  certificate  of 

occupancy,  Cal.  No.  855-38-A,  premises  N.S.  Walling  street,  150  ft. 
east  of  Northern  boulevard,  Forest  Hills,  Borough  of  Queens. 

*  *  * 

On  February  1,  1939,  Jacob  Beller,  attorney,  served  on  board, 

petition  and  order  of  certiorari,  on  behalf  of  Henrietta  Coopersmith, 
owner,  in  re  decision  of  board  as  to  revocation  of  certificate  of 

occupancy,  Cal.  No.  856-38-A,  premises  N.S.  Walling  street,  200  ft. 
east  of  Northern  boulevard.  Forest  Hills,  Borough  of  Queens. 


RULES 


Certificate  of  Occupancy,  approved 
form  . 


Fire  Retarding  Rules  for  Garages, 

etc . 


Last 

Publication  in 

Bulletin 

Jan. 

1 

24, 

1939— Vol. 

24, 

No. 

4 

Aug. 

23, 

1938— Vol. 

23, 

No. 

34 

July 

13, 

1937— Vol. 

22, 

No. 

28 

Aug. 

3, 

1937— Vol. 

22, 

No. 

31 

Mar. 

3, 

1936— Vol. 

21, 

No. 

9 

fune 

15, 

1937 — Vol. 

22, 

No. 

24 

Dec. 

13, 

1938— Vol. 

23, 

No. 

50 

Dec. 

27, 

1938— Vol. 

23, 

No. 

52 

Nov. 

22, 

1938— Vol. 

23, 

No. 

47 

Feb. 

7, 

1939— Vol. 

24, 

No. 

6 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Nov. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Oil  Burner  Rules . Jan. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Sept. 

Platform  Trucks,  Specifications  for. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply) . Feb. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.CJan. 

Smoking  in  Factories,  Rules  for.... Jan. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Apr.  10,  1923— Vol.  8,  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Mar. 

Fireline  Hose  Valves . Feb. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Jan. 

Fuel  Oil  Fill  Pipe  Terminals . Jan. 

Fuel  Oil  Burners  for  Industrial  Use. Aug 

Fuel  Oil  Pumps . Jan. 

Gas  Heaters . Jan. 

Paint,  Varnish  and  Lacquer  Spray 

ing  Equipment  . Sept 

Range  Oil  Burners  and  Space 
Heaters  . Jan. 


13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

1,  1938— Vol.  23,  No.  44 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
3,  1939— Vol.  24,  No.  1 

13,  1938— Vol.  23,  No.  37 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 

7,  1939— Vol.  24,  No.  6 

7,  1937— Vol.  22,  No.  36 
31,  1939— Vol.  24,  No.  5 
17,  1939— Vol.  24,  No.  3 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 


5,  1935— Vol.  20,  No.  10 

7,  1939— Vol.  24,  No.  6 


3,  1939— Vol.  24,  No. 
3,  1939— Vol.  24,  No. 
30,  1938— Vol.  23,  No. 
3,  1939— Vol.  24,  No. 
3,  1939— Vol.  24,  No. 


13,  1938— Vol.  23,  No.  37 


3,  1939— Vol.  24,  No.  1 


FEBRUARY  7,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  Febru¬ 
ary  7,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  Manhattan,  on  the  following  matters : 


cal.  no.  531-37-BZ — Application,  November  9,  1937,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  James  Mosgoffian,  ap¬ 
plicant  and  lessee,  on  behalf  of  Annie 
Zins,  owner,  to  permit  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  resi¬ 
dence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  (previously  dismissed  for  lack 
of  prosecution;  reopened  and  restored 
to  calendar  January  17,  1939)  ;  prem¬ 
ises  23-28,  23-30  and  23-32  30th  avenue, 
south  side,  91.83  ft.  west  of  Crescent 
street  (Block  No.  572,  Lot  Nos.  37 
and  38),  Astoria,  Borough  of  Queens. 

cal.  no.  865-38-BZ — Application,  October  6,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  William  Shary,  applicant,  on 
behalf  of  French  Benevolent  Society, 
owner,  to  permit  in  a  retail  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motoi 
vehicles;  premises  450-458  West  34th 
street,  south  side,  175  ft.  9l/2  in.  east 
of  10th  avenue  (Block  No.  731,  Lot 
No.  72),  Borough  of  Manhattan. 

cal.  no.  489-37-BZ — Application,  October  13,  1937,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Anna  M.  O’Connor,  ap¬ 
plicant,  on  behalf  of  Winifred  B. 
Wood,  owner  (Thomas  Ferry,  lessee), 
to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis- 
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trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  38-15  Union 
street,  east  side,  190  ft.  north  of  Roose¬ 
velt  avenue  (Block  No.  5020,  Lot  No. 
3),  Flushing,  Borough  of  Queens. 

cal.  no.  770-38-BZ — Application  August  29,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  Samuels  and  Samuels,  appli¬ 
cants,  on  behalf  of  Minnie  Zagarino, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  extension  and  reconstruction 
of  a  gasoline  service  station  (prev¬ 
iously  granted  by  the  board)  premises 
109-61  to  109-73  Van  Wyck  boulevard 
and  109-118  to  109-130  Lincoln  avenue, 
northeast  corner  (Block  No.  10066,  Lot 
No.  1),  Jamaica,  Borough  of  Queens. 

cal.  no.  408-38-BZ — Application  of  William  T.  McMahon, 
applicant  and  lessee,  on  behalf  of  Hans 
Donhauser,  Inc.,  owner,  reopened  and 
restored  to  calendar  December  6,  1938 
(previously  withdrawn),  under  section 
21  of  the  building  zone  resolution,  to 
permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  72- 
01  Astoria  boulevard  (Grand  Central 
Parkway  Extension),  northeast  corner 
of  72nd  street  (Block  No.  1004,  Lot 
No.  52),  Astoria,  Borough  of  Queens. 

cal.  no.  794-38-BZ — Application,  September  14,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  M.  O’Neill,  applicant,  on 
behalf  of  Joseph  Bermel,  Inc.,  owner, 
to  permit  partly  in  an  unrestricted  use 
district  and  partly  in  a  residence  use 
district  the  maintenance  of  a  stone 
yard ;  premises  79-37  to  79-39  67th  road 
(Steuben  street),  100  ft.  west  of  80th 
street  (Block  No.  3780,  Lot  Nos.  30, 
49  and  50),  Middle  Village,  Borough 
of  Queens. 

cal.  no.  132-38-BZ — Application,  March  2,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 
of  Harlem  Savings  Bank,  owner,  to 
permit  in  an  unrestricted  use  district 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  upon  a  street, 
between  two  (2)  intersecting  streets, 
upon  which  there  is  located  an  exit 
from  a  school  through  a  playground 
connected  with  the  school ;  premises 
439-445  West  39th  street,  north  side, 
200  ft.  east  of  10th  avenue  (Block  No. 
737,  Lot  Nos.  10-13),  Borough  of  Man¬ 
hattan. 

cal.  no.  592-24-BZ — Application  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Fannie  Blumberg, 
owner,  reopened  December  20,  1938, 
under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a 
business  use  district  the  alteration  of 
a  gasoline  service  station  and  garage, 
previously  granted  by  the  board,  by  the 
removal  of  a  required  wall  on  Rogers 


avenue  and  the  alteration  of  the  ga¬ 
rage  by  the  inclusion  of  a  lubritorium 
as  part  of  the  gasoline  station ;  prem¬ 
ises  240-250  Empire  boulevard,  south¬ 
west  corner  of  Rogers  avenue  (Block 
No.  1314,  Lot  No.  44),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  7,  1939,  2  P.  M. 

Appeals  from  Administrative  Orders 

11 18-38- A— 59-83  59th  street,  east  side,  272.6  ft.  south  of 
59th  drive  (Block  No.  2649,  Lot  No.  135), 
Maspeth,  Borough  of  Queens. 

1155-38- A— 1049-1065  Rockaway  avenue,  east  side,  32  ft.  7 
in.  south  of  Linden  boulevard  (Block  No. 
3644A,  Lot  No.  4),  Borough  of  Brooklyn, 
of  Hart  street  (Block  No.  3236,  Lot  No. 
5),  Borough  of  Brooklyn. 

11-39- A — 5-42  to  5-48  47th  avenue,  south  side,  100  ft. 

west  of  Vernon  boulevard  (Block  No.  29, 
Lot  No.  42),  Long  Island  City,  Borough 
of  Queens. 

34- 39- A— 601-603  West  129th  street  (St.  Clair  place)  and 

3221  Broadway,  northwest  corner  (Block 
No.  1996,  Lot  No.  29),  Borough  of  Man¬ 
hattan. 

35- 39-A— 755-765  Broadway  and  766-792  Flushing  avenue, 

northeast  corner  (Block  No.  3130,  Lot 
Nos.  2  and  4),  Borough  of  Brooklyn. 

36- 39-A— -1057  Beach  20th  street,  north  side,  79.80  ft. 

east  of  Mott  avenue  and  1064-1066  Beach 
21st  street  (Block  No.  212,  Lot  No.  57), 
Far  Rockaway,  Borough  of  Queens. 

38- 39- A — 1018-1024  Flatbush  avenue  and  2118-2130  Re¬ 

gent  place,  southwest  corner  (Block  No. 
5125,  Lot  No.  51),  Borough  of  Brooklyn. 

39- 39- A— 114-06  to  114-08  Liberty  avenue,  south  side, 

45  ft.  7  in.  east  of  114th  street  (Block 
No.  9537,  Lot  No.  3),  Richmond  Hill, 
Borough  of  Queens. 

73-39-A— 121  West  82nd  street,  north  side,  300  ft.  west 
of  Columbus  avenue  (Block  No.  1213,  Lot 
No.  20),  Borough  of  Manhattan. 

1 142-38- A- WF— 112-33  Colonial  avenue,  north  side,  77.53  ft. 

west  of  Corona  avenue  (Block  No.  1972, 
Lot  Nos.  58  and  59),  Corona,  Borough  of 
Queens. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  Feb - 
ruary  7,  1939,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matters, .  except 
cases  which  have  been  heard  and  on  which  decision  has 
been  reserved  without  further  argument,  pending  an  in¬ 
spection  and  a  report  with  recommendation  by  the  com¬ 
mittee  of  the  board : 

cal.  no.  1011-38-BZ — Application,  November  9,  1938,  under 
sections  7 a  and  21  of  the  building  zone 
resolution,  of  Albert  C.  Benson,  appli¬ 
cant,  on  behalf  of  Marie  D.  Dobran, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of 
an  accessory  building  on  an  existing 
gasoline  service  station;  premises  111- 
66  Corona  avenue  and  112-35  to  112-43 
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Colonial  avenue,  southwest  corner 
(Block  No.  1972,  Lot  Nos.  53  and  56), 
Corona,  Borough  of  Queens. 

cal.  no.  729-38-BZ — Application,  August  22,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  B.  Lynch,  appli¬ 
cant,  on  behalf  of  Talbo  Gasoline  Com¬ 
pany,  Inc.,  owner  (Colonial  Beacon  Oil 
Co.,  Inc.,  lessee),  to  permit  in  a  busi¬ 
ness  use  district  the  extension  of  an 
existing  gasoline  service  station ;  3150- 
3158  Boston  road,  southeast  corner  of 
Laconia  avenue  (Block  No.  4614,  Lot 
No.  9),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  15,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  Feb¬ 
ruary  15,  1939,  at  10  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matters : 

cal.  no.  94-38-BZ — Application,  February  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Arthur  W.  Renander,  appli¬ 
cant,  on  behalf  of  Jeho  Co.,  Inc.,  owner 
(Jamaica  Parking  Co.,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  89-02  to  89-12  166th  street, 
southwest  corner  of  89th  avenue 
(Block  No.  866,  Lot  No.  72),  Jamaica, 
Borough  of  Queens. 

cal.  no.  1050-38-BZ— Application,  November  18,  1938,  un¬ 
der  section  21  of  the  building  zone  res¬ 
olution,  of  Sidney  H.  Kitzler,  appli¬ 
cant,  on  behalf  of  John  Meurer,  owner, 
to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station,  office,  auto  laundry, 
lubritorium  and  brake  and  battery 
service;  premises  6411-6423  13th  ave¬ 
nue  and  1301-1305  65th  street,  north¬ 
east  corner  (Block  No.  5747,  Lot  Nos. 
1  and  5),  Borough  of  Brooklyn. 

cal.  no.  1197-38-BZ — Application,  December  23,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Edgar  J.  Moeller,  applicant, 
on  behalf  of  Three  Fourteen  West 
34th  Street  Corporation,  owner,  (Allen 
Kerr,  lessee),  to  permit  in  a  retail  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  314-318  West 
34th  street,  south  side,  225  ft.  west  of 
8th  avenue  (Block  No.  757,  Lot  Nos. 
46  to  48,  inclusive),  Borough  of  Man¬ 
hattan. 

cal.  no.  1203-38-BZ — Application,  December  27,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  Siebert,  applicant,  on 
behalf  of  Solomon  Nolar  and  Embro 
Realty  Corporation,  owners,  to  permit 


partly  in  a  residence  use  district  and 
partly  in  a  business  use  district  the 
erection  and  maintenance  of  an  exten¬ 
sion  to  an  existing  business  building; 
also,  proposed  extension  does  not  com¬ 
ply  with  area  requirements  as  to  cover¬ 
age  of  plot  and  rear  yard  require¬ 
ments;  premises  94-77  to  94-81  217th 
street,  east  side,  88  ft.  1J4  in.  north  of 
Jamaica  avenue  and  217-05  to  217-09 
Jericho  turnpike  (Block  No.  1599,  Lot 
Nos.  41  to  43,  inclusive),  Queens  Vil¬ 
lage,  Borough  of  Queens. 

cal.  no.  30-39-BZ — Application,  January  11,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rosario  Candela,  applicant,  on 
behalf  of  Regency  Park,  Inc.,  owner, 
to  permit  in  a  residence  use  and,  also, 
“E”  and  “F”  area  districts  the  erection 
and  maintenance  of  three  (3)  units  of 
Class  “A”  multiple  dwellings  not  con¬ 
forming  with  the  area  requirements  of 
the  building  zone  resolution ;  premises 
141-02  to  141-48  78th  avenue,  141-03  to 
141-45  78th  road,  141-02  to  141-48  78th 
road,  141-03  to  141-45  79th  avenue, 
141-02  to  141-48  79th  avenue  and  141-03 
to  141-45  Union  turnpike  (square 
blocks  bounded  by  Union  turnpike, 
141st  street,  79th  avenue  and  Main 
street,  79th  avenue,  141st  street,  78th 
road  and  Main  street  and  78th  road, 
141st  street,  78th  avenue  and  Main 
street)  ;  (Block  Nos.  6631,  6632  and 
6633,  Lot  No.  1),  Flushing,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  15,  1939,  2  P.  M. 

Appeals  from  Administrative  Orders 

45-39- A — 75-11  to  75-19  Roosevelt  avenue  and  37-60  76th 
street,  west  side,  between  Roosevelt  ave¬ 
nue  and  37th  road  (Block  No.  1286,  Lot 
No.  66),  Jackson  Heights,  Borough  of 
Queens. 

1 008-38- A-WF — 126-14  38th  avenue,  south  side,  100  ft.  east 
of  126th  street  (Block  No.  1826,  Lot  No. 
14),  Corona,  Borough  of  Queens. 

90-39-A — 84-49  168th  (Grand)  street,  east  side,  150.82  ft. 

north  of  Gothic  drive  and  84-50  169th 
street  (Ackroyd  avenue),  west  side,  165.01 
ft.  north  of  Gothic  drive  (Block  No.  9860 
Lot  No.  40),  Jamaica,  Borough  of  Queens. 

86-39-A — 135  Tompkins  avenue,  east  side,  200  ft.  north 
of  Vanderbilt  avenue  (Block  No.  53A, 
Lot  No.  81),  Stapleton,  Borough  of  Rich¬ 
mond. 

953-38-A— 39-04  Main  street,  southwest  corner  of  39th 
avenue  (Block  No.  843,  Lot  No.  48), 
Flushing,  Borough  of  Queens. 

1016-38-A — 414-418  Marcy  avenue,  southwest  corner  of 
Walton  street  (Block  No.  2244  Lot  No. 
36)  Borough  of  Brooklyn. 

1219-38-A — 289-293  Powell  street,  east  side,  250  ft.  south  of 
Sutter  avenue  (Block  No.  3763,  Lot.  No. 
11),  Borough  of  Brooklyn. 

16-39- A — 1901-1911  West  12th  street  and  50-60  Avenue  S, 
southeast  corner  (Block  No.  7077,  Lot  No. 
1),  Borough  of  Brooklyn. 
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65-39-A— 520-522  East  152d  street,  601-605  Brook  avenue, 
southwest  corner  and  455-459  Westchester 
avenue,  north  side,  82  ft.  8J4  in.  west  of 
Brook  avenue  (Block  No.  2361,  Lot  Nos. 

1  and  5),  Borough  of  The  Bronx. 

78-39-A— 877  Glenmore  avenue,  north  side,  20  ft.  west  of 
Milford  street  (Block  No.  3992,  Lot.  No. 
39),  Borough  of  Brooklyn. 

8 1-39- A— 30-91  Steinway  street,  east  side,  98  ft.  3  in. 

north  of  31st  avenue  (Block  No.  680,  Lot 
No.  9),  Long  Island  City,  Borough  of 
Queens. 

83- 39-A — 160  Silver  Lake  road,  south  side,  200  ft.  west 

of  Havenwood  road  and  153  ft.  east  ot 
Brighton  avenue  (Block  No.  129,  Lot  No. 
28),  Brighton  Heights,  Borough  of  Rich¬ 
mond. 

84- 39-A — 433  Broome  street,  south  side,  124  ft.  3  in.  east 

of  Broadway  (Block  No.  473,  Lot  No. 
16),  Borough  of  Manhattan. 

87- 39-A— 2384-2388  Fulton  street,  south  side,  200  ft.  east 

of  Sackman  street  (Block  No.  1554,  Lot 
No.  9),  Borough  of  Brooklyn. 

88- 39-A — 29-10  Thomson  avenue,  south  side,_  from 

29th  to  30th  streets  (Block  No.  273,  Lot 
No.  1),  Long  Island  City,  Borough  of 
Queens. 

92- 39-A— 524  Third  avenue,  west  side,  40  ft.  south  of 

12th  street  (Block  No.  1026,  Lot  No.  35), 
Borough  of  Brooklyn. 

93- 39-A— 300  East  145th  street,  southwest  corner  of 

College  avenue  (Block  No.  2.325,  Lot  No. 
14),  Borough  of  The  Bronx. 

95-39-A — 141-153  Lincoln  avenue,  northwest  corner  of 
East  134th  street  (Block  No.  2317,  Lot 
Nos.  43-49),  Borough  of  The  Bronx. 

97-39- A — 349-357  West  27th  street,  north  side,  206.3  ft. 

east  of  Ninth  avenue  (Block  No.  751,  Lot 
Nos.  10  to  14,  inclusive),  Borough  of 
Manhattan. 

99_39_A— 2856-2870  Third  avenue,  410-428  Westchester 
avenue,  southeast  corner  and  545-549  Ber¬ 
gen  avenue  (Block  No.  2294,  Lot  Nos. 
4-6-9),  Borough  of  The  Bronx. 

112-39- A— 211  60th  street,  northeast  corner  of  Second 
avenue  (Block  No.  861,  Lot  No.  1), 
Borough  of  Brooklyn. 

114- 39- A — 1510  Jessup  avenue,  east  side,  75  ft.  north  of 

West  172d  street  (Block  No.  2872,  Lot 
No.  287),  Borough  of  The  Bronx. 

115- 39- A— 429  Columbia  street,  east  side,  80  ft.  south  of 

Huntington  street  (Block  No.  534,  Lot 
No.  6),  Borough  of  Brooklyn. 

116- 39-A— 126-11  and  126-13  Liberty  avenue,  north  side, 

60  ft.  west  of  127th  street  (Block  No. 
9563,  Lot  Nos.  23  and  24),  Richmond  Hill, 
Borough  of  Queens. 

11 7- 39- A— 329  Greenwich  street  and  60-68  Beach  street, 

southwest  corner  (Block  No.  186,  Lot 
No.  30),  Borough  of  Manhattan. 

11 9-39- A— 2917-2921  (2925  displayed)  West  17th  street, 
east  side,  210  ft.  north  of  Surf  avenue 
(Block  No.  7062,  Lot  No.  28),  Borough  of 
Brooklyn. 

121-39-A— 743-765  Lexington  avenue,  east  side,  from  East 
59th  street  to  East  60th  street,  135-163 
East  59th  street,  140-176  East  60th  street 
and  990-1008  Third  avenue  (Block  No. 
1394,  Lot  No.  23),  Borough  of  Manhattan. 


129- 39-A— 75-67  and  75-81  185th  street,  east  side,  640  ft. 

and  680  ft.  south  of  75th  avenue  (Block 
No.  7202,  Lot  No.  32),  Jamaica,  Borough 
of  Queens. 

130- 39- A— West  side  of  Independence  avenue,  164  ft. 

north  of  West  246th  street  (Block  No. 
3418,  Lot  No.  518),  Borough  of  The 
Bronx. 

134-39- A— 232-234  West  28th  street,  south  side  370  ft  1 
in.  east  of  Eighth  avenue  (Block  No.  777, 
Lot  Nos.  61  and  62),  Borough  of  Man¬ 
hattan. 


141-39- A — 17  East  86th  street,  north  side,  112  ft.  9/2  in. 

west  of  Madison  avenue  (Block  No.  1498, 
Lot  No.  12),  Borough  of  Manhattan. 

144-39-A— East  side  of  Elmhurst  avenue,  between  Elbert- 
son  avenue  and  Forley  street  (Block  No. 
1554,  Lot  No.  1),  Elmhurst,  Borough  of 
Queens. 

148-39- A— 422-428  Kent  avenue,  southwest  corner  of 
South  8th  street  (Block  No.  2134,  Lot 
No.  7),  Borough  of  Brooklyn. 


80-39- A — 712-714  Brighton  Beach  avenue  and  3212-3214 
Coney  Island  avenue,  southwest  corner 
(Block  No.  7824,  Lot  No.  2419),  Borough 
of  Brooklyn. 


106-39- A— 57-37  to  57-39  Myrtle  avenue,  north  side,  140 
ft.  west  of  Onderdonk  avenue  and  928 
Onderdonk  avenue  (Block  No.  3466,  Lot 
Nos.  38  and  39),  Ridgewood,  Borough  of 
Queens. 


107-39-A— 746-750  Nostrand  avenue,  west  side,  91  ft  1 
in.  south  of  Park  place  (Block  No.  1240, 

T  ^4.  \T /-v r>  A(\\  ■Rot-rviio-Vi  nf  'Rrooklvtl. 


123-39- A— 


314  East  204th  street,  south  side,  51  ft.  west  of 
Hull  avenue  (Block  No.  3333,  Lot  No. 
34),  Borough  of  The  Bronx. 


124-39-A— 303-305  Broadway,  northeast  side,  50  ft.  south¬ 
east  of  Marcy  avenue  and  161  Marcy  ave¬ 
nue  (Block  No.  2461,  Lot  No.  1),  Borough 
of  Brooklyn. 


125-39-A — 147-09  to  147-11  Jamaica  avenue  and  91-31 
Sutphin  boulevard,  northeast  corner 
(Block  No.  780,  Lot  No.  1),  Jamaica, 
Borough  of  Queens. 


126-39-A— 68-09  to  68-11  Myrtle  avenue,  north  side,  76  ft. 

9l/i  in.  west  of  68th  place  (Block  No.  3682, 
Lot  No.  40),  Glendale,  Borough  of  Queens. 


127- 39-A— 707-709  Allerton  avenue,  north  side,  36  ft.  east 

of  White  Plains  avenue  (Block  No.  4509, 
Lot  No.  2),  Borough  of  The  Bronx. 

128- 39-A — 3728  White  Plains  avenue,  northeast  corner  of 

East  217th  street  (Block  No.  4665,  Lot 
No.  49),  Borough  of  The  Bronx. 

138-39-A— 217-05  to  217-09  Jamaica  avenue  (Jericho 
turnpike),  north  side,  38.55  ft.  east  of 
217th  street  (Block  No.  1599,  Lot  No.  36), 
Queens  Village,  Borough  of  Queens. 

146-39-A — 184-186  Dyckman  street,  south  side,  300  ft.  west 
of  Sherman  avenue  (Block  No.  2175,  Lot 
No.  61),  Borough  of  Manhattan. 


Variation  of  Labor  Law 

143-39- S— 485  Madison  avenue,  and  28-36  East  52d  street, 
southeast  corner  (Block  No.  1287,  Lot 
Nos.  48,  49,  50  and  52),  Boough  of  Man¬ 
hattan. 


186 


CALENDAR 


Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  afternoon, 
February  15,  1939,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matters,  except  cases 
which  have  been  heard  and  on  which  decision  has  been 
reserved  without  further  argument,  pending  an  inspection 
and  a  report  with  recommendation  by  the  committee  of 
the  board : 


cal.  no.  740-38-BZ — Application,  August  24,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sutta  and  Frankel,  applicants, 
on  behalf  of  Janice  H.  Devore,  owner, 
to  permit  in  a  residence  use  district 
the  erection  and  maintenance  of  a  gas¬ 
oline  service  station  and,  also,  an  acces¬ 
sory  building  to  be  used  as  auto  laun¬ 
dry,  lubritorium  and  office ;  premises 
1940-1960  Linden  boulevard,  south  side, 
from  Pennsylvania  avenue  to  New  Jer¬ 
sey  avenue,  785-795  Pennsylvania  ave¬ 
nue  and  848-858  New  Jersey  avenue 
(Block  No.  4347,  part  of  Lot  No.  1), 
Borough  of  Brooklyn. 

cal.  no.  569-37-BZ — Application,  December  2,  1937,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Sophie  Galum- 
beck,  owner  (Flatbush  Coal  and  Coke 
Corporation,  lessee),  to  permit  in  a 
residence  district  the  operation  of  coal 
pockets,  coal  storage,  truck  driveway 
and  railroad  siding ;  premises  2030-2044 
McDonald  avenue,  west  side,  339  ft.  6 
in.  north  of  Avenue  S  and  49-57  Lake 
street  (Block  No.  6680,  Lot  Nos.  23, 
124  and  125),  Borough  of  Brooklyn. 

cal.  no.  858-38-BZ — Application,  October  6, 1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  W.  H.  and  J.  F.  Dusenbury,  appli¬ 
cants,  on  behalf  of  Margaret  Demuth, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5> 
motor  vehicles;  premises  3513-3515 
Jerome  avenue,  west  side,  180.44  ft. 
south  of  Gun  Hill  road  (Block  No. 
3324-B,  Lot  No.  142),  Borough  of  The 
Bronx. 

cal.  no.  403-37-BZ — Application  August  12,  1937,  under 
section  7h  of  the  building  zone  resolu¬ 
tion  of  Max  Silver,  lessee,  on  behalf 
of  Reproduction  Furniture  Manufac¬ 
turing  Co.,  Inc.,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  507- 
511  Sheffield  avenue,  east  side,  40  ft. 
south  of  Livonia  avenue  (Block  No. 
3822,  part  of  Lot  No.  18),  Borough  of 
Brooklyn. 

cal.  no.  738-38-BZ — Application,  August  23,  1938,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Bernard  Trencher,  appli¬ 
cant,  on  behalf  of  Mary  T.  Hasselman 


and  Anastasia  L.  Bartley,  owners 
(Socony- Vacuum  Oil  Company,  Inc., 
lessee),  to  permit  in  a  residence  use 
district  the  extension  of  a  gasoline  ser¬ 
vice  station  and  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gasoline  service  station  office,  lubri- 
tory,  auto  laundry  and  for  the  sale  of 
accessories;  premises  1815-1825  Ocean 
avenue,  east  side,  280  ft.  south  of  Ave¬ 
nue  M  (Block  No.  7656,  Lot  No.  55 
and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 

cal.  no.  410-31 -BZ — Application  of  Joseph  A.  Marck,  ap¬ 
plicant,  on  behalf  of  Louise  De  Vito, 
owner,  reopened  January  31,  1939,  for 
consideration  as  to  extension  of  time 
to  obtain  permits  and  to  complete  work 
—time  having  expired  by  limitation — 
re  Application,  previously  granted  on 
condition,  under  section  7f  of  the 
building  zone  resolution,  permitting 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the 
alteration  and  maintenance  of  a  gaso¬ 
line  service  station  for  a  temporary 
period;  premises  175-14  Horace  Hard¬ 
ing  boulevard,  south  side,  117.71  ft. 
west  of  Utopia  parkway  (Block  No. 
2661,  Lot  No.  26),  Flushing,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  21,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
21,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  840-38-BZ — Application,  October  3,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Francis  L.  Shea,  applicant,  on 
behalf  of  The  Trustees  of  the  Sailors 
Snug  Harbor,  owner  (Gertrude  I. 
Bergoff,  lessee),  to  permit  partly  in  a 
business  use  district  and  partly  in  an 
unrestricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  52-58  East  8th  street  and  305 
Mercer  street,  southwest  corner  (Block 
No.  548,  Lot  Nos.  32  to  35,  inclusive), 
Borough  of  Manhattan. 

cal.  no.  901-38-BZ — Application,  October  18,  1938,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  Eunice  B.  Gray,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
use  district  the  alteration  and  conver¬ 
sion  of  an  existing  private  garage  to 
a  public  garage  for  more  than  five  (5) 
motor  vehicles;  premises  154  West 
56th  street,  south  side,  175  ft.  east  of 
7th  avenue  (Block  No.  1008,  Lot  No. 
57),  Borough  of  Manhattan. 

cal.  no.  1173-38-BZ — Application,  December  16,  1938,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  Gray  and  Tomlin,  applicants, 
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on  behalf  of  St.  John’s  Cemetery, 
owner,  to  permit  in  a  residence  use 
district  the  extension  of  an  existing 
business  building;  premises  Northeast 
corner  of  Metropolitan  avenue  and 
80th  street  (Dry  Harbor  road)  ; 
(Block  No.  3071,  Lot  No.  1),  Middle 
Village,  Borough  of  Queens. 

cal.  no.  22-39-BZ— Application,  January  10,  1939,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  Robert  Helmer,  applicant, 
on  behalf  of  C.  T.  Silver,  Inc.,  owner, 
to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a 
gasoline  service  station  ;  premises  3087- 
3103  Nostrand  avenue  and  1720-1734 
Gerritsen  avenue,  southeast  corner 
(Block  No.  6813,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  1148-38-BZ— Application,  December  10,  1938,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  John  F.  Meehan,  applicant, 
on  behalf  of  James  P.  Kelly,  owner, 
to  permit  in  a  residence  use  district 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles ;  premises  49-01 
48th  avenue,  northeast  corner  of  49th 
street  (Block  No.  2287,  Lot  Nos.  1 
to  8,  inclusive),  Long  Island  City, 
Borough  of  Queens. 

cal.  no.  566-38-BZ— Application,  June  30,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Henry  Nordheim,  applicant,  on  be¬ 
half  of  Pauline  Schechter,  owner,  to 
permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use 
district  the  conversion  of  occupancy 
of  an  existing  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles ; 
premises  862  East  162d'  street,  south 
side,  125  ft.  east  of  Prospect  avenue 
(Block  No.  2690,  Lot  No.  28),  Bor¬ 
ough  of  The  Bronx. 


FEBRUARY  21,  1939,  2  P.  M. 


Appeals  from  Administrative  Orders 

1194-38- A — 40  Riverside  drive,  northeast  corner  of  West 
76th  street  (Block  No.  1185,  Lot  No.  49), 
Borough  of  Manhattan. 

61-39-A— 133  Bowery,  east  side,  50  ft.  1  in.  north  of 
Grand  street  (Block  No.  423,  Lot  No.  3), 
Borough  of  Manhattan. 

101- 39- A— 316  West  104th  street,  south  side  140  ft.  east 

of  Riverside  drive  (Block  No.  1890,  Lot 
No.  69),  Borough  of  Manhattan. 

102- 39-A— 318  West  104th  street,  south  side  140  ft.  east 

of  Riverside  drive  (Block  No.  1890,  Lot 
No  70V  Borough  of  Manhattan. 


151-39-A— 49-16,  49-36  and  50-04  Douglaston  parkway, 
west  side,  block  front  between  Hanford 
street  (Forest  drive)  and  Maryland  road 
and  49-49  Hanford  street  (Forest  drive)  ; 
(Block  No.  8171,  Lot  No.  19),  Douglas¬ 
ton,  Borough  of  Queens. 


152-39-A— 49-20,  49-24  and  49-30  Hanford  street  (Forest 
drive),  south  side,  373.11  ft.  west  of 
Douglaston  parkway  (Block  No.  8167, 
Lot  No.  98),  Douglaston,  Borough  of 
Queens. 

158-39- A — 25  Bowery,  east  side,  49  ft.  1  in.  south  of 
Bayard  street  (Block  No.  289,  Lot  No. 
11),  Borough  of  Manhattan. 


180-39- A— 4729  Third  avenue,  Junction  of  Park  avenue 
and  Third  avenue  (Block  No.  3041,  Lot 
No.  47),  Borough  of  The  Bronx. 


Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  Feb¬ 
ruary  21,  1939,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matter,  except  cases 
which  have  been  heard  and  on  which  decision  has  been 
reserved  without  further  argument,  pending  an  inspection 
and  a  report  with  recommendation  by  the  committee  of 
the  board : 


cal.  no.  908-38-BZ— Application,  October  18,  1938,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  Edwin  H.  Snackenberg,  appli¬ 
cant,  on  behalf  of  Benjamin  Siegel, 
owner,  to  permit  in  a  business  use 
district,  the  extension  of  a  gasoline 
service  station,  previously  denied  by 
the  board  and  granted  under  decision 
of  the  Court;  premises  110-44  to  110- 
56  Springfield  boulevard  and  216-39 
to  216-49  111th  avenue,  northwest  cor¬ 
ner  (Block  No.  2038,  Lot  Nos.  31  and 
33),  Queens  Village,  Borough  of 
Queens. 

cal.  no.  1178-38-BZ — Application,  December  15,  1938,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  David  Kaufman,  applicant, 
on  behalf  of  Seymarn  Realty  Corpora¬ 
tion,  owner,  to  permit  in  a  business 
use  district  the  erection  and  mainten¬ 
ance  of  a  gasoline  service  station ; 
premises  3548-3552  Jerome  avenue,  east 
side,  50  ft.  south  of  East  212th  street 
(Block  No.  3328,  Lot  Nos.  28  and 
29),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


cal.  no.  1137-38-BZ — Application,  December  9,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Franklin  M.  White, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  alteration  and  change  of  oc¬ 
cupancy  of  a  garage  for  more  than 
five  (5)  motor  vehicles  to  a  motor 
vehicle  repair  shop,  lubritorium,  auto 
laundry  and  gasoline  service  station ; 
premises  1060-1064  Bedford  avenue  and 
224-228  Clifton  place,  southwest  corner 
(Block  No.  1954,  Lot  Nos.  22  and  24), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  28,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
28,  1939,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  921-38-BZ — Application,  October  25,  1938,  under 
section  21  of  the  building  zone  resolu- 


188 


CALENDAR 


tion,  of  Joseph  V.  Iaricci,  applicant,  on 
behalf  of  Joseph  P.  Kissling,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  110-40  Horace 
Harding  boulevard  (Nassau  boule¬ 
vard),  southwest  corner  of  Colonial 
avenue  (Block  No.  2161,  Lot  Nos.  115 
and  118),  Corona,  Borough  of  Queens. 

cal.  no.  715-38-BZ — Application,  August  12,  1938,  under 
section  7f  of  the  building  zone  resolu¬ 
tion,  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Thomas  Martin,  owner 
(Alfred  A.  Harned,  lessee),  to  permit 
in  a  residence  use  district  the  erection 
and  maintenance  of  a  golf  driving 
range,  for  a  temporary  period  of  two 
(2)  years ;  premises  78-01  to  78-47 
Main  street,  east  side,  318.88  ft.  north 
of  Union  turnpike  (Block  Nos.  6670 
and  6671,  Lot  Nos.  1  and  Block  Nos. 
6689  and  6690,  part  of  Lot  Nos.  1), 
Flushing,  Borough  of  Queens. 

cal.  no.  1028-38-BZ — Application,  November  10,  1938,  un¬ 
der  sections  7b,  7d  and  21  of  the  build¬ 
ing  zone  resolution,  of  Katherine  A. 
Dougherty,  applicant  and  owner,  to 
permit  in  a  residence  use  district  the 
change  of  occupancy  of  part  of  an 
existing  residence  building  to  an  under¬ 
taking  establishment ;  premises  7906 
Seventh  avenue,  southwest  corner  of 
79th  street  (Block  No.  5892,  Lot  No. 
65),  Borough  of  Brooklyn. 

cal.  no.  1052-38-BZ — Application,  November  22,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Herman  Kron,  applicant, 
on  behalf  of  Junior  Ehret  Realty  Cor¬ 
poration,  owner,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  and,  also,  to  permit  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles  on  same  premises ; 
premises  1671-1677  Third  avenue  and 
200  East  94th  street,  southeast  corner 
(Block  No.  1539,  Lot  Nos.  49  to  52, 
inclusive),  Borough  of  Manhattan. 

cal.  no.  1029-38-BZ — Application,  November  15,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels, 
applicants,  on  behalf  of  Anna  L.  Fried¬ 
man,  owner,  to  permit  in  a  business 
use  district  the  erection  and  mainte¬ 


nance  of  a  gasoline  service  station ; 
premises  100-19  to  101-01  Roosevelt 
avenue,  north  side,  extending  through 
to  the  south  side  of  39th  avenue,  466.17 
ft.  west  of  103rd  street  and  100-18  to 
101-02  39th  avenue  (Block  No.  1770, 
Lot  Nos.  11  to  14,  inclusive,  60  and  62), 
Corona,  Borough  of  Queens. 

cal.  no.  1078-38-BZ — Application,  November  28,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Harry  Moran, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
85-04  Broadway,  southwest  corner  of 
Corona  avenue  (Block  No.  1547,  Lot 
No.  21),  Elmhurst,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  28,  1939,  2  P.  M. 

Appeals  from  Administrative  Orders 

1009-38-A — 57-16  Granger  street,  south  side,  136  ft.  east 
of  Martense  avenue  (Block  No.  1950,  Lot 
No.  46),  Corona,  Borough  of  Queens. 

1230-38-A — East  side  of  86th  street,  18  ft.  south  of  25th 
avenue  (Block  No.  1360,  Lot  No.  1),  As¬ 
toria,  Borough  of  Queens. 

50- 39-A — 25-01  86th  street,  southeast  corner  of  25th 

avenue  (Block  No.  1360,  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 

51- 39-A — 25-05  to  25-27  86th  street,  inclusive,  east  side, 

36  ft.  to  252  ft.  south  of  25th  avenue 
(Block  No.  1360,  Lot  No.  1),  Jackson 
Heights,  Borough  of  Queens. 

89-39- A — 2075  Grand  concourse,  southwest  corner  of 
East  180th  street  (Block  No.  3160,  Lot 
No.  20),  Borough  of  The  Bronx. 

11 1-39- A — 58-01  to  58-59  213th  street,  east  side,  between 
Horace  Harding  boulevard  and  58th  ave¬ 
nue  (Block  No.  3325,  part  of  Lot  No.  1), 
Bayside,  Borough  of  Queens. 

Variation  of  Labor  Law 

1207-38-S — 4109  Park  avenue,  northwest  corner  of  East 
175th  street  (Block  No.  2900,  Lot  No.  39), 
Borough  of  The  Bronx. 


MARCH  3,  1939,  10  A.  M. 

RULES 

170-39-SR — Proposed  Rules  on  Uses  of  Insulating  Fibre 
Board. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conveni¬ 
ence  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


MULTIPLE  DWELLING  LAW  ON  SALE 
Copies  of  the  Multiple  Dwelling  Law  are  now  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office,  Room 
2213,  Municipal  Building,  Manhattan.  Price  50c;  by  mail  54c. 
Copies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs  and 
Fire  Towers  are  now  on  sale  at  the  Distribution  Division 
of  the  City  Record  Office,  Room  2213,  Municipal  Build¬ 
ing,  Manhattan.  Price  10c;  by  mail  12c. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JANUARY  31,  1939 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  January  10,  1939  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
January  10,  1939,  were  approved  as  printed  in  Bulletin  No. 
3,  Volume  24. 


BUILDING  ZONE  CASES 

592-24-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Fannie  Blumberg, 
owner. 

SUBJECT — Application  reopened  December  20,  1938 

(re  decision  of  the  acting  borough  superintendent 
of  buildings)  under  sections  7e  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  the  alteration  of  a  gasoline  service 
station  and  garage,  previously  granted  by  the 
board,  by  the  removal  of  a  required  wall  on  Rogers 
avenue  and  the  alteration  of  the  garage  by  the 
inclusion  of  a  lubritorium  as  part  of  the  gasoline 
station. 

PREMISES  AFFECTED— 240-250  Empire  boulevard, 
southwest  corner  of  Rogers  avenue  (Block  No. 
1314,  Lot  No.  44),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition :  Nicholas  J.  Chieco,  Jacob  Gelfand 
and  Saul  Bergman. 

ACTION  OF  BOARD— Laid  over  to  February  7,  1939  at 
10  A.M.,  applicant  to  file  revised  plans. 


132-38-BZ. 

APPLICANT — Herman  Kron,  for  Harlem  Savings  Bank, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  an  unre¬ 
stricted  use  district,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  upon  a  street, 
between  two  (2)  intersecting  streets,  upon  which 
there  is  located  an  exit  from  a  school  through  a 
playground  connected  with  the  school. 

PREMISES  AFFECTED— 439-445  West  39th  street,  north 
side,  200  ft.  east  of  10th  avenue  (Block  No.  737, 
Lot  Nos.  10-13),  Borough  of  Manhattan. 

APPEARANCES—  . 

For  Applicant:  Herman  Kron  and  Daniel  Adel- 
man. 

For  Opposition :  John  Dreasen. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1939  at 
10  A.M.,  for  further  consideration  by  the  board. 


794-38  BZ. 


For  Opposition :  Domenic  A.  Mascia,  Michele 
Cario,  Anna  Mikling,  Milton  Gross,  Anna 
Roth,  Rose  A.  Boss,  Mrs.  M.  Lataille,  Augusta 
Kruger  and  Abraham  Abelson. 

ACTION  OF  BOARD— Laid  over  to  February  7,  1939  at 
10  A.M.,  for  decision  by  the  board,  without  further 
argument. 


1011-38-BZ. 


APPLICANT— Albert  C.  Benson,  for  M.  V.  Dobran,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7a  and  21 
of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance 
of  an  accessory  building  to  an  existing  gasoline 
service  station. 

PREMISES  AFFECTED— 111-66  Corona  avenue  and  112- 
43  Colonial  avenue,  southwest  corner  (Block  No. 
1972,  Lot  Nos.  53  and  56)  Corona,  Borough  of 
Queens. 

APPEARANCES—  ^  „  ,  „r 

For  Applicant:  Albert  C.  Benson  and  Wm. 

Leppin. 

For  Opposition:  L.  C.  Squire,  Worlds  Fair  and 
Harold  Klorfein,  Department  of  Parks. 

ACTION  OF  BOARD— Laid  over  to  February  7,  1939  at 
2  P.M.,  for  further  consideration  and  decision  by 
the  board.  No  further  argument. 


1137-38-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Franklin  M, 
White,  owner. 

SUBJECT— Application  (re  decision  of  the  acting  borougl 
superintendent  of  buildings)  under  section  21  o. 
the  building  zone  resolution,  to  permit  in  a  business 
use  district,  the  alteration  and  change  of  occupancj 
of  a  garage  for  more  than  five  (5)  motor  vehicle: 
to  a  motor  vehicle  repair  shop,  lubritorium,  aut( 
laundry  and  gasoline  service  station. 

PREMISES  AFFECTED— 1060-1064  Bedford  avenue  anc 
224-228  Clifton  place,  southwest  corner  (Bloc! 
No.  1954,  Lot  Nos.  22  and  24),  Borough  o 
Brooklyn. 

APPEARANCES—  ,  _  ...  .. 

For  Applicant  r  Alfred  A.  Lama  and  Franklin  M 

White.  . 

For  Opposition :  Rose  Galperin,  Wm.  B.  Portei 
Clara  Streich,  Mary  Lewis,  Francis  Gitlens 
Augusta  Thompson  and  Max  Wallach. 

ACTION  OF  BOARD— Laid  over  to  February  21,  1939  a 
2  P.M.,  for  inspection  by  committee  of  board,  with 
out  further  argument. 


65-34-BZ.  , 

APPLICANT— John  Burke,  for  Domenick  Schirrip; 


APPLICANT— John  M.  O’Neill,  for  Joseph  Bermel,  Inc., 
owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  partly  in  an 
unrestricted  use  district  and  partly  in  a  residence 
use  district,  the  maintenance  of  a  stone  yard. 

PREMISES  AFFECTED— 79-37  to  79-39  67th  road 
(Steuben  street),  north  side,  100  ft.  west  of  80th 
street  (Block  No.  3780,  Lot  Nos.  30,  49  and  50), 
Middle  Village,  Borough  of  Queens. 

APPEARANCES—  ^  . 

For  Applicant:  Milton  Powell,  Mary  A.  Etting, 
Theodore  McCluskey  and  Daniel  Rohde.  John 
M.  O’Neill,  Henry  H.  Althoff,  Wm.  F.  Bogart, 
Joseph  A.  Bermel,  Nathan  Campbell,  August 
L.  Handel. 


VV  —  m 

SUBJECT— Application  reopened  November  9,  1938  tc 
consideration  under  new  proposal  (re  decisio 
of  the  acting  borough  superintendent  of  buildings 
under  section  21  of  the  building  zone  resolution,  1 
permit  in  a  business  use  district,  the  erection  ar 
maintenance  of  a  gasoline  service  station  (prev 
ously  granted  on  condition  re  refrigerating  plant 
PREMISES  AFFECTED— 5901-5911  13th  avenue  ar 
1302-1310  59th  street,  southeast  corner  (Bloi 
No.  5712,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Charles  A.  Olsen  and  Domenn 
Schirripa. 

For  Opposition :  D.  Sabatino,  Joseph  Davie 
Peter  Caruso,  Mary  Haight,  Amelia  Mechior 
Mary  Sabatino  and  V.  Vitola. 


190 


MINUTES 


ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  .  . .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  . .  4 

Absent  .  0 

THE  RESOLUTION— 

(65-34-BZ) 

Whereas,  Burke  and  Olsen,  for  Domenick  Schirripa, 
owner,  hied  March  8,  1934,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district, 
the  erection  and  maintenance  of  a  refrigerating  plant ; 
premises:  5901-5911  13th  avenue  and  1302-1310  59th  street, 
southeast  corner  (Block  No.  5712,  Lot  No.  1),  Borough  of 
Brooklyn;  and 

Whereas,  this  application  was  granted  by  the  board,  May 
29,  1934,  on  certain  conditions,  but  owner  has  not  com¬ 
pleted  the  work  and  now,  through  his  architect,  John 
Burke,  requests  a  reopening  of  the  application,  to  permit 
the  erection  and  maintenance  of  a  gasoline  service  station ; 
and 

Whereas,  this  application  was  reopened  by  vote  of  the 
board  November  9,  1938;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  31,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  13th  avenue  is  in  a  business 
and  unrestricted  use  district ;  59th  street  is  in  an  unre¬ 
stricted,  business  and  residence  use  district ;  60th  street  is 
in  a  business  use  district  and  New  Utrecht  avenue  is  in 
a  business  and  unrestricted  use  district ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
of  Buildings  dated  October  26,  1938,  re  Application  No. 
12872-1938,  reads: 

“Proposed  gasoline  station  and  grease  lifts,  to  be 
located  in  a  business  use  district,  are  contrary  to  Art. 
II,  Sec.  4  (a)  of  the  Zone  Resolution.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  59th  street  and  100  ft.  on  13th 
avenue.  Upon  the  east  portion  of  the  plot  there  is  located 
a  one  story  building  40  ft.  by  60  ft.  in  area— used  for  dead 
storage  for  five  motor  trucks  (as  per  filed  Certificate  of 
Occupancy)  ;  to  the  west  of  this  building  and  fronting  on 
59th  street,  there  is  located  a  one  story  building  60  ft.  by 
16  ft.  in  area — used  for  office  and  storage  of  ice  (as  per 
filed  Certificate  of  Occupancy).  It  is  proposed  to  remove 
the  easterly  part  of  this  building  for  a  distance  of  20  ft. 
to  continue  the  existing  uses  and  gasoline  service  station, 
including  grease  pits;  and 

Whereas,  the  board  deemed  that  the  applicant  did  not 
substantiate  his  basis  of  appeal  brought  under  Section  21 
of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
in  acting  on  Application  No.  12872-38,  be  and  it  hereby  is 
affirmed  and  that  the  application  be  and  it  hereby  is  denied. 

986-38-BZ. 

APPLICANT — A.  B.  Wolosoff,  for  Ingram  Building  Cor¬ 
poration,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 138-60  78th  avenue,  southwest 
corner  of  Vleigh  road  and  west  side  of  Vleigh 
road,  103.34  ft.  north  of  78th  road  (Block  No.  6609, 
part  of  Lot  No.  1),  Kew  Garden  Hills,  Borough 
of  Queens. 

APPEARANCES— 


For  Applicant :  Geo.  L.  Titus  and  A.  B.  Wolosoff. 
For  Opposition :  Lester  Weil,  Louis  L.  Haupt, 
Elizabeth  Helms,  Madilene  Wheeler  and 


Camelo  Tafuri. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  . 0 

THE  RESOLUTION— 

(986-38-BZ) 


Whereas,  A.  B.  Wolosoff,  for  Ingram  Building  Cor¬ 
poration,  owner,  filed  November  4,  1938,  an  application 
under  the  building  zone  resolution,  to  permit  in  a  residence 
use  district,  the  erection  and  maintenance  of  a  garage  f 01- 
more  than  five  (5)  motor  vehicles;  premises:  138-60  78th 
avenue,  southwest  corner  of  Vleigh  road  and  west  side  of 
Vleigh  road,  103.34  ft.  north  of  78th  road  (Block  No.  6609, 
part  of  Lot  No.  1),  Kew  Garden  Hills,  Borough  of  Queens; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  31,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 

and  . 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  resolution  show  that  Vleigh  road  is  in  a  business  and 
residence  use  district;  141st  street  is  in  a  business  and 
residence  use  district  and  78th  avenue  is  in  a  residence  and 
business  use  district ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
of  Buildings,  dated  October  25,  1938,  N.B.  Application  No. 
8415-1938,  reads: 

“The  erection  of  a  garage  for  the  storing  of  40 
motor  vehicles  in  residence  district  is  contrary  to 
Article  2,  section  3  of  zone  law.  (Not  further  con¬ 
sidered.)” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  221  ft.  on  78th  avenue, 
102  ft.  on  Vleigh  road  and  a  distance  of  189  ft.  along  the 
west  lot  line.  It  is  proposed  to  erect  upon  the  plot  a 
one  story  and  basement  structure,  137  ft.  by  91  ft.  in  area, 
for  the  storage  of  80  motor  vehicles;  said  motor  vehicles 
being  the  property  of  lessees  of  a  housing  development 
of  which  the  site  is  part;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board  ;  and 

Whereas,  the  applicant  amended  his  application  to  in¬ 
clude  section  7  subdivision  g;  and 

Whereas,  the  applicant  filed  more  than  80%  consents  of 
the  owners  of  frontage  included  within  the  area  of  notifica¬ 
tion  as  fixed  by  the  board ;  and 

Whereas,  the  board  deemed  that  there  was  no  basis  for 
a  favorable  decision  under  section  21  and  that  due  to  the 
objections  of  owners  who  would  be  most  affected  by  erec¬ 
tion  of  the  proposed  garage,  together  with  the  fact  that 
the  garage  as  proposed,  would  inadequately'  house  the 
automobiles  of  the  tenants  of  the  proposed  multiple  dwell¬ 
ing  development  to  which  the  proposed  garage  is  accessory, 
which  fact  would  unquestionably  lead  to  a  later  application 
for  extension,  the  board  should  not  exercise  its  discretion 
to  grant  under  section  7  subdivision  g,  notwithstanding  the 
consents  filed. 

Resolved,  that  the  decision  of  the  borough  superintendent 
in  acting  on  N.B.  Application  No.  8415-38,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is 
denied  without  prejudice  to  the  submission  of  an  applica¬ 
tion  under  section  7  subdivision  g  for  a  garage,  differently 
located. 


APPEAL  FROM  ADMINISTRATIVE  ORDER 
1142-38- A  WF. 

APPLICANT — A.  C.  Benson,  for  Marie  V.  Dobran,  owner. 
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SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 112-33  Colonial  avenue,  north 
side,  77.53  ft.  west  of  Corona  avenue  (Block  No. 
1972,  Lot  Nos.  58  and  59),  Corona,  Borough  of 
Queens. 

APPEARANCES—  ^  .  . 

For  Applicant:  Albert  C.  Benson  and  William 
Leppin. 


For  Opposition:  L.  C.  Squire,  Worlds  hair  and 
Harold  Klorfein,  Department  of  Parks. 

ACTION  OF  BOARD— Laid  over  to  February  7,  1939  at 
2  P.M.,  for  decision  by  the  board,  after  action  is 
taken  on  Cal.  No.  1011-38-BZ. 


Adjourned:  2:45  P.  M. 

Edward  V.  Barton,  Chief  Clerk 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  31,  1939 

Present:  Chairman  Murdock,  Commissioners  Savage  and 

Blum  and  Assistant  Chief  Walsh. 

BUILDING  ZONE  CASES 

109-29-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Edward  B. 
Hittleman,  owner. 

SUBJECT — Application  for  consideration — reopening  un¬ 
der  a  new  proposal — (decision  of  the  acting 
borough  superintendent  of  buildings)  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station  (previously  denied, 
re  garage  for  more  than  five  (5)  motor  vehicles). 

PREMISED  AFFECTED— 918-960  Coney  Island  avenue, 
southwest  corner  of  Webster  avenue  (Block  No. 
5425,  Lot  No.  26),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  H.  K.  Bennett. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  . .  •  ^ 

Absent  . .  0 


641-30-BZ. 

APPLICANT— Alfred  H.  Eccles,  for  Henry  Merkel, 
owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment — re  Application  (decision  of  the  com¬ 
missioner  of  buildings)  under  section  7f  of  the 
building  zone  resolution,  permitting  partly  in  a 
business  use  district  and  partly  in  a  residence  use 
district  the  maintenance  of  a  gasoline  service  sta¬ 
tion  for  a  temporary  period. 

PREMISES  AFFECTED— South  side  of  Hillside  avenue, 
41  ft.  east  of  207th  street  (Block  No.  1508,  Lot 
Nos.  3,  4  and  5),  Queens  Village,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Alfred  H.  Eccles. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 


410-31-BZ. 

APPLICANT— J.  A.  Marck,  for  Louise  DeVito,  owner. 


SUBJECT— Application  for  consideration— reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent  of  buildings)  under  section 
21  of  the  building  zone  resolution,  granted  on  con¬ 
dition,  under  section  7f  of  the  building  zone  reso¬ 
lution,  permitting  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district,  the  alteration 
and  maintenance  of  a  gasoline  service  station  for 
a  temporary  period  (erection  of  said  station  pre¬ 
viously  granted  by  the  board  for  a  temporary 
period). 

PREMISES  AFFECTED— 175-14  Horace  Harding  boule¬ 
vard,  south  side,  117.71  ft.  west  of  Utopia  parkway 
(Block  No.  2661,  Lot  No.  26),  Flushing,  Borough 


of  Queens. 

APPEARANCES— 

For  Applicant :  Louise  DeVito. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  February  15,  1939  at  2  P.M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ^ 

Absent  . . 


614-37-BZ. 

APPLICANT— Frank  Billeci  (lessee),  Board  of  Trans¬ 
portation,  City  of  New  York,  owner. 

SUB1ECT— Application  for  consideration— reopening  and 
restoration  to  calendar,  having  been  previously 
dismissed  for  lack  of  prosecution— re  Application 
(decision  of  the  borough  superintendent  of  build¬ 
ings)  under  sections  7h  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 415  Sixth  avenue  and  1-5 

Greenwich  avenue,  southwest  corner  (Block  No. 

593,  Lot  No.  13),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Benjamin  Brody. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 4 

Negative  .  ® 

Absent  .  ® 


684-38-BZ.  ,  t 

APPLICANT— Nathan  Wolf,  lessee,  for  Standard  Na¬ 
tional  Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than 
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two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2050-2066  White  Plains  road, 
southeast  corner  of  Brady  avenue  and  northeast 
corner  of  Bronxdale  avenue  (Block  No.  4284,  Lot 
Nos.  5-11-13-15),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  Sol  A.  Herzog. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS  FOR  LACK  OF  PROSECU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(684-38-BZ) 

Whereas,  Nathan  Wolf,  lessee,  Standard  National  Cor¬ 
poration,  owner,  filed  August  2,  1938,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  premises :  2050-2066  White  Plains  road,  southeast 
corner  of  Brady  avenue  and  northeast  corner  of  Bronxdale 
avenue  (Block  No.  4284,  Lot  Nos.  5-11-13-15),  Borough  of 
The  Bronx;  and 

Whereas,  the  application  has  not  been  completed,  as 
required  by  the  rules  of  the  board,  even  though  the  appli¬ 
cant  has  been  notified  that  unless  completed,  the  application 
would  be  dismissed  after  January  10,  1939,  for  lack  of 
prosecution. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


992-38-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  Fargo  Realty 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7c  and  21 
of  the  building  zone  resolution,  to  permit  partly  in 
a  business  use  district  and  partly  in  an  unrestricted 
use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED— 2800-2810  Eastern  boulevard 
and  1062-1066  Swinton  avenue,  southeast  corner 
(Block  No.  5534,  part  of  Lot  No.  1),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Joseph  M.  Lonergan. 

For  Opposition  :  Harold  Klorfein,  Department  of 
parks 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 9 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(992-38-BZ) 

Whereas,  Joseph  M.  Lonergan,  for  Fargo  Realty  Cor¬ 
poration,  owner,  filed  November  5,  1938,  an  application 
under  the  building  zone  resolution,  to  permit  partly  in  a 
business  use  and  partly  in  an  unrestricted  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station ; 
premises :  2800-2810  Eastern  boulevard  and  1062-1066  Swin¬ 
ton  avenue,  southeast  corner  (Block  No.  5534,  part  of 
Lot  No.  1),  Borough  of  the  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  31,  1939,  after  due  notice  by  publication 


in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
and 

Whereas,  the  use  district  maps  accompanying  the  budd¬ 
ing  zone  resolution  show  that  Eastern  boulevard  is  in  a 
business  use  district ;  Swinton  avenue  is  in  an  unrestricted 
and  business  use  district  and  Quincy  avenue  is  in  an  un¬ 
restricted  and  business  use  district ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
of  Buildings,  dated  October  27,  1938,  Re  Application  No. 
590-1938  reads : 

“1.  The  proposed  erection  of  a  gasoline  service  station 
in  a  business  district  is  contrary  to  Section  4-A 
of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  100  ft.  on  Eastern 
boulevard,  89.3  ft.  on  Swinton  avenue  and  a  distance  of 
130  ft.  along  the  east  lot  line.  An  irregular  shaped  area, 
at  the  southeast  corner  of  the  plot  extends  for  a  maximum 
distance  of  30  ft.  into  the  unrestricted  use  district — the 
remainder  of  the  plot  is  in  a  business  use  district.  It  is 
proposed  to  erect  upon  the  plot  a  one  story  office  and 
lubritorium  structure  and,  also,  the  necessary  tanks  and 
pumps  for  a  gasoline  service  station ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board,  report  of  which  in¬ 
spection  was  read  at  this  hearing  and  which  report  follows : 

REPORT  OF  COMMITTEE 

January  30,  1939 

Re:  Cal.  992-1938-BZ 
1062-1066  Swinton  Ave. 

S.E.  corner  Eastern  Blvd.,  Bronx. 

This  application  is  for  a  zoning  variance  under  Sec¬ 
tions  7c  and  21,  to  permit  the  premises  to  be  occupied 
as  a  gasoline  service  station.  The  plot  is  at  the  south¬ 
east  corner  of  Swinton  avenue  and  Eastern  boulevard 
mainly  in  a  business  use  district,  but  with  a  small  por¬ 
tion  in  the  rear  in  an  unrestricted  district. 

Eastern  boulevard  is  to  be  widened  by  land  taken  on 
the  northerly  side  as  part  of  the  development  of  thru 
roadways  from  the  Triborough  and  Whitestone  bridges. 
The  site  is  practically  at  the  clover  leaf  traffic  circle 
where  several  main  highways  intersect  with  Eastern 
boulevard  and  the  approach  to  the  Whitestone  Bridge. 

The  zoning  has  recently  been  changed.  It  went  into 
effect  on  July  24,  1938.  This  owner  took  title  to  his 
property  some  time  thereafter  and  claims  he  knew 
nothing  of  the  change  of  zone  and  assumed  he  was 
purchasing  unrestricted  property.  Those  circumstances 
cannot  be  considered  as  a  hardship  justifying  a  zoning 
variance. 

There  are  at  least  four  existing  gasoline  stations 
within  sight  of  these  premises. 

In  the  opinion  of  the  Committee,  considering  all  the 
facts  and  the  public  improvements  that  are  in  progress, 
there  is  no  justification  for  granting  the  variance  sought 
under  practical  difficulties  and  unnecessary  hardship, 
and  that  in  view  of  the  small  area  of  the  plot  within 
the  unrestricted  district,  the  application  should  not  be 
granted  under  section  7  subdiv.  c. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 
PATRICK  WALSH, 

Committee. 

and 

Whereas,  the  board  deemed  that  the  applicant  did  not 
substantiate  his  basis  of  appeal  under  section  21  of  the 
building  zone  resolution,  practical  difficulties  and  unnec¬ 
essary  hardship  and  that  section  7-c  cannot  be  given  much 
weight,  in  view  of  the  small  amount  of  the  premises  within 
the  unrestricted  district. 

Resolved,  that  the  decision  of  the  borough  superintendent 
in  acting  on  Application  No.  590-38,  be  and  it  hereby  is 
affirmed  and  that  the  application  be  and  it  hereby  is  denied. 
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793-28-BZ. 

APPLICANT — Margaret  A.  Sonnett,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
rescindment  of  the  resolutions,  re  motor  vehicle 
repair  shops— re  Application  (decision  of  the 
borough  superintendent  of  buildings)  under  section 
21  of  the  building  zone  resolution,  previously 
granted  on  condition,  permitting  in  a  business  use 
district  the  alteration  of  the  first  story  of  a  build¬ 
ing  and  of  a  detached  one-storv  garage  and  the 
erection  of  an  extension  for  thepurpose  of  main¬ 
taining  motor  vehicle  repair  shops. 

PREMISES  AFFECTED — 3369  East  Tremont  avenue, 
northeast  corner  of  Haskin  street  and  2909  Haskin 
street,  north  side,  56.46  ft.  east  of  East  Tremont 
avenue  (Block  No.  5311,  Lot  No.  1  and  part  of 
Lot  Nos.  2  and  5),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Margaret  A.  Sonnett. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tions  of  the  board  of  March  26,  1929,  April  29 
1930  and  October  4,  1938,  rescinded. 

THE  VOTE  TO  REOPEN  AND  RESCIND  RESOLU¬ 
TIONS  OF  MARCH  26,  1929,  APRIL  29,  1930  AND 
OCTOBER  4,  1938— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(793-28-BZ) 

Whereas,  Margaret  A.  Sonnett,  owner,  filed,  October  16, 
1928,  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  business  district  the  alteration  of  the  first  story 
of  a  building  and  detached  one-story  garage  and  the  erec¬ 
tion  of  an  extension  for  the  purpose  of  maintaining  motor 
vehicle  repair  shops;  premises:  3369  East  Tremont  avenue, 
northeast  corner  of  Haskin  street  and  2909  Haskin  street^ 
north  side,  56.46  ft.  east  of  East  Tremont  avenue  (Block 
No.  5311,  Lot  No.  1  and  part  of  Lot  Nos.  2  and  5), 
Borough  of  The  Bronx;  and 

Whereas,  this  application  was  granted  by  the  board 
March  26,  1929,  resolution  amended  April  29,  1930  and 
October  4,  1938  and  owner  requested  a  rescindment  of  the 
resolution  as  there  is  now  a  conforming  use  on  the  prem¬ 
ises. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  rescind  its  resolution  of  March  26,  1929,  as  amended 
by  resolutions  of  April  29,  1930  and  October  4,  1938,  with¬ 
out  prejudice  to  a  request  for  reinstatement  of  same  in  the 
event  the  conforming  use  cannot  be  maintained. 


294-33-BZ. 

APPLICANT — Frank  C.  Keller,  for  Henry  Goranson, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  under  section  21  of 
the  building  zone  resolution,  permitting  in  a  busi¬ 
ness  use  district  the  change  of  occupancy  of  an 
existing  building  to  a  motor  vehicle  repair  shoo 
for  a  temporary  period. 

PREMISES  AFFECTED — 189-21  Linden  boulevard,  north 
side,  174  ft.  east  of  Farmers  boulevard  (Block  No. 
1955,  Lot  No.  28),  St.  Albans,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  4 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(294-33-BZ) 

Whereas,  Theodore  C.  Krautter,  owner,  filed,  September 
12,  1933,  an  application  under  the  building  zone  application 
to  permit  in  a  business  district  the  change  of  occupancy  of 
an  existing  building  to  a  motor  vehicle  repair  shop ;  prem¬ 
ises:  189-21  Linden  boulevard,  north  side,  174  ft.  east  of 
Farmers  boulevard  (Block  No.  1955,  Lot  No.  28),  St. 
Albans,  Borough  of  Queens ;  and 

Whereas,  this  application  was  granted  January  23,  1934, 
on  certain  conditions  and  owner  requested  an  extension  of 
the  term  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  January  23,  1934,  only  so 
far  as  it  refers  to  the  term  of  the  permit,  so  that  as 
amended  the  resolution  shall  read  : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
tloes  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted, 
under  section  21,  for  a  period  of  5  years  from  the  date 
of  this  amended  resolution,  permitting  the  existing 
building  on  the  rear  of  the  plot  to  be  used  for  auto¬ 
mobile  repairing  on  condition  that  no  forges  or  open 
flames  shall  be  permitted  on  the  premises  and  that  no 
machinery  shall  be  operated  requiring  motive  power  of 
more  than  one-half  horse  power  per  machine ;  that  the 
building  shall  not  be  increased  in  height  or  area;  that 
there  shall  be  no  windows  installed  on  the  lot  line; 
that  there  shall  be  no  excavation  under  the  building; 
that  the  ceiling  shall  be  fire-retarded  in  accordance 
with  the  rules  of  the  Board  of  Standards  and  Appeals; 
that  no  building  shall  be  erected  or  maintained  on  this 
plot  during  the  existence  of  this  variance,  other  than 
the  existing  concrete  building  under  appeal  and  the 
existing  store  building  on  the  front  portion  of  the  lot; 
that  no  automobiles  shall  be  parked  or  stored  on  the 
lot  other  than  those  being  serviced;  that  all  permits 
shall  be  obtained  in  3  months  and  all  work  shall  be 
completed  within  six  months  from  the  date  of  this 
amended  resolution. 


472-32-BZ. 

APPLICANT — James  Russell  Ashley,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED — 1223  Cromwell  avenue,  north¬ 
west  corner  of  Jerome  avenue  (Block  No.  2871, 
Lot  Nos.  2  and  53),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  James  Russell  Ashley. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . 0 

Absent  . 0 


THE  RESOLUTION— 

(472-32-BZ) 

Whereas,  this  application  for  a  variation  of  the  building 
zone  resolution,  affecting  premises  1223  Cromwell  avenue, 
northwest  corner  of  Jerome  avenue  (Block  No.  2871,  Lot 
Nos.  2  and  53),  Borough  of  The  Bronx,  was  granted  by  the 
board  at  its  meeting  November  9,  1932,  on  certain  condi¬ 
tions,  and  the  resolution  amended  January  31,  1933  and 
May  16,  1933,  and  applicant  requests  a  further  amendment. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  November  9,  1932,  as 
amended  by  resolutions  of  January  31,  1933  and  May  16, 
1933,  only  so  far  as  it  affects  the  requirements  for  openings 
and  curbings,  so  that  as  amended  the  resolution  will  read : 

“Resolved,  that  the  Bord  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
on  condition  that  there  shall  be  constructed  along  the 
rear  lot  line,  running  through  from  Boscobel  avenue 
to  Cromwell  avenue,  a  masonry  wall  not  less  than 
10  ft.  in  height,  faced  on  the  inside  with  light-colored 
enameled  brick  tile  of  panel  design ;  this  wall  shall 
occupy  all  parts  of  the  rear  of  lot  line  except  what 
might  be  occupied  by  buildings  permitted  to  be  erected 
on  the  premises;  any  accessory  uses  to  the  gasoline 
station  shall  be  confined  to  one-story  masonry  struc¬ 
tures,  faced  on  the  outside  with  light-colored  enameled 
brick  of  panel  design  and  roofed  with  variegated  slate 
or  Spanish  tile;  these  buildings  shall  be  set  back  on 
the  rear  or  northerly  portion  of  the  premises ;  all  pumps 
shall  be  set  back  from  the  building  line  not  less  than 
10  ft.  on  all  street  fronts;  that  the  openings  along  the 
building  line  shall  be  restricted  to  four ,  two  to  Crom¬ 
well  avenue  and  tzvo  to  Boscobel  avenue,  each  not  to 
exceed  17  feet  in  width;  that  there  shall  be  erected  near 
the  intersection  of  Boscobel  and  Cromwell  avenues  a 
concrete  curbing  15  feet  in  length  and  extending  5  feet 
along  Boscobel  avenue  and  5  feet  along  Cromwell 
avenue  and  not  less  than  1  foot  in  height,  substantially 
as  shown  on  plans  marked  ‘Received  January  25,  1939  ’ ; 
that  no  portable  gasoline  tanks  shall  be  operated  on  or 
from  the  premises;  any  advertising  signs  shall  be  con¬ 
fined  to  the  illuminated  globes  of  the  gasoline  pumps, 
to  the  face  of  the  wall  to  be  erected  on  the  rear  of  the 
premises  or  to  facade  of  any  buildings  erected  on  the 
premises;  and  to  three  signs,  not  exceeding  ten  square 
feet  each,  attached  to  post  standards  erected  within 
the  building  line  or  to  the  accessory  building  advertising 
only  the  brand  of  gasoline  sold  and  not  extending 
beyond  the  building  line  for  more  than  three  feet  each; 
that  any  grease  racks  shall  be  housed  in  one-story 
structures  of  similar  design,  architecture  and  material 
as  any  other  building  erected  on  the  premises  and  shall 
have  open-arched  driveways  in  front  thereof  for  egress 
and  ingress  to  the  racks ;  all  permits  required  shall  be 
obtained  within  six  months  and  all  work  completed 
within  one  year  from  the  adte  of  this  amended  reso¬ 
lution.” 


493-37-BZ. 

APPLICANT — Scacchetti  and  Siegel,  for  Maude  B. 
Mowry,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  in  accordance  with  order  of  the  court 
and  court  stipulation  and  to  aprove  plans  there¬ 
under — re  Application  (decision  of  the  commis¬ 
sioner  of  buildings),  denied  by  the  board  under 
section  21  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  mainten¬ 
ance  of  a  gasoline  service  station  (board’s  decision 
reversed  by  the  court). 

PREMISES  AFFECTED — 71-20  to  71-32  Roosevelt  ave¬ 
nue  and  40-02  to  40-06  72nd  street,  southwest 
corner  (Block  No.  1303,  Lot  Nos.  9,  11,  12  and 
14),  Jackson  Heights,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Max  Siegel. 

AC1  ION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  4 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(493-37-BZ) 

Whereas,  Nugent  and  Nugent,  for  Maude  B.  Mowry, 
owner,  filed  October  16,  1937,  an  application  under  the 
building  zone  resolution  to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a  gasoline  service  station; 
premises:  71-20  to  71-32  Roosevelt  avenue  and  40-02  to 
40-06  72nd  street,  southwest  corner  (Block  No.  1303,  Lot 
Nos.  9,  11,  12  and  14),  Jackson  Heights,  Borough  of 
Queens ;  and 

Whereas,  this  application  was  denied  June  14,  1938;  and 

Whereas,  upon  court  review,  the  decision  of  the  board 
was  reversed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  June  14,  1938,  so  that  as 
amended  the  resolution  will  read : 

“Resolved,  that  the  decision  of  the  Commissioner  of 
Buildings,  acting  on  N.B.  Application  3932-37  be  and 
it  hereby  is  reversed  and  that  the  application  be  and 
it  hereby  is  granted  in  accordance  with  the  decision  of 
the  Court,  permitting  the  proposed  gasoline  service 
station  to  be  erected  upon  the  plot  under  appeal,  on 
condition  that  the  requirements  of  the  stipulation  as 
approved  by  the  Court  under  date  of  October  19,  1938, 
shall  be  complied  with,  such  stipulations  reading  as 
follows : 

(A)  That  all  signs  and  other  structures  on  the 
premises  shall  be  removed  and  the  plot  graded  sub¬ 
stantially  to  the  established  grade  of  Roosevelt  ave¬ 
nue  ; 

(B)  That  the  accessory  buildings  shall  be  erected 
along  the  southerly  lot  line  and  toward  the  south¬ 
westerly  portion  of  the  plot  as  indicated  on  plans 
marked  “Received  by  the  Board  of  Standards  and 
Appeals  May  17th,  1938,”  copy  of  which  is  attached 
to  and  made  part  of  this  order  and  marked  ‘Exhibit,’ 
and  shall  include  space  for  lubritorium,  rest  room, 
toilets,  office,  heater  and  car  laundry; 

(C)  That  the  accessory  buildings  shall  be  con¬ 
structed  of  fireproof  materials,  except  that  the  roof 
beams,  roof  boarding,  window  frames  and  sash,  door 
frames  and  doors  may  be  of  wood,  provided  the 
ceilings  throughout  are  fire-retarded  in  accordance 
with  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals  ; 

(D)  That  where  any  wall  of  the  accessory  build¬ 
ings  is  on  a  lot  line,  there  shall  be  no  window  open¬ 
ing  upon  the  adjoining  plot;  that  the  accessory 
buildings  shall  not  exceed  one  story  in  height  and 
shall  be  constructed  as  to  the  exterior,  of  face  brick 
with  stucco  panels  and  cast  stone  coping  with  slop¬ 
ing  roofs  of  natural  slate  and  other  roots  of  non-in- 
fiammable  material ;  that  the  exterior  design  shall  be 
substantially  as  indicated  on  aforesaid  plans  received 
by  the  Board  of  Standards  and  Appeals  May  17,  1938; 

(E)  That  there  shall  be  erected  on  the  street  line 
of  72nd  street  and  on  the  northerly  lot  line  from 
72nd  street  to  the  wall  of  the  lubritorium  section,  a 
brick  fence  seven  feet  in  height  agreeing  in  materials 
and  design  with  the  exterior  of  the  accessory  build¬ 
ings,  except  that  such  fence  may  be  constructed  for 
a  height  of  four  feet  six  inches  for  a  distance  of 
twenty  feet  southerly  from  the  corner  formed  by 
Roosevelt  avenue  and  72nd  street ; 

(F)  That  entrance  to  the  premises  shall  be  solely 
from  Roosevelt  avenue  by  means  of  three  curb  cuts 
each  not  over  30  feet  in  width ;  that  opposite  each 
such  curb  cut  may  be  an  entrance  not  over  25  ft.  in 
width ;  that  between  these  entrances  shall  be  curbed 
areas  for  planting;  that  similar  areas  shall  be  con¬ 
structed  for  a  distance  of  7  ft.  from  the  corner  of 
72nd  street  along  Roosevelt  avenue  and  for  a  dis¬ 
tance  of  7  ft.  along  Roosevelt  avenue  to  the  westerly 
lot  line; 
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(G)  That  a  substantial  wire  fence  not  less  than 
7  ft.  in  height  shall  be  maintained  along  the  westerly 
lot  line  for  its  continuous  length,  and  along  the 
southerly  rear  lot  line  to  the  wall  of  the  lubritorium 

section ;  .  ,  „  , 

(H)  That  additional  planting  areas  shall  be  main¬ 
tained  parallel  to  the  72nd  street  front,  the  street 
line,  and  between  the  wall  on  72nd  street  and  the 
lubritorium  section  also  toward  the  westerly  portion 
of  the  plot  between  the  laundry  section,  the  westerly 
lot  line  and  the  street  line  of  Roosevelt  avenue  and 
in  the  open  area  to  the  south  of  the  accessory  build¬ 
ings;  that  where  such  planting  areas  including  the 
areas  between  the  entrances  are  maintained,  and 
where  protection  from  the  automobiles  is  necessary, 
there  shall  be  continuous  concrete  curbing  not  less 
than  6  inches  in  width;  that  planting  shall  also  be 
maintained  near  the  entrance  to  the  office  section, 
all  as  generally  indicated  on  aforesaid  plans  marked 
received  by  the  Board  of  Standards  and  Appeals  May 
17,  1938;  that  such  planting  shall  be  of  grass  sod 
and  shrubbery  designed  to  be  permanently  maintained 
and  to  provide  a  pleasing  landscape  appearance; 

(I)  That  any  gasoline  pumps  erected  on  the  prem¬ 
ises  shall  be  not  nearer  than  20  feet  to  the  street  line 
of  Roosevelt  avenue;  that  such  gasoline  pumps  shall 
be  of  the  parkway  design  with  masonry  bases,  con¬ 
sistent  in  design  and  materials  with  the  design  and 
materials  of  the  accessory  buildings ;  that  all  parts 
of  the  plot,  where  not  covered  by  accessory  buildings, 
planting,  walls  and  pumps,  shall  be  paved  with  con¬ 
crete  paving  or  crushed  blue  stone  with  tarvia  or 
similar  impervious  binder ; 

(J)  That  signs  shall  be  restricted  to  the  illumin¬ 
ated  globes  of  the  pumps  and  to  permanent  flat  signs 
attached  to  the  accessory  buildings,  excluding  roof 
signs  and  temporary  signs,  but  permitting  the  erec¬ 
tion  of  two  post  standards,  one  to  the  east  and  one 
to  the  west,  to  be  erected  within  the  building  line, 
each  for  supporting  a  sign  which  may  be  illuminated, 
advertising  the  brand  of  gasoline  on  sale  and  ex¬ 
tending  beyond  the  building  line  for  a  distance  of 
not  over  4  feet; 

(K)  That  lights  for  general  illumination  may  be 
attached  to  the  sign  standards  referred  to  under  item 
J,  with  metallic  reflectors  so  arranged  as  to  reflect 
toward  the  center  of  the  plot ; 

(L)  That  no  automobile  repairing  shall  be  carried 
on,  nor  parking  nor  storage  of  automobiles  other  than 
those  being  serviced  and  no  portable  gasoline  tanks 
shall  be  used  on  or  from  the  premises ; 

(M)  That  the  equipment  within  the  lubritorium 
shall  be  of  the  hydraulic  auto  lifting  type  without 
open  pits ; 

(N)  That  the  heater  shall  be  in  a  room  separated 
from  all  other  parts  of  the  building  by  fireproof 
construction  and  enterable  only  from  the  exterior; 

(O)  That  complete  working  drawings  shall  be 
submitted  to  the  Board  and  approved  by  the  Chair¬ 
man  thereof  as  complying  to  the  above  requirements, 
prior  to  filing  same  with  the  Borough  Superintendent 
of  Buildings; 

(P)  That  all  permits  shall  be  obtained  and  all 
work  completed  within  one  year  from  the  date  of 
this  order.” 

Resolved  further,  that  the  plans  marked  “Received  Janu¬ 
ary  5,  1939”  are  hereby  approved  if  made  to  comply  with 
the  requirements  of  this  resolution. 


554-37-BZ. 

APPLICANT — Smith  and  Weber  (lessees),  for  Board  of 
Transportation,  City  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  com¬ 
missioner  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  permitting  partly  in  a 


retail  use  district  and  partly  in  a  business  use 
district,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles  for  a  temporary  period. 

PREMISES  AFFECTED— 896-908  Eighth  avenue  and 
260-266  West  54th  street,  southeast  corner  and  255 
West  53rd  street  (Block  No.  1025,  Lot  No.  3), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sanford  Smith. 

ACTION  OF  BOARD — Application  reopened  and  resolu- 


THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU- 
TI0N-  .  . 

Affirmative :  Chairman  Murdock,  Commission¬ 
er  Blum  and  Assistant  Chief  Walsh .  3 

Negative:  Commissioner  Savage  .  1 

Absent  . 


0 


THE  RESOLUTION— 

(554-37-BZ) 

Whereas,  Smith  and  Weber  (lessees),  for  Board  of 
Transportation,  City  of  New  York,  owner,  filed  November 
23,  1937,  an  application  under  the  building  zone  resolution, 
to  permit  partly  in  a  retail  use  and  partly  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises:  896-908  Eighth  avenue,  260-266  West 
54th  street,  southeast  corner  and  255  West  53rd  street 
(Block  No.  1025,  Lot  No.  3),  Borough  of  Manhattan;  and 

Whereas,  this  application  was  granted  by  the  Board 
November  15,  1938,  on  certain  conditions  and  applicant 
requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  November  15,  1938,  as  to 
the  openings  and  width  of  curb  cuts,  so  that  as  amended 
the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  Building  Zone  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is 
granted,  under  Section  7,  Sub-division  H,  of  the  Build¬ 
ing  Zone  Resolution,  for  a  period  of  two  (2)  years 
from  N ovember  15,  1938,  to  permit  the  plot  under 
appeal  to  be  used  for  transient  parking  of  more  than 
five  (5)  motor  vehicles,  on  condition  that  only  auto¬ 
mobiles  of  the  pleasure-car  type  shall  be  parked ;  that 
any  buildings  existing  on  the  premises  shall  be  entirely 
removed  and  no  building  shall  be  constructed,  except 
there  may  be  erected  a  one-story  building,  not  exceeding 
20  ft.  by  20  ft.  in  area,  of  masonry  construction,  as  an 
office  and  shelter  for  attendant  and  waiting  room  for 
patrons;  that  the  plot  shall  be  levelled  to  the  grade  of 
surrounding  streets  and  surfaced  with  steam  cinders, 
clean  gravel  or  other  suitable  material,  properly  rolled 
and  bound  to  prevent  dusting,  so  graded  to  provide  sur¬ 
face  drainage ;  that  on  the  interior  lot  lines  where  walls 
of  adjoining  buildings  do  not  occur,  there  shall  be 
constructed  a  substantial  woven-wire  fence  not  less 
than  6  ft.  in  height ;  that  a  similar  fence  shall  be  erected 
on  the  street  line  of  West  53rd  street,  except  for  an 
opening  20  ft.  in  width,  with  curb  cut  opposite  of  sim¬ 
ilar  width ;  that  along  the  street  line  of  Eighth  avenue 
and  West  54th  street,  there  shall  be  a  similar  fence 
constructed,  or  there  may  be  a  brick  wall  with  a 
wrought-iron  fence  erected  on  same  to  a  total  similar 
height  and  except  that  there  may  be  an  entrance  open¬ 
ing  to  54th  street,  not  over  20  ft.  in  width,  with  curb 
cut  opposite  of  similar  width ;  that  ample  aisle  shall 
be  maintained  at  all  times  for  easy  entrance  and  exit; 
that  such  portable  fire-fighting  appliances  shall  be  in¬ 
stalled  as  the  Fire  Commissioner  shall  direct ;  that 
during  the  term  of  this  variance,  the  premises  shall  be 
used  for  no  other  use  than  as  herein  permitted;  that 
no  sign  shall  be  erected  on  the  premises  or  on  the  walls 
of  adjoining  buildings,  except  there  may  be  erected  at 
the  entrance  to  West  53rd  street  and  W  est  54th  street, 
a  sign  attached  to  fence,  advertising  parking  use,  pro- 
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vided  such  signs  do  not  exceed  an  area  of  15  sq.  ft. 
each ;  that  any  lights  for  illumination  shall  be  arranged 
on  post  standards  with  metallic  reflectors  and  so  ar¬ 
ranged  to  reflect  towards  the  centre  of  premises  and 
away  from  adjoining  occupancies;  and  that  all  permits 
shall  be  obtained  and  all  work  shall  be  completed 
within  three  months  from  the  date  of  this  amended 
resolution.” 


APPEALS  FROM  ADMINISTRATIVE  ORDERS 
11 94-38- A. 

APPLICANT — S.  Brian  Baylinson,  for  Dr.  Margaret  E. 
Wells,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 40  Riverside  drive,  northeast 
corner  of  West  76th  street  (Block  No.  1185,  Lot 
No.  49),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  S.  Brian  Baylinson  and  Dr.  Mar¬ 
garet  E.  Wells. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1939,  at 
2  P.M.,  for  inspection  by  a  committee  of  the  board. 
No  further  argument. 


34- 39-A. 

APPLICANT — Hillel  Hannes,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 601-603  West;  129th  street  (St. 
Clair  place)  and  3221  Broadway,  northwest  corner 
(Block  No.  1996,  Lot  No.  29),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1939  at 
2  P.M.  No  appearance  for  applicant. 

35- 39-A. 

APPLICANT — A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 755-765  Broadway  and  766-792 
Flushing  avenue,  northeast  corner  (Block  No. 
3130,  Lot  Nos.  2  and  4),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Thomas  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1939  at 
2  P.M.  No  appearance  for  applicant. 


36-39-A. 

APPLICANT — A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 1057  Beach  20th  street,  north 
side,  79.80  ft.  east  of  Mott  avenue  and  1064-1066 
Beach  21st  street  (Block  No.  212,  Lot  No.  57), 
Far  Rockaway,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Thomas  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1939  at 
2  P.M.  No  appearance  for  applicant. 


86-39-A. 

APPLICANT— Carm  P.  Rhees,  lessee. 


SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 135  Tompkins  avenue,  east 
side,  200  ft.  north  of  Vanderbilt  avenue  (Block 
No.  53A,  Lot  No.  81),  Stapleton,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant :  Carm  P.  Rhees. 

For  Administration — Edward  Madory,  Department 
of  Housing  and  Buildings  and  Inspector 
Meyer,  Fire  Department. 

ACTION  OF  BOARD— Laid  over  to  February  15,  1939  at 
2  P.M.  Applicant  to  obtain  certificate  of  occu¬ 
pancy  from  the  Department  of  Housing  and 
Buildings. 


89-39-A. 

APPLICANT— Leonard  A.  Swarthe,  for  Regina  Flaxman, 
lessee. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 2075  Grand  Concourse,  south¬ 
west  corner  of  East  180th  street  (Block  No.  3160, 
Lot  No.  20),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  A.  Swarthe. 

For  Administration :  M.  Thiede,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1939  at 
2  P.M.,  for  inspection  by  a  committee  of  the  board. 
No  further  argument. 


111-39-A. 

APPLICANT — William  H.  Parry,  Inc.,  for  Gross-Morton 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 58-01  to  58-60  213th  street,  east 
side,  between  Horace  Harding  boulevard  and  58th 
avenue  (Block  No.  3325,  part  of  Lot  No.  1),  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  George  M.  Gross  and  Wilfred  H. 
Higbie. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1939  at 
2  P.M.  Applicant  to  file  revised  plans. 


477-38-A. 

APPLICANT — Gray  Fleet  Trucking  Co.,  Inc.,  lessee. 
SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 1100  Metropolitan  avenue, 
south  side,  100  ft.  east  of  Grand  street  (Block  No. 
2926,  Lot  No.  9),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS  FOR  LACK  OF  PROSECU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(477-38-A) 

Whereas,  The  Gray  Fleet  Trucking:  Company,  Inc., 
lessee,  filed  June  10,  1938,  an  appeal  with  the  Board  of 
Standards  and  Appeals,  relative  to  an  order  of  the  fire 
commissioner,  affecting  premises:  1100  Metropolitan  ave¬ 
nue,  south  side,  100  ft.  east  of  Grand  street  (Block  No. 
2926,  Lot  No.  9),  Borough  of  Brooklyn;  and 
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Whereas,  the  applicant  failed  to  complete  the  papers, 
although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


1126-38-A. 

APPLICANT — Croker  Fire  Prevention  Corporation,  for 
Richard  E.  Thibaut,  Incorporated,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 477-483  Tenth  avenue,  south¬ 
west  corner  of  West  37th  street  (Block  No.  708, 
Lot  Nos.  35  and  37),  Borcugh  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Sidney  Strauss. 

For  Administration :  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . •. .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(1126-38-A) 

Whereas,  Croker  Fire  Prevention  Corporation,  for  Rich¬ 
ard  E.  Thibaut,  Inc.,  owner,  filed  December  5,  1938,  an 
appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner  affecting  premises  477-483  Tenth  avenue,  southwest 
corner  of  West  37th  street  (Block  No.  708,  Lot  Nos.  35  and 
37),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  1720- 
LF,  dated  July  29,  1938,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  in  cellar  having  at  least  one  source  of  water  supply 
arranged  and  equipped  as  per  Article  16,  Chapter  26, 
Administrative  Code.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  November  28,  1938;  and 

Whereas,  the  building  is  6  stories  and  cellar  (75  ft.  9)4 
in.)  in  height,  98  ft.  9  in.  by  150  ft.  in  area,  of  non-fire- 
proof  construction,  erected  prior  to  1900,  located  in  an 
unrestricted  use  district,  equipped  with  a  standpipe  system, 
and  occupied :  Cellar — boiler  room,  storage  paper  rolls — 
2  persons;  1st  floor — office,  store,  shipping — 70  persons; 
2nd  floor — bookbinding,  sample  printing — 30  persons  ;  3rd 
floor— storage  roll  wall  paper— 1  person  ;  4th  floor — same  ; 
5th  floor — same;  6th  floor — same,  for  which  no  certificate 
of  occupancy  was  issued;  and 

Whereas,  the  applicant  contends  that  there  is  access  to 
the  cellar  from  Tenth  avenue  by  means  of  a  fireproof  en¬ 
closed  interior  stair,  and  access  from  37th  street  by  means 
of  a  ramp,  as  indicated  on  the  plans;  that  the  building  is 
divided  into  a  comparatively  small  area,  with  solid  ma¬ 
sonry  dividing  walls  with  fireproof  doors  on  both  sides  of 
the  openings  connecting  these  areas ;  that  there  is  also  an 
interior  stair  from  the  first  floor  to  the  basement,  where 
indicated  on  the  plans ;  that  the  only  area  used  for  storage 
is  that  area  on  the  southerly  side  of  the  building  toward 
Tenth  avenue,  where  indicated  on  the  plans ;  that  the  rest 
of  the  cellar  remains  vacant ;  that  the  first  floor  is  approxi¬ 
mately  3  ft.  5  in.  above  the  sidewalk,  there  being  openings 
along  the  entire  Tenth  avenue  front  leading  to  the  cellar,  as 
indicated  on  the  section  plan ;  that  in  view  of  the  fact  that 
the  premises  contains  a  standpipe  system  and  that  spaces 
are  divided  into  comparatively  small  areas,  and  sufficient 
access  is  maintained,  and  inasmuch  as  the  premises  is  under 
24-hour  watchman  service,  it  is  respectfully  requested  that 
the  requirement  for  the  installation  of  a  sprinkler  system 
in  the  cellar  be  waived ;  and 

Whereas,  the  building  was  inspected  by  a  committee  of 
the  board  and  a  verbal  report  was  made  by  the  chairman, 
that  the  protection  should  be  installed  and  that  there  was 
no  adequate  means  of  entering  the  cellar  from  the  exterior 


and  that  some  of  the  fire  doors  shown  in  brick  walls,  were 
not  installed. 

Whereas,  the  order  of  the  fire  commissioner,  No.  1720- 
LF,  be  and  it  hereby  is  affirmed,  and  that  the  appeal  be 
and  it  hereby  is  denied. 

1131 -38- A. 

APPLICANT — Isaac  Miller,  adjacent  property  owner. 
OWNER  OF  PREMISES— City  of  New  York. 

SUBJECT — Application  for  consideration — reopening  and 
reconsideration,  having  been  previously  denied — 
re  Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings — re  Revocation  of 
Certificate  of  Occupancy  No.  90278-38. 

PREMISES  AFFECTED— 2811-2821  East  Third  street 
(known  as  Brighton  Third  street),  southeast  cor¬ 
ner  of  Canal  avenue  (known  as  Banner  avenue)  ; 
(Block  No.  7261,  Lot  No.  47),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Abram  Shlefstein. 

For  Opposition:  Francis  J.  Blaustein,  Law  De¬ 
partment. 

For  Administration :  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  to  reopen  and  recon¬ 
sider,  denied. 


THE  VOTE  TO  REOPEN  AND  RECONSIDER— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(1131-38-A) 


Whereas,  Isaac  Miller,  adjacent  property  owner,  filed  on 
December  7,  1938,  an  appeal  from  a  decision  of  the  borough 
superintendent,  directing  the  issuance  of  a  certificate  of 
occupancy  affecting  premises  2811-2821  East  Third  street 
(known  as  Brighton  Third  street),  southeast  corner  of 
Canal  avenue  (known  as  Banner  avenue)  ;  Block  No. 
7261,  Lot  No.  47),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  25,  1938,  reads :  “O.K.  to  issue  certificate 
of  occupancy.  See  above  report.”  and 

Whereas,  the  applicant  has  amended  his  appeal  so  as  to 
include  a  decision  of  the  borough  superintendent  dated 
December  22,  1938,  which  reads: 

“Replying  to  your  letter  of  December  20th,  1938,  in 
which  you  request  that  Certificate  of  Occupancy  No. 
90278  for  the  above-mentioned  premises  be  revoked, 
please  be  advised  that  Section  646G  of  the  New  York 
City  Charter  provides  that  a  Certificate  of  Occupancy  is 
binding  on  this  Department,  until  set  aside  by  the  Board 
of  Standards  and  Appeals.  , 

Under  the  circumstances  I  can  not  entertain  any 
application  for  the  revocation  of  a  Certificate  of  Oc¬ 
cupancy.  You  may  however,  apply  to  the  Board  of 
Standards  and  Appeals,  and  use  this  letter  as  a  basis 
for  your  appeal.” 

and 

Whereas,  this  appeal  was  denied  by  the  board  at  its 
meeting  January  17,  1939;  and 

Whereas,  the  applicant  requested  at  the  hearing  on 
January  17,  1939,  after  decision  had  been  rendered,  that  he 
be  afforded  a  further  opportunity  to  present  reasons  why 
the  board  should  reopen  and  reconsider  its  decision;  and 
Whereas,  the  board  permitted  the  applicant  to  be  heard 
at  the  hearing  of  January  24,  1939  and  laid  the  matter  over 
for  further  consideration;  and 

Whereas,  the  board  was  of  the  opinion  that  the  decision 
rendered  on  January  17,  1939  was  correct. 

Resolved,  that  the  request  to  reopen  the  appeal  be  and 
it  hereby  is  denied  and  the  action  of  the  board  of  January 
17,  1939,  be  and  it  hereby  is  affirmed. 
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1208-38- A. 

APPLICANT—!  V.  Herbst,  lessee. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 505  West  45th  street,  north 
side,  100  ft.  west  of  Tenth  avenue  and  504  West 
46th  street  (Block  No.  1074,  Lot  Nos.  27,  37  and 
38),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Louis  S.  Berkowitz. 

For  Opposition :  Louis  J.  Witkin. 

For  Administration:  Fred  Dahlem,  Department  of 


Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(1208-38- A) 


Whereas,  I.  V.  Herbst,  lessee,  filed  December  26,  1938, 
an  appeal  from  a  decision  of  the  Borough  Superintendent, 
Dept,  of  Housing  and  Buildings,  affecting  premises  505 
West  45th  steret,  north  side,  100  ft.  west  of  Tenth  avenue 
and  504  West  46th  street  (Block  No.  1074,  Lot  Nos.  27,  37 
and  38),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent  in 
acting  on  application  for  Certificate  of  Occupancy,  dated 
November  21,  1938,  reads: 

“Your  application  dated  October  15,  1938,  for  a 
certificate  of  occupancy  for  the  above  premises  for  the 
use  of  same  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  has  been  denied  for  the  reason 
that  this  occupancy  is  prohibited  on  a  portion  of  a  street 
between  two  intersecting  streets  in  which  portion  of  a 
street  there  exists  an  exit  from  and  an  entrance  to  a 
public  school,  Section  21  of  the  Zone  Resolution.” 

and 

Whereas,  the  plot  is  28  ft.  by  200  ft.  in  area,  upon  which 
it  is  proposed  to  conduct  an  open  air  parking  space  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
and 

Whereas,  the  applicant  contends  that  the  refusal  of  the 
Building  Department  to  issue  a  certificate  of  occupancy  to 
permit  the  use  of  these  premises,  based  on  Section  21  of 
the  Amended  Building  Resolution,  deprives  the  owner  of 
property  rights  by  means  which  are  arbitrary,  unjust,  dis¬ 
criminatory  and  in  violation  of  Constitutional  Guarantees; 
and  in  view  of  the  fact  that  under  said  zoning  resolution 
there  seems  to  be  no  discretion  or  power  in  the  Board  of 
Standards  and  Appeals  to  allow  any  variance  in  cases  of 
practical  difficulties  or  unnecessary  hardships  to  secure  the 
promotion  of  the  general  welfare  and  comfort  of  the 
Public  and  of  the  property  rights  of  owners  of  real  prop¬ 
erty  affected,  there  is  in  this  instance  involving  property 
which  is  unrestricting,  flagrant  violation  of  the  appellant’s 
property  interests ;  and 

Whereas,  the  premises  are  located  in  a  block  between 
two  intersecting  streets  in  which  there  exists  an  entrance  to 
a  public  school ;  and 

Whereas,  the  board  deemed  that  it  was  without  power 
to  grant,  in  view  of  the  prohibition  in  Section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  November  21,  1938,  be  and  it  hereby  is  affirmed,  and 
that  the  appeal  be  and  it  hereby  is  denied. 


19-39- A. 

APPLICANT — Edward  Kiernan,  for  Mitchel  Rand  Manu¬ 
facturing  Company,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 51  Murray  street,  north  side, 


125  ft.  east  of  West  Broadway  (Block  No.  133, 
Lot  No.  10),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Edward  Kiernan. 

For  Administration :  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


( 19-39-A) 

Whereas,  Edward  Kiernan  for  Mitchel  Rand  Manufac¬ 
turing  Company,  owner,  filed  January  10,  1939,  an  appeal 
from  an  order  and  a  decision  of  the  fire  commissioner 
affecting  premises  51  Murray  street,  north  side,  125  ft. 
east  of  West  Broadway  (Block  No.  133,  Lot  No.  10) 
Borough  of  Manhattan ;  and 
Whereas,  Order  No.  2676-LF,  issued  by  the  fire  com¬ 
missioner  October  19,  1938,  reads : 

“J.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  in  cellar  and  sub-cellar  having  at  least  one 
source  of  water  supply  arranged  and  equipped 
as  per  Article  16,  Chapter  26,  Administrative  Code.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  December  12,  1938 ;  and 
Whereas,  the  building  is  5  stories  (62  ft.)  in  height, 
24  ft.  by  86  ft.  in  area,  of  non-fireproof  construction,  lo¬ 
cated  in  an  unrestricted  use  district,  erected  1879  and 
occupied :  Sub-cellar,  storage  of  laundry  supplies ;  Cellar, 
storage,  no  persons;  1st  floor,  office,  9  persons;  2nd  floor, 
office,  15  persons;  3rd  floor,  shipping,  3  persons;  4th  and 
5th  floors,  storage,  no  persons;  and 

Whereas,  applicant  contends  that  the  building  contains 
an  aero  automatic  fire-alarm  system  with  Central  Office 
connection ;  that  both  cellar  and  sub-cellar  are  unheated ; 
that  it  would  be  a  hardship  at  this  time  to  comply  with  the 
order  and  it  is  respectfully  requested  that  the  applicant  be 
permitted  to  install  a  non-automatic  fire-alarm  system  in 
cellar  and  sub-cellar..  . 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
2676-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall  be 
installed  throughout  the  cellar  and  sub-cellar,  a  non-auto¬ 
matic  sprinkler  system  complying  with  the  requirements  of 
the  Building  Code  therefor,  except  that  all  fittings  shall  be 
of  malleable  iron;  that  the  heads  may  be  spaced  25%  in 
excess  of  the  requirements ;  that  the  fire  alarm  connection 
with  headquarters,  as  maintained  by  automatic  fire  alarm 
company  shall  be  maintained ;  that  a  single  Siamese  con¬ 
nection  may  be  installed  at  the  building  line,  connected 
with  the  sprinkler  system  in  the  cellar  and  sub-cellar ;  that 
the  cap  of  the  Siamese  shall  be  painted  aluminum  and  sign 
attached  to  same  indicating  the  area  protected. 


20-39- A. 

APPLICANT — Edward  Kiernan,  for  512  86th  Street  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 502-516  86th  street  and  8611 
Fifth  avenue,  southeast  corner  (Block  No.  6051, 
Lot  No.  17),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Edward  Kiernan. 

For  Administration:  Thomas  Larkin,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  4 
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Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(20-39- A) 

Whereas,  Edward  Kiernan,  for  512  86th  Street  Corpora¬ 
tion,  owner,  filed  January  10,  1939,  an  appeal  from  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
502  516  86th  street  and  8611  Fifth  avenue,  southeast  corner 
(Block  No.  6051,  Lot  No.  17),  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  992- 
LF,  dated  July  28,  1938,  reads : 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  in  cellar  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  provided  in 
Article  16,  Administrative  Code.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  January  4,  1939 ;  and 

Whereas,  the  building  is  three  stories  (34  ft.)  in  height, 
100  ft.  by  100  ft  in  area,  of  “semi-fireproof”  construction, 
erected  in  1925,  located  in  a  business  use  district  and  occu¬ 
pied  :  Cellar — bowling  alleys  and  storage  of  toys,  house¬ 
hold  articles,  hardware,  etc. — 8  persons;  1st  floor — stores 
— 35  persons ;  2nd  floor — office — 35  persons ;  3rd  floor — 
same— 40  persons,  for  which  no  certificate  of  occupancy 
has  been  issued ;  and 

Whereas,  the  applicant  contends  that  the  building  is 
equipped  with  fire-resistive  ceilings ;  that  the  basement  is 
separated  by  a  6  inch  terra  cotta  wall  into  two  areas,  one 
of  which  is  occupied  for  storage  in  connection  with  the  5 
and  10c  store  on  the  first  floor,  and  another  portion  occu¬ 
pied  as  bowling  alleys ;  that  two  fireproof  exits  have  been 
piovided  from  the  bowling  alley  portion  of  the  basement; 
that  sprinkler  pipes  at  the  ceiling  would  be  an  obstruction 
to  the  bowlers;  that  it  would  be  a  hardship  at  this  t:me  to 
install  an  automatic  sprinkler  system  and  it  is  requested 
that  the  order  be  modified  to  permit  the  installation  of  a 
modified  sprinkler  system  in  the  portion  of  the  cellar  occu¬ 
pied  for  storage  only. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
992-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall  be 
installed  throughout  the  cellar  where  occupied  for  the  stor¬ 
age  of  merchandise,  a  non-automatic  dry  sprinkler  system 
complying  with  the  sprinkler  requirements  of  the  Building 
Code,  except  that  all  fittings  shall  be  of  malleable  iron ; 
that  the  heads  may  be  spaced  25  per  cent  in  excess  of  the 
requirements  that  an  automatic  fire  alarm  need  not  be  in¬ 
stalled  and  that  in  lieu  of  the  Siamese  connection  at  the 
street  line,  there  shall  be  one  connection  with  a  sign  at¬ 
tached,  stating  the  area  protected. 


24-39-A. 

APPLICANT — Harry  C.  Kilpatrick,  for  Manufacturers 
Trust  Co.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 44-45  12th  street  (74-78  Sher¬ 
man  place),  east  side,  90  ft.  north  of  43rd  avenue 
(Block  No.  458,  Lot  No.  83),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  B.  M.  Blumenthal  and  Russell  J. 
Smith. 

For  Administration:  Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 


(24-39-A) 

Whereas,  Harry  C.  Kilpatrick,  for  Manufacturers  Trust 
Co.,  owner,  filed  January  10,  1939,  an  appeal  from  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  prem¬ 
ises  42-45  12th  street  (74-78  Sherman  place),  east  side,  90 
ft.  north  of  43rd  avenue  (Block  No.  458,  Lot  No.  83), 
Long  Island  City,  Borough  of  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  1203- 
LF,  dated  August  25,  1938,  reads : 

“1.  Repair  the  Automatic  Sprinkler  System  and 
place  same  in  proper  working  order,  as  per  Article  16, 
Administrative  Code  of  the  City  of  New  York.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  January  10,  1939  ;  and 

Whereas,  the  building  is  six  stories  (77  ft.)  in  height, 
75  ft.  1  in.  by  100  ft.  1  in.  in  area  at  the  1st  floor  and 
75  ft.  1  in.  by  89  ft.  8  in.  in  area  above,  of  fireproof  con¬ 
struction,  located  in  an  unrestricted  use  district,  erected 
in  1920  and  occupied:  1st  floor — furniture  storage;  2nd 
floor — vacant ;  3rd  floor — furniture  storage  ;  4th  floor — 
same;  5th  and  6th  floors — vacant,  for  which  no  certificate 
of  occupancy  has  been  issued ;  and 

Whereas,  the  applicant  contends  that  the  building  is 
occupied  by  one  tenant  on  the  1st,  3rd  and  4th  floors;  that 
the  occupancy  does  not  exceed  4  persons  in  the  entire 
building  at  any  one  time;  that  the  building  is  unheated 
and  the  water  supply  is  cut  off  at  the  street  main ;  that 
wooden  barrels  filled  with  water  and  alcohol  and  fire  pails 
are  maintained  on  each  occupied  floor ;  that  the  furniture 
stored  is  so  arranged  as  to  leave  wide  aisles ;  that  the 
sprinkler  system  has  fallen  into  a  state  of  complete  dis¬ 
repair  and  that  it  will  cost  $4,437  to  place  same  in  working 
order;  that  the  building  is  operated  at  a  loss  and  that  the 
enforcement  of  the  order  would  require  the  vacating  of 
the  building. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1203-LF  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  no  part  of 
the  building  be  used  for  manufacturing  purposes,  but  that 
when  so  used,  the  requirements  of  the  board  in  its  resolu¬ 
tion  in  Cal.  No.  743-25-S  shall  be  complied  with. 


40-39-A. 

APPLICANT — Irving  Kirshenblit,  for  Ettel  Zibes,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 111  Wyona  street,  east  side, 
157  ft.  7  in.  north  of  Atlantic  avenue  (Block 
No.  3673,  Lot  No.  3),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Irving  Kirshenblit. 

For  Administration:  Benjamin  Saltzman,  De¬ 
partment  of  Housing  and  Buildings. 
ACTION  OF  BOARD — Granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(40-39-A) 

Whereas,  Irving  Kirshenblit,  for  Ettel  Zibes,  owner, 
filed  January  12,  1939,  an  appeal  from  a  decision  of  the 
Borough  Superintendent,  affecting  premises  111  Wyona 
street,  east  side,  157  ft.  7  in.  north  of  Atlantic  avenue  (Block 
No.  3673,  Lot  No.  3),  Borough  of  Brooklyn;  and 
Whereas,  the  original  decision  of  the  borough  superin¬ 
tendent  on  Alt.  Applic.  19168-38,  dated  January  12,  1939, 
was  superseded  by  a  decision  dated  January  18,  1939,  which 
reads : 

“1.  Proposed  use  of  more  than  two  floors  of  a 
frame  building  for  occupancy  by  two  families  is  con- 
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trary  to  Section  8.7.2.1  of  Administrative  Code.” 

and 

Whereas,  the  building  is  2p->  stories  and  basement  (30 
ft.)  in  height,  22  ft.  by  30  ft.  in  area;  of  frame  construc¬ 
tion  ;  erected  about  1890 ;  located  in  a  residence  use,  “C” 
area,  district;  occupied:  Basement  and  1st  floor — one  fam¬ 
ily;  2nd  floor — one  family;  Attic — unoccupied;  and 

Whereas,  the  applicant  contends  that  the  building  has 
been  occupied  by  two  families  for  twenty  years ;  that  there 
is  a  kitchen  on  the  basement  floor  and  one  on  the  2nd 
floor;  that  it  is  proposed  to  modernize  and  repair  the  build¬ 
ing  by  installing  steam  heat  and  providing  an  additional 
bathroom ;  that  the  occupancy  of  the  building  will  not  be 
more  than  two  families. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  19168-38  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  at  no  time  be  occupied  by  more  than  two 
families,  one  family  occupying  the  basement  and  first  floor 
and  one  family  occupying  the  second  floor ;  that  there 
shall  be  installed  a  second  means  of  exit  from  the  upper 
story,  which  may  be  an  exterior  iron  ladder  with  drop 
ladder  to  surrounding  ground ;  that  in  all  other  respects 
the  building  shall  comply  with  all  the  requirements  as  to 
construction  for  a  building  located  outside  the  fire  limits ; 
that  the  building  shall  not  be  increased  in  height  or  area 
and  that  the  vacant  area  around  the  building  on  the  lot 
shall  not  be  decreased ;  that  an  agreement  shall  be  filed 
with  the  borough  superintendent  by  the  owner,  that  the 
building  at  no  time  shall  be  occupied  by  more  than  two 
families,  contrary  to  the  requirements  of  this  resolution. 


41 -39- A. 

APPLICANT — Mary  Manzi,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 1760  Westchester  avenue, 
southeast  corner  of  Commonwealth  avenue 
(Block  No.  3762,  Lot  No.  30),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Anthony  E.  Seponi,  Mary  Manzi 
and  Anna  Colture. 

For  Administration  :  Morris  Harris,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(41-39-A) 

Whereas,  Mary  Manzi,  owner,  filed  on  January  12,  1939, 
an  appeal  from  a  decision  of  the  borough  superintendent, 
department  of  housing  and  buildings,  affecting  premises 
1760  Westchester  avenue,  southeast  corner  of  Common¬ 
wealth  avenue  (Block  No.  3762,  Lot  30),  Borough  of  The 
Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent 
on  N.B.  App.  947-07,  dated  December  28,  1938,  reads: 

“Please  be  advised  that  your  application  for  a  cer¬ 
tificate  of  occupancy  for  the  use  of  the  above  premises 
as  a  store,  beauty  parlor  and  two  families,  is  hereby 
denied  as  Building  Notice  No.  1042-38,  which  was 
filed  for  the  use  of  the  Beauty  Parlor  on  the  2nd 
story  has  been  disapproved  by  this  Department.” 
and 

Whereas,  the  decision  of  the  borough  superintendent  on 
B.N.  Application  1042-38,  dated  December  15,  1938,  reads: 
“A-l :  Objection  not  removed.  Building  still  ar¬ 
ranged  as  a  Multiple  Dwelling.  Note — arrangement 
of  rooms  on  1st  floor. 

A-2 :  Objection  not  removed.  Beauty  Parlor  should 


be  removed.  Note — same  not  permissable  in  a  frame 
building.  Section  2.1. 3.5  of  Building  Code.” 

and 

Whereas,  the  building  is  three  stories  (35  ft.)  in  height, 
25.45  ft.  by  50.64  ft.  in  area,  of  frame  construction ;  lo¬ 
cated  in  a  business  use  district ;  erected  in  1907  and  occu¬ 
pied :  Cellar — boiler  room,  no  persons;  1st  floor — store  and 
storeroom ;  2nd  floor — 3-room  apartment  and  beauty  par¬ 
lor  ;  3rd  floor — 6-room  apartment ;  and 

Whereas,  the  applicant  contends  that  it  would  be  a 
hardship  to  be  compelled  to  discontinue  the  beauty  parlor 
use,  which  has  been  in  existence  for  11  years  and  is  being 
operated  by  a  member  of  the  applicant’s  family ;  that  there 
is  a  separate  entrance  to  the  beauty  parlor  distinct  from 
the  entrance  to  the  3-room  apartment  on  the  same  floor ; 
that  the  maintenance  of  the  beauty  parlor  does  not  create 
any  fire  hazard. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  B.N.  App.  1042-38  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  only  so  far  as 
it  has  reference  to  Objection  2  thereof,  on  condition  that 
the  business  use  shall  be  restricted  to  the  three  front  rooms 
of  the  second  floor  and  shall  not  have  equipment  greater 
than  the  present  floor  loading  will  permit ;  that  the  use 
shall  not  be  permitted  unless  the  apartment  arrangement 
on  the  ground  floor  is  discontinued,  and  the  building  can 
be  classified  as  a  two-family  dwelling  instead  of  a  mul¬ 
tiple  dwelling ;  and,  granted  only  so  long  as  the  operator 
of  the  business  use  shall  reside  within  the  building  and 
the  above  requirements  are  met. 


49-39-A. 

APPLICANT — Louis  Barnett  for  35  Steuben  Street 
Realty  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 357-365  Park  avenue,  north 
side,  from  Steuben  street  to  Emerson  place,  29- 
45  Steuben  street  and  46-52  Emerson  place 
(Block  No.  1879,  Lot  Nos.  1-8),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  Barnett. 

For  Administration :  Thomas  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(49-39-A) 

Whereas,  Louis  Barnett,  for  35  Steuben  street  Realty 
Corporation,  owner,  filed  January  13,  1939,  an  appeal  from 
an  order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  357-365  Park  avenue,  north  side,  from  Steuben 
street  to  Emerson  place,  29-45  Steuben  street  and  46-52 
Emerson  place  (Block  No.  1879,  Lot  Nos.  1-8),  Borough 
of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  1503- 
LF,  dated  October  18,  1938,  reads : 

“1.  Extend  the  standpipe  line  from  the  7  story 
building  to  Buildings  G,  and  A,  B,  C,  D,  E  and  F. 
Article  17,  Chapter  26  Administrative  Code  of  the 
City  of  New  York.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  January  4,  1939;  and 

Whereas,  the  premises  consists  of  a  group  of  buildings 
on  a  plot  300  ft.  by  200  ft.  in  area.  The  buildings  are 
described  as  follows:  The  main  building  is  7  stories  (83 
ft.)  in  height,  of  fireproof  construction,  occupied  through¬ 
out  as  a  factory — 1st,  2nd  and  3rd  floors — 20  persons  each; 
4th  floor— 7  persons ;  5th  and  6th  floors — 25  persons  each ; 
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7th  floor — 30  persons.  The  warehouse  is  2  stories  (30  ft.) 
in  height,  of  non-fireproof  construction,  occupied:  1st  floor 
— storage  and  shipping — 2  persons  ;  2nd  floor — storage  and 
manufacturing — 4  persons.  Building  A  is  5  stories  and 
basement  (56  ft.)  in  height,  of  non-fireproof  construction, 
occupied  throughout  for  storage — 1  person  in  entire  build¬ 
ing.  Building  B  is  2  stories  and  basement  (26  ft.)  in 
height,  of  non-fireproof  construction — occupied  throughout 
for  storage — 1  person  in  entire  building.  Building  C  is  2 
stories  and  basement  (25  ft.)  in  height,  of  non-fireproof 
construction,  occupied  throughout  for  storage — 1  person  in 
entire  building.  Building  D  is  one  story  and  basement 
(18  ft.)  in  height,  of  non-fireproof  construction,  occupied: 
Cellar— storage — no  persons;  1st  floor — shipping — 2  persons. 
Building  E  is  5  stories  and  basement  (56  ft.)  in  height,  of 
fireproof  construction,  occupied  throughout  for  storage — 
1  person  in  entire  building.  Building  F  is  one  story  (16  ft.) 
in  height,  of  non-fireproof  construction,  occupied  as  a  ship¬ 
ping  platform — 1  person.  Building  G  is  2  stories  (24  ft.) 
in  height,  of  fireproof  construction,  occupied:  1st  floor — 
paper  storage — 3  persons;  2nd  floor — manufacturing — 12 
persons.  The  buildings  throughout  are  equipped  with  a 
sprinkler  system  and  the  main  building,  Nos.  31-43  Steuben 
street,  is  equipped  with  a  standpipe  system ;  and 

Whereas,  the  applicant  contends  that  the  entire  premises 
is  used  for  the  manufacturing  and  storage  of  paper  boxes 
and  corrugated  products ;  that  all  of  the  buildings  are  less 
than  85  ft.  in  height ;  that  the  order  of  the  fire  commissioner 
is  solely  due  to  area;  that  the  buildings  are  fully  sprink- 
lered,  the  seven  story  building  (31-43  Steuben  street)  has  a 
four  inch  standpipe  system  and  contains  a  15,000  gallon 
tank,  the  bottom  of  which  is  19  ft.  above  the  highest 
sprinklers ;  that  in  addition,  it  contains  a  10,000  gallon 
standpipe  tank  with  a  3,500  gallon  reserve ;  that  Building 
E  contains  a  7,500  gallon  pressure  tank ;  that  Building  G 
contains  an  electrically  driven  fire  pump  issuing  750  gallons 
per  minute ;  that  there  is  a  6  in.  connection  to  a  street 
main;  that  31-43  Steuben  street  has  an  alarm  system  in 
the  building,  which  automatically  goes  into  operation  from 
any  point  in  the  building;  that  the  building  is  supervised 
day  and  night  by  a  watchman ;  that  all  of  the  buildings 
contain  adequate  portable  extinguishers  and  fire  buckets. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1503-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  existing 
standpipe  system  and  sprinkler  system  shall  be  maintained 
to  the  satisfaction  of  the  fire  commissioner  and  the  fire 
alarm  system  and  supplemental  fire-fighting  equipment  shall 
be  maintained  to  the  satisfaction  of  the  fire  commissioner; 
that  this  is  granted  only  so  long  as  building  G  shall  not  be 
extended  in  height  and  that  the  fire  doors  at  the  openings, 
as  installed,  shall  be  maintained. 


67-39-A. 

APPL'ICANT — Simon  B.  Zelnik,  for  12  East  62nd  Street 
Corporation,  lessee. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 12  East  62nd  street,  south 
side,  229  ft.  east  of  Fifth  avenue  (Block  No. 
1376,  Lot  No.  63),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Simon  B.  Zelnik. 

For  Administration:  Fred  Dahlem,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Afifirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(67-39-A) 

Whereas,  Simon  B.  Zelnik,  for  12  East  62nd  Street 


Corporation,  lessee,  filed  on  January  18,  1939,  an  appeal 
from  a  decision  of  the  borough  superintendent,  depart¬ 
ment  of  housing  and  buildings,  affecting  premises  12  East 
62nd  street,  east  side,  229  ft.  east  of  Fifth  avenue  (Block 
No.  1376,  Lot  No.  63),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  App.  3586-38,  dated  January  6,  1939,  reads: 

“1.  Contrary  to  Sec.  172-a  Multiple  Dwelling  Law 
to  increase  building  in  height.  Building  is  now  five 
stories  in  height. 

2.  Examination  of  plans  not  further  considered  at 
this  time  for  provisions  of  the  Multiple  Dwelling!  Law 
or  structural  features.” 

and 

Whereas,  the  building  is  five  stories  (61  ft.  10  in.)  in 
height,  25  ft.  by  93  ft.  4  in.  in  area;  1st  floor,  25  ft.  by 
78  ft.  in  area  above,  of  non-fireproof  construction ;  erected 
in  1916;  occupied  as  a  Class  A  multiple  dwelling  since 
1936;  located  in  a  residence  use,  “B”  area,  district.  Cer¬ 
tificate  of  Occupancy  No.  21572  was  issued  August  28, 
1936,  for  occupancy  as  follows:  Cellar — laundry,  boiler 
room  and  1  kitchen;  1st  floor — reception,  dining  room  and 
pantry;  2nd  and  3rd  floors — combined,  two  duplex  apart¬ 
ments;  4th  floor — two  apartments;  5th  floor — two  apart¬ 
ments  ;  and 

Whereas,  the  applicant  contends  it  is  proposed  to  erect 
an  additional  room  at  the  front  of  the  building  above  the 
fifth  floor.  This  room  will  serve  as  a  bedroom  and  will  be 
located  directly  above  the  front  apartment  and  connected 
to  same  by  an  interior  stairs ;  that  the  building  is  equipped 
with  a  fireproof  staircase  in  addition  to  an  ornamental 
staircase  and  is  sprinklered  throughout;  that  the  additional 
room  will  facilitate  exit  from  the  apartment  below,  since 
it  will  provide  direct  access  to  the  roof ;  that  the  height 
of  the  building  as  proposed,  will  be  in  harmony  with  the 
adjoining  buildings;  and 

Whereas,  the  board  deemed  that  it  is  without  power  to 
grant  this  appeal,  as  to  grant  would  be  to  modify  the 
requirements  of  the  multiple  dwelling  law. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  acting  on  Alt.  App.  3586-38  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


1 6-39-A. 

APPLICANT— Elias  K.  Herzog,  for  Congregation  Or- 
Hamair,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 201 1  Creston  avenue,  west 
side,  118.81  ft.  north  of  East  179th  street  (Block 
No.  2807,  Lot  No.  77),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Elias  K.  Herzog. 

For  Administration :  M.  Thiede,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(76-39- A) 

Whereas,  Elias  K.  Herzog,  for  Congregation  Or-Hamair, 
owner,  filed  January  19,  1939,  an  appeal  from  a  decision 
of  the  borough  superintendent  of  buildings,  affecting  prem¬ 
ises  2011  Creston  avenue,  west  side,  118.81  ft.  north  of 
East  179th  street  (Block  No.  2807,  Lot  No.  77),  Borough 
of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  724-38,  reads: 

“1.  The  proposed  change  of  occupancy  from  dwell¬ 
ing  to  synagogue  and  dwelling  in  a  class  three  con¬ 
structed  building  to  be  occupied  on  more  than  two 
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and 


stories  is  contrary  to  Section  4.2.1  of  the  Building 
Code  or  Section  C26-254.0  of  the  Administrative  Code.” 


Whersas  the  building  is  three  stories  (33  ft.)  in  height 
19  ft.  by  46  ft.  o  in.  in  area  at  first  floor,  19  ft.  by  39  ft.  in 
area  above,  of  non-fireproof  construction,  located  on  a  lot 
19  ft.  by  100  ft.  in  area,  erected  in  1907,  in  a  residence  use 
district  and  occupied :  Cellar — storage  and  boiler  room  • 
1st  floor— synagogue— 75  persons;  2nd  floor— same— 50 
persons;  3rd  floor— dwelling ;  and 

Whereas,  the  applicant  contends  that  Section  4.2.1  of  the 
City  Building  Code  permits  buildings  of  Class  III  con¬ 
struction  up  to  35  ft.  0  in.  in  height  for  this  type  of  occu¬ 
pancy;  that  the  entire  building  is  less  than  35  ft.  0  in. 
in  height  and  only  the  lower  two  floors  will  be  for  public 
use  (synagogue)  ;  that  the  3rd  floor  will  be  occupied  as  a 
residence  for  the  caretaker;  that  furthermore,  the  area  of 
the  building  is  only  about  800  square  feet;  that  not  more 
than  75  people  will  occupy  the  first  floor  and  not  more 
than  50  people  will  occupy  the  2nd  floor;  that  the  second 
floor  is  to  be  used  merely  as  a  mezzanine  to  the  first  floor ; 
that  the  entire  cellar  ceiling  will  be  fire  retarded  Avith  wire 
lath  and  cement  plaster;  that  a  front  fire  escape  will  be 
provided  for  the  2nd  and  3rd  floors. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  Alt.  Applic.  No.  724-38,  be  and  it  hereby  is  granted, 
as  to  Objection  No.  1,  on  condition  that  the  building  shall 
not  be  extended  in  height  or  area  and  that  in  all  other 
respects  the  building  shall  comply  with  all  laws,  rules  and 
regulations  applicable  to  the  construction  and  occupancy ; 
and  on  the  further  condition  that  the  cellar  ceiling  and 
main  first  floor  ceiling  shall  be  fire-retarded  throughout  and 
that  the  third  floor  occupancy  shall  be  limited  to  the  use 
of  the  caretaker. 


91-39-A. 


APPLICANT — Thomas  W.  Golding,  for  Hoffman  Bever- 
i  age  Company,  lessee. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 98-11  211th  street,  east  side, 
68.57  ft.  south  of  Jamaica  avenue  (Block  No.  1826, 
Lot  No.  7),  Bellaire,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Thomas  W.  Golding  and  Edwin 
L.  Gidley. 

For  Administration:  Joseph  Ferro,  Department 
of  Housing  and  Buildings. 

^CTION  OF  BOARD — Appeal  granted  on  condition. 

1  HE  v OTE — 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  q 

Absent  .  q 

THE  RESOLUTION— 


(91-39-A) 

[  Whereas,  Thomas  W.  Golding,  for  Hoffman  Beverage 
Company,  lessee,  filed  January  23,  1939,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings  affect- 
ng  premises:  98-11  211th  street,  east  side,  68.57  ft.  south 
Jamaica  avenue  (Block  No.  1826,  Lot  No.  7),  Bellaire 
□orough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alteration  Application  6408-38,  reads : 

‘Proposed  omission  of  fire  shutters  contrary  to 
section  108.1  of  Building  Code  (not  further  con¬ 
sidered).” 
ind 

Whereas,  the  building  is  one  story  (15  ft.)  in  height, 
3  ft.  3  in.  by  114  ft.  2J4  in.  in  area,  of  non-fireproof 
obstruction,  erected  in  1928  in  an  unrestricted  use  district 
nd  occupied;  Cellar — boiler  room,  1  person;  1st  floor — 
;arage  and  store  house,  7  persons;  Certificate  of  Occu- 
ancy  No.  35013  was  issued  March  3,  1928,  for  a  one  story 
nek  garage;  and 


Whereas,  applicant  contends  that  the  building  has  its 
entire  frontage  on  211th  street  and  a  16  ft.  driveway  to 
Jamaica  avenue,  and  is  readily  accessible  from  both  streets; 
that  the  Building  Code  allows  such  a  building  on  two 
streets  to  contain  up  to  12,000  square  feet,  whereas  this 
building  contains  only  10,158  square  feet;  that  the  build¬ 
ing  is  readily  accessible  on  the  south  and  east  along  the 
Long  Island  Railroad  and  the  vacant  lot  to  the  rear;  that 
fire  doors  would  be  useless,  in  that  they  could  not  close 
the  openings  because  of  the  metal  conveyor  equipment; 
that  the  building  was  used  by  a  former  tenant  as  a  garage 
for  50  cars,  and  without  any  partition  whatever,  and  a 
Certificate  of  Occupancy  was  formerly  granted  (March  3, 
1928)  for  use  as  a  garage,  whereas  only  7  vehicles  are 
stored  at  one  time  by  the  present  occupant.  Seven  fire 
extinguishers  with  a  capacity  of  2j4  gallons  each,  2  Fireen 
extinguishers  and  15  sand  buckets  are  now  installed  in  the 
building. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  6408-38,  be  and  it  hereby  is  modified, 
and  that  the  appeal  be  and  it  hereby  is  granted,  permitting 
the  omission  of  fire  shutters,  on  condition  that  the  premises 
shall  not  be  increased  in  height  or  area  and  that  the  en¬ 
trance  to  Jamaica  avenue  and  the  driveway  thereto  shall 
be  maintained  during  occupancy  of  the  building. 


291-37-A. 

APPLICANT — Kings  County  Lighting  Co.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  a  decision  of  the 
commissioner  of  buildings  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 5402-5424  First  avenue  north¬ 
west  corner  of  55th  street  (Block  No.  819,  Lot 
No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Ralph  E.  Titus. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  . 4 

Negative  . 0 

Absent  . 0 


THE  RESOLUTION— 

(291-37-A) 

Whereas,  Edwin  W.  Kleinert  and  Ralph  E.  Titus,  for 
Kings  County  Lighting  Co.,  owner,  filed  June  15,  1937,  an 
appeal  from  a  decision  of  the  commissioner  of  buildings 
and  decision  of  the  fire  commissioner,  affecting  premises 
5402-5424  First  avenue,  northwest  corner  of  55th  street 
(Block  No.  819,  Lot  No.  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
dated  June  1st,  1937,  reads: 

“The  proposed  installation  of  above-ground  storage 
tanks  of  50,000  and  12,000  gallon  capacities  at  the  above 
premises,  as  per  plan  papers  submitted  by  you  to  this 
department  for  consideration. 

The  determination  of  the  requirements  in  relation 
to  an  adequate  fire  extinguishing  system  for  these 
tanks  in  the  proposed  locations  are  not  satisfactory  in 
that  severe  exposure  hazards  are  present  at  these  and 
adjoining  premises.” 

and 

Whereas,  Application  No.  6321-1937,  dated  June  1,  1937, 
reads : 

“Note:  Copy  of  Fire  Dept,  letter,  dated  June  1st, 
1937  attached.  No  further  examination.” 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
June  8,  1937,  reads : 

“Request  for  reconsideration  duly  considered,  re — 
the  proposed  installation  of  above-ground  storage  tanks 
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of  50,000  and  12,000  gallon  capacities  at  the  above 
premises. 

The  determination  of  the  requirements  in  relation 
to  an  adequate  fire  extinguishing  system  for  these 
tanks  in  the  proposed  locations  cannot  be  made  due 
to  the  fact  that  the  tank  locations  are  not  satisfactory 
in  that  severe  exposure  hazards  are  present  at  these 
and  adjoining  premises.  (Tanks  are  within  prohibited 
distances  of  adjoining  property.  Sec.  Ill,  Chapter  10, 
Code  of  Ordinances.)” 

and 

Whereas,  the  premises  in  question  consists  of  an  entire 
block  used  at  present  as  a  gas  manufacturing  plant.  It  is 
proposed  to  install  two  above-ground  storage  tanks  for 
the  storage  of  water  gas  tar,  of  12,000  gallons  and  50,000 
gallons  capacity  respectively.  The  plant  has  been  in  exist¬ 
ence  since  1900  and  is  located  in  an  unrestricted  use  dis¬ 
trict  ;  and 

Whereas,  the  applicant  contends  that  at  this  plant  the 
company  manufactures  what  is  known  as  “Carbureted 
Water  Gas”  using  coke  and  oil  as  the  basic  materials,  that 
the  use  of  the  oil  produces  a  by-product  known  through¬ 
out  the  gas  industry  as  “Water  Gas  Tar” ;  that  with  the 
only  oils  which  are  now  economically  available  for  the 
process,  larger  quantities  of  heavier  tars  are  produced 
than  formerly  with  the  better  grade  oils,  that  it  is  abso¬ 
lutely  necessary  to  enlarge  the  equipment  which  processes 
this  tar ;  that  this  tar,  as  produced  in  gas  making  ma¬ 
chinery,  is  known  as  “Emulsion”  and  is  composed  of 
approximately  50%  water  and  50%  tar,  that  this  tar  has 
a  very  good  sales  value  if  the  “Emulsion’  can  be  reduced 
from  a  50%  water  content  to  a  2%  water  content ;  that 
this  drying,  or  demulsification  of  tar,  can  be  accomplished 
by  allowing  the  emulsion  to  stand  for  about  24  hours  at  a 
temperature  of  about  150° -160°  when  the  heavy  tar  settles 
to  the  bottom ;  the  water  rises  to  the  top  and  the  layer  of 
unbroken  emulsion  lies  in  'between ;  that  this  is  standard 
practice,  both  with  The  Kings  County  Lighting  Company 
and  other  gas  companies  throughout  the  East,  that  no  new 
or  unusual  procedure  is  being  instituted,  but  due  to  the 
present  oil  situation,  it  is  found  necessary  to  enlarge  the 
capacity  of  the  present  system;  that  this  plant  operates 
24  hours  per  day  with  three  complete  operating  shifts, 
that  each  shift  is  complete  with  superintendent,  watch 
engineer,  fireman,  oiler,  tar  operator,  exhauster  operator, 
watchmen,  etc.,  so  that  the  entire  plant  is  adequately 
manned  and  supervised  at  all  times ;  that  the  Company 
has  two  “Phomene”  generating  installations  at  this  plant 
and  it  is  proposed  to  connect  the  new  tank  to  existing 
“Phomene”  installation  which  supplies  existing  similar  tar 
tanks ;  that  there  will  be  a  fire  detector  installed  to  connect 
with  our  existing  plant  electrical  alarm  system ;  that  the 
company  subscribes  to  the  National  District  Telegraph 
Company’s  watchman’s  service  with  eight  stations  located 
within  the  plant;  that  the  tank  will  be  permanently  equip¬ 
ped  with  an  approved  non  flashback  vent  that  there  will 
be  no  open  flames  or  fires  for  heating  the  material  in  this 
tank ;  that  all  heating  done  to  the  material  will  be  accom¬ 
plished  by  permanently  located  steam  coils,  with  only  suffi¬ 
cient  heating  to  make  the  tar  fluid ;  that  this  is  identical 
in  design  to  the  existing  equipment  in  the  company’s  oil 
storage  tanks  at  this  location ;  that  inasmuch  as  the  reason 
for  using  the  tank  is  to  separate  the  water  from  the  tar, 
then  there  will  always  be  a  layer  of  water  on  top  of  the 
material  in  this  tank,  that  this  layer  of  water  would  vary 
from  6  inches  in  thickness  to  a  possible  maximum  of  4 
feet ;  and 

Whereas,  this  appeal  was  granted  by  the  Board  June  22, 
1937,  on  certain  conditions  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  June  22,  1937,  so  that  as 
amended,  it  shall  read : 

“Resolved,  that  the  decision  of  the  commissioner  of 
buildings,  dated  June  1,  1937  and  the  decision  of  the 
fire  commissioner,  dated  June  8,  1937,  be  and  they 


hereby  are  modified  and  that  the  appeal  be  and  it  hereb> 

is  granted  to  permit  above  ground  storage  tanks  one 
of  50,000  gallons  capacity  and  one  of  12,000  gallons 
capacity  for  storage  and  treatment  of  water  gas  tar, 
as  described  in  the  statement  accompanying  this  ap¬ 
peal,  on  condition  that  the  construction  of  the  tanks 
shall  comply  with  the  requirements  therefor  and  that 
concrete  dikes  shall  be  constructed  around  each  tank, 
capable  of  holding  one-and-a-half  times  the  capacity 
of  each  tank;  that  existing  safeguards  and  fire  protec¬ 
tive  systems  as  described  in  the  statement  accompany¬ 
ing  this  appeal  shall  be  maintained  to  the  satisfaction  of 
the  fire  commissioner,  that  these  tanks  shall  be  used 
for  no  other  storage  than  as  herein  permitted;  that 
pipe  lines  used  for  pumping  this  material  from  other 
points  on  the  premises  and  to  pierhead  for  shipment 
from  the  premises  in  tank  barges  shall  be  buried. 

Resolved,  further,  that  in  the  event  the  owner  desires 
to  substitute  the  Detex  Watchman’s  Clock  System  for 
the  National  District  Telegraph  Company’s  watchman’s 
service,  as  zv as  proposed,  such  substitution  may  be 
made,  on  condition  that  in  all  other  respects  the  resolu¬ 
tion  adopted  by  the  Board  on  June  22,  1937,  shall  be 
complied  with.” 


717-38-A. 

APPLICANT— Levy  and  Berger,  for  Mays  Furs  and 
Readv  to  Wear,  Inc.,  lessee. 

SUBJECT— Application  for  consideration— reopening  and 
amendment — re  Appeal  from  a  decision  of  the 
acting  borough  superintendent  of  buildings. 
PREMISES  AFFECTED — 502-506  Fulton  street,  south 
side,  40  ft.  east  of  Bond  street,  9-17  Bond  street 
and  16-20  Hanover  place  (Block  No.  160,  Lot 
Nos.  15,  16,  17  and  7),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Leo  Berger  and  Benjamin  C. 
Ribman. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . 0 

Absent  .  0 


THE  RESOLUTION— 

(717-38-A) 

Whereas,  Levy  and  Berger,  for  Mays  Furs  and  Ready 
to  Wear,  Inc.,  lessee,  filed  August  28,  1938,  an  appeal  with 
the  Board  of  Standards  and  Appeals  from  a  decision  of 
the  borough  superintendent  of  buildings  affecting  premises 
502-506  Fulton  street,  south  side,  40  ft.  east  of  Bond 
street,  9-17  Bond  street  and  16  20  Hanover  place  (Block 
No.  160,  Lot  Nos.  15,  16,  17  and  7),  Borough  of  Brooklyn; 
and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  in  acting  on  Application  No.  11579-1938  dated 
August  10,  1938,  reads : 

“1.  Openings  in  fire  walls  to  be  protected  on  either 
side  with  fire  resistive  doors  of  3  hours  rating,  as  per 
10.8.1  of  Building  Code.” 

and 

Whereas,  the  building  is  fireproof,  7  stories  in  height, 
60  ft.  by  192  ft.  irregular  in  area  and  occupied  as  a  de¬ 
partment  store,'  office  and  school ;  and 

Whereas,  this  appeal  was  granted  by  the  board  August 
16,  1938,  on  certain  conditions  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  August  16,  1938,  so  that  as 
amended,  the  resolution  shall  read  : 

“Resolved,  that  the  decision  of  the  acting  borough 
superintendent  on  Application  No.  11579-38,  Item  1,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
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hereby  is  granted  on  condition  that  all  openings  in  the 
fire  wall  between  this  building  and  the  building  adjoin¬ 
ing  shall  be  protected  with  automatic  self-closing  fire 
doors  or  fire  curtains,  as  required  under  the  resolution 
as  amended  January  31,  1939,  under  Cal.  No.  718-38-U/'’ 


718-38-A. 

APPLICANT — Levy  and  Berger,  for  Mays  Furs  and 
Ready  to  Wear,  Inc.,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  a  decision  of  the 
acting  borough  superintendent  of  buildings. 
PREMISES  AFFECTED— 10-14  Hanover  place,  west 
side,  70  ft.  south  of  Fulton  street  and  508-512 
Fulton  street  (Block  No.  160,  Lot  Nos.  23,  24 
and  25),  Borough  of  Brooklvn. 
APPEARANCES— 

For  Applicant :  Leo  Berger  and  Benjamin  C. 
Ribman. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . 0 

Absent  .  0 


THE  RESOLUTION— 

(718-38-A) 

Whereas,  Levy  and  Berger,  for  Mays  Furs  and  Ready 
to  Wear,  Inc.,  lessee,  filed  August  12,  1938,  with  the  Board 
of  Standards  and  Appeals,  an  appeal  from  a  decision  of 
the  acting  borough  superintendent  of  buildings  affecting 
premises  10-14  Hanover  place,  west  side,  70  ft.  south  of 
Fulton  street,  and  508-512  Fulton  street  (Block  No.  160, 
Lot  Nos.  23,  24  and  25),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  in  acting  on  Application  No.  11578-1938,  dated 
August  10,  1938,  reads : 

1 —  More  than  two  stories  connected  by  an  unen¬ 
closed  escalator  is  contrary  to  Sec.  6-4-1-9  of  Building 
Code. 

2 —  Openings  in  fire  walls  to  be  protected  on  either 
side  with  fire  resistive  doors  of  3  hour  rating  as  per 
10-8-1  of  Building  Code. 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  and 
cellar  in  height,  60  by  100  ft.,  irregular  in  area  and  occu¬ 
pied  as  store,  salesroom,  offices  and  stock  room ;  and 

Whereas,  this  appeal  was  granted  by  the  board  August 
16,  1938,  on  certain  conditions  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  August  16,  1938,  so 
that  as  amended,  the  resolution  will  read : 

“Resolved,  that  the  decision  of  the  acting  borough 
superintendent  on  Application  No.  11578-38,  Item  1,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  proposed 
escalator  shall  be  constructed  of  fireproof  materials 
throughout ;  that  baffles  of  steel  or  reinforced  plaster 
shall  be  constructed  around  the  escalator  well  hole  on 
the  first  and  second  floor  ceilings;  that  these  baffles 
shall  be  not  less  than  two  feet  in  depth  and  shall  be 
either  approximately  or  more  than  two  feet  removed 
from  the  edge  of  the  ivell  hole;  that  in  addition  to  the 
sprinkler  system  now  installed,  additional  heads  con¬ 
nected  to  the  existing  sprinkler  system  shall  be  in¬ 
stalled  along  the  exterior  of  the  baffle  plates  and  not 
more  than  4  feet  on  centers ;  that  where  any  sprinkler 
heads  are  nearer  than  4  feet  to  a  sprinkler  head  of  the 
general  sprinkler  system,  metal  reflectors  shall  be  in¬ 
stalled  at  each  such  head  to  prevent  water  cooling; 
that  similar  protection  shall  be  installed  around  the 


escalator  ivell  of  the  2nd  story;  that  at  the  2nd  and  3rd 
floor  openings,  there  shall  be  constructed  a  roller 
shutter  arranged  so  as  to  be  manually  operated  bff 
means  of  a  chain  permanently  secured  by  heavy  ring 
to  the  bottom  rail  of  the  shutter  and  supported  oiu 
brackets,  so  as  to  be  at  all  times  readily  available; 
that  this  chain  shall  be  what  is  known  as  an  iron  Jack 
chain  weighing  not  less  than  lb.  per  running  foot; 
that  on  all  shutters  directly  above  the  bottom  rail, 
there  shall  be  painted  in  black  letters  not  less  than  3  in. 
in  height,  the  words  “Close  Shutter  to  Floor”  with  an 
arrow  pointing  downwardly;  that  a  gong,  as  indicated, 
shall  be  installed  at  each  escalator  run,  operated  by 
means  of  push  buttons  located  centrally,  two  to  a  floor, 
the  pushing  of  any  such  button  to  ring  gongs  on  all 
floors  as  a  signal  to  close  escalator  curtains;  that  in¬ 
structions  to  all  superintendents  and  section  managers 
shall  include,  in  addition  to  general  instructions  as  to 
use  of  fire  extinguishing  equipment  and  exits  in  case 
of  fire,  instruction  and  monthly  drill  as  to  closing 
escalator  shaft  curtains,  so  that  responsibility  will  at 
all  times  be  fixed  on  attendants  on  each  floor,  to  the 
end  that  curtains  are  immediately  closed  upon  the 
sounding  of  the  gong  signal;  that  the  closing  of  cur¬ 
tains  shall  automatically  stop  all  escalators;  that  this 
modification  shall  be  granted  only  so  long  as  the 
building  is  occupied  by  May’s  Furs  and  Ready-to-Wear, 
Inc.,  and  only  so  long  as  fire  extinguishing  equipment 
and  exits  thereto  are  maintained,  to  the  satisfaction 
of  the  administrative  official  having  jurisdiction;  and, 
granted  as  to  Item  2  of  the  same  decision,  on  condition 
that  all  openings  in  the  fire  wall  shall  be  protected  on 
at  least  one  side  on  all  floors  with  doors  and  roller 
curtains  automatically  self-closing,  bearing  an  under¬ 
writers  label  for  such  conditions  and  constructed  as 
approved  by  the  Board  of  Standards  and  Appeals 
under  Cal.  No.  792-38-SM 


1196-38- A. 

APPLICANT— J.  Andre  Fouilhoux,  for  Time,  Incor¬ 
porated,  lessee. 

SUBJECT— Application  for  consideration— reopening  and 
restoration  to  calendar,  having  been  previously 
withdrawn — re  Appeal  from  a  decision  of  the 
borough  superintendent  of  buildings. 

PREMISES  AFFECTED— 38-40  West  48th  street,  south 
side,  388.67  ft.  east  of  Sixth  avenue  (Block  No. 
1263,  Lot  No.  58),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  D.  Campbell,  John  Hayes  and 
Oscar  Graubner. 

For  Administration:  Inspector  Marietta,  Fire 

Department. 

ACTION  OF  BOARD— Appeal  restored  to  calendar  and 
denied. 

THE  VOTE  TO  RESTORE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . 0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Absent  .  0 


THE  RESOLUTION— 

(1196-38-A) 

Whereas,  J.  Andre  Fouilhoux,  for  Time  Incorporated, 
lessee,  filed  December  22,  1938,  an  appeal  from  a  decision 
of  the  borough  superintendent,  dept,  of  housing  and  build¬ 
ings  affecting  premises :  38-40  West  48th  street,  south  side, 
388.67  ft.  east  of  Sixth  avenue  (Block  No.  1263,  Lot  No. 
58),  Borough  of  Manhattan;  and 
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Whereas,  the  decision  of  the  borough  superintendent 
rendered  December  13,  1938,  in  acting  on  F.P.  Application 

No.  792-38,  reads  :  ... 

“1.  Openings  shown  in  interior  partitions  as  per 
filed  places  are  contrary  to  Sections  C-19-11.0  and 
09-161.0  Administrative  Code.  Disapproved.” 

and 

Whereas,  the  building  is  fireproof,  11  stories  and  cellar 
in  height  and  occupied :  restaurant,  office  and  manufactur¬ 
ing,  located  in  a  retail  use  district  and  equipped  with  a 
standpipe  and  sprinkler  system ;  and 

Whereas,  this  appeal  was  withdrawn  January  10,  19oy, 
and  reopened  by  vote  of  the  Board,  January  31,  1939,  on 
request  of  the  applicant ;  and  _ 

Whereas,  the  premises  was  inspected  by  a  Lommittee 
of  the  Board  ;  and 

Whereas,  in  the  opinion  of  the  Board,  the  openings  in 
the  fireproof  partitions  to  permit  air  intake  from  the 
corridors  and  offices,  should  not  be  permitted. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings  F.P.  Application  No.  792-38,  be  and  it  hereby 
is  affirmed  and  the  appeal  be  and  it  hereby  is  denied. 


VARIATION  OF  LABOR  LAW 

1101-38-S. 

APPLICANT— Scacchetti  and  Siegel,  for  Chez  Rosette, 
Incorporated,  lessee. 

SUBJECT— Application  for  consideration— reopening  and 
amendment — re  Variation  of  the  labor  law  as 
cited  in  a  decision  of  the  borough  superintendent 
of  buildings. 

PREMISES  AFFECTED— 10  East  56th  street  south 
side,  200  ft.  east  of  Fifth  avenue  (Block  No.  1291, 
Lot  No.  64),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Max  Siegel. 

ACTION  OF  BOARD— Application  reopened  and  reso¬ 
lution  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION— 

(1101-38-S) 

Whereas,  Scacchetti  &  Siegel,  for  Chez  Rosette  Incor¬ 
porated,  lessee,  filed  on  December  1,  1938,  an  application 
for  variation  of  the  Labor  Law,  as  cited  in  a  decision  of 
the  borough  superintendent,  Department  of  Housing  and 
Buildings,  affecting  premises  10  East  56th  street,  south  side, 
200  ft.  east  of  Fifth  avenue  (Block  No.  1291,  Lot  No.  64), 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  28,  1938,  on  application  for  Certificate  of 
Occupancy,  reads : 

“Relative  to  your  application  for  certificate  of  occu¬ 
pancy  for  the  above  premises  dated  October  27,  1938, 
requesting  change  on  the  3rd  floor  from  20  persons  to 
30  persons  and  increasing  the  number  of  persons  per¬ 
mitted  to  be  engaged  at  manufacturing  from  5  to  15 
persons,  pleased  be  advised  that  in  order  to  make  such 
change  it  will  be  necessary  to  make  the  building  con¬ 
form  to  Section  270  of  the  Labor  Law  and  also  to  file 
regulation  alteration  application  and  plans  for  this 
change.” 

and 

Whereas,  the  building  is  3  stories  and  cellar  (34  ft.  6 
in.)  in  height,  20  ft.  by  100  ft.  5  in.  in  area,  of  non-fire- 
proof  construction;  erected  in  1937  and  occupied  as  fol¬ 
lows  :  Cellar — boiler  room  and  storage,  no  persons ;  1st 
floor — store,  15  persons;  2nd  floor — show  room  and  offices, 
30  persons;  3rd  floor — office,  shipping  room  and  work 
room,  30  persons ;  not  more  than  15  persons  at  factory 


work.  The  building  is  equipped  with  one  interior  stee 
stairs  with  cement  treads  enclosed  in  partitions  of  meta 
lath  and  #  in.  Portland  cement  on  wood  studs,  equipped 

with  kalamein  doors  3  ft.  8  in.  wide,  . 

Whereas,  the  applicant  contends  the  building  is  occupied 
by  a  single  tenant  as  a  retail  ladies’  wear  establishment 
-ind  the  alteration  department  is  maintained  as  accessory 
to  the  retail  sales  and  is  confined  to  the  3rd  floor  rear; 
that  the  existing  stairway  which  extends  from  roof  to 
street  is  enclosed  on  all  floors  and  is  more  than  adequate 
to  accommodate  the  total  number  of  persons  m  the  build¬ 
ing-  that  in  lieu  of  compliance  with  the  Labor  Law,  it  is 
proposed  to  provide  a  secondary  means  of  egress  trom 
he  3rd  floor  rear,  by  erecting .a -Labor  Law  fire  escape 
leading  to  adjoining  premises  12  East  56th  street  to  which 
egress  can  be  had  to  adjoining  roofs.  The  fire  escape  on 
12  East  56th  street,  to  which  it  is  proposed  to  connect,  was 
accepted  by  the  board  under  Cal.  No.  18-25-S  tor  a  similar 

occupancy;  and  , 

Whereas,  this  application  was  granted  by  the  Board 
December  6,  1938,  in  certain  conditions  and  applicant  re¬ 
quested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  December  6,  1938,  so  that 
as  amended,  the  resolution  shall  read  :  , 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  herebv  make  a  variation  in  the  requirements  of 
the  Labor  Lazo  and  that  the  application  be  and  it  hereby 
is  granted  as  to  the  proposed  second  means  of  exit, 
consisting  of  an  exterior  fire  escape  with  exits  duly 
approved,  connected  with  buildings  Nos.  12  and  14 
East  56 th  street ,  and  arranged  substantially  as  indi¬ 
cated  on  plans  filed  with  this  application,  on  condition 
that  the  total  number  of  persons  at  factory  work  shall 
at  no  time  exceed  fifteen  (15)  and  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with 
the  requirements  of  the  Labor  Law  and  all  other  laws 
rules  and  regulations  applicable  thereto,  except  that  the 
primary  means  of  exit  shall  comply  with  the  require¬ 
ments  of  Section  271  of  the  Labor  Law. 

APPLIANCES  SUBMITTED  FOR  APPROVAL 
273-38-SA. 

APPLICANT— Kinnear  Mfg.  Co.,  Inc.,  owner 
SUBJECT — Approval  of  Kinnear  Steel  Rolling  Fire  Door 
manufactured  by  Kinnear  Mfg.  Co.,  Inc. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on  writ¬ 
ten  request  of  applicant. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . . .  4 

Negative  .  n 

Absent  .  u 


21-36-SA. 

APPLICANT— Samuel  W.  Ross,  for  Herco  Oil  Burner 
Corporation,  owner.  .  , 

SUBJECT— Application  for  consideration— reopening  and 
amendment  re  Herco  Oil  Burner,  Models  R-15 
and  R-35. 

APPEARANCES— 

For  Applicant :  Samuel  W.  Ross. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended.  _  TT 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  .  .  . 

Affirmative :  Chairman  Murdock,  Commission- 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  J- 

Absent  . .  ^ 

THE  RESOLUTION— 
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(21-36-SA) 

Whereas,  Herco  Oil  Burner  Corporation,  owner,  filed 
January  28,  1936,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals,  for  approval  of  the  device  known  as 
the  Herco  Oil  Burner,  Models  R-15  and  R-35;  and 

Whereas,  the  device  was  submitted  to  the  engineer  of 
the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  engineer  of  the  board  was 
substantially  as  follows : 

This  burner  is  of  the  mechanical  draft  pressure 
atomizing  gun  type  and  consists  of  the  following  as¬ 
sembly  : 

A  Century  1/6  H.P.  motor,  a  Sirocco  type  fan  and  a 
Monarch  nozzle. 

Either  a  Viking  Monarch  fuelstat  consisting  of  a 
Viking  Pump,  Monarch  strainer  and  regulating  valve 
or  a  Tuthill  fuel  unit,  which  has  already  been  ap¬ 
proved  by  the  board. 

Ignition— electric,  Jefferson  transformer. 

Controls — Minneapolis  -  Honeywell  Protecto  -  Relay 
Type  R-114-A  and  Minneapolis-Honey  well  Aquastat. 

With  the  oil  supply  shut  off  in  the  cold  combustion 
chamber  the  burner  was  operated  and  the  controls  on 
two  successive  tests  shut  off  the  burner  in  83  and  88 
seconds,  respectively.  The  burner  was  then  put  into 
operation  under  normal  conditions  for  approximately 
45  minutes.  Controls  were  again  tested  and  found  to 
function  properly.  During  the  period  of  test  there 
were  no  flarebacks  and  the  flame  was  clean  and  free 
of  smoke  and  soot.  Examination  of  the  combustion 
chamber  showed  no  undue  carbon  deposits. 

The  models  submitted  differ  only  as  to  capacity, 
R-15  using  3l/2  gals,  per  hour  and  R-35  eight  gals, 
per  hour. 

As  a  result  of  this  inspection  and  test,  it  is  recom¬ 
mended  that  these  burners,  Models  R-15  and  R-35,  be 
approved  for  domestic,  industrial  and  commercial  uses, 
when  installed  in  accordance  with  the  Oil  Burner 
Rules  adopted  by  the  Board  of  Standards  and  Appeals, 
for  fuel  oil  not  heavier  than  No.  3 ;  and 

Whereas,  the  device  was  approved  by  the  board  March 
31,  1936,  and  the  owner,  through  its  agent,  David  Kaufman, 
requested  the  addition  of  the  name  Shur-Heat,  and  now 
requests  the  addition  of  names  Paragon  Oil  Burner  Mod¬ 
els  R-15  and  R-35,  and  Public  Service  Oil  Burner,  Models 
R-15  and  R-35 ;  and 

Whereas,  the  owner  requested  an  amendment  of  the 
resolution  to  include  Models  F,  P-15,  P-35,  P-50,  J-5,  J-10, 
S-20,  and  S-40;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
board  and  referred  to  the  engineer  of  the  board  for  test 
and  report ;  and 

Whereas,  the  report  of  the  engineer  of  the  board,  sup¬ 
plemented  by  that  of  the  Division  of  Combustibles  of  the 
Fire  Department  was  substantially  as  follows : 

This  oil  burner  is  of  the  pressure  atomizing  gun 
type  and  the  various  models  submitted  for  approval 
consist  of  the  following  assembly: 

MODEL  P-15. — Consists  of  an  Ohio  motor;  %  H.P. 
Sirocco  type  fan;  Tuthill  fuelstat  consisting  of  pump; 
strainer  and  pressure  regulating  valve ;  nozzle,  Mon¬ 
arch  1.65  to  3^2  gallons  per  hour.  Ignition;  Jefferson 
transformer. 

MODEL  F. — Same  as  Model  P-15  except  that  parts 
are  differently  located. 

MODEL  P-35. — Is  identical  with  Model  P-15,  with 
the  exception  that  the  Motor  is  1/6  H.P.  and  the  nozzle 
has  a  capacity  of  3)4  to  8  gallons  per  hour. 

MODEL  P-50. — This  burner  is  of  the  atomizing  gun 
type,  consisting  of  the  following  assembly,  /}  H.P. 
motor;  a  Tuthill  pump,  a  Detroit  lubricator;  pressure 
regulating  valve  cuno  strainer  Monarch  nozzle  of  10 
to  18  gallons  per  hour. 

MODEL  J-5. — Is  identical  in  assembly  and  construc¬ 
tion  as  the  P-15,  the  only  difference  being  in  the  as¬ 
sembling  of  the  parts. 


MODEL  J-10. — Is  identical  with  the  P-35,  the  only 
difference  being  in  the  location  and  assembly  of  the 
transformer  and  motor. 

MODEL  S-20. — The  only  difference  in  the  Model 
S-20  is  that  a  Webster  Pump  Unit  is  used  in  place  of 
the  Tuthill  Fuelstat. 

MODEL  S-40. — Consists  of  Webster  Pump  set  con¬ 
sisting  of  pump,  pressure  regulating  valve ;  strainer ; 
monarch  nozzle  having  a  capacity  of  8  gallons. 

Model  P-15  was  tested  and  during  the  period  of  the 
test  there  was  no  flareback  due  to  faulty  ignition,  and 
examination  of  the  combustion  chamber  showed  no 
undue  carbon  deposits. 

The  controls  operated  and  shut  the  burner  down  on 
two  tests  in  70  and  72  seconds  respectively. 

As  a  result  of  this  inspection  and  test  it  is  recom¬ 
mended  that  the  HERCO  OIL  BURNERS,  MODELS 
F,  J-5,  J-10,  P-15,  P-35,  P-50,  S-20  and  S-40,  be  ap¬ 
proved  for  domestic,  commercial  and  industrial  instal¬ 
lations  with  fuel  oil  not  heavier  than  No.  3,  U.  S. 
Dept,  of  Commerce  Standards  and  when  installed  in 
accordance  with  the  Oil  Burner  Rules,  adopted  by  the 
Board  of  Standards  and  Appeals. 

and 

Whereas,  this  applicant  now  requests  an  amendment  of 
the  resolution,  to  permit  the  marketing  of  this  burner 
under  the  name  ‘Friar  Oil  Burner.’ 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  device  known  as  the  Herco  Oil  Burner, 
Models  R-15,  R-35,  F,  P-15,  P-35,  P-50,  J-5,  /-10„  5-20,  and 
5-40,  for  use  in  domestic,  commercial  and  industrial  instal¬ 
lations,  with  fuel  oil  not  heavier  than  No.  3  when  installed 
in  accordance  with  the  Oil  Burner  Rules  of  the  Board  of 
Standards  and  Appeals,  that  this  burner  Models  R-15  and 
R-35,  may  also  be  marketed  under  the  names  of  Shur- 
Heat  Burner,  Models  R-15  and  R-35,  Paragon  Oil  Burner, 
Models  R-15  and  R-35,  Public  Service  Oil  Burner,  Models 
R-15  and  R-35  and  Friar  Oil  Burner  Models  R- 15  and 
R-35,  on  condition  that  under  whichever  name  marketed 
this  oil  burning  device  shall  bear  a  label  permanently  at¬ 
tached  thereto  reading  as  follows: 

Approved  by  the 

BOARD  OF  STANDARDS  AND  APPEALS 
For  Use  in  New  York  City 
UNDER  CAL.  No.  21-36-SA. 


151-38-SA. 

APPLICANT— Eclipse  Air  Brush  Company,  Inc.,  owner 
SUBJECT— Eclipse  Spray  Painting  Equipment— approval 
of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appliance  approved  in  accord¬ 
ance  with  report  of  the  engineer  of  the  board. 
THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  . ® 

THE  RESOLUTION— 

(151-38-SA)  • 

Whereas,  the  Eclipse  Air  Brush  Company,  Inc.,  owner, 
filed  March  9,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance 

known  as  the  Eclipse  Spray  Painting  Equipment;  and 
Whereas,  this  appliance  was  submitted  to  the  engineer 
of  the  board,  for  test  and  report;  and 

Whereas,  the  report  of  the  engineer  of  the  board, 
supplemented  by  that  of  the  representative  of  the  divi¬ 
sion  of  combustibles,  fire  department,  was  as  follows: 

The  Eclipse  Air  Brush  Company  filed  March  9, 
1938,  an  application  with  the  Board  of  Standards 

and  Appeals  for  approval  of  the  appliance  known  as 
the  Eclipse  Spray  Painting  Equipment. 
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The  equipment  consists  essentially  of  syphon  and 
pressure  type  spray  guns  and  gravity  and  pressure 
type  paint  containers.  The  test  was  on  one  of  the 
5-gallon  pressure  paint  container,  filled  with  water 
and  had  a  pressure  of  40  pounds  imposed  upon  it. 
This  is  standard  operating  pressure  for  their  pres¬ 
sure  containers.  This  appliance  was  tested  at  Columbia 
University. 

As  the  container  is  equipped  with  a  pressure  relief 
valve  set  at  80  pounds,  the  relief  valve  being  re¬ 
moved,  the  container  was  slowly  subjected  to  a  rise 
in  pressure  until  80  pounds  was  reached.  During 
the  period  of  test,  the  container  showed  no  evidence 
of  leakage. 

Examination  of  the  construction  showed  that  it  is 
well  made  and  displays  very  good  workmanship  in 
the  assembly. 

As  a  result  of  this  inspection  and  test,  it  is  recom¬ 
mended  that  the  spray  equipment  manufactured  by 
the  Eclipse  Air  Brush  Company,  Inc.,  be  approved, 
when  installed  in  accordance  with  the  Spraying  Rules 
adopted  by  the  Board  of  Standards  and  Appeals,  on 
condition  that  the  appliance  have  a  label  perma¬ 
nently  attached,  reading  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  151-38-SA.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Eclipse  Spray 
Painting  Equipment,  for  use  in  New  York  City,  when 
manufactured,  installed,  operated  and  labelled  in  accord¬ 
ance  with  the  above  report. 


572-38-SA. 

APPLICANT — Gilbert  and  Barker  Mfg.  Co.,  owner. 
SUBJECT  —  Application  for  reopening  —  amendment  — 
Gilbarco  Calcometer  M96,  Gasoline  Dispensing 
Pump. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(572-38-SA) 

Whereas,  the  Gilbert  and  Barker  Manufacturing  Co., 
owner,  filed  July  5,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Gilbarco  Calcometer  M96,  Gasoline  Dis¬ 
pensing  Pump,  under  the  provisions  of  C.26-191.0  Admin¬ 
istrative  Code  (2.2.3  BC)  and  C.  19-69.0  C.  Administrative 
Code ;  and 

Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  committee  on  tests  is  as 
follows : 

REPORT  OF  COMMITTEE  ON  TESTS 
Re. :  Cal.  No.  572-38-SA. 

Gilbarco  Calcometer  M96  Gasoline  Dispensing  Pump. 

The  Gilbert  and  Barker  Mfg.  Co.  filed  July  5,  1938, 
an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  appliance  known  as  the 
Gilbarco  Calcometer  M96  Gasoline  Dispensing  Pump 
under  the  provisions  of  C. 19-69.0  C.  Administrative 
Code,  C.26-191.0  Administrative  Code  (2.2.3  BC). 

The  committee  on  tests  inspected  and  tested  this 
pump  at  26  Broadway,  New  York  City.  This  is  an 
electric  driven  metering  pump  with  a  computer  type 
of  registering  mechanism  in  principles  of  construction 
to  model  T90  which  is  now  approved  for  use. 


A  kt  H.P.  explosion  proof  electric  motor  drives  a 
positive  type  of  rotary  pump  to  raise  the  liquid  from 
the  tank  and  furnish  a  pressure  of  just  under  twenty 
pounds  for  proper  metering.  Between  the  pumping 
unit  and  the  meter  an  air  separator  is  placed  to  sep¬ 
arate  air  which  might  be  admitted  through  a  defective 
suction  line,  this  separator  also  functions  to  provide 
room  for  expansion  of  liquid  under  changing  temper¬ 
atures. 

The  mechanism  which  makes  it  necessary  to  main¬ 
tain  a  tension  on  the  hose  in  order  to  keep  the  motor 
running  has  been  improved  over  that  in  Model  T90. 
This  mechanism  consists  of  a  clamp  which  embraces 
the  hose  and  is  connected  through  a  mechanical  link¬ 
age  to  a  double  bell  crank.  This  linkage  is  provided 
with  suitable  swivels  so  that  the  hose  has  complete 
freedom  of  movement  and  is  not  cramped  on  any 
position.  The  double  bell  crank  pivots  around  a  pin 
in  such  a  manner  that  pressure  is  exerted  on  a  lever 
on  either  leg  of  the  bell  crank  rotating  the  fulcrum 
of  this  lever  and  raising  weight  and  close  motor 
switch  releasing  pressure  on  the  hose  causes  weight 
to  drop  by  force  of  gravity  and  open  motor  switch. 
The  weight  is  of  sufficient  mass  to  throw  switch  to 
the  “off”  position  even  though  a  slight  tension  is 
maintained  on  hose. 

By  means  of  a  leakage  coupled  to  hose  hook^and 
line  the  hose  pull  mechanism  is  locked  on  the  “off” 
position  when  nozzle  is  resting  in  its  proper  place. 
Adequate  provision  has  been  made  to  prevent  weight 
of  hose  pulling  in  a  downward  position  in  case  of  a 
ruptured  coupling  and  from  closing  the  meter  circuit. 

The  device  has  been  approved  by  the  Underwriters 
Laboratories  (MH  1941)  as  certified  in  letter  dated 
July  2,  1938.  As  a  result  of  this  inspection  and  test 
it  is  recommended  that  the  Gilbarco  Calcometer  M96 
Gasoline  Dispensing  Pump  be  approved  for  use  in 
New  York  City  under  the  provisions  of  09-69.0  Ad¬ 
ministrative  Code,  on  condition  that  the  device  bear  a 
label  permanently  affixed  thereto  reading,  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  Citv  under  Cal.  No.  572-3'8-SA.” 

(Sgd.)  CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Engineer. 

and 

Whereas,  the  board  under  date  of  November  22,  1938, 
approved  Model  M96  and  applicant  requested  approval 
of  Models  M97  and  M98;  and 

Whereas,  the  engineer  of  the  board  reports  that  the 
construction  of  these  models  differed  but  slightly  from 
that  of  M96,  the  face  dial  and  clock  mechanism  indicat¬ 
ing  only  gallons  and  not  computing  charges. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  November  22,  1938,  so  that 
as  amended,  it  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  appliance  known  as  the  Gil¬ 
barco  Calcometer  M96,  M97  and  M98,  Gasoline  Dis¬ 
pensing  Pump,  when  constructed  and  installed  in 
accordance  with  the  above  reports  and  with  the  pro¬ 
visions  of  C. 19-69.0  of  the  Administrative  Code,  on 
condition  that  the  appliance  shall  have  a  label  per¬ 
manently  affixed  thereto  reading : 

Approved  by  the 

BOARD  OF  STANDARDS  AND  APPEALS 
For  Use  in  New  York  Citv 
Under  Cal.  No.  572-38-SA.” 


857-38-SA. 

APPLICANT— C.  O.  Kusel,  for  Marshall  Brass  Com¬ 
pany,  owner. 

SUBJECT — Approval  of  “E-Z”  Range  Connector  manu¬ 
factured  by  Marshall  Brass  Company. 
APPEARANCES— 
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For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accord¬ 
ance  with  report  of  engineer  of  the  board. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  . 0 


THE  RESOLUTION— 

(857-38-SA) 

Whereas,  C.  O.  Kusel,  for  Marshall  Brass  Company, 
owner,  filed  October  6,  1938,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  “E-Z”  Range  Connector;  and 
Whereas,  this  appliance  was  submitted  to  the  engineer 
of  the  Board,  for  test  and  report;  and 
Whereas,  the  report  of  the  engineer  of  the  Board  was 
as  follows : 

C.  O.  Kusel,  for  the  Marshall  Brass  Co.  owner,  filed 
October  6,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  “E-Z”  Range  Connector. 

The  “E-Z”  Range  Connector  is  a  fitting  which  is 
constituted  of  one  threaded  brass  elbow  and  one 
threaded  brass  male  connector  or  optional  one  threaded 
brass  female  connector  with  beveled  ends  to  which  are 
attached  a  length  of  aluminum  tubing  with  flared  or 
upset  ends  so  designed  as  to  fit  tightly  over  the  beveled 
end  of  the  elbow  or  male  connector  or  female  connector 
with  a  grip  of  approximately  y&"  and  locked  in  place 
with  a  compression  S.A.E.  flare  type  nut.  The  inside 
diameter  of  the  tubing  and  fittings  is  %"  so  as  to  give 
free  flow  to  the  gas.  The  intent  is  to  allow  play  in  the 
piping  so  that  the  gas  range  or  other  appliance  can  be 
properly  adjusted  after  it  is  connected  up.  The  tubing 
is  aluminum  conforming  to  the  specifications  of  the 
A.S.T.M. 

This  appliance  was  tested  at  the  laboratories  of  the 
Consolidated  Edison  Co.,  111th  street  and  First  avenue, 
New  York  City.  An  air  pressure  test  of  60  lbs.  was 
applied  without  any  leakage  a  streaming  pressure  of 
approximately  100  lbs.  was  applied  without  destruction 
of  the  connection. 

0  he  appliance  has  been  approved  by  the  American 
Gas  Association. 

It  is  recommended  that  the  “E-Z”  Range  Connector 
be  approved  for  use  in  New  York  City  on  condition 
that  the  appliance  bear  a  label  permanently  affixed 
reading,  “Approved  by  the  Board  of  Standard  and 
Appeals  for  use  in  New  York  City  under  Cal  No 
857-38-BZ”. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  “E-Z”  Range 
Connector,  for  use  in  New  York  City  when  manufactured, 
installed  and  labelled  in  accordance  with  the  above  report.' 


1185-38-SA. 

APPLICANT — John  H.  Derby,  owner. 

SUBJECT— Derby  Heat  Actuated  Automatic  Door  Check 
and  Closer — approval  of. 

APPEARANCES— 

For  Applicant:  John  H.  Derby. 

ACTION  OF  BOARD — Appliance  approved  in  accord- 
ance  with  report  of  engineer. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . q 

Absent  .  q 

THE  RESOLUTION— 

(1185-38-SA) 

Whereas,  John  H.  Derby,  owner,  filed  December  19, 
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1938,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  appliance  known  as  Derby 
Heat  Actuated  Automatic  Door  Check  and  Closer ;  and 
Whereas,  this  appliance  was  submitted  to  the  engineer 
of  the  board,  for  test  and  report ;  and 

Whereas,  the  report  of  the  engineer  of  the  board  was 
as  follows : 

This  device  consists  of  a  commercial  door  check,  the 
arm  which  attaches  to  the  door  being  provided  with  a 
one-inch  (1")  threaded  hole.  Into  this  opening  a 
bronze  casting,  or  casing,  about  the  size  and  shape  of 
an  automatic  sprinkler  head,  is  screwed.  This  casing 
contains  a  stainless  steel  plunger,  a  steel  spring  and  a 
frangible  bulb — similar  to  that  used  in  a  Grinnell 
Quartzoid  Sprinkler  Head.  The  steel  spring  permits 
movement  of  the  plunger,  so  that  when  the  door  is 
opened  more  than  ninety  degrees  (90°),  the  plunger 
drops  into  a  depression  in  the  cap  of  the  door  check, 
thereby  causing  the  door  to  remain  open. 

If,  however,  a  temperature  of  one  hundred  and 
thirty- five  degrees  (135°)  should  occur  in  a  room  or 
hallway,  near  the  door  closer,  the  frangible  bulb  will 
explode,  removing  the  pressure  from  the  plunger  and 
thus  permitting  the  door  to  close  and  shut  off  the 
opening  in  the  fire  barrier. 

The  principle  upon  which  this  device  is  designed  is 
similar  to  that  of  the  ordinary  approved  automatic 
sprinkler.  In  place  of  discharging  water,  this  device 
permits  a  stainless  steel  plunger  to  move,  thereby  re¬ 
leasing  the  door,  so  that  the  automatic  door  closer  can 
function. 

It  is  recommended  that  the  Derby  Heat  Actuated 
Automatic  Door  Check  and  Closer  be  approved  for 
use  in  New  York  City,  when  manufactured  and  in¬ 
stalled  in  accordance  with  the  report,  except  that  the 
‘hold  open’  feature  shall  not  be  permitted  on  doors 
opening  directly  into  a  stairway  or  a  stairtower,  on 
condition  that  the  appliance  shall  have  a  label  per¬ 
manently  affixed,  reading — “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City 
on  other  than  exit  doors,  under  Cal.  No.  1185-38-SA.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Derby  Heat 
Actuated  Automatic  Door  Check  and  Closer,  for  use  in 
New  York  City,  when  manufactured,  installed,  operated 
and  labelled  or  tagged  in  accordance  with  the  above  report. 


MATERIALS  SUBMITTED  FOR  APPROVAL 

849-38-SM. 

APPLICANT — Century  Cement  Mfg.  Co.,  Inc.,  owner. 

SUBJECT — Approval  of  Century  Cement  manufactured 
by  Century  Cement  Mfg.  Co.,  Inc. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  on  writ¬ 
ten  request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


341-38-SM. 

APPLICANT — Bird  and  Son,  Inc.,  owner. 

SUBJECT — Application  for  reopening — amendment — re 
Approval  of  Bird  Roofing  Materials,  Paroid  and 
Neponset,  manufactured  by  Bird  and  Son,  Inc. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission- 


MINUTES 


ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ~ 

Absent  .  ^ 

THE  RESOLUTION— 

(341-38-SM) 

Whereas,  Bird  and  Son,  Inc.,  owner,  filed  May  6,  1938, 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  material  known  as  the  Bird  Roofing 
Materials,  Paroid  and  Neponset,  Brand  Specifications  201, 
202,  203  and  204;  and 

Whereas,  this  material  was  approved  by  the  board  July 
22,  1938,  resolution  amended  October  11,  1938  approving 

additional  materials  and  applicant  requests  approval  of 

Bird  Custom  Built  Shingle. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  May  6,  1938  as  amended 
October  11,  1938,  to  include  the  Bird  Custom  Built  Shingle, 
having  the  following  specifications : 

Size  of  Shingle,  Ragged  Edge  12  inches  by  16j4  inches 
Straight  Edge  12  inches  by  16  inches 

Standard  Shipping  Weight  275  lbs. 

Material  per  square,  256  sq.  ft. 

Exposure  on  roof,  6  inches 
Underwriters  Classification  C. 

Pitch,  4  inches  to  the  foot. 


1020-38-SM. 

APPLICANT— Universal  Atlas  Cement  Company,  owner. 

SUBJECT— Hudson  Atlas  Portland  Cement  and  North¬ 
ampton  Atlas  Portland  Cement,  Atlas  White 
Portland  Cement  and  Atlas  Waterproofed  White 
Portland  Cement — approval  of. 

APPEARANCES— 

For  Applicant :  V.  L.  Connar. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  the  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(1020-38-SM) 

Whereas,  the  Universal  Atlas  Cement  Company,  owner, 
filed  November  14,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material,  known 
as  the  Hudson  Atlas  Portland  Cement  and  Northampton 
Atlas  Portland  Cement,  Atlas  White  Portland  Cement  and 
Atlas  Waterproofed  White  Portland  Cement ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  was  as 
follows : 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  No.  1020-38-SM 

Subject:  Approval  of  Hudson  Atlas  Portland  Cement, 
Northampton  Atlas  Portland  Cement, 

Atlas  White  Portland  Cement  and  Atlas 
Waterproofed  White  Portland  Cement. 

The  Universal  Atlas  Cement  Company  filed  on  No¬ 
vember  14,  1938,  an  application  for  the  approval  of 
Atlas  Portland  Cement  as  manufactured  by  the  appli¬ 
cant  at  its  mills  located  at  Hudson,  N.  Y.,  and  North¬ 
ampton,  Pa.,  Atlas  White  Portland  Cement  and  Atlas 
Waterproofed  White  Portland  Cement  as  manufac¬ 
tured  at  Northampton,  Pa.,  and  Atlas  Lumnite  Cement 
as  manufactured  at  Buffington,  Pa.,  for  use  in  New 
York  City  pursuant  to  section  (7. 1.1.3  B.C.)  C-26-312.0 
A.C. 

These  materials  were  tested  in  the  presence  of  a 
committee  of  the  board  at  the  applicants’  plant,  at 
Hudson,  New  York,  on  December  30,  1938. 


A  record  of  the  supply  of  raw  materials  filed  with 
this  application  indicates  that  consistently  homogeneous 
raw  materials  are  available  for  at  least  20  years.  Flow 
sheets  have  been  filed  indicating  the  method  of  dry 
manufacture  of  these  products.  Samples  of  these  ma- 
terials  were  tested  in  accordance  with  A.S.T.M.  specifi¬ 
cations  C9-37,  C74-36,  C 77-37,  C109-37  and  Federal 
g^.riQI-A  SS-C-201.  SS-C-181b  and 


SS-C-158. 

The  results  of  these  tests  were  as  follows : 


HUDSON  ATLAS 


A.S.T.M. 

Specification  YY-C-191a 

C-9-37  Federal 

Chemical  Analyses  Limits  Tolerance  Specification 


Si02 

22.84% 

A1203 

4.73% 

Fe203 

3.75% 

CaO 

64.63% 

MgO 

1.33% 

5.00% 

S03 

1.26% 

2.00% 

Loss 

0.84% 

4.00% 

Insol.  Res. 

0.16% 

0.85% 

Compound  Composition 

C38  48.7% 

C2S  28.8% 

C3A  6.2% 

C4AF  2.2% 


6.0  max. 

0.40%  5.0  “ 

0.10%  2.0  “ 

0.25%  3.0  “ 

0.15%  0.75  “ 


15.0  “ 


Physical  T ests 
%  Residue — 

200  mesh  3.9% 
%  Residue — 

325  mesh  7.1% 
Specific  Surface  1770 
Soundness  OK 

%  Water  for  Normal 
Consistency  24.0 
Gillmore  Initial  Set 
4  hrs.  25  min. 
Gillmore  Final  Set 
6  hrs.  50  min. 

Vicat  Initial  Set 
3  hrs.  40  min. 


Not  less  than 
60  min. 

Not  more  than 
10  hrs. 

Not  less  than 
45  min. 

Not  more  than 
10  hrs. 


Not  less  than 
60  min. 

Not  more  than 
10  hrs. 


7  Day  Tensile — Lbs.  per  Sq.  In.  (Av.  6  spec.) 

Made  up  on  Dec.  23,  1936  P.M. 

Average  369  Not  less 

than  275  3  days  175  psi 

7  days  275  psi 

28  Day  Tensile — Lbs.  per  Sq.  In.  (Av.  6  spec.) 

Made  up  on  Dec.  2,  1938  P.M. 

Average  487  Not  less  than  350  350  psi 

7  Day  Compression — Lbs.  per  Sq.  In.  (Av.  6  spec.) 
Made  up  on  Dec.  23,  1938  P.M. 

No  Specifica¬ 
tions  3  days  900  psi 

7  days  1800  psi 

28  Day  Compression — Lbs.  per  Sq.  In.  (Av.  6  spec.) 
Made  up  on  Dec.  2,  1938  P.M. 

Average  5060  17  3000  psi 

NORTHAMPTON  ATLAS 


A.S.T.M. 

Specification  5\S'-C-191a 

C-9-37  Federal 


Chemical  Analyses 

Limits 

Tolerance  Specification 

Si02 

20.04% 

A1203 

7.30% 

Fe203 

2.54% 

CaO 

63.27% 

MgO 

3.04% 

5.00% 

0.40% 

S03 

1.87% 

2.00% 

0.10% 

Loss 

0.86% 

4.00% 

0.25% 

Insol.  Res. 

0.11% 

0.85% 

0.15% 
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Compound  Composition 

C3S  47.0% 

C2S  22.1% 

C3A  15.0% 

C4AF  7.7% 

Physical  Tests 
%  Residue — 

200  Mesh  7.8% 

%  Residue — 

325  Mesh  16.6% 

Specific  Surface  1680 
Soundness  OK 

%  Water  for  Normal 
Consistency  23.6 
Gillmore  Initial  Set 

3  hrs.  20  min.  Not  less  than  60  min. 

Gillmore  Final  Set 

5  hrs.  45  min.  Not  more  than  10  hrs. 

Vicat  Initial  Set 

2  hrs.  25  min.  Not  less  than  45  min. 

Vicat  Final  Set 

5  hrs.  45  min.  Not  more  than  10  hrs. 

7  Day  Tensile — Lbs.  per  Sq.  In.  ( Av .  6  spec.) 
Made  up  on  Dec.  23,  1938  P.M. 

Average  364  Not  less  than  275 

28  Day  Tensile — Lbs.  per  Sq.  In.  (Av.  6  spec.) 
Made  up  on  Dec.  2,  1938  P.M. 

Average  418  Not  less  than  350 

7  Day  Compression — Lbs.  per  Sq.In.  (Av.  6  spec.) 
Made  up  on  Dec.  23,  1938  P.M. 

Average  2598  No  Specifications 

28  Day  Compression — Lbs.  per  Sq.  In.  (Av.  6  spec.) 

Made  up  on  Dec.  2,  1938  P.M. 

Average  3852  No  Specifications 


ATLAS  WHITE 


A 

.S.T.M. 

Specification 

NN-C-191a 

C-9-37 

Federal 

Chemical  Analyses 

Limits 

Tolerance 

Specification 

Si  02 

23.85% 

A1203 

4.21% 

Fe203 

0.36% 

CaO 

65.82% 

MgO 

1.03% 

5.00  % 

0.40% 

S03 

1.79% 

2.00% 

0.10% 

Loss 

2.79% 

4.00% 

0.25% 

Insol.  Res 

;.  0.15% 

0.85% 

0.15% 

Compoun 

d  Composite 

on 

C38 

52.6% 

C28 

28.9% 

C3A 

10.5% 

C4AF 

1.1% 

Physical  Tests 
%  Residue — 

200  mesh  2.5% 
%  Residue — 

325  mesh  7.0% 
Specific  Surface  2062 
Soundness  OK 

%  Water  for  Normal 
Consistency  23.8 
Gillmore  Initial  Set 
2  hrs.  35  min. 
Gillmore  Final  Set 
5  hrs.  20  min. 

Vicat  Initial  Set 
1  hr.  30  min. 

Vicat  Final  Set 
4  hrs.  30  min. 


Not  less  than  60  min. 
Not  more  than  10  hrs. 
Not  less  than  45  min. 
Not  more  than  10  hrs. 


7  Day  Tensile — Lbs.  per  Sq.  In.  (Av.  6  spec.) 
Made  up  on  Dec.  23,  1938  P.M. 

Average  350  Not  less  than  275 


28  Day  Tensile — Lbs.  per  Sq.  In.  (Av.  6  spec.) 
Made  up  on  Dec.  2,  1938  P.M. 

Average  452  Not  less  than  350 

7  Day  Compression — Lbs.  per  Sq.In.  (Av.  6  spec.) 
Made  up  on  Dec.  23,  1938  P.M. 

Average  2879  No  Specifications 

28  Day  Compression — Lbs.  per  Sq.  In.  (Av.  6  spec.) 
Made  up  on  Dec.  2,  1938  P.M. 

Average  4502 


ATLAS  WATERPROOFED  WHITE 


A 

.S.T.M. 

Spt 

’cification 

C-9-37 

Chemical  Analyses 

Limits 

Tolerance 

SiO  2 

24.20% 

A1203 

4.15% 

Fe203 

0.36% 

CaO 

65.85% 

MgO 

1.00% 

5.00% 

0.40% 

S03 

1.74% 

2.00% 

0.10% 

Loss 

2.38% 

4.00% 

0.25% 

Insol.  Res. 

0.15% 

0.85% 

0.15% 

swe-ma 

Federal 


Compound  Composition 
C3S  50.5% 

C2S  31.3% 

C3A  10.4% 

C4AF  1.1% 

Cal.  Stear.  0.12% 


Physical  Tests 
%  Residue — 

2  mesh  1.9% 

Soundness  OK 

%  Water  for  Normal 
Consistency  24.7 
Gillmore  Initial  Set 
2  hrs.  50  min. 
Gillmore  Final  Set 
5  hrs.  30  min. 

Vicat  Initial  Set 
1  hr.  50  min. 

Vicat  Final  Set 
4  hrs.  35  min. 


Not  less  than  60  min. 
Not  more  than  10  hrs. 
Not  less  than  45  min. 
Not  more  than  10  hrs. 


7  Day  Tensile — Lbs.  per  Sq.  In.  (Av.  6  spec.) 

Made  up  on  Dec.  23,  1938  P.M. 

Average  345  Not  less  than  275 

28  Day  Tensile — Lbs.  per  Sq.  In.  (Av.  6  spec.) 

Made  up  on  Dec.  2,  1938  P.M. 

Average  421  Not  less  than  350 

7  Day  Compression — Lbs.  per  Sq.In.  (Av.  6  spec.) 
Made  up  on  Dec.  23,  1938  P.M. 

Average  2637  No  specifications 

28  Day  Compression — Lbs.  per  Sq.  In.  (Av.  5  spec.) 
Made  up  on  Dec.  2,  1938  P.M. 

Average  4837  No  specifications 


MATERIALS  USED  IN  TESTS. 

The  methods  of  sampling,  chemical  and  physical 
tests  were  performed  as  prescribed  in  the  respective 
specifications.  The  cements  tested  were  drawn  from 
regular  stock  bins,  one  sample  for  these  test  specimens, 
the  other  for  the  boards  test  specimens. 

These  test  pieces  were  made  up  and  broken  accord¬ 
ing  to  Federal  Specification  SS-C-158  and  A.S.T.M. 
Designation  C-9-37.  0  he  tensile  briquettes  were  broken 
on  a  Fairbanks  testing  machine  and  the  cubes  on  a 
Baldwin  Southwark  Corporation  compression  machine. 
The  Fairbanks  testing  machine  was  approved  by  the 
Cement  Reference  Laboratory  in  Certificate  C-472  dated 
October  21,  1938.  This  approval  also  included  all 
balances,  weights,  steam  chest  for  soundness  tests, 
Vicat  Apparatus,  Gillmore  needles,  moist  cabinet, 
Wagner  turbidimeter,  200  mesh  standard  screen  and 
briquette  molds  used  in  our  physical  testing  of  cement. 
Photostatic  copies  of  this  certificate  are  filed  with  this 
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application.  Six  test  pieces  were  made  up  for  each 
test  period.  The  temperature  of  the  Laboratory  was 
maintained  between  68  and  72°  F.  while  making  up  the 
test  pieces.  The  test  pieces  were  stored  in  the  moist 
cabinet  during  the  entire  curing  period  and  the  curing 
temperature  was  therefore  maintained  at  70°  F.  The 
chemical  analyses  and  physical  tests  are  shown  on 
attached  sheets. 

RECOMMENDATIONS 

As  a  result  of  these  tests  and  data  the  Committee 
recommends  that  the  Portland  Cement  known  as  Hud¬ 
son  Atlas,  Northampton  Atlas,  Atlas  White  and  Atlas 
Waterproofed  White  be  approved  for  use  in  New 
York  City  as  meeting  the  requirements  of  C26-312.0 
sub  C ( 1 )  A.C.  (7. 1.1. 7.3  BC)  and  that  the  applicant 
shall  file  copies  of  monthly  tests  of  each  of  these 
cements  with  the  hoard  each  month. 

These  materials  are  marketed  in  cloth  and  paper 
bags  and  also  in  bulk.  When  so  marketed  each  bag 
shall  be  tagged,  labelled  or  marked— “Approved  by  the 


Board  of  Standards  and  Appeals  for  use  in  New  York 
Gty— Cal.  No.  1020-38-SM,”  when  marketed  in  bulk 
for  use  in  New  York  City  the  bills  of  lading  shall  be 

similarly  marked.  „ 

BERNARD  A.  SAVAGE, 
Commissioner. 
CHARLES  M.  BLUM, 
Commissioner. 
LESLIE  V.  HUBER, 
Chief  Engineer. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Hudson  Atlas  Port¬ 
land  Cement  and  Northampton  Atlas  Portland  Cement 
Atlas  White  Portland  Cement,  and  Atlas  Waterproofed 
White  Portland  Cement,  for  use  in  New  York  City,  when 
manufactured,  used,  marked,  labelled  or  tagged  in  accord¬ 
ance  with  the  above  report. 


adjourned,  6:20  P.  M. 

Edward  V.  Barton, 


Chief  Clerk. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  MORNING,  FEBRUARY  3,  1939 

Present:  Chairman  Murdock,  Commissioners  Savage 

and  Blum  and  Assistant  Chief  Walsh. 


RULES 

835-38-SR. 

APPLICANT — Department  of  Water  Supply,  Gas  and 
Electricity,  City  of  New7  York. 

SUBJECT — Proposed  Rules  re  Submerged  Inlets  and 
Protective  Methods  to  be  Applied  to  Prevent 
Contamination  of  Water  Supply — adoption  of. 
APPEARANCES— 

Charles  Ericson,  J.  L.  Murphy,  J.  L.  Hernon,  Mr. 
Romaine,  S.  G.  Arnone,  Win.  E.  Blaine,  J.  F. 
Willis,  Edw.  Missall,  Thos.  Moffett,  George 


Grey,  Raymond  O’Brien ,  Modesto  Callejo, 
Erwin  Rebafka,  Herbert  Smith. 

For  Administration :  Eugene  A.  Drumm,  Chief 
Inspector,  Bureau  of  Water  Regulation; 
Ormond  J.  Burke,  Department  of  Water 
Supply,  Gas  and  Electricity. 

ACTION  OF  BOARD— Rules  adopted,  as  printed  on 
page  213  of  this  Bulletin. 

THE  VOTE  TO  ADOPT  RULES— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . . .  4 

Negative  . 0 

Absent  . 0 


Adjourned,  10:20  A.  M. 


Edw'ard  V.  Barton,  Chief  Clerk. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each— postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  board— 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  application  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
application  will  be  held  in  abeyance  by  reason  of  failure  of 
the  appellant  or  applicant  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


RULES 


RULES  RELATIVE  TO  SUBMERGED  INLETS  AND  PROTECTIVE  METHODS  TO  BE 
APPLIED  TO  PREVENT  CONTAMINATION  OF  WATER  SUPPLY. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  FEBRUARY  3,  1939. 
EFFECTIVE.  IN'  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE 

NEW  YORK  CITY  CHARTER,  FEBRUARY  27,  1939. 

approved  vacuum  breaker  and  check  valve,  the  check 
valve  to  be  located  between  the  fixture  and  vacuum 
breaker.  The  waste  pipe  for  this  type  of  apparatus 
shall  not  connect  directly  with  any  drainage  system  but 
shall  discharge  above  an  open,  water  supplied,  trapped 
and  vented  fixture. 

Rule  6.  Bidets — Bed  Pan  Washers. 


(835-38-SR) 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraphs  2  and  3,  of 
the  New  York  City  Charter  and  C26-1268.0c  4  (14.7.1.3 
BC)  and  C26-1277.0h  (14.8.2.8  BC),  of  the  Administrative 
Code. 


Rule  1.  Flush- Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged  in¬ 
lets  supplied  directly  from  the  City  Water  Supply 
System  (and  not  supplied  from  separate  riser  and 
tank),  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches 
above  the  overflow  level  of  the  fixture,  to  prevent 
siphonage  or  backflow  of  contaminated  water  into  the 
house  water  distribution  piping  and  checked  by  the 
inspector. 


Water  supply  connection  to  bidets,  bed  pan  washers, 
or  similar  apparatus  shall  be  equipped  with  an  ap¬ 
proved  vacuum  breaker  and  check  valve,  the  latter  lo¬ 
cated  between  the  fixture  and  the  vacuum  breaker. 

Rule  7.  Roof  or  Suction  Tanks. 

Water  supply  inlets  to  roof  or  suction  tanks  shall 
be  located  at  least  two  inches  above  the  overflow  level 
of  the  tank. 


Rule  2.  Ballcocks. 


Rule  8.  Sump  or  Well  Fumps. 


Flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  one-half 
inch  above  the  overflow  outlet  of  the  flush  tank. 

Rule  3.  Submerged  Inlets. 


Water  supply  connections  for  priming  purposes  to 
sump,  well,  or  similar  type  pumps  shall  be  connected 
to  the  inlet  side  of  the  pump  and  be  equipped  with 
an  approved  vacuum  breaker  and  check  valve,  the 
check  valve  to  be  located  between  the  pump  and  the 
vacuum  breaker. 


Water  supply  inlets  to  fixtures  shall  be  located  at 
least  one  inch  above  the  overflow  level  of  the  fixture, 
except  when  submerged  inlets  are  absolutely  essential 
for  the  proper  functioning  of  a  fixture. 

Rule  4.  Sterilizers. 

Direct  water  supply  piping  connections  to  sterilizers 
are  prohibited.  The  waste  piping  for  sterilizers  shall 
not  connect  directly  with  any  drainage  system ;  such 
waste  piping  shall  discharge  above  an  open,  water  sup¬ 
plied,  trapped  and  vented  fixture. 

Rule  5.  Aspirators — Water  Siphons. 

Water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  shall  be  equipped  witn  an 


Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for 
cooling  purposes  shall  be  equipped  with  an  approved 
check  valve  to  prevent  possible  back  flow  of  ammonia 
or  other  refrigerant  agency  from  defective  condenser 
coils  or  jackets,  except  in  such  installations  where  the 
water  supply  piping  is  entirely  outside  of  the  piping 
or  tank  containing  the  refrigerant  and  two  inde¬ 
pendent  wall  thicknesses  of  metal  separate  the  re¬ 
frigerant  from  the  city  water  supply.  Refrigeration 
units  containing  more  than  twenty  pounds  of  refrig¬ 
erant  shall  be  provided  with  an  additional  safeguard 
in  the  form  of  an  approved  relief  valve  installed  at 
the  outlet  side  of  the  check  valve,  such  relief  valve 
being  set  at  five  pounds  above  the  maximum  water 
pressure  at  the  point  of  installation. 


APPROVED  APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8- inch  systems 


Name  Calendar  No. 

Fairbanks  Company  .  81-20-SA 

Walworth  Company  .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers  .  779-28-SA 

W.  D.  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell  .  651-30-SA 

Elkhart  .  14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 

May  be  installed  on  all  standpipe  systems 


Name  Calendar  No. 

New  York  Brass  Foundry  Co.  (Stillbech)  . . .  53-21-SA 

Walworth  Company  .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers  .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company  .  268-29-SA 

Pratt  &  Cady .  231-30-SA 

Elkhart  .  15-31-SA 
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PROPOSED  RULES  ON  USES  OF  INSULATING  FIBRE  BOARD. 


[170-39-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  March  3,  1939,  at  10  a.m.,  Room  1013,  Municipal 
Building,  on  Proposed  Rules  relative  to  Uses  of  Insulating 
Fibre  Board. 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  Neiv  York,  and  C26-189.0  Administrative  Code 
(2. 2. 1.1),  C-26-462.0  of  the  Administrative  Code  ( 8A.10.6 ), 
C-26-458.0 ,  sub.  g,  Administrative  Code  (8.4.10.2),  C-26- 
538.0,  sub.  b.  Administrative  Code  (87.2.3),  C-26-541.0, 
sub.  a.  Administrative  Code  (87.6.2.1),  C-26-667 .0,  para¬ 
graphs  4  and  8,  Administrative  Code  (10.9.2.4),  sub.  c,  and 
(10.9.2.4),  Budding  Code,  C-26-680,  sub.  21,  Administrative 
Code  (10.12.11.1) ,  C-26-541.0,  Administrative  Code  (87.2.6. 
1),  C-26-619.0,  Administrative  Code  (10.3.1),  and  C-26- 
721.0,  Administrative  Code  (12.2). 

Note  :  Where  reference  in  parentheses  appears  after  the 
Administrative  Code  Section,  it  refers  to  the  Sec¬ 
tion  of  the  New  Building  Code  as  formerly  num¬ 
bered. 

Rule  1.  Classes  of  Fibre  Board. 


Minimum  tensile  strength,  pounds 
per  square  inch  (note  3) .  175 

Water  absorption  per  cent .  5 

Maximum  linear  expansion,  per  cent  /i 
Bond  strength  per  square  foot  of 
bonded  surface .  — 


Note  1.  No  board  of  any  class  having  a  conductance  greater  than 
72  b.t.u.  per  hour,  per  square  foot  per  degree  F.  irre¬ 
spective  of  thickness  will  be  acceptable  under  these  rules. 

Note  2.  This  requirement  is  based  upon  specimens  y2  inch  thick. 

For  specimens  of  other  thicknesses  the  requirement  shall 
be  increased  in  direct  proportion,  that  is,  for  a  thickness 
of  1-inch,  it  shall  be  doubled,  etc. 

Note  3.  Tensile  strength  requirements  shall  be  applicable  only  on 
thicknesses  up  to  and  including  1-inch. 

Note  4.  Class  A.  Edges  shall  be  square. 

Note  5.  Edges  shall  be  either  ship  lapped  bevel  and  ship  lapped, 
tongue  and  grooved,  bevel  and  tongue  and  grooved,  jointed, 
or  ship  lapped  and  grooved.  Each  board .  shall  be  of  a 
rough  fibrous  texture  to  insure  good  mechanical  and  suction 
bond. 

Note  6.  Edges  shall  be  square  unless  ship  lapped  or  offset. 

Rule  2.  Uses  and  Methods  of  Applying 
Fibre  Board. 


175  100 

5  10 

%  - 

700 


( 1 )  Wood  Fibre 

(2)  Exploded  Wood  Fibre 

(3)  Balsam  and  Wood  Fibre 

(4)  Western  Wood  Fibre 

(5)  Cane  Fibre  (Bagasse) 

(6)  Pulp  from  waste  papers 

(7)  Straw  Fibre 

(8)  Ground  Wood  Pulp  Fibre 

(9)  Corn  Fibre 

1.1.  STRUCTURE  OF  FIBRE  BOARD.  Fibre  boards 
shall  be  manufactured  from  wood  or  other  vegetable 
fibre  by  a  felting  or  molding  process  and  provided 
with  sizing  to  render  water-resistent  and  shall  be 
subjected  to  a  sufficient  drying  temperature  so  as  to 
completely  destroy  rot-producing  fungi.  Boards 
shall  be  treated  for  vermin. 

1.2.  The  structure  of  the  board  may  be  either  single  or 
multiple  ply,  and  if  latter,  the  plies  shall  be  joined 
under  pressure  by  a  moisture  resisting  cement.  Sur¬ 
faces  shall  be  finished  smooth  and  free  of  cross 
fibres. 

1.3.  For  a  plaster  base,  wall  board,  roof  boards,  sheath¬ 
ing,  siding,  roof  insulation,  floor  insulation,  acousti¬ 
cal,  interior  finish,  the  fibre  board  shall  be  horne- 
geneous,  free  from  cracks,  lumps,  unevenness  and 
other  defects. 


Table  1 


Building 

Plaster 

Miscel¬ 

laneous 

Board 

Base 

uses 

(Note  4) 

(Note  5) 

(Note  6) 

Maximum  thermal  conductivity 
B.T.U.  per  hour  per  square  foot 
per  degree  F.  per  inch  thickness 


(note  1 ) . 

0.36 

0.36 

0.36 

Minimum  transverse 

Lengthwise  (note  2)  . . . 

strength, 

14 

14 

7 

Pounds  Crosswise  (note  2) . 

12 

12 

7 

Minimum  deflection  at 
load,  inches . 

ultimate 

0.25 

0.25 

0.25 

Maximum  deflection  at 
load,  inches . 

ultimate 

.85 

.85 

1.25 

2.1  Fibre  board  may  be  used  as  a  plaster  base  or  wall 
board  in  non-fireproof  commercial  structures  not 
more  than  2  stories  in  height  and  in  residential 
buildings  not  exceeding  3  stories  in  height,  but  not 
in  multiple  dwellings.  When  used,  it  shall  be  in¬ 
stalled  in  accordance  with  the  requirements  of 
C-26-458,  Administrative  Code  (8.4.10.2). 

The  joints  on  walls  and  ceilings  shall  be  broken 
at  least  one  stud  apart,  and  in  no  event  shall  joints 
of  lath  be  in  vertical  line,  excepting  in  the  corners 
of  a  room.  The  joints  shall  be  broken  at  every 
other  board  on  the  walls  and  at  right  angles  to  the 
furring  on  ceiling.  C-26-462.0,  Administrative  Code 
(8.4.10.6).  They  shall  be  solidly  nailed  at  every 
bearing  not  less  than  6"  from  c-c  for  walls  and 
4"  from  c-c  for  ceilings  and  nailed  to  all  studding 
with  \l/i"  No.  13  gauge  blued  or  galvanized  plaster 
board  nails,  with  heads  for  y2'  board  and  1)4" 
nails  with  y%"  heads  for  y, or  1"  board,  and  with 
proportionately  longer  nails  for  thicker  fibre  board. 
All  corners  shall  be  reinforced  with  standard  metal 
corner  beads.  All  re-entrant  angles  shall  be  rein¬ 
forced  with  standard  metal  angle  lath  strip.  Rein¬ 
forcement  shall  be  securely  stapled  on  the  lath. 
At  the  juncture  of  frame  and  masonry  construction, 
use  6"  strip  of  expanded  metal  lath.  No  board 
shall  be  run  through  from  room  to  room. 

2.1.1  It  shall  be  unlawful  to  wet  fibre  board  before 
plastering.  C26-462.0,  Administrative  Code 
(8.4.10.6). 

2. 1.2.1.  “SCRATCH  OR  FIRST  COAT.” 

The  scratch  coat  shall  contain  not  more 
than  2/3  by  weight  of  sand  and  1/3  calcined 
gypsum  with  fibres  or  including  other  mate¬ 
rials  and  fibring  so  that  the  setting  time 
shall  not  be  greater  than  four  hours  nor  less 
than  \l/2  hours  and  with  a  tensile  strength 
of  not  less  than  75  pounds  per  sq.  in.  The 
scratch  coat  shall  be  not  less  than  %"  thick. 

2. 1.2.2  “BROWN  OR  SECOND  COAT.” 

The  brown  coat  shall  contain  not  more  than 
Y\  by  weight  of  sand  and  the  remaining  / 
shall  not  contain  less  than  3/5  of  calcined 
gypsum  and  not  more  than  2/5  of  other 
materials,  including  fibring.  The  setting  time 
shall  be  not  more  than  five  hours  nor  less  than 
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two.  This  brown  coat  shall  have  a  tensile 
strength  of  not  less  than  50  pounds  per  sq.  in. 
and  shall  be  not  less  than  3/16"  in  thickness. 

2. 1.2.3  “FINISH  COAT.” 

The  finish  coat  shall  be  applied  after  the  ap¬ 
plication  of  the  second  or  brown  coat  has 
become  dry,  and  shall  be  set  in  not  less  than 
20  minutes  nor  more  than  four  hours  and 
shall  have  a  tensile  strength  of  not  less  than 
200  pounds  per  sq.  in.  and  be  not  less  than 
1/16"  thick. 

2. 1.2.4  “GROUNDS.” 

Suitable  grounds  shall  be  established  with 
each  thickness  of  fibre  board  so  as  to  insure 
a  minimum  thickness  of  y2"  of  plaster.  Fibre 
board  shall  extend  from  floor  to  ceiling  with 
grounds  secured  to  the  framing  members 
through  the  fibre  board. 

2.2  FIBRE  BOARD  SHEATHING. 

Approved  fibre  board  sheathing  at  least  one-half 
of  an  inch  in  thickness  and  four  feet  in  width  may 
be  used  instead  of  wood  sheathing  when  bearing 
on  4  studs  and  fastened  to  each  bearing  with  1)4" 
wire  nails,  6"  or  less  c-c,  with  Y%"  head,  and  for 
Ya"  or  \"  board.  Such  nails  shall  be  2"  long. 
C-26-538.0,  sub.  b  (8.7.2. 3).  The  use  of  fibre  board 
as  roof  sheathing  is  not  permitted  except  as  insula¬ 
tion  over  suitable  sheathing  material. 

2.3  MINOR  FRAME  STRUCTURE. 

Approved  fibre  board  siding  may  be  used  on  wood 
frame  sheds  erected  where  permitted  and  where 
open  on  at  least  one  side,  provided  such  sheds  are 
fifteen  feet  or  less  in  height  and  do  not  exceed  2500 
square  feet  in  area  and  are  at  least  4  feet  from  any 
lot  line  and  are  covered  on  sides  and  roof  with  ap¬ 
proved  fire-retarding  material.  C26-541.0  (87.2.6.1. ). 

2.4  USE  OF  FIBRE  BOARD  WHEN  COVERED  BY 
AN  INCOMBUSTIBLE  WEARING  SURFACE. 
Untreated  combustible  insulation  board  of  a  single 
layer  or  thickness  not  to  exceed  r4"  when  cemented 
or  attached  directly  to  the  surface  of  an  approved 
type  of  fire-resistive  floor  construction  may  be 


used  elsewhere  than  in  stair  enclosure  and  corridors 
when  covered  by  an  incombustible  wearing  surface, 
in  accordance  with  these  rules.  C26-667.0,  sub.  4c 
(10.9.2.4). 

2.5  FLOOR  AND  ROOF  CONSTRUCTION  IN 
CLASS  1  AND  CLASS  2  BUILDINGS. 

Fibre  board  used  as  insulation  may  be  applied 
directly  to  the  fire-resistive  floor  or  roof  construc¬ 
tion  in  cement,  provided  such  insulation  is  covered 
by  at  least  one  and  one-half  inch  thickness  of 
Portland  Cement  concrete  or  other  equally  fire- 
resistive  material  of  equal  thickness.  C26-619.0, 
sub.  a,  Administrative  Code  (10.3.1).  Insulation 
fibre  board  so  applied  shall  be  over  a  screened  con¬ 
crete  roof  or  floor,  graded  where  necessary,  and 
cemented  to  the  arch  with  hot  asphalt  or  coal  tar 
pitch.  Fibre  insulation  board  shall  not  be  left  ex¬ 
posed  to  the  elements,  nor  shall  it  be  applied  to  wet 
surfaces  of  any  kind. 

2.6  ROOF  INSULATION  OTHER  THAN  IN 
CLASS  1  AND  CLASS  2  CONSTRUCTION. 
The  use  of  fibre  board  as  roof  insulation  is  lawful, 
provided  such  fibre  board  is  covered  with  an  ap¬ 
proved  type  of  fire-resistive  roof  covering  applied 
directly  thereto,  C26-680,  sub.  2,  Administrative 
Code  (10.12.11.1),  and  when  installed  in  accordance 
with  the  requirements  of  2.2  of  these  rules. 

2.7  ACOUSTICAL  AND  INTERIOR  FINISH. 

Fibre  board  for  acoustical  and  interior  finish  may 
be  used  when  cemented  directly  to  the  plaster 
surface  with  a  quick-setting  cementing  material  and 
secured  by  small  head  barbed  nails,  C26-721.0,  sub. 
b,  Administrative  Code  (12.2),  and  when  installed 
as  specified  in  C26-634.0,  sub.  c,  Administrative 
Code  (10.4.2.2). 

2.8  USE  OF  FIBRE  BOARD  IN  FIRE  WALLS. 

Fibre  board  may  be  used  as  insulation  in  fire  walls 
C26-632.0  sub.  g  AC  (10.4.1.2)  if  cemented  and 
attached  directly  to  the  face  of  the  wall  laid  up 
with  no  intervening  air  spaces  and  protected  with 
not  less  than  2  in.  of  secured  masonry  laid  tight 
against  the  fibre  board. 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  application  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order ;  therefore,  no  appeal  or  ap¬ 
plication  will  be  held  in  abeyance  by  reason  of  failure  of 
the  appellant  or  applicant  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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RULES 


FIRE  RETARDING  RULES  FOR  GARAGES,  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  Aug. 

30,  1917;  Amended  Nov.  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In 

garages,  motor  vehicle  repair  shops  and  oil  selling  stations 
any  material  or  form  of  construction  shall.be  .deemed  ^re- 
retarding  within  the  meaning  of  §73,  subdivision  3,  of  the 
building  code,  that  resists  the  action  of  flame  and  heat 
when  subjected  to  a  continuous  fire  for  one  hour  at  an 
average  temperature  of  seventeen  hundred  (1700)  degrees 
Fahrenheit  without  the  passage  of  flame,  and  with  a  max¬ 
imum  temperature  rise  to  four  hundred  (400)  degrees 
Fahrenheit  on  the  side  away  from  the  fire.  The  point  at 
which  the  temperature  of  transmitted  heat  is  measured 
shall  be  protected  from  external  air  and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition  con¬ 
struction  the  area  under  test  shall  be  not  less  than  one 
hundred  (100)  square  feet  and  least  dimension  shall  be  not 
less  than  nine  (9)  feet.  When  in  the  form  of  floor  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  two 
hundred  (200)  square  feet  and  the  least  dimension  shall 
be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support  the 
live  load  for  which  it  is  designed,  and  after  the  fire  shall 
safely  sustain  twice  the  designed  live  load  with  a  maximum 
deflection  of  not  more  than  one  two-hundredth  (1/200) 
part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
jointed  floor  construction  shall  be  accepted  as  fire-retarding 
construction  in  non-fireproof  buildings  used  as  garages, 
motor  vehicle  repair  shops  or  oil  selling  stations  when  the 
beams  are  protected  on  the  upper  and  under  sides  with  the 
fire-retarding  materials  specified  in  rules  for  floor  and 
ceiling  coverings. 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  upper  sides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations. 

(a)  Seven-eighths  (54)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproofing 
covered  with  not  less  than  two  and  one-half  (2 1/2) 
inches  of  1 :2)4  :5  concrete  or  better,  reinforced  with 
not  less  than  one-fourth  04)  of  one  (1)  per  cent  of 
steel  mesh ; 

(b)  Two  and  one-half  (2)4)  inches  of  1  :2  :4  concrete 
applied  directly  to  the  top  of  the  joists,  with  or  without 
temporary  support,  reinforced  with  not  less  than  one- 
fourth  of  one  per  cent  steel  rods,  mesh  or  steel  lath,  and 
having  the  tops  of  the  joists  coated  with  approved 
waterproof  paint  or  protected  by  tar  paper  on  the  top 
and  on  the  sides  for  a  distance  of  three  inches  from 
the  top. 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  undersides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations; 

(a)  One-half  (l/2)  inch  plaster  boards,  or  three- 
eighths  ()4)  inch  gypsum  wall  boards  weighing  not  less 
than  16  pounds  per  square  yard  with  pointed  joints 
covered  with  No.  26  U.  S.  gauge  sheet  metal  with  one 
(1)  inch  lapped  seams  nailed  to  the  wood  beams  when 
spaced  not  more  than  sixteen  (16)  inches  on  centers,  or 
nailed  to  furring  strips  when  the  floor  beams  are  spaced 
more  than  sixteen  (16)  inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  04)  inch  asbes¬ 
tos  board  laid  with  tight  staggered  joints  and  nailed  to 
the  beams,  when  spaced  not  more  than  sixteen  (16) 
inches  on  renters,  or  nailed  to  furring  strips  when  the 


floor  beams  are  more  than  sixteen  (16)  inches  on 
centers ; 

(c)  Metal  lath  weighing  not  less  than  three  pounds 
per  square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters 
(54)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor  vehi¬ 
cle  repair  shops  or  oil  selling  stations  shall  be  attached. to 
wood  floor  beams  and  girders  in  such  manner  as  to  main¬ 
tain  an  air  space  between  the  wood  beams  and  all  wood 
beams  shall  be  seasoned  before  applying  the  protective  coat. 

Rule  6.  Openings  in  Fire- Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted  with 
metal  thimbles  and  made  watertight  for  a  height  of  three 
(3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire-retarded  shall 
be  protected  with  fire-retarding  materials  specified  for  ceil¬ 
ing  coverings  in  these  rules,  or  with  any  of  the  materials 
accepted  in  fireproof  construction ;  except  that  an  air  space 
shall  not  be  required  around  steel  or  cast  iron  columns. 

Where  necessary  for  protection  against  mechanical  in¬ 
jury  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground  with 
No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build- 
ings  required  to  be  fire-retarded  shall  be  protected  with  the 
fire-retarding  materials  specified  for  ceiling  coverings  in 
these  rules,  or  with  any  of  the  materials  acceptable  in  fire¬ 
proof  construction ;  except  that  an  air  space  need  not  be 
provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  hereafter 
converted  to  be  used  as  garages,  motor  vehicle  repair  shops 
or  oil  selling  stations  shall  be  enclosed  in  fire-retarding  par¬ 
titions  continued  through  the  non-fireproof  floor  construc¬ 
tion,  and  when  unfilled  wood  stud  partitions  are  used,  the 
spa.ee  between  the  floor  beams  shall  be.  fire-stopped,  with 
incombustible  materials.  All  openings  in  such  partitions 
shall  be  protected  with  accepted  metal-covered  fire  doors 
or  windows.  Wherever  necessary  for  protection  against 
mechanical  injury,  the  partition  shall  be  jacketed  to  a  height 
of  five  (5)  feet  on  the  garage  side  with  No.  4  U.  S.  gauge 
metal.  Any  one  of  the  following  forms  of  partitions  shall 
be  accepted  for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  metal  lath  weighing  not  less  than  three  pounds  per 
square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters 
(54)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eighths  (54)  inch  wood  sheathing,  one-half 
04)  inch  plaster  boards  with  pointed  joints  and  No.  26 
U.  S.  gauge  sheet  metal  with  one-inch  lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eighths  (54)  inch  wood  sheathing,  two 
thicknesses  of  one-quarter  04)  inch  asbestos  boards 
laid  with  tight  staggered  joints  and  jacketed  with  No. 
16  U.  S.  gauge  metal  on  the  garage  side  to  a  height  of 
five  (5)  feet; 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No.  26 
U.  S.  gauge  metal; 

(e)  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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38- BZ  and  865-38-BZ. 
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Affecting  Numbers  729-38-BZ,  1011-38-BZ,  718-28-BZ, 
540-30-BZ,  292-33-BZ,  1142-38-A-WF,  1155-38-A,  1118- 

38- A,  11-39- A,  34-39-A,  35-39-A,  36-39-A,  38-39-A,  39- 

39- A,  73-39-A,  1126-38-A,  27-39-A,  249-38-SA,  270-38-SA, 
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1189-38-A. 


Notice  of  Public  Hearing  on  Proposed  Rules  Relative  to 
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Rules  for  Interior  Fire  Alarm  Signal  Systems. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 

■ 


DOCKET 

New  Cases  Filed  up  to  February  7,  1939 
Cal.  No.  Department  Premises  Affected 


116-39-A . H.B.Q . 126-11  to  126-13  Liberty  avenue, 

north  side,  60  ft.  west  of  127th 
street  (Block  9563,  Lots  23 
and  24),  Richmond  Hill,  Bor¬ 
ough  of  Queens, 

Alt  8848-38  and  Alt  8849-38. 


11 7-39- A . F.D . 392  Greenwich  street  and  66-68 

Beach  street,  southwest  cor¬ 
ner  (Block  186,  Lot  30),  Bor¬ 
ough  of  Manhattan, 

Decision  re:  14666-L.C. 


118-39-S . H.B.Q . 34-09  Queens  boulevard,  east  side, 

62  ft.  north  of  34th  street 
(Block  212,  Lot  9),  Long 
Island  City,  Borough  of 
Queens,  Alt.  5988-38. 


119-39- A . H.B.B . 2917-2921  (2925  displayed)  West 

17th  street,  east  side,  210  ft. 
north  of  Surf  avenue  (Block 
7062,  Lot  28),  Borough  of 
Brooklyn,  Alt.  282-39. 


120-39-BZ . H.B.R . 1646  Hylan  boulevard  and  301- 

309  Seaview  avenue,  northeast 
corner  (Block  3379,  Lot  89), 
Dongan  Hills,  Borough  of 
Richmond,  B.N.  8-39. 


121-39-A .  F.D . 743-765  Lexington  avenue,  east 

side,  from  East  59th  street  to 
East  60th  street,  135-163  East 
59th  street,  140-176  East  60th 
street  and  990-1008  Third 
avenue  (Block  1394,  Lot  23), 
Borough  of  Manhattan, 

Decision  re:  11256-L.C. 


122-39-BZ . H.B.Q . 88-20  to  88-28  Roosevelt  avenue, 

south  side,  97.05  ft.  west  of 
Case  street,  89-27  to  89-41 
Elmhurst  avenue  and  40-19 
to  40  -  35  Denman  avenue 
(Block  1510,  part  of  Lot  1), 
Elmhurst,  Borough  of 
Queens,  N.B.  10584-38. 


123-39-A . F.D . 314  East  204th  street,  south  side, 

51  ft.  west  of  Hull  avenue 
(Block  3333,  Lot  34),  Bor¬ 
ough  of  The  Bronx, 

1893-L.F.  and  Decision. 


124-39-A . F.D . 303-305  Broadway,  northeast  side, 

50  ft.  southeast  of  Marcy 
avenue  and  161  Marcy  avenue 
(Block  2461,  Lot  1),  Borough 
of  Brooklyn, 

1106-L.F.  and  Decision. 


125-39-A . F.D . 147-09  to  147-11  Jamaica  avenue 

and  91-31  Sutphin  boulevard, 
northeast  corner  (Block  780, 
Lot  1),  Jamaica,  Borough  of 
Queens, 

1258-L.F.  and  Decision. 


126-39- A . F.D . 68-09  to  69-11  Myrtle  avenue, 

north  side,  76  ft.  9J4  in.  west 
of  68th  place  (Block  3682, 
Lot  40),  Glendale,  Borough 
of  Queens, 

1357-L.F.  and  Decision, 


127-39-A . F.D . 707-709  Allerton  avenue,  north 

side,  36  ft.  east  of  White 
Plains  avenue  (Block  4509, 
Lot  2),  Borough  of  The 
Bronx, 

1884-L.F.  and  Decision,  i 


128-39-A . F.D . 3728  White  Plains  avenue,  north¬ 

east  corner  of  East  217th 
street  (Block  4665,  Lot  49), 
Borough  of  The  Bronx, 

1883-L.F.  and  Decision. 


129-39- A . H.B.Q . 75-67  and  75-71  185th  street,  east 

side  640  ft.  and  680  ft.  south 
of  75th  avenue  (Block  7202, 
Lot  32),  Jamaica,  Borough  of 
Queens, 

N.B.  411-39  and  N.B.  425-39. 


130-39-A . H.B.Bx . West  side  of  Independence  ave¬ 

nue,  164  ft.  north  of  West 
246th  street  (Block  3418,  Lot 
518),  Borough  of  The  Bronx, 
Viol.  2596-38  and  N.B.  233-38. 


131-39-SM . . Johns-Manville  Steeltex  for  Plas¬ 

ter,  manufactured  by  Pitts¬ 
burgh  Steel  Company, 


132-39-SM . Johns-Manville  Steeltex  for  Plas¬ 

ter,  Type  “A”,  manufactured 
by  Pittsburgh  Steel  Company, 

Material. 


133-39-SM . Texaco  Built-Up  Roofing  and 

Asphalt  Shingles,  manufac¬ 
tured  by  The  Texas  Com- 


I34.39-A . H.B.M . 232-234  West  28th  street,  south 


side,  370  ft.  1  in.  east  of 
Eighth  avenue  (Block  777, 
Lots  61  and  62),  Borough  of 
Manhattan, 

Viol.  5800-38  and  P.  &  D. 

Applic.  703-38. 


135-39-SA . Estate  Oil  Heatrola  and  Estate 

Speedex  Oil  Heaters  (Hue 
connected),  Appliance. 


136-39-BZ . H.B.Q . 25-21  23rd  street,  east  side,  151. 

95  ft.  south  of  25th  avenue 
(Block  872,  Lot  36),  Long 
Island  City,  Borough  of 
Queens,  Alt.  8950-38. 


137-39-A . H.B.Q . 108-66  51st  avenue,  south  side, 

100  ft.  west  of  111th  street 
(Block  2007,  Lots  32,  34,  35 
and  37),  Corona,  Borough  of 
Queens,  Alt.  7879-38. 


138-39-A . F.D . 217-05  to  217-09  Jamaica  avenue 
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(Jericho  Turnpike),  north 
side,  38.55  ft.  east  of  217th 
street  (Block  1599,  Lot  36), 
Queens  Village,  Borough  of 
Queens, 

1005-L.F.  and  Decision. 


,  139-39-SA . Watts  Vacuum  Breaker,  No.  68 

and  Watts  Vacuum  Relief 
Valve,  No.  32,  Appliance. 


140-39-BZ . H.B.Bx . 160-166  Van  Cortlandt  Park 

South  and  3843-3855  Putnam 
avenue  West,  southwest  cor¬ 
ner  (Block  3271-A,  Lots  165, 
169  and  170),  Borough  of 
The  Bronx,  B.N.  1442-38. 


141-39-A . H.B.M . 17  East  86th  street,  north  side, 

112  ft.  9z/z  in.  west  of  Madi¬ 
son  avenue  (Block  1498,  Lot 
12),  Borough  of  Manhattan, 
Sprinkler  Applic.  852-38 
and  Alt.  1504-38. 


142-39-SA . Russell  Vitreous  China  Lava¬ 

tory  with  Integral  Trap, 

Appliance. 


143-39-S . F.D . 485  Madison  avenue  and  28-36 

East  52nd  street,  southeast 
corner  (Block  1287,  Lots  48, 
49,  50  and  52),  Borough  of 
Manhattan, 

1460-L.F.  and  Decision. 


144-39-A . H.B.Q . East  side  of  Elmhurst  avenue, 

between  Elbertson  avenue  and 
Forley  street  (Block  1554, 
Lot  1),  Elmhurst,  Borough  of 
Queens,  N.B.  8904-38. 


145-39-SM . Asbestos  and  Asphalt  Siding 

Shingles,  manufactured  by 
The  Flintkote  Company, 

Material. 


146-39-A . F.D . 184-186  Dyckman  street,  south 

side,  300  ft.  west  of  Sherman 
avenue  (Block  2175,  Lot  61), 
Borough  of  Manhattan, 

1736-L.F.  and  Decision. 


147-39-SM . Cast  Steel  Fire  Line  Fittings, 

manufactured  by  The  Amer¬ 
ican  Chain  and  Cable  Com¬ 
pany,  Inc.,  Reading-Pratt  and 
Cady  Division,  Material. 


148-39-A . H.B.B . 422-428  Kent  avenue,  southwest 

corner  of  South  Eighth  street 
(Block  2134,  Lot  7),  Borough 
of  Brooklyn,  Applic.  59-39. 


149-39-SM . Fiberglass  Fabric,  manufactured 

by  Owens-Corning  Fiberglas 
Corporation,  Material. 


150-39-BZ . H.B.R . 191  Canal  street  and  southeast 

corner  of  Boyd  street  and 
Cedar  street  (Block  52 7,  Lot 
49),  Stapleton,  Borough  of 
Richmond,  Alt.  12-39. 


151-39-A . H.B.Q . 49-16,  49-36  and  50-04  Douglas- 

ton  parkway,  west  side,  block 
front  between  Hanford  street 
(Forest  drive)  and  Maryland 
road  and  49-49  Hanford 
street  (Forest  drive)  ;  (Block 
8171,  Tot  19),  Douglaston, 
Borough  of  Queens, 

N.B.  327-39,  N.B.  329-39,  N.B. 

331-39  and  N.B.  333-39. 


152-39- A . H.B.Q . 49-20,  49-24  and  49-30  Hanford 

street  (Forest  drive),  south 
side,  373.11  ft.  west  of  Doug¬ 
laston  parkway  (Block  8167, 
Lot  98),  Douglaston,  Bor¬ 
ough  of  Queens, 

N.B.  328-39,  N.B.  330-39 
and  N.B.  332-39. 


153-39-BZ . H.B.Q . 28-02  41st  street  and  40-16  28th 

avenue,  northwest  corner 
(Block  663,  Lot  21),  Astoria, 
Borough  of  Queens, 

B.N.  37-39. 


154-39-A . H.B.Bx . 1792  Bathgate  avenue,  east  side, 

40  ft.  south  of  East  175th 
street  (Block  2922,  Lot  27), 
Borough  of  The  Bronx, 

B.N.  1146-36. 


155-39-BZ . H.B.M . 145-157  Cherry  street,  south  side, 

51  ft.  west  of  Market  Slip 
(Block  250,  Lots  67-73),  Bor¬ 
ough  of  Manhattan, 

Decision. 


156-39-SM . Toch  Brothers  “R.  I.  W.”  Toxe- 

ment  Integral  Waterproofing, 
manufactured  by  Toch  Broth¬ 
ers,  Inc.,  Material. 


157-39-A . H.B.Q . 85-17  120th  street,  east  side,  144 

ft.  south  of  85th  avenue 
(Block  9266,  Lot  48),  Rich¬ 
mond  Hill,  Borough  of 
Queens,  Alt.  70-39. 


158-39-A . H.B . 25  Bowery,  east  side,  49  ft.  1  in. 

south  of  Bayard  street 
(Block  289,  Lot  11),  Borough 
of  Manhattan, 

Order  and  Decision. 


159-39-A . H.B.Q . 89-02  217th  street,  southwest  cor¬ 

ner  of  89th  avenue  (Block 
1618,  part  of  Lot  9),  Queens 
Village,  Borough  of  Queens, 
N.B.  550-39. 


160-39-A . H.B.Q . 88-16,  88-24  and  88-28  217th 

street,  northwest  corner  of 
89th  avenue  and  west  side  of 
217th  street,  40  ft.,  80  ft.,  and 
120  ft.  north  of  89th  avenue 
(Block  1623,  part  of  Lot  1), 
Queens  Village,  Borough  of 
Queens, 

N.B.  548-39,  N.B.  549-39,  N.B. 
554-39  and  N.B.  556-39. 


161-39-A . H.B.Q . 89-11  217th  street,  east  side,  100 

ft.  south  of  89th  avenue 
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(Block  1617,  part  of  Lot  1), 
Queens  Village,  Borough  of 
Queens,  N.B.  552-39. 

162-39- A . H.B.Q . 88-15,  88-19,  88-23  and  88-27 

217 th  street,  northeast  corner 
of  89th  avenue  and  east  side 
of  217th  street,  40  ft.,  80  ft., 
and  120  ft.  north  of  89th  ave¬ 
nue  (Block  1624,  Lot  3  and 
part  of  Lot  1),  Queens  Vil¬ 
lage,  Borough  of  Queens, 
N.B.  547-39,  N.B.  551-39,  N.B. 

553-39  and  N.B.  555-39. 


Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  SOS  of  Industrial  Code).. Apr.  10,  1923 — Vol.  8,  No.  IS 


LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  . Mar. 

Fireline  Hose  Valves . Feb. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Jan. 

Fuel  Oil  Fill  Pipe  Terminals . Jan. 

Fuel  Oil  Burners  for  Industrial  Use.Aug. 

Fuel  Oil  Pumps . Jan. 

Gas  Heaters . Jan. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Sept. 

Range  Oil  Burners  and  Space 
Heaters  . Jan. 


5,  1935— Vol.  20,  No.  10 

7,  1939— Vol.  24,  No.  6 

3,  1939— Vol.  24,  No.  1 
3,  1939— Vol.  24,  No.  1 
30,  1938— Vol.  23,  No.  3S 
3,  1939— Vol.  24,  No.  1 
3,  1939— Vol.  24,  No.  1 

13,  1938— Vol.  23,  No.  37 

3,  1939— Vol.  24,  No.  1 


163-39-A...  ..F.D . ..92-98  Bogart  street  and  2  Ingra¬ 

ham  street,  northwest  corner 
(Block  3075,  Lot  1),  Borough 
of  Brooklyn,  77788-L.C. 

Restored  to  Calendar 


718-28-BZ . H.B.Bx . 1534-1540  Grand  concourse,  east 

side,  267.11  ft.  south  of 
Mount  Eden  avenue  (Block 
2821,  Lot  27,  2 7)4  and  part  of 
Lots  11,  25,  26  and  28), 
Borough  of  The  Bronx, 

Alt.  428-38. 


1126-38-A . F.D . 477-483  Tenth  avenue,  southwest 

corner  of  West  37th  street 
(Block  708,  Lots  35  and  37), 
Borough  of  Manhattan, 

Decision  re:  1720-L.F. 


27-39-A . H.B.M . 1506-1512  Broadway  and  160-168 

West  44th  street,  southeast 
corner  (Block  996,  Lot  61), 
Borough  of  Manhattan, 

Viol.  227-38. 


DESIGNATIONS:  H.B.— Department  of  Housing  and  Build¬ 
ings;  H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn; 
H.B.M. — Department  of  Housing  and  Buildings,  Manhattan; 
H.B.Q. — Department  of  Housing  and  Buildings,  Queens; 
H.B.B. — Department  of  Housing  and  Buildings,  Richmond; 
H.B.Bx. — Department  of  Housing  and  Buildings,  Bronx;  H.I).— 
Health  Department  and  F.D. — Fire  Department. 


RULES 

Last  Publication  in  Bulletin 


Carbon  Dioxide  Liquefier  Rules.  ...  Jan. 
Certificate  of  Occupancy,  approved 

form  . Aug. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Rules  (Hydrated  Lime)  . .  .Aug. 

Elevator  Rules  . . . . . Mar. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . Dec. 

Fire  Alarm  Rules  (Interior) . Feb. 

Fire  Drill  Rules . Nov. 

Fire  Retarding  Rules  for  Garages, 

etc . Feb. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Nov. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Oil  Burner  Rules . Jan. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Sept. 

Platform  Trucks,  Specifications  for. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply) . Feb. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.Jan. 
Smoking  in  Factories,  Rules  for....  Jan. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. .  .June 
Tank  Trucks,  Fuel  Oil,  etc . Nov. 


24,  1939— Vol.  24,  No.  4 

23,  1938— Vol.  23,  No.  34 
13,  1937— Vol.  22,  No.  28 

3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 
15,  1937— Vol.  22,  No.  24 

13,  1938— Vol.  23,  No.  50 

14,  1939 — Vol.  24,  No.  7 
22,  1938— Vol.  23,  No.  47 

7,  1939— Vol.  24,  No.  6 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

1,  1938— Vol.  23,  No.  44 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
3,  1939— Vol.  24,  No.  1 

13,  1938— Vol.  23,  No.  37 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 

7,  1939— Vol.  24,  No.  6 

7,  1937— Vol.  22,  No.  36 
31,  1939— Vol.  24,  No.  5 
17,  1939— Vol.  24,  No.  3 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 


FEBRUARY  15,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  Feb¬ 
ruary  15,  1939,  at  10  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matters : 


cal.  no.  94-38-BZ — Application,  February  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Arthur  W.  Renander,  appli¬ 
cant,  on  behalf  of  Jeho  Co.,  Inc.,  owner 
(Jamaica  Parking  Co.,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  89-02  to  89-12  166th  street, 
southwest  corner  of  89th  avenue 
(Block  No.  866,  Lot  No.  72),  Jamaica, 
Borough  of  Queens. 

cal.  no.  1050-38-BZ — Application,  November  18,  1938,  un¬ 
der  section  21  of  the  building  zone  res¬ 
olution,  of  Sidney  H.  Kitzler,  appli¬ 
cant,  on  behalf  of  John  Meurer,  owner, 
to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station,  office,  auto  laundry, 
lubritorium  and  brake  and  battery 
service;  premises  6411-6423  13th  ave¬ 
nue  and  1301-1305  65th  street,  north¬ 
east  corner  (Block  No.  5747,  Lot  Nos. 
1  and  5),  Borough  of  Brooklyn. 

cal.  no.  1197-38-BZ — Application,  December  23,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Edgar  J.  Moeller,  applicant, 
on  behalf  of  Three  Fourteen  West 
34th  Street  Corporation,  owner,  (Allen 
Kerr,  lessee),  to  permit  in  a  retail  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  314-318  West 
34th  street,  south  side,  225  ft.  west  of 
8th  avenue  (Block  No.  757,  Lot  Nos. 
46  to  48,  inclusive),  Borough  of  Man¬ 
hattan. 

cal.  no.  1203-38-BZ — Application,  December  27,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  Siebert,  applicant,  on 
behalf  of  Solomon  Nolar  and  Embro 
Realty  Corporation,  owners,  to  permit 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district  the 
erection  and  maintenance  of  an  exten¬ 
sion  to  an  existing  business  building; 
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also,  proposed  extension  does  not  com¬ 
ply  with  area  requirements  as  to  cover¬ 
age  of  plot  and  rear  yard  require¬ 
ments;  premises  94-77  to  94-81  217th 
street,  east  side,  88  ft.  1 Y\  in.  north  of 
Jamaica  avenue  and  217-05  to  217-09 
Jericho  turnpike  (Block  No.  1599,  Lot 
Nos.  41  to  43,  inclusive),  Queens  Vil¬ 
lage,  Borough  of  Queens. 

cal.  no.  30-39-BZ — Application,  January  11,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rosario  Candela,  applicant,  on 
behalf  of  Regency  Park,  Inc.,  owner, 
to  permit  in  a  residence  use  and,  also, 
“E”  and  “F”  area  districts  the  erection 
and  maintenance  of  three  (3)  units  of 
Class  “A”  multiple  dwellings  not  con¬ 
forming  with  the  area  requirements  of 
the  building  zone  resolution ;  premises 
141-02  to  141-48  78th  avenue,  141-03  to 
141-45  78th  road,  141-02  to  141-48  78th 
road,  141-03  to  141-45  79th  avenue, 
141-02  to  141-48  79th  avenue  and  141-03 
to  141-45  Union  turnpike  (square 
blocks  bounded  by  Union  turnpike, 
141st  street,  79th  avenue  and  Main 
street,  79th  avenue,  141st  street,  78th 
road  and  Main  street  and  78th  road, 
141st  street,  78th  avenue  and  Main 
street)  ;  (Block  Nos.  6631,  6632  and 
6633,  Lot  No.  1),  Flushing,  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  15,  1939,  2  P.  M. 

Appeals  from  Administrative  Orders 

45-39- A — 75-11  to  75-19  Roosevelt  avenue  and  37-60  76th 
street,  west  side,  between  Roosevelt  ave¬ 
nue  and  37th  road  (Block  No.  1286,  Lot 
No.  66),  Jackson  Heights,  Borough  of 
Queens. 

1008-38-A-WF — 126-14  38th  avenue,  south  side,  100  ft.  east 
of  126th  street  (Block  No.  1826,  Lot  No. 
14),  Corona,  Borough  of  Queens. 

90-39-A — 84-49  168th  (Grand)  street,  east  side,  150.82  ft. 

north  of  Gothic  drive  and  84-50  169th 
street  (Ackroyd  avenue),  west  side,  165.01 
ft.  north  of  Gothic  drive  (Block  No.  9860 
Lot  No.  40),  Jamaica,  Borough  of  Queens. 

86-39- A — 135  Tompkins  avenue,  east  side,  200  ft.  north 
of  Vanderbilt  avenue  (Block  No.  53A, 
Lot  No.  81),  Stapleton,  Borough  of  Rich¬ 
mond. 

953-38-A — 39-04  Main  street,  southwest  corner  of  39th 
avenue  (Block  No.  843,  Lot  No.  48), 
Flushing,  Borough  of  Queens. 

'  1016-38- A — 114-418  Marcy  avenue,  southwest  corner  of 
Walton  street  (Block  No.  2244  Lot  No. 
36)  Borough  of  Brooklyn. 

1219-38-A — 289-293  Powell  street,  east  side,  250  ft.  south  of 
Sutter  avenue  (Block  No.  3763,  Lot.  No. 
11),  Borough  of  Brooklyn. 

16-39- A — 1901-1911  West  12th  street  and  50-60  Avenue  S, 
southeast  corner  (Block  No.  7077,  Lot  No. 
1),  Borough  of  Brooklyn. 

65-39-A — 520-522  East  152d  street,  601-605  Brook  avenue, 
southwest  corner  and  455-459  W  estchester 
avenue,  north  side,  82  ft.  8J4  in.  west  of 
Brook  avenue  (Block  No.  2361,  Lot  Nos. 
1  and  5),  Borough  of  The  Bronx. 


78-39-x\ — 877  Glenmore  avenue,  north  side,  20  ft.  west  of 
Milford  street  (Block  No.  3992,  Lot.  No. 
39),  Borough  of  Brooklyn. 

81-39-A — 30-91  Steinway  street,  east  side,  98  ft.  3  in. 

north  of  31st  avenue  (Block  No.  680,  Lot 
No.  9),  Long  Island  City,  Borough  of 
Queens. 

83- 39-A — 160  Silver  Lake  road,  south  side,  200  ft.  west 

of  Havenwood  road  and  153  ft.  east  of 
Brighton  avenue  (Block  No.  129,  Lot  No. 
28),  Brighton  Heights,  Borough  of  Rich¬ 
mond. 

84- 39-A — 433  Broome  street,  south  side,  124  ft.  3  in.  east 

of  Broadway  (Block  No.  473,  Lot  No. 
16),  Borough  of  Manhattan. 

87- 39-A — 2384-2388  Fulton  street,  south  side,  200  ft.  east 

of  Sackman  street  (Block  No.  1554,  Lot 
No.  9),  Borough  of  Brooklyn. 

88- 39-A — 29-10  Thomson  avenue,  south  side,  from 

29th  to  30th  streets  (Block  No.  273,  Lot 
No.  1),  Long  Island  City,  Borough  of 
Queens. 

92- 39-A — 524  Third  avenue,  west  side,  40  ft.  south  of 

12th  street  (Block  No.  1026,  Lot  No.  35), 
Borough  of  Brooklyn. 

93- 39-A — 300  East  145th  street,  southwest  corner  of 

College  avenue  (Block  No.  2325,  Lot  No. 
14),  Borough  of  The  Bronx. 

95-39-A — 141-153  Lincoln  avenue,  northwest  corner  of 
East  134th  street  (Block  No.  2317,  Lot 
Nos.  43-49),  Borough  of  The  Bronx. 

97-39-A — 349-357  West  27th  street,  north  side,  206.3  ft. 

east  of  Ninth  avenue  (Block  No.  751,  Lot 
Nos.  10  to  14,  inclusive),  Borough  of 
Manhattan. 

99-39-A— 2856-2870  Third  avenue,  410-428  Westchester 
avenue,  southeast  corner  and  545-549  Ber¬ 
gen  avenue  (Block  No.  2294,  Lot  Nos. 
4-6-9),  Borough  of  The  Bronx. 

112-39- A — 211  60th  street,  northeast  corner  of  Second 
avenue  (Block  No.  861,  Lot  No.  1), 
Borough  of  Brooklyn. 

114- 39-A — 1510  Jessup  avenue,  east  side,  75  ft.  north  of 

West  172d  street  (Block  No.  2872,  Lot 
No.  287),  Borough  of  The  Bronx. 

115- 39- A — 429  Columbia  street,  east  side,  80  ft.  south  of 

Huntington  street  (Block  No.  534,  Lot 
No.  6),  Borough  of  Brooklyn. 

116- 39-A — 126-11  and  126-13  Liberty  avenue,  north  side, 

60  ft.  west  of  127th  street  (Block  No. 
9563,  Lot  Nos.  23  and  24),  Richmond  Hill, 
Borough  of  Queens. 

117- 39-A — 329  Greenwich  street  and  60-68  Beach  street, 

southwest  corner  (Block  No.  186,  Lot 
No.  30),  Borough  of  Manhattan. 

119-39- A— 2917-2921  (2925  displayed)  West  17th  street, 
east  side,  210  ft.  north  of  Surf  avenue 
(Block  No.  7062,  Lot  No.  28),  Borough  of 
Brooklyn. 

121-39-A — 743-765  Lexington  avenue,  east  side,  from  East 
59th  street  to  East  60th  street,  135-163 
East  59th  street,  140-176  East  60th  street 
and  990-1008  Third  avenue  (Block  No. 
1394,  Lot  No.  23),  Borough  of  Manhattan. 

129-39-A — 75-67  and  75-81  185th  street,  east  side,  640  ft. 

and  680  ft.  south  of  75th  avenue  (Block 
No.  7202,  Lot  No.  32),  Jamaica,  Borough 
of  Queens. 
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130-39-A — West  side  of  Independence  avenue,  164  ft. 

north  of  West  246th  street  (Block  No. 
3418,  Lot  No.  518),  Borough  of  The 
Bronx. 

134-39-A — 232-234  West  28th  street,  south  side,  370  ft.  1 
in.  east  of  Eighth  avenue  (Block  No.  777, 
Lot  Nos.  61  and  62),  Borough  of  Man¬ 
hattan. 

141-39-A — 17  East  86th  street,  north  side,  112  ft.  9j4  in. 

west  of  Madison  avenue  (Block  No.  1498, 
Lot  No.  12),  Borough  of  Manhattan. 

144-39-A — 'East  side  of  Elmhurst  avenue,  between  Elbert- 
son  avenue  and  Forley  street  (Block  No. 
1554,  Lot  No.  1),  Elmhurst,  Borough  of 
Queens. 

148-39-A — 422-428  Kent  avenue,  southwest  corner  of 
South  8th  street  (Block  No.  2134,  Lot 
No.  7),  Borough  of  Brooklyn. 

80-39-A — 712-714  Brighton  Beach  avenue  and  3212-3214 
Coney  Island  avenue,  southwest  corner 
(Block  No.  7824,  Lot  No.  2419),  Borough 
of  Brooklyn. 

106- 39-A- — 57-37  to  57-39  Myrtle  avenue,  north  side,  140 

ft.  west  of  Onderdonk  avenue  and  928 
Onderdonk  avenue  (Block  No.  3466,  Lot 
Nos.  38  and  39),  Ridgewood,  Borough  of 
Queens. 

107- 39-A — 746-750  Nostrand  avenue,  west  side,  91  ft.  1 

in.  south  of  Park  place  (Block  No.  1240, 
Lot  Nos.  38-40),  Borough  of  Brooklyn. 

123- 39-A — 314  East  204th  street,  south  side,  51  ft.  west  of 

Hull  avenue  (Block  No.  3333,  Lot  No. 
34),  Borough  of  The  Bronx. 

124- 39-A — 303-305  Broadway,  northeast  side,  50  ft.  south¬ 

east  of  Marcy  avenue  and  161  Marcy  ave¬ 
nue  (Block  No.  2461,  Lot  No.  1),  Borough 
of  Brooklyn. 

125- 39-A — 147-09  to  147-11  Jamaica  avenue  and  91-31 

Sutphin  boulevard,  northeast  corner 
(Block  No.  780,  Lot  No.  1),  Jamaica, 
Borough  of  Queens. 

126- 39- A — 68-C9  to  68-11  Myrtle  avenue,  north  side,  76  ft. 

9Y2  in.  west  of  68th  place  (Block  No.  3682, 
Lot  No.  40),  Glendale,  Borough  of  Queens. 

127- 39-A — 707-709  Allerton  avenue,  north  side,  36  ft.  east 

of  White  Plains  avenue  (Block  No.  4509, 
Lot  No.  2),  Borough  of  The  Bronx. 

128- 39-A — 3728  White  Plains  avenue,  northeast  corner  of 

East  217th  street  (Block  No.  4665,  Lot 
No.  49),  Borough  of  The  Bronx. 

138-39-A — 217-05  to  217-09  Jamaica  avenue  (Jericho 
turnpike),  north  side,  38.55  ft.  east  of 
217th  street  (Block  No.  1599,  Lot  No.  36), 
Queens  Village,  Borough  of  Queens. 

146-39-A — 184-186  Dyckman  street,  south  side.  300  ft.  west 
of  Sherman  avenue  (Block  No.  2175,  Lot 
No.  61),  Borough  of  Manhattan. 

1 142-38- A-WF — 112-33  Colonial  avenue,  north  side,  77.53 
ft.  west  of  Corona  avenue  (Block  No. 
1972,  Lot  Nos.  58  and  59),  Corona,  Bor¬ 
ough  of  Queens. 

Variation  of  Labor  Law 

143-39-S — 485  Madison  avenue,  and  28-36  East  52d  street, 
southeast  corner  (Block  No.  1287,  Lot 
Nos.  48,  49,  50  and  52),  Boough  of  Man¬ 
hattan. 


Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  afternoon, 
February  15,  1939,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matters,  except  cases 
which  have  been  heard  and  on  which  decision  has  been 
reserved  without  further  argument,  pending  an  inspection 
and  a  report  with  recommendation  by  the  committee  of 
the  board : 

cal.  no.  1011-38-BZ — Application,  November  9,  1938,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Albert  C.  Benson,  appli¬ 
cant,  on  behalf  of  Marie  D.  Dobran, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of 
an  accessory  building  on  an  existing 
gasoline  service  station;  premises  111- 
66  Corona  avenue  and  1 1 2-35  to  112-43 
Colonial  avenue,  southwest  corner 
(Block  No.  1972,  Lot  Nos.  53  and  56), 
Corona,  Borough  of  Queens. 

cal.  no.  729-38-BZ — Application,  August  22,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  B.  Lynch,  appli¬ 
cant,  on  behalf  of  Talbo  Gasoline  Com¬ 
pany,  Inc.,  owner  (Colonial  Beacon  Oil 
Co.,  Inc.,  lessee),  to  permit  in  a  busi¬ 
ness  use  district  the  extension  of  an 
existing  gasoline  service  station ;  3150- 
3158  Boston  road,  southeast  corner  of 
Laconia  avenue  (Block  No.  4614,  Lot 
No.  9),  Borough  of  The  Bronx. 

cal.  no.  740-38-BZ — Application,  August  24,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sutta  and  Frankel,  applicants, 
on  behalf  of  Janice  H.  Devore,  owner, 
to  permit  in  a  residence  use  district 
the  erection  and  maintenance  of  a  gas¬ 
oline  service  station  and.  also,  an  acces¬ 
sory  building  to  be  used  as  auto  laun¬ 
dry,  lubritorium  and  office ;  premises 
1940-1960  Linden  boulevard,  south  side, 
from  Pennsylvania  avenue  to  New  Jer¬ 
sey  avenue,  785-795  Pennsylvania  ave¬ 
nue  and  848-858  New  Jersey  avenue 
(Block  No.  4347,  part  of  Lot  No.  1), 
Borough  of  Brooklyn. 

cal.  no.  569-37-BZ — Application,  December  2,  1937,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Sophie  Galum- 
beck,  owner  (Flatbush  Coal  and  Coke 
Corporation,  lessee),  to  permit  in  a 
residence  district  the  operation  of  coal 
pockets,  coal  storage,  truck  driveway 
and  railroad  siding;  premises  2030-2044 
McDonald  avenue,  west  side,  339  ft.  6 
in.  north  of  Avenue  S  and  49-57  Lake 
street  (Block  No.  6680,  Lot  Nos.  23, 
124  and  125),  Borough  of  Brooklyn. 

cal.  no.  858-38-BZ — Application,  October  6,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  W.  H.  and  J.  F.  Dusenbury,  appli¬ 
cants,  on  behalf  of  Margaret  Demuth, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
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and  storage  of  more  than  five  (51 
motor  vehicles;  premises  3513-3515 
Jerome  avenue,  west  side,  180.44  ft. 
south  of  Gun  Hill  road  (Block  No. 
3324-B,  Lot  No.  142),  Borough  of  The 
Bronx. 


cal.  no.  403-37-BZ — Application  August  12,  1937,  under 
section  7h  of  the  building  zone  resolu¬ 
tion  of  Max  Silver,  lessee,  on  behalf 
of  Reproduction  Furniture  Manufac¬ 
turing  Co.,  Inc.,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  507- 
511  Sheffield  avenue,  east  side,  40  ft. 
south  of  Livonia  avenue  (Block  No. 
3822,  part  of  Lot  No.  18),  Borough  of 
Brooklyn. 

cal.  no.  738-38-BZ — Application,  August  23,  1938,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Bernard  Trencher,  appli¬ 
cant,  on  behalf  of  Mary  T.  Hasselman 
and  Anastasia  L.  Bartley,  owners 
(Socony-Vacuum  Oil  Company,  Inc., 
lessee),  to  permit  in  a  residence  use 
district  the  extension  of  a  gasoline  ser¬ 
vice  station  and  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gasoline  service  station  office,  lubri- 
tory,  auto  laundry  and  for  the  sale  of 
accessories;  premises  1815-1825  Ocean 
avenue,  east  side,  280  ft.  south  of  Ave¬ 
nue  M  (Block  No.  7656,  Lot  No.  55 
and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 

cal.  no.  410-31-BZ — Application  of  Joseph  A.  Marck,  ap¬ 
plicant,  on  behalf  of  Louise  De  Vito, 
owner,  reopened  January  31,  1939,  for 
consideration  as  to  extension  of  time 
to  obtain  permits  and  to  complete  work 
— time  having  expired  by  limitation — 
re  Application,  previously  granted  on 
condition,  under  section  7f  of  the 
building  zone  resolution,  permitting 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the 
alteration  and  maintenance  of  a  gaso¬ 
line  service  station  for  a  temporary 
period;  premises  175-14  Horace  Hard¬ 
ing  boulevard,  south  side,  117.71  ft. 
west  of  Utopia  parkway  (Block  No. 
2661,  Lot  No.  26),  Flushing,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  21,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
21,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  840-38-BZ — Application,  October  3,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Francis  L.  Shea,  applicant,  on 
behalf  of  The  Trustees  of  the  Sailors 
Snug  Harbor,  owner  (Gertrude  I. 
Bergoff,  lessee),  to  permit  partly  in  a 
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business  use  district  and  partly  in  an 
unrestricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  52-58  East  8th  street  and  305 
Mercer  street,  southwest  corner  (Block 
No.  548,  Lot  Nos.  32  to  35,  inclusive), 
Borough  of  Manhattan. 

cal.  no.  901-38-BZ — Application,  October  18,  1938,  under 

sections  7e  and  21  of  the  building  zone 
resolution,  of  Eunice  B.  Gray,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
use  district  the  alteration  and  conver¬ 
sion  of  an  existing  private  garage  to 
a  public  garage  for  more  than  five  (5) 
motor  vehicles;  premises  154  West 
56th  street,  south  side,  175  ft.  east  of 
7th  avenue  (Block  No.  1008,  Lot  No. 
57),  Borough  of  Manhattan. 

cal.  no.  1173-38-BZ — Application,  December  16,  1938,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  Gray  and  Tomlin,  applicants, 
on  behalf  of  St.  John’s  Cemetery, 
owner,  to  permit  in  a  residence  use 
district  the  extension  of  an  existing 
business  building;  premises  Northeast 
corner  of  Metropolitan  avenue  and 
80th  street  (Dry  Harbor  road)  ; 
(Block  No.  3071,  Lot  No.  1),  Middle 
Village,  Borough  of  Queens. 

cal.  no.  22-39-BZ — Application,  January  10,  1939,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  Robert  Helmer,  applicant, 
on  behalf  of  C.  T.  Silver,  Inc.,  owner, 
to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  3087- 
3103  Nostrand  avenue  and  1720-1734 
Gerritsen  avenue,  southeast  corner 
(Block  No.  6813,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 


cal.  no.  1148-38-BZ — Application,  December  10,  1938,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  John  F.  Meehan,  applicant, 
on  behalf  of  James  P.  Kelly,  owner, 
to  permit  in  a  residence  use  district 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  ;  premises  49-01 
48th  avenue,  northeast  corner  of  49th 
street  (Block  No.  2287,  Lot  Nos.  1 
to  8,  inclusive),  Long  Island  City, 
Borough  of  Queens. 

cal.  no.  566-38-BZ — Application,  June  30,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Henry  Nordheim,  applicant,  on  be¬ 
half  of  Pauline  Schechter,  owner,  to 
permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use 
district  the  conversion  of  occupancy 
of  an  existing  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles; 
premises  862  East  162d  street,  south 
side,  125  ft.  east  of  Prospect  avenue 
(Block  No.  2690,  Lot  No.  28),  Bor¬ 
ough  of  The  Bronx. 

cal.  no.  908-38-BZ — Application,  October  18,  1938,  under 
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section  21  of  the  building  zone  resolu¬ 
tion,  of  Edwin  H.  Snackenberg,  appli¬ 
cant,  on  behalf  of  Benjamin  Siegel, 
owner,  to  permit  in  a  business  use 
district,  the  extension  of  a  gasoline 
service  station,  previously  denied  by 
the  board  and  granted  under  decision 
of  the  Court;  premises  110-44  to  110- 
56  Springfield  boulevard  and  216-39 
to  216-49  111th  avenue,  northwest  cor¬ 
ner  (Block  No.  2038,  Lot  Nos.  31  and 
33),  Queens  Village,  Borough  of 
Queens. 

cal.  no.  1178-38-BZ— Application,  December  15,  1938,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  David  Kaufman,  applicant, 
on  behalf  of  Seymarn  Realty  Corpora¬ 
tion,  owner,  to  permit  in  a  business 
use  district  the  erection  and  mainten¬ 
ance  of  a  gasoline  service  station ; 
premises  3548-3552  Jerome  avenue,  east 
side,  50  ft.  south  of  East  212th  street 
(Block  No.  3328,  Lot  Nos.  28  and 
29),  Borough  of  The  Bronx. 

cal.  no.  770-38-BZ— Application  August  29,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  Samuels  and  Samuels,  appli¬ 
cants,  on  behalf  of  Minnie  Zagarino, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  extension  and  reconstruction 
of  a  gasoline  service  station  (prev¬ 
iously  granted  by  the  board)  premises 
109-61  to  109-73  Van  Wyck  boulevard 
and  109-118  to  109-130  Lincoln  avenue, 
northeast  corner  (Block  No.  10066,  Lot 
No.  1),  Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  21,  1939,  2  P.  M. 

Appeals  from  Administrative  Orders 

1194-38- A — 40  Riverside  drive,  northeast  corner  of  West 
76th  street  (Block  No.  1185,  Lot  No.  49), 
Borough  of  Manhattan. 

1 155-38-A — 1049-1065  Rockaway  avenue,  east  side,  32  ft.  7 
in.  south  of  Linden  boulevard  (Block  No. 
3644A,  Lot  No.  4),  Borough  of  Brooklyn, 
of  Hart  street  (Block  No.  3236,  Lot  No. 
5),  Borough  of  Brooklyn. 

61- 39- A— 133  Bowery,  east  side,  50  ft.  1  in.  north  of 
Grand  street  (Block  No.  423,  Lot  No.  3), 
Borough  of  Manhattan. 

101- 39-A— 316  West  104th  street,  south  side,  140  ft.  east 

of  Riverside  drive  (Block  No.  1890,  Lot 
No.  69),  Borough  of  Manhattan. 

102- 39-A — 318  West  104th  street,  south  side,  140  ft.  east 

of  Riverside  drive  (Block  No.  1890,  Lot 
No.  70),  Borough  of  Manhattan. 

151- 39-A — 49-16,  49-36  and  50-04  Douglaston  parkway, 

west  side,  block  front  between  Hanford 
street  (Forest  drive)  and  Maryland  road 
and  49-49  Hanford  street  (Forest  drive)  ; 
(Block  No.  8171,  Lot  No.  19),  Douglas¬ 
ton,  Borough  of  Queens. 

152- 39- A— 49-20,  49-24  and  49-30  Hanford  street  (Forest 

drive),  south  side,  373.11  ft.  west  of 
Douglaston  parkway  (Block  No.  8167, 
Lot  No.  98),  Douglaston,  Borough  of 
Queens. 


158-39- A— 25  Bowery,  east  side,  49  ft.  1  in.  south  of 
Bayard  street  (Block  No.  289,  Lot  No. 
11),  Borough  of  Manhattan. 

180-39-A — 4729  Third  avenue,  Junction  of  Park  avenue 
and  Third  avenue  (Block  No.  3041,  Lot 
No.  47),  Borough  of  The  Bronx. 

183-39-A — Southwest  corner  of  Western  avenue  and  Rich¬ 
mond  terrace  (Block  No.  1400,  Lot  No. 
1),  Port  Ivory,  Borough  of  Richmond. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon ,  Feb¬ 
ruary  21,  1939,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matter, _  except  cases 
which  have  been  heard  and  on  which  decision  has  been 
reserved  without  further  argument,  pending  an  inspection 
and  a  report  with  recommendation  by  the  committee  of 
the  board : 

cal.  no.  1137-38-BZ — Application,  December  9,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Franklin  M.  White, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  alteration  and  change  of  oc¬ 
cupancy  of  a  garage  for  more  than 
five  (5)  motor  vehicles  to  a  motor 
vehicle  repair  shop,  lubritorium,  auto 
laundry  and  gasoline  service  station; 
premises  1060-1064  Bedford  avenue  and 
224-228  Clifton  place,  southwest  corner 
(Block  No.  1954,  Lot  Nos.  22  and  24), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  28,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
28,  1939,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  921-38-BZ — Application,  October  25,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  V.  Iaricci,  applicant,  on 
behalf  of  Joseph  P.  Kissling,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  110-40  Horace 
Harding  boulevard  (Nassau  boule¬ 
vard),  southwest  corner  of  Colonial 
avenue  (Block  No.  2161,  Lot  Nos.  115 
and  118),  Corona,  Borough  of  Queens. 

cal.  no.  715-38-BZ — Application,  August  12,  1938,  under 
section  7f  of  the  building  zone  resolu¬ 
tion,  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Thomas  Martin,  owner 
(Alfred  A.  Harned,  lessee),  to  permit 
in  a  residence  use  district  the  erection 
and  maintenance  of  a  golf  driving 
range,  for  a  temporary  period  of  two 
(2)  years;  premises  78-01  to  78-47 
Main  street,  east  side,  318.88  ft.  north 
of  Union  turnpike  (Block  Nos.  6670 
and  6671,  Lot  Nos.  1  and  Block  Nos. 
6689  and  6690,  part  of  Lot  Nos.  1), 
Flushing,  Borough  of  Queens. 
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cal.  no.  1028-38-BZ — Application,  November  10,  1938,  un¬ 
der  sections  7b,  7d  and  21  of  the  build¬ 
ing  zone  resolution,  of  Katherine  A. 
Dougherty,  applicant  and  owner,  to 
permit  in  a  residence  use  district  the 
change  of  occupancy  of  part  of  an 
existing  residence  building  to  an  under¬ 
taking  establishment ;  premises  7906 
Seventh  avenue,  southwest  corner  of 
79th  street  (Block  No.  5892,  Lot  No. 
65),  Borough  of  Brooklyn. 

cal.  no.  1052-38-BZ — Application,  November  22,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Herman  Kron,  applicant, 
on  behalf  of  Junior  Ehret  Realty  Cor¬ 
poration,  owner,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  and,  also,  to  permit  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles  on  same  premises ; 
premises  1671-1677  Third  avenue  and 
200  East  94th  street,  southeast  corner 
(Block  No.  1539,  Lot  Nos.  49  to  52, 
inclusive),  Borough  of  Manhattan. 

cal.  no.  1029-38-BZ — Application,  November  15,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels, 
applicants,  on  behalf  of  Anna  L.  Fried¬ 
man,  owner,  to  permit  in  a  business 
use  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
premises  100-19  to  101-01  Roosevelt 
avenue,  north  side,  extending  through 
to  the  south  side  of  39th  avenue,  466.17 
ft.  west  of  103rd  street  and  100-18  to 
101-02  39th  avenue  (Block  No.  1770, 
Lot  Nos.  11  to  14,  inclusive,  60  and  62), 
Corona,  Borough  of  Queens. 

cal.  no.  1078-38-BZ — Application,  November  28,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Harry  Moran, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
85-04  Broadway,  southwest  corner  of 
Corona  avenue  (Block  No.  1547,  Lot 
No.  21),  Elmhurst,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  28,  1939,  2  P.  M. 

Appeals  from  Administrative  Orders 

1009-38-A — 57-16  Granger  street,  south  side,  136  ft.  east 
of  Martense  avenue  (Block  No.  1950,  Lot 
No.  46),  Corona,  Borough  of  Queens. 

1230-38-A — East  side  of  86th  street,  18  ft.  south  of  25th 
avenue  (Block  No.  1360,  Lot  No.  1),  As¬ 
toria,  Borough  of  Queens. 

50- 39-A — 25-01  86th  street,  southeast  corner  of  25th 

avenue  (Block  No.  1360,  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 

51- 39-A — 25-05  to  25-27  86th  street,  inclusive,  east  side, 

36  ft.  to  252  ft.  south  of  25th  avenue 
(Block  No.  1360,  Lot  No.  1),  Jackson 
Heights,  Borough  of  Queens. 

89-39-A — 2075  Grand  concourse,  southwest  corner  of 
East  180th  street  (Block  No.  3160,  Lot 
No.  20),  Borough  of  The  Bronx. 


11 1-39- A— 58-01  to  58-59  213th  street,  east  side,  between 
Horace  Harding  boulevard  and  58th  ave¬ 
nue  (Block  No.  3325,  part  of  Lot  No.  1), 
Bayside,  Borough  of  Queens. 

Variation  of  Labor  Law 

1207-38-.S — 4109  Park  avenue,  northwest  corner  of  East 
175th  street  (Block  No.  2900,  Lot  No.  39), 
Borough  of  The  Bronx. 


MARCH  3,  1939,  10  A.  M. 

RULES 

170-39-SR — Proposed  Rules  on  Uses  of  Insulating  Fibre 
Board. 


MARCH  7,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
7,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters  : 

cal.  no.  1149-38-BZ — Application,  December  6,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Rutland  Parkway, 
Inc.,  owner,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance 
of  a  garage  for  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline 
service  station ;  premises  50-62  East 
98th  street,  west  side,  90  ft.  north  of 
Rutland  road  (Block  No.  4600,  Lot  No. 
30),  Borough  of  Brooklyn. 

cal.  no.  1174-38-BZ — Application,  December  16,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Scacchetti  and  Siegel,  ap¬ 
plicants,  on  behalf  of  Amos  Eno,  owner 
(Friars  Operators,  Inc.,  lessee),  to  per¬ 
mit  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  421-427  West  53rd  street, 
north  side,  300  ft.  west  of  Ninth  avenue 
(Block  No.  1063,  Lot  Nos.  17  to  20, 
inclusive),  Borough  of  Manhattan. 

cal.  no.  1217-38-BZ — Application,  December  23,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  William  J.  Minogue,  ap¬ 
plicant,  on  behalf  of  East  River  Sav¬ 
ings  Bank,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  149-01  Rockaway  boulevard, 
northwest  corner  of  Sutphin  boulevard 
(Block  No.  2832,  Lot  No.  36),  South 
Ozone  Park,  Borough  of  Queens. 

cal.  no.  1223-38-BZ — Application,  December  30,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Jack  Z.  Cohen,  applicant, 
on  behalf  of  T.  H.  Fraser  Mortgage 
Corporation,  owner,  to  permit  in  a 
business  use  district,  the  conversion  of 
occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop;  premises 
6727  14th  avenue  and  1401-1411  68th 
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street,  northeast  corner  (Block  No. 
5769,  Lot  No.  1),  Borough  of  Brook¬ 
lyn. 

HARRIS  H.  AIURDOCK,  Chairman. 


MARCH  7,  1939,  2  P.  M. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  /  itesday  afternoon,  March 
7,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  xo.  718-28-BZ- — Application  of  Atlas  Contracting^  Co., 
Inc.,  applicant,  on  behalf  of  1540  Grand 
Concourse  Corporation,  owner,  re¬ 


opened  February  7,  1939,  for  considera¬ 
tion  of  an  amendment  to  resolution — 
re  Application,  previously  granted  on 
certain  conditions,  under  section  21  of 
the  building  zone  resolution,  permitting 
in  a  residence  use  district  the  altera¬ 
tion,  extension  and  change  of  occu¬ 
pancy  of  a  building  occupied  as  stores 
and,  also,  a  gasoline  service  station  to 
a  building  used  throughout  as  stores; 
premises  1534-1540  Grand  concourse, 
east  side,  267.11  ft.  south  of  Mount 
Eden  avenue  (Block  No.  2821,  Lot 
Nos.  27,  27/2,  part  of  Lot  Nos.  11,  28, 
26  and  25),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  FEBRUARY  7,  1939 
Present :  Chairman  Alurdock,  Commissioners  Savage 
and  Blum  and  Assistant  Chief  Walsh. 

The  minutes  of  the  regular  meeting  of  the  Board,  held 
on  Tuesday  morning,  January  17,  1939,  and  the  minutes 
of  the  regular  meeting  of  the  Board,  held  on  d  uesday 
afternoon,  January  17,  1939,  were  approved  as  printed  in 
Bulletin  No.  4,  Vol.  24. 


BUILDING  ZONE  CASES 

770-38-BZ. 

APPLICANT— Samuels  and  Samuels,  fo  Minnie  Zagarino, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  extension  and  reconstruc¬ 
tion  of  a  gasoline  service  station  (previously 
granted  by  the  Board). 

PREMISES  AFFECTED— 109-61  to  109-73  Van  Wyck 
boulevard  and  109-118  to  109-130  Lincoln  avenue, 
northeast  corner  (Block  No.  10066,  Lot  No.  1), 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Bernard  Spcrber. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  February  21,  1939  at 
10  a.m.,  on  request  of  applicant’s  representative. 


592-24- BZ. 

APPLICANT — Samuel  Rosenblum,  for  Fannie  Blumberg, 
owner. 

SUBJECT — Application  reopened  December  20,  1938, 

under  Sections  7-e  and  21  of  the  Building  Zone 
Resolution,  to  permit  in  a  business  use  district 
the  alteration  of  a  gasoline  service  station  and 
garage,  previously  granted  by  the  Board,  by  the 
removal  of  a  required  wall  on  Rogers  avenue  and 
the  alteration  of  the  garage  by  the  inclusion  of  a 
lubritorium  as  part  of  the  gasoline  station. 

PREMISES  AFFECTED — 240-250  Empire  boulevard, 
southwest  corner  of  Rogers  avenue  (Block  No. 
1314,  Lot  No.  44),  Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant — Samuel  Rosenblum. 

For  Opposition :  None. 

•  ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 


Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ”* 

Absent  . .  . . .  0| 

THE  RESOLUTION— 

( 592-24- BZ) 

Whereas,  this  application  affecting  premises  240-50  Em¬ 
pire  boulevard,  southwest  corner  of  Rogers  avenue  (Block 
No.  1314,  Lot  No.  44),  Borough  of  Brooklyn,  was  granted 
by  the  board  July  1,  1924,  resolution  amended  February 
10,  1925,  November  27,  1934  and  January  22,  1935,  and 
applicant  requested  a  further  amendment  of  the  resolution ; 
and 

Whereas,  this  application  was  reopened  by  vote  ot  the 
board,  on  December  20,  1938;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  7.  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resok'cd,  that  the  resolution  adopted  by  the  board  on 
July  1,  1924,  as  amended  February  10,  1925,  November  27, 
1934  and  January  22,  1935,  be  and  it  hereby  is  further 
amended ,  so  that  as  amended  it  shall  read  : 

“That  in  the  event  that  the  owner  desires  to  alter  this 
building  so  as  to  construct  a  gasoline  service  alcove  on 
the  Empire  boulevard  frontage,  that  this  may  be  per¬ 
mitted  on  condition  that  the  front  wall  and  roof  of  the 
building  for  a  distance  to  the  south  of  approximately 
19  ft.  shall  be  entirely  removed  and  a  new  masonry  wall 
faced  with  face  brick  be  constructed  parallel  to  Empire 
boulevard  at  a  point  southerly  therefrom  approximately 
19  ft.  and  continuously  for  the  full  width  of  the  front¬ 
age  on  Empire  boulevard ;  that  this  wall  shall  be  con¬ 
structed  on  suitable  footings  below  grade  up  to  the 
underneath  side  of  the  existing  roof ;  that  suitable 
cornice  shall  be  constructed  roof  parapet;  that  all 
window  openings  in  the  wall  shall  he  equipped  with 
fireproof  frames  and  sash  glazed  with  wire  glass;  that 
the  doors  from  this  alcove  to  the  garage  shall  not 
exceed  three,  two  to  the  garage  proper  and  one  to  the 
garage  office,  as  indicated  on  revised  plans  filed 
marked  ‘received  January  16,  1935’ ;  that  the  wall  on  the 
interior  lot  line  to  the  west  shall  remain  for  the  lull 
height  out  to  the  building  line  and  shall  be  suitably 
coped  where  the  roof  is  removed ;  that  the  wall  on  the 
Rogers  avenue  building  line  shall  be  maintained  out  to 
the  edge  of  the  present  splay  doorway  for  a  distance 
of  approximately  12  ft.  and  that  this  wall  shall  also  be 
suitably  coped  where  the  roof  is  removed ;  that  in  the 
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event  that  the  owner  desires  to  remove  a  portion  of 
this  Rogers  avenue  wall,  such  wall  may  be  removed 
from  a  point  5  ft.  up  from  the  sidewalk  to  the  present 
roof  line  on  condition  that  this  wrall  shall  be  continuous 
and  without  openings  therein  for  the  full  length  of 
approximately  12  ft.  and  for  the  full  height  of  5  ft. 
and  that  it  shall  be  suitably  coped;  that  there  shall  be 
no  open  excavation  under  this  gasoline  service  alcove, 
except  for  boiler  room  near  the  corner  of  Rogers 
avenue  and  Empire  biulevard,  such  boiler  room  to  be 
separated  from  the  balance  of  the  building  by  fireproof 
construction  and  enterable  only  from  the  exterior  of 
the  building  on  Rogers  avenue ;  that  such  additional 
gasoline  tanks  as  are  installed,  shall  be  below  the  level 
of  this  boiler  room  floor,  or  if  not  below  such  floor  at 
least  30  ft.  away  from  any  boiler  room  wall;  that 
gasoline  pumps  erected  shall  be  not  nearer  than  10  ft. 
to  the  building  line,  nor  8  ft.  from  the  proposed  new 
fireproof  wall ;  that  if  ci  lubritorium  for  grease  pits  is 
constructed  at  the  easterly  end,  as  indicated  on  revised 
plans  marked  ‘received  February  6,  1939,’  such  grease 
pits  shall  be  enclosed  in  fireproof  walls  not  less  than 
8  inches  thick,  continuously  from  floor  to  ceiling,  sep¬ 
arating  this  portion  of  the  premises  from  the  garage 
portion  and  that  the  ceiling  over  such  greasing  section 
shall  be  fire-retarded  in  accordance  zvith  the  rules  of 
the  Board  of  Standards  and  Appeals;  that  the  front  of 
this  lubritorium  section  shall  be  open,  unless  the  greas¬ 
ing  equipment  is  of  the  hydraulic  type,  without  open 
pits  and  except  that  closure  doors  may  be  constructed, 
provided  mechanical  ventilation  is  provided  with  spark- 
proof  motor  driven  fan  ventilating  the  greasing  pits  by 
means  of  ducts  up  and  through  the  roof;  that  all  ad¬ 
vertising  shall  be  limited  to  the  illuminated  globes  of 
the  gasoline  pumps  and  to  a  permanent  flat  sign  at¬ 
tached  to  the  building,  excluding  all  roof  signs  and 
signs  of  a  temporary  nature ;  that  there  shall  be  no 
portable  gasoline  pumps  used  on  or  from  the  property ; 
that  no  gasoline  pumps  shall  be  maintained  within  the 
interior  garage  area;  that  no  gasoline  pumps  shall  be 
nearer  than  10  ft.  to  the  street  building  line  of  Empire 
boulez’ard ;  that  all  permits  shall  be  obtained  and  all 
-work  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution ;  and  that  in  all  other  respects 
the  resolution  as  amended  January  22,  1935  shall  be 
complied  with." 


489-37-BZ. 

APPLICANT — Anna  M.  O’Connor,  for  Winifred  B.  Wood, 
owner  (Thomas  Ferry,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  sections  7h 
and  21  of  the  building  zone  resolution,  to  permit 
partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 38-15  Union  street,  east  side, 
>  190  ft.  north  of  Roosevelt  avenue  (Block  No.  5020, 

Lot  No.  3),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Anna  M.  O’Connor. 

For  Opposition  :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  . 4 

Negative  .  0 

Absent  . 0 


THE  RESOLUTION— 

(489-37-BZ) 

Whereas,  Anna  M.  O’Connor,  for  Winifred  B.  Wood, 
owner  (Thomas  Ferry,  Lessee),  filed  October  13,  1937, 
an  application  under  the  building  zone  resolution,  to  per¬ 


mit  partly  in  a  business  use  and  partly  in  a  residence  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises:  38-15  Union  street,  east  side, 
190  ft.  north  of  Roosevelt  avenue  (Block  No.  5020,  Lot 
No.  3'),  Flushing,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  7,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Union  street,  Roosevelt 
avenue  and  39th  avenue  are  each  in  a  business  use  dis¬ 
trict  and  38th  avenue  is  in  residence  and  business  use 
districts;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  September  13,  1937,  as  amended  by  deci¬ 
sion  of  September  6,  1938,  reads : 

“Be  advised  that  application  filed  by  you  as  attor¬ 
ney  for  Winifred  B.  Wood  of  199-02  Willets  Point 
boulevard,  for  issuance  of  Certificate  of  Occupancy 
to  cover  use  of  premises  situated  on  the  East  side  of 
Union  street,  190  ft.  north  of  Roosevelt  avenue, 
Flushing,  for  parking  and  storage  purposes  for  more 
than  five  cars,  is  hereby  DENIED,  as  this  location  is 
situated  in  a  district  which  is  zoned  “Business  and 
residence”  and  such  use  and  occupancy  would  be 
contrary  to  Section  4,  Subdiv.  15  and  Section  3  of  the 
Building  Zone  Resolution  of  the  City  of  New  York.’ 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  51  ft.  on  Union  street  and  a  depth  of 
145  ft.  It  is  proposed  to  use  the  plot  for  a  temporary 
period  of  not  more  than  2  years,  for  parking  and  storage 
of  more  than  5  motor  vehicles ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board;  and 

Whereas,  the  board  deemed  that  this  was  a  proper  ca>e 
in  which  to  exercise  its  discretion  under  section  7,  sub¬ 
division  H  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does  » 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7h  thereof,  as  to  that  portion  of  the  premises  in  the  busi¬ 
ness  use  district  and  under  Section  21  of  the  building  zone 
resolution  as  to  the  rear  portion  of  the  plot  in  the  residence 
use  district,  to  permit  the  premises  to  be  used  for  the  tran¬ 
sient  parking  of  more  than  five  (5)  motor  vehicles  for  a 
temporary  period  of  two  (2)  years,  on  condition  that  only 
automobiles  of  the  pleasure  car  type  shall  be  so  parked; 
that  the  plot  shall  be  levelled  substantially  to  the  grade 
of  Union  street  and  shall  be  surfaced  with  steam  cinders, 
clean  gravel  or  other  suitable  material,  properly  rolled, 
bound  and  levelled;  that  on  the  interior  lot  line  where 
walls  of  existing  buildings  do  not  already  occur,  there 
shall  lie  erected  a  substantial  woven  wire  fence;  that  a 
similar  fence  shall  be  erected  on  the  front  on  Unior 
street,  except  for  an  entrance  not  exceeding  15  feet  in 
width,  with  a  curb  cut  opposite  not  exceeding  15  feet  in 
width ;  that  adequate  aisles  shall  be  maintained  at  all 
times  for  easy  entrance  and  egress;  that  during  the  term 
of  this  variance,  the  premises  shall  be  used  for  no  other 
use  than  the  transient  parking  herein  permitted  and  no 
building  shall  be  erected  on  the  premises,  except  there  may 
be  maintained  a  frame  building,  not  over  150  square  feet 
in  area  and  one  story  in  height,  as  an  office  and  shelter 
for  the  attendant;  that  such  fire  fighting  appliances  shall 
be  installed  as  the  commissioner  may  direct ;  that  no  signs 
shall  be  erected  on  the  premises,  except  one  attached  to  the 
fence,  not  over  10  sq.  ft.  in  area,  advertising  the  transient 
parking  use ;  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  six  months  from  the  date 
of  this  resolution. 
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531-37-BZ. 

APPLICANT— James  Mosgoffian  (lessee),  for  Annie 
Zins,  owner. 

SUBJECT— Application  reopened  and  restored  to  cal¬ 
endar  January  17,  1939  re  (decision  of  the  borough 
superintendent  of  buildings)  under  sections  7h 
and  21  of  the  building  zone  resolution,  to  permit 
partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  the  parking  and  storage  of 
more  five  (5)  motor  vehicles  (previously  dismissed 
for  lack  of  prosecution). 

PREMISES  AFFECTED— 23-28,  23-30  and  23-32  30th 
avenue,  south  side,  91.83  ft.  west  of  Crescent 

street  (Block  No.  572,  Lot  Nos.  37  and  38),  As¬ 

toria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  Mosgoffian. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 


7h  thereof,  for  a  temporary  period  of  two  (2)  years,  to 
permit  the  plot  to  be  used  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  restricted  to  the  portion 
of  the  premises  located  within  the  business  use  district, 
on  condition  that  only  motor  vehicles  of  the  pleasure-car 
type  shall  be  so  stored  and  parked ;  that  the  premises  shall 
be  leveled  substantially  to  the  grade  of  30th  avenue  and 
shall  be  surfaced  with  steam  cinders,  clean  gravel  or  other 
suitable  material,  properly  rolled,  and  bound;  that  on  the 
interior  lot  lines  where  the  walls  of  adjoining  buildings 
do  not  occur,  there  shall  be  erected  substantial  enclosing 
fences  or  walls  and  that  on  the  street  building  line  there 
shall  be  erected  a  substantial  wire  fence  not  less  than  four 
feet  in  height,  except  for  one  entrance  not  over  15  feet 
in  width,  with  curb  cut  opposite  not  exceeding  15  feet; 
that  proper  aisles  shall  be  maintained  at  all  times  for  easy 
entrance  and  exit;  that  no  building  shall  be  erected  on  the 
plot  except  there  may  be  erected  a  one-story  building  not 
over  150  square  feet  in  area,  as  an  office  and  shelter  for 
the  attendant;  that  no  sign  advertising  the  parking  and 
storage  use  shall  be  erected,  except  a  sign  attached  to  the 
fence,  not  over  10  sq.  ft.  in  area ;  that  such  portable  fire 
fighting  appliances  shall  be  installed  as  the  Commissioner 
may  direct;  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  two  months  from  the  date  of 
this  resolution. 


THE  RESOLUTION— 

(531-37-BZ) 


Whereas,  James  Mosgoffian  (lessee),  for  Annie  Zins, 
owner,  filed  November  9,  1937,  an  application  under  the 
building  zone  resolution,  to  permit  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles:  premises: 
23-28,  23-30  and  23-32  30th  avenue,  south  side,  91.83  ft. 
west  of  Crescent  street  (Block  No.  572,  Lot  Nos.  37  and 
38),  Astoria,  borough  of  Queens;  and 

Whereas,  this  application  was  dismissed  for  lack  of 
prosecution,  on  October  25,  1938  and  the  applicant  requested 
a  reopening  and  reconsideration  of  the  case ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  board, 
on  January  17,  1939;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  7,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 

Whereas;,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  30th  avenue  is  in  a  business 
use  district;  30th  road  is  in  a  residence  use  district  and 
crescent  street  is  in  residence  and  business  use  districts ; 

and  . 

Whereas,  the  decision  of  the  borough  superintendent  ot 
buildings,  dated  January  6,  1939,  reads: 

“Your  application  for  certificate  of  occupancy  for 
parking  and  storage  of  more  than  five  motor  vehicles 
at  the  above  premises  is  hereby  denied  as  same  is 
contrary  to  Article  2,  Section  3  and  4,  Subdiv.  15  of 
the  Building  Zone  Resolution.” 


Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  75  ft.  and  a  depth  of 
138  ft.;  the  rear  portion  of  the  plot  extends  into  the^resi- 
dence  use  district  for  a  distance  of  approximately  38  ft. 
and  the  remainder  of  the  plot  is  in  a  business  use  district. 
It  is  proposed  to  use  the  plot  for  a  temporary  period  of  not 
more  than  two  (2)  years,  for  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board;  and 

Whereas,  the  board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  under  section  7,  sub¬ 
division  H  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  section 


132-38-BZ. 

APPLICANT— Herman  Kron,  for  Harlem  Savings  Bank, 
owner. 

SUBJECT— Application  (re  decisions  of  the  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  an  un¬ 
restricted  use  district  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  upon  a  street, 
between  two  (2)  intersecting  streets,  upon  which 
there  is  located  an  exit  from  a  school  through  a 
playground  connected  with  the  school. 
PREMISES  AFFECTED — 439-445  West  39th  street, 
north  side,  200  ft.  east  of  10th  avenue  (Block  No. 
737,  Lot  Nos.  10-13),  Borough  of  Manhattan. 

APPEARANCES—  .  ,  .  .  , 

For  Applicant :  Herman  Kron  and  Daniel  Adel- 
man. 

For  Opposition:  John  H.  Dreasen,  J.  Edward 
Obey,  E.  M.  Hawkins  and  Philip  Ferman. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(132-38-BZ) 

Whereas,  Herman  Kron,  for  Harlem  Savings  Bank, 

owner,  filed  March  2,  1938,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  an  unrestricted  use  dis¬ 
trict,  the  parking  and  storage  of  more  than  five  motor 
vehicles  upon  a  street  between  two  intersecting  streets 

upon  which  there  is  located  an  exit  from  a  school  through 
a  playground  connected  into  the  school;  premises:  439-445 
West’  39th  street,  north  side,  200  ft.  east  of  10th  avenue 
(Block  No.  737,  Lot  Nos.  10-13),  Borough  of  Manhattan; 

and  .  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  7,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 

Whereas;,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  39th  street  and  West 
40th  street  are  both  in  an  unrestricted  use  district;  10th 
avenue  is  in  an  unrestricted  and  retail  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  February  1,  1938  reads : 
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“1 — At  419  West  38th  street  the  Children’s  Aid  Society 
conducts  a  school  which  is  part  of  the  public 
school  system.  They  have  an  exit  through  the 
playground  leading  to  West  39th  street  in  the 
same  block  as  the  proposed  parking  space.  The 
parking  or  storage  of  more  than  five  motor  vehicles 
on  these  premises  is  contrary  to  Section  21  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  amended  decision  of  the  borough  super¬ 
intendent  of  buildings,  dated  May  6.  1938  reads: 

‘'With  further  reference  to  your  application  for  cer¬ 
tificate  of  occupancy  for  the  above  premises,  you  are 
advised  that  there  is  an  entrance  to  the  playground 
leading  to  West  39th  street  in  the  same  block  in  which 
the  proposed  parking  space  is  located ;  therefore  the 
parking  or  storage  of  more  than  5  motor  vehicles  on 
these  premises  is  contrary  to  section  21  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  and  a  depth  of  98  ft.  9  in.  It  is 
proposed  to  use  the  site  for  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  and 

Whereas,  the  board  deemed  that  the  presence  of  an  es¬ 
tablished  educational  corporation,  which  operates  a  school 
and  playground  in  connection  therewith  and  which  play¬ 
ground  abuts  on  West  39th  street  and  has  an  entrance  reg¬ 
ularly  used  by  the  pupils  of  the  school,  precluded  the 
board,  under  the  prohibition  of  Section  21,  from  granting 
the  use  proposed. 

Resolved,  that  the  decisions  of  the  borough  superin¬ 
tendent,  be  and  they  hereby  are  affirmed,  and  that  the 
application  be  and  it  hereby  is  denied. 


274-38- BZ. 

APPLICANT — J.  G.  L.  Molloy,  for  David  Zipkin,  owner. 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  7h  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 102  Sherman  avenue,  north 
side,  100  ft.  east  of  Dyckman  street  and  169-171 
Dyckman  street  (Block  No.  2224,  Lot  Nos.  45-48 
and  53),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Richard  Levy. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  . 0 


THE  RESOLUTION— 

(274-38-BZ) 

Whereas,  J.  G.  L.  Molloy,  for  David  Zipkin,  owner, 
filed  April  14,  1938,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles: 
premises:  102  Sherman  avenue,  north  side,  100  ft.  east  of 
Dyckman  street  and  169-171  Dyckman  street  (Block  No. 
2224,  Lot  Nos.  45 — 48  and  53),  Borough  of  Manhattan; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  November  22,  1938,  after  due  notice  by  publica¬ 
tion  in  the  Bulletin  of  the  Board  of  Standards  and  Ap¬ 
peals  and  the  matter  was  laid  over  by  the  board,  without 
further  argument;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Dyckman  street  and  Sher¬ 


man  avenue  are  both  in  a  business  use  district;  Ver- 
milyea  avenue  and  Academy  street  are  in  both  residence 
and  business  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  March  16,  1938,  reads : 

“Your  application  for  a  certificate  of  occupancy  for 
use  of  the  above  premises  as  a  parking  and  storage 
space  for  more  than  5  cars  has  been  denied  by  this 
department  for  the  reason  the  premises  are  located 
in  a  business  district  and  this  occupancy  is  prohibited 
by  Article  11,  section  4a,  subdivision  15  of  the  zone 
resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  havng  a  frontage  of  100  ft.  on  Sherman 
avenue,  50  ft.  on  Dyckman  street  and  a  distance  of  150 

ft.  along  the  east  lot  line.  It  is  proposed  to  use  the 

premises  for  a  temporary  period  of  not  more  than  2 

years,  for  the  parking  and  storage  of  more  than  five  (5) 

motor  vehicles;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board,  verbal  report  of 
which  inspection  recommended  the  granting  of  this 
application. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7h,  for  a  temporary  perior  of  two  (2)  years,  to  permit 
the  premises  under  appeal  to  be  used  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  condition 
that  only  automobiles  of  the  pleasure  car  type  shall  be  so 
stored  and  parked;  that  the  premises  shall  be  surfaced 
with  steam  cinders,  clean  gravel  or  other  suitable  mate¬ 
rial,  properly  rolled  and  bound  to  prevent  dusting;  that 
on  the  interior  lot  lines  there  shall  be  erected  a  substan¬ 
tial  woven  wire  fence  not  less  than  6  ft.  in  height;  that 
a  similar  fence  shall  be  erected  on  the  street  building 
lines  with  no  openings  therein  to  Dyckman  street  and 
only  one  opening  to  Sherman  avenue  not  over  20  ft.  in 
width,  with  curb  cut  opposite  of  similar  width ;  that  dur¬ 
ing  the  term  of  this  variance,  the  plot  shall  be  used  for 
no  other  use  and  no  building  shall  be  erected  thereon, 
except  there  may  be  erected  a  building  to  be  used  as 
office  and  shelter  for  the  attendant,  not  over  150  sq.  ft 
in  area,  one  story  in  height,  which  may  be  constructed 
of  frame  or  metal;  that  proper  aisles  shall  be  maintained 
at  all  times  for  proper  entrance  and  egress;  that  such 
portable  fire-fighting  appliances  shall  lie  installed  as  the 
fire  commissioner  shall  direct;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  six  (6)  months 
from  the  date  of  this  resolution. 


/ 

APPLICANT— William  J.  McMahon  (lessee),  for  Hans 
Donhauser,  Inc.,  owner. 

SUBTECT— Application  reopened  December  6,  1938  (re 
decision  of  the  borough  superintendent  of  build¬ 
ings)  under  section  21  of  the  building  zone  reso¬ 
lution,  to  permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station 
(previously  withdrawn). 

PREMISES  AFFECTED— 72-01  Astoria  boulevard 
(Grand  Central  Parkway  Extension),  northeast 
corner  of  72nd  street  (Block  No.  1004,  Lot  No. 
52)  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant— William  P.  Thomas,  James  R. 
Murphy,  William  J.  McMahon,  Carl  Dunhill 
and  Mr.  Sheridan. 

For  Opposition  :  Mary  Schlett,  L.  Luttieri,  Chas. 
Novak,  W.  Marsh,  Edward  Grimm  and  John 
Tamm. 

For  Administration :  Harold  Klorfein,  Dept,  of 
Parks. 
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ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . ^ 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  . 0 

THE  RESOLUTION— 

(408-38-BZ) 

Whereas,  William  J.  McMahon  (lessee),  for  Hans 
Donhauser,  Inc.,  owner,  filed  May  26,  1938,  an  application 
under  the  building  zone  resolution,  to  permit  partly  in  a 
business  use  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station; 
premises :  72-01  Astoria  boulevard  (Grand  Central  Park¬ 
way  extension),  northeast  corner  of  72nd  street  (Block 

No.  1004,  Lot  No.  52),  Astoria,  Borough  of  Queens;  and 

Whereas,  this  application  was  withdrawn  on  July  19, 
1938  and  the  case  was  reopened  by  vote  of  the  board,  on 
December  6,  1938;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  7,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 

Whereas;,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Astoria  boulevard  is  in  busi¬ 
ness  and  residence  use  districts ;  72nd  and  73rd  streets  are 
in  residence  and  business  use  districts  and  Ditmars  boule¬ 
vard  is  in  a  residence  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  May  12,  1938,  re  N.B.  1926-38,  reads : 

“The  creation  of  a  gasoline  service  station  within  a 
business  district  and  extending  into  a  residence  dis¬ 
trict  is  contrary  to  both  sect.  4  subd.  a-46  and  sect. 
3  of  the  Building  Zone  Resolution.’’ 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  82.7  ft.  on  Astoria 
boulevard,  72  ft.  on  72nd  street  and  a  distance  of  100  ft. 
along  the  north  lot  line.  An  irregular  shaped  area  at  the 
northeasterly  corner  of  the  plot  is  in  a  residence  use  dis¬ 
trict — the  remainder  is  in  a  business  use  district.  It  is  pro¬ 
posed  to  erect  upon  the  plot  a  one  story  building  43  ft.  by 
29  ft.  in  area,  to  be  used  as  office  and  lubritorium  and  also 
to  install  the  necessary  tanks  and  pumps  for  a  gasoline 
service  station ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  Section  21  of  the 
building  zone  resolution  and  was,  therefore,  not  entitled 
to  relief  on  the  grounds  of  practical  difficulty  and  un¬ 
necessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
in  acting  on  N.B.  1926-38,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


794-38- BZ. 

APPLICANT— John  M.  O’Neill,  for  Joseph  Bermel,  Inc., 
owner. 

SUBJECT— Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  partly  in 
an  unrestricted  use  district  and  partly  in  a  resi¬ 
dence  use  district,  the  maintenance  of  a  stone 
yard. 

PREMISES  AFFECTED— 79-37  to  79-39  67th  road 
(Steuben  street)  north  side,  100  ft.  west  of  80th 
street  (Block  No.  3780,  Lot  Nos.  30,  49  and  50), 
Middle  Village,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  M.  O’Neill  and  Henry  H. 
Altkoff. 

For  Opposition :  Dominic  Moscia  and  Michele 
Cario. 


ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(794-38-BZ.) 

Whereas,  John  M.  O’Neill,  for  Joseph  Bermel,  Inc., 
owner,  filed  September  14,  1938,  an  application  under  the 
building  zone  resolution,  to  permit  partly  in  an  unrestricted 
and  partly  in  a  residence  use  district,  the  maintenance  of 
a  stone  yard;  premises:  79-37  to  79-39  67th  road  (Steuben 
street),  north  side,  100  ft.  west  of  80th  street  (Block  No. 
3780,  Lot  Nos.  30,  49  and  50),  Middle  Village,  Borough 
of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  7,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  67th  road  (Steuben  street)  is 
in  a  residence,  business  and  unrestricted  use  district; 
Metropolitan  avenue  is  in  a  residence,  business  and  unre¬ 
stricted  use  district;  80th  street  isjn  a  residence,  business 
and  unrestricted  use  district ;  and  79th  street  is  in  a  busi¬ 
ness  and  unrestricted  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  August  17,  1938,  re.  Viol.  No.  521-38,  reads : 

“Please  be  advised  that  your  application  for  Cer¬ 
tificate  of  Occupancy  for  a  stone  yard  at  the_  above 
premises  as  filed  with  this  office  on  August  15,  1938 
is  hereby  denied  as  being  contrary  to  the  building  zone 
resolution.” 

and 

Whereas,  the  entire  premises  consist  of  a  plot  of  ground 
having  a<  frontage  of  107  ft.  on  Metropolitan  avenue,  198 
ft.  on  80th  street  and  187.90  ft.  on  67th  road.  The  plot  in 
question  has  a  frontage  of  100  ft.  on  67th  road  and  a  depth 
of  103.6  ft.  The  easterly  part  of  the  premises  extends  into 
the  unrestricted  use  district  for  a  distance  of  12.1  ft.  The 
remainder  is  in  a  residence  use  district.  A  1J4  story 
frame  stone  cutting  shop  extends  into  the  premises  in 
question.  Also,  upon  the  plot  there  are  located  two  metal 
garages — each  10  ft.  by  24  ft.  in  area.  It  is  proposed  to 
use  the  premises  in  question  in  conjunction  with  the  stone 
yard  covering  the  remainder  of  the  (entire)  plot;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board,  verbal  report  of 
which  inspection  recommended  the  granted  of  this  appli¬ 
cation  under  certain  conditions. 

Resolved,  the  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it)  hereby  is  granted,  under  Section 
21  thereof  permitting  the  portion  adjoining  the  unre¬ 
stricted  district,  being  the  easterly  portion  of  the  plot  under 
appeal,  but  excluding  the  westerly  portion  with  a  frontage 
of  50  ft.,  to  be  occupied  as  a  stone  yard,  on  condition  that 
the  50  ft.  to  the  west  shall  not  be  used  in  any  way  in 
connection  with  the  monument  storage  and  if  occupied, 
shall  be  for  conforming  uses  only  and  that  any  stone  that  is 
now  located  on  that  portion  of  the  plot,  shall  be  removed, 
as  well  as  the  two  single  car  garages  now  existing  in  the 
rear ;  that  the  vacant  portion  of  the  plot  towards  the  east 
shall  be  used  only  for  the  storage  of  stone  and  the  two 
one  car  garages  to  be  moved  thereon ;  that  there  shall  be 
no  cutting  of  stone  done ;  that  the  fence  shall  be  maintained 
across  the  entire  plot  along  the  building  line  of  67th  road 
(Steuben  street)  ;  that  the  existing  factory,  which  now 
extends  from  the  unrestricted  district  into  the  residence 
district,  shall  not  be  further  extended  in  height  or  area; 
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that  the  openings  where  the  dust  is  exhausted  from  the 
factory  building,  shall  be  surrounded  with  a  tight  fitting 
enclosing  wall,  to  preclude  any  dust  spreading  throughout 
the  area ;  that  there  shall  be  no  parking  of  cars  on  any 
portion  of  the  plot  within  the  residential  district ;  that  all 
laws  as  to  factory  operation  shall  be  complied  with ;  that 
all  permits  shall  be  obtained  and  all  work  completed  within 
one  (1)  year  from  the  date  of  this  resolution. 


865-38- BZ. 

APPLICANT — William  Shary,  for  French  Benevolent 
Society,  owner. 

SUBJECT — /Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  7h  of 
the  building  zone  resolution,  to  permit  in  a  retail 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 450-458  West  34th  street, 
south  side,  175  ft.  9j4  in.  east  of  10th  avenue 
(Block  No.  731,  Lot  No.  72),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  William  Shary,  Clarence  A.  Weill, 
L.  Jouvoaud,  William  G.  Critch  and  others. 
For  Opposition:  Charles  L.  Fleece,  Rev.  John  J. 
Kiernan,  E.  S.  Minder,  Maurice  Jarcho,  Di. 
Herman  S.  Jacobs,  William  McGrath,  Edgar 
I.  Levy,  Margaret  Downey  and  Rita  Purch- 


allin. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(865-38-BZ) 


Whereas,  William  Shary,  for  French  Benevolent  So¬ 
ciety,  owner,  filed  October  6,  1938,  an  application  under 


building  zone  resolution,  to  permit  in  a  retail  use  district, 
for  a  temporary  period  of  not  more  than  two  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises:  450-458  West  34th  street,  south  side,  175  ft.  9*4 
in.  east  of  10th  avenue  (Block  No.  731,  Lot  No.  72), 
Borough  of  Manhattan ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  7,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  34th  street  and  West 
33rd  street  are  are  in  both  retail  and  unrestricted  use  dis¬ 
tricts  ;  10th  avenue  and  9th  avenue  are  in  both  retail  and 
unrestricted  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  September  7,  1938,  reads : 

“Your  application  dated  August  25,  1938,  for  a  cer¬ 
tificate  of  occupancy  for  the  above  premises  for  the 
use  of  same  for  parking  and  storage  of  more  than 
five  motor  vehicles  has  been  denied  as  the  premises  are 
located  in  a  retail  district  where  this  occupancy  is  pro¬ 
hibited  by  Article  2,  Section  4a  subdivision  15  of  the 
Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  103  ft.  4  in.  and  a 
depth  of  approximately  143  ft. ;  It  is  proposed  to  use  the 
plot  for  a  temporary  period  of  not  more  than  2  years,  for 
the  parking  and  storage  of  more  than  5  motor  vehicles ;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  there  is  not  sufficient 
basis  for  the  exercise  of  its  discretion  under  the  provisions 
of  section  7,  subdivision  h  of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


Adjourned,  12:35  P.M. 

Edward  V.  Barton,  Chief  Clerk. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  7,  1939 
Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 


BUILDING  ZONE  CASES 

729-38- BZ. 

APPLICANT — Joseph  B.  Lynch,  for  Talbo  Gasoline 
Company,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  sections  7c 
and  21  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  extension  of  an 
existing  gasoline  service  station. 

PREMISES  AFFECTED— 3150-3158  Boston  road,  south¬ 
east  corner  of  Laconia  avenue  (Block  No.  4614, 
Lot  No.  9),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1939, 
at  2  P.M.,  on  request  of  applicant,  for  additional 
time  to  submit  revised  plans. 

1011-38-BZ. 

APPLICANT — A.  C.  Benson,  for  M.  V.  Dobran,  owner. 


SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  sections  7 a 
and  21  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  erection  and  main¬ 
tenance  of  an  accessory  building  to  an  existing 
.gasoline  service  station. 

PREMISES  AFFECTED — 111-66  Corona  avenue  and  112- 
43  Colonial  avenue,  southwest  corner  (Block  No. 
1972,  Lot  Nos.  53  and  56),  Corona,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Albert  C.  Benson,  Frederick  G. 

Forst,  Jr.,  and  William  F.  Lippin. 

For  Opposition :  L.  C.  .Squire,  World’s  Fair  and 
Harold  Klorfein,  Park  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1939, 
at  2  P.M.  Applicant  to  submit  complete  working 
drawings,  not  later  than  February  14,  1939. 


718-28-BZ. 

APPLICANT — Atlas  Contracting  Co..  Inc.,  for  1540 
Grand  Concourse  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  —  re  Application  (decision  of  the 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  permitting  in  a 
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residence  use  district  the  alteration,  extension 
and  change  of  occupancy  of  a  building  occupied 
as  stores  and,  also,  a  gasoline  service  station  to 
a  building  used  throughout  as  stores. 

PREMISES  AFFECTED— 1534-1540  Grand  Concourse, 
east  side,  267.11  ft.  south  of  Mount  Eden  avenue 
(Block  No.  2821,  Lot  Nos.  27,  27*£  and  part  of 
Lot  Nos.  11,  28,  26  and  25),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Herman  E.  Horwood. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
hearing  March  7,  1939  at  2  P.M. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  ....  ~ 

Absent  .  0 


540-30- BZ. 

APPLICANT— W.  H.  and  J.  F.  Dusenbury,  for  Bronx 
County  Trust  Company,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time — re  Application  (decision  of  the 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  permitting  partly  in 
a  business  use  district  and  partly  in  an  unre¬ 
stricted  use  district,  the  erection  and  maintenance 
of  garages  for  more  than  five  (5)  motor  vehicles 
and,  also,  a  gasoline  service  station. 

PREMISES  AFFECTED— Southeast  corner  of  East 
147th  street  and  Southern  boulevard  (Block  No. 
2600,  Lot  No.  30),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant — J.  F.  Dusenbury. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ...  .  0 

Absent  . .  0 

THE  RESOLUTION— 

(540-30-BZ) 

Whereas,  this  application  affecting  premises  southeast 
corner  of  East  147th  street  and  Southern  boulevard  (Block 
No.  2600,  Lot  No.  30),  Borough  of  The  Bronx,  was  granted 
by  the  board  January  20,  1933,  on  certain  conditions,  time 
extended  January  16,  1934,  February  18,  1936,  Febru¬ 
ary  24,  1937  and  February  15,  1938,  and  applicant  requested 
a  further  extension  of  time. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
January  20,  1933,  be  and  it  hereby  is  amended,  only  so  far 
as  it  has  reference  to  obtaining  permits  and  completion  of 
work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


292-33-BZ. 

APPLICANT— Joseph  H.  Goldstein,  for  Bonomo  Realty 
Corporation,  owner. 

SUB  I ECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  under  section  21 
of  the  building  zone  resolution,  permitting  in  a 
business  use  district  the  erection  and  maintenance 
of  a  gasoline  service  station  for  a  temporary 
period. 

PREMISES  AFFECTED— 2729-2755  Shell  road,  south¬ 
east  corner  of  Canal  avenue  (Block  No.  7250,  part 
of  Lot  No.  33),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Joseph  H.  Goldstein. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  OPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  “ 

Absent  . ^ 

THE  RESOLUTION— 

(292-33-BZ) 

Whereas,  Joseph  H.  Goldstein,  for  Bonomo  Realty 
Corporation,  owner,  filed,  September  8,  1933,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises:  2729-2755  Shell  load, 
southeast  corner  of  Canal  avenue  (Block  No.  7_a 0,  part 
of  Lot  No.  33),  Brooklyn;  and 

Whereas,  this  application  was  granted  by  the  board, 
February  6,  1934,  for  a  temporary  period  of  five  years, 
on  certain  conditions  and  applicant  requests  an  extension 

of  this  period.  ,  ,  .  ,  , 

Resolved,  that  the  resolution  adopted  by  the  board  on 
February  6,  1934  be  and  it  hereby  is  amended,  only  so  far 
as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
for  ’a  temporary  period  of  five  years  from  the  date  of 
this  amended  resolution  under  section  21,  to  permit  the 
premises  under  appeal  to  be  used  for  a  gasoline  sta¬ 
tion,  on  condition  that  the  entire  plot  shall  be  graded 
generally  to  the  grade  of  Shell  road  and  Canal  avenue ; 
that  there  shall  be  erected  continuously  along  the  in¬ 
terior  lot  lines  to  the  east  and  south,  a  substantial 
woven  wire  fence  at  least  6  ft.  in  height;  that  a  build¬ 
ing  housing  office  and  grease  pits  shall  be  erected 
toward  the  center  of  the  plot ;  that  these  buildings  shall 
not  exceed  one  story  in  height  and  shall  be  constructed 
of  incombustible  materials,  except  that  the  roof  beams, 
roof  boarding,  doors  and  windows  may  be  of  wood, 
provided  the  ceilings  are  fire-retarded  in  accordance 
with  the  rules  of  the  Board  of  Standards  and  Appeals 
and  the  roofs  are  surfaced  with  incombustible  roofing 
of  slate,  tile  or  heavy  asbestos  shingles ;  that  the  fronts 
of  the  greasing  pit  section  shall  remain  open  and  with- 
out  doors ;  that  there  shall  be  no  open  excavation  under 
these  buildings  except  the  pits  for  the  greasing  racks; 
that  the  balance  of  the  plot,  where  not  covered  by  the 
accessory  buildings,  shall  be  cement  paved  or  covered 
with  cracked  blue  stone;  that  gasoline  pumps  erected 
shall  be  not  nearer  than  10  ft.  to  any  lot  line  or  any 
part  of  an  accessory  building;  that  no  portable  gaso¬ 
line  tanks  shall  be  used  on  or  from  the  property;  that 
no  automobile  repairing  shall  be  carried  on ;  that  there 
shall  be  no  parking  or  storing  of  cars  other  than  those 
being  serviced ;  that  there  shall  be  not  over  two  open¬ 
ings  to  the  property  from  Shell  road  and  not  over  two 
from  Canal  avenue;  that  these  openings  shall  not 
exceed  25  ft.  in  width;  that  all  permits  shall  be  ob- 
tained  within  six  months  and  all  work  completed 
within  one  year  from  the  date  of  this  amended  reso¬ 
lution. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS 

1 142-38- A— WF.  Tr  ta  L 

APPLICANT— A.  C.  Benson,  for  Marie  V.  Dobran, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 112-23  Colonial  avenue,  north 
side,  77.53  ft.  west  of  Corona  avenue  (Block  No. 
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1972.  Lot  Nos.  58  and  59),  Corona,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Albert  C.  Benson,  Fredk.  G.  Forst, 
Jr.,  and  William  F.  Lippin. 

For  Opposition :  L.  C.  Squire,  World’s  Fair  and 
Harold  Klorfein,  Park  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1939,  at 
2  P.M.,  pending  action  on  Cal.  No.  1011-38-BZ. 


1 155-38- A. 

APPLICANT — Harold  J.  Levy,  for  Borough  Metal  and 
Scrap  Iron  Co.,  Inc.,  lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  com¬ 
missioner. 

PREMISES  AFFECTED — 1049-1065  Rockaway  avenue, 
east  side.  32  ft.  7  in.  south  of  Linden  boulevard 
(Block  No.  3644A,  Lot  No.  4),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Harold  J.  Levy. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1939, 
at  2  P.M.,  applicant  to  submit  new  plans. 


1118-38-A 

APPLICANT — Saul  Goldsmith,  for  Hirbro  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 59-83  59th  street,  east  side, 
272.6  ft.  south  of  59th  drive  (Block  No.  2649,  Lot 
No.  135),  Maspeth,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

For  Administration:  Joseph  Ferro,  Dept,  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(1118-38-A) 

Whereas,  Saul  Goldsmith,  for  Hirbro  Realty  Corpora¬ 
tion,  owner,  filed  December  5,  1938,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  of  buildings,  affecting 
premises  59-83  59th  street,  east  side,  272.6  ft.  south  of  59th 
drive  (Block  No.  2649,  Lot  No.  135),  Maspeth,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
N.  B.  Applic.  No.  9208-38,  dated  November  29,  1938,  reads : 

“I.  Proposed  building  appears  to  be  in  bed  of  a  city 
street.  Contrary  to  Section  35  of  Art.  3  of  the  General 
City  Law.” 
and 

Whereas,  the  building  is  two  stories  (34  ft.)  in  height, 
134  ft.  by  175  ft.  in  area,  of  non-fireproof  construction, 
located  in  an  unrestricted  use  district  and  occupied  as  a 
factory  for  gas  ranges — 25  persons,  for  which  no  certifi¬ 
cate  of  occupancy  has  been  issued ;  and 

Whereas,  it  is  proposed  to  construct  a  2-story  and  cellar 
brick  extension  to  the  existing  2-story  brick  factory  build¬ 
ing  now  located  on  the  east  side  of  59th  street.  The  pro¬ 
posed  extension  will  be  partly  in  the  bed  of  59th  street 
as  laid  out  on  the  city  map.  The  existing  2-story  brick  fac¬ 
tory  is  also  partly  in  the  bed  of  59th  street,  as  shown  on 
plans  filed  with  this  appeal ;  and 

Whereas,  the  applicant  contends  that  both  sides  of  the 
street  are  used  and  occupied  by  the  same  owner  and  this 
building  will  connect  and  make  more  practical,  the  opera¬ 
tion  of  the  entire  plant.  The  erection  of  same  is  not  a 
matter  of  choice  but  necessity,  as  the  entire  plant  operates 
under  great  hardship ;  that  about  two  years  ago  a  Supreme 


Court  decision  stated  that  this  street  is  not  a  public  high¬ 
way  ;  and  the  premises  were  inspected  by  a  committee  of 
the  board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  App.  No.  9208-38  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  under  Sec¬ 
tion  35  of  Article  3  of  the  General  City  Law,  to  permit  the 
building  as  proposed  to  be  erected  within  the  bed  of  59th 
street  as  shown  on  the  city  plan,  on  condition  that  the 
building  shall  not  exceed  two  stories  and  cellar  from  the 
grade  of  59th  street,  substantially  as  indicated  on  plans 
filed  with  this  appeal. 


11 -39- A. 

APPLICANT — Joseph  Huber,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 5-42  to  5-48  47th  avenue, 
south  side,  100  ft.  west  of  Vernon  boulevard 
(Block  No.  29,  Lot  No.  42),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Huber  and  James  V. 
Kilroe. 

For  Administration :  Edward  Meyer,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(11-39-A) 

Whereas,  Joseph  Huber,  owner,  filed  January  6,  1939, 
an  appeal  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  5-42  to  5-48  47th  ave,  south  side,  100  ft.  west 
of  Vernon  boulevard  (Block  No.  29,  Lot  No.  42),  Long 
Island  City,  Borough  of  Queens ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  77747- 
LC,  dated  December  29,  1938,  reads : 

“1.  File  plans  with  the  Department  of  Housing  and 
Buildings,  for  the  approval  of  spray,  dipping,  immers¬ 
ing,  storage  and  mixing  rooms  on  the  above  premises. 
Rule  1.2,  Spray  Rules. 

2.  Provide  that  spray,  dipping  and  immersing  rooms 
shall  be  constructed  of  fireproof  or  fire-resisting  par¬ 
titions  with  waterproof  floors.  Rule  4.1. 1-a,  Spray 
Rules. 

3.  Provide  that  spraying  or  dipping  spaces  shall  be 
mechanically  ventilated  when  in  operation  so  that  the 
movement  of  air  shall  be  at  least  100  linear  feet  per 
minute  in  the  breathing  zone  of  the  operator  and  be  of 
sufficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors.  Rule  3.1,  Spray  Rules. 

4.  Remove  all  electric  switches,  rheostats,  lamps  or 
other  electrical  equipment  from  the  spray,  dipping  or 
immersing  rooms  or  within  10  feet  from  any  spray 
compartment,  spray  booth  or  immersing  or  dipping 
space,  unless  such  equipment  be  of  a  type  approved  for 
use  in  an  explosive  atmosphere.  Rule  4.4,  Spray  Rules. 

5.  Remove  all  combustible  waste  material  from 
floors,  walls,  ducts,  etc.  within  and  surrounding  spray¬ 
ing,  dipping  or  immersing  spaces,  and  keep  same  clean 
and  free  of  such  material  at  all  times.  Rule  5.5,  Spray 
Rules. 

6.  Discontinue  the  use  of  dry  sandpaper  for  sand 
papering  all  lead  painted  surfaces,  and  replace  same 
with  wet  sand  paper.  Rule  5.11,  Spray  Rules. 

7.  Discontinue  the  practice  of  taking  motor  vehicles 
in  or  out  of  spray  space  under  its  own  power.  Rule 
5.12-a,  Spray  Rules. 

8.  Remove  batteries  from  motor  vehicles  before 
they  are  sprayed.  Rule  5.12-b,  Spray  Rules. 

9.  Provide  a  double  walled  metal  cabinet  for  the 
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storage  of  more  than  20  gallons  of  spraying  material, 
but  not  exceeding  100  gallons.  Said  cabinet  must  be 
ventilated  direct  to  outer  air.  Rule  6.1.2-A,  Spray 
Rules. 

10.  Discontinue  the  mixing  or  thinning  of  coating 
materials  except  in  a  storage  building  or  room  built 
in  accordance  with  specifications  of  Rule  6.1.3,  Spray 
Rules. 

Note : — This  does  not  include  the  opening  of  con¬ 
tainers  not  exceeding  a  total  capacity  of  10  gallons 
which  may  be  opened  and  contents  mixed  in  spray 
room  or  room  in  which  booths  are  located  while  air 
exhaust  system  is  operating.  Rule  6.1.4,  of  Spray 
Rules. 

11.  Discontinue  the  maintenance  of  any  open  flames 
or  spraying  device  (motors  on  sewing  machine,  etc. 
and  welding  operations)  within  floor  area  where  spray 
coating  is  carried  on  or  separate  said  open  flames  or 
sparking  device  by  partitions  constructed  of  fireproof 
or  fire-resisting  material.  Rule  6.1.8-a,  Spray  Rules. 

12.  Remove  all  obstructions  to  fireproof  doors  lead¬ 
ing  from  place  where  forge  is  located.” 

and 

Whereas,  the  building  is  two  stories  and  cellar  (25  ft.) 
in  height,  of  non-fireproof  construction,  erected  in  1910 
on  a  plot  75  ft.  by  100  ft.,  located  in  an  unrestricted  use 
district,  and  occupied  as  a  commercial  auto  body  building 
plant — 1st  floor — approximately  10  persons;  2nd  floor — 
approximately  2  persons.  The  cellar  is  not  in  use ;  and 

Whereas,  the  applicant  contends  as  to  Items  1  to  3,  that 
the  amount  of  painting  done  is  very  small  and  that  there 
is  no  lacquer  spraying  done ;  as  to  Item  4,  that  any  electri¬ 
cal  equipment  in  the  paint  room  has  already  been  inspected 
and  passed  by  an  inspector  of  the  fire  department ;  as  to 
Item  5,  that  all  combustible  waste  material  has  been  re¬ 
moved  from  the  paint  room  and  it  is  kept  free  of  such 
material  at  all  times;  as  to  Item  6,  that  only  wet  sand 
paper  is  used  at  all  times ;  as  to  Item  7,  that  this  rule  will 
be  obeyed  at  all  times;  as  to  Item  8,  that  batteries  will  be 
removed  from  the  vehicles  before  the  cars  are  taken  into 
the  paint  room  ;  as  to  Item  9,  that  not  more  than  15  or  20 
gallons  of  paint  are  on  hand  at  any  time  and  this  is  kept  in  a 
metal  cabinet,  which  has  been  approved  by  the  fire  depart¬ 
ment ;  as  to  Item  10,  that  there  is  very  little  mixing  or 
thinning  of  materials,  only  about  a  quart  at  a  time;  that 
not  more  than  two  painters  are  employed  at  a  time  and 
at  the  present  time  there  is  only  one  painter;  as  to  Item 
11,  that  the  paint  room  is  located  on  the  second  floor  and 
is  not  near  any  open  flames  or  sparking  devices ;  that  all 
welding  and  repair  work  is'  done  on  the  first  floor ;  as  to 
Item  12,  that  all  obstructions  to  fireproof  doors  have  been 
removed;  that  the  principal  work  is  repairing  trucks  and 
commercial  bodies  and  occasionally,  building  a  new  body; 
that  no  pleasure  cars  are  repaired  or  painted,  as  this  would 
necessitate  lacquer  spraying. 

Resolved,  That  the  order  of  the  fire  commissioner,  No. 
77747-LC  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  paint 
spraying  shall  be  limited  to  the  second  story  and  shall  be 
done  within  a  space  separated  from  the  balance  of  the 
second  story  by  a  reasonably  tight  partition ;  that  a  fan 
shall  be  maintained  exhausting  to  the  outer  air ;  that  win¬ 
dows  shall  be  maintained,  providing  natural  ventilation 
to  the  outer  air ;  that  not  more  than  one  spray  gun  shall 
be  used  and  not  more  than  15  gallons  of  paint  and  five 
gallons  of  varnish  shall  be  maintained  or  stored  at  any 
one  time;  that  Items  4,  5,  6,  7,  8,  9,  10,  11  and  12  of  the 
order  shall  be  complied  with ;  that  the  sprinkler  system 
shall  be  maintained  to  the  satisfaction  of  the  fire  commis¬ 
sioner. 


34-39-A. 

APPLICANT — Hillel  Hannes,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 601-603  West  129th  street  (1-9 
St.  Clair  place)  and  3221  Broadway  northwest 


corner  (Block  No.  1996,  Lot  No.  29),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Irving  S.  Hannes  and  L'.  B.  San- 
tangelo. 

For  Administration :  Edward  Meyer,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(34-39-A) 

Whereas,  Hillel  Hannes,  lessee,  filed  January  12,  1939, 
an  appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  601-603  West  129th  street  (1-9 
St.  Clair  place)  and  3221  Broadway,  northwest  corner 
(Block  No.  1996,  Not  No.  29),  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No. 
129963-LC,  dated  June  6,  1938,  reads: 

“With  reference  to  your  application  dated  May  12, 
1938,  for  a  permit  to  manufacture  paint  at  above  lo¬ 
cation,  I  regret  to  inform  you  that  this  department  is 
without  power  to  grant  such  a  permit  for  the  reason : 

That  a  recent  inspection  showed  that  building  in  part 
is  now  used  as  a  workshop  or  factory  in  consequence 
of  which  permit  may  not  be  issued.  C19-Title  “C”, 
Part  1,  Art.  15  of  the  Administrative  Code  of  the 
City  of  New  York. 

You  Are  Therefore,  Hereby  Ordered  To 

1.  Discontinue  the  manufacture,  mixing  or  com¬ 
pounding  of  paint,  varnish  or  lacquer  on  these  prem¬ 
ises.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  December  12,  1938 ;  and 
Whereas,  the  building  is  two  stories  (23  ft.)  in  height, 
20  ft.  by  100  ft.  in  area,  part  fireproof  and  part  non- 
fireproof  construction,  located  in  an  unrestricted  use  district, 
erected  prior  to  1895  and  occupied :  Cellar-glazier  and  boiler 
room — 1  person;  1st  floor — auto  repair  shop,  office  and  paint 
factory —  6  persons  ;  2nd  floor — canning  factory — 2  persons. 
Certificate  of  occupancy  No.  14862  was  issued  on  January 
24,  1929,  permitting  the  following  use :  Cellar — storage ;  1st 
floor — stores  and  restaurant ;  2nd  floor — dance  hall ;  and 
Whereas,  the  applicant  contends  that  the  premises  in 
question  has  been  occupied  by  its  present  lessee  since 
March,  1935  and  combustible  permit  issued  therefor ;  that 
the  second  floor  was  formerly  occupied  by  the  American 
Legion  as  a  club  house ;  that  permit  has  now  been  refused, 
because  the  second  floor  is  rented  to  a  tenant  who  oc¬ 
casionally  does  some  cooking  in  connection  with  canning 
operations. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
12963-LC  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  manufac¬ 
turing  occupancy  on  the  2nd  floor  shall  be  maintained  to 
the  satisfaction  of  the  Fire  Commissioner  and  that  in  all 
other  respects  the  building  and  its  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


35-39- A. 

APPLICANT— A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 755-765  Broadway  and  766- 
792  Flushing  avenue,  northeast  corner  (Block  No. 
3130,  Lot  Nos.  2  and  4),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  A.  F.  Winter. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dept. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(35-39-A) 


Whereas,  A.  F.  Winter,  for  F.  W.  Wool  worth  Company, 
lessee,  filed  January  12,  1939,  an  appeal  with  the  Board  of 
Standards  and  Appeals  from  an  order  and  a  decision  of 
the  fire  commissioner,  affecting  premises  755-765  Broadway 
and  766-792  Flushing  avenue,  northeast  corner  (Block  No. 
3139,  Not  Nos.  2  and  4),  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
1253-LF,  dated  September  2,  1938,  reads : 

“Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  throughout  the  cellar,  having  at  least 
one  source  of  water  supply,  arranged  and  equipped  as 
provided  in  Article  16,  Administrative  Code.” 

and 

Whereas,  said  order  No.  1253-LF,  has  been  referred 
to  in  a  decision  of  the  fire  commissioner,  dated  January  3, 
1939;  and 

Whereas,  the  building  is  non-fireproof,  3  stories  and 
cellar  in  height  126  ft.  and  144  ft.  by  100  ft. ;  irregular  in 
area  and  occupied :  Cellar — stock  and  kitchen ;  1st  story — 
retail  store,  2nd  story — beauty  parlor  and  offices;  3rd 
story — stock  room  and  offices ;  and 

Whereas,  applicant  contends  that  the  stock  room  is  a 
fireproof  room,  used  for  storage  of  baled  paper;  that  the 
merchandise  carried  in  this  cellar  is  common  to  this  type 
of  occupancy. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1253-LF  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  there  shall  be 
installed  throughout  the  cellar,  a  non-automatic  dry 
sprinkler  system,  complying  with  the  requirements  of  the 
Building  Code  therefor,  except  that  the  automatic  alarm 
need  not  be  installed ;  the  sprinkler  heads  may  be  spaced 
25%  in  excess  of  the  requirements ;  that  all  fittings  and 
hangers  shall  be  of  malleable  iron ;  that  all  horizontal  lines 
may  be  close  to  the  ceiling  with  proper  pitch  and  1%  inch 
drain  and  with  heads  pendant ;  that  there  shall  be  a  single 
hose  inlet  of  approved  type  on  the  exterior  of  the  building 
at  least  10  inches  above  the  sidewalk;  that  the  cap  of  this 
hose  inlet  and  sign  stating  area  covered,  shall  be  painted 
aluminum ;  that  in  addition,  there  shall  be  wet  sprinkler 
heads  attached  to  the  existing  domestic  water  supply  line 
of  the  building  installed  in  the  kitchen,  unpacking  space 
and  waste  paper  room. 


26-39-A. 

APPLICANT — A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 1057  Beach  20th  street,  north 
side,  79.80  ft.  east  of  Mott  avenue  and  1064-1066 
Beach  21st  street  (Block  No.  212,  Lot  No.  57), 
Far  Rockaway,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  A.  F.  Winter. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(36-39- A) 

Whereas,  A.  F.  Winter,  for  F.  W.  Woolworth  Company, 
lessee,  filed  January  12,  1939,  an  appeal  with  the  Board  of 
Standards  and  Appeals  from  an  order  and  decision  of  the 
fire  commissioner  affecting  premises  1057  Beach  20th 
street,  north  side,  79.80  ft.  east  of  Mott  avenue  and  1064- 
1066  Beach  21st  street  (Block  No.  212,  Lot  No.  57),  Far 
Rockaway,  Borough  of  Queens ;  and 

(Whereas,  the  order  of  the  fire  commissioner  No.  985- 
LF,  dated  July  28,  1938,  reads: 

“Provide  a  separate  and  district  system  of  automatic 
sprinklers  in  cellar,  having  at  least  one  source  pf 
water  supply,  arranged  and  equipped  as  provided  in 
Article  16,  Administrative  Code.” 

and 

Whereas,  said  order  No.  985-LF,  has  been  referred  to, 
in  a  decision  of  the  fire  commissioner,  dated  January  3, 
1939;  and 

Whereas,  the  building  is  non-fireproof,  2  stories  and 
cellar  in  height  45  ft.  6  in.  by  158  ft.,  irregu’ar  in  area  and 
occupied:  Cellar — stock  room;  1st  story — retail  store;  2nd 
story — offices ;  and 

Whereas,  applicant  contends  that  the  stock  room  is  a 
fireproof  room  used  for  storage  of  baled  paper;  that  the 
merchandise  carried  in  the  cellar  is  common  to  this  type 
of  occupancy. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
985-LF,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall 
be  installed  throughout  the  cellar  a  non-automatic  dry 
sprinkler  system,  complying  with  the  requirements  of  the 
building  code  therefor,  except  that  the  automatic  alarm 
need  not  be  installed;  that  the  sprinkler  heads  may  be 
spaced  25%  in  excess  of  the  requirements;  that  all  fittings 
and  hangers  shall  be  of  malleable  iron;  that  all  horizontal 
lines  may  be  close  to  the  ceiling  with  proper  pitch  and 
1  yA  inch  drain  and  with  heads  pendant;  that  there  shall  be 
a  single  hose  inlet  of  approved  type  on  the  exterior  of  the 
building  at  least  10  inches  above  the  sidewalk ;  that  the 
cap  of  this  hose  inlet  and  sign  stating  area  covered,  shall 
be  painted  aluminum;  that  in  addition,  there  shall  be  wet 
sprinkler  heads  attached  to  the  existing  domestic  water 
supply  line  of  the  building  installed  in  the  kitchen,  un¬ 
packing  space  and  waste  paper  room. 


38-39-A. 

APPLICANT — A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED  — 1018-1024  Flatbush  avenue 
and  2118-2130  Regent  place,  southwest  corner 
(Block  No.  5125,  Lot  No.  51),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  A.  F.  Winter. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  . .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(38-39-A) 

Whereas,  A.  F.  Winter,  for  F.  W.  Woolworth  Company, 
lessee,  filed  January  12,  1939  .an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises 
1018-1024  Flatbush  avenue  and  2118-2130  Regent  place, 
southwest  corner  (Block  No.  5125,  Not  No.  51),  Borough 
of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
1371-LF,  dated  September  26,  1938,  reads : 
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“I.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  in  cellar,  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  provided 
in  Article  16,  Administrative  Code.” 

and 

Whereas,  said  order  No.  1371-LF,  was  referred  to  in 
a  decision  of  the  fire  commissioner,  dated  January  3,  1939, 

Whereas,  the  building  is  one  story  and  pent  house  (17 
ft.  and  25  ft.)  in  height,  100  ft.  by  116  ft.  irregular  in  area, 
of  non-fireproof  construction,  located  in  a  business  use  dis- 
trict  and  occupied:  Cellar — stock  room .  1st  floor  sales 
floor;  2nd  floor — manager’s  office,  for  which  certificate  of 
occupancy  No.  55004  was  issued  on  February  14,  1929 ,  and 

Whereas,  the  applicant  contends  that  the  merchandise 
stored  in  this  basement  is  common  to  this  type  of  occu¬ 
pancy;  that  the  amount  of  celluloid  merchandise  stored 
in  this  basement  is  approximately  .7  of  1%  of  the  entire 
stock;  that  all  the  aisles  are  3  ft.  wide  and  wider  and  are 
kept  clear  at  all  times;  that  the  basement  ceiling  is  of  fire- 
retarding  material ;  that  all  partitions  in  this  basement  are 
fireproof  and  that  adequate  fire  protection  has  already  been 
provided  in  this  basement.  .  . 

Resolved,  that  the  order  of  the  fire  commissioner,  No 
1371-LF,  be  and  it  hereby  is  modified  and  that  the  appea 
be  an  dit  hereby  is  granted  on  condition  that  there  shall 
be  installed  throughout  the  cellar  a  non-automatic  dry 
sprinkler  system,  complying  with  the  requirements  of  the 
Building  Code  therefor,  except  that  the  automatic  alarm 
need  not  be  installed;  that  the  sprinkler  heads  may  be 
spaced  25%  in  excess  of  the  requirements;  that  all  fittings 
and  hangers  shall  be  of  malleable  iron ;  that  all  horizontal 
lines  may  be  close  to  the  ceiling  with  proper  pitch  and 
lj4  inch  drain  and  with  heads  pendant;  that  there  shall  be 
a  single  hose  inlet  of  approved  type  on  the  exterior  of  the 
building  at  least  10  inches  above  the  sidewalk  that  the  cap 
of  this  hose  inlet  and  sign  stating  area  covered,  shall  be 
painted  aluminum ;  that  in  addition,  there  shall  be  wet 
sprinkler  heads  attached  to  the  existing  domestic  water 
supply  line  of  the  building  installed  in  the  kitchen,  unpack¬ 
ing  space  and  waste  paper  room. 


39-39- A. 

APPLICANT— A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 114-06  to  114-08  Liberty  ave¬ 
nue,  south  side,  45  ft.  7  in.  east  of  114th  street 
(Block  No.  9537,  Lot  No.  3),  Richmond  Hill,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  A.  F.  Winter. 

For  Administration:  Thomas  A.  Larkin,  Fire 
Dept. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ^  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(39-39- A) 

Whereas,  A.  F.  Winter,  for  F.  W.  Woolworth  Company, 
lessee,  filed  January  12,  1939,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises  114- 
06  to  114-08  Liberty  avenue,  south  side,  45  ft.  7  in.  east  of 
114th  street  (Block  No.  9537,  Lot  No.  3)  Richmond  Hill, 
Borough  of  Queens,  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  1086- 
LF,  dated  August  9,  1938,  reads : 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  in  cellar,  having  at  least  one  source 


of  water  supply,  arranged  and  equipped  as  provided  in 
Article  16,  Administrative  Code.” 

and 

Whereas,  said  order  No.  1086-LF  was  referred  to  in  a 
decision  of  the  fire  commissioner,  dated  January  11,  1939, 

and  . 

Whereas,  the  building  is  two  stories  (25  ft.)  in  height, 
61  ft.  5 3/s  in.  by  84  ft.  7  in.  in  area,  of  non-fireproof  con¬ 
struction,  erected  in  1922,  located  in  a  business  use  district, 
and  occupied :  Cellar — stock  room  1  person ,  1st  floor 
sales  floor— 100  persons ;  2nd  floor— restaurant  and  1  apart¬ 
ment— 50  persons.  Certificate  of  Occupancy,  No.  1002,  was 
issued  on  January  5,  1929,  for  1st  floor — store;  2nd  floor 
restaurant;  and 

Whereas,  the  applicant  contends  that  the  merchandise  in 
this  basement  is  common  to  this  type  of  occupancy ,  that 
the  amount  of  celluloid  merchandise  stored  in  this  base¬ 
ment  is  approximately  .7  of  1%  of  the  entire  stock;  that  all 
the  aisles  are  3  ft.  wide  and  wider,  and  are  kept  clear  at 
all  times ;  that  the  basement  ceiling  is  of  fire-retarding  ma¬ 
terial  ;  that  all  partitions  in  this  basement  are  fireproof  and 
that  adequate  fire  protection  has  already  been  provided  in 
this  basement. 

Resolved ,  that  the  order  of  the  fire  commissioner,  No 
1086-LF,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall  be 
installed  throughout  the  cellar  a  non-automatic  dry 
sprinkler  svstem,  complying  with  the  requirements  ot  the 
Building  Code  therefor,  except  that  the  automatic  alarm 
need  not  be  installed;  that  the  sprinkler  heads  may  be 
spaced  25%  in  excess  of  the  requirements  that  all  fittings 
and  hangers  shall  be  of  malleable  iron ;  that  all  horizontal 
lines  may  be  close  to  the  ceiling  with  proper  pitch  and  l/i 
inch  drain  and  with  heads  pendant ;  that  there  shall  be  a 
single  hose  inlet  of  approved  type  on  the  exterior  of  the 
building  at  least  10  inches  above  the  sidewalk ;  that  the  cap 
of  this  hose  inlet  and  sign  stating  area  covered,  shall  be 
painted  aluminum;  that  in  addition,  there  shall  be  wet 
sprinkler  heads  attached  to  the  existing  domestic  water 
supply  line  of  the  building  installed  in  the  kitchen,  unpack¬ 
ing  space  and  waste  paper  room. 


73-39-A. 

APPLICANT— Louis  E.  Ordwein,  for  Dime  Savings 
Bank,  owner. 

SUBJECT— Appeal  from  an  order  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 121  West  82nd  street,  north 
side,  300  ft.  west  of  Columbus  avenue  (Block  No. 
1213,  Lot  No.  20),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  David  Weinberg. 

For  Administration:  Fred  Dahlem,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ® 

Absent  .  0 

THE  RESOLUTION— 

(73-39-A) 

Whereas,  Louis  E.  Ordwein,  for  Dime  Savings  Bank, 
owner,  filed  January  19,  1939,  an  appeal  from  an  order  of 
the  borough  superintendent  of  buildings,  affecting  premises 
121  West  82nd  street,  north  side,  300  ft.  west  of  Columbus 
avenue  (Block  No.  1213,  Lot  No.  20),  Borough  of  Man¬ 
hattan;  and 

Whereas,  the  Violation  Order  No.  5756-1938  of  the 

borough  superintendent,  dated  December  20,  1938,  reads : 

“You  are  hereby  notified  that  the  building  situated 
on  the  front  of  the  lot  on  the  north  side  of  West  82nd 
street,  commencing  about  300  feet  from  the  northwest 
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corner  of  West  82nd  street  and  Columbus  avenue, 
being  cellar  and  3-story  building,  about  20-6  ft.  front, 
20-6  ft.  rear,  50  ft.  deep,  and  42  ft.  in  height,  and  occu¬ 
pied  as  a  Class  “B”  Multiple  Dwelling,  and  known  as 
Number  121  West  82nd  street,  in  the  Borough  of  Man¬ 
hattan,  in  the  City  of  New  York,  does  not  conform 
to  section  2.1.2.5  of  the  Building  Code,  section 
C26-178.0  of  the  Administrative  Code  in.  the  respects 
noted  below : 

In  that  the  boiler  room  ceiling  is  not  entirely  covered 
with  26  gauge  metal  over  plaster  boards ;  also,  parti¬ 
tions  in  basement  enclosing  stairs  to  cellar  not  fire- 
retarded  on  soffit  and  partitions  on  enclosure  side. 

You  are  hereby  directed  to  cover  entire  boiler  room 
ceiling  with  26-gauge  metal  over  plaster  boards ;  also 
to  cover  inside  of  partitions  enclosing  cellar  stairs  in 
basement  with  wire  lath  and  Portland  cement  mortar, 
also  soffit  of  underpart  of  stairs  in  basement  with  wire 
lath  and  Portland  cement  mortar.” 

and 

Whereas,  the  building  is  three  stories  and  basement 
(42  ft.)  in  height,  20  ft.  6  in.  by  50  ft.  in  area,  on  a  plot 
20  ft.  6  in.  by  102  ft.  2  in.,  of  non-fireproof  construction, 
located  in  a  residence  use  district,  erected  in  1882,  and  oc¬ 
cupied  as  a  Class  “B”  multiple  dwelling ;  and 
Whereas,  the  applicant  contends  that  as  this  is  a  3-story 
and  basement  “Class  B”,  hereafter  converted  dwelling,  oc¬ 
cupied  in  the  basement  as  a  caretaker’s  apartment  and  on 
the  1st,  2nd  and  3rd  floors  as  furnished  roms  (11  furnished 
rooms)  and  have  fire-retarded  the  entire  first  floor  entrance 
hall  and  have  completed  all  the  work  as  called  for  on  the 
approved  plans  and  in  accordance  with  the  above  mentioned 
Section  C26-178.0  of  the  Administrative  Code,  and  as  this 
violation  was  placed  against  the  building  after  the  work 
was  completed,  it  is  respectfully  asked  that  the  board  re¬ 
verse  the  order  of  the  Superintendent  of  Buildings  ;  and 
Whereas,  it  appears  that  the  violation  has  been  issued 
by  the  borough  superintendent  of  buildings  based  on  a  set 
of  rules  as  adopted  by  the  Board  of  Building  Commission¬ 
ers,  effective  as  of  October  15,  1934,  and  known  as  Fire 
Prevention  Rules  Covering  the  Construction,  Installation 
and  Use  of  Oil  Burning  Equipment ;  and 
Whereas,  in  the  opinion  of  the  board,  the  Board  of 
Buildings  had  no  legal  authority  to  adopt  such  rules  and 
that  such  rules  are  of  no  legal  force  and  effect  and 
Whereas,  it  appears  that  conditions  referred  to  in  vio¬ 
lation  5756  of  1938  meet  all  requirements  of  the  Building 
Code  and  the  Multiple  Dwelling  Law. 

Resolved,  that  the  appeal  be  and  it  hereby  is  granted  and 
that  the  order  of  the  Borough  Superintendent,  Violation 
No.  5756-1938,  be  and  it  hereby  is  dismissed. 


1126-38- A. 

APPLICANT— Croker  Fire  Prevention  Corporation,  for 
Richard  E.  Thibaut,  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
reconsideration — re  Appeal  from  an  order  and 
a  decision  of  the  fire  commissioner  (previously 
denied). 

PREMISES  AFFECTED — 477-483  Tenth  avenue,  south¬ 
west  corner  of  West  37th  street  (Block  No.  708, 
Lot  Nos.  35  and  37),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

ACTION  OF  BOARD— Appeal  reopened  and  granted  on 


condition. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  4 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(1126-38-A) 

WhereXs,  Croker  Fire  Prevention  Corporation,  for  Rich- 
arTE.  Thibaut,  Inc.,  owner,  filed  December  5,  1938,  an  ap¬ 
peal  from  an  order  and  a  decision  of  the  fire  commissioner, 
affecting  premises  477-483  Tenth  avenue,  southwest  corner 
of  West  37th  street  (Block  No.  708,  Lot  Nos.  35  and  37), 
Borough  of  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  1720- 
LF,  dated  July  29,  1938,  reads : 

“1.  Install  an  approved  wet  automatic  sprinkler 
system  in  cellar  having  at  least  one  source  of  water 
supply  arranged  and  equipped  as  per  Article  16,  Chap¬ 
ter  26,  Administrative  Code.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  November  28,  1938;  and 
Whereas,  the  building  is  6  stories  and  cellar  (75  ft. 
9J4  in.)  in  height,  98  ft.  9  in.  by  150  ft.  in  area,  of  non- 
fireproof  construction,  equipped  with  a  standpipe  system, 
erected  prior  to  1900,  located  in  an  unrestricted  use  dis¬ 
trict,  and  occupied :  Cellar — boiler  room,  storage  paper 
rolls— 2  persons;  1st  floor— office,  store,  shipping— 70  per¬ 
sons  ;  2nd  floor — bookbinding,  sample  printing — 30  persons ; 
3rd  floor— storage  roll  wall  paper— 1  person;  4th  floor- 
same;  5th  floor— same;  6th  floor— same,  for  which  no 
certificate  of  occupancy  was  issued;  and 

Whereas,  this  appeal  was  denied  by  the  Board  January 
31  1939  and  reopened  by  vote  of  the  board,  February  7, 
1939. 

Resolved,  that  the  decision  of  the  fire  commissioner,  as 
to  order  No.  1720-LF,  be  and  it  hereby  is  modified,  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  there  shall  be  installed  throughout  the  southerly  por¬ 
tion  of  the  basement,  where  the  wall  paper  is  stored,  in 
racks,  a  non-automatic  dry  sprinkler  system  complying 
with  the  requirements  of  the  Code  therefor,  except  that 
the  electric  alarm  need  not  be  installed  in  connection 
therewith;  that  the  heads  may  be  spaced  25%  in  excess  of 
the  requirements ;  that  all  fittings  shall  be  of  malleable 
iron ;  that  a  single  hose  connection  shall  be  installed  at  the 
building  line  on  Tenth  avenue;  that  the  cap  of  this  hose 
connection  shall  be  painted  aluminum  and  that  the  sign 
attached  thereto,  shall  state  the  area  is  protected  by  the 
sprinkler  system;  that  in  addition,  the  racks  on  which  the 
paper  is  stored,  shall  be  reduced  in  height,  so  as  to  be  not 
nearer  than  2  ft.  6  in.  from  the  ceiling;  that  fire  doors 
shall  be  installed  at  all  openings  in  the  existing  brick 
walls,  as  indicated  on  revised  plans  marked  received 
February  2,  1939” ;  that  the  ceiling  of  the  boiler  room  shall 
be  fire-retarded  as  required  by  the  rules  of  the  board;  that 
the  openings  along  the  northerly  wall  at  West  37th  street 
be  maintained,  so  as  to  make  possible,  entrance  to  the 
cellar;  that  the  proposed  hinged  grating  in  the  vault  grid 
on  Tenth  avenue,  need  not  be  installed,  provided  the  other 
requirements  of  thisi  resolution  are  complied  with. 


27-39- A. 

APPLICANT— Claude  Neon  Lights,  Inc.,  for  All  Amer¬ 
ican  Bus  Development  Corporation,  lessee. 
SUBJECT— Application  for  consideration— reopening  and 
reconsideration— re  Appeal  from  a  decision  of  the 
borough  superintendent  of  buildings  (previously 

denied).  .  , 

PREMISES  AFFECTED— 1506-1512  Broadway  and  160- 
168  West  44th  street,  southeast  corner  (Block 
No  996,  Lot  No.  61),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  E.  E.  Bondy. 

ACTION  OF  BOARD— Appeal  reopened  and  granted  on 
condition. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commission- 
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ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . 

Absent  . 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . 

Absent  . 


4 

0 

0 


4 

0 

0 


THE  RESOLUTION— 

(27-39- A) 

Whereas,  Claude  Neon  Lights,  Inc.,  for  All  American 
Bus  Development  Corporation,  lessee,  filed  on  January  9, 
1939,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  dept,  of  housing  and  buildings,  affecting  premises 
1506-1512  Broadway  and  160-168  West  44th  street,  south¬ 
east  corner  (Block  No.  996,  Lot  No.  61),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated)  December  30,  1938,  in  re  Violation  227-1938,  reads : 

“In  answer  to  your  letter  of  December  22,  1938, 
relative  to  the  above  violation,  you  are  advised  that 
Violation  227-1938  was  filed  January  14,  1938 : 

‘In  that  the  electric  sign  erected  parallel  to  the 
building  does  not  clear  sidewalk  by  10  ft.  being  about 
9  ft.  4  in.  above  the  sidewalk. 

You  are  hereby  directed  to  raise  sign  to  clear  side¬ 
walk  by  10  ft. 

Approximate  size,  8  ft.  by  18  in. 

Location — attached  to  building  parallel,  1st  story. 

Wording — American  Bus  Depot. 

Electric  Sign  Application  1562-1937.’ 

This  department  has  no  authority  to  grant  an  exten¬ 
sion  of  time,  and  the  proper  thing  to  do  would  be  to 
make  an  appeal  to  the  Board  of  Standards  and  Appeals. 

Your  request  for  extension  of  time  is  therefore 
denied.” 

and 

Whereas,  the  building  is  14  stories  (150  ft.)  in  height, 
102  ft.  by  131  ft.  in  area,  of  fireproof  construction; 
equipped  with  a  standpipe  system ;  located  in  a  business 
use,  “B”  area  district ;  erected  in  1907 ;  occupied :  Cellar — 
storage;  1st  floor,  hotel  and  stores,  2nd  to  14th  floors, 
inclusive,  hotel ;  and 

Whereas,  the  applicant  contends  that  the  sign  in  ques¬ 
tion  is  the  completed  exterior  finish  of  the  store  front 
above  the  glass  facia ;  that  as  laid  out  on  the  building  line, 
part  of  the  sign  encroached  upon  the  height  requirement 
as  set  forth  in  the  Code ;  and 

Whereas,  this  appeal  was  denied  by  the  board  at  its 
meeting  January  17,  1939  and  reopened  by  vote  of  the 
board,  February  7,  1939  upon  a  new  proposal. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
as  to  Viol.  No.  227-1938,  be  and  it  hereby  is  modified,  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  sign  shall  not  be  less  than  9  ft.  4  in.  above  the 
sidewalk  and  that  no  permit  shall  be  issued  for  the  con¬ 
tinuation,  of  the  sign  beyond  the  termination  of  the  lease 
upon  the  premises,  namely,  May  31,  1940. 


APPLIANCES  SUBMITTED  FOR  APPROVAL 

249-38- S A. 

APPLICANT — Elevator  Appliance  Co.,  Inc.,  owner. 

SUBJECT — Approval  of  Emergency  Escape  Ladders  for 
Elevator  Cabs,  Types  L-l,  L-2,  L-3  and  L-4, 
manufactured  by  Elevator  Appliance  Co.,  Inc. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accord¬ 
ance  with  report  of  the  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(249-38-SA) 

Whereas,  the  Elevator  Appliance  Co.,  Inc.,  owner,  filed 
April  12,  1938,  an  application  with  the  Board  of  Standards 
and  appeals  for  approval  of  the  appliance  known  as  the 
emergency  escape  ladders  for  elevator  cabs,  types  L-l, 
L-2,  L-3,  and  L-4  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re :  Cal.  249-38-SA. 

Approval  of  Emergency  Escape  Ladders  for  Elevator 
Cabs,  Type  L-l,  L-2,  L-3  and  L-4. 

The  Elevator  Appliance  Co.,  Inc.,  filed  April  12, 
1938,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  Emergency  Escape  Lad¬ 
ders  for  Elevator  Cabs,  Types  L-l,  L-2,  L-3  and  L-4 
under  the  provisions  of  Section  C26-979.0  (13.3.3.3.7 
B-C). 

Model  L-l  was  inspected  and  tested  at  the  N.  Y. 
Telephone  Building  at  West  Broadway,  Walker  and 
Lispenard  streets.  The  appliance  consists  of  the  fol¬ 
lowing  types : 

Type  L-l — This  appliance  consists  of  a  cabinet 
in  the  side  wall  of  an  elevator  car  with  a  swing 
panel  controlled  by  a  locking  device  operating  ac¬ 
cording  to  the  Code,  only  from  the  roof  of  the 
car.  When  the  panel  is  opened  an  iron  ladder, 
rigid  throughout,  can  be  pulled  out,  being  held  in 
place  by  metal  arms  and  when  extended  will  as¬ 
sume  a  proper  position  and  angle  to  permit  pas¬ 
sengers  in  the  car  to  ascend  to  such  elevation  as 
will  permit  easy  egress  to  the  opening  in  the  car 
roof.  The  appliance  requires  no  extraordinary 
strength  on  the  part  of  the  passenger  to  operate 
it  and  the  opening  of  the  panel  does  not  create 
any  unprotected  opening  in  the  side  of  the  car 
through  which  smoke  or  flames  could  enter.  Being 
of  all  metal  construction  the  ladder  would  carry 
the  weight  of  any  individual  who  could  physi¬ 
cally  emerge  through  the  standard  size  opening  in 
the  roof.  The  swing  panel  is  entirely  controlled  by 
means  of  a  locking  device  which  locking  means  is 
made  a  standard  for  all  side  panels,  behind  which 
various  types  of  emergency  escape  means  may  be 
concealed. 

Type  L-2  is  another  type  of  ladder  enclosed 
within  a  cabinet  in  the  side  wall  of  an  elevator 
car  and  is  similarly  controlled  by  the  locking  de¬ 
vice  on  the  roof  of  the  car. 

Type  L-3  is  a  series  of  rungs  lazily  carried  on 
the  rear  of  a  swing  panel  in  the  side  wall  of  an 
elevator  car ;  these  rungs  can  be  readily  hooked  to 
the  devices  attached  to  the  side  jamb  of  opening 
when  the  swing  panel  is  opened  by  means  of  the 
locking  device  on  the  roof  of  the  car,  as  can  be 
readily  observed  by  referring  to  the  sheets  show¬ 
ing  this  type  of  emergency  escape  means. 

Type  L-4  is  a  rope  ladder  appliance  housed 
within  a  metal  box  without  a  latch  located  on  the 
roof  of  an  elevator  car  and  which  is  securely 
fastened  to  the  car  structure.  This  rope  ladder 
is  composed  of  metal  rungs  securely  clamped  to 
the  steel  cables,  the  upper  ends  of  which  are  se¬ 
curely  fastened  to  a  revolving  drum  and  the 
lower  ends  have  a  hook  clevis  which  are  secured 
to  holding  plates  located  in  the  surface  of  the 
elevator  car  platforms.  The  manner  in  which  this 
ladder  operates  is ;  it  is  lowered  through  the  ceil¬ 
ing  exit  into  the  car  by  a  person  on  top  of  the 
car,  after  which  the  lower  ends  are  connected  to 


238 


MINUTES 


the  holding  plates  in  the  car  platform  by  the  per¬ 
son  within  the  car. 

It  is  recommended  that  the  Emergency  Escape  Lad¬ 
ders  for  Elevator  Cabs,  Type  L-l,  L-2,  L-3  and  L-4 
manufactured  by  the  Elevator  Appliance  Co.,  Inc.,  be 
approved  when  installed  and  operated  in  accordance 
with  the  above  report,  on  condition  that  the  appliance 
have  a  label  permanently  affixed  reading,  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Cal.  No.  249-38-SA.” 

(Sgd.)  CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Emergency 
Escape  Ladders  for  Elevator  Cabs,  Types  L-l,  L-2,  L-3 
and  L-4,  for  use  in  New  York  City  when  manufactured, 
installed  and  labelled  in  accordance  with  the  above  report. 

270-38-SA. 

APPLICANT — Modesto  Callejo,  owner. 

SUBJECT — Application  for  reopening  —  amendment  — 
Bidoro  Vacuum  Breaker,  Type  D. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(270-38-SA) 

Whereas,  Modesto  Callejo,  owner,  filed  April  18,  1938, 
an  application  with  the  Board  of  Standards  and  Appeals 
for  the  approval  of  the  device  known  as  the  Bidoro 
Vacuum  Breaker,  Type  D,  (Plumbing  Device)  ;  and 
Whereas,  the  device  was  submitted  to  the  engineer  of 
the  board  for  test  and  report;  and 
Whereas,  the  report  of  the  engineer  of  the  board  was 
substantially  as  follows: 

Re:  Cal.  No.  270-38-SA. 

Bidoro  Vacuum  Breaker,  Type  D. 

.  .  J  f  .  July  12,  1938 

Dj1  inspection  and  test  of  this  device  was  made  at 
30  Vanderwater  street  on  the  test  bench  of  the  De¬ 
partment  of  Water  Supply,  Gas  and  Electricity. 

The  testing  apparatus,  designed  to  test  fixtures  and 
valves  for  siphonage,  is  constructed  to  simulate  a  house 
riser  and  subjects  the  units  under  test  to  normal  nega¬ 
tive  pressures  such  as  may  be  erected  in  house  distri¬ 
bution  piping.  The  piping  simulating  the  riser  is  50 
ft.  of  2-inch  diameter  with  two  offsets;  it  is  equipped 
with  a  quick  closing  valve  at  its  lower  outlet,  which  is 
34  ft  6  in.  below  the  elevation  of  the  fixtures  to  be 
tested.  The  volume  of  water  dropping  in  this  line 
under  negative  pressure  conditions  approximates  8.6 
gallons.  The  maximum  negative  head  which  may  be 
developed  by  this  arrangement  is  equivalent  to  26  in. 
of  mercury. 

Those  anti-siphon  devices  submitted  for  test  which 
are  designed  to  be  used  in  conjunction  with  flushometer 
valves  only  were  not  tested  until  the  flushometer  was 
adjusted  to  a  normal  flow,  which  approximates  dura¬ 
tion  of  7  seconds  at  the  rate  of  approximately  30  gal¬ 
lons  per  minute  and  a  consumption  volume  of  ap¬ 
proximately  4  gallons. 

The  test  on  this  device  was  conducted  in  the  after¬ 
noon  starting  at  3  P.  M.,  such  tests  being  attended  by 
Mr.  M.  Callejo,  representing  the  Bidoro  Manufactur¬ 


ing  Co.,  Mr.  L.  V.  Huber,  Engineer  of  the  Board  of 
Standards  and  Appeals,  Chief  Inspectors  O.  J.  Burke 
and  James  R.  Smith  of  the  Department  of  Water  Sup¬ 
ply,  Gas  and  Electricity,  and  for  part  of  the  time  by 
Commissioner  Joseph  Goodman  of  the  Department  of 
Water  Supply,  Gas  and  Electricity. 

The  first  unit  tested  at  this  session  was  the  Bidoro 
1  in.  \  acuum  Breaker,  Type  D,  for  flushometer  or 
other  submerged  inlets,  Board  of  Standards  Appeals 
Calendar  No.  270-38-SA.  This  unit  is  equipped  with  a 
waste  and  air  vent  in  the  form  of  a  drain  pipe  to 
basin,  sink  or  other  fixture. 

The  mechanical  principle  of  the  unit  is  a  plunger 
which  under  flow  of  water  pressure  opens  a  port  for 
waterway  and  automatically  closes  an  air  vent.  Under 
atmospheric  pressure  or  vacuum  the  plunger  drops  by 
gravity  closing  the  waterway  and  opening  the  airport 
which  is  connected  to  the  pipe  drain  above  referred  to, 
thus  admitting  air  into  the  pipe  to  prevent  a  vacuum. 

This  unit  was  connected  to  a  siphon  jet  water  closet 
at  a  point  between  the  flushometer  valve  and  the  water 
closet.  The  unit  was  operated  a  number  of  times  and 
the^amount  of  water  draining  from  the  vent  pipe  was 
in  drop  form  and  negligible.  The  water  closet  was 
flooded  with  urinine  colored  water  to  a  point  of  over¬ 
flow  to  simulate  contamination.  The  unit  was  sub¬ 
jected  to  a  vacuum  of  26  in.  of  mercury.  No  discol¬ 
ored  water  was  noted  from  the  discharge  at  the  foot 
of  the  riser  nor  was  there  any  lowering  of  elevation 
of  the  colored  water  in  the  bowl  which  would  indi¬ 
cate  partial  vacuum. 

These  tests  indicate  that  this  unit  is  efficient  and 
satisfactory  for  installation  under  the  requirements  of 
Section  14.8.2.8  of  the  Building  Code. 

The  second  test  at  this  session  was  that  of  the  Bidoro 
V2  in.  Vacuum  Breaker,  Type  D,  designed  for  small 
submerged  water  inlets. 

The  mechanical  principle  of  this  unit  is  the  same  as 
that  of  the  1  in.  unit  above  referred  to.  This  unit  was 
installed  on  a  %  in*  pipe  on  the  outlet  side  of  the 
gate  valve  with  glass  tubing  on  the  outlet  side  of  the 
vacuum  breaker.  The  end  of  this  glass  tube  was  sub¬ 
merged  to  a  depth  of  approximately  3  in.  in  a  bowl 
of  urinine  colored  water,  simulating  contamination. 
The  unit  was  subjected  to  a  vacuum  of  26  in.  of  mer¬ 
cury  and  no  colored  water  appeared  at  the  outlet  at 
the  foot  of  the  riser.  The  colored  water  showed  in  the 
glass  tubing  to  an  elevation  of  approximately  2 l/i  in. 
above  the  level  of  the  water  in  the  bowl,  indicating 
that  a  slight  partial  vacuum  is  developed  at  the  time 
of  the  closing  of  the  waterway  and  the  opening  of  the 
air  vent  by  the  plunger. 

The  water  showing  at  the  vent  pipe  was  in  “drop” 
form  and  in  negligible  quantity.  The  slight  partial 
vacuum  developed  by  this  unit  is  negligible  and  insuf¬ 
ficient  to  flood  the  anti-vacuum  unit  when  placed,  in 
accordance  with  good  practice,  above  the  flood  rim  of 
the  fixture ;  it  also  aids  in  breaking  the  siphonage 
action  in  the  riser. 

These  tests  indicate  that  this  unit  is  efficient  and 
satisfactory  for  installation  under  the  requirements  of 
Section  14.8.2.8  of  the  Building  Code. 

It  is  recommended  that  the  Bidoro  Vacuum  Break¬ 
er,  Type  D,  be  approved  for  use  in  New  York  City 
as  a  vacuum  breaker  under  section  14.8.2.6  C.26- 1277.0 
h,  Adm.  Code,  on  condition  that  the  device  bear  a 
label  reading  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  No. 
270-38-SA.” 


and 


(Sgd)  LESLIE  V.  HUBER, 

Chief  Engineer. 


Whereas,  this  appliance  was  approved  by  the  board 
July  12,  1938,  and  applicant  requested  an  amendment  of  the 
resolution  to  include  sizes  1 J4,  1}4,  2,  2 J4,  3,  3*4  and  4 
inches ;  and 
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Whereas,  this  matter  was  referred  to  the  engineer  of 
the  board,  for  further  test  and  report;  and 

Whereas,  the  report  of  the  engineer  of  the  board,  sup¬ 
plemented  by  tnat  ot  the  Dept,  of  Water  bupply,  Gas  and 
Electricity,  was  as  follows: 

REPORT  OF  ENGINEER. 


Re.  Cal.  270-38-SA.  . 

Reopening  and  amendment  of  resolution  to  include 
sizes  1*4,  1}4,  2,  2 J4,  3,  3^  and  4  inch  Bidoro  Vacuum 
Breaker  Type  D. 

On  December  21,  1938,  tests  were  made  by  the  rep¬ 
resentatives  of  the  Department  of  Water  Supply,  Gas 
and  Electricity  on  the  Bidoro  2  inch  Vacuum  Breaker, 
Type  D  for  general  use  supplementing  previous  test 
made  on  the  8  inch  unit  of  same  type  tested  June  23, 
1938  and  approved  by  the  Board  July  12,1938. 

The  2  inch  vacuum  breaker  was  subject  to  low  pres¬ 
sure  tests  of  five  pounds  and  at  gravity  flow  under 
which  conditions  the  valve  effectually  closed  the  airport 
without  permitting  any  leakage. 

Under  a  vacuum  the  equivalent  of  27  inches  of  mer¬ 
cury  colored  water  simulating  contamination  was  drawn 
into  the  riser  and  such  water  only  showed  a  rise  of  less 
than  *4  in.  in  the  glass  tube  between  the  vacuum 
breaker  and  the  receptacle  holding  colored  water  in¬ 
dicating  slight  partial  vacuum  with  the  plunger  seated. 

The  mechanical  principle  of  the  unit  is  the  same  as 
that  of  the  1  inch  unit  previously  tested  and  the  pattern 
of  the  unit  varies  in  that  the  water-way  passing  the 
plunger  is  in  the  form  of  channels  in  the  casting 
whereas  on  the  small  model  the  waterway  is  in  the 


form  of  borings. 

The  type  of  2  in.  unit  tested  is  to  be  manufactured 
154,  1  y2,  2,  2 54,  3,  3*4  and  4  inch  sizes. 

On  the  basis  of  the  test  it  is  recommended  that  the 
resolution  be  amended  to  include  the  Bidoro  Vacuum 
Breaker  1*4,  1 54,  2,  2 54,  3,  3*/  and  4  inch  be  approved 
on  condition  that  the  pattern  be  identical  and  the 
measurement  proportional  in  all  sizes  under  the  same 
condition  as  set  forth  in  the  original  report. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Bidoro  Vacuum 
Breaker,  Type  D,  size  1,  154,  154,  2,  2*4,  3,  3*/4  and  4  inches, 
for  use  in  New  York  City  when  manufactured,  installed, 
and  operated  in  accordance  with  the  above  report,  on  con¬ 
dition  that  the  appliance  shall  be  marked  with  a  die  or 
stamp,  bearing  the  following  inscription  within  a  circle 
around  the  periphery  at  the  top,  the  words  APR  VD  ; 
along  the  bottom,  “B,  S  &  A”,  in  the  center  two  lines 
top  line  reading  “N.  Y.  C.”,  bottom  line,  ‘270-38-SA. 


335 -38- S  A. 

APPLICANT— Bethlehem  Foundry  &  Machine  Co., 

owner. 

SUBJECT— Bethlehem  Oil  Burner,  Crusader  Model- 

approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Appliance  approved  in  accord¬ 
ance  with  report  of  the  engineer  of  the  board. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . 0 

Absent  . 0 


Whereas,  the  report  of  the  engineer  of  the  board,  sup¬ 
plemented  by  that  of  the  representative  of  the  Division  of 
Combustibles,  Fire  Department,  was  as  follows : 

This  burner  is  of  the  pressure  atomizing  gun  type 
and  consists  of  the  following  assembly — an  Ohio  % 
H.P.  motor;  Torrington  Fan;  Tuthill  Fuelstat,  con¬ 
sisting  of  a  pump,  pressure  regulating  valve  and  strain¬ 
er  and  a  Monarch  nozzle  of  a  capacity  of  1  to  3  gallons 
per  hour. 

Ignition — Electric  Dongan  Transformer  110-10000 
volts. 

Controls — Minneapolis  Honeywill  controls  used  con¬ 
sisting  of  a  Protecto  relay  R117-1A  and  Pressuretrol 
L-404. 

The  burner  was  put  into  operation  with  the  oil 
supply  shut  off  and  on  two  successive  tests,  the  controls 
functioned  and  shut  the  burner  down  in  40  and  41 
seconds  respectively. 

The  burner  was  then  put  in  normal  operation  and 
during  the  period  of  the  test;  there  was  no  flarebacks, 
due  to  faulty  ignition  and  the  flame  was  free  and  clear 
of  smoke  and  soot. 

As  a  result  of  this  inspection  and  test  it  is  recom¬ 
mended  that  the  Bethlehem  Oil  Burner,  Crusader 
Model,  be  approved  for  domestic  installation  with 
fuel  oil  not  heavier  than  #3  U.  S.  Dept,  of  Commerce 
standards,  when  installed  in  accordance  with  the  Oil 
Burner  Rules  of  the  Board  of  Standards  and  Appeals, 
on  condition  that  the  burner  shall  have  a  label  per¬ 
manently  affixed  reading  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  No.  335-38-SA.” 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Bethlehem  Oil 
Burner,  Crusader  Model,  for  use  in  New  York  City,  when 
manufactured,  installed,  and  labelled  in  accordance  with 
the  above  report. 


427-38-SA. 

APPLICANT — A.  T.  Mesereau,  agent  for  Josam  Mfg. 
Co.,  owner. 

SUBJECT — Approval  of  Josam  Oil  Interceptor,  Models 
B64,  B65,  B66  and  B85,  manufactured  by  Josam 
Mfg.  Co. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accord¬ 
ance  with  report  of  the  engineer  of  the  board. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . 0 

Absent  .  0 


THE  RESOLUTION— 

(427-38-SA) 

Whereas,  A.  J.  Mesereau,  agent  for  Josam  Mfg.  Co., 
owner,  filed  May  31,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Josam  Oil  Interceptor  Models  B64,  B65,  B66  and 
B85 ;  and 

Whereas,  this  appliance  was  submitted  to  the  engineer 
of  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  engineer  of  the  board,  sup¬ 
plemented  by  that  of  the  representative  of  the  Division  of 
Combustibles,  Fire  Department,  was  as  follows : 

REPORT  OF  ENGINEER 


THE  RESOLUTION— 

(335-38-SA) 

Whereas,  the  Bethlehem  Foundry  &  Machine  Co.,  owner, 
filed  May  5,  1938,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  appliance,  known  as 
the  Bethlehem  Oil  Burner,  Crusader  Model ;  and 

Whereas,  this  appliance  was  submitted  to  the  engineer 
of  the  board,  for  test  and  report;  and 


Cal.  No.  427-38  SA. 

Approval  of  Josam  Oil  Interceptor 
Models  B64,  B65,  B66  and  B85. 

A.  F.  Mesereau  agent  for  the  Josam  Mfg.  Co.  owner, 
filed  May  31,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Josam  Oil  Interceptor,  Models  B64,  B65, 
B66  and  B85. 
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This  appliance  is  made  of  heavy  cast  iron  in  various 
sizes  and  the  original  application  was  for  approval  of 
all  these  sizes,  but  this  has  been  amended  to  include 
only  the  four  largest  sizes,  which  have  dimensions  as 
follows : 


Dimensions  in  Inches 

Inlet  & 

Outlet  Seal  Cleanout  Width  Length  Height 


Type 

A 

B 

C 

D 

E 

F 

G 

B-64 

4 

w/2 

6 

21 

24 

42 

30 

B-65 

5 

14)4 

6 

21 

24 

42 

30 

B-66 

6 

14J/, 

6 

21 

24 

42 

30 

B-85 

5 

20)4 

2 

28M 

34 

50 

36 

Operation 

of  Interceptor 

In  the  interceptor,  the  incoming  drainage  is  directed 
against  a  series  of  baffles  which  separate  the  oil,  gaso¬ 
line,  naptha,  etc.,  from  the  drainage  passing  through. 
These  intercepted  liquids  do  not  remain  in  the  inter¬ 
ceptor,  but  are  immediately  discharged  through  the 
automatic  gravity  flow  oil  draw-off,  to  a  container  or 
storage  tank.  The  draw-off,  by  reason  of  its  design,  can 
be  set  for  each  individual  installation.  The  setting  or 
adjusting  depends  upon  various  conditions  of  the  par¬ 
ticular  installation,  such  as  the  size  of  the  interceptor 
and  the  amount  of  drainage  passing  through  in  a 
given  period.  The  container  or  storage  tank  placed 
somewhere  in  the  vicinity  of  the  interceptor,  receives 
the  accumulating  oils  and  other  liquids  safely,  for  the 
reason  that  the  discharge  of  the  accumulating  oils  and 
other  liquids  has  been  automatic. 

A  feature  of  the  Josam  Oil  Interceptor  is  the  re¬ 
movable  sediment  container,  which  retains  all  heavier 
than  water  solids  removed  from  the  drainage  during 
the  intercepting  process.  Disposal  of  sediment  is  easily 
accomplished  by  simply  lifting  off  the  interceptor  cover 
and  taking  out  the  container. 

The  sloping  floor  of  the  interceptor  combined  with 
the  three  baffles  within  and  the  shape  and  angle  of  the 
channel,  function  jointly  to  effect  elimination  of  all 
inflammable  solids  and  liquids.  There  is  no  possibility 
of  evaporation,  since  the  seal  is  of  sufficient  depth  to 
absolutely  prevent  it. 

METHOD  OF  VENTING  ASSURES  IMMEDIATE 
AND  POSITIVE  REMOVAL  OF  EXPLOSIVE 

GASES 

Covers  are  gasket  tight  against  escape  of  fumes. 
Dome  cover  over  the  inlet  end  has  vent  and  recircu¬ 
lating  vent  connections,  which  provide  for  the  constant 
and  positive  circulation  of  air  through  the  interceptor. 

The  appliance  was  tested  in  operation  at  Philadelphia 
in  the  presence  of  a  committee  of  the  Board  and  at 
601  West  26th  street  by  the  Engineer  of  the  Board  and 
the  Engineer  of  the  Division  of  Combustibles,  Fire 
Department. 

On  the  basis  of  these  tests  it  is  recommended  that 
the  Josam  Oil  Interceptor,  Models  B64,  B65,  B66  and 
B85,  be  approved  for  use  in  New  York  City,  on  condi¬ 
tion  that  the  side  outlet  to  draw  off  oil,  be  discontinued 
or  that  it  be  connected  to  a  tank  of  at  least  275  gal¬ 
lons  capacity  constructed  in  accordance  with  the  re¬ 
quirements  of  the  Oil  Burner  Rules  of  the  Board  of 
Standards  and  Appeals  and  that  the  device  bear  a 
label  permanently  affixed  reading,  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  No.  427-38-SA.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve1  the  appliance  knowns  as  Josam  Oil  Inter¬ 
ceptor,  Models  B-64,  B-65,  B-66  and  B-85,  for  use  in  New 
York  City  when  manufactured,  installed,  operated  and 
labelled  in  accordance  with  the  above  report. 


874-3S-SA. 

APPLICANT — Charles  A.  Hones,  Inc.,  owner. 

SUBJECT — Buzzer  Fuel  Oil  Preheater  (gas-fired) — ap¬ 
proval  of. 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accord¬ 
ance  with  report  of  the  engineer  of  the  board. 
THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(874-38-SA) 

Whereas,  Charles  A.  Hones,  Inc.,  owner  filed  October 
11,  1938,  an-  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  appliance  known  as  the  Buz¬ 
zer  Fuel  Oil  Preheater  (gas  fired)  ;  and 

Whereas,  this  appliance  was  submitted  to  the  engineer 
of  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  engineer  of  board,  supple¬ 
mented  by  that  of  the  representative  of  the  Division  of 
Combustibles,  Fire  Department,  was  as  follow's : 

REPORT  OF  ENGINEER. 

Re:  Cal.  No.  874-38-SA 
Approval  of  Buzzer  Fuel  Oil  Preheater 
(gas  fired) 

Charles  A.  Hones,  Inc.,  filed  October  11,  1938,  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  appliance  known  as  the  Buzzer  Fuel 
Oil  Preheater  (Gas  fired). 

The  preheater  consists  of  a  manifold  piping  set,  the 
inner  tube  of  wfflich  is  a  combustion  chamber,  with 
a  gas  flame,  used  for  preheating  the  oil.  The  oil 
to  be  preheated  is  contained  between  the  outer  shell 
constructed  of  standard  steel  pipe  and  the  inner  shell 
constructed  of  the  same  material  in  a  smaller  size. 
The  inside  pipe  serves  as  a  combustion  chamber  for 
the  gas  flame,  the  heat  from  which  being  transferred 
from  the  products  of  combustion  to  the  steel  pipe  and 
thence  to  the  fuel  oil. 

The  ends  of  the  appliance  are  constructed  of  )4  in. 
steel  plate  and  these  plates  are  w'elded  to  the  inner 
and  outer  shell.  A  *4  in.  coupling  is  welded  in  the 
outside  shell  near  the  burner  end  of  the  appliance  for 
the  outlet  of  the  preheated  oil  to  the  oil  burner.  This 
outlet  and  coupling  extends  twelve  inches  beyond  the 
outer  shell  of  the  preheater.  A  similar  coupling  is 
welded  in  the  outside  shell  at  the  opposite  end  for 
the  inlet  of  cold  oil. 

Controls : 

A  Partlow  Mercury  Actuated  Control  element  is 
immersed  in  the  hot  oil  and  is  fastened  to  the  appliance 
by  means  of  a  stuffing  box.  A  Minneapolis  Honey¬ 
well  Pilotstat  is  incorporated  in  the  gas  burning  fix¬ 
ture.  The  purpose  of  this  Minneapolis  Honeywell 
control  is  that  when  the  gas  pilot  light  goes  out  or 
is  shut  off  for  any  reason,  it  completely  shuts  dowm 
the  operation  of  the  preheater. 

The  oil  preheater  was  put  in  operation  at  a  pre¬ 
determined  temperature  of  140°  F.  '\\  hen  this  tem¬ 
perature  w?as  reached  in  the  oil,  the  preheater  then 
operated  on  a  pilot  light  and  no  further  increase  in 
temperature  was  noted,  as  the  oil  circulated  through 
the  preheater.  Then  purposely  the  pilot  light  was 
extinguished  and  it  was  found  that  the  controls 
functioned  as  designed  and  all  supply  of  gas  to  the 
preheater  was  shut  off. 

As  a  result  of  this  inspection  and  test  it  is  recom¬ 
mended  that  the  Buzzer  Fuel  Oil  Preheater  lie  ap¬ 
proved  for  installations  wdiere  and  when  installed  in 
accordance  with  the  Oil  Burner  Rules  adopted  by 
the  Board  of  Standards  and  Appeals,  on  condition 
that  the  appliance  have  a  label  permanently  affixed 
reading,  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  874-38- 
SA.” 
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Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  appliance  known  as  the  Buzzer 
Fuel  Oil  Preheater  (gas  fired),  for  use  in  New  York  City 
when  manufactured  and  installed,  operated  and  labelled  or 
tagged  in  accordance  with  the  above  report. 


942-38-SA. 

APPLICANT — Scovill  Manufacturing  Company,  owner. 

SUBJECT— Scovill  M.V.B.  No.  21  and  No.  22  Ballcocks— 
approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accord¬ 
ance  with  report  of  the  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(942-38-SA) 


Whereas,  the  Scovill  Manufacturing  Company,  owner, 
filed  October  27,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Scovill  M.  V.  B.  No  21  and  No.  22  Ball 
Cocks  for  plumbing  work;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  sup¬ 
plemented  by  that  of  the  representative  of  the  Department 
of  Water  Supply,  Gas  and  Electricity,  was  as  follows : 
REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  No.  942-38-SA. 

Approval  of  Scovill  M.  V.  B.  No.  21  and  No.22 
Ballcocks  (For  plumbing  fixtures) 

The  Scovill  Manufacturing  Company  filed  October 
27,  1938,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as 
the  Scovill  No.  21  and  No.  22  Ballcocks. 

These  appliances  were  tested  at  the  test  bench  of  the 
Dept,  of  Water  Supply,  Gas  and  Electricity  at  32 
Vandewater  street. 

The  Scovill  M.  V.  B.  No.  22  Ballcock  installed  in 
flush  tank,  was  subjected  to  a  vacuum  the  equivalent 
of  26J4  inches  of  mercury  with  flush  tank  filled  to  the 
overflow  with  uranine  colored  water  simulating  con¬ 
tamination.  Under  the  vacuum  no  colored  water  was 
drawn  into  the  riser  nor  was  there  any  colored  water 
evident  in  the  glass  tube  connection  to  the  ballcock, 
which  would  indicate  any  partial  vacuum. 

The  mechanical  principle  of  the  ballcock  is  a  com¬ 
pression  washer  shut-off  against  pressure  being  actu¬ 
ated  by  the  ball  float,  with  an  air  port  the  area  of 
which  is  approximately  the  size  of  the  water  supply 
pipe  in  the  casting  between  the  ballcock  seat  and  the 
outlets  to  the  flush  pipe  and  refill  pipe.  Additional  pro¬ 
tection  is  afforded  in  this  unit  by  a  flat  check  arrange¬ 
ment  in  plug  form  which  offers  partial  check  action 
under  vacuum  condition. 

The  Scovill  M.  V.  B.  No.  21  is  of  similar  construc¬ 
tion  with  the  same  mechanical  principle  as  the  No.  22 
Ballcock,  excepting  that  it  is  not  equipped  with  the 
partial  check  valve  feature  and  has  a  regulator  to  in¬ 
crease  or  decrease  the  flow  from  the  ballcock.  This 
ballcock  being  subjected  to  a  vacuum  equivalent  of  26I/2 
inches  of  mercury  did  not  show  any  colored  watet 
either  in  the  glass  tube  connections  or  in  the  riser  with 
the  flow  regulation  adjusted  to  a  minimum. 

When  the  flow,  however,  was  adjusted  to  approx¬ 
imately  medium,  a  positive  vacuum  occurred  distinctly 
showing  colored  water  in  the  glass  tube  and  in  the 
riser. 

As  a  result  of  these  tests  it  is  recommended  that  the 
Scovill  M.  V.  B.  Ballcock  No.  22  be  approved  for  use 


in  New  York  City,  when  manufactured  and  installed  in 
accordance  with  t  he  above  report,  on  condition  that 
the  device  be  stamped  with  a  circle  containing  the 
words  “Approved  Cal.  No.  942-38-SA,  B.S.A.  ’  and  that 
the  Scovill  M.  V.  B.  No.  21  be  disapproved. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Scovill  M.  V.  B. 
Ballcock  No.  22,  for  use  in  New  York  City  when  manu¬ 
factured,  installed  and  operated  in  accordance  with  the 
above  report,  on  condition  that  the  appliance  be  stamped 
or  marked  with  a  stamp  or  die,  having  the  following  in¬ 
scription  within  a  circle  around  the  periphery  at  the  top  the 
word  “APP’VD” ;  along  the  bottom,  “BS&A”  in  the  center 
two  lines,  top  line  reading  “NYC”,  bottom  line  reading 
“942-38-SA.”  „  ,  xT 

Resolved  further,  that  the  Scovill  M.  V.  B.  Ballcock  No. 
21,  be  disapproved. 

MATERIALS  SUBMITTED  FOR  APPROVAL 
28-38-SM. 

APPLICANT— Concrete  Plank  Co.,  Inc.,  owner. 
SUBJECT— Application  for  reopening— re  amendment— 
Cantilite  Concrete  Plank  for  Roof  &  Floor  Con¬ 
struction. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  reopened  and  reso¬ 
lution  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 4 

Negative  . ® 

Absent  .  0 

THE  RESOLUTION— 

(28-38-SM) 

Whereas,  the  Concrete  Plank  Co.,  Inc.,  owener,  filed 
January  18  1938  an  application  for  approval  of  the  mate¬ 
rial  known  as  Cantilite  Concrete  Plank  simple  spans  tongue 
and  grooved  construction  for  roof  and  floor  construction 
under  C.26-626-0  Administrative  Code  (10.3.8  Building 
Code)  ;  and 

Whereas,  this  material  was  submitted  to  the  Engineer 
of  the  board  for  investigation  and  report ;  and 

Whereas,  the  report  of  the  Engineer  of  the  board  was 
substantially  as  follows : 

This  plank  is  constructed  of  reinforced  concrete — 
the  concrete  consisting  of  1  part  portland  cement,  1 
part  high  early  strength  cement,  4  parts  hard  coal  cin¬ 
ders  with  a  foaming  compound  to  aerate  the  mixture. 
The  steel  reinforcement  consisting  of  four  No.  3  U.  S. 
gauge  longitudinal  wires  and  No.  8  U.  S.  gauge  trans¬ 
verse  wires  spaced  10  inches  C-C  and  not  less  than 
in.  from  top  or  bottom,  or  comparable  wire  of 
area  and  material  at  least  equal  to  the  aforementioned 
sizes.  This  reinforcement  being  placed  on  the  top  and 
bottom  of  a  2yf\  in.  plank  for  spans  not  exceeding 
5  ft.  9  in.  and  permitting  a  load  of  82  lbs.  The  same 
reinforcement  is  used  for  a  2  in.  plank  for  spans  not 
exceeding  5  ft.  and  a  permitted  load  of  82  lbs. 

Reinforcement  consisting  of  4  No.  6  U.  S.  Gauge 
longitudinal  wires  and  No.  10  U.  S.  gauge  transverse 
wires  to  “C-C”  top  and  bottom  for  a  2  in.  plank  span 
not  exceeding  4  ft.  permitted  load  108  pounds. 

Reinforcement  consisting  of  4  No.  9  U.  S.  gauge 
longitudinal  and  No.  12  U.  S.  gauge  transverse  10  in. 
C-C  span  not  exceeding  2  ft.  8  in.  permitted  load  168 
lbs. 
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Same  reinforcement  spans  not  exceeding  2  ft.  per¬ 
mitted  load  187  lbs. 

These  loads  being  based  on  reports  of  Columbia 
University  Testing  Laboratories,  May  4,  1937,  and 
Hunt  Laboratories  No.  66821,  February  3,  1936.  The 
capacities  given  above  are  based  on  computation  as 
simple  beams. 


Whereas,  the  material  was  tested  at  Columbia  Univer¬ 
sity  Testing  Laboratories;  and 
Whereas,  the  report  of  the  engineer  recommended  the 
approval  of  the  material  under  certain  conditions;  and 
Whereas,  this  material  was  approved  by  the  board 
March  15,  1938,  and  additional  laboratory  tests  performed, 
indicate  that  the  loading  and  span  length  permitted,  should 
be  increased  in  accordance  with  the  following  report : 

REPORT  OF  COMMITTEE  ON  TESTS 
This  material,  known  as  Cantilite,  was  approved  by 
the  Board  on  Marchl  15,  1938,  setting  forth  limitations 
of  span  length.  Additional  tests  were  performed  on 
2  and  2 )4  inch  Cantilite  at  Columbia  on  May  17,  1938, 
in  accordance  with  the  report  filed  with  this  case.  On 
the  basis  of  this  report,  it  is  recommended  that  the 
original  approval  be  amended  so  as  to  include  the 
following  loads  and  span  length : 


kness  of  Plank 

Max.  Span 

Load  #  sq, 

2  in . . 

82 

2  in . 

. .  7  ft.  0  in. 

60 

2)4  in .  .  .  .  . 

7  ft.  0  in. 

84 

2)4  in . 

8  ft.  0  in. 

70 

and 


It  is  further  recommended  that  after  the  word  “Canti¬ 
lite”,  the  following  shall  be  marked  or  labeled  on  the 
plank,  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  No. 
28-38- SM  ” 

(Sgd.)  BERNARD-  A.  SAVAGE, 
LESLIE  V.  HUBER, 

Committee. 


Whereas,  this  material  was  approved  by  the  board  in 
accordance  with  above  report,  on  June  21,  1938,  and  appli¬ 
cant  requested  an  amendment  of  the  resolution,  to  include 
additional  uses :  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
board;  and 

Whereas,  the  further  report  of  the  committee  on  test 
reads : 

AMENDED  REPORT 


Cal.  No.  28-38-SM, 

Subject:  Cantilite  Concrete  Plank  for 
Roof  &  Floor  Construction- 
approval  of. 


February  4,  1939. 

It  is  further  recommended  that  the  Cantilite  Plank, 
as  tested  above,  be  approved  under  C26-619.0,  sub¬ 
division  b  AC  (10.3.1  BC),  when  the  fire  protective 
covering  is  omitted  from  roof  trusses,  as  provided 
for  in  C26-618.0  AC  (10.2.8  BC),  when  used  as  a 
roof  plank  within  the  limitations  of  the  loads  as  rec¬ 
ommended. 

Approval  is  also  recommended  under  C26-620.0, 
par.  C,  subdivision  1-b  AC  (10.3.2.3,  par.  2  BC)  in 
Class  2  fire-protected  structures  as  a  floor  plank  when 
not  less  than  2  inches  in  thickness  and  within  the 
recommended  load  limitations  and  when  used  with  a 
V%  inch  gypsum  or  cement  plaster  ceiling  on  metal  lath. 

Approval  is  further  recommended  under  C26-618.0 
AC  (10.2.8  BC)  for  use  in  structures  where  the  pro¬ 
tective  covering  is  omitted,  as  provided  for  therein, 
within  limitations  of  the  recommended  loads  for  the 
planks,  when  used|  over  trusses  as  roof  decks. 

(Sgd.)  BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 
LESLIE  V.  HUBER, 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 


hereby  approve  the  material  known  as  the  “Cantilite  Con¬ 
crete  Plank”  for  use  in  New  York  City  for  simple  beams 
in  floor  and  light  roof  construction  for  the  loads  specified 
on  condition : 

All  planks  to  be  manufactured  and  installed  under 
the  direct  supervision  of  the  Concrete  Plank  Co.  The 
top  surface  of  floors  and  flat  or  near  flat  roofs  shall 
be  grouted  with  Portland  Cement  1-1  grout,  before 
any  other  trades  are  permitted  tol  work  thereon. 

The  planks  shall  be  fastened  to  purlins,  boards  or 
rafters  with  galvanized  metal  clips  firmly  nailed  to 
the  plank  or  when  supported  on  wood  by  nails  driven 
through  the  plank. 

Where  fire  protection  is  required  by  the  Code,  these 
planks  shall  be  so  protected  as  to  meet  the  test  re¬ 
quirements. 

That  these  planks  may  also  be  used  as  recommended 
in  the  amended  report,  dated  February  4,  1939. 

All  planks  manufactured  for  use  in"  New  York  City 
in  accordance  with  the  foregoing  requirements  shall 
be  legibly  marked  “Cantilite”  and  the  words  “Approved 
by  the  Board  of  Standards  and  Appeals  Cal.  No. 
28-38-SM”. 

649-38-SM. 

APPLICANT — Post  and  McCord,  for  The  Steelox  Com¬ 
pany,  owner. 

SUBJECT — Steelox  (floor  construction) — approval  of 
APPEARANCES— 

For  Applicant:  Theodore  C.  Koch. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  the  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  o 

Absent  .  q 


THE  RESOLUTION— 

(649-38-SM) 

Whereas,  Post  and  McCord,  for  Steelox  Company, 
owner,  filed  July  20,  1938,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  material 
known  as  Steelox,  as  a  substitute  form  of  floor  construc¬ 
tion  for  the  wood  construction  covered  in  sub  article  7  of 
Art.  8;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  board  for  test  and  report  and 

Whereas,  the  report  of  the  Committee  on  Tests  was  as 
follows : 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  No.  649-38-SM. 

Subject:  Approval  of  Steelox. 

Post  and  McCord  for  Steelox  Co.,  Chicago,  Ill.,  filed 
July  20,  1938,  an  application  with  the  Board  of  Stan¬ 
dards  and  Appeals  for  approval  of  the  material  known 
as  Steelox,  which  they  offer  as  a  substitute  form  of 
floor  construction  for  the  wood  construction  covered 
in  sub.  art.  7,  of  Article  8,  titled  “Wood  Construction,” 
as  is  common  in  Class  3  non-fireproof  structures,  as 
provided  for  in  C-26-241.0,  A.  C.'  (3.2.3  B.C.). 

There  appears  to  be  no  prohibition  in  the  Code  which 
would  preclude  the  form  of  floor  construction  as  pro¬ 
posed  herein.  There  is  no  requirement  in  the  Code  in 
Class  3,  non-fireproof  structures  that  the  ceilings  and 
walls  be  finished  with  lath  and  plaster,  or  any  other 
type  of  fire  protection,  which  may  have  been  an  in¬ 
advertence  on  the  part  of  the  framers  of  the  Building 
Code,  probably  for  the  reason  that  there  was  a  fore¬ 
gone  conclusion  that  lath  and  plaster  would  be  applied 
to  the  walls  and  ceilings  of  the  usual  Class  3  multi¬ 
family  building.  The  form  of  Steelox  floors,  while  not 
new,  is  a  radical  departure  from  the  conventional  floor 
of  the  Class  3  non-fireproof  structure  in  that  it  is  pro¬ 
posed  to  substitute  for  the  wood  floor  joist,  lath  and 
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plaster  ceiling  a  Steelox  floor  construction  formed  of 
steel  channel  like  plates  of  gauge  not  lighter  than  No. 
18,  which  have  interlocking  vertical  ribs  placed  with  the 
open  face  of  the  channel  facing  upward  to  support  a 
wooden  floor  on  nailing  strips  fastened  to  flanges  of  the 
Steelox  units  by  1/4  inch  helyx  nails.  (See  Fig.  1.) 

ISOMETRIC  VI  E  IV 


FIGURE  1 


The  ends  of  the  Steelox  are  filet  welded  bearing  on 
steel  beams  and  where  bearing  on  masonry  walls,  the 
method  of  placing  and  tying  simulates  that  of  wood 
joist  construction. 

Steelox  floor  units  are  manufactured  by  the  Ameri¬ 
can  Rolling  Mill  at  their  Middletown,  Ohio,  plant,  of 
a  steel  conforming  to  the  specifications  of  the  A.S.T.M. 
D-A9-34,  excepting  that  it  is  made  copper  bearing  or 
after  rolling  is  hot  galvanized.  It  is  available  in  the 
following  sizes : 


Normal  Depth  Gauge  Width 

3"  18,  16,  14,  12  12" 

4"  18,  16, 14,  12  12" 

5j4"  16,  14,  12, 10  12" 


Length 
Up  to  12  ft. 
Up  to  16  ft. 
Up  to  20  ft. 


The  load  carrying  capacities  of  Steelox  units  are 
computed  from  the  standard  formulas  and  tables  which 
will  be  available  in  a  short  time.  In  the  computation  of 
the  section  modulus,  the  middle  area  as  determined  by 
the  gauge  of  the  material  of  what  is  commonly  called 
the  trough  or  flange  of  the  channel  is  disregarded  as 
having  no  structural  value.  Copies  of  these  prelim¬ 
inary  tables  have  been  filed  by  the  applicant.  The  val¬ 
ues  therein  were  subsequently  checked  by  load  tests 
conducted  by  the  Board  at  the  manufacturer’s  plant. 
The  load  test  conducted  was  in  accordance  with  the 
requirements  of  C-26-66.0  A.  C.  (10.3.8  B.C.),  the  usual 
third  point  loading  test. 

Test  No.  1  consisted  of  a  floor  panel  12  ft.  wide,  18 
ft.  long  made  up  of  Steelox  units,  5j4  in.  x  12  in. 
x  16  g.  with  2  in.  flange,  welded  to  steel  on  one  end 
and  free  on  the  other.  Over  this  deck  1  x  3  wood 
nailers  were  fastened  to  the  Steelox  with  helyx  nails 
12  in.  on  centers.  The  customary  single  wood  floor  was 


nailed  to  these  nailer  strips.  No  cross  bridging  was 
provided.  The  load  was  then  imposed  at  3rd  points 
and  the  panel  loaded  gradually  with  reading  at  loadings 
equivalent  to  a  superimposed  live  load  per  sq.  ft.  of 
40,  80,  120,  160  lbs.  with  a  maximum  diflection  of 
ls/8  in.’  at  the  center  of  the  span  at  the  maximum  load, 
due  undoubtedly  to  the  fact  that  one  end  of  the  panel 
was  free  to  move. 

Test  No.  2  was  similar  metal,  5j4  in.  x  12  in.  x  18  g. 
2  in.  flange,  in  all  respects  to  the  preceding  except  that 
the  panel  was  4  ft.  wide,  16  ft.  long  with  identical 
loading  and  results  as  for  test  No.  1. 

Test  No.  3  was  conducted  similar  to  the  above  in  a 
panel  4  ft.  wide  by  14  ft.  long  with  units  4  in.  x  12  in. 
x  18  g.  with  1  in.  flanges,  this  panel  was  similarly 
loaded  but  failed  by  buckling  of  the  web  at  the  3rd 
points  when  equivalent  uniform  superimposed  live  load 
per  sq.  ft.  reached  152  lbs. 


A  test  was  also  conducted  to  determine  the  reaction 
of  the  material  when  subjected  to  a  fire  test  which 
was  carried  to  destruction.  A  test  building  12  x  17.4 
in  area  was  constructed,  with  the  steel  fioor  to  be 
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tested  approximately  8  ft.  above  furnace  floor  of  build¬ 
ing.  The  fire  was  started  and  wood  and  air  added,  as 
required.  Procedure  thereafter  was  similar  to  that 
provided  in  C-26-79.0  A.C.  (10.1.5.1  B.C.).  The  floor 
loaded  at  3rd  point  with  superimposed  load  of  40  lbs. 
per  sq.  ft.  The  Steelox  floor  collapsed  in  48  minutes. 
The  purpose  of  the  test  was  to  inform  the  Board  as 
to  how  this  type  of  construction  would  act  in  the  event 
of  fire  with  no  intention  to  use  this  test  for  the  pur¬ 
pose  of  determining  the  fire  resistive  qualities  of  this 
construction. 


On  the  basis  of  these  tests  and  observations  the 
Committee  recommends  the  approval  of  Steelox  floor¬ 
ing  units  as  made  by  the  American  Rolling  Mill  Com¬ 
pany  in  the  following  sizes  and  gauges. 


Normal  Depth  Gauge  Width 

3"  16,  14,  12  12" 

4"  16,  14,  12  12" 

5y2"  16,  14,  12,  10  12" 


Length 

Up  to  10  ft. 
Up  to  12  ft. 
Up  to  16  ft. 


This  Steelox  material  to  be  copper  bearing  or  pro¬ 
tected  with  a  heavy  hot  dipped  coating  of  zinc.  Dia¬ 
phragm  bridging  shall  be  provided  with  each  Steelox 
unit,  when  used  in  spans  over  6  ft.  when  the  spans 
exceed  12  ft.  two  rows  of  diaphragm  bridging  shall 
be  provided,  located  (4  of  span  distant  from  the  ends. 

Where  practical  all  holes  required  to  be  made  shall 
be  made  at  the  mill  as  well  as  fire  cutting  at  the  end 
bearing  on  masonry  similar  to  that  performed  on  wood 
joists.  All  holes  in  webs  shall  be  along  the  neutral  axis 
and  not  be  located  more  than  2  ft.  from  end  of  any 
Steelox  unit.  Any  holes  projecting  vertically  upward 
shall  be  made  in  the  central  section  of  the  trough  or 
flange  of  Steelox  unit,  except  at  the  ends.  This  mate¬ 
rial  shall  not  be  used  in  public  halls,  stair  halls,  corri¬ 
dors,  bathrooms  or  in  the  construction  of  the  1st  tier 
of  Class  5  construction  multiple  dwellings.  Proper 
government  anchors  shall  be  provided,  (see  Fig.  2) 
with  provision  made  for  suitable  bearing  at  the  point 
of  contact  between  the  anchor  and  the  Steelox  unit ; 
and  where  bearing  on  steel,  the  Steelox  unit  shall  be 
provided  with  a  filet  weld  in  accordance  with  the 
Fusion  Welding  Rules  of  the  Board,  or  fastened  to 
nailer  strips  which  are  bolted  to  the  structural  frame. 
The  ends  of  Steelox  units  resting  on  masonry  wans 
shall  be  properly  coated  with  asphalt  in  accordance 
with  the  requirements  of  C-26-519.0,  subdivision  h, 
A.C.  (8.6.2.7.8  B.C.).  All  holes  or  openings  cut  in 
Steelox  units  shall  be  protected  with  tight  fitting 
sleeves  or  collars  filled  with  incombustible  material. 
Only  full  length  Steelox  units  shall  be  used  between 
supports.  All  welding  and  cutting  performed  on  this 
material,  at  the  factory  or  in  the  field,  shall  be  subject 
to  the  rules  of  the  Board  on  Fusion  Welding.  All 
material  shall  be  protected  with  a  shop  coat  of  paint. 
All  bearing  on  masonry  walls  shall  be  at  least  4  in., 
and  on  steel  beams  at  least  2(4"  and  kept  within  the 
allowable  bearing  values  of  the  Code. 

No  concentrated  load  not  allowed  for  in  the  design 
shall  be  placed  on  this  floor  system  during  the  process 
of  construction  or  after  completion  of  building.  The 
maximum  deflection  of  any  Steelox  unit  shall  be 
limited  to  1/360  of  span  and  designed  for  a  minimum 
superimposed  load  of  40  lbs.  per  sq.  ft.  The  nailer 
strips  shall  be  nailed  along  the  Steelox  with  at  least 
1(4"  helyx  nails  having  a  full  penetration  through  the 
steel,  6  inches  c-c,  and  when  nailer  strips  are  placed 
normal  to  Steelox  such  strips  shal  lbe  2x3  and  secured 
at  12  inch  intervals.  Strips  so  used  shall  be  of  well 
seasoned  wood.  Nothing  herein  shall  prohibit  the  use 
of  Steelox  sections  which  shall  exceed  the  limiting 
lengths  as  recommended  herein,  by  not  more  than  15% 
where  it  becomes  necessary  because  of  field  conditions 
that  require  an  extension  of  the  Steelox  unit  by  that 
amount,  provided  that  the  superimposed  load  carrying 
capacity  is  maintained  and  that  the  deflection  of  the 
span  does  not  exceed  1/360  of  the  span  length  as 


approved,  and  that  this  variation  shall  be  limited  to 
not  more  than  two  (2)  adjoining  individual  Steelox 
units.  It  is  further  recommended  that  the  design  and 
erection  of  these  Steelox  floors  shall  be  at  all  times 
under  the  supervision  of  a  licensed  professional  engi¬ 
neer  or  registered  architect  and  that  no  change  be  made 
in  the  field  without  his  personal  inspection  and 
approval. 

Approval  is  also  recommended  under  C-26-243.0,  A.C. 
(3.2.5  B.C. )  for  the  use  of  galvanized  or  copper  bear¬ 
ing  Steelox  sections  as  listed  in  the  catalogue  of  the 
manufacturer  for  use  in  the  construction  of  metal 
buildings  for  residential,  commercial  and  industrial 
occupancy,  where  legally  permitted,  when  constructed 
in  accordance  with  the  requirements  of  this  section  and 
the  manufacturer’s  recommendations.  Each  building 
so  constructed  shall  be  under  the  supervision  of  the 
manufacturer  or  his  duly  authorized  agent. 

This  material,  when  manufactured  for  use  in  New 
York  City  shall  be  stencilled  as  follows :  “Approved 
by  the  Board  of  Standards  and  Appeals  for  Use  in 
New  York  City  under  Cal.  No.  649-38  SM.” 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Steelox,  for  the 
uses  as  set  forth  in  the  report,  when  manufactured,  in¬ 
stalled  and  stencilled  in  accordance  with  the  above  report. 


1187-38-SM. 

APPLICANT — Joseph  Rose,  owner. 

SUBJECT — Rose  Self-Furring  Unit  (title  for  furring) — 
approval  of. 

APPEARANCES— 

For  Applicant:  Joseph  Rose. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  the  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(1187-38-SM) 

Whereas,  Joseph  Rose,  owner,  filed  December  20,  1938, 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  material  known  as  the  Rose  Self- 
Furring  Unit  (Tile  for  furring)  ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads 
as  follows : 

REPORT  OF  COMMITTEE  ON  TESTS 

February  3,  1939 

Re  Cal.  No.  1187-38-SM 

Subject:  Rose  Self-Furring  Unit  (Tile  for  furring) 
Joseph  Rose,  of  the  Stuctural  Waterproofing  Co., 
of  New  York  City,  filed  on  December  20,  1938,  an 
application  with  the  Board  of  Standards  and  Appeals 
for  the  approval  of  their  self-furring  tile,  known  as 
the  Rose  Self-Furring  Unit,  under  C26-308.0,  sub. 
a.  A.C.  (7.1. 1.3  B.C.). 

The  Rose  Self-Furring  Unit  is  an  extruded  clay 
tile,  12"  long,  6"  wide  and  2(4"  high,  weighing  ap¬ 
proximately  7.8#  per  unit  and  vertically  perforated 
by  ten  square  holes  approximately  1  y%'  x  1)4"-  It  is 
laid  in  exterior  masonry  walls,  which  may  be  load 
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bearing,  on  its  12"  x  6"  dimension  in  t lie  inner  portion 
of  the  wall  with  4"  of  its  6"  width  laid  integrally  into 
the  wall.  The  remaining  2"  of  the  width  of  the  tile 
projects  inwardly  toward  the  interior  of  the  building. 
It  is  laid  in  continual  hoizontal  courses,  generally  16" 
on  vertical  centers  or  as  required  by  the  vertical 
dimension  established  by  the  header  courses.  See 
Fig.  1.  The  plaster  base  is  then  fastened  to  this 


furring  by  clips  or  galvanized  wire  ties  and  then 
plastered  as  required. 

Samples  of  the  Rose  Self-Furring  F  nits  were  sub¬ 
mitted  to  tests  at  the  laboratories  of  Columbia  Uni¬ 
versity  on  December  27,  1938,  which  tests  were  per¬ 
formed  in  accordance  with  the  requirements  of  A.S.T.- 
M.,  Cl  12-36.  The  average  ultimate  compression 
strength  from  the  Columbia  tests,  on  the  basis  of  5 
specimens  tested,  was  5646  lbs.  per  sq.  in.,  while  the 
average  water  absorption  in  48  hours^  was  15.3,  both 
values  within  the  limitations  of  A.S.T.M.,  C-34-36. 
Commenting  on  the  absorption  values  of  this  tile,  it 
would  appear  that  in  this  type  construction,  where  the 
tile  is  used  for  interior  construction  with  a  facing  of 
at  least  8"  of  face  brick  and  other  tile  on  the  weather 
side  of  the  wall,  these  absorption  value  figures  become 
academic. 

On  the  basis  of  this  test  data,  the  committee  recom¬ 
mends  the  approval  of  the  Rose  Self-Furring  Unit 
(Tile  for  Furring),  under  C26-308.0,  sub.  a,  A.C. 
(7. 1.1. 3  B.C.)  for  use  in  Class  1  and  Class  2  construc¬ 
tion  when  fire  stopped  by  the  floor  slab,  as  shown  in 
Fig.  1.  When  used  in  Class  3  construction,  the  fire 
stopping  of  furred  spaces  shall  conform  with  the  re 
quirements  of  C26-535.0,  sub.  b,  A.C.  (8.7. 1.8.2  B.C.) 
and  C26-685.0  A.C.  (10.13.3  B.C.),  and  that  wherever 
installed,  the  maximum  spacing  of  the  furring  for  the 
varying  weights  of  metal  lath  shall  comply  with  the 
requirements  of  C26-460,  A.C.  (8.4.10.4  B.C.) 

It  is  further  recommended  that  each  tile  be  marked 
“L. B.”,  indicating  it  may  be  used  in  load  bearing 
walls,  and  that  each  tile  be  stamped,  labelled  or  marked 
“Approved  for  use  in  New  York  City  by  the  Board 
of  Standards  and  Appeals,  under  Cal.  No.  1187-38- 
SM”,  or  in  lieu  thereof  a  die  or  stamp  be  made  bear¬ 
ing  the  following  inscription  within  a  circle  :  around 
the  periphery,  at  the  top,  the  word  APP’\  D',  along 
the  bottom,  B.  S.  &  A.,  in  the  center,  two  lines,  top 
line  reading  N.Y.C.,  bottom  line  reading  1187-38-SM. 

BERNARD  A.  SAVAGE, 
Commissioner. 

CHARLES  M.  BLUM, 
Commissioner. 

LESLIE  V.  HUBER, 
Chief  Engineer. 

Committee  on  Tests 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Rose  .Self-furring 
Unit  (Tile  for  Furring),  for  use  in  New  \ork  City  when 
manufactured,  installed  and  stamped  in  accordance  with 
the  above  report. 


Adjourned,  4:50  P.  M. 

Edward  V.  Barton,  Chief  Clerk. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Tuesday,  July  12,  1938,  as  they  appeared 
in  Bulletin  No.  29,  Vol.  23,  are  hereby  corrected  to  read 
as  follows : 

THE  RESOLUTION— 

(88-33-A) 

Whereas,  this  appeal  affects  premises  north  side  of 
Second  avenue,  2311.7  ft.  north  from  the  corner  of  Second 
avenue  and  36th  street  (Block  No.  662,  part  of  Lot  No. 
1),  Borough  of  Brooklyn;  and 

Whereas,  this  appeal  was  granted  by  the  board  June 
6,  1933,  amended  September  17,  1935,  October  22,  1935,  June 
16,  1936,  and  July  20,  1937,  and  appellant  requested  a  fur¬ 
ther  amendment. 

“Resolved,  that  the  decision  of  the  fire  commissioner 
be  and  it  hereby  is  )nodified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  plant  shall  be 
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constructed  substantially  as  shown  on  the  plans  filed 
with  this  appeal  marked  ‘Received  on  March  2,  1933,’ 
except  that  there  shall  be  a  distance  of  125  ft.  in  clear 
space  not  built  upon  for  the  full  width  between  the 
bulkhead  line  and  the  most  northerly  dike  around  the 
storage  tanks  Nos.  3  and  4;  that  from  the  loading- 
rack  shown  on  the  southerly  end  there  shall  be  main¬ 
tained  an  open  space  not  built  upon  for  the  full  width 
of  at  least  125  ft.  from  that  point  southerly  to  any 
existing  or  future  building;  except  that  there  may  be 
erected  near  the  southerly  lot  line  to  the  west  a  two- 
story  office  building  constructed  of  fireproof  materials 
not  exceeding  in  ground  area  25  ft.  by  25  ft. ;  that  the 
concrete  dikes  shall  be  constructed  of  reinforced  con¬ 
crete  and  made  proof  against  seepage  of  gasoline 
through  the  floor  or  walls  thereof ;  that  expansion 
joints  shall  be  provided  in  the  dike  walls  approxi¬ 
mately  every  25  ft.,  these  expansion  joints  to  be  made 
proof  against  leakage  and  protected  with  metal  strips 
at  least  6  in.  in  width  and  at  least  in.  thickness 
for  the  entire  height  of  the  joint;  that  each  dike  en¬ 
closure  shall  have  a  capacity  of  one  and  one-half  times 
the  capacity  of  the  steel  tank  erected  therein ;  that  the 
structure  shall  be  constructed  so  as  to  eliminate  the 
possibility  of  settlement  or  cracking  of  the  dike  en¬ 
closure  ;  that  the  tanks  may  be  30  ft.  in  diameter  by 
30  ft.  in  height  instead  of  42  ft.  in  height,  as  shown, 
m  which  case  the  maximum  capacity  shall  not  exceed 
160,000  gallons  of  gasoline;  that  the  entire  plant  shall 
be  equipped  with  duplicate  foamite  fire-extinguishing 
equipment,  each  to  be  located  on  the  southerly  end  of 
the  area  not  less  than  100  ft.  from  the  tanks  and  in¬ 
stalled  in  a  fireproof  enclosure ;  these  duplicate  sys¬ 
tems  to  be  at  least  1(30  ft.  apart  and  each  to  have  in  a 
separate  near-by  fireproof  enclosure  a  pumping  equip¬ 
ment  adequate  to  control  with  sufficient  supply  of 
foamite  any  fire  that  may  occur;  that  such  additional 
auxiliary  fire-fighting  equipment  shall  be  installed  as 
may  be  required  ;  that  in  the  event  the  owner  desires 
to  use  the  tanks  herein  permitted  for  fuel  oil,  there 
may  be  installed  in  addition,  a  gasoline  storage  tank 
with  a  capacity  of  not  more  than  14,000  gallons,  lo¬ 
cated  as  shown  on  plan  marked  ‘Received  June  26, 
1935,’  this  tank  shall  not  exceed  7  ft.  in  diameter  and 
shall  be  buried  approximately  6  ft.  below  the  grade 
of  the  dock ;  that  above  the  tank  shall  be  solid  earth- 
fill  so  that  at  all  points  the  tank  is  covered  with  earth- 
fill  for  a  distance  of  not  less  than  2  ft. ;  that  in  con¬ 
nection  with  this  tank,  approved  gasoline  pump  may 
be  installed  for  servicing  trucks ;  that  in  the  space 
between  the  bulkhead  line  and  the  most  northerly 
dike,  required  hereinbefore  as  125  ft.  in  the  clear,  there 
may  be  erected  two  (2)  160, 000-gallon  tanks  for  the 
storage  of  No.  6  oil,  on  condition  that  similar  dikes 
shall  be  constructed  as  herein  required;  that  the  tank 
shall  be  supported  on  piles;  that  the  foamite  system 
shall  be  extended  to  protect  these  additional  tanks; 
that  the  tanks  shall  be  located,  substantially  as  indi¬ 
cated  on  revised  plan  marked  ‘Received  June  24,  1938’; 
that  each  tank  shall  be  in  a  separate  dike  enclosure ; 


that  each  lank  shall  bear  a  label  painted  on  the  tank 
in  letters  not  less  than  one  foot  high,  showing  that 
only  No.  6  oil  is  stored  therein;  that  such  sign  shall 
be  painted  so  as  to  be  easily  read,  both  from  the  'water 
side  and  the  land  side;  that  complete  plans,  showing 
the  installation  of  these  additional  tanks,  shall  be  sub¬ 
mitted  for  approval  of  the  Chairman  in  behalf  of  the 
Board.” 


*  Correction— The  words  working  drawings omitted  in 
line  77  of  resolution  and  the  word  “plans,”  inserted  there¬ 
for. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Wednesday,  January  4,  1939,  as  they 
appeared  in  Bulletin  No.  2,  Vol.  24,  arc  hereby  corrected 
to  read  as  follows : 

THE  RESOLUTION— 

(1189-38- A) 

Whereas,  Aymar  Embury  II,  for  Department  of  Parks, 
City  of  New  York,  owner,  filed  December  21,  1938,  an 
appeal  from  a  decision  of  the  acting  borough  superin¬ 
tendent  of  buildings,  affecting  premises,  North  side  of 
Boardwalk,  600  ft.  west  of  Ocean  Parkway  (Block  No. 
7289,  Lot  No.  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  acting  borough  super¬ 
intendent  on  N.  B.  Applic.  No.  18262-38,  dated  December 
15,  1938,  reads : 

“No  wood  frame  structure  permitted  within  the  fire 
limits.  Sec.  4.1.2  Code.  Application  denied.” 
and  , 

Whereas,  the  proposed  building  is  to  be  one  story  (12 
ft.)  in  height,  52  ft.  2j4  in.  by  20  ft.  in  area,  of  frame 
construction  located  in  a  residence  use,  “C”  area  district, 
to  be  occupied  as  a  refreshment  stand ;  and 

Whereas,  the  applicant  contends  that  plans  call  for 
wood  framing,  but  the  entire  outside  of  the  building,  with 
the  exception  of  the  roof,  is  to  be  covered  with  Transite; 
that  the  building  is  to  be  one  story  high  and  located  in  a 
Public  Park ;  that  it  is  a  temporary  building,  as  the  pro¬ 
posed  rehabilitation  of  the  Coney  Island  Boardwalk  will 
necessitate  its  demolition. 

Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent,  on  N.  B.  Applic.  No.  18262-38,  be  and  it  hereby 
is  modified,  and  that  the  appeal  be  and  it  hereby  is  granted, 
so  as  to  permit  the  erection  of  the  proposed  frame  struc¬ 
ture  within  the  fire  limits,  on  condition  that  this  building 
shall  be  surfaced  on  the  exterior  of  the  walls  with  the 
material  proposed  and  that  the  walls  and  ceilings  through¬ 
out  the  interior  shall  be  plaster  on  metal  lath  and  shall  at 
all  times  be  under  the  jurisdiction  of  the  park  commis¬ 
sioner  and  shall  continue  for  a  temporary  period  of  not 
over  two  years. 

*  Correction'  —  The  words  “fire-retarding  materials,” 
omitted  in  lines  29  and  30  of  resolution  and  the  words  “the 
material  proposed,”  inserted  therefor. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conveni¬ 
ence  in  notifying  property  owners,  they  may  obtain  such 


MULTIPLE  DWELLING  LAW  ON  SALE 
Copies  of  the  Multiple  Dwelling  Law  are  now  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office,  Room 
2213,  Municipal  Building,  Manhattan.  Price  50c;  by  mail  54c. 
Copies  of  the  Supplemental  Rules  and  Regulations  of 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs  and 
Fire  Towers  are  now  on  sale  at  the  Distribution  Division 
of  the  City  Record  Office,  Room  2213,  Municipal  Build¬ 
ing,  Manhattan.  Price  10c;  by  mail  12c. 
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PROPOSED  RULES  ON  USES  OF  INSULATING  FIBRE  BOARD. 


[170-39-SR] 


NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  March  3,  1939,  at  10  a.m.,  Room  1013,  Municipal 
Building,  on  Proposed  Rules  relative  to  Uses  of  Insulating 
Fibre  Board. 


Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York,  and  C26-189.0  Administrative  Code 
(2.2. 1.1),  C-26-462.0  of  the  Administrative  Code  (8.4.10.6), 
C-26-458.0,  sub.  g,  Administrative  Code  (8.4.10.2),  C-26- 
538.0,  sub.  b.  Administrative  Code  (8.7. 2.3),  C-26-541.0, 
sub.  a,  Administrative  Code  (8.7. 2.6.1),  C-26-667 .0,  para¬ 
graphs  4  and  8,  Administrative  Code  (10.9.2.4),  sub.  c,  and 
(10.9.2.4),  Building  Code,  C-26-680,  sub.  21,  Administrative 
Code  (10.12.11.1) ,  C-26-541.0,  Administrative  Code  (8.72.6. 
1),  C-26-619.0,  Administrative  Code  (10.3.1),  and  C-26- 
721.0,  Administrative  Code  (12.2). 

Note  :  Where  reference  in  parentheses  appears  after  the 
Administrative  Code  Section,  it  refers  to  the  Sec¬ 
tion  of  the  New  Building  Code  as  formerly  num¬ 
bered. 


Rule  1.  Classes  of  Fibre  Board. 


Wood  Fibre 
Exploded  vVood  Fibre 
Balsam  and  Wood  Fibre 
Western  Wood  Fibre 
Cane  Fibre  (Bagasse) 
Pulp  from  waste  papers 
Straw  Fibre 

Ground  Wood  Pulp  Fibre 
Corn  Fibre 


1.1. 


STRUCTURE  OF  FIBRE  BOARD.  Fibre  boards 
shall  be  manufactured  from  wood  or  other  vegetable 
fibre  by  a  felting  or  molding  process  and  provided 
with  sizing  to  render  water-resistent,  and  shall  be 
subjected  to  a  sufficient  drying  temperature  so  as  to 
completely  destroy  rot-producing  fungi.  Boards 
shall  be  treated  for  vermin. 


1.2. 


1.3. 


Table  1 


Miscel- 

Building  Plaster  laneous 
Board  Base  uses 
(Note  4)  (Note  5)  (Note  6) 


Maximum  thermal  conductivity 
B.T.U.  per  hour  per  square  foot 
per  degree  F.  per  inch  thickness 

(note  1) .  0.36 

Minimum  transverse  strength, 

Lengthwise  (note  2) .  14 

Pounds  Crosswise  (note  2) .  12 

Minimum  deflection  at  ultimate 

load,  inches .  0.25 

Maximum  deflection  at  ultimate 
load,  inches . 


0.36  0.36 


85 


Minimum  tensile  strength,  pounds 

per  square  inch  (note  3) .  175 

Water  absorption  per  cent .  5 

Maximum  linear  expansion,  per  cent 
Bond  strength  per  square  foot  of 
bonded  surface . 


—  700  — 


Note  1. 


Note  2. 


No  board  of  any  class  having  a  conductance  greater  than 
72  b.t.u.  per  hour,  per  square  foot  per  degree  F.  irre¬ 
spective  of  thickness  will  be  acceptable  under  these  rules. 
This  requirement  is  based  upon  specimens  V2  inch  thick. 
For  specimens  of  other  thicknesses  the  requirement  shall 
be  increased  in  direct  proportion,  that  is,  for  a  thickness 
of  l-inch,  it  shall  be  doubled,  etc. 

Note  3.  Tensile  strength  requirements  shall  be  applicable  only  on 
thicknesses  up  to  and  including  1-inch. 

Class  A.  Edges  shall  be  square. 

Edges  shall  be  either  ship  lapped  bevel  and  ship  lapped, 
tongue  and  grooved,  bevel  and  tongue  and  grooved,  jointed, 
or  ship  lapped  and  grooved.  Each  board  _  shall  be  of  a 
rough  fibrous  texture  to  insure  good  mechanical  and  suction 
bond. 


Note  4. 
Note  5. 


Note  6.  Edges  shall  be  square  unless  ship  lapped  or  offset. 


Rule  2. 


Uses  and  Methods  of  Applying 
Fibre  Board. 


2.1 


The  structure  of  the  board  may  be  either  single  or 
multiple  ply,  and  if  latter,  the  plies  shall  be  joined 
under  pressure  by  a  moisture  resisting  cement.  Sur¬ 
faces  shall  be  finished  smooth  and  free  of  cross 
fibres. 


For  a  plaster  base,  wall  board,  roof  boards,  sheath¬ 
ing,  siding,  roof  insulation,  floor  insulation,  acousti¬ 
cal,  interior  finish,  the  fibre  board  shall  be  home- 
geneous,  free  from  cracks,  lumps,  unevenness  and 
other  defects. 


Fibre  board  may  be  used  as  a  plaster  base  or  wall 
board  in  non-fireproof  commercial  structures  not 
more  than  2  stories  in  height  and  in  residential 
buildings  not  exceeding  3  stories  in  height,  but  not 
in  multiple  dwellings.  When  used,  it  shall  be  not 
less  than  34  in.  thick  and  installed  in  accordance 
with  the  requirements  of  C-26-458,  Administrative 
Code  (8.4.10.2)  and  C-26-462.0,  Administrative  Code 
(8.4.10.6). 

The  joints  on  walls  and  ceilings  shall  be  broken 
at  least  one  stud  apart,  and  in  no  event  shall  joints 
of  fibe  board  lath  be  in  vertical  line,  excepting  in 
the  corners  of  a  room.  The  joints  shall  be  broken  at 
every  other  board  on  the  walls  and  at  right  angles 
to  the  furring  on  ceiling.  C-26-462.0,  Administrative 
Code  (8.4.10.6).  They  shall  be  solidly  nailed  at 
every  bearing  not  less  than  6"  center  to  center  for  . 
walls  and  4"  center  to  center  for  ceilings  and  nailed 
to  all  studding  with  1%"  No.  13  gauge  blued  or  gal¬ 
vanized  plaster  board  nails,  with  34"  heads  for 
board  and  134"  nails  with  34"  heads  for  34"  or  1*  , 
board,  and  with  proportionately  longer  nails  for 
thicker  fibre  board.  All  corners  shall  be  reinforced 
with  standard  metal  corner  beads.  All  re-entrant 
angles  shall  be  reinforced  with  standard  metal 
angle  lath  strip.  Reinforcement  shall  be  securely 
stapled  on  the  lath.  At  the  juncture  of  frame  and 
masonry  construction,  6"  strip  of  expanded  metal 
lath  shall  be  used.  No  board  shall  be  run  through 
from  room  to  room. 

2.1.1  It  shall  be  unlawful  to  wet  fibre  board  before 
plastering.  C26-462.0,  Administrative  Code 
(8.4.10.6). 

2.1. 2.1.  “SCRATCH  OR  FIRST  COAT.” 

The  scratch  coat  shall  contain  not  more 
than  2/3  by  weight  of  sand  and  1/3  calcined, 
gypsum  with  fibres  or  including  other  mate¬ 
rials  and  fibring  so  that  the  setting  time 
shall  not  be  greater  than  four  hours  nor  less 
than  V/z  hours  and  with  a  tensile  strength 
of  not  less  than  75  pounds  per  sq.  in.  The 
scratch  coat  shall  be  not  less  than  )4"  thick. 

2.1.2.2  “BROWN  OR  SECOND  COAT.” 

The  brown  coat  shall  contain  not  more  than 
34  by  weight  of  sand  and  the  remaining  J4 
shall  not  contain  less  than  3/5  of  calcined 
gypsum  and  not  more  than  2/5  of  other 
materials,  including  fibring.  The  setting  time 
shall  be  not  more  than  five  hours  nor  less  than 
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two.  This  brown  coat  shall  have  a  tensile 
strength  of  not  less  than  50  pounds  per  sq.  in. 
and  shall  be  not  less  than  3/16"  in  thickness. 

2. 1.2.3  “FINISH  COAT.” 

The  finish  coat  shall  be  applied  after  the  ap¬ 
plication  of  the  second  or  brown  coat  has 
become  dry,  and  shall  be  set  in  not  less  than 
20  minute’s  nor  more  than  four  hours  and 
shall  have  a  tensile  strength  of  not  less  than 
200  pounds  per  sq.  in.  and  be  not  less  than 
1/16"  thick. 

2. 1.2.4  “GROUNDS.” 

Suitable  grounds  shall  be  established  with 
each  thickness  of  fibre  board  so  as  to  insure 
a  minimum  thickness  of  y2"  of  plaster.  Fibre 
board  shall  extend  from  floor  to  ceiling  with 
grounds  secured  to  the  framing  members 
through  the  fibre  board. 

2.2  FIBRE  BOARD  SHEATHING. 

Approved  fibre  board  sheathing  at  least  one-half 
of  an  inch  in  thickness  and  four  feet  in  width  may 
be  used  instead  of  wood  sheathing  when  bearing 
on  4  studs  and  fastened  to  each  bearing  with  \l/2" 
wire  nails,  6"  or  less  c-c,  with  YY'  head,  and  for 
-)4"  or  1''  board.  Such  nails  shall  be  2"  long. 
C-26-538.0,  sub.  b  (8.7. 2.3).  The  use  of  fibre  board 
as  roof  sheathing  is  not  permitted  except  as  insula¬ 
tion  over  suitable  sheathing  material. 

2.3  MINOR  FRAME  STRUCTURE. 

Approved  fibre  board  siding  may  be  used  on  wood 
frame  sheds  erected  where  permitted  and  where 
open  on  at  least  one  side,  provided  such  sheds  are 
fifteen  feet  or  less  in  height  and  do  not  exceed  2500 
square  feet  in  area  and  are  at  least  4  feet  from  any 
lot  line  and  are  covered  on  sides  and  roof  with  ap¬ 
proved  fire-retarding  material.  C26-541.0  (8.7.2.6.I.). 
2  4  USE  OF  FIBRE  BOARD  WHEN  COVERED  BY 
AN  INCOMBUSTIBLE  WEARING  SURFACE. 
Untreated  combustible  insulation  board  of  a  single 
layer  or  thickness  not  to  exceed  V2"  when  cemented 
or  attached  directly  to  the  surface  of  an  approved 
type  of  fire-resistive  floor  construction  may  be 


used  elsewhere  than  in  stair  enclosure  and  corridors 
when  covered  by  an  incombustible  wearing  surface, 
in  accordance  with  these  rules.  C26-667.0,  sub.  4c 
(10.9.2.4). 

2.5  FLOOR  AND  ROOF  CONSTRUCTION  IN 
CLASS  1  AND  CLASS  2  BUILDINGS. 

Fibre  board  used  as  insulation  may  be  applied 
directly  to  the  fire-resistive  floor  or  roof  construc¬ 
tion  in  cement,  provided  such  insulation  is  covered 
by  at  least  one  and  one-half  inch  thickness  of 
Portland  Cement  concrete  or  other  equally  fire- 
resistive  material  of  equal  thickness.  C26-619.0, 
sub.  a,  Administrative  Code  (10.3.1).  Insulation 
fibre  board  so  applied  shall  be  over  a  screened  con¬ 
crete  roof  or  floor,  graded  where  necessary,  and 
cemented  to  the  arch  with  hot  asphalt  or  coal  tar 
pitch.  Fibre  insulation  board  shall  not  be  left  ex¬ 
posed  to  the  elements,  nor  shall  it  be  applied  to  wet 
surfaces  of  any  kind. 

2  6  ROOF  INSULATION  OTHER  THAN  IN 
CLASS  1  AND  CLASS  2  CONSTRUCTION. 
The  use  of  fibre  board  as  roof  insulation  is  lawful, 
provided  such  fibre  board  is  covered  with  an  ap¬ 
proved  type  of  fire-resistive  roof  covering  applied 
directly  thereto.  C26-680,  sub.  2,  Administrative 
Code  (10.12.11.1),  and  when  installed  in  accordance 
with  the  requirements  of  2.2  of  these  rules. 

2.7  ACOUSTICAL  AND  INTERIOR  FINISH. 

Fibre  board  for  acoustical  and  interior  finish  may 
be  used  when  cemented  directly  to  the  plastered 
surface  with  a  quick-setting  cementing  material  and 
secured  by  small  head  barbed  nails,  C26-721.0,  sub. 
b,  Administrative  Code  (12.2),  and  when  installed 
as  specified  in  C26-634.0,  sub.  c,  Administrative 
Code  (10.4.2.2). 

2.8  USE  OF  FIBRE  BOARD  IN  FIRE  WALLS. 

Fibre  board  may  be  used  as  insulation  in  fire  walls 
C26-632.0  sub.  g  AC  (10.4.1.2)  if  cemented  and 
attached  directly  to  the  face  of  the  wall  laid  up 
with  no  intervening  air  spaces  and  protected  with 
not  less  than  2  in.  of  secured  masonry  laid  tight 
against  the  fibre  board. 


NOTICE 


- - - - 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  application  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order  ;  therefore,  no  appeal  or  ap¬ 
plication  will  be  held  in  abeyance  by  reason  of  failure  of 
the  appellant  or  applicant  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
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copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


RULES 


RULES  GOVERNING  THE  INSTALLATION  OF  INTERIOR  FIRE  ALARM  SIGNAL  SYSTEMS,  ADOPTED 
BY  THE  BOARD  OF  STANDARDS  AND  APPEALS,  SEPTEMBER  27,  1917,  AMENDED  DECEMBER 
6,  1917  AND  FEBRUARY  7,  1918  AND  REVISED  DECEMBER  11,  1936. 


[  108-16-SR] 

Rules  for  Interior  Fire  Alarm  Signal  Systems 

Authority:  Sections  718A  and  718B  of  the  Charter  of 
the  City  of  New  York  to  carry  into  effect  the  provisions 
of  Chapter  19 — 487E,  Administrative  Code  and  the  pro¬ 
visions  of  Section  279  of  the  Labor  Law. 

Scope  of  Rules 

These  rules  apply  to  all  hotels,  as  defined  in  the  Admin¬ 
istrative  Code  and  the  Multiple  Dwelling  Law ;  to  all 
lodging  houses  having  more  than  15  sleeping  rooms,  or 
accommodating  more  than  15  lodgers  above  the  first  or 
ground  story ;  to  all  public  and  private  hospitals  and 
asylums  having  more  than  15  rooms,  or  accommodating 
more  than  15  patients  or  inmates  above  the  first  or  ground 
story ;  to  all  nurseries  accommodating  more  than  30  chil¬ 
dren,  or  having  a  Board  of  Health  permit  for  the  accom¬ 
modation  of  more  than  30  children;  to  all  Turkish  or  other 
special  treatment  bath  houses  where  there  are  sleeping 
accommodation  for  more  than  fifteen  persons  on  the  prem¬ 
ises;  to  all  department  stores  having  two  or  more  de¬ 
partments  where  the  public  is  admitted  above  the  second 
floor;  to  all  public  schools;  and  to  all  single  and  tenant 
factory  buildings,  as  defined  in  the  Labor  Law  and 
specifically  required  by  Section  279  of  said  Law. 


Law 

Section  279.  Fire  Alarm  Signal  Systems  and  Fire  Drills: 

1.  Fire  alarm  signal  systems.  Every  factory  building 
over  two  stories  in  height  in  which  more  than  twenty-five 
persons  are  employed  above  the  ground  floor  shall  be 
equipped  by  the  owner  thereof  with  a  fire  alarm  signal 
system  having  a  sufficient  number  of  signals  clearly  au¬ 
dible  to  all  occupants  of  the  building,  and  so  arranged 
as  to  permit  the  sounding  of  all  the  alarms  within  the 
building  whenever  the  alarm  is  sounded  in  any  portion 
thereof.  Such  system  shall  be  maintained  in  good  work¬ 
ing  order  and  no  person  shall  tamper  with  same  or  render 
ineffective  any  portion  thereof  except  to  repair  it.  A  per¬ 
son  discovering  a  fire  shall  cause  an  alarm  to  be  sounded 
immediately.  The  board  of  standards  and  appeals  in  the 
city  of  New  York,  may  make  rules  and  regulations  pre¬ 
scribing  the  number,  character  and  location  of  the  signals 
and  the  method  and  character  of  the  installation,  including 
that  of  all  appliances  in  connection  therewith. 

3.  Exceptions.  Subdivisions  one  and  two  of  this  sec¬ 
tion  shall  not  apply  to  a  building  in  which  every  square 
foot  of  the  floor  area  on  all  stories  is  protected  with  an 
automatic  sprinkler  system,  having  two  adequate  sources 
of  water  supply  and  approved  by  the  public  authorities 
having  jurisdiction  thereof,  and  in  which  also  the  maxi¬ 
mum  number  of  occupants  of  any  one  floor  does  not  ex¬ 
ceed  by  more  than  fifty  percentum  the  capacity  of  the 
exits,  as  determined  by  subdivisions  one,  two  and  three  of 
section  two  hundred  and  seventy-eight,  in  addition  to  the 
prescribed  occupancy  under  subdivisions  five,  six  and 
seven  of  said  section.  If  the  commissioner  after  investi¬ 
gation  determines  that  the  spirit  of  this  chapter  is  ob¬ 
served  and  public  safety  secured,  he  may  permit  in  place 
of  the  automatic  sprinkler  system  before  specified,  an 
automatic  sprinkler  system  having  one  adequate  source  of 
water  supply  and  approved  by  the  public  authorities  having 
jurisdiction  thereof. 


Chapter  19— 487E-2.0.C.1. 

Interior  Fire  Alarms: — In  every  hotel,  lodging-house, 
public  or  private  hospital  or  asylum,  department  store, 
and  public  school,  there  shall  be  placed  and  provided,  when 
required  by  the  fire  commissioner,  an  adequate  and  reli¬ 
able  electrical  or  other  interior  alarm  system,  to  be  ap¬ 
proved  by  the  said  commissioner,  by  means  of  which 
alarms  of  fire  or  other  danger  may  be  instantly  communi¬ 
cated  to  every  portion  of  the  building.  The  fire  alarm 
apparatus  and  all  other  appliances  placed  or  kept  within 
any  of  such  buildings  for  the  purpose  of  preventing  or 
extinguishing  fires,  or  for  affording  means  of  escape  there¬ 
from  in  case  of  fire,  shall  be  kept  at  all  times  in  good 
working  order  and  proper  condition  for  immediate  use, 
and  any  member  of  the  uniformed  force  or  authorized 
representative  of  the  Fire  Department  may  enter  any  of 
the  said  buildings  at  any  time,  for  the  purpose  of  inspect¬ 
ing  such  apparatus  or  appliances. 


Rule  1.  Definition  of  Terms 

1.1  The  term  “non-coded  closed  circuit  fire  alarm  sig¬ 
nal  systems”  shall  mean  a  fire  alarm  signal  system 
consisting  of  sending  stations  and  signaling  de¬ 
vices  operated  on  supervised  closed  electric  al¬ 
ternating  current  circuits,  so  arranged  that  the 
operation  of  any  station  will  automatically  sound 
the  signaling  devices  throughout  all  portions  of 
the  building. 

1.2  The  term  “coded  closed  circuit  fire  alarm  signal 
systems”  shall  mean  a  fire  alarm  signal  system 
consisting  of  sending  stations  and  signaling  de¬ 
vices  operated  on  supervised  closed  electric  cir¬ 
cuits  which  transmits  rounds  of  coded  signals  to 
indicate  the  floor  or  portion  of  the  same  from 
which  the  alarm  was  sent. 

1.3  The  term  “heretofore”  shall  mean  before  Decem¬ 
ber  31,  1936. 

1 .4  The  term  “hereafter”  shall  mean  after  December 
31,  1936. 

1.5  The  term  “approved”  shall  mean  approved  by  the 
Board  of  Standards  and  Appeals. 

1.6  The  term  “commissioner”  shall  mean  the  Fire  Chief 
and  Commissioner  of  the  fire  department  spe¬ 
cifically  charged  with  the  enforcement  of  law  re¬ 
lating  to  interior  fire  alarm  systems  in  the  City  of 
New  York. 

Rule  2.  General 

2.1  All  fire  alarm  signal  systems  and  devices  shall  be 
approved  by  the  Board  of  Standards  and  Appeals. 

2.2  All  devices  and  equipment  that  have  been  ap¬ 

proved  by  the  Board,  shall  have  securely  fastened 
thereon,  a  manufacturer’s  plate  bearing  the  words 
“Approved  by  the  Board  of  Standards  and  Ap¬ 
peals — No . ”,  together  with  any  other  electrical 

data  that  the  Commissioner  may  require. 

Rule  3.  Examination  and  Approval  of  Plans 

3.1  Before  the  installation  or  extension  of  any  fire 
alarm  system,  specifications  and  plans  thereof, 
showing  complete  details  of  the  proposed  installa¬ 
tion,  shall  be  submitted  by  the  owner  or  his  agent 
to  the  Commissioner  for  examination  and  ap¬ 
proval. 
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Rule  4.  Classification 

4.1  Fire  alarm  signal  systems  shall  be  classified  as 
follows : 

(a)  Non-coded  closed  circuit  fire  alarm  systems. 

(b)  Coded  closed  circuit  fire  alarm  systems. 

4.1.1  The  code  numbers  that  are  used  shall 

be  submitted  for  approval  to  the  Com¬ 
missioner  and  shall  be  sounded  at  least 
four  (4)  times  for  each  operation  of 
the  sending  station. 

4.2  A  non-coded  closed  circuit  system  shall  be  so  ar¬ 
ranged  that  the  operation  of  any  station  will  auto¬ 
matically  sound  the  signaling  devices  until  hook 
is  restored  to  its  original  position ;  and  in  the 
break-glass  type  until  the  glass  has  been  replaced. 

4.3  Coded  closed  circuit  systems  shall  be  divided  into 
three  (3)  classes : 

Class  1 — General  Systems. 

Class  2 — Pre-signal  or  dual  operation  systems. 
Class  3 — Unit  and  general  systems — or  Duplex 
systems. 

Special  systems. 

4.4  Class  1  system  shall  be  a  general  alarm  system  ot 
the  coded  closed  circuit  type  so  arranged  that  the 
operation  of  any  station  will  cause  the  signaling 
devices  to  sound  the  code  number  of  that  station 
at  least  four  (4)  times  throughout  the  entire  build¬ 
ing. 

4.5  Class  2  system  shall  be  a  pre-signal  or  dual  opera¬ 
tion  system  of  the  coded  closed  circuit  type  so  ar¬ 
ranged  that  the  operation  of  any  station  will  cause 
the  sounding  of  the  signaling  devices  located  in 
the  engine  room,  elevator  shafts,  basement  or 
other  places  in  the  building  where  the  members 
of  the  fire  brigade  work  or  assemble. 

4.5.1  Approved  means  shall  be  provided  at  each 
station,  so  arranged  that  a  subsequent  opera¬ 
tion  of  any  station  shall  cause  the  sounding 
of  all  signaling  devices  throughout  the  build¬ 
ing. 

4.5.2  This  subsequent  operation  shall  be  per¬ 
formed  with  the  aid  of  a  key  or  plug  de¬ 
signed  so  as  to  prevent  unauthorized  sound¬ 
ing  of  the  general  alarm. 

4.5.3  The  pre-signal  or  dual  operation  key  or 
plug  shall  be  so  designed  that  it  can  be 
readily  identified  by  the  person  whose  duty 
it  would  be  to  use  same. 

4.6  Class  3  system  shall  be  a  unit  and  general  alarm 
or  Duplex  system  of  the  coded  closed  circuit  type 
so  arranged  that  the  operation  of  a  station  within 
a  unit  will  cause  all  of  the  signaling  devices  in 
that  unit  and  all  of  the  signaling  devices  on  the 
general  alarm  circuit  to  sound  the  code  numbers 
of  the  unit  and  zone  at  least  four  (4)  times. 

4.6.1  An  approved  register  and  time  stamp  may 
be  used  in  connection  with  a  Class  3  system 
when  approved  by  the  Commissioner. 

4.6.2  The  register,  if  of  closed  circuit  type,  shall 
be  operated  from  a  separate  closed  circuit 
control  board  or  from  separate  panel  isolated 
by  barrier  from  main  control  panel  in 
main  control  board  cabinet. 

4.6.3  Approved  closed  circuit  trouble  and  unit 
annunciators  shall  be  installed  as  part  of 

all  Class  3  systems  when  required  by  the 
Commissioner. 

4.7  Special  systems  shall  include  a  complete  Class  1, 
2  or  3  system  supplemented  by  special  circuits 
for  the  operation  of  other  fire  alarm  devices  in 


the  systems ;  or  electric  control  systems  for  stop¬ 
ping  machinery,  closing  doors  or  ventilators  as 
may  be  required  by  the  Commissioner ;  or  to  call 
the  central  station  of  a  private  operating  company 
or  the  fire  department.  Automatic  fire  detecting 
systems  may  be  connected  to  operate  an  interior 
fire  alarm  system  when  connected  thereto  by  an 
approved  coded  transmitter.  In  no  case  shall  the 
transmitter  be  considered  to  replace  the  standard 
approved  interior  fire  alarm  station,  except  where 
a  transmitter  has  been  approved  for  both  pur¬ 
poses.  The  special  control  circuits  shall  be  sep¬ 
arate  and  distinct  from  the  fire  alarm  system  but 
shall  be  brought  into  action  whenever  the  fire 
alarm  system  is  set  in  operation. 

Rule  5.  Systems  Permitted  in  Factory  and  Other 
Buildings 

5.1  Non-coded  closed  circuit  fire  alarm  signal  systems 
shall  be  permitted  only  in  a  factory  building  not 
exceeding  five  (5)  stories  in  height  having  not 
more  than  twenty-five  hundred  (2500)  square  feet 
in  area  in  any  one  story  and  having  not  more  than 
one  hundred  (100)  persons  in  a  single  factory;  nor 
more  than  fifty  (50)  persons  in  a  multiple  tenant 
factory  above  the  first  or  ground  floor. 

5.2  Coded  closed  circuit  systems  shall  be  required  in  a 
factory  building  exceeding  the  requirements  of 
Rule  5.1. 

5.3  Special  fire  alarm  signal  systems  shall  be  per¬ 
mitted  in  factory  buildings  at  the  direction  of  the 
Commissioner. 

5.4  Coded  closed  circuit  systems  shall  be  required  in 
all  other  types  of  buildings  requiring  an  interior 
alarm  system. 

Rule  6.  Installation  and  Construction  Require¬ 
ments 

6.1  All  work  in  connection  with  the  installation  of  a 
fire  alarm  signal  system  shall  be  performed  in  a 
neat  and  workmanlike  manner  to  the  satisfaction 
of  the  Commissioner. 

6.2  In  any  fire  alarm  system  there  shall  be  not  more 
than  fourteen  (14)  direct  nor  more  than  ten  (10) 
alternating  current  gongs  or  other  approved 
sounding  devices  connected  in  one  circuit. 

6.3  There  shall  not  be  in  any  fire  alarm  system  more 
than  twenty  (20)  stations  connected  to  one  circuit 
or  loop. 

6.4  All  gongs  and  signaling  devices  shall  be  located 
not  less  than  eight  (8)  feet  to  the  center  above 
the  floor. 

6.5  All  fire  alarm  stations  shall  be  located  five  (5) 
feet  three  (3)  inches  from  handle  to  floor. 

6.6  An  approved  instruction  card  properly  marked  and 
framed  under  glass  shall  be  installed  at  each  fire 
alarm  station. 

6.7  All  materials  and  devices  used  in  fire  alarm  signal 
systems  shall  be  securely  fastened  in  position  in  a 
manner  satisfactory  to  the  Commissioner. 

6.8  For  fastening  to  masonry  walls,  through  bolts, 
metal  expansion  shields  or  toggle  bolts  shall  be 
used. 

6.9  Wood  screws  shall  be  used  for  fastening  equip¬ 
ment  to  wood  surfaces. 

6.10  The  use  of  nails  or  wood  or  fibre  plugs  is  pro¬ 
hibited. 

6.11  When  fire  alarm  apparatus  is  mounted  upon  a 
wooden  back  board,  such  back  board  shall  be  not 
less  than  seven-eighths  (7/&)  inch  thick,  impreg¬ 
nated  with  a  non-absorptive  compound.  The  back 
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board  shall  be  so  mounted  as  to  provide  an  air 
space  of  at  least  one-quarter  {%)  inch  between 
the  back  board  and  the  wall  tor  free  circulation 
of  air. 

6.12  All  electrical  conductors  shall  be  installed  in 
standard  heavy  wall,  rigid  iron  or  steel  conduits 
protected  with  an  approved  rust  preventive.  Ar¬ 
mored  cable  or  flexible  conduits  will  not  be  ac¬ 
cepted. 

6.13  All  conduits  shall  be  grounded  to  a  water  pipe  by 
approved  ground  clamps  with  a  conductor  equal 
to  the  largest  conductor  used  on  the  system  and 
the  smallest  size  ground  conductors  used  shall  not 
be  less  than  No.  10  B.  &  S.  gauge. 

6.14  Splices  in  electrical  conductors  in  vertical  risers 
shall  not  be  permitted.  Splices  when  necessary 
in  horizontal  runs,  shall  be  made  in  approved  junc¬ 
tion  boxes  and  shall  be  properly  soldered  and 
taped.  The  cover  of  the  junction  box  shall  be 
painted  fire  department  red  to  indicate  that  it  con¬ 
tains  splices.  The  use  of  wire  nuts  or  other 
solderless  splicing  devices  shall  not  be  permitted. 

6.15  Electrical  conduits  shall  enter  only  at  the  side 
or  the  bottom  of  the  control  cabinet. 

6.16  In  coded  fire  alarm  systems  using  break  glass  type 
stations,  at  least  one  (1)  extra  glass  shall  be  pro¬ 
vided  for  each  station  in  the  system. 

6.17  All  openings  in  walls,  floors  or  ceilings  where  con¬ 
duits  pass  through,  shall  be  properly  fire  stopped. 

6.18  Conduits  shall  contain  only  conductors  used  in 
connection  with  the  fire  alarm  system. 

6.19  When  special  care  is  taken  to  insure  the  wires 
against  injury,  four  (4)  wires  may  be  placed  in 
one-half  (l/2)  inch  rigid  iron  conduits.  Conduc¬ 
tors  shall  consist  of  not  less  than  No.  14  B.  &  S. 
gauge  copper  wire,  having  rubber  insulation  wall 
not  less  than  three-sixty-fourths  (3/64)  inch  thick. 

6.20  Where  necessary  to  assure  reliable  service,  con¬ 
nections  of  conductors  to  terminals  or  binding 
posts  shall  be  soldered.  The  use  of  a  blow  torch 
for  soldering  connections  to  terminals  shall  not  be 
permitted. 

6.21  Where  wires  pass  underground  from  one  building 
to  another,  they  shall  be  enclosed  in  conduits  and 
shall  be  lead  encased.  Wires  between  buildings, 
when  not  run  in  conduit,  shall  be  at  least  equiva¬ 
lent  in  conductivity  and  tensile  strength  to  No.  8 
B.  &  S.  gauge  copper  wire  for  box  and  signaling 
circuits  and  shall  be  supported  at  least  every 
seventy-five  (75)  feet  on  approved  glass  insulators 
and  brackets,  and  be  protected  by  approved  light¬ 
ning  arrestors  when  required  by  the  Commissioner. 
As  far  as  possible,  they  shall  be  run  under,  rather 
than  over,  electric  light  or  power  wires. 

Rule  7.  Sending  Stations 

7.1  There  shall  be  at  least  one  (1)  fire  alarm  sending 
station  in  each  story  of  any  building  requiring  a 
manual  fire  alarm  signal  system,  located  in  a 
natural  path  of  escape  from  fire  at  a  readily  ac¬ 
cessible  location  designated  by  the  Commissioner, 
which  always  shall  be  kept  unobstructed.  Addi¬ 
tional  sending  stations  shall  be  installed  so  that  no 
point  on  any  floor  in  a  non-fireproof  building  shall 
be  more  than  one  hundred  (100)  feet  distant  from 
the  nearest  sending  station  upon  such  floor.  In 
fireproof  or  sprinklered  buildings,  the  distance 
shall  not  be  more  than  one  hundred  and  fifty 
(150)  feet. 

Rule  8.  Sounding  Devices 

8.1  Sounding  devices  shall  be  sufficient  in  number  to 
be  clearly  audible  to  all  the  occupants  of  the 
building. 


Rule  9.  Sub-divided  Buildings 

9.1  Where  a  building  is  sub-divided  by  fire  walls,  each 
section  shall  be  deemed  a  separate  building  for 
the  purpose  of  fire  alarm  signal  system  installa¬ 
tions.  One  control  board  may  be  used,  if  so  ar¬ 
ranged,  as  to  operate  the  signaling  devices  in  each 
section  of  the  building  independently ;  or  may  be 
operated  as  one  unit  when  deemed  necessary  by 
the  Commissioner. 

Rule  10.  Mixed  Occupancy 

10.1  In  buildings  requiring  fire  alarm  signal  systems, 
of  which  parts  are  occupied  by  other  than  factory 
tenants  and  in  which  the  conditions  of  construc¬ 
tion  and  occupancy  warrant  the  establishment  of 
a  local  fire  brigade,  the  Commissioner  may  accept 
dual  operation  systems. 

Rule  11.  Existing  Installations 

11.1  Fire  alarm  signal  systems  heretofore  installed  in 
buildings  in  the  City  of  New  York  and  installed 
in  accordance  with  the  rules  then  in  force,  shall 
be  accepted  as  long  as  they  are  maintained  in 
proper  working  order. 

Rule  12.  Sources  of  Electrical  Energy 

12.1  Sources  of  electrical  energy  used  in  operating  fire 
alarm  signal  systems  shall  be  : 

1.  Generated  electric  power,  not  exceeding  a  po¬ 
tential  of  250  volts,  including: 

(a)  Central  Stations 

(b)  Isolated  Plants 

2.  Storage  battery  power 

12.1.1  Either  source  of  power  shall  be  used 
under  conditions  and  limitations  as 
set  forth  by  the  Commissioner. 

12.2  One  source  of  energy  shall  be  connected  to  the 
fire  alarm  system  at  all  times.  All  auxiliary 
sources  of  energy  when  required  shall  be  so  ar¬ 
ranged  and  controlled  by  an  automatic  switch  that 
when  the  primary  source  of  energy  fails,  the 
secondary  source  will  be  automatically  connected 
to  the  fire  alarm  signal  system.  Intermediate  de¬ 
vices  are  prohibited  between  the  fire  alarm  con¬ 
trol  board  and  the  source  of  current  supply,  ex¬ 
cept  where  specifically  approved  by  the  board  for 
the  purpose  intended. 

Central  Stations 

12.3  When  the  energy  for  a  fire  alarm  signal  system  is 
supplied  by  a  central  station  power  system  it  shall 
be  accepted  as  the  sole  source  of  supply;  connec¬ 
tions  shall  be  made  on  the  street  side  of  the  service 
switch  except  that  in  cases  where  the  master 
meter  is  within  thirty  (30)  feet  of  the  main  switch 
of  the  premises,  permission  may  be  given  by  the 
Commissioner  to  connect  to  the  house  side  of  the 
meter  when  a  certificate  of  recent  date  from  an 
authority  of  competent  jurisdiction  has  certified 
that  the  electrical  wiring  throughout  the  premises 
is  in  a  safe  condition.  When  a  house  side  con¬ 
nection  is  made,  the  fire  alarm  cutout  shall  be  the 
first  connection  and  as  near  as  possible  to  the 
meter.  Same  shall  be  enclosed  in  a  locked  or 
sealed  metal  cabinet,  painted  fire  department  red 
and  stenciled  “Interior  Fire  Alarm.’’  Fuses  shall 
be  of  the  enclosed  cartridge  type.  Screw  plug 
fuses  will  not  be  accepted.  The  cutout  shall  be  a 
three  pole  cartridge  fuse  cutout  with  neutral  fuse 
replaced  by  a  solid  copper  bar.  The  smallest  size 
fuse  used  on  a  fire  alarm  system  shall  be  fifteen 
(15)  amperes. 
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Isolated  Plants 

12.4  Energy  from  isolated  electric  light  and  power 
plants  shall  be  used  for  fire  alarm  signal  systems 
only  when  there  is  a  more  than  one  generating 
unit  and  the  plant  is  always  in  operation  when  the 
building  is  occupied.  When  only  one  generator 
unit  is  employed,  the  source  of  energy  shall  be 
supplemented  by  storage  battery  or  other  auxiliary 
service.  The  fire  alarm  service  connection  shall 
be  taken  from  the  main  bus  of  the  house  switch¬ 
board  and  installed  in  accordance  with  the  service 
requirements  under  central  stations.  When  a  house 
side  connection  is  made,  the  fire  alarm  cutout 
shall  be  the  first  connection  and  as  near  as  possible 
to  the  meter.  Same  shall  be  enclosed  in  a  locked 
or  sealed  metal  cabinet,  painted  fire  department 
red  and  stenciled  “Interior  Fire  Alarm.”  Fuses 
shall  be  of  the  enclosed  cartridge  type.  Screw 
plug  fuses  will  not  be  accepted.  The  cutout  shall 
be  a  three  pole  cartridge  fuse  cutout  with  neutral 
fuse  replaced  by  a  solid  copper  bar.  The  smallest 
size  fuse  used  on  a  fire  alarm  system  shall  be 
fifteen  (15)  amperes. 

Storage  Battery 

12.5  When  a  storage  battery  equipment  is  used  as  the 
sole  source  of  current  for  a  fire  alarm  signal  sys¬ 
tem,  the  storage  battery  shall  be  provided  in 
duplicate ;  or  an  approved  type  trickle  charger 
may  be  substituted  for  the  duplicate  storage  bat¬ 
tery  located  in  a  room  sufficiently  ventilated.  Such 
installations  shall  be  equipped  with  a  switchboard 
or  panel  of  approved  material  on  which  are 
mounted  volt  meters,  ammeters,  circuit  breakers, 
fuses,  resistances,  switches,  starting  devices  for 
motors,  field  rheostats  for  generator  and  other 
apparatus  required  for  charging  and  operating  the 
battery. 

12.6  Storage  batteries  shall  be  so  located  and  ventilated 
as  to  avoid  danger  of  sparking  contacts  igniting 
flammable  gases  or  vapors. 

In  no  case  shall  a  storage  battery  be  located  in 
the  same  room  with  a  gas  meter. 

Rule  13.  Acceptance  Test 

13.1  Upon  completion  of  a  fire  alarm  signal  system  and 
as  a  condition  of  acceptance,  a  test  of  the  entire 
installation  shall  be  made  under  the  direction  of 
the  Commissioner. 

13.2  All  systems  shall  show  an  insulation  resistance  of 
not  less  than  ten  (10)  megohms  with  signaling 
apparatus  disconnected. 

13.3  The  owner  or  contractors  shall  furnish  all  the 
necessary  tools,  instruments  and  labor  to  conduct 
this  test  when  required  by  the  Commissioner.  The 
contractor  shall  notify  the  Department  having 
jurisdiction  in  writing  at  the  start  and  upon  com¬ 
pletion  of  the  installation. 

Rule  14.  Daily  and  Monthly  Test 

14.1  Every  fire  alarm  system  shall  be  tested  each  morn¬ 
ing  immediately  after  the  hours  of  starting  work. 
No  such  system  shall  be  used  for  any  other  pur¬ 
pose,  except  that  the  daily  dismissal  signals  may 
be  given  if  authorized  by  the  Commissioner.  The 
use  of  the  system  for  fire  drill  purposes  may  be 
considered  a  test  of  those  parts  of  the  system  ac¬ 
tually  used. 

14.2  Each  sending  station  shall  be  tested  at  least  once 
a  month. 

14.3  All  apparatus  requiring  winding  shall  be  rewound 
after  each  operation  and  kept  in  normal  condition. 

14.4  A  complete  record  of  monthly  tests,  fire  drills 
and  other  operations  of  fire  alarm  systems  shall 

be  kept  subject  to  inspection  by  the  Commissioner, 


Rule  15.  Maintenance 

15.1  Interior  fire  alarm  systems  shall  be  maintained  in 
operating  condition  at  all  times,  unless  the  build¬ 
ings  are  vacated  for  a  period  longer  than  one 
week.  If  the  system  becomes  inoperative  at  any 
time,  it  shall  be  the  duty  of  the  owner  or  the  per¬ 
son  designated  by  him  to  be  in  charge  of  the 
system  to  notify  all  the  occupants  of  the  building 
and  to  take  immediate  steps  to  have  the  system 
restored  to  working  order.  He  shall  also  place 
cards  on  the  fire  alarm  boxes  indicating  that  the 
system  is  out  of  order. 

15.2  If,  for  any  reason,  it  becomes  necessary  to  discon¬ 
nect  the  source  of  current  of  any  system,  the  owner 
or  other  responsible  person  shall  notify  the  Com¬ 
missioner  in  advance  of  such  disconnection,  stating 
the  reason  therefor. 

15.3  In  systems  using  break  glass  ype  stations,  at 
least  one  (1)  extra  glass  for  each  station  in  the 
system  shall  be  kept  on  the  premises. 

Rule  16.  Alarm  Boxes 

16.1  In  fire  alarm  signal  systems  the  metal  case  en¬ 
closing  exposed  or  surface  alarm  bcxes  shall  be 
of  cast  iron  and  drilled  and  tapped  to  receive  the 
conduit.  When  exposed  to  moisture  the  box  shall 
be  enclosed  in  a  suitable  weather-proof  outer  shell. 
In  new  buildings,  approved  back  boxes  embedded 
in  the  wall  may  be  used  and  the  conduits  shall  be 
properly  secured  by  lock  nuts  and  bushings. 

16.2  All  current  carrying  parts  shall  be  insulated  from 
parts  of  opposite  polarity  with  approved  insulating 
material. 

16.3  All  coded  pull  lever  type  stations  shall  be  fitted 
with  a  door  to  protect  the  pull  lever  against  ac¬ 
cidental  injury.  Such  door  shall  have  a  handle 
rigidly  secured  thereon  and  be  so  constructed  as 
to  open  readily.  The  wording  “In  Case  of  Fire 
Open  Door  and  Pull  Down  Lever”  in  raised  let¬ 
ters  or  equivalent  instructions  shall  appear  on  the 
door. 

16.4  All  break-glass  type  fire  alarm  boxes  shall  be  pro¬ 
vided  with  suitable  hammers  on  chains  of  ap¬ 
proved  type  attached  to  or  near  the  boxes  with 
which  the  glass  can  readily  be  broken ;  or  other 
methods  may  be  used  to  break  the  glass  when  ap¬ 
proved  by  the  Commissioner. 

16.5  All  break-glass  boxes  shall  have  in  raised  letters 
on  the  fronts,  the  words  “Fire  Alarm — In  Case  of 
Fire  Break  Glass,”  and  such  additional  instruc¬ 
tions  as  may  be  necessary  to  send  an  alarm. 

16.6  The  box  or  station  shall  be  so  designed  that  once 
started,  the  proper  transmission  of  a  complete  set 
of  signals  cannot  be  interfered  with  by  manipula¬ 
tion  of  its  starting  device. 

16.7  Each  closed  circuit  coded  box  or  station  shall  be 
arranged  to  send  a  definite  code  of  signals  to.  in¬ 
dicate  the  floor  or  portion  of  same  on  which  it  is 
located. 

16.8  Not  less  than  three  (3)  or  more  than  twenty  (20) 
taps  or  blasts  shall  be  given  at  each  revolution 
of  the  code  wheel. 

16.9  The  code  wheel  shall  revolve  at  least  four  (4) 
times  for  each  operation  of  its  starting  device  and 
be  of  metal  properly  insulated  from  ground. 

16.10  Boxes  or  stations  used  in  systems  in  which 
whistles,  vibrating  bells  or  horns  are  employed 
shall  be  so  timed  that  the  sounding  devices  will 
give  the  code  signal  clearly. 

16.11  Contact  points  shall  be  in  multiple. 

16.12  Contact  points  and  contacts  of  the  testing  devices 
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shall  be  of  silver  or  other  approved  material  and 
be  of  the  scraping  type,  secured  in  a  substantial 
manner  to  phosphor  bronze  or  other  approved  ma¬ 
terial  springs,  and  be  so  designed  as  to  positively 
break  a  circuit  carrying  one-tenth  (1/10)  ampere 
at  two  hundred  and  fifty  (250)  volts  under  ac¬ 
tual  working  conditions. 

16.13  Lever  boxes  shall  be  so  designed  as  to  auto¬ 
matically  wind  when  the  lever  is  pulled  for  an 
alarm.  Boxes  requiring  glass  replacements  shall 
be  so  arranged  that  replacement  cannot  be  made 
without  resetting  mechanism  for  another  alarm. 

16.14  Where  it  becomes  necessary  to  install  more  than 
one  set  of  contacts  operating  from  code  wheel, 
permission  in  writing  in  advance  must  be  obtained 
from  the  Commissioner.  This  shall  not  include 
pre-signal  features. 

16.15  The  box  shall  have  plainly  marked  thereon  its 
code  signal  number. 

Rule  17.  Non-Coded  Boxes 

17.1  Non-coded  closed  circuit  fire  alarm  stations  may 
be  operated  by  a  break-glass  or  pull  lever  device  so 
arranged  that  the  alarm  cannot  be  interfered  with 
except  by  resetting  or  replacement  of  the  glass 
by  an  authorized  person. 

17.2  The  construction  and  materials  shall  be  equal  to 
that  of  the  standard  approved  type  coded  closed 
circuit  station  except  that  the  contacts  shall  be  of 
ample  capacity  to  safely  carry  the  entire  operating 
current  of  the  gong  circuit  without  excessive 
heating. 

Rule  18.  Station  Testing  Devices 

18.1  Each  fire  alarm  system  shall  be  provided  with  an 
auxiliary  device  to  test  the  signaling  devices,  lo¬ 
cated  in  one  of  the  alarm  boxes  or  mounted  on 
the  control  board  Such  testing  devices  shall  be 
arranged  to  make  the  test  without  operating  the 
break  wheel  of  the  box  or  interfering  with  the 
dual  operating  feature. 

18.2  Provision  shall  be  made  for  a  silent  test  of  coded 
alarm  box  mechanisms  without  operating  the  sig¬ 
naling  devices.  Such  device  shall  be  designed  to 
prevent  any  persons  except  those  in  authority 
from  operating  the  same  and  to  prevent  the  pos¬ 
sibility  of  the  box  being  left  inoperative  after  the 
test. 

Rule  19.  Supervising  Current 

19.1  A  small  current  flow  to  constantly  supervise  each 
circuit  shall  be  maintained.  A  milliammeter,  or 
other  approved  current  indicator  shall  be  provided 
and  so  connected  as  to  indicate  the  supervising 
current. 

19.2  The  supervising  circuit  shall  be  provided  with  a 
trouble  bell  operating  on  open  circuit  arranged  to 
ring  continuously  in  case  of  failure  of  the  system. 
The  trouble  bell  shall  be  so  located  that  it  wall  be 
within  audible  range  of  some  responsible  person 
in  the  building  and  shall  be  connected  to  the  elec¬ 
tric  light  or  power  service  in  the  building.  Per¬ 
mission  may  be  granted  by  the  Commissioner  to 
connect  the  trouble  bell  to  a  battery  of  approved 
type. 

19.3  Trouble  bells  shall  not  be  fitted  with  silencing 
switches  except  in  such  a  manner  that  the  act  of 
silencing  the  bell  by  the  operation  of  the  switch, 
automatically  and  positively  transfers  the  trouble 
signal  to  a  red  lamp  on  the  control  board  fed  by 
some  auxiliary  source  of  current  supply.  This 
auxiliary  source  of  current  shall  be  a  house  light¬ 
ing  circuit  or  any  other  approved  source. 


19.4  The  trouble  bell  shall  be  of  an  approved  design  of 
the  vibrating  type  and  give  a  distinctive  signal. 

Rule  20.  Protection  of  Sending  and  Sounding 
Devices 

20.1  In  fire  alarm  signal  systems,  all  moving  parts  of 
sending  stations  and  sounding  devices  shall  be 
enclosed  in  metal  casings,  made  dust-proof  and 
damp-proof  when  necessary,  and  clearly  marked 
with  instructions  for  use. 

20.2  Whenever  necessary,  hammer  rods  of  gongs  shall 
be  suitably  protected  against  mechanical  injury 
or  derangement  by  the  use  of  a  guard  or  other 
suitable  means.  If  subject  to  mechanical  injury, 
the  entire  device  shall  also  be  enclosed  in  a  pro¬ 
tecting  case  made  of  approved  wire  netting  or 
perforated  metal.  All  casings  shall  be  insulated 
from  current  carrying  parts,  but  shall  be  grounded 
to  the  conduit. 

Rule  21.  Standards  of  Electric  Alarm  Apparatus 

21.1  All  electrically  actuated  apparatus  used  in  fire 
alarm  systems  shall  be  so  designed  and  constructed 
that  it  will  operate  satisfactorily  at  a  current  flow 
of  twenty-five  (25)  per  cent  above  or  below  the 
normal  operating  current. 

Insulation 

21.2  Insulating  materials  used  in  electric  fire  alarm 
signal  systems  shall  be  varnished  cambric,  bake- 
lite,  mica  or  other  approved  insulating  material. 

21.2.1  The  use  of  fibre  or  paper  as  an  insulating 
material  for  fire  alarm  signal  systems  shall 
not  be  permitted. 

21.3  The  insulating  material  used  on  electric  fire  alarm 
signal  systems  shall  be  capable  of  withstanding  an 
insulation  break-down  test  of  one  thousand  (1000) 
volts  A.  C.  plus  twice  operating  voltage  applied 
for  one  (1)  minute. 

Electro-Magnets 

21.4  Electro-magnet  windings  shall  be  impregnated 
with  an  insulating  moisture  repelling  compound 
or  shall  be  of  silk  enameled  wire. 

21.5  Electro-magnet  coils  to  be  used  on  alternating 
current  when  composed  of  enameled  wire  shall 
have  an  additional  approved  insulation  on  each 
wire.  The  coils  may  be  of  the  form  wound  type. 

21.6  A  protective  cover  to  prevent  mechanical  injury 
shall  be  provided  over  the  entire  coil. 

21.7  Electro-magnet  coils  shall  be  securely  fastened  to 
prevent  floating. 

21.8  Electro-magnet  cores  shall  be  of  the  best  grade 
of  ferrous  material  so  as  to  reduce  to  a  minimum 
the  possibility  of  failure  due  to  residual  mag¬ 
netism. 

21.9  Electro-magnet  cores  for  use  on  alternating  cur¬ 
rent  shall  be  of  laminated  construction  or  other 
approved  method  to  prevent  heating  and  promote 
efficiency. 

21.10  Electro-magnet  cores  of  relays  and  gongs  shall 
be  treated  to  prevent  corrosion. 

21.10.1  Paint  or  varnish  for  this  purpose  shall 
not  be  used. 

21.11  Non-magnetic  freeze  pins  shall  be  used  which  will 
prevent  two  magnet  surfaces  coming  in  actual 
contact. 

Gongs 

21.12  Gong  shells  shall  be  pinned  to  prevent  turning  and 
then  securely  fastened  to  its  support  by  a  machine 
cap  screw  at  least  three-eighths  04)  inch  i® 
diameter. 
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21.13  Gong  shells  shall  be  covered  with  an  approved 
rust  preventive. 

21.14  The  gong  shell  support  and  gong  frames  shall  be 
cast  in  one  piece. 

Wiring 

^1.15  All  connections  shall  be  properly  protected,  se¬ 
curely  made  and  where  subject  to  motion  shall  be 
of  approved  flexible  wire. 

21.16  All  wiring  of  control  board,  station  and  gong  cir¬ 
cuits  shall  be  at  least  No.  14  B.  &  S.  gauge. 

21.17  Binding  posts  shall  be  of  such  a  character  that 
the  wire  is  held  between  two  flat  surfaces. 

21.18  Binding  posts  shall  be  mounted  on  an  approved 
terminal  block  or  insulating  strip  spaced  not  nearer 
than  one-half  (}4)  inch  to  each  other,  unless  sepa¬ 
rated  by  approved  barriers. 

Relays 

21.19  The  armatures  of  all  relays  shall  depend  on  grav¬ 
ity  or  magnetic  attraction  for  their  operation. 

21.19.1  This  action  may  be  assisted  by  flat  type 
springs  when  approved  by  the  Commis¬ 
sioner. 

21.19.2  The  use  of  spiral  springs  is  prohibited. 

21.20  Adjustments  shall  be  of  such  a  character  that 
they  can  be  securely  locked. 

21.21  Contact  points  shall  be  ample  in  area  not  only  to 
take  care  of  current  used  in  operation  but  to 
insure  long  life  and  shall  be  of  pure  silver,  or 
other  approved  material,  properly  riveted  to  their 
support. 

21.22  Contact  arms  shall  be  of  phosphor  bronze  and  be 
of  the  dead  beat  type. 

21.23  Contact  assemblies  shall  be  of  such  a  character 
that  their  operation  will  be  of  a  scraping  self¬ 
cleansing  nature. 

21.24  The  use  of  condensers  across  contacts  to  absorb 
the  arc  or  in  any  part  of  a  fire  alarm  circuit  is 
prohibited. 

21.25  Relays  shall  be  free  from  objectionable  hum  when 
used  on  alternating  current. 


Rule  22.  Time  Limit  Delay  Device 

22.1  All  gong  circuits  shall  and  special  signal  apparatus 
may  when  required  by  the  Commissioner,  be  pro¬ 
tected  by  a  Time  Limit  Delay  Device. 

Note:  This  time  limit  delay  device  shall  consist 
of  a  heating  coil  so  designed  that  the  nor¬ 
mal  operating  current  will  have  little  or 
no  effect  upon  a  thermostatic  bi-metal  bar 
or  strip  contained  therein.  Any  abnormal 
increase  over  operating  current  or  the  con¬ 
tinued  accumulative  heating  effect  thereof 
after  a  period  of  not  less  than  three  (3) 
minutes  nor  more  than  twenty  (20)  min¬ 
utes  shall  cause  the  thermostatic  element 
to  expand.  The  expansion  of  this  element 
shall  automatically  open  the  source  of  cur¬ 
rent  supply  to  .the  gongs  or  devices  pro¬ 
tected. 

22.2  The  operation  of  the  time  limit  delay  device  shall 
cause  the  trouble  bell  to  ring. 

22.3  Time  limit  delay  devices  shall  be  so  connected 
in  the  fire  alarm  circuit  that  their  operation  will 
not  open  the  fire  alarm  box  circuits. 

22.4  Where  due  to  the  extent  of  the  installation,  it  be¬ 
comes  necessary  to  install  a  number  of  time  limit 
delay  devices,  the  operation  of  a  single  time  limit 


delay  device  shall  not  affect  other  sounding  devices 
similarly  protected. 

22.5  A  contactor  relay  to  operate  the  sounding  devices 
shall  be  provided  on  all  direct  current  gong  cir¬ 
cuits  exceeding  three  (3)  and  all  alternating  cur¬ 
rent  gong  circuits  exceeding  two  (2)  in  number. 

22.6  Gong  circuits  not  requiring  contactor  relays  shall 
be  operated  by  contacts  properly  placed  on  the 
armature  of  the  box  circuit  relay. 

22.7  A  separate  time  limit  delay  device,  contactor 
relay,  contactor  supervisory  relay  and  gong  super¬ 
visory  relay  shall  be  provided  for  each  four  (4) 
gong  circuit  or  fraction  thereof. 

Switches 

22.8  Triple  pole,  double  throw,  broken  back  knife 
switches  properly  supervised  and  connected  to 
emergency  resistors  shall  be  provided  on  all  box 
and  gong  circuits  when  they  exceed  three  (3)  in 
number. 

Instruments 

22.9  A  separate  approved  milliammeter  or  other  ap¬ 
proved  current  indicating  device  shall  be  provided 
for  the  box  circuit  and  each  four  (4)  gong  circuit 
on  the  control  board  when  the  gong  circuits  exceed 
three  (3)  in  number.  A  separate  milliammeter 
shall  be  provided  to  indicate  the  supervisory  cur¬ 
rent  of  contactor  relays  and  emergency  switch 
circuits.  This  meter  shall  be  known  as  the  Board 
Meter. 

Resistors 

22.10  Resistors  shall  be  mounted  on  the  front  or  face 
of  control  panels  and  shall  be  of  vitreous  enam¬ 
eled  type. 

Note:  Wire  wound  resistors  when  protected  by 
a  suitable  metal  guard  may  be  used  in  spe¬ 
cial  cases  when  approved  by  the  Commis¬ 
sioner. 

22.11  Ferrule  or  knife  contact  type  resistors  shall  not 
be  used. 

22.12  A  protective  resistor  shall  be  placed  in  the  nega¬ 
tive  or  live  lead  of  all  box  circuits  to  protec*'  the 
contacts  of  the  boxes  in  the  event  of  a  ground. 

22.12.1  This  resistor  shall  be  not  less  than  three- 

hundred  (300)  nor  more  than  seven  hun¬ 
dred  and  fifty  (750)  ohms  resistance. 

Rule  23.  Control  Boards 

23.1  All  relays,  current  indicators,  resistances,  time 
limit  delay  devices  and  other  apparatus  used  in 
connection  with  the  operation  and  supervision  of 
closed  circuit  fire  alarm  signal  systems  shall  be 
properly  mounted  on  a  panel  of  approved  material, 
in  a  metal  cabinet  provided  with  lock  and  key. 
The  control  board  shall  be  located  in  a  place  sub¬ 
ject  to  the  least  vibration,  free  from  moisture, 
inflammable  gases,  dust  and  mechanical  injury  and 
under  frequent  view  of  a  responsible  occupant  of 
the  building  delegated  by  the  owner  to  be  in 
charge. 

23.2  Control  board  panels  shall  be  of  insulating  mate¬ 
rial  such  as  ebony  asbestos,  bakelite  or  other  ap¬ 
proved  materials  at  least  one-half  (*/$)  inch  in 
thickness. 

23.3  Control  boards  mounted  in  each  cabinet  shall  be 
securely  fastened  in  each  corner. 

23.4  Provision  shall  be  made  for  ample  wire  gutter 
space  around  the  panel. 
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23.5  Conduit  knockouts  shall  not  be  provided  in  top 
of  control  board  cabinet. 

23.6  An  approved  wiring  diagram  of  the  alarm  system 
and  card  of  instruction  properly  marked  and  se¬ 
curely  fastened  shall  be  provided  within  the  con¬ 
trol  board  cabinet.  When  it  becomes  necessary 
to  mount  the  diagram  outside  of  the  cabinet,  the 
diagram  shall  be  properly  framed  under  glass. 

23.7  All  control  board  cabinets  shall  be  provided  with 
sight  hole  and  glass  panel  to  make  meters  on 
the  inside  of  the  cabinets  visible  from  the  outside. 

23.8  Wires  in  gutter  spaces  shall  be  properly  laced  in 
a  neat  and  workmanlike  manner  on  all  control 
boards  having  a  capacity  for  more  than  three  (3) 
gong  circuits. 

Rule  24.  Battery  Cabinets 

24.1  All  electric  batteries  for  fire  alarm  signal  systems 
shall  be  placed  in  substantial  protecting  cabinets 
thoroughly  ventilated,  elevated  not  less  than  one 
(1)  nor  more  than  five  (5)  feet  above  the  floor 
and  located  in  clean,  dry  and  cool  places  where 
the  temperature  will  not  be  less  than  forty  (40) 
nor  more  than  one  hundred  and  ten  (110)  degrees 
Fahrenheit.  Main  battery  cabinets  shall  be  so 
constructed  that  the  condition  of  the  elements  may 
be  observed  without  disturbing  the  cells. 

24.2  Metal  battery  cabinets  shall  be  constructed  of  sheet 
iron  or  steel,  not  less  than  No.  14  U.  S.  gauge  in 
thickness,  properly  reinforced  by  angle  irons,  with 
self-closing  doors  provided  with  lock  and  key  and 
wood  shelves  not  less  than  seven-eighths  (24)  of 
an  inch  thick,  unless  the  battery  is  of  the  spray- 
proof  type,  properly  fastened  and  secured  to  pre¬ 
vent  sagging.  The  interior  and  the  exterior  of 
the  cabinet  shall  be  protected  with  three  (3)  coats 
of  asphaltum  compound,  each  coat  to  be  thor¬ 
oughly  dry  before  the  next  is  applied,  or  with 
baked  enamel. 

24.3  Wood  battery  cabinets  shall  be  constructed  of 
the  first  grade  of  kiln  dried  wood  not  less  than 
seven-eighths  (%)  of  an  inch  thick  and  shall  be 
provided  with  self-closing  door  and  approved  lock. 
The  shelves  shall  be  not  less  than  seven-eighths 
(24)  of  an  inch  thick  properly  fastened  and  se¬ 
cured  to  prevent  sagging.  The  cabinet  shall  be 
of  substantial  construction  painted  on  the  interior 
with  three  (3)  coats  of  asphaltum  compound  and 
on  the  exterior  with  three  (3)  coats  of  lead  paint 
or  two  (2)  coats  of  varnish. 

24.4  Storage  batteries  may  be  placed  on  enamaled  metal 
battery  racks,  provided  the  batteries  are  installed 
in  a  place  where  they  will  not  be  subject  to  me¬ 
chanical  injury,  and  will  be  ventilated  as  required 
in  Rule  12.6. 

Rule  25.  Painting  of  Equipment 

25.1  All  enclosing  cases  for  fire  alarm  apparatus  shall 
be  finished  in  fire  department  red,  except  where 
special  permission  is  given  by  the  Commissioner 
to  deviate  from  this  requirement. 

Rule  26.  Closed  Circuit  Annunciators 

26.1  Annunciators  used  in  connection  with  Class  3  fire 
alarm  systems  shall  be  of  an  approved  closed  cir¬ 
cuit  type. 

26.2  The  annunciator  shall  have  approved  type  of  re¬ 
lays  equipped  with  a  suitable  target,  shutter  or 
other  indicating  device. 

26.2.1  The  indicating  device  shall  have  marked 
thereon  a  suitable  description  of  the  pur¬ 
pose  it  serves. 


26.3  The  printed  designation  on  unit  or  building  annun¬ 
ciator’s  indicators  shall  be  legible.  The  mecha¬ 
nism  shall  be  so  arranged  that  once  operated  the 
indicating  device  shall  be  reset  manually. 

26.4  A  unit  annunciator  shall  be  so  designed  that  the 
operation  of  any  station  in  the  unit  shall  cause  a 
visible  and  audible  signal. 

26.5  The  unit  annunciator  shall  be  actuated  by  contact 
on  code  wheel  of  the  fire  alarm  station  or  by  con¬ 
tact  on  a  relay  connected  to  the  fire  alarm  box 
circuit.  In  no  case  shall  the  station  fire  alarm 
circuit  be  used  for  this  purpose. 

26.6  Trouble  annunciators  shall  be  so  arranged  that 
the  indicating  device  will  reset  automatically  when 
cause  of  trouble  has  been  removed. 

26.7  The  trouble  annunciator  shall  be  so  designed  that 
it  will  indicate  visible  and  audible  trouble  signals 
in  the  event  of  trouble  occurring  on  any  circuit, 
control  board  or  unit  annunciators. 

26.8  The  trouble  annunciator  shall  be  actuated  by  the 
operation  of  contacts  on  all  supervisory  relays. 

26.8.1  Each  relay  of  this  annunciator  shall  be 

provided  with  two  (2)  sets  of  contacts  so 
arranged  that  one  will  operate  the  one 
hundred  and  ten  (110)  volt  trouble  signal, 
the  other  set  to  actuate  the  register  if  a 
register  is  used. 

26.9  A  trouble  buzzer  switch  and  lamp  shall  be  mounted 
on  the  inside  of  each  unit  annunciator  cabinet  on 
the  panel. 

26.10  A  trouble  bell,  switch  and  lamp  shall  be  mounted 
on  the  inside  of  each  trouble  annunciator  cabinet 
on  the  panel.  Trouble  bell  may  be  placed  at  a 
distance  from  the  annunciator  by  special  permis¬ 
sion  of  the  Commissioner. 

26.11  Relay  drops  of  annunciator  shall  be  so  designed 
that  vibration  from  without  or  that  caused  by  the 
trouble  signal  within  will  not  operate  the  indicat¬ 
ing  devices. 

26.12  All  annunciators  shall  be  installed  in  a  separate 
red  enameled  steel  cabinet  provided  with  an  ap¬ 
proved  lock  and  key. 

26.13  Annunciators  shall  be  properly  marked  in  white 
letters  at  least  one  (1)  inch  high  with  the  words: 
“Fire  Alarm  Annunciator”  Zone  —  or  “Fire  Alarm 
Trouble  Annunciator,”  whichever  the  case  may  be. 

Rule  27.  Licensed  Contractors 

27.1  No  person  shall  install,  alter  or  repair  or  cause 
to  be  installed,  altered,  or  repaired  electrical  wir¬ 
ing  or  apparatus  for  fire  alarm  systems  in  any 
building,  except  a  person  holding  a  license,  or  a 
special  license  in  accordance  with  Chapter  9  of 
the  Code  of  Ordinances  of  the  City  of  New  York. 
The  enforcing  authority  shall  not  approve  any 
installation,  alteration  or  repair  done  in  violation 
of  this  rule. 

Rule  28.  Used  or  Rebuilt  Apparatus 

28.1  Used  apparatus  shall  not  be  re-used  for  any  in¬ 
terior  fire  alarm  system  under  these  Rules  and 
Regulations  until  the  same  has  been  reconditioned 
in  the  shop  of  a  reliable  manufacturer  building 
interior  fire  alarm  apparatus  which  has  been  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals. 
Approval  in  writing  shall  be  obtained  from  the  en¬ 
forcing  authority  prior  to  installation.  The  en¬ 
forcing  authority  shall  not  approve  for  use,  used 
or  reconditioned  apparatus  that  may  not  give  sat¬ 
isfactory  service. 
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HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 


Any  person  desiring  to  consult  the  chairman  or  the  en- 
Office  Hours  for  Public— 9  a.  m.  to  4  p.  m.  Saturdays  gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 


9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman. 


only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 
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Approved  Gas  Heaters. 

Notice  of  Public  Hearing  on  Proposed  Rules  Relative  to 
Uses  of  Insulating  Fibre  Board. 

Factory  Exit  Rules. 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

Net*.'  Cases  Filed  up  to  February  14,  1939 
Cal.  No.  Department  Premises  Affected 

164-39-A . H.B.Bx . 2738  Webb  avenue,  east  side,  50 

ft.  8  in.  south  of  West  195th 
street  (Block  3248,  Lot  114), 
Borough  of  The  Bronx, 

N.B.  140-21  and  Alt.  645-26. 


165-39-SA . Cadwell  Syphon  Breaker,  No. 

125,  Appliance. 


166-39- A . H.B.B . 260  Westminster  road,  west  side, 

150  ft.  north  of  Slocum  place 
(Block  5142,  Lot  26),  Bor¬ 
ough  of  Brooklyn,  Alt.  7-39. 


167-39-BZ. . .  .  H.B.Bx . 2062  Morris  avenue,  east  side, 

94  ft.  north  of  Burnside  ave¬ 
nue  (Block  3163,  Lot  1^4), 
Borough  of  The  Bronx, 

Applic.  777-38. 


177-39-BZ-WF  H.B.Q _ 108-50  to  108-80  Roosevelt  ave¬ 

nue  and  40-02  to  40-10  111th 
street,  southwest  corner 
(Block  1996,  Lots  31  and  34), 
Corona,  Borough  of  Queens, 
B.N.  4-39. 


178-39-BZ . H.B.Q . East  side  of  Douglaston  park¬ 

way,  951.27  ft.  south  of  61st 
avenue  (Block  8291,  Lot  1), 
Douglaston,  Borough  of 
Queens,  F.P.  22-39. 


179-39-SM . Anti-Hydro  Integral  Water¬ 

proofing  Compound,  manufac¬ 
tured  by  Anti-Hydro  Water¬ 
proofing  Company,  Material. 

Restored  to  Calendar 


1265-25-BZ . H.B.B . 928-938  East  New  York  avenue, 

southwest  corner  of  Utica 
avenue  (Block  No.  4588,  part 
of  Lot  No.  86),  Borough  of 
Brooklyn,  Applic.  18106-38. 


168-39- A . F.D . 7  East  32nd  street,  north  side, 

150  ft.  east,  of  Fifth  avenue 
(Block  862,  Lot  9),  Borough 
of  Manhattan, 

2570-L.F.  and  Decision. 


169-39- A . F.D . 456  Broome  street,  north  side, 

25  ft.  west  of  Mercer  street  * 
(Block  485,  Lot  35),  Borough 
of  Manhattan,  4119-L.F. 


170- 39-SR . Re:  Uses  of  Insulating  Fibre 

Board,  Rules. 

171- 39-A . H.B.M . 290-298  Dyckman  street  and  19- 

21  Henshaw  street,  southwest 
corner  (Block  2246,  Lot  28), 
Borough  of  Manhattan, 


172-39-A . F.D . 18-22  Broadway,  south  side,  51 


ft.  9  in.  east  of  Kent  avenue 
(Block  2129,  Lot  10),  Bor¬ 
ough  of  Brooklyn, 

142-L.F.,  77997-L.C.  and 
Decision. 


1 73-39-S . H.B.M . 307-309  Seventh  avenue,  south¬ 

east  corner  of  West  28th 
street  (Block  803,  Lots  4,  70, 
67-72),  Borough  of  Manhat¬ 
tan,  Viol.  90-39. 


174-39-SM . Jay  R.  Smith  Water  Closet  Felt 

Gasket  for  Floor  Flanges, 
manufactured  by  Jay  R. 
Smith,  Material. 


175-39-SM . Jay  R.  Smith  Asbestos  Floor 


Flange  Gasket,  manufactured 
by  Jay  R.  Smith,  Material. 


176-39-BZ . H.B.Bx . North  side  of  McGraw  avenue, 

480  ft.  east  of  Metropolitan 
avenue  (Block  3938,  part  of 
Lot  1),  Borough  of  The 
Bronx,  N.B.  439-38. 


DESIGNATIONS:  H.B.— Department  of  Housing  and  Build¬ 
ings;  H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn; 
H.B.M. — Department  of  Housing  and  Buildings,  Manhattan; 
H.B.Q. — Department  of  Housing  and  Buildings,  Queens; 
H.Ii.K. — Department  of  Housing  and  Buildings,  Richmond; 
H.B.Bx. — Department  of  Housing  and  Buildings,  Bronx;  H.D.— 
Health  Department  and  F.D.— Fire  Department. 


CERTIORARI  ORDER  SERVED  ON  BOARD  OF 
STANDARDS  AND  APPEALS 

On  February  16,  1939,  Joseph  Ferber,  attorney,  served  on  board 
petition  and  order  of  certiorari,  on  behalf  of  Philip  Edwards,  in  re 
decision  of  board  of  Jan.  10,  1939,  re  cubicles,  revoking  Certificate 
of  Occupancy  No.  21340-1936,  Cal.  No.  964-38-A,  Premises  6 
Chatham  Square,  Borough  of  Manhattan. 


RULES 


Last  Publication  in  Bulletin 


Carbon  Dioxide  Liquefier  Rules. ...  Jan. 
Certificate  of  Occupancy,  approved 

form  . Aug. 

Concrete  Flat  Slabs,  Rules... . July 

Concrete  Rules  (Hydrated  Lime)  . .  .Aug. 

Elevator  Rules  . . . . . Mar. 

Exit  Rules  (Revolving  Doors) . Tune 

Factory  Exit  Rules . . . Feb. 

Fire  Alarm  Rules  (Interior) . Feb. 

Fire  Drill  Rules . Nov. 

Fire  Retarding  Rules  for  Garages, 

etc . . . Feb. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . ...Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Nov. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Oil  Burner  Rules . Jan. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . •.••••. . Sept. 

Platform  Trucks,  Specifications  for. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply) . Feb. 

Procedure,  Rules  of .  Sept. 

Refrigerating  Systems,  Extract  A.C.Jan. 
Smoking  in  Factories,  Rules  for.... Feb. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . Tune 

Structural  Alterations,  Reporting.  .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) .  .Apr. 


24,  1939— Vol.  24,  No.  4 

23,  1938— Vol.  23,  No.  34 

13,  1937— Vol.  22,  No.  28 

3>  1937— Vol.  22,  No.  31 

3,  1936— Vol.  21,  No.  9 

IS.  1037— Vol.  22,  No.  24 

21,  1939— Vol.  24,  No.  8 

14,  1939 — Vol.  24,  No.  7 

22,  1938— Vol.  23,  No.  47 

7,  1939— Vol.  24,  No.  6 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

1,  1938— Vol.  23,  No.  44 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
3,  1939— Vol.  24,  No.  1 

13,  1938— Vol.  23,  No.  37 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 

7,  1939— Vol.  24,  No.  6 

7,  1937— Vol.  22,  No.  36 
31,  1939— Vol.  24,  No.  5 
21,  1939— Vol.  24.  No.  8 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

10,  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  .. 

. Mar. 

5,  1935— Vol. 

20,  No. 

10 

Fireline  Hose  Valves. 

. Feb. 

7,  1939— Vol. 

24,  No. 

6 

Fuel  Oil  Burners  for 

Domestic  and 

Commercial  Use 

3,  1939— Vol. 

24,  No. 

1 
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Fuel  Oil  Fill  Pipe  Terminals . Feb.  21,  1939 — Vol.  24,  No.  8 

Fuel  Oil  Burners  for  Industrial  Use. Aug.  30,  1938 — Vol.  23,  No.  33 

Fuel  Oil  Pumps . Jan.  3,  1939 — Vol.  24,  No.  1 

Gas  Heaters . Feb.  21,  1939 — Vol.  24,  No.  8 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  .  Sept.  13,  1938 — Vol.  23,  No.  37 

Range  Oil  Burners  and  Space 

Heaters  .  Jan.  3,  1939 — Vol.  24,  No.  1 


five  (5)  motor  vehicles;  premises  49-01 
48th  avenue,  northeast  corner  of  49th 
street  (Block  No.  2287,  Lot  Nos.  1 
to  8,  inclusive),  Long  Island  City, 
Borough  of  Queens. 


FEBRUARY  21,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
21,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  840-38-BZ — Application,  October  3,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Francis  L.  Shea,  applicant,  on 
behalf  of  The  Trustees  of  the  Sailors 
Snug  Harbor,  owner  (Gertrude  I. 
Bergoff,  lessee),  to  permit  partly  in  a 
business  use  district  and  partly  in  an 
unrestricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  52-58  East  8th  street  and  305 
Mercer  street,  southwest  corner  (Block 
No.  548,  Lot  Nos.  32  to  35,  inclusive), 
Borough  of  Manhattan. 

cal.  no.  901-38-BZ — Application,  October  18,  1938,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  Eunice  B.  Gray,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
;  use  district  the  alteration  and  conver¬ 

sion  of  an  existing  private  garage  to 
a  public  garage  for  more  than  five  (5) 
motor  vehicles;  premises  154  West 
56th  street,  south  side,  175  ft.  east  of 
7th  avenue  (Block  No.  1008,  Lot  No. 
57),  Borough  of  Manhattan. 

cal.  no.  1173-38-BZ — Application,  December  16,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Gray  and  Tomlin,  applicants, 
on  behalf  of  St.  John’s  Cemetery, 
owner,  to  permit  in  a  residence  use 
district  the  extension  of  an  existing 
business  building;  premises  Northeast 
corner  of  Metropolitan  avenue  and 
80th  street  (Dry  Harbor  road)  ; 
(Block  No.  3071,  Lot  No.  1),  Middle 
Village,  Borough  of  Queens. 

cal.  no.  22-39-BZ — Application,  January  10,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Robert  Helmer,  applicant, 
on  behalf  of  C.  T.  Silver,  Inc.,  owner, 
to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a 
gasoline  service  station  ;  premises  3087- 
3103  Nostrand  avenue  and  1720-1734 
Gerritsen  avenue,  southeast  corner 
(Block  No.  6813,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  1148-38-BZ — Application,  December  10,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  F.  Meehan,  applicant, 
on  behalf  of  James  P.  Kelly,  owner, 
to  permit  in  a  residence  use  district 
the  parking  and  storage  of  more  than 


cal.  no.  566-38-BZ — Application,  June  30,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Henry  Nordheim,  applicant,  on  be¬ 
half  of  Pauline  Schechter,  owner,  to 
permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use 
district  the  conversion  of  occupancy 
of  an  existing  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles; 
premises  862  East  162d  street,  south 
side,  125  ft.  east  of  Prospect  avenue 
(Block  No.  2690,  Lot  No.  28),  Bor¬ 
ough  of  The  Bronx. 

cal.  no.  908-38-BZ — -Application,  October  18,  1938,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  Edwin  H.  Snackenberg,  appli¬ 
cant,  on  behalf  of  Benjamin  Siegel, 
owner,  to  permit  in  a  business  use 
district,  the  extension  of  a  gasoline 
service  station,  previously  denied  by 
the  board  and  granted  under  decision 
of  the  Court;  premises  110-44  to  110- 
56  Springfield  boulevard  and  216-39 
to  216-49  111th  avenue,  northwest  cor¬ 
ner  (Block  No.  2038,  Lot  Nos.  31  and 
33),  Queens  Village,  Borough  of 
Queens. 

cal.  no.  1178-38-BZ— -Application,  December  15,  1938,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  David  Kaufman,  applicant, 
on  behalf  of  Seymarn  Realty  Corpora¬ 
tion,  owner,  to  permit  in  a  business 
use  district  the  erection  and  mainten¬ 
ance  of  a  gasoline  service  station ; 
premises  3548-3552  Jerome  avenue,  east 
side,  50  ft.  south  of  East  212th  street 
(Block  No.  3328,  Lot  Nos.  28  and 
29),  Borough  of  The  Bronx. 

cal.  no.  770-38-BZ — Application  August  29,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  Samuels  and  Samuels,  appli¬ 
cants,  on  behalf  of  Minnie  Zagarino, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  extension  and  reconstruction 
of  a  gasoline  service  station  (prev¬ 
iously  granted  by  the  board)  premises 
109-61  to  109-73  Van  Wyck  boulevard 
and  109-118  to  109-130  Lincoln  avenue, 
northeast  corner  (Block  No.  10066,  Lot 
No.  1),  Jamaica,  Borough  of  Queens. 

cal.  no.  1050-38-BZ — Application,  November  18,  1938,  un¬ 
der  section  21  of  the  building  zone  res¬ 
olution,  of  Sidney  H.  Kitzler,  appli¬ 
cant,  on  behalf  of  John  Meurer,  owner, 
to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station,  office,  auto  laundry, 
lubritorium  and  brake  and  battery 
service;  premises  6411-6423  13th  ave¬ 
nue  and  1301-1305  65th  street,  north¬ 
east  corner  (Block  No.  5747,  Lot  Nos. 
1  and  5).  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 
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FEBRUARY  21,  1939,  2  P.  M. 

Appeals  from  Administrative  Orders 

1194-38- A — 40  Riverside  drive,  northeast  corner  of  West 
76th  street  (Block  No.  1185,  Lot  No.  49), 
Borough  of  Manhattan. 

1155-38- A — 1049-1065  Rockaway  avenue,  east  side,  32  ft.  7 
in.  south  of  Linden  boulevard  (Block  No. 
3644 A,  Lot  No.  4),  Borough  of  Brooklyn. 

45-39-A — 75-11  to  75-19  Roosevelt  avenue  and  37-60  76th 
street,  west  side,  between  Roosevelt  ave¬ 
nue  and  37th  road  (Block  No.  1286,  Lot 
No.  66),  Jackson  Heights,  Queens. 

16-39- A— 1901-1911  West  12th  street  and  50-60  Avenue  S, 
southeast  corner  (Block  No.  7077,  Lot  No. 
1),  Borough  of  Brooklyn. 


five  (5)  motor  vehicles  to  a  motor 
vehicle  repair  shop,  lubritorium,  auto 
laundry  and  gasoline  service  station; 
premises  1060-1064  Bedford  avenue  and 
224-228  Clifton  place,  southwest  corner 
(Block  No.  1954,  Lot  Nos.  22  and  24), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  28,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
28,  1939,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 


11 7-39- A— 329  Greenwich  street  and  60-68  Beach  street, 
southwest  corner  (Block  No.  186,  Lot 
No.  30),  Borough  of  Manhattan. 

61 -39- A — 133  Bowery,  east  side,  50  ft.  1  in.  north  of 
Grand  street  (Block  No.  423,  Lot  No.  3), 
Borough  of  Manhattan. 

101-39-A — 316  West  104th  street,  south  side,  140  ft.  east 
of  Riverside  drive  (Block  No.  1890,  Lot 
No.  69),  Borough  of  Manhattan. 


102-39-A — 318  West  104th  street,  south  side,  140  ft.  east 
of  Riverside  drive  (Block  No.  1890,  Lot 
No.  70),  Borough  of  Manhattan. 


151  -39- A — 49-16,  49-36  and  50-04  Douglaston  parkway, 
west  side,  block  front  between  Hanford 
street  (Forest  drive)  and  Maryland  road 
and  49-49  Hanford  street  (Forest  drive)  ; 
(Block  No.  8171,  Lot  No.  19),  Douglas¬ 
ton,  Borough  of  Queens. 


152-39-A — 49-20,  49-24  and  49-30  Hanford  street  (Forest 
drive),  south  side,  373.11  ft.  west  of 
Douglaston  parkway  (Block  No.  8167, 
Lot  No.  98),  Douglaston,  Borough  of 
Queens. 

158-39- A — 25  Bowery,  east  side,  49  ft.  1  in.  south  of 
Bayard  street  (Block  No.  289,  Lot  No. 
11),  Borough  of  Manhattan. 

180-39- A — 4729  Third  avenue,  Junction  of  Park  avenue 
and  Third  avenue  (Block  No.  3041,  Lot 
No.  47),  Borough  of  The  Bronx. 

183-39-A — Southwest  corner  of  Western  avenue  and  Rich¬ 
mond  terrace  (Block  No.  1400,  Lot  No. 
1),  Port  Ivory,  Borough  of  Richmond. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon ,  Feb¬ 
ruary  21,  1939,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matter,  except  cases 
which  have  been  heard  and  on  which  decision  has  been 
reserved  without  further  argument,  pending  an  inspection 
and  a  report  with  recommendation  by  the  committee  of 
the  board : 


cal.  no.  1137-38-BZ — Application,  December  9,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Franklin  M.  White, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  alteration  and  change  of  oc¬ 
cupancy  of  a  garage  for  more  than 


cal.  no.  921-38-BZ — Application,  October  25,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  V.  Iaricci,  applicant,  on 
behalf  of  Joseph  P.  Kissling,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  110-40  Horace 
Harding  boulevard  (Nassau  boule¬ 
vard),  southwest  corner  of  Colonial 
avenue  (Block  No.  2161,  Lot  Nos.  115 
and  118),  Corona,  Borough  of  Queens. 

cal.  no.  715-38-BZ— Application,  August  12,  1938,  under 
section  7f  of  the  building  zone  resolu-  * 
tion,  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Thomas  Martin,  owner 
(Alfred  A.  Harned,  lessee),  to  permit 
in  a  residence  use  district  the  erection 
and  maintenance  of  a  golf  driving 
range,  for  a  temporary  period  of  two 
(2)  years;  premises  78-01  to  78-47 
Main  street,  east  side,  318.88  ft.  north 
of  Union  turnpike  (Block  Nos.  6670 
and  6671,  Lot  Nos.  1  and  Block  Nos. 
6689  and  6690,  part  of  Lot  Nos.  1), 
Flushing,  Borough  of  Queens. 

cal.  no.  1028-38-BZ — Application,  November  10,  1938,  un¬ 
der  sections  7b,  7d  and  21  of  the  build¬ 
ing  zone  resolution,  of  Katherine  A. 
Dougherty,  applicant  and  owner,  to 
permit  in  a  residence  use  district  the 
change  of  occupancy  of  part  of  an 
existing  residence  building  to  an  under¬ 
taking  establishment ;  premises  7906 
Seventh  avenue,  southwest  corner  of 
79th  street  (Block  No.  5892,  Lot  No. 
65),  Borough  of  Brooklyn. 

cal.  no.  1052-38-BZ — Application,  November  22,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Herman  Kron,  applicant, 
on  behalf  of  Junior  Ehret  Realty  Cor¬ 
poration,  owner,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  and,  also,  to  permit  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles  on  same  premises ; 
premises  1671-1677  Third  avenue  and 
200  East  94th  street,  southeast  corner 
(Block  No.  1539,  Lot  Nos.  49  to  52, 
inclusive),  Borough  of  Manhattan. 

cal.  no.  1029-38-BZ — Application,  November  15,  1938,  un- 
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tier  section  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels, 
applicants,  on  behalf  of  Anna  L.  Fried¬ 
man,  owner,  to  permit  in  a  business 
use  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
premises  100-19  to  101-01  Roosevelt 
avenue,  north  side,  extending  through 
to  the  south  side  of  39th  avenue,  466.17 
ft.  west  of  103rd  street  and  100-18  to 
101-02  39th  avenue  (Block  No.  1770, 
Lot  Nos.  11  to  14,  inclusive,  60  and  62), 
Corona,  Borough  of  Queens.  . 

cal.  no.  1078-38-BZ — Application,  November  28,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Harry  Moran, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
85-04  Broadway,  southwest  corner  of 
Corona  avenue  (Block  No.  1547,  Lot 
No.  21),  Elmhurst,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  28,  1939,  2  P.  M. 

Appeals  from  Administrative  Orders 

1009-38-A — 57-16  Granger  street,  south  side,  136  ft.  east 
of  Martense  avenue  (Block  No.  1950,  Lot 
No.  46),  Corona,  Borough  of  Queens. 

1230-38-A — East  side  of  86th  street,  18  ft.  south  of  25th 
avenue  (Block  No.  1360,  Lot  No.  1),  As¬ 
toria,  Borough  of  Queens. 

50- 39-A — 25-01  86th  street,  southeast  corner  of  25th 

avenue  (Block  No.  1360,  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 

51- 39-A — 25-05  to  25-27  86th  street,  inclusive,  east  side, 

36  ft.  to  252  ft.  south  of  25th  avenue 
(Block  No.  1360,  Lot  No.  1),  Jackson 
Heights,  Borough  of  Queens. 

89-39-A — 2075  Grand  concourse,  southwest  corner  of 
East  180th  street  (Block  No.  3160,  Lot 
No.  20),  Borough  of  The  Bronx. 

11 1-39- A — 58-01  to  58-59  213th  street,  east  side,  between 
Horace  Harding  boulevard  and  58th  ave¬ 
nue  (Block  No.  3325,  part  of  Lot  No.  1), 
Bayside,  Borough  of  Queens. 

95-39-A — 141-153  Lincoln  avenue,  northwest  corner  of 
East  134th  street  (Block  No.  2317,  Lot 
Nos.  43-49),  Borough  of  The  Bronx. 

130-39-A — West  side  of  Independence  avenue,  164  ft. 

north  of  West  246th  street  (Block  No. 
3418,  Lot  No.  518),  Borough  of  The 
Bronx. 

77-39-A — 1172  Liberty  avenue,  south  side,  20  ft.  east  of 
Grant  avenue  (Block  No.  4203,  Lot  No. 
18),  Borough  of  Brooklyn. 

157-39-A — 85-17  120th  street,  east  side,  144  ft.  south  of 
85th  avenue  (Block  No.  9266,  Lot  No.  48), 
Richmond  Hill,  Borough  of  Queens. 

168- 39-A — 7  East  32nd  street,  north  side,  150  ft.  east  of 

Fifth  avenue  (Block  No.  862,  Lot  No.  9), 
Borough  of  Manhattan. 

169- 39- A — 456  Broome  street,  north  side,  25  ft.  west  of 

Mercer  street  (Block  No.  485,  Lot  No.  35), 
Borough  of  Manhattan. 


184-39-A — 90  Prince  street,  south  side,  26  ft.  east  of 
Mercer  street  (Block  No.  498,  Lot  No.  2), 
Borough  of  Manhattan. 

189-39-A — 309-315  West  123rd  street  and  258-264  St.  Nich¬ 
olas  avenue,  northeast  corner  (Block  No. 
1950,  Lot  No.  24),  Borough  of  Manhattan. 

164-39-A— 2738  Webb  avenue,  east  side,  50  ft.  8  in.  south 
of  West  195th  street  (Block  No.  3248,  Lot 
No.  114),  Borough  of  The  Bronx. 

166-39-A — 260  Westminster  road,  west  side,  150  ft.  north 
of  Slocum  place  (Block  No.  5142,  Lot  No. 
26),  Borough  of  Brooklyn. 

Variation  of  Labor  Lazo 

1207-38-S — 4109  Park  avenue,  northwest  corner  of  East 
1 75th  street  (Block  No.  2900,  Lot  No.  39), 
Borough  of  The  Bronx. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon, 
February  28,  1939,  at  2  o’clock,  in  Room  1013,  Municipal 
Building.  Manhattan,  on  the  following  matter,  except  cases 
which  have  been  heard  and  on  which  decision  has  been 
reserved  without  further  argument,  pending  an  inspection 
and  a  report  with  recommendation  by  the  committee  of 
the  board : 

CAL.  NO.  729-38-BZ— Application,  August  22,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  B.  Lynch,  appli¬ 
cant,  on  behalf  of  Talbo  Gasoline  Com¬ 
pany,  Inc.,  owner  (Colonial  Beacon  Oil 
Co.,  Inc.,  lessee),  to  permit  in  a  busi¬ 
ness  use  district  the  extension  of  an 
existing  gasoline  service  station ;  3150- 
3158  Boston  road,  southeast  corner  of 
Laconia  avenue  (Block  No.  4614,  Lot 
No.  9),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  3,  1939,  10  A.  M. 

RULES 

170-39-SR— Proposed  Rules  on  Uses  of  Insulating  Fibre 
Board. 


MARCH  7,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  March 
7,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  1149-38-BZ — Application,  December  6,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Rutland  Parkway, 
Inc.,  owner,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance 
of  a  garage  for  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline 
service  station;  premises  50-62  East 
98th  street,  west  side,  90  ft.  north  of 
Rutland  road  (Block  No.  4600,  Lot  No. 
30),  Borough  of  Brooklyn. 
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cal.  no.  1174-38-BZ — Application,  December  16,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Scacchetti  and  Siegel,  ap¬ 
plicants,  on  behalf  of  Amos  Eno,  owner 
(Friars  Operators,  Inc.,  lessee),  to  per¬ 
mit  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  421-427  West  53rd  street, 
north  side,  300  ft.  west  of  Ninth  avenue 
(Block  No.  1063,  Lot  Nos.  17  to  20, 
inclusive),  Borough  of  Manhattan. 

cal.  no.  1217-38-BZ — Application,  December  23,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  William  J.  Minogue,  ap¬ 
plicant,  on  behalf  of  East  River  Sav 
ings  Bank,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  149-01  Rockaway  boulevard, 
northwest  corner  of  Sutphin  boulevard 
(Block  No.  2832,  Lot  No.  36),  South 
Ozone  Park,  Borough  of  Queens. 

cal.  no.  1223-38-BZ — Application,  December  30,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Jack  Z.  Cohen,  applicant, 
on  behalf  of  T.  H.  Fraser  Mortgage 
Corporation,  owner,  to  permit  in  a 
business  use  district,  the  conversion  of 
occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop;  premises 
6727  14th  avenue  and  1401-1411  68th 
street,  northeast  corner  (Block  No. 
5769,  Lot  No.  1),  Borough  of  Brook¬ 
lyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  7,  1939,  2  P.  M. 

Appeal  from  Administrative  Order 

93-39- A — 300  East  145th  street,  southwest  corner  of 
College  avenue  (Block  No.  2325,  Lot  No. 
14),  Borough  of  The  Bronx. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  March 
7,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  718-28-BZ — Application  of  Atlas  Contracting  Co., 
Inc.,  applicant,  on  behalf  of  1540  Grand 
Concourse  Corporation,  owner,  re¬ 
opened  February  7,  1939,  for  considera¬ 
tion  of  an  amendment  to  resolution — 
re  Application,  previously  granted  on 
certain  conditions,  under  section  21  of 
the  building  zone  resolution,  permitting 
in  a  residence  use  district  the  altera¬ 
tion,  extension  and  change  of  occu¬ 
pancy  of  a  building  occupied  as  stores 
and,  also,  a  gasoline  service  station  to 
a  building  used  throughout  as  stores ; 
premises  1534-1540  Grand  concourse, 
east  side,  267.11  ft.  south  of  Mount 
Eden  avenue  (Block  No.  2821,  Lot 
Nos.  27,  27/z,  part  of  Lot  Nos.  11,  28, 
26  and  25),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  14,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  I  uesday  morning,  Alarch 
14,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  1086-38-BZ —  Application,  November  28,  1938,  un¬ 
der  sections  7h  and  21  of  the  building 
zone  resolution,  of  Robert  Teichman, 
applicant,  on  behalf  of  Arthur  F. 
Davies,  Trust  Office  for  City  Bank 
Farmers  Trust  Co.,  trustee  of  Estate 
of  William  Waldorf  Astor,  owner,  to 
permit  partly  in  a  residence  use  district 
and  partly  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  351-381  East  164th  street, 
north  side,  between  Clay  avenue  and 
Teller  avenue,  984-1008  Teller  avenue 
and  985-1009  Clay  avenue  (Block  No. 
2424,  Lot  No.  1),  Borough  of  The 
Bronx. 

cal.  no.  920-38-BZ — Application,  October  25,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Irving  Yarvin, 
owner,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as 
lubritorium  and  auto  laundry,  upon  an 
existing  gasoline  service  station ;  prem¬ 
ises  139-21  Springfield  boulevard, 
northeast  corner  of  140th  avenue 
(Block  No.  3746,  Lot  No.  1),  Spring- 
field,  Borough  of  Queens. 

cal.  no.  1193-38-BZ — Application,  December  22,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  Emigrant  Industrial  Sav¬ 
ings  Bank,  owner,  to  permit  partly  in 
a  business  use  district  and  partly  in  a 
retail  use  district,  for  a  temporary  pe¬ 
riod  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  . 
five  (5)  motor  vehicles;  premises  29-35 
West  28th  street,  north  side,  85  ft.  6  in. 
west  of  Broadway  (Block  No.  830, 
part  of  Lot  No.  17),  Borough  of  Man¬ 
hattan. 

cal.  no.  540-37-BZ — Application,  November  15,  1937,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  Jessie  Fisher  and  Caroline 
Candidus,  owners  (Harry  Weissler, 
lessee),  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  are  located  on 
the  same  street  between  the  same  two 
(2)  intersecting  streets  in  which  there 
exists  an  exit  to  a  public  school ;  prem¬ 
ises  673-695  Livonia  avenue,  north  side, 
between  Wyona  street  and  Vermont 
street,  534-544  Wyona  street  and  571- 
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581  Vermont  street  (Block  No.  3808, 
Lot  Nos.  1  and  48),  Borough  of 
Brooklyn. 

cal.  no.  1143-38-BZ — Application,  December  9,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant, 
on  behalf  of  Anthony  Marzano,  owner 
(Beverly  Auto  Painting  Company,  Inc., 
lessee),  to  permit  in  a  business  use  dis¬ 
trict,  the  inclusion  of  a  motor  vehicle 
repair  shop  and,  also,  a  motor  vehicle 
paint  shop  in  an  existing  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  1302-1306  60th  street  and 
6001-6007  13th  avenue,  southeast  corner 
(Block  No.  5719,  Lot  No.  7),  Borough 
of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 

MARCH  21,  1939,  10  A.  M. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
21,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  94-38-BZ — Application,  February  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Arthur  W.  Renander,  appli¬ 
cant,  on  behalf  of  Jeho  Co.,  Inc.,  owner 
(Jamaica  Parking  Co.,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  89-02  to  89-12  166th  street. 


southwest  corner  of  89th  avenue 
(Block  No.  866,  Lot  No.  72),  Jamaica, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  21,  1939,  2  P.  M. 

Appeal  from  Administrative  Order 

114-39-A — 1510  Jessup  avenue,  east  side,  75  ft.  north  of 
West  172d  street  (Block  No.  2872,  Lot 
No.  287),  Borough  of  The  Bronx. 

APRIL  4,  1939,  2  P.  M. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April 
4,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  738-38-BZ — Application,  August  23,  1938,  under 
sections  7 a  and  21  of  the  building  zone 
resolution,  of  Bernard  Trencher,  appli¬ 
cant,  on  behalf  of  Mary  T.  Hasselman 
and  Anastasia  L.  Bartley,  owners 
(Socony-Vacuum  Oil  Company,  Inc., 
lessee),  to  permit  in  a  residence  use 
district  the  extension  of  a  gasoline  ser¬ 
vice  station  and  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gasoline  service  station  office,  lubri- 
tory,  auto  laundry  and  for  the  sale  of 
accessories;  premises  1815-1825  Ocean 
avenue,  east  side,  280  ft.  south  of  Ave¬ 
nue  M  (Block  No.  7656,  Lot  No.  55 
and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

WEDNESDAY  MORNING,  FEBRUARY  15,  1939 
Present:  Chairman  Murdock,  Commissioners  Savage 
and  Blum  and  Assistant  Chief  Walsh. 

The  minutes  of  the  regular  meeting  of  the  Board,  held 
on  Tuesday  morning,  January  24,  1939,  and  the  minutes 
of  the  regular  meeting  of  the  Board,  held  on  Tuesday 
afternoon,  January  24,  1939,  were  approved  as  printed 
in  Bulletin  No.  5,  Vol.  24. 


BUILDING  ZONE  CASES 

94-38-BZ. 

APPLICANT — Arthur  W.  Renander,  for  Jeho  Co.,  Inc., 
owner  (Jamaica  Parking  Co.,  Inc.,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 89-02  to  89-12  166th  Street, 
southwest  corner  of  89th  Avenue  (Block  No.  866, 
Lot  No.  72),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  None. 


ACTION  OF  BOARD— Laid  over  to  March  21,  1939,  at 
10  A.M.,  on  written  request  of  applicant. 


1050-38-BZ. 

APPLICANT— Sidney  H.  Kitzler,  for  John  Meurer, 
owner. 

SUBJECT— Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings)  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district  the  erection  and  maintenance 
of  a  gasoline  service  station,  office,  auto  laundry, 
lubritorium  and  brake  and  battery  service. 
PREMISES  AFFECTED— 6411-6423  13th  avenue  and 
1301-1305  65th  street,  northeast  corner  (Block  No. 
5747,  Lot  Nos.  1  and  5),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Harry  K.  Nadell  and  George 
Gray. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  February  21,  1939, 
at  10  A.M. ;  no  further  adjournment. 


1197-38-BZ. 

APPLICANT — Edgar  J.  Moeller,  for  Three  Fourteen 
West  Thirty-Fourth  Street  Corporation,  owner 
(Allen  Kerr,  lessee). 
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SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  retail 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  tne  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 314-318  West  34th  street, 
south  side,  225  ft.  west  of  Eighth  avenue  (Block 
No.  757,  Lot  Nos.  4b  to  48,  inclusive),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Allen  Kerr,  J.  C.  Messer  and 
Edgar  J.  Moeller. 

For  Opposition:  Frederick  Appell,  Joseph  M. 

Edelson  and  Plenry  A.  Friedman. 

For  Administration  :  Fred  Dahlem,  Dept,  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  . 0 


THE  RESOLUTION— 

( 1 197-38-BZ) 

Whereas,  Edgar  J.  Moeller,  for  Three  Fourteen  West 
Thirty-Fourth  street  Corporation,  owner  (Allen  Kerr, 
lessee),  filed  D'ecember  23,  1938,  an  application  under  the 
building  zone  resolution  to  permit  in  a  retail  use  district, 
for  a  temporary  permit  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises:  314-318  West  34th  street,  south  side, 
225  ft.  west  of  Eighth  avenue  (Block  No.  757,  Lot  Nos. 
46  to  48  inclusive),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  15,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  34th  street  is  in  a 
retail  use  district ;  West  33rd  street  is  in  a  retail  and  un¬ 
restricted  use  district  and  Eighth  avenue  is  in  a  retail  use 
district ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
of  buildings,  dated  December  13,  1938,  reads: 

“Your  application  for  a  certificate  of  occupancy  for 
the  use  of  the  above  premises  for  the  parking  and 
storage  of  more  than  five  motor  vehicles  has  been 
denied,  as  the  premises  are  located  in  a  retail  district, 
where  this  occupancy  is  prohibited  by  Section  4A  of 
Article  2,  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground 
having  a  frontage  of  50  ft.  and  a  depth  of  98  ft.  9  in.  It 
is  proposed  to  occupy  the  site  for  a  temporary  period  of 
not  more  than  two  (2)  years,  for  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  and 

Whereas,  this  plot  and  the  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  under  section  7,  sub¬ 
division  h  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7h,  for  a  temporary  period  of  two  (2)  years,  to  permit 
the  premises  under  appeal  to  be  used  for  the  transient 
parking  of  more  than  five  (5)  motor  vehicles,  on  condition 
that  only  motor  vehicles  of  the  pleasure  car  type  shall  be 
so  parked ;  that  the  plot  shall  be  leveled  substantially  to 
the  grade  of  West  34th  street  and  shall  be  surfaced  with 
steam  cinders,  clean  gravel  or  other  suitable  material  prop¬ 
erly  rolled  and  bound  to  prevent  dusting;  that  on  the 


interior  lot  lines,  where  walls  of  adjoining  buildings  do 
not  occur,  there  shall  be  erected  a  tight  board  fence  not 
less  than  6  ft.  in  height;  that  there  shall  be  erected  on  the 
street  line  of  West  34th  street,  a  substantial  woven  wire 
fence  not  less  than  6  ft.  in  height  continuously,  except  for  ] 
one  opening  not  over  15  ft.  in  width,  with  curb  cut  oppo¬ 
site,  not  exceeding  15  ft.  in  width;  that  proper  aisles  shall 
be  maintained  at  all  times  for  easy  entrance  and  egress ; 
that  during  the  term  of  this  variance,  no  buildings  shall 
be  erected  on  the  premises  and  no  other  use  shall  be  per¬ 
mitted,  except  there  may  be  ereetd  a  building  not  over  i 
150  Sq.  ft.  in  area  and  not  over  one  story  in  height,  which 
may  be  of  frame  construction,  used  solely  as  office  and 
shelter  for  the  attendant;  that  no  signs  shall  be  displayed, 
except  one  sign  attached  to  the  fence  and  not  over  fifteen 
square  feet  in  area,  advertising  the  transient  parking  use; 
that  such  portable  fire-fighting  appliances  shall  be  main¬ 
tained  as  the  Fire  Commissioner  shall  direct ;  that  the 
sidewalk  in  front  of  the  premises  shall  be  put  into  repair 
and  shall  not  be  used  for  the  shifting  of  cars;  that  the 
parking  lot  shall  be  closed  for  entrance  of  cars  between 
the  hours  of  1  A.M.  and  5  A.M. ;  and  that  all  permits 
shall  be  obtained  and  all  work  completed  within  two 
months  from  the  date  of  this  resolution. 


1203-38-BZ. 

APPLICANT — George  Siebert,  for  Solomon  Nolar  and 
Embro  Realty  Corporation,  owners. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7c  and  21  i 
of  the  building  zone  resolution,  to  permit  partly 
in  a  residence  use  district  and  partly  in  a  business 
use  district,  the  erection  and  maintenance  of  an 
extension  to  an  existing  business  building;  also 
proposed  extension  does  not  comply  with  area 
requirements  as  to  coverage  of  plot  and  rear  yard  ' 
requirements. 

PREMISES  AFFECTED— 94-77  to  94-81  217th  street, 
east  side,  88  ft.  1*4  in-  north  of  Jamaica  avenue 
and  217-05  to  217-09  Jericho  turnpike  (Block  No. 
1599,  Lot  Nos.  41  to  43,  inclusive),  Queens  Village, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  George  Siebert,  A.  F.  Winter, 
Benjamin  Funk  and  Ena  Funk. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  . 9  1 


THE  RESOLUTION— 

(1203-38-BZ) 

Whereas,  George  Siebert,  for  Solomon  Nolar  and 
Embro  Realty  Corporation,  owner,  filed  December  27,  1938, 
an  application  under  Sections  7-c  and  21  of  the  building 
zone  resolution,  to  permit  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the  erection  and  mainten¬ 
ance  of  an  extension  to  an  existing  business  building;  ' 
also,  proposed  extension  does  not  comply  with  area  re-  > 
quirements  as  to  coverage  of  plot  and  rear  yard  require¬ 
ments ;  premises:  94-77  to  94-81  217th  street,  east  side,  88  ft. 
1*4  in.  north  of  Jamaica  avenue  and  217-05  to  217-09  Jericho 
turnpike  (Block  No.  1599,  Lot  Nos.  41  to  43,  inclusive), 
Queens  Village,  Borough  of  Queens ;  and  : 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  15,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
and 

Whereas,  the  district  maps  accompanying  the  building 
zone  resolution,  show  that  Jamaica  avenue  is  in  a  business, 
unrestricted  and  residence  use,  also  “C”  area  district;  217th 
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street  is  in  a  residence  and  business  use ;  also  “D”  and  “C” 
area  district  and  218th  street  is  in  a  residence  unrestricted 
and  business  use,  also  “C”  area  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings  dated  December  16,  1938,  and  as  amended  January 
17,  1938,  reads : 

“1.  The  extension  of  a  business  building  into  a 
residence  district  is  contrary  to  Section  3  of  the  Build¬ 
ing  Zone  Resolution.” 

“2.  Building  located  in  a  residence  “D”  district  and 
occupying  more  than  60%  of  the  area  of  the  lot  is 
contrary  to  section  4  (c)  of  the  Building  Zone  Reso¬ 
lution. 

“3.  Building  located  in  a  residence  “D”  district  and 
not  provided  with  a  proper  rear  yard  is  contrary  to 
section  17  (a)  of  the  Building  Zone  Resolution. 

Not  further  examined.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  54  ft.  5  in.  on 
Jamaica  avenue  (Jericho  turnpike)  and  69.17  ft.  on  217th 
street.  Upon  the  Jericho  turnpike  front  of  the  plot,  there 
is  located  a  one-story  and  basement  (store)  building  54  ft. 

5  in.  by  105  ft.  11  in.  in  area.  It  is  proposed  to  erect  upon 
the  217th  street  frontage  of  the  premises,  a  one-story  and 
basement  extension,  having  a  frontage  of  55  ft.  1  in.  on 
217th  street  and  a  depth  of  100  ft. — to  be  used  in  conjunc¬ 
tion  with  the  existing  store.  It  is  proposed  to  maintain  a 

6  ft.  wide  alley  at  north  end  of  proposed  extension.  This 
will  leave  a  vacant  strip  8  ft.  wide  at  north  end  of  prem¬ 
ises;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  the  provisions  of  sec¬ 
tion  7,  subdivision  C  of  the  building  zone  resolution,  under 
which  this  application  was  made,  empowered  the  board  to 
exercise  its  discretion  and  to  grant  this  application  for 
extension  of  business  use  under  such  conditions  that  would 
safeguard  the  character  of  the  more  restricted  district; 
and 

Whereas,  the  board  deemed  that  applicant  was  entitled 
to  relief  under  section  21,  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardships  as  to  variance  of  the 
area  requirements. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted,  under  sections  7-C 
and  21,  on  condition  that  the  proposed  one-story  building 
to  be  constructed  extending  into  residential  area,  shall  be 
substantially  as  shown  on  plans  filed  with  this  application, 
except  that  there  shall  be  a  rear  yard  left  unbuilt  upon  for 
a  width  of  not  less  than  9  ft.  across  the  entire  rear  portion 
of  the  premises  to  the  east  and  that  to  the  north,  there 
shall  be  a  side  yard  not  less  than  6  ft.  in  width  for  the 
entire  depth  from  street  to  rear  line;  that  the  building  shall 
not  exceed  one  story  in  height  for  use  in  conjunction  with 
adjoining  building  facing  on  Jericho  turnpike;  that  the 
walls  to  the  north  and  east  shall  be  constructed  without 
openings,  except  a  door  for  required  exit,  near  the  rear ; 
that  the  proposed  show  front  on  217th  street  shall  occupy 
approximately  one-half  of  the  frontage  only,  the  remaining 
frontage  to  the  north  to  be  a  face  brick  wall  without  signs 
or  show  windows ;  that  the  ceilings  throughout  the  existing 
and  proposed  cellar,  shall  be  fire-retarded  and  a  sprinkler 
system  shall  be  installed  throughout  the  cellar,  consisting 
of  non-automatic,  dry  sprinkler  system,  complying  with  the 
requirements  of  the  building  code  therefor,  except  that  an 
automatic  alarm  need  not  be  installed;  that  the  sprinkler 
heads  may  be  spaced  25%  in  excess  of  requirements ; 
that  all  fittings  and  hangers  shall  be  of  malleable  iron ; 
that  all  horizontal  lines  shall  be  close  to  ceiling  with  proper 
pitch  and  1J4  in.  drain  and  with  heads  pendant;  that  there 
shall  be  a  single  hose  inlet  of  approved  type  on  the  exterior 
of  the  building  on  one  street  front  and  at  least  10  inches 
above  the  sidewalk;  that  the  cap  of  this  inlet,  have  a  sign 


stating  the  area  covered  shall  be  painted  aluminum ;  that 
in  addition,  there  shall  be  wet  sprinkler  heads  attached  to 
the  existing  domestic  water  supply  line  of  the  building, 
installed  in  the  kitchen,  if  kitchen  is  located  in  cellar,  the 
unpacking  space  and  the  waste  paper  room ;  that  the  cellar 
throughout  shall  not  be  used  for  the  sale  of  merchandise; 
that  a  stair  shall  be  provided  from  cellar  to  first  floor, 
towards  the  Jamaica  avenue  entrance ;  that  no  sign  shall 
be  erected  on  the  roof  or  any  portion  of  the  building; 
that  the  signs  in  the  residential  area  shall  be  limited  to  the 
signs  attached  to  plate  glass  windows  and  to  the  one 
company  sign  across  the  store  front  and  that  all  permits 
shall  be  obtained  and  all  work  shall  be  completed  within 
one  year  from  the  date  of  this  resolution. 


30-39-BZ. 

APPLICANT— Rosario  Candela,  for  Regency  Park,  Inc., 
owner. 

SUBJECT— Application  (re  decisions  of  the  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a 
residence  use  and,  also  “E”  and  ‘  F  area  dis¬ 
tricts,  the  erection  and  maintenance  of  three  (3) 
units  of  Class  “A”  multiple  dwellings  not  con¬ 
forming  with  the  area  requirements  of  the 
building  zone  resolution. 

PREMISES  AFFECTED— 141-02  to  141-48  78th  avenue 
and  141-03  to  141-45  78th  road  (square  block  78th 
road,  141st  street,  78th  avenue  and  Main  street), 
141-02  to  141-48  78th  road  and  141-03  to  141-45  79th 
avenue  (square  block  79th  avenue,  141st  street,  78th 
road  and  Main  street)  and  141-02  to  141-48  79th 
avenue  and  141-03  to  141-45  Union  turnpike 
(square  block  Union  turnpike,  141st  street  79th 
avenue  and  Main  street)  ;  (Block  Nos.  6631,  6632 
and  6633,  Lot  Nos.  1),  Flushing,  Borough  of 

Queens. 

APPEARANCES—  ,  „ 

For  Applicant:  Rosario  Candela,  Anthony  Morell 

and  others.  _  #  _ 

For  Opposition:  Lester  Weil,  Louis  L.  Haupt,  L. 
Tifuri  and  Elizabeth  Helms. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  ,  ,  _ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . 

Absent  .  ^ 

THE  RESOLUTION— 

(30-39-BZ) 

Whereas,  Rosario  Candela,  for  Regency  Park,  Inc., 

owner,  filed  January  11,  1939,  an  application  under  the 

building  zone  resolution,  to  permit  in  a  residence  use  and 
also  “E”  and  “F”  area  district,  the  erection  and  main¬ 
tenance  of  three  (3)  units  of  Class  A  Multiple  Dwellings 
not  conforming  with  the  area  requirements  of  the  build¬ 
ing  zone  resolution;  premises:  141-02  to  141-48  78th  avenue 
and  141-03  to  141-45  78th  road  (square  block  78th  road, 
141st  street,  78th  avenue  and  Main  street),  141-02  to  141-48 
78th  road  and  141-03  to  141-45  79th  avenue  (square  black 
79th  avenue,  141st  street,  78th  road  and  Main  street)  and 
141-02  to  141-48  79th  avenue  and  141-03  to  141-45  L^nion 
turnpike  (square  block  Union  turnpike,  141st  street,  79th 
avenue  and  Main  street)  ;  (Block  No.  6631,  Lot  No.  1, 
Block  No.  6632,  Lot  No.  1  and  Block  No.  6633  Lot  No.  1), 
Flushing,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  15,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  district  maps  accompanying  the  build¬ 
ing  zone  resolution,  show  that  Union  turnpike  is  in  a  resi¬ 
dence  and  business  use,  also  “F”  and  “E”  area  district; 
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141st  street  is  in  a  residence  use,  also  “E”  and  “F”  area 
district ;  Main  street  is  in  a  residence  and  business  use, 
also  “E”  area  district ;  79th  avenue  is  in  a  residence  use 
also  “E”  and  “F”  area  district ;  78th  road  is  in  a  residence 
use,  also  “E”  area  district  and  78th  avenue  is  in  a  residence 
use,  also  “E”  area  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
of  buildings,  N.  B.  No.  10684-38,  dated  January  5,  1939, 
reads : 

“This  building  is  to  be  erected  on  a  plot  partly  in  a 
residence  use  “E”  area  district  and  partly  in  a  residence 
use  “F”  area  district. 

The  area  of  the  building  above  a  level  of  more  than 
18  feet  above  the  curb  exceeds  that  allowed  by  Section 
IS — Sub.  Div.  C  of  the  Building  Zone  Resolution. 

A  setback  of  15  feet  from  the  building  line  of  any 
street,  is  not  provided  for  that  portion  of  the  building 
which  is  located  in  a  residence  use  “F”  area  district, 
as  required  in  Section  16,  Sub.  Div.  A  of  the  Building 
Zone  Resolution.” 

and 

Whereas,  the  decisions  of  the  borough  superintendent 
of  buildings,  N.  B.  10685-38  and  N.  B.  10686-38,  read: 

“This  building  is  to  be  erected  on  a  plot  in  a  Resi¬ 
dence  use,  “E”  area  district. 

The  area  of  the  building  above  a  level  of  more  than 
18  feet  above  the  curb  exceeds  that  allowed  by  section 
15 — Sub.  Div.  C  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  premises  in  question  consist  of  three  plots 
of  ground  (Lot  1,  Block  6633,  Lot  1,  Block  6632  and  Lot 
1,  Block  6631),  bounded  on  the  north  by  78th  avenue;  on 
the  south  by  Union  turnpike;  on  the  west  by  141st  street 
and  on  the  east  by  Main  street ;  all  as  shown  upon  filed 
plans.  The  premises  are  located  in  a  residence  use  district ; 
also  within  an  “E”  area  district,  excepting  for  an  area  at 
the  southwesterly  portion  of  Block  6633  which  is  located 
in  an  “F”  area  district.  It  is  proposed  to  erect  upon  the 
premises,  three  groups  of  two  and  three-story  (22  ft.  4  in. 
and  31  ft.  7  in.  high)  Class  A  multiple  dwellings,  with 
private  garages  in  the  two  southerly  groups.  In  re  the 
group  of  Class  A  multiple  dwellings  with  private  garages 
on  block  6633  :  The  buildings  on  this  block  do  not  comply 
with  the  zone  requirements  as  to  area  and  setback.  The 
total  area  of  this  block  is  161,824  square  feet.  The  total 
permissable  area  of  coverage  at  curb  level  is  83,630  square 
feet.  The  total  permissable  area  of  coverage  18  ft.  above 
curb  level  is  50,252  sq.  ft.  The  total  area  of  the  group 
of  apartment  buildings  on  this  block  is  50,622  sq.  ft.,  which 
shows  that  the  coverage  at  grade  is  33,000  sq.  ft.  or  ap¬ 
proximately  40%  less  than  permitted  and  at  an  elevation 
18  ft.  above  curb  is  370  sq.  ft.  in  excess  of  that  area  per¬ 
mitted  by  the  zone  resolution.  Under  the  westerly  court 
of  this  group  of  buildings,  there  is  a  private  garage  having 
an  area  of  7,100  sq.  ft.;  roof  of  same  extends  to  a  level 
which  is  9  in.  above  datum.  The  setback  of  that  portion 
of  the  building  within  the  “E”  area  district,  complies  with 
the  “E”  area  requirements,  but  in  that  portion  of  the 
building  within  the  “F”  area  district  and  fronting  upon 


141st  street,  a  fontage  of  25  ft.  11  in.  is  set  back  from  the 

street  line  for  a  distance  of  10  ft.  a  in.  and  a  frontage  of 

34  ft.  1  in.  is  set  back  from  the  street  line  for  a  distance 

of  12  ft.  9  in.  instead  of  the  required  15  ft.  set  back  from 

the  street  line.  In  re  the  group  of  Class  “A”  multiple 
dwellings  with  private  garages  on  block  6632 :  The  build¬ 
ings  on  this  block  do  not  comply  with  the  zone  require¬ 
ments  as  to  area.  The  total  area  of  this  block  is  116,069 
sq.  ft.  The  permissable  area  of  coverage  at  curb  level  is 
64,434  sq.  ft.  The  permissable  area  of  coverage  at  18  ft. 
above  curb  level  is  38,020  sq.  ft.  The  total  area  of  the 
group  of  apartment  buildings  on  this  block  is  50,622  sq.  ft., 
which  shows  that  the  coverage  at  grade  is  13,811  sq.  ft. 
or  approximately  20%  less  than  permitted  and  at  an  ele¬ 
vation  18  ft.  above  curb  level  is  12,602  sq.  ft.  in  excess  of 
that  area  permitted  by  the  zone  resolution.  Under  the 
westerly  court  of  this  group  of  buildings,  there  is  a  pri¬ 
vate  garage  having  an  area  of  7,100  sq.  ft. ;  roof  of  same 
extends  to  a  level  which  is  2  ft.  above  datum.  In  re  the 
group  of  Class  A  multiple  dwellings  on  block  6631 :  The 
buildings  in  the  block  do  not  comply  with  the  zone  re¬ 
quirements  as  to  area.  The  total  area  of  this  block  is 
116,046  sq.  ft.  The  permissable  area  of  coverage  at  curb 
level  is  64,423  sq.  ft.  The  permissable  area  of  coverage  at 
18  ft.  above  curb  level  is  38,013  sq.  ft.  The  total  area  of 
this  group  of  apartment  buildings  in  this  block  is  50,622 
sq.  ft. ;  which  shows  that  the  coverage  at  grade  is  13,800 
sq.  ft.  or  approximately  20%  less  than  permitted  and  at  an 
elevation  18  ft.  above  curb  level  is  12,609  sq.  ft.  in  excess 
of  that  area  permitted  by  the  zone  resolution.  There  are 
no  private  garages  in  this  group  of  buildings  ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  applicant  was  en¬ 
titled  to  relief  under  Section  21,  on  the  grounds  of  prac¬ 
tical  difficulty  and  unnecessary  hardship  as  to  the  area 
district  requirements. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area 
district  regulations  of  the  Building  Zone  Resolution,  and 
that  the  application  be  and  it  hereby  is  granted,  under 
Section  21,  on  condition  that  the  buildings  shall  not  be 
extended  in  height  or  area  beyond  the  dimensions  shown 
on  the  plans  submitted,  and  that  in  all  other  respects  the 
requirements  of  the  zoning  resolution  shall  be  complied 
with  ;  that  the  garage  storage  space  shall  be  constructed  of 
fireproof  construction  throughout,  with  no  openings  from 
such  space  to  any  other  portion  of  the  building ;  that  any 
windows  in  the  exterior  walls  of  the  garage  portions 
shall  be  fireproof  and  glazed  with  wire  glass  and  made 
self-closing;  that  the  garage  spaces  shall  be  equipped  with 
a  sprinkler  system  and  with  a  system  of  mechanical  ven¬ 
tilation,  not  connected  with  any  ventilation  system  in¬ 
stalled  in  other  parts  of  the  multiple  dwellings;  and  that 
all  permits  shall  be  obtained  and  all  work  shall  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


Adjourned,  11:50  A.  M. 

Edward  V.  Barton,  Chief  Clerk. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


MULTIPLE  DWELLING  LAW  ON  SALE 
Copies  of  the  Multiple  Dwelling  Law  are  now  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office,  Room 
2213,  Municipal  Building.  Manhattan.  Price  50c ;  by  mail  54c. 
Copies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs  and 
Fire  Towers  are  now  on  sale  at  the  Distribution  Division 
of  the  City  Record  Office,  Room  2213,  Municipal  Build¬ 
ing,  Manhattan.  Price  10c;  by  mail  12c. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  FEBRUARY  15,  1939 
Present :  Chairman  Murdock,  Commissioners  Savage 
and  Blum  and  Assistant  Chief  Walsh. 


BUILDING  ZONE  CASES 

729-38-BZ. 

APPLICANT — Joseph  B.  Lynch,  for  Talbo  Gasoline  Com¬ 
pany,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7c  and  21 
of  the  building  zone  resolution,  to  permit  in  a 
business  use  district  the  extension  of  an  existing 
gasoline  service  station. 

PREMISES  AFFECTED— 3150-3158  Boston  road,  south¬ 
east  corner  of  Laconia  avenue  (Block  No.  4614, 
Lot  No.  9),  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1939, 
at  2  P.M.;  applicant  to  submit  revised  plans. 


738-38-BZ. 

APPLICANT — Bernard  Trencher,  for  Mary  T.  Hassel- 
man  and  Anastasia  L.  Bartley,  owners  (Socony- 
Vacuum  Oil  Company,  Inc.,  lessee). 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  sections  7a  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  the  extension  of  a  gasoline 
service  station  and  the  erection  and  maintenance 
of  a  building  to  be  used  as  a  gasoline  service  sta¬ 
tion  office,  lubritory,  auto  laundry  and  for  sale 
of  accessories 

PREMISES  AFFECTED— 1815-1825  Ocean  avenue,  east 
side,  280  ft.  south  of  Avenue  M  (Block  No.  7656, 
Lot  No.  55  and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Bernard  A.  Trencher  and  Oscar 
Swift. 

For  Opposition  :  Abram  Shlefstein. 

ACTION  OF  BOARD — Laid  over  to  April  4,  1939,  at 
2  P.M.,  pending  settlement  of  ownership  of  prop¬ 
erty  in  the  bed  of  Old  Ocean  avenue. 


1265-25- BZ. 

APPLICANT — Abraham  Farber,  for  Morris  Newman  and 
Arthur  J.  Stang,  owners. 

SUBJECT — Application  for  consideration — reopening  on 
new  proposal — (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  sections  7e 
and  21  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  one-story  building  to  be  used  as 
auto  repair  shop  and  welding  shop  (previously 
denied,  re  gasoline  service  station  on  part  of  same 
lot). 

PREMISES  AFFECTED— 928-938  East  New  York  ave¬ 
nue,  southwest  corner  of  Utica  avenue  (Block  No. 
4588,  part  of  Lot  No.  86),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Abraham  Farber. 

ACTION  OF  BOARD — Application  reopened  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


203-38- BZ. 

APPLICANT — Charles  B.  Plitt  (lessee),  for  Lawyers 
Trust  Company,  as  Trustee  under  last  Will  and 
Testament  of  Walter  J.  Donovan,  deceased. 
SUBJECT — Application  (re  decision  of  the  borougjh 
superintendent  of  buildings)  under  section  7h  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 4770  Broadway,  south  side, 
105  ft.  east  of  Dyckman  street  (Block  No.  2233, 
part  of  Lot  Nos.  5,  6,  7,  8  and  9),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Harrison  C.  Brandt  and  Arad 
Riggs. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn,  without 
prejudice  to  request  for  a  reopening. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


739-38-BZ. 

APPLICANT — Herman  Kron,  for  Brooklyn  and  Queens 
Transit  Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings)  under  sections 
7e  and  7h  of  the  building  zone  resolution,  to  per¬ 
mit  partly  in  a  business  use  district  and  partly 
in  an  unrestricted  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 880-900  Franklin  avenue,  west 
side,  25  ft.  south  of  Carroll  street  (Block  No.  1189, 
part  of  Lot  No.  31),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Herman  Kron. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . .  . .  ...  0 

Absent  . .  .....  ...  . .  ....  0 


410-31 -BZ. 

APPLICANT — Joseph  A.  Marck,  for  Louise  De  Vito, 
owner. 

SUBJECT — Application  reopened  January  31,  1939  for 
consideration  as  to  extension  of  time  to  obtain 
permits  and  to  complete  work — time  having  ex¬ 
pired  by  limitation — re  Application  (decision  of 
the  borough  superintendent  of  buildings)  pre¬ 
viously  granted  on  condition,  under  section  7f  of 
the  building  zone  resolution,  permitting  partly  in 
a  business  use  district  and  partly  in  a  residence 
use  district,  the  alteration  and  maintenance  of  a 
gasoline  service  station  for  a  temporary  period. 

PREMISES  AFFECTED— 175-14  Horace  Harding  boule¬ 
vard,  south  side,  117.71  ft.  west  of  Utopia  park¬ 
way  (Block  No.  2661,  Lot  No.  26),  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Louise  De  Vito. 

For  Opposition  :  None. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
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Walsh  .  4 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(410-31-BZ) 

Whereas,  this  application,  affecting  premises  175-14 
Horace  Harding  boulevard,  south  side,  117.71  ft.  west  of 
Utopia  parkway  (Block  No.  2661,  Lot  No.  26),  Flushing, 
Borough  of  Queens,  was  granted  by  the  board  on  April 
29,  1932,  on  certain  conditions,  resolution  amended  on  May 
24,  1938  and  owner  requested  an  extension  of  time  to  obtain 
permits  and  complete  the  work;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
board,  January  31,  1939;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  February  15,  1939, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  board  on 
April  29,  1932,  as  amended  by  resolution  adopted  on  May 
24,  1938,  only  so  far  as  it  has  reference  to  completion  of 
work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“.  .  .  that  all  permits  shall  be  obtained  and  all 
work  shall  be  completed  within  six  months  from  the 
date  of  this  amended  resolution.” 


403-37-BZ. 

APPLICANT — Max  Silver,  lessee,  for  Reproduction  Fur¬ 
niture  Manufacturing  Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings)  under  section 
7h  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 507-511  Sheffield  avenue,  east 
side,  40  ft.  south  of  Livonia  avenue  (Block  No. 
3822,  part  of  Lot  No.  18),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Harry  Silver. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(403-37-BZ) 


Whereas,  Max  Silver,  lessee,  for  Reproduction  Furni¬ 
ture  Manufacturing  Co.,  Inc.,  owner,  filed  August  12,  1937, 
an  application  under  the  building  zone  resolution,  to  permit 
in  a  business  district,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  for  a  temporary  period  of 
two  (2)  years;  premises:  507-511  Sheffield  avenue,  east 
side,  40  ft.  south'  of  Livonia  avenue  (Block  No.  3822,  part 
of  Lot  No.  18),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  15,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Sheffield  avenue  is  in  a  resi¬ 
dence  and  business  use  district;  Pennsylvania  avenue  is  in 
a  business  use  district ;  Livonia  avenue  is  in  a  business  use 
district  and  Riverdale  avenue  is  in  a  business  use  district; 
and 

Whereas,  the  original  decision  of  the  borough  superin¬ 
tendent  of  buildings  was  in  the  form  of  a  violation  dated 


July  17,  1937  and  superceded  by  objection  dated  May  11, 
1938,  which  reads: 

“Proposed  storage  and  parking  of  more  than  five  (5) 
cars  on  property  described  in  a  business  district,  is 
contrary  to  Art.  4  Section  15,  also  Art.  5,  Section  21 
of  Zone  Resolution.  Therefore  application  denied." 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  part 
of  a  larger  plot,  having  a  frontage  of  60  ft.  on  Sheffield 
avenue  and  a  depth  of  100  ft.  It  is  proposed  to  use  the 
plot  for  a  temporary  period  of  not  more  than  two  years, 
for  the  parking  and  storage  of  more  than  five  motor 
vehicles ;  and 

Whereas,  decision  was  deferred  pending  decision  by  the 
court,  as  to  an  adjacent  plot  for  a  similar  use;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board,  and  it  is  the  opinion 
of  the  committee  of  inspection  that  there  is  no  need  for 
additional  parking  in  this  area. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


569-37-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Sophie  Galum- 
beck,  owner  (Flatbush  Coal  and  Coke  Corpora¬ 
tion,  lessee). 

SUBJECT — Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings)  under  sections 
7c  and  21  of  the  building  zone  resolution,  to  per¬ 
mit  in  a  residence  use  district,  the  operation  of 
coal  pockets,  coal  storage,  truck  driveway  and 
railroad  siding. 

PREMISES  AFFECTED— 2030-2044  McDonald  avenue, 
west  side,  339  ft.  6  in.  north  of  Avenue  S  and  49- 
57  Lake  street  (Block  No.  6680,  Lot  Nos.  23,  124 
and  125),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  Frank  Bibo. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commission¬ 
er  Blum  and  Assistant  Chief  Walsh .  3 


Negative  .  .  ...  . .  .  0 

Not  Voting:  Commissioner  Savage .  1 

Absent  .  0 

THE  RESOLUTION— 

(569-37-BZ) 


Whereas,  Lama  and  Proskauer,  for  Sophie  Galumbeck, 
owner  (Flatbush  Coal  and  Coke  Corporation,  lessee), 
filed  December  2,  1937,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  residence  use  district,  the 
operation  of  coal  pockets,  coal  storage,  truck  driveway  and 
railroad  siding;  premises:  2030-2044  McDonald  avenue, 
west  sido  339  ft.  6  in.  north  of  Avenue  S  and  49 — 57  Lake 
street  (Block  No.  6680,  Lot  Nos.  23,  124  and  125),  Borough 
of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  15,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  McDonald  avenue  is  in  an 
unrestricted  and  business  use  district ;  Lake  street  is  in  a 
residence  and  business  use  district  and  Kings  Highway  is 
in  a  business  use  district  and  Avenue  S  is  in  a  business  use 
district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings  dated  November  29,  1937,  and  as  modified  by 
decision  of  December  8,  1938,  reads: 

“Proposition  to  occupy  portion  of  premises  located 
in  a  residential  use  district  extending  from  an  unre- 
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stricted  use  district,  for  the  operation  of  coal  pockets, 
coal  storage,  truck  driveway  and  railroad  siding,  is 
contrary  to  Section  3  of  the  Building  Zone  Resolution. 
Application  is  therefore  denied.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  123  ft.  6  in.  on  Mc¬ 
Donald  avenue,  85  ft.  8  in.  on  Lake  street  and  a  distance 
of  150  ft.  along  the  southerly  lot  line.  The  westerly  por¬ 
tion  of  the  plot  extends  for  a  distance  of  50  ft.  into  the 
residence  use  district — the  remainder  of  the  plot  is  in  an 
unrestricted  use  district.  Upon  that  portion  of  the  plot 
located  in  the  unrestricted  use  district,  there  are  located  a 
2  story  brick  office  building,  having  a  driveway  through 
the  1st  story;  a  one  story  brick  shop,  a  gasoline  pump; 
four  coal  pockets  (silo  type  and  56  ft.  high)  ;  two  (2)  20 
ft.  high  brick  building  material  storage  sheds  and  also  part 
of  a  railroad  siding ;  upon  the  residence  use  portion  of  the 
plot,  there  are  located  a  15  ft.  high  coal  storage  shed  and 
upon  the  vacant  space  to  the  north  of  the  shed,  there  is  part 
of  a  railroad  siding  which  enters  the  premises  from  Mc¬ 
Donald  avenue — all  as  shown  upon  the  plans  filed  with 
this  application.  It  is  proposed  to  occupy  the  premises  as 
coal  pockets,  coal  storage,  truck  driveway,  and  railroad 
siding  as  shown  on  plans  filed ;  and 
Whereas,  this  matter  was  laid  over  for  consideration 
by  a  committee  of  the  board ;  and 
Whereas,  it  is  the  opinion  of  the  committee  of  the 
board,  that  the  application  should  be  granted  under  the  con¬ 
ditions  as  expressed  in  the  following  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  under  section 
7-C,  permitting  the  premises  under  appeal  within  the  resi¬ 
dential  use  area,  to  be  continued  as  occupied  for  coal 
pockets,  on  condition  that  there  shall  be  erected  on  interior 
lot  lines  within  the  residential  district  and  along  the  street 
line  of  Lake  street,  a  brick  wall  for  a  full  story  in  height, 
and  that  the  entire  area  within  the  residential  district,  shall 
be  covered  by  a  roof  constructed  of  fireproof  materials ; 
that  there  shall  be  no  openings  in  these  brick  walls  to 
Lake  street  or  to  adjoining  premises;  that  the  portion  of 
the  premises  wdthin  the  residential  use  area  shall  not  be 
used  for  other  purposes  than  the  storage  of  coal  in  the 
coal  pockets ;  and  that  this  variance  shall  continue  only  so 
long  as  the  entire  plot  is  devoted  to  the  sale  and  storage  of 
coal ;  and  that  all  permits  and  all  work  shall  be  completed 
within  six  months  from  the  date  of  this  resolution. 


740-38- BZ. 

APPLICANT — Sutta  and  Frankel,  for  Janice  H.  Devore, 
owner. 

SUBJECT — Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings)  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and,  also, 
an  accessory  building  to  be  used  as  auto  laundry, 
lubritorium  and  office. 

PREMISES  AFFECTED— 1940-1960  Linden  boulevard, 
south  side,  from  Pennsylvania  avenue  to  Newr 
Jersey  avenue,  785-795  Pennsylvania  avenue  and 
848-858  Newr  Jersey  avenue  (Block  No.  4347,  part 
of  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Nathan  Frankel. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  . .  •  9 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 


THE  RESOLUTION— 

(740-38-BZ) 

Whereas,  Sutta  and  Frankel,  for  Janice  H.  Devore, 
owner,  filed  August  24,  1938,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station 
and  also  an  accessory  building  to  be  used  as  auto  laundry, 
lubritorium  and  office;  premises:  1940-1960  Linden  boule¬ 
vard,  south  side  from  Pennsylvania  to  New  Jersey  ave¬ 
nues;  785-795  Pennsylvania  avenue  and  848-858  New  Jersey 
avenue  (Block  No.  4347,  part  of  Lot  No.  1),  Borough  of 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  15,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution,  show  that  Linden  boulevard  is  in  a 
residence  use  district;  Pennsylvania  avenue  is  in  a  resi¬ 
dence  and  business  use  district;  Newr  Jersey  avenue  is  in 
a  residence  and  business  use  district  and  Stanley  avenue 
is  in  a  business  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  Application  No.  11708-38,  dated  August  10,  1938, 
and  modified  by  decision  dated  November  15,  1938,  reads: 

“Proposed  gasoline  station,  auto  laundry,  lubritorium, 
battery  and  ignition  work,  and  office,  to  be  located  in 
a  residence  use  district,  is  contrary  to  Art.  2,  Section 
3,  of  the  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  190  ft.  on  Linden  boulevard,  100  ft.  on 
Pennsylvania  avenue  and  100  ft.  on  New  Jersey  avenue. 
It  is  proposed  to  erect  upon  the  plot,  a  one  story  building, 
141  ft.  6  in,  by  33  ft.  in  area,  to  be  used  as  auto  laundry, 
lubritorium,  battery  and  ignition  work  and  office;  and, 
also,  to  install  the  necessary  tanks  and  pumps  for  a  gaso¬ 
line  service  station ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  at  this  hearing  and  which  report  fol¬ 
lows  : 

REPORT  OF  COMMITTEE 

February  11,  1939. 

Cal.  No.  740-1938-BZ 

1940-1960  Linden  boulevard,  S.S., 

between  Pennsylvania  and  New  Jersey  avenues, 

Borough  of  Brooklyn. 

The  premises  under  appeal  consists  of  the  entire 
block  front  on  the  south  side  of  Linden  boulevard, 
Brooklyn,  between  Pensylnvania  and  New  Jersey  ave¬ 
nues.  It  has  a  frontage  of  190  feet  and  a  depth  of 
100  feet  and  is  now  vacant.  The  plot  is  within  a 
residence  use  zone  in  which  a  gasoline  station  is  a  pro¬ 
hibited  use  under  Article  II,  Section  3  of  the  Zoning 
Resolution.  The  adjoining  property  to  the  south  in  the 
same  block  is  also  zoned  for  residential  use  to  within 
100  feet  of  Staidey  avenue  and  the  adjacent  area  is  also 
zoned  for  residence  use  and  is  used  conformingly, 
except  the  diagonally  opposite  block  front  on  Linden 
boulevard,  w'hich  is  occupied  by  a  gasoline  station 
shown  on  photograph  No.  4  and  which  was  established 
while  this  area  was  zoned  for  unrestricted  use.  There 
is  one  other  non-conforming  use — a  factory  for  the 
manufacture  of  pocket  books  at  818  Pennsylvania  ave¬ 
nue,  erected  prior  to  change  of  zone. 

Linden  boulevard  is  a  parkway  type  of  thoroughfare 
and  a  main  artery  from  Flatbush  avenue  to  Sunrise 
highway.  It  is  170  feet  in  width  with  a  central 
throughway  and  with  service  streets  either  side,  sepa¬ 
rated  from  the  throughway  by  landscaped  areas  be¬ 
tween  street  intersections.  This  boulevard  was  con¬ 
structed  at  great  expense  and  owmers,  whose  land  was 
taken,  were  duly  compensated.  To  preserve  the  park- 
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way  character,  the  Board  of  Estimate  and  Apportion¬ 
ment  on  May  10,  1928,  rezoned  the  area  fronting  on 
and  contiguous  to  Linden  boulevard,  for  residential 
use. 

It  is  represented  that  the  owner  of  the  premises 
under  appeal  and  her  family,  have  had  contact  with 
this  property  since  1906,  as  holders  of  a  mortgage  and 
as  owner  since  August  6,  1935.  In  the  absence  of  any 
record  to  the  contrary,  financial  hardship  caused  by 
holding  the  property  vacant,  is  presumably  from  that 
date.  While  the  applicant’s  statement  shows  the  as¬ 
sessed  valuation  and  taxes  and  assessments  levied  for 
the  years  1928  to  1938,  it  does  not  appear  to  show  the 
present  owner  has  had  to  meet  these  carrying  charges 
for  that  entire  time  or  that  the  taxes  are  paid  to  date. 
These  statements  are  materially  disputed  by  one  of  the 
objectors,  Charles  Weinstein,  who  has  checked  the 
record  since  the  hearing  on  January  10.  His  letter  to 
the  Board  dated  February  3,  1939,  is  part  of  the  record. 

It  is  claimed  that  the  property  cannot  be  used  for 
a  conforming  residential  use  or  for  any  use,  except  a 
gasoline  station,  which  is  a  non-conforming  use  in  a 
business  use  district  and  not  permitted  in  a  residence 
use  area.  The  question  of  the  constitutionality  of  the 
Zoning  Law  has  been  raised  and  it  is  claimed  that  the 
same  conditions  exist  that  caused  the  Court  of  Appeals 
to  declare  unconstitutional,  the  residential  zoning  of 
the  block  front  between  Georgia  and  Alabama  avenues 
also  on  the  southerly  side  of  Linden  boulevard  and 
three  blocks  to  the  west.  (Arverne  Bay  Construction 
Company  vs.  Thatcher  et  al,  278  N.Y.  222).  This  action 
for  declaratory  judgment  followed  the  review  upon 
certiorari  of  the  Board’s  decision  under  Calendar  No. 
76  of  1934-BZ,  refusing  to  recognize  that  there  was 
sufficient  unnecessary  hardship  to  justify  a  zoning 
variance  to  permit  a  gasoline  station.  Although  re¬ 
versed  by  the  Special  Term  upon  report  of  a  referee, 
the  decision  of  the  Board  was  upheld  by  the  Appellate 
Division  and  the  Court  of  Appeals  (People  ex  rel. 
Arverne  Bay  Construction  Co.  vs.  Murdock).  The 
referee,  Bruce  R.  Duncan,  whose  report  was  confirmed 
by  Mr.  Justice  Faber,  said  on  page  10  in  effect  that  the 
residential  zoning  adopted  by  the  Board  of  Estimate 
“should  be  given  a  chance  to  test  itself.  To  hold  other¬ 
wise  would  be  more/  in  the  nature  of  a  prophecy  than 
a  finding  based  upon  a  reasonable  certainty,  but  it  is 
quite  different  when  we  come  to  a  section  which  is 
subject  to  nuisances  such  as  here  exist.” 

It  is  apparent  that  the  question  of  the  then  existing 
nuisances  played  a  large  part  in  the  consideration  of 
the  Courts  in  both  Arverne  Bay  Construction  Co.  vs. 
Thatcher  and  Arverne  Bay  Construction  Co.  vs.  Mur¬ 
dock.  The  applicant  in  this  present  application,  two 
blocks  away  to  the  east  on  the  same  side  of  Linden 
boulevard,  claims  that  his  hardship  consists  of  the 
same  nuisance  conditions  which  persuaded  the  Court  of 
Appeals  in  their  decision  on  the  question  of  constitu¬ 
tionality.  He  mentions  the  incinerator  and  garbage 
disposal  plant,  the  trunk  and  open  sewer,  the  dumping 
ground  for  depositing  and  burning  garbage,  the  cow 
shed,  as  among  the  nuisances  still  existing.  That  he  is 
incorrecti  in  these  statements  is  evident  from  the  testi¬ 
mony  of  nearby  owners  at  the  hearing  and  from  the 
exhaustive  inspection  made  by  the  Committee  of  the 
Board  of  the  extensive  area  between  Linden  boulevard 
and  Jamaica  Bay  and  from  reports  requested  by  the 
Board  from  the  Borough  President  of  Brooklyn,  the 
Department  of  Public  Works,  the  Department  of  Parks 
and  the  Department  of  Sanitation.  By  these  reports, 
confirming  the  inspection  by  a  Committee  of  the  Board, 
it  is  shown  that  the  main  nuisances  referred  to  have 
been  entirely  abated  by  the  construction  and  extension 
of  a  large  sewer  for  2500  feet  southerly  and  the  filling 
in  of  the  meadow  lands  adjoining  Fresh  Creek  Basin, 
by  the  filling  in  and  grading  by  a  W.P.A.  project  of 
vacant  plots  formerly  used  for  dumping  and  burning 


garbage,  by  chlorination,  and  by  discontinuance  of  the 
incinerator  formerly  used  by  the  Sanitation  Depart¬ 
ment.  The  “cow  shed”  opposite  the  site  under  appeal 
is  not  an  evidence  of  former  times  when  the  area  was 
farm  land,  but  is  a  brick  building  constructed  as  a  new 
building  under  permit  4328  of  1915  and  found  by  the 
Committee  to  be  maintained  in  a  sanitary  manner. 
There  is  no  other  building  in  this  area  now  used  as  a 
cow  barn.  The  Committee  found  no  non-conforming 
uses  existing  in  the  area  of  notification,  other  than  the 
gasoline  station  on  the  northerly  side  of  Linden  boule¬ 
vard  diagonally  opposite  and  the  pocket  book  factory 
at  818  Pennsylvania  avenue.  Airview  photograph  filed 
at  the  hearing,  Exhibit  A-2,  although  taken  in  1934,  is 
still  a  fair  record  of  surrounding  conditions,  the  plot 
under  appeal  being  marked  “X”.  While  the  immediate 
area  adjacent  to  the  plot  under  appeal  and  to  the  south 
of  Linden  boulevard,  is  not  greatly  developed,  west 
thereof  and  across  Linden  boulevard,  is  largely  de¬ 
veloped.  This  photograph  does  not  show,  however, 
the  new  public  school  now  being  erected  on  Pennsyl¬ 
vania  avenue,  approximately  three  hundred  feet  distant 
from  the  plot  under  appeal.  Airview  Exhibit  A-l  does 
not  correctly  show  present  conditions  or  the  street  and 
sewer  development  that  has  since  taken  place.  Penn¬ 
sylvania  avenue  southerly  from  Linden  boulevard  is  a 
wide  paved  avenue  to  Fairfield  avenue,  which  is  an 
extension  of  Flatlands  avenue  and  is  used  largely  as  a 
short  cut  for  traffic  from  South  Brooklyn.  When  the 
Circumferential  Highway  is  completed,  the  entire  area 
between  it  and  Linden  boulevard  should  be  immediately 
available  for  development. 

On  August  10,  1938,  an  administrative  appeal  was 
filed  with  this  Board  expecting  that  this  Board  would 
entertain  this  procedure  and  overrule  the  decision  of 
the  Borough  Superintendent  of  Buildings  and  permit 
the  premises  under  appeal  to  be  occupied  as  a  gasoline 
service  station  on  the  ground  that  if  the  Court  of 
Appeals  found  the  zoning  unconstitutional  at  Alabama 
avenue,  the  Board  must  grant  his  appeal  as  to  Penn¬ 
sylvania  avenue.  Finding  that  this  procedure  could 
not  be  entertained,  the  “A”  appeal'  was  voided  and  the 
Building  Zone  Application  substituted.  Applicant’s 
letter  of  November  16,  1938,  indicates  that  he  still 
expects  the  Board  to  consider  his  application,  not  only 
on  the  question  of  practical  difficulties  and  unneces¬ 
sary  hardship,  but  also  as  to  the  constitutional  aspect. 
The  Board  can  consider  this  application  only  under 
section  21  of  the  Zoning  Resolution.  The  applicant 
has  raised  the  question  of  constitutionality  of  the  zon¬ 
ing  and  he  is  at  liberty  to  seek  a  court  test  as  the 
Arverne  Bay  Construction  Co.  did. 

In  the  opinion  of  the  Committee,  practical  difficulty 
and  unnecessary  hardship  have  not  been  proven,  and 
it  would  not  be  in  harmony  with  the  general  purpose 
and  intent  of  the  Zoning  Resolution  to  permit  another 
gasoline  station  in  this  area.  There  are  now  two  in 
the  immediate  area,  one  being  the  station  on  the 
Arverne  Bay  plot.  There  are  three  other  stations  to 
the  south  along  Pennsylvania  and  Fairfield  avenues. 

The  Committee  recommends  that  the  application  be 
denied. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 
PATRICK  WALSH, 

Committee. 

and 

Whereas,  the  Board  deemed  that  applicant  was  not  en¬ 
titled  to  relief  under  section  21,  on  the  grounds  of  unneces¬ 
sary  hardships  and  practical  difficulty. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
Application  No.  11708-38,  be  and  it  hereby  is  affirmed,  and 
that  the  application  be  and  it  hereby  is  denied. 
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858-38- BZ. 

APPLICANT — W.  H.  and  J.  F.  Dusenbury,  for  Margaret 
Demuth,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7-H  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 3513-3515  Jerome  Avenue, 
west  side,  180.44  ft.  south  of  Gunhill  road  (Block 
No.  3324-B,  Lot  No.  142),  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  Joseph  F.  Dusenbury. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Assistant  Chief  Walsh .  3 

Not  Voting:  Commissioner  Savage .  1 

Absent  . 0 

THE  RESOLUTION— 

(858-38-BZ) 


Whereas,  W.  H.  and  J.  F.  D*usenberry,  for  Margaret 
Demuth,  owner,  filed  October  10,  1938,  an  application  under 
section  7h  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises:  3513-3515  Jerome  ave¬ 
nue,  west  side,  180.44  ft.  south  of  Gunhill  road  (Block 
No.  3324-B,  Lot  No.  142),  Borough  of  the  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  15,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jerome  avenue  is  in  a 
business  use  district  and  Gunhill  road  is  in  a  residence 
and  business  use  district;  and 
Whereas,  the  decision)  of  the  borough  superintendent, 
dated  October  5,  1938,  in  acting  on  N.  B.  App.  No.  840-38 
reads : 

“1.  The  parking  or  storage  of  more  than  five  (5) 
motor  vehicles  in  a  business  district  is  contrary  to 
Art.  2,  Section  4,  Subdiv.  15  of  the  Building  Zone 
Resolution.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground 
having  a  frontage  of  50  ft.  and  a  depth  of  100  ft.  It  is 
proposed  to  occupy  the  plot,  for  a  temporary  period  of 
not  more  than  two  years,  for  the  parking  and  storage  of 
more  than  five  motor  vehicles ;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  at  this  hearing  and  which  report 
follows : 

REPORT  OF  COMMITTEE 

February  11,  1939. 

Re:  Cal.  No.  858-38-BZ. 

3513-3515  Jerome  Avenue, 

Borough  of  The  Bronx. 

This  application  is  for  a  zoning  variance  under  sec¬ 
tion  7-h  of  the  Building  Zone  Resolution  to  permit 
parking  and  storage  of  more  than  five  automobiles  on 
the  plot  within  a  business  use  district,  on  the  westerly 
side  of  Jerome  avenue  about  180  feet  south  of  Gun  Hill 
road.  The  plot  is  50  ft.  by  100  ft.  and  adjoins  to  the 
north,  a  gasoline  station  erected  prior  to  the  pro¬ 
hibitive  amendment. 

The  lot  in  question  has  been  operated  illegally  for 
several  years  and  has  been  subject  to  zoning  violation 
and  court  action  since  1932.  In  September,  1938,  the 
defendant  was  found  guilty  but  sentence  was  sus¬ 
pended,  pending  action  by  this  board  on  an  application 
to  legalize  the  use  by  a  zoning  variance. 


The  plot  has  been  inspected  by  a  committee  of  the 
board.  There  are  ample  facilities  for  parking  and 
garaging  legally  permitted  in  the  area  .  This  parking  lot 
appears  to  be  operated  by  the  adjoining  gasoline  sta¬ 
tion,  the  owner  of  which  files  a  consent  to  the  use.  The 
next  lot  south,  No.  144,  is  also  vacant  and  to  grant 
this  application  would  likely  bring  about  extension  of 
the  parking  use  to  that  lot.  The  gasoline  station  plot 
is  also  extending  its  use  by  allowing  parking,  against 
which  use  violations  have  been  placed.  To  grant  this 
use  will  in  effect  increase  the  gasoline  station  area. 
While  a  number  of  consents  have  been  filed,  the  owner 
of  the  apartment  building  in  the  rear,  which  is  most 
affected,  has  objected  and  the  committee  finds  his  ob¬ 
jection  justified,  particularly  as  violations  are  also 
pending  against  lots  142,  under  appeal,  and  138,  on 
which  the  adjoining  gasoline  station  is  located,  for 
failure  to  erect  and  maintain  jointly  with  the  owner  of 
the  multiple  dwelling  in  the  rear  on  lot  No.  123,  a 
proper  retaining  wall.  In  the  opinion  of  the  committee, 
these  lots  can  be  used  conformingly  and  recommend 
that  the  appeal  be  denied. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

CHARLES  M.  BLUM, 
PATRICK  WALSH, 

Committee. 

Resolved,  that  the  decision  of  the  borough  superintend¬ 
ent,  in  acting  on  N.  B.  App.  No.  840-38,  be  and  it  hereby 
is  affirmed,  and  that  the  application  be  and  it  hereby  is 
denied. 


1011-38-BZ. 

APPLICANT— Albert  C.  Benson,  for  Marie  V.  Dobran, 
owner. 

SUBJECT — Application  (re.  decision  of  the  borough 
superintendent  of  buildings)  under  sections  7a 
and  21  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  an  accessory  building  to  an  existing 
gasoline  service  station. 

PREMISES  AFFECTED — 111-66  Corona  avenue  and 
112-35  to  112-43  Colonial  avenue,  southwest  cor- 
*  ner  (Block  No.  1972,  Lot  Nos.  53  and  56),  Corona, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Albert  C.  Benson. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(1011-38-BZ) 

Whereas,  Albert  C.  Benson,  for  Marie  V.  Dobran, 
owner,  filed  November  19,  1938,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of  an  accessory  building 
on  an  existing  gasoline  service  station;  premises:  111-66 
Corona  avenue  and  112-35  to  112-43  Colonial  avenue,  south¬ 
west  corner  (Block  No.  1972,  Lot  Nos.  53  and  56),  Corona, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  15,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution,  show  that  Horace  Harding  boulevard 
is  in  a  business  and  unrestricted  use  district;  Corona 
avenue  is  in  a  business  and  residence  use  district;  Colonial 
avenue  is  in  a  business  and  unrestricted  use  district;  Van 
Cleef  street  is  in  a  residence  and  business  use  district  and 
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Sautell  avenue  is  in  a  residence  and  business  use  district ; 

and 

Whereas,  the  decision  of  the  borough  superintendent 
of  buildings,  dated  October  28,  on  N.  B.  Applic.  No.  8880- 
38,  reads : 

“Construction  of  accessory  buildings  to  an  existing 
gasoline  service  station  in  a  business  zone  constitutes 
an  extension  of  a  non-conforming  use  and  is  contrary 
to  Article  2,  Section  4a  (46)  of  the  zone  resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground 
having  a  frontage  of  82.77  ft.  on  Corona  avenue,  78.4  ft. 
on  Colonial  avenue  and  a  distance  of  92.5  ft.  along  the 
south  lot  line — occupied  as  a  gasoline  service  station.  It  is 
proposed  to  remove  the  existing  accessory  building  (10 
ft.  by  20  ft.  in  area)  'and  to  erect  upon  the  premises,  a 
one-story  building  26  ft.  8  in.  by  38  ft.  2  in.  in  area,  to  be 
occupied  as  office,  lubritorium  and  auto  laundry.  It  is 
also  proposed  to  relocate  pumps,  lifts,  etc.,  as  shown  upon 
filed  plans ;  and 

W  hereas,  the  board  deemed  that  the  provisions  of 
Section  7,  subdivision  A  of  the  building  zone  resolution, 
under  which  this  application  was  made,  empowered  the 
board  to  exercise  its  discretion  and  to  grant  this  applica¬ 
tion,  under  such  conditions  that  would  safeguard  the  char¬ 
acter  of  the  more  restricted  district ;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled 
to  relief  under  Section  21,  on  the  grounds  of  practical  dif¬ 
ficulty  and  unnecessary  hardship,  as  to  rearrangement  of 
the  existing  use. 

Resok'cd,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  under  Section 
21,  permitting  the  plot  under  appeal  to  be  rearranged  and 
the  accessory  buildings  reconstructed  as  indicated  on  re¬ 
vised  plans,  marked  “Received  February  14,  1939,”  and 
permitting  the  plot  to  be  rearranged  as  a  gasoline  service 
station,  on  condition  that  the  plans  marked  “Received 
February  14,  1939”  shall  be  complied  with  in  all  respects, 
except  the  pumps  as  indicated,  shall  be  not  nearer  than 
15  ft.  to  any  street  line;  that  the  brick  of  the  accessory 
building  and  wall  shall  be  of  red  face  brick  with  white 
mortar  joints  and  the  pump  bases  shall  be  of  similar  face 
brick;  that  the  entire  area,  where  not  occupied  by  acces¬ 
sory  buildings,  walls,  pumps  and  planting  area,  shall  be 
cement  paved ;  that  new  reinforced  paving  shall  be  installed 
on  surrounding  sidewalks;  that  the  curb  cuts  on  premises 
<4iall  not  exceed  the  widths  shown,  namely,  two  30  ft.  to 
Colonial  avenue,  and  one  34  ft.  and  one  30  ft.  to  Corona 
avenue ;  that  the  planting  areas  indicated,  shall  be  main¬ 
tained  at  all  times ;  that  signs  shall  be  restricted  to  the 
illuminated  globes  of  the  pumps  and  to  permanent  flat  sign 
attached  to  accessory  buildings  and  to  one  post  standard 
erected  at  the  building  line,  at  the  intersection  of  Colonial 
and  Corona  avenues,  supporting  signs  which  may  be  illu¬ 
minated,  advertising  only  the  brand  of  gasoline  sold  and 
permitting  the  sign  to  extend  a  distance  of  not  more  than 
5  ft.  beyond  building  line,  excluding  all  roof  signs  and 
signs  of  every  other  nature  and  temporary  signs ;  that  no 
motor  vehicle  repairing  shall  be  carried  on  and  no  parking 
or  storage  of  cars  other  than  those  being  serviced ;  that 
any  heating  system  in  the  building  shall  be  of  a  type 
approved  by  this  board,  for  this  occupancy ;  and  that  all 
permits  shall  be  obtained  and  all  work  shall  be  completed 
within  six  months  from  the  date  of  this  resolution. 


223-31-BZ. 

APPLICANT — Joseph  B.  Lynch,  for  Gulf  Oil  Corpora¬ 
tion,  owner. 

SLTBJECT — Application  for  consideration  —  reopening 
and  amendment- — re  Application  (decision  of  the 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station. 


PREMISES  AFFECTED  —  Northeast  corner  of  East 
Tremont  avenue  and  Baisley  avenue  (Block  No. 
5333,  Lot  No.  1),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  . 0 


THE  RESOLUTION— 

(223-31-BZ) 

Whereas,  Kenlon  Engineering  and  Contracting  Co.,  Inc., 
for  Leo  Nadel,  owner,  filed  May  13,  1931,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline  service 
station  ;  premises  :  northeast  corner  of  East  Tremont  avenue 
and  Baisley  avenue  (Block  No.  5333,  Lot  No.  1),  Borough 
of  The  Bronx ;  and 

Whereas,  this  application  was  granted  by  the  Board 
October  14,  1931,  on  certain  conditions  and  owner  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  board  on  Oc¬ 
tober  14,  1931,  as  amended  by  resolution  dated  June  27, 
1933,  only  so  far  as  it  refers  to  curbs  and  entrances,  so  that 
as  amended  it  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted, 
modifying  the  resolution  of  the  board  adopted  on 
October  14,  1931,  only  so  far  as  it  refers  to  the  concrete 
curbing  and  the  masonry  wall  on  the  interior  lot  lines 
and  the  time  for  obtaining  permits  and  completing  the 
work,  so  that  as  modified  the  resolution  will  read  :  “that 
there  shall  be  constructed  on  the  westerly  and  northerly 
lot  lines  a  masonry  wall,  not  less  than  8  ft.  in  height, 
faced  with  white  enamel  brick  of  panel  design  and 
coped  with  architectural  terra  cotta  or  stone  trim ;  that 
this  wall  may  be  incorporated  as  a  part  of  the  rear  or 
side  walls  of  such  accessory  buildings  as  are  located 
at  the  rear  of  the  plot;  that  this  wall  may  be  racked 
back  for  a  distance  of  12  ft.  both  from  East  Tremont 
avenue  and  Baisley  avenue,  starting  with  a  height  of 
4  ft.  at  the  street  lines  and  racked  back  at  the  rate  of 
approximately  one  foot  in  four ;  that  all  gasoline  pumps 
used  on  the  property  shall  be  set  back  at  least  10  ft. 
from  the  building  line;  that  any  office  or  other  build¬ 
ing  for  accessory  use,  including  grease  pits,  shall  be  not 
over  one  story  in  height  and  housed  in  structures  faced 
with  masonry  harmonizing  with  the  wall  in  material 
and  design  and  located  along  the  northerly  and  west¬ 
erly  lot  lines  of  the  property;  that  there  shall  be  con¬ 
structed  on  the  street  building  line  at  the  intersection 
of  Baisley  avenue  and  East  Tremont  avenue,  a  tri¬ 
angular  block  of  concrete  not  less  than  12  inches  in 
height  and  not  less  than  3  feet  along  cither  street  from 
the  intersection;  that  a  concrete  curb  6  inches  in  height 
and  12  inches  in  width,  shall  be  erected  towards  the 
northerly  portion  of  the  plot  along  Baisley  avenue 
building  line,  beginning  at  a  distance  31  ft.  from  the 
building  line  of  East  Tremont  avenue  and  extending 
northerly,  to  the  northerly  lot  line  of  the  premises; 
that  the  entrances  to  the  plot  shall  not  exceed  two 
(2)  from  East  Tremont  avenue,  not  over  18  ft.  in 
width  each  and  one  (1)  from  Baisley  avenue,  not  more 
than  28  ft.  in  width;  that  all  advertising  signs  shall  be 
confined  to  the  illuminated  globes  of  pumps  and  flat 
signs  attached  to  sides  of  accessory  buildings,  excluding 
all  temporary  signs  of  every  nature  and  roof  signs,  but 
permitting  the  erection  'within  the  building  line  of  a 
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post  standard,  advertising  only  the  brand  of  gasoline 
for  sale,  which  sign  may  be  illuminated  and  may  extend 
beyond  the  building  line  fort  a  distance  of  not  over  5 
ft.;  that  no  portable  gasoline  pumps  are  to  be  operated 
or  maintained  on  or  from  the  premises;  that  there  shall 
be  no  excavation  under  the  accessory  buildings  except 
for  greasing  pits ;  that  no  open  flame  shall  be  permitted 
on  the  premises;  that  all  permits  shall  be  obtained 
within  six  months  and  all  work  involved  thereby  com¬ 
pleted  within  one  year  from  the  date  of  this  amended 
resolution.” 


100-36- BZ. 

APPLICANT  —  The  MacMurrav  Holding  Corporation, 
for  Blervie  Corporation,  owner. 

SUBJECT — Application  for  consideration— reopening  aim 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  under  section  7 h 
of  the  building  zone  resolution,  permitting  in  a 
business  use  district  the  parking  of  more  tnan 
five  (5)  motor  vehicles  for  a  temporary  periuu. 
PREMISES  AFFECTED  —  135-137  West  51st  street, 
north  side  and  130-134  West  52nd  street,  south 
side,  300  ft.  east  of  Seventh  avenue  (Block  No. 
1004,  Lot  Nos.  13,  14,  50,  51  and  52),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  J.  A.  Boehm. 

ACTION  OF  BOARD— Application  reopened  ana  pernm 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  ..' .  4 

Negative  .  0 

Absent  . .  0 

THE  RESOLUTION— 

(100-36-BZ) 

Whereas,  this  application  affecting  premises  135-137 
West  51st  street,  north  side,  and  130-134  West  52nd  street, 
south  side,  300  ft.  east  of  Seventh  avenue  (Block  No. 
1004,  Lot  Nos.  13,  14,  50,  51  and  52),  Borough  of  Manhat¬ 
tan,  was  granted  by  the  board,  October  14,  1936,  on  cer¬ 
tain  conditions,  resolution  amended  November  4,  1936;  and 

Whereas,  the  applicant  requested  an  amendment  of 
the  resolution  and  now  requests  an  extension  of  the  period 
of  the  permit. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
October  14,  1936,  be  and  it  hereby  is  amended  as  to  the  term 
of  the  permit,  so  that  as  amended  the  resolution  will  read  : 

“Resolved,  that  the  Board  of  Standards  ano  Appeals 
does  hereby  make  a  variation  in  the  application  of 
the  use  district  regulations  of  the  building  zone  reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is 
granted  under  section  7-h  for  a  period  of  two  years 
from  November  4,  1938,  to  permit  the  premises  under 
appeal  to  be  used  for  transient  parking  of  motor 
vehicles,  on  condition  that  the  entire  plot  shall  be  lev¬ 
elled  substantially  to  the  grades  of  West  51st  street 
and  West  52nd  street,  and  that  the  entire  area  shall  be 
covered  with  steam  cinders  with  a  proper  binder  to 
prevent  dusting ;  that  there  shall  be  no  openings  per¬ 
mitted  to  adjoining  buildings;  that  there  shall  be 
erected  on  street  building  line  a  substantial  wrought- 
iron  or  woven  wire  fence,  except  for  the  one  opening 
not  over  20  ft.  wide  to  each  street ;  that  opposite  these 
openings  the  existing  curb  cuts  may  be  extended  to  a 
total  width  of  20  ft.  each;  that  any  portion  of  any 
existing  curb  cut  not  so  used  shall  have  the  curb  re¬ 
stored;  that  no  sign  shall  be  erected  extending  beyond 
the  building  line;  that  no  other  use  shall  be  made  of 
the  property  than  transient  parking  herein  permitted  ; 
that  no  building  shall  be  erected  on  the  property  other 
than  a  small  office  for  attendant ;  that  suitable  aisles 
shall  be  maintained  at  all  times  to  permit  ready  ingress 
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and  egress  in  the  event  of  fire ;  and  that  such  portable 
fire  extinguishers  shall  be  maintained  on  the  premises 
as  the  commissioner  shall  direct.” 


262-37-BZ. 

APPLICANT — Henry  W.  Schober,  for  Herbert  H.  Peters, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  com¬ 
missioner  of  buildings)  under  sections  7h  and  21 
of  the  building  zone  resolution,  permitting  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 21-11  Menahan  street,  north 
side,  101.67  ft.  east  of  Grandview  avenue  (Block 
No.  2204,  Lot  Nos.  68,  71  and  80),  Ridgewood, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Henry  W.  Schober. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  ...........  .  0 

Absent  . . .  . .  •  . .  ® 

THE  RESOLUTION— 

(262-37-BZ) 

Whereas,  Henry  W.  Schober,  for  Herbert  H.  Peters, 
owner,  filed  June  4,  1937,  an  application  under  the  building 
zone  resolution  to  permit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  21-11  Menahan 
street,  north  side,  101.67  ft.  east  of  Grandview  avenue 
(Block  No.  204,  Lot  Nos.  68,  71  and  80),  Ridgewood, 
Borough  of  Queens;  and 

Whereas,  this  application  was  granted  by  the  board 
April  4,  1938,  on  certain  conditions  and  applicant  requested 
an  extension  of  time  to  obtain  permits  and  complete  the 
work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  4,  1938,  only 
so  fai  as  the  resolution  refers  to  permits  and  completion 
of  work,  so  that  portion  of  resolution  shall  read : 

“that  in  view  of  the  statement  by  applicant  that  all 
work  is  substantially  completed,  all  permits  shall  be 
obtained  and  all  work  shall  be  completed  within  two 
months  from  the  date  of  this  amended  resolution.” 


609-37-BZ. 

APPLICANT — Harry  Schneider,  for  Savemore  Markets, 
Inc.,  lessee,  for  Grand  Street  Realty  Corporation, 
owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment — re  Application  (decision  of  the  com¬ 
missioner  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 91-02  168th  street,  west  side, 
150.72  ft.  north  of  Jamaica  avenue  (Block  No.  867, 
Lot  Nos.  83,  85  and  86),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Harry  Schneider. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 
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Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(609-37-BZ) 

Whereas,  Grand  Street  Realty  Corporation,  owner,  filed 
December  22,  1937,  an  application  under  the  building  zone 
resolution  to  permit  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises:  91-02  168th  street,  west  side,  150.72  ft.  north  of 
Jamaica  avenue  (Block  No.  867,  Lot  Nos.  83,  85  and  86), 
Jamaica,  Borough  of  Queens ;  and 

Whereas,  this  application  was  granted  by  the  board 
October  4,  1938,  on  certain  conditions,  amended  January  4, 
1939  and  applicant  requested  a  further  amendment. 

Resohed,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  resolution  adopted  by  the  board  on  October 
4,  1938,  so  that  as  amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7h  thereof  for  a  temporary  period  of 
two  years  from  the  date  of  this  action,  to  permit  the 
plot  under  appeal  to  be  used  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on 
condition  that  only  automobiles  of  the  pleasure  car 
type  shall  be  so  stored  or  parked ;  that  the  plot  shall 
be  levelled  substantially  to  the  grade  of  168th  street 
and  shall  be  surfaced  with  steam  cinders  or  clean 
gravel  or  other  suitable  material  properly  rolled  and 
treated  with  a  binder  to  prevent  dusting;  that  there 
shall  be  erected  on  the  interior  lot  lines,  where  the 
masonry  walls  of  existing  buildings  do  not  occur,  a 
substantial  woven  wire  fence  not  less  than  six  (6) 
feet  in  height,  except  that  such  fence  on  the  westerly 
lot  line  shall  be  erected  at  a  distance  of  tivo  (2)  feet 
therefrom  and  parallel  to  such  lot  line;  that  there  shall 
be  no  entrance  through  the  rear  fence  to  91st  avenue; 
that  a  similar  fence  shall  be  erected  along  the  street 
line  of  168th  street,  except  for  an  entrance  and  exit, 
each  not  over  15  ft.  in  width,  with  curb  cuts  opposite 
of  similar  width ;  that  during  the  term  of  this  variance, 
the  premises  shall  be  used  for  no  other  use  than  as 
permitted  herein  and  no  building  shall  be  erected 
thereon,  except  there  may  be  erected  an  office  or 
shelter  for  the  attendant  not  over  one  story  in  height, 
and  not  over  150  sq.  ft.  in  area,  and  which  may  be  of 
frame  construction ;  that  proper  aisles  shall  be  main¬ 
tained  at  all  times  for  easy  entrance  and  exit;  that  any 
lights  erected  for  illumination  shall  be  installed  so  as 
to  reflect  toward  the  center  of  the  plot  and  away  from 
adjoining  occupancies;  that  no  sign  shall  be  erected, 
except  a  small  sign  attached  to  the  fence,  advertising 
the  storage  and  parking  use,  not  more  than  15  sq.  ft.  in 
area;  that  such  portable  fire-fighting  appliances  shall 
be  installed  as  the  fire  commissioner  shall  direct ;  that 
all  permits  required  shall  be  obtained  and  all  work 
completed  within  two  months  from  the  date  of  this 
amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  ORDERS 
16-39- A. 

APPLICANT — Vincent  S.  Todaro,  for  Providence 
Todaro,  owner. 

SUBJECT — -Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 1901-1911  West  12th  street  and 
50-60  Avenue  S.  southeast  corner  (Block  No.  7077, 
Lot  No.  1),  Borough  of  Brooklyn. 

APPEA  ANCES— 


For  Applicant:  Vincent  S.  Todaro. 

For  Administration:  Benjamin  Saltzinan,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1939  at 
2  P.M.,  for  further  consideration  by  the  board. 


45-39- A. 

APPLICANT — George  G.  Miller,  for  Woodside  Avenue 
Estates,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 37-60  76th  street,  west  side, 
between  Roosevelt  avenue  and  37th  road  and  75-11 
to  75-19  Roosevelt  avenue  (Block  No.  1286,  Lot 
No.  66),  Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Sigmund  Solomon. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1939,  at 
2  P.M.,  for  decision  by  the  board. 


93-39-A. 

APPLICANT — Joseph  Burger,  for  Art  Steel  Co.,  Inc., 
lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 300  East  145th  street,  south¬ 
west  corner  of  College  avenue  (Block  No.  2325, 
Lot  No.  14),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Joseph  Burger  and  Edward 
Bergman. 

For  Administration :  Edwin  Meyer,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1939,  at  2 
P.M.,  for  inspection  by  a  committee  of  the  board. 


95-39-A. 

APPLICANT — General  Outdoor  Advertising  Co.,  Inc., 
lessee,  for  45  West  87th  Street  Corporation, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 141-153  Lincoln  avenue,  north¬ 
west  corner  of  East  134th  street  (Block  No.  2317, 
Lot  Nos.  43-49),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Emerson  F.  Davison. 

For  Administration  :  Maurice  Harris,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  February  28,  1939,  at 
2  P.M.,  for  decision  by  the  board.  No  further 
argument. 

11 4-39- A. 

APPLICANT — Rebecca  Kross,  tenant  lessee;  A.  Haskel, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
Deputy  Commissioner,  Division  of  Housing,  De¬ 
partment  of  Housing  and  Buildings. 

PREMISES  AFFECTED — 1510  Jessup  avenue,  east  side, 
75  ft.  north  of  West  172nd  street  (Block  No. 
2872,  Lot  No.  287),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Rebecca  Ivros<\ 

For  Administration:  Inspector  A.  Demo,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1939,  at 
2  P.M.,  for  decision  by  Board,  without  further 
argument. 

1 17-39- A. 

APPLICANT- — Mortimer  Wcitz,  for  Terminal  Egg  Case 
Company,  lessee. 
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SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 392  Greenwich  street  and  66- 
68  Beach  street,  southwest  corner  (Block  No.  186, 
Lot  No.  30),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  L.  Kaufman. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1939, 
at  2  P.M.,  on  request  of  applicant.  Committee  of 
the  board  to  inspect  the  premises. 


130-39-A. 

APPLICANT — Mary  Louise  Field,  owner. 

SUBJECT— Appeal’from  a  decision  of  the  borough  su¬ 
perintendent  of  buildings. 

PREMISES  AFFECTED— West  side  of  Independence 
avenue,  164  ft.  north  of  West  246th  street  (Block 
No.  3418,  Lot  No.  518),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Mary  Louise  Field  and  Robert 

M.  Field. 

For  Administration :  M.  C.  F..  Theide,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  February  28,  1939, 
at  2  P.M.,  for  further  consideration  by  the  board. 


1U08-38-A-WF. 

APPLICANT — Lempi  Toivonen,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED  —  126-14  38th  avenue,  south 
side,  100  ft.  east  of  126th  street  (Block  No.  1826, 
Lot  No.  14),  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lempi  Toivonen. 

ACTION  OF  BOARD — Appeal  withdrawn  by  applicant, 
pending  reopening  when  street  proceedings  go 
through. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  9 

Absent  .  0 


86 -39- A. 

APPLICANT— Carm  P.  Rhees,  lessee. 

SUBJECT — Appeal  from  a  decision  of  the  borough  su¬ 
perintendent  of  buildings. 

PREMISES  AFFECTED— 135  Tompkins  avenue,  east 
side,  200  ft.  north  of  Vanderbilt  avenue  (Block 
No.  53A,  Lot  No.  81),  Stapleton,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant — Carm  P.  Rhees. 

For  Administration:  Edwin  Meyer,  Fire  Depart¬ 
ment  and  Edward  Madory,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn.  Applicant  to 
file  a  building  zone  application. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


87-39-A. 

APPLICANT — John  Latuga,  for  Roas  Latuga,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commis- 
'  sioner. 

PREMISES  AFFECTED— 2384-2388  Fulton  street,  south 
side,  200  ft.  east  of  Sackman  street  (Block  No. 
1554,  Lot  No.  9),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  John  Latuga. 

For  Administration:  Edwin  Meyer,  tire  Depart¬ 
ment. 

-VCTION  OF  BOARD— Appeal  withdrawn  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  . 0 

Absent  . 0 


92-39-A. 

APPLICANT— Bessie  Yeselson,  for  Herman  Schierloh, 
owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 524  Third  avenue,  west  side,  40 
ft.  south  of  12th  street  (Block  No.  1026,  Lot  No. 
35),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Bessie  Yeselson. 

For  Administration:  Edwin  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD— Appeal  withdrawn  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  0 

Absent  .  0 


97-39-A. 

APPLICANT— Archibald  D.  Anstey,  for  Mutual  Life  In¬ 
surance  of  New  York,  owner. 

SUBJECT— Appeal  from  decisions  of  the  borough  su¬ 
perintendent  of  buildings. 

PREMISES  AFFECTED— 349  and  351-357  West  27th 
street,  north  side,  206.3  ft.  east  of  Ninth  avenue 
(Block  No.  751,  Lot  Nos.  1  to  14  inclusive),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Otto  L.  Kelm. 

For  Administration:  Fred  Dahlem,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn.  Applicant  to 
consult  the  Department  of  Housing  and  Build¬ 
ings. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Negative 
Absent  . 


11 6-39- A. 

APPLICANT— James  McKillop,  for  Joseph  Petker,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 126-11  and  126-13  Liberty  ave¬ 
nue,  north  side,  60  ft.  west  of  127th  street  (Block 
No.  9563,  Lot  Nos.  23  and  24),  Richmond  Hill, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  McKillop. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ^ 

Absent  .  0 


275 


MINUTES 


138-39- A. 

APPLICANT — A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 217-05  to  217-09  Jamaica  ave¬ 
nue  (Jericho  turnpike),  north  side,  28.55  ft.  east 
of  217th  street  (Block  No.  1599,  Lot  No.  36), 
Queens  Village,  Borough  of  Queens. 

APPEAkANCES— 

For  Applicant :  A.  F.  Winter. 

For  Administration :  T.  A.  Larkin,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply,  as 
required  under  Cal.  No.  1203-38-BZ. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


141-39- A. 

APPLICANT — William  Shirley,  for  Julia  Warrell,  lessee. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 17  East  86th  street,  north  side, 
112  ft.  9J/2  in.  west  of  Madison  avenue  (Block  No. 
1498,  Lot  No.  12),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  P.  Jaenicke. 
r<or  Administration:  Fred  iJanlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  . 4 

Negative  . 0 

Absent  .  6 


953-38-A. 

APPLICANT  —  Hyman  Fried,  for  Crawford-Flushing 
Corporation,  lessee. 

SUBJECT — Appeal  from  a  decision  of  the  borough  su¬ 
perintendent  of  buildings. 

PREMISES  AFFECTED— 39-04  Main  street,  southwest 
corner  of  39th  avenue  (Block  No.  843,  Lot  No. 
48),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Hyman  Fried. 

For  Administration:  Joseph  Ferro,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(953-38-A) 

Whereas,  Hyman  Fried,  for  Crawford-Flushing  Cor¬ 
poration,  lessee,  filed  October  28,  1938,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings,  affect¬ 
ing  premises  39-04  Main  street,  southwest  corner  of  39th 
avenue  (Block  No.  843,  Lot  No.  48),  Flushing,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  App.  No.  4554-37,  reads : 

“1.  The  projection  of  a  sign  more  than  2  ft.  above 
parapet  wall  is  contrary  to  Section  B-26-12-0  of  the 
Administrative  Code.” 

and 


Whereas,  the  building  is  3  stories  (36  ft.)  in  height, 
48  ft.  by  87  ft.  5  in.  deep  on  a  lot  48  ft.  by  92  ft.  deep; 
located  in  a  business  use  district  and  occupied :  Cellar — 
boiler  room;  1st  floor,  retail  stores,  10  persons;  2nd  floor — 
clothing  storage,  4  persons ;  3rd  floor — office,  10  persons, 
for  which  a  certificate  of  occupancy  has  been  issued ;  and 
Whereas,  the  applicant  contends  that  the  upright  sign 
which  is  the  subject  of  this  appeal,  was  erected  some  time 
in  April,  1937  by  a  sign  construction  company  retained  by 
lessee  and  as  part  of  the  said  contract,  permits  were  pro¬ 
cured  by  said  sign  contractor  and  sign  was  erected  and  is 
presently  maintained  pursuant  to  such  permits ;  that  the 
upright  sign  extends  3  feet  6  inches  above  the  parapet  wall, 
or  lYz  feet  above  the  height  prescribed  by  section  B  26-12-0 
of  the  administrative  code;  that  to  cut  the  sign  down  would 
be  impossible  as  it  would  make  it  necessary  to  completely 
destroy  the  sign ;  that  the  maintenance  of  said  sign  is 
necessary  for  the  conduct  of  the  business  of  the  occupant 
of  the  premises,  inasmuch  as  the  bulk  of  the  business  is 
done  in  the  evening. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  on  Alt.  App.  No.  4554-37,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  sign  shall  not  be  further  extended  in  height  and 
shall  in  all  other  respects  meet  the  requirements  of  the 
administrative  code  and  shall  be  permitted  to  continue  only 
so  long  as  it  is  used  for  advertising  the  business  of  the 
present  tenant  of  the  building. 

1016-38-A. 

APPLICANT — Siegfred  Stern,  lessee,  for  Morris  Green¬ 
berg,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 414-418  Marcy  avenue,  south¬ 
west  corner  of  Walton  street  (Block  No.  2244, 
Lot  No.  36),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Siegfried  Stern  and  Bertram  H. 
Mock. 

For  Administration  :  Edwin  Meyer,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  . * .  0 


THE  RESOLUTION— 

(1016-38-A) 

Whereas,  Siegfried  Stern,  applicant  and  lessee,  filed  on 
November  7,  1938,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  premises  414-418  Marcy  avenue, 
southwest  corner  of  Walton  street  (Block  No.  2244,  Lot 
No.  36),  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner  No.  76856- 
L.C.,  dated  October  11,  1938,  reads: 

“With  reference  to  application  dated  July  12,  1938, 
for  a  permit  to  store  and  use  alcohol,  acetone  and 
benzol  in  the  manufacture  of  an  inflammable  mixture 
(Relaco  Paint  Remover  Liquid)  at  premises  416-418 
Marcy  avenue,  Brooklyn,  please  be  advised  that  the 
Fire  Department  is  without  power  to  issue  such  a  per¬ 
mit,  for  the  reason  that  a  recent  inspection  of  the 
premises,  shows  that  combustible  fibre  (rag  sorting)  is 
being  done  on  the  1st  story.  A  report  from  the  City 
Laboratory  shows  the  Relaco  Paint  and  Remover 
Liquid  to  be  an  inflammable  mixture  with  a  flash  point 
of  78°. 

Section  C-19-59  of  the  Administrative  Code  states, 
that  no  permit  for  the  manufacture  of  an  inflammable 
mixture  (Relaco  Paint  Remover  Liquid)  shall  be  issued 
for  any  building  where  dry  goods  or  other  materials 
of  a  highly  inflammable  nature  are  manufactured, 
stored  or  sold. 
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1.  You  are,  therefore,  ordered  to  remove  all  alcohol, 
acetone  and  benzol  from  the  premises,  and  to  dis¬ 
continue  the  maintenance  of  an  inflammable  mixture 
on  the  premises.” 

and 

Whereas,  the  building  is  3  stories  (35  ft.)  in  height; 
38  ft.  by  100  ft.  at  street  level  and  38  ft.  by  75  ft.  above; 
of  fireprof  construction ;  located  in  an  unrestricted  dis¬ 
trict;  erected  prior  to  1900;  equipped  with  a  sprinkler  sys¬ 
tem  and  occupied:  Cellar — boiler  room;  1st  story — rag  and 
wool  assortment ;  manufacturing  of  paint,  paint  remover 
and  celluloid  novelties,  30  persons ;  2nd  story — vacant  loft ; 
3rd  story — manufacturing  novelties,  30  persons ;  and 

Whereas,  applicant  contends  that  the  rag  business  has 
been  conducted  in  this  building  for  the  past  25  years  and 
during  10  years  of  that  time,  there  was  also  conducted  in 
the  building  the  manufacturing  of  celluloid  novelties,  a 
permit  for  this  latter  business  having  been  issued  (No. 
B219279)  ;  that  celluloid  is  inflammable  at  least  to  the 
same  degree  as  is  the  paint  remover  liquid  manufactured 
by  applicant  that  at  the  present  time  there  are  two  separate 
concerns  manufacturing  celluloid  novelties,  one  concern 
being  on  the  same  floor  on  which  the  applicant  has  his 
place  of  business ;  the  second  celluloid  concern  is  located 
on  the  third  floor ;  that  the  rag  business  conducted  is  a 
very  small  one  and  only  small  quantities  of  rags  are  kept 
on  the  premises  at  any  time ;  that  a  fire  department  rep¬ 
resentative  visited  the  premises  and  made  a  thorough  in¬ 
vestigation  and  applicant  was  advised  to  go  ahead  with  his 
business  as  a  permit  would  be  issued,  because  the  building 
was  fireproof,  had  a  sprinkler  system ;  was  located  in  an 
unrestricted  zone  and  because  formerly  a  permit  had  been 
issued  for  the  same  loft  for  manufacturing  celluloid 
novelties ;  that  the  various  materials  used  in  the  manu¬ 
facture  of  the  paint  remover  are  mixed  according  to  for¬ 
mula  without  heating  of  any  kind ;  that  no  gas  or  flame 
of  any  kind  is  used  on  the  premises  by  applicant. 

Resolved,  that  order  No.  76856-LC  of  the  fire  commissioner, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  partition  shall  be 
installed  across  the  1st  floor,  separating  the  rag  sorting 
occupancy  from  the  paint  remover  manufacturing  occu¬ 
pancy  and  that  any  existing  openings  in  said  partition  shall 
be  blocked  with  masonry  and  fireproof  material ;  that  this 
partition  shall  be  continuous  from  wall  to  wall  and  from 
floor  to  ceiling;  that  the  building  shall  not  be  increased  in 
height  and  area;  that  the  sprinkler  system  and  other  fire¬ 
fighting  appliances,  shall  be  maintained  to  the  satisfaction 
of  the  fire  commissioner ;  that  no  buried  system  shall  be 
required,  provided  the  amounts  of  alcohol,  acetone  and 
benzol  used  in  the  process  of  the  paint  remover  manu¬ 
facturing,  shall  not  exceed  one  drum  each ;  that  a  mixing 
compartment  shall  be  required,  as  specified  in  the  Admin¬ 
istrative  Code,  unless  the  drums  are  stored  in  a  fireproof 
compartment  outside  the  building  and  not  over  a  total  of 
25  gallons  of  material  brought  in  for  mixing  at  any  one 
time  and  immediately  packaged  into  approved  and  labelled 
cans;  that  in  all  other  respects,  all  laws,  rules  and  regu¬ 
lations  as  to  the  occupancy  of  the  building  shall  be  com¬ 
plied  with. 


1142-38-A-WF. 

APPLICANT — A.  C.  Benson,  'for  Marie  V.  Dobran, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 112-23  Colonial  avenue,  north 
side,  77.53  ft.  west  of  Corona  avenue  (Block  No. 
1972,  Lot  Nos.  58  and  59),  Corona,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Albert  C.  Benson  and  Marie  V. 
Dobran. 

For  Administration :  Harold  Klorfein,  Depart¬ 
ment  of  Parks. 


ACTION  OF  THE  BOARD — Appeal  granted  on  condi¬ 
tion. 

THE  \  OTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commission¬ 


er  Blum  and  Assistant  Chief  Walsh....  3 

Negative:  Commissioner  Savage  .  1 

Absent  .  0 


THE  RESOLUTION— 

(1142-38-A-WF) 

Whereas,  A.  C.  Benson,  for  Marie  V.  Dobran,  owner, 
filed  December  9,  1938,  an  application  for  approval  of  the 
use  of  the  premises  as  a  cabaret,  pursuant  to  the  provisions 
of  the  resolution  adopted  by  the  Board  of  Estimate  and 
Apportionment,  creating  the  World’s  Fair  District,  and 
affecting  premises  112-33  Colonial  avenue,  northside,  77.53 
ft.  west  of  Corona  avenue  (Block  No.  1972,  Lot  Nos.  58 
and  59),  Corona,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent,  in 
acting  on  Alt.  Applic.  No.  9027-38,  dated  November  28, 
1938,  reads : 

“The  use  of  above  located  premises  for  a  cabaret 
and  dance  hall  is  prohibited  by  Section  8  of  the 
World’s  Fair  Resolution.” 

and 

Whereas,  section  8  of  the  World’s  Fair  Resolution  does 
not  prohibit  the  use  requested,  but  required  the  approval 
of  this  board,  but  such  use  cannot  be  permitted  by  the  bor¬ 
ough  superintendent;  and 

Whereas,  the  building  in  question  is  36  ft.  6  in.  by  65  ft. 
4%  in.  in  area,  one  story,  15  ft.  in  height,  of  frame  con¬ 
struction,  erected  in  1933  and  moved  to  present  location  in 
1938;  located  in  a  business  use  district  and  to  be  occupied: 
Cellar — storage;  1st  floor — restaurant,  bar  and  cabaret;  and 

Whereas,  this  building  was  the  subject  of  an  application 
under  Cal.  No.  75-38-A-WF  for  a  similar  use,  the  location 
then  being  on  the  Corona  avenue  front  of  the  adjoining 
gasoline  station  plot ;  and 

Whereas,  the  applicant  contends  that  the  building  has 
been  continuously  used  as  a  restaurant  since  its  erection 
and  its  operation  has  been  found  to  be  unprofitable  and  it 
is  impossible  to  compete  for  the  night  business  with  the 
establishments  enjoying  cabaret  business,  a  number  of 
which  are  within  a  short  distance  of  the  location  of  the 
premises  in  question ;  that  the  issuance  of  a  cabaret  permit 
at  this  location  would  in  no  way  affect  the  peace  and  quiet 
of  the  property  owners  in  the  immediate  vicinity ;  that  it 
is  proposed  to  reconstruct  the  gasoline  station  on  the  ad¬ 
joining  plot  and  said  station  will  be  so  arranged  that  the 
building  in  question  will  not  be  visible  to  the  Fair  grounds. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
in  acting  on  Alt.  App.  No.  9027-38,  as  to  signs,  be  and  it 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  only  such  signs  shall  be  erected 
as  are  indicated  on  plans  filed,  consisting  of  stainless  steel 
lettering,  attached  to  the  front  of  building  and  reading  as 
indicated  on  plans  filed  with  this  appeal,  provided  such 
signs  are  not  illuminated  and  prominent ;  that  private 
dancing  may  be  carried  on  in  connection  with  restaurant 
and  with  an  orchestra  containing  not  more  than  three 
pieces;  that  no  cabaret  performance  shall  be  maintained. 


1219-38- A. 

APPLICANT— Municipal  Metallic  Bed  Manufacturing 
Corporation,  lessee. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 289-293  Powell  street,  east 
side,  250  ft.  south  of  Sutter  avenue  (Block  No. 
3763,  Lot  No.  11),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Morris  Rubin. 

For  Administration :  Edwin  Meyer,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE- 
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Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(12 19-38- A) 

Whereas,  the  Municipal  Metallic  Bed  Manufacturing 
Corporation,  lessee,  filed  on  December  30,  1938,  an  appeal 
from  an  order  and  a  decision  of  the  fire  Commissioner, 
affecting  premises  289-293  Powell  street,  east  side,  250  ft. 
south  of  Sutter  avenue  (Block  No.  3763,  Lot  No.  11), 
Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  76567- 
LC,  dated  September  6,  1938,  reads : 

“6.  Discontinue  the  maintenance  of  any  open  flames 
or  sparking  device  within  floor  area  where  spray  coat¬ 
ing  is  carried  on,  or  separate  said  open  flames  or 
sparking  device  by  partitions  constructed  of  fireproof 
or  fire  resisting  material.  Rule  6.1,  8-a,  Spray  Rules.” 

and 

Whereas,  the  said  order  is  repeated  in  a  decision  of 
the  fire  commissioner,  dated  December  19,  1938;  and 

Whereas,  the  building  is  one  story  (20  ft.)  in  height, 
40  ft.  by  90  ft.  in  area  on  a  lot  50  ft.  by  100  ft.  in  area; 
of  brick,  non-firep<roof  construction ;  erected  approxi¬ 
mately  in  1890;  used  since  1929  for  the  manufacturing  of 
metal  beds ;  occupancy,  five  persons ;  and 

Whereas,  the  applicant  contends  that  there  are  no 
flames  which  they  consider  open  flames  and  that  the  air 
inlet  for  the  ovens  are  more  than  15  feet  away  from  the 
spray  booths. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
76567-LC,  item  6,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  intake  for  the  gas  pilot  of  the  oven  shall  be  supplied 
from  the  outer  air ;  that  the  oven  shall  be  vented  to  the 
roof ;  that  sprinkler  heads  shall  be  installed  in  the  spray 
booths ;  that  all  other  open  flames  shall  be  at  a  distance  of 
not  less  than  thirty  (30)  feet  from  the  paint  spraying; 
that  any  welding  operation  shall  be  confined  to  a  room 
separated  by  a  fireproof  enclosure ;  that  paint  storage 
shall  be  within  a  fireproof  enclosed  room  or  approved 
cabinet;  that  in  all  other  respects,  the  requirements  of  the 
Paint  Spraying  Rules  of  the  Board  of  Standards  and 
Appeals  and  all  other  rules,  laws  and  regulations  appli¬ 
cable  to  the  building  and  its  occupancy  shall  be  complied 
with. 


65-39-A. 

APPLICANT — Brook  Refrigeration  Company,  Inc.,  for 
the  D.  and  H.  Holding  Corporation  and  Astern 
Packing  Corporation,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 520-522  East  152nd  street, 
601-605  Brook  avenue,  southwest  corner  and 
455-459  Westchester  avenue,  north  side,  82  ft. 
8 J4  in.  west  of  Brook  avenue  (Block  No.  2361, 
Lot  Nos.  1  and  5),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Abraham  Greenberg. 

For  Administration :  Edwin  Meyer,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(65-39-A) 

Whereas,  Brook  Refrigerating  Company,  Inc.,  for  The 


D.  and  H.  Holding  Corporation  and  Astern  Packing  Cor¬ 
poration,  owners,  filed  on  January  17,  1939,  an  appeal 
from  a  decision  of  the  fire  commissioner,  affecting  prem¬ 
ises  520-522  East  152nd  street,  601-605  Brook  avenue, 
southwest  corner,  455-459  Westchester  avenue,  north  side, 
82  ft.  8/4  in.  west  of  Brook  avenue  (Block  No.  2361,  Lot 
Nos.  1  and  5),  Borough  of  The  Bronx  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
January  6,  1939,  reads:  J 

“Responding  to  your  favor  of  December  28,  1938, 
requesting  permission  to  run  ammonia  lines  in  the  bed 
of  and  across  East  152nd  street,  from  625  Brook 
avenue  to  455-459  Westchester  avenue,  please  be  ad¬ 
vised  that  your  request  is  hereby  denied  as  a  violation 
of  Section  219B  of  the  Administrative  Code.” 
and  ■ 

Whereas,  the  building  on  Lot  1  is  two  stories  (24  ft.) 
in  height,  69  ft.  7J 4  in.  by  149  ft.  11  in.  in  area,  along  East 
152nd  street,  and  82  ft.  8}4  in.  along  Westchester  avenue 
and  irregular  in  area ;  the  building  on  Lot  5  is  three  stories 
(33  ft.)  in  height,  50  ft.  by  74  ft.  in  area,  on  a  lot  50  ft.  by 
99  ft.  in  area ;  of  non-fireproof  construction ;  located  in  an 
unrestricted  use  district;  building  on  Lot  1  erected  in  1924; 
on  Lot  5  erected  in  1882 ;  both  equipped  with  sprinkler  and 
standpipe  systems ;  occupancy  per  floor,  as  two  certificates 
of  occupancy  were  issued,  being  respectively  No.  2651-24  for 
Brook  avenue,  northwest  corner  of  Westchester  avenue, 
issued  December  1,  1924,  for  stores,  offices  and  storage- 
120  lbs.  per  sq.  ft.  all  floors  and  No.  1327-21  for  457  West¬ 
chester  avenue,  issued  December  2,  1921,  for  garage  for  5 
cars ;  dwelling  and  store ;  and 

Whereas,  applicant  contends  that  this  appeal  is  taken 
from  a  decision  of  the  fire  commissioner,  denying  appellant 
permission  to  run  its  refrigerating  pipe  lines  southward 
across  East  152nd  street,  from  the  property  of  Swift  and 
Co.,  situated  at  the  northwest  corner  of  Brook  avenue  and 
East  153rd  street,  to  the  building  owned  jointly  by  I.  and  S. 
Co.  Inc.,  and  The  D.  and  H.  Holding  Corporation,  situated 
at  the  southwest  corner  of  Brook  avenue  and  East  153rd 
street  and  from  there  to  the  property  of  Astern  Packing 
Corporation  on  Westchester  avenue,  82  ft.  8J4  in.  west  of 
Brook  avenue.  Heretofore,  the  Board  granted  to  the 
Ridgefield  Refrigeration  Service,  Inc.,  permission  to  carry 
its  ammonia  pipe  from  its  premises  at  643-645  Brook 
avenue  (where  its  refrigerating  machinery  is  located), 
the  entire  length  of  the  block  facing  on  Brook  avenue 
between  East  152nd  and  East  153rd  streets  (Appeal  No. 
131-34-A).  Then  it  permitted  the  Brook  Refrigerating 
Co.,  Inc.,  a  corporation  having  the  same  principals  as  the 
Ridgefield  Refrigeration  Service,  Inc.  to  connect  its  pipe 
to  that  of  the  Ridgefield  at  the  northern  terminus  of  the 
block  and  carry  it  northward  across  East  152nd  street 
to  the  building  occupied  by  Cudahy  Packing  Co.  Inc.  at 
the  northwest  corner  of  Brook  avenue  and  East  152nd 
street  (Appeal  No.  297-35-A).  The  appellant  herein  seeks 
to  carry  its  ammonia  lines  northward  from  the  building 
of  Swift  and  Co.  at  625  Brook  avenue  situated  on  the 
northwest  corner  of  Brook  avenue  and  East  152nd  street, 
through  its  sidewalk  vault  across  East  152nd  street  to  the 
building  at  520-522  East  152nd  street  at  the  southwest 
corner  of  Brook  avenue  and  East  152nd  street.  The  con¬ 
duit  is  to  be  a  12  inch  double  extra  heavy  cast  iron  flanged 
pipe  and  contain  2j4  inch  extra  heavy  wrought  iron  pipe 
now  line,  enclosed  in  two  inches  of  cork  insulation ;  and  a 
1-inch  return  line  of  double  extra  heavy  wrought  iron 
pipe.  There  is  a  1-inch  high  pressure  safety  valve  set  at 
250  lbs.  and  a  low  pressure  safety  valve  set  at  150  lbs. 
and  mercury  gauge  for  automatic  stop  set  at  210  lbs.  The 
system  is  known  as  a  Class  A  system,  operated  by  the 
Ridgefield  Refrigeration  Service,  Inc.,  using  3000  lbs.  of 
ammonia.  It  is  understood  that  the  permission  herein 
sought,  is  subject  to  the  obtaining  of  a  franchise  from  the 
Board  of  Estimate,  to  permit  the  laying  of  pipes  in  the 
bed  of  East  152nd  street. 

Resolved,  that  the  decision  of  the  fire  commissioner, 
dated  January  6,  1939,  be  and  it  hereby  is  modified,  and 
that  the  appeal  be  and  it  hereby  is  modified,  and  that  the 
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appeal  be  and  it  hereby  is  granted,  subject  to  obtaining 
of  a  proper  franchise  from  tht  Board  of  Estimate,  per¬ 
mitting  the  extension  of  the  refrigerating  system  into 
the  buildings  as  listed  in  this  appeal,  on  condition  that  the 
refrigerating  lines  shall  be  at  a  depth  of  not  less  than 
that  shown  below  the  street  surface  of  East  152nd  street ; 
that  the  return  lines  shall  be  insulated  with  2  inches  of 
cork;  that  the  supply  line  and  return  line  shall  be  in  cast 
iron  pipe  with  bolted  flanges  and  that  in  all  other  respects 
the  general  conditions  as  set  forth  in  resolution  as  amended 
October  11,  1938  under  Cal.  No.  131-34-A  and  resolution 
of  May  11,  1937,  under  Cal.  No.  292-35-A  shall  be  com¬ 
plied  with  and  that  the  amount  of  ammonia  for  the  entire 
system,  as  permitted  by  the  board,  shall  at  no  time  exceed 
3,000  pounds  of  ammonia. 


78-39-A. 

APPLICANT — S.  Millman  and  Son,  for  Louis  Eisen- 
stein,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings. 

PREMISES  AFFECTED— 877  Glenmore  avenue,  north 
side,  20  ft.  west  of  Milford  street  (Block  No. 
3992,  Lot  No.  39),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  David  Millman. 

For  Administration  :  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  . 0 


THE  RESOLUTION— 

(78-39-A) 

Whereas,  S.  Millman  and  Son,  for  Louis  Eisenstein, 
owner,  filed  on  January  19,  1939,  an  appeal  from  a  de¬ 
cision  of  the  acting  borough  superintendent,  affecting  prem¬ 
ises  877  Glenmore  avenue,  north  side,  20  ft.  west  of  Mil¬ 
ford  street  (Block  No.  3992,  "Lot  No.  39),  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  on  Alt.  App.  No.  19076-38,  dated  December  27, 
1938,  reads : 

“1.  Proposed  change  of  occupancy  of  1st  floor  of 
frame  building,  to  business  use  is  contrary  to  2- 1-3-5 
of  42-1  of  the  Code.” 

and 

Whereas,  the  building  is  two  stories  (24  ft.)  in  height, 
16  ft.  8  in.  by  45  ft.  in  area  at  1st  floor  and  16  ft.  8  in.  by 
30  ft.  in  area  above,  of  frame  construction,  located  on  a 
lot  16  ft.  8  in.  by  90  ft.  in  area  in  a  business  use  district 
and  occupied:  Cellar — general  storage;  1st  floor,  1  family — 
in  conjunction  with  2nd  floor,  for  which  no  certificate  of 
occupancy  has  been  issued ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
use  the  1st  floor  as  a  beauty  parlor  operated  by  the  person 
who  will  occupy  the  apartment  on  the  2nd  floor ;  two  rooms 
on  the  1st  floor  are  to  be  used  as  a  beauty  parlor  and  the 
other  room  as  a  kitchen ;  the  3  rooms  and  bath  on  2nd 
floor  will  be  used  by  one  occupant,  the  owner,  who  had  a 
beauty  parlor  at  a  different  location  and  who  desires  to 
combine  her  living  quarters  with  her  business ;  that  no 
change  will  be  made  either  inside  or  outside  of  the  dwell¬ 
ing  and  the  outside  appearance  of  this  one  family  house 
will  not  be  changed,  except  for  the  installation  of  one 
small  electric  light  in  each  of  the  two  front  windows. 

Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent,  on  Alt.  Applic.  No.  19076-38,  be  and  it  hereby 
is  modified,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  business  occupancy  or  beauty  parlor 
shall  be  maintained  by  the  occupants  of  the  house ;  that 


there  shall  be  not  more  than  one  (1)  family  occupying 
the  building ;  that  the  equipment  in  connection  with  the 
business  occupancy  shall  not  exceed  the  permitted  floor 
load ;  that  the  cellar  ceiling  throughout  shall  be  fire-re¬ 
tarded  in  accordance  with  the  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  with  the  stairs  to  the  cellar  enclosed 
with  fire-retarded  material,  with  fireproof  self-closing  door 
leading  thereto ;  that  the  building  shall  not  be  increased 
in  height  or  area. 


80-39-A. 

APPLICANT— A.  F.  Winter,  for  F.  W.  Woolworth 
Company,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 712-714  Brighton  Beach 
avenue,  3212-3214  Coney  Island  avenue,  southwest 
corner  (Block  No.  7824,  Lot  No.  2419),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  A.  F.  Winter. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  . . 4 

Negative  . 0 

Absent  . 0 


THE  RESOLUTION— 

(80-39-A) 

Whereas,  A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee,  filed  on  January  20,  1939,  an  appeal  from  an 
order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  712-714  Brighton  Beach  avenue  and  3213-3214 
Coney  Island  avenue,  southwest  corner  (Block  No.  7824, 
Lot  No.  2419),  Borough  of  Brooklyn;  and 
Whereas,  Order  No.  1251-LF,  issued  by  the  fire  com¬ 
missioner  September  2,  1938,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  in  cellar,  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  provided  in 
Article  10,  Administrative  Code.” 

and 

Whereas,  this  order  was  referred  to  in  a  decision  or 
the  fire  commissioner,  dated  January  11,  1939;  and 
Whereas,  the  building  is  two  stories  (34  ft.)  in  height, 
102  ft.  6J4  in.  in  area;  of  fireproof  construction;  located 
in  a  business  use  district  and  erected  in  June,  1929,  and 
occupied:  Cellar — stockroom,  2  persons;  1st  floor — store, 
100  persons ;  2nd  floor — Democratic  club  and  restaurant, 
100  persons ;  Certificate  of  Occupancy,  No.  67487,  was  is¬ 
sued  May  21,  1932,  for  above  described  use;  and 
Whereas,  the  applicant  contends  that  there  is  an  enclosed 
fireproof  stairway  with  fire  door  from  basement  level  to 
1st  floor;  there  is  another  fireproof,  enclosed  stairway, 
leading  from  basement  to  1st  floor;  there  is  a  sidewalk 
elevator  with  a  pair  of  sidewalk  doors  above ;  there  are 
8  in.  by  16  in.  and  8  in.  by  24  in.  openings  in  the  granite 
base  underneath  the  show  window  platforms  with  case 
bronze  grilles  to  give  ventilation  to  the  basement,  which 
can  also  be  provided  by  opening  the  sidewalk  elevator 
doors ;  that  the  stock  room  is  used  for  the  receiving  and 
marking  of  merchandise ;  that  there  are  tenant  spaces 
which  are  provided  with  entrances  to  their  basement  from 
their  store  floor;  that  the  amount  of  celluloid  merchandise 
stored  in  the  basement  is  approximately  .7  of  1%  of  the 
entire  stock;  that  all  the  aisles  are  3  ft.  wide  and  wider 
and  kept  clear  at  all  times;  that  the  partitions  in  this 
basement  are  fireproof;  that  there  is  adequate  fire  pro¬ 
tection  already  provided  in  this  basement,  and  requests  that 
the  order  be  rescinded. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
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1251-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall  be 
installed  throughout  the  cellar  a  non-automatic,  dry  sprin¬ 
kler  system,  complying  with,  the  requirements  of  the  build¬ 
ing  code  therefor,  except  that  the  automatic  alarm  need 
not  be  installed;  that  the  sprinkler  heads  may  be  spaced 
25%  in  excess  of  the  requirements;  that  all  fittings  and 
hangers  shall  be  of  malleable  iron ;  that  all  horizontal  lines 
may  be  close  to  the  ceiling  with  proper  pitch  and  lJ/&  in. 
drain  and  with  heads  pendant ;  that  there  shall  be  a  single 
hose  inlet  of  approved  type  on  the  exterior  of  the  building 
at  least  10  in.  above  sidewalk;  that  the  cap  of  this  hose 
inlet  and  sign  stating  area  covered,  shall  be  painted  alumi¬ 
num  ;  that  an  addition,  there  shall  be  wet  sprinkler  heads 
attached  to  the  existing  domestic  water  supply  line  of  the 
building  installed  in  the  kitchen,  unpacking  space  and  waste 
paper  room. 


81 -39- A. 

APPLICANT — Simon  B.  Zelnik,  for  A.  G.  Fields,  lessee. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 30-91  Steinway  street,  east 
side,  98  ft.  3  in.  north  of  31st  avenue  (Block  No. 
680,  Lot  No.  9),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Simon  B.  Zelnik  and  Abraham 
Fields. 

For  Administration:  Joseph  Ferro,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(81-39-A) 

Whereas,  Simon  B.  Zelnik,  for  A.  G.  Fields,  lessee, 
filed  on  January  20,  1939,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  30-91  Steinway 
street,  east  side,  98  ft.  3  in.  north  of  31st  avenue  (Block 
No.  680,  Lot  No.  9),  Long  Island  City,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  16,  1939,  on  Alt.  App.  No.  9903-38,  reads: 

“1.  The  change  in  use  of  the  second  floor  from 
residence  to  business  in  a  frame  building  in  the  fire 
limits,  is  contrary  to  section  4.1.5  of  the  Building  Code. 

2.  Stairway  leading  to  second  floor  must  be  en¬ 
closed  on  the  first  and  second  floor  as  required  by 
section  6.4. 1.8  of  the  Building  Code.” 

and 

Whereas,  the  building  is  three  stories  (39  ft.)  in  height, 
23.25  ft.  by  85  ft.  in  area  at  1st  floor  level  and  23.25  ft. 
by  52  feet  above,  of  frame  construction ;  on  a  lot  23.25  ft.  by 
90  ft.  in  area;  located  in  a  business  use  district;  erected 
June  14,  1898,  and  occupied:  Storage — Cellar;  1st  floor — 
retail  store,  8  prsons ;  2nd  floor — apartments  8  persons ; 
3rd  floor — apartments  8  persons,  for  which  no  certificate 
of  occupancy  has  been  issued ;  and 

Whereas,  it  is  proposed  to  change  the  use  and  occu¬ 
pancy  of  the  2nd  floo'r  from  residence  to  business  with  4 
persons  therein,  as  an  extension  of  the  business  occupancy 
on  the  first  floor ;  and  not  to  use  the  3rd  floor ;  and 

Whereas,  the  applicant  contends  that  this  building  is 
of  frame  construction  and  has  had  business  use  on  the 
ground  floor  for  several  years ;  that  it  is  now  within  the 
fire  limits,  but  has  outlived  its  residential  use  and  is 
suitable  for  business  only ;  these  conditions  will  be  im¬ 
proved,  since  all  tenements  above  will  be  removed,  the 
2nd  floor  connected  with  the  1st  floor  and  the  third  floor 


closed  up  entirely;  that  the  net  area  of  the  2nd  floor  is 
less  than  1,000  sq.  ft.;  that  it  will  have  a  wideopen  stair¬ 
case  connected  directly  with  the  store  and  street,  together 
with  a  secondary  means  of  egress  by  means  of  the  exist¬ 
ing  fire-escape  in  the  rear  of  building;  that  ceilings  and 
stairs  to  cellar  will  be  fire-retarded. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  9903-38,  be  and  it  hereby  is  modified, 
and  that  the  appeal  be  and  it  hereby  is  granted,  permitting 
the  occupancy  of  the  building  as  proposed  business  use 
on  the  1st  floor  and  2nd  floor,  connected  by  open  stairway, 
as  shown,  on  condition  that  the  building  shall  not  be 
increased  in  height  or  area  and  that  the  3rd  floor  shall 
remain  vacant;  that  the  cellar  ceiling  shall  be  fire-retarded 
in  accordance  with  the  rules  of  the  Board  of  Standards 
and  Appeals;  that  the  stairs  to  the  cellar  shall  be  enclosed 
in  fire-retarded  partitions  with  fireproof  self-closing  door 
leading  thereto;  that  the  permitted  floor  load  of  the  1st 
and  2nd  floors  shall  not  be  exceeded ;  and  that  in  all  other 
respects  all  laws,  rules  and  regulations  applicable  to  the 
occupancy  and  use  shall  be  complied  with. 


83-39-A. 

APPLICANT — Annie  A.  Davison,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 160  Silver  Lake  road,  south 
side,  200  ft.  west  of  Havenwood  road  and  153  ft. 
east  of  Brighton  avenue  (Block  No.  129,  Lot  No. 
28),  Brighton  Heights,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Annie  A.  Davison. 

For  Administration :  Edward  Madory,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(83-39-A) 

Whereas,  Annie  A.  Davison,  owner,  filed  January  20, 
1939,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises  160  Silver  Lake  road,  south  side, 
200  ft.  west  of  Havenwood  road  (Block  No.  129,  Lot  No. 
28),  Brighton  Heights,  Borough  of  Richmond;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
Alt.  Application  No.  1453-38,  dated  January  19,  1939,  reads: 

“Your  application,  to  enlarge  an  existing  two  family 
frame  dwelling  at  premises  No.  160  Silver  Lake  road, 
153  ft.  east  of  Brighton  avenue,  Borough  of  Richmond, 
is  hereby  denied  as  it  is  contrary  to  C-26-536.0  of  the 
Building  Code.  It  being  unlawful  to  use  more  than 
two  stories  for  living  quarters  in  two  family  (frame) 
residence  building.” 

and  _  ... 

Whereas,  the  building  is  2 Yz  stories  (33  ft.)  in  height, 
24  ft.  by  34  ft.  in  area  on  a  lot  40  ft.  by  120  ft.  in  area; 
of  frame  construction;  located  in  a  residence  use  district ; 
erected  in  1923  and  occupied:  Cellar — heating  and  storage; 
1st  floor — dwelling,  2  persons ;  2nd  floor — dwelling,  2  per¬ 
sons ;  3rd  floor— attic,  bedroom,  1  person;  the  means  of 
egress  from  attic  is  an  inside  stairway;  and 

Whereas,  the  applicant  contends  that  the  addition  is 
solely  for  the  purpose  of  giving;  her  tenants  a  proper 
sleeping  room ;  the  existing  one  being  only  9  ft.  by  10  ft. ; 
that  her  application  has  been  denied  because  she  sleeps  in 
the  attic  which  has  two  finished  rooms,  one  of  which  she 
has  occupied  for  15  years,  the  other  being  reserved  for 
occasional  guests ;  that  the  additional  space  will  in  no  way 
change  this  condition,  the  rented  apartment  having  no  re¬ 
lation  to  it. 


280 


I 


MINUTES 


Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  1453-1938,  be  and  it  hereby  is  modified, 
and  that  the  appeal  be  and  it  hereby  is  granted,  permitting 
the  proposed  extension,  on  condition  that  the  building  shall 
not  be  further  increased  in  height  or  area  and  that  the 
rooms  in  the  attic  shall  not  exceed  two  (2)  ;  that  the  build¬ 
ing  shall  at  no  time  be  occupied  by  more  than  two  (2) 
families  and  that  an  agreement  shall  be  signed  by  the 
owner  and  filed  with  the  borough  superintendent  to  this 
effect;  and  that  the  roof  of  the  porch  from  which  means 
of  exit  from  attic  may  be  had,  shall  be  not  over  10  ft. 
from  the  ground. 


84-39- A. 

APPLICANT— Eron  Bedell,  lessee,  for  Pond  Holding 
Corporation,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 433  Broome  street,  south  side, 
124  ft.  3  in.  east  of  Broadway  (Block  No.  473, 
Lot  No.  16),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  William  P.  Hiebrugge  and  Eron 
Bedell. 

For  Administration :  Edwin  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  9 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 


Absent  .  " 

THE  RESOLUTION— 

(84-39- A) 

Whereas,  Eron  Bedell,  lessee,  for  Pond  Holding  Cor¬ 
poration,  owner,  filed  January  20,  1939,  an  appeal  from  an 
order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  433  Broome  street,  south  side,  124  ft.  3  in.  east 
of  Broadway  (Block  No.  473,  Lot  No.  16),  Borough  of 
Manhattan ;  and 

Whereas,  order  No.  14053-LC,  issued  b)'  the  fire  com¬ 
missioner  on  August  29,  1938,  reads : 

“1.  Separate  that  part  of  the  building  where  com¬ 
bustible  fibre  is  stored,  from  the  remainder  of  the 
building  by  walls,  floor  and  ceiling  protected  by  fire 
retarding  material  and  with  all  floor  openings  protected 
by  fireproof  self  closing  doors. 

"  Reason— Building  in  part  occupied  as  a  workshop 
or  factory.  Section  C-19-149.0-F,  New  York  City  Ad¬ 
ministrative  Code. 

OR 

Reduce  stock  of  combustible  fibre  to  one  ton.  Sec¬ 
tion  C-19-149.0  of  the  N.  Y.  C.  Administrative  Code.” 

and 

Whereas,  this  order  was  repeated  in  a  decision  of  the 
fire  commissioner,  dated  January  10,  1939;  and 

Whereas,  the  building  is  four  stories  in  height,  26  ft. 
by  90  ft.  at  1st  floor  level  and  25  ft.  by  80  ft.  above;  of 
iron  and  brick  construction ;  located  in  an  unrestricted  use 
1  district;  erected  over  50  years  ago  and  occupied:  Cellar 
furniture  storage;  1st  floor — furniture,  2  persons;  2nd 
floor — bldg,  contractor,  3  persons ;  3rd  floor — wool  clip¬ 
pings,  1  person;  4th  floor — mfg.  pearl  stocks,  2  persons; 
and 

Whereas,  appellant  contends  that  the  loft  in  question  is 
on  the  3rd  floor,  and  is  used  for  separation  and  storage  of 
wool  clippings,  which  are  tightly  packed  in  bags,  not  baled 
and  carefully  handled  so  as  to  prevent  fire ;  that  only  a 
small  quantity  is  kept  in  an  entirely  loose  condition  for 
the  purpose  of  sorting;  that  the  loft  above  is  used  by  a 
manufacturer  of  staghorn  and  pearl  (celluloid)  handles 
for  pistols ;  that  the  business  is  very  small,  employing  one 
man  and  at  times  an  extra  man  when  a  heavy  order  is 
received ;  and 


Whereas,  in  the  opinion  of  the  board,  the  conditions 
justify  that  the  requirements  of  the  fire  commissioner 
should  be  complied  with. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
14053-LC,  be  and  it  hereby  is  affirmed,  and  that  the  appeal 
be  and  it  hereby  is  denied. 


88-39-A. 

APPLICANT — Loose-Wiles  Biscuit  Company,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 29-10  Thomson  avenue,  south 
side,  from  29th  stret  to  30th  street  (Block  No. 
273,  Lot  No.  1),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  C.  R.  Le  Count  and  Albert 
Reamans. 

For  Administration:  Joseph  Ferro,  Dept,  of 
Housing  and  Buildings. 

4.CTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Negative : 
Absent  . . 


THE  RESOLUTION— 

(88-39-A) 

Whereas,  Loose-Wiles  Biscuit  Company,  owner,  filed 
on  January  23,  1939,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  29-10  Thomson 
avenue,  south  side,  from  29th  to  30th  streets  (Block  No. 
273,  Lot  No.  1),  Long  Island  City,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  App.  No.  5648-38,  dated  January  23,  1939, 
reads : 

“1.  The  installation  as  proposed,  is  contrary  to 
Rule  6  and  8,  and  other  provisions  of  the  rules  of  the 
Board  of  Standards  and  Appeals,  covering  the  instal¬ 
lation  and  use  of  oil  burning  equipment  and  the 
storage  of  oils  in  connection  therewith.” 

Whereas,  the  building  is  10  stories  (150  ft.)  in  height, 
200  ft.  by  430  ft.  in  area  (on  a  lot  200  ft.  by  600  ft.  in 
area),  of  fireproof  construction;  erected  in  1912;  located 
in  an  industrial  zone ;  equipped  with  sprinkler  and  stand- 
pipe  systems  and  occupied :  Cellar — storage  and  R.  R.  Ship¬ 
ping;  1st  floor— storage  and  trucking  shipping;  2nd  floor— 
storage  and  office  ;  3rd  floor — warehouse  raw  material ,  4th 
floor_mfg.  biscuits;  5th  floor— mfg.  and  labelling;  6th 
floor — packing ;  7th  floor— oven,  firing  and  machine  shops; 
8th  floor— baking;  9th  floor— restaurant,  dressing  rooms. 
No  certificate  of  occupancy  was  required  at  the  time  of 
building  construction  and  occupancy ;  and 

Whereas,  the  applicant  contends  that  in  connection  with 
their  application  for  permanent  permit  to  operate  oil  burn¬ 
ers  on  cracker  and  biscuit  ovens,  as  illustrated  in  Drawing 
No.  2831,  filed  herein;  that  the  building  m  which  ovens 
would  be  erected  is  completely  fireproof  and  fully  protected 
with  sprinkler  and  standpipe  systems  and  provided  with 
ample  exit  facilities;  that  applicant  will  provide  adequate 
and  acceptable  safeguards  for  handling  of  oil  and  installa¬ 
tion  of  approved  devices  throughout  the  equipment. 

Resolved ,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  5648-38,  be  and  it  hereby  is  modified, 
and  that  the  appeal  be  and  it  hereby  is  granted,  permitting 
the  oven  and  oil  burner  as  proposed,  located  on  the  7th  and 
8th  floors  of  the  building  under  appeal,  on  condition  that 
the  entire  equipment  shall  comply  with  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals,  except  that 
there  may  be  an  auxiliary  tank  not  exceeding  60  gallons 
in  capacity,  located  on  the  floor  in  which  the  burner  is 
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installed,  provided  the  suction  line  shall  be  enclosed  in  a 
steel  pipe  jacket,  so  as  to  provide  protection  against  dam¬ 
age  and  that  the  tank  shall  be  equipped  with  a  ball  float 
and  with  a  return  line  similarly  protected  as  the  suction 
line;  that  the  sprinkler  and  standpipe  systems  shall  be 
maintained  in  accordance  with  the  requirements. 


90-39-A. 

APPLICANT — Martyn  Weinstein,  for  Beech  Haven  Es¬ 
tates,  Inc.,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 84-49  168th  (Grand)  street, 
east  side,  150.82  ft.  north  of  Gothic  drive  and  84-50 
169th  street  (Ackroyd  avenue),  west  side,  165.01 
ft.  north  of  Gothic  drive  (Block  No.  9859,  Lot  No. 
43  and  Block  No.  9860,  Lot  No.  40),  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Martyn  Weinstein  and  George  E. 
Polhemus. 

For  Administration:  Joseph  Ferro,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(90-39-A) 

Whereas,  Martyn  N.  Weinstein,  for  Beech  Haven  Es¬ 
tates,  Inc.,  owner,  filed  on  January  23,  1939,  an  appeal 
from  decisions  of  the  borough  superintendent,  affecting 
premises  84-49  168th  (Grand)  street,  east  side,  150.82  ft. 
north  of  Gothic  drive  and  84-50  169th  street  (Ackroyd 
avenue),  west  side,  165.61  ft.  north  of  Gothic  drive  (Block 
No.  9859,  Lot  No.  43  and  Block  No.  9860,  Lot  No.  40), 
Jamaica,  Borough  of  Queens;  and 

Whereas,  the  decisions  of  the  borough  superintendent, 
N.B.  App.  Nos.  10227-38  and  10228-38,  dated  January  19, 
1939,  reads : 

“1.  This  building  to  be  erected  on  an  interior  lot  in 
a  residence,  ‘F.’  district,  may  occupy  35%  of  the  area 
of  the  plot  at  the  curb  level  and  25%  of  the  area  of 
the  plot  above  a  level  of  18  feet  above  the  curb  under 
Section  16.  Sub.  Div.  D  of  the  Building  Zone  Resolu¬ 
tion.  The  allowable  areas  are  exceeded,  unless  that 
portion  within  the  bed  of  68th  place  is  included  in  the 
total  area  of  the  plot. 

Including  a  portion  of  68th  place  in  computing  the 
area  of  the  plot  is  the  equivalent  of  erecting  a  building 
in  the  bed  of  a  mapped  street  and  therefore  must  be 
referred  to  the  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  proposed  buildings  will  be  each  six  stories 
(62  ft.)  in  height,  215  ft.  by  170  ft.  in  depth  at  1st  floor 
level  and  200  ft.  by  156  ft.  in  area  above,  erected  on  a  lot 
360.79  ft.  by  460.22  ft.  in  area ;  of  non-fireproof  construc¬ 
tion ;  located  in  an  “F”  area,  residence  use  district;  to  be 
equipped  with  a  sprinkler  system  and  a  standpipe  system 
and  to  be  occupied :  Cellar — boiler  room  and  storage ;  1st  to 
6th  floors,  inclusive — apartments ;  and 
Whereas,  the  applicant  contends  that  the  site  under 
appeal  is  situated  on  a  graded  expanse  of  land,  which  is 
elevated  at  a  height  of  from  3  ft.  to  10  ft.  above  estab¬ 
lished  curb  levels ;  that  it  extends  from  168th  street  back 
to  169th  street,  having  a  frontage  of  360  ft.  on  168th 
street  and  275  ft.  on  169th  street  and  is  460  ft.  in  depth 
from  street  to  street;  that  there  is  at  present  in  the  center 
of  this  parcel,  a  residence;  that  168th  place  which  runs 
north  and  south  midway  between  their  land,  actually  butts 
into  the  land  on  the  northerly  and  southerly  sides  and 


terminates  at  these  points  as  a  dead-end  street;  that  while 
the  city  maps  indicate  168th  place  as  a  proposed  city  street 
cutting  directly  across  this  property,  it  has  been  ascer¬ 
tained  from  the  Topographical  Bureau  in  Queens,  that 
there  are  no  proceedings  now  existing  or  pending,  regard¬ 
ing  the  proposed  opening  of  168th  place ;  that  applicant’s 
client  has  title  to  the  entire  parcel,  which  includes  the  bed 
of  168th  place;  that  it  is  proposed  to  erect  on  site  two 
6-story  apartment  houses,  one  fronting  on  168th  street  and 
the  other  on  169th  street.  In  computing  allowable  per¬ 
centages  of  lot  occupied  in  an  “F”  district,  applicant  has 
taken  the  center  of  the  plot  as  the  rear  lot  line  for  both 
buildings.  This  lot  line  would  fall  in  the  center  line  of 
168th  place,  if  and  when  this  street  should  ever  be  cut 
through;  that  on  this  basis,  both  buildings  will  occupy 
25%  of  their  respective  lot  areas  above  the  18  ft.  level, 
and  30%  of  the  lot  area  below  the  18  ft.  level ;  that  the 
zoning  resolution  permits  35%  coverage  below  the  18  ft. 
level,  which  is  5%  more  than  is  proposed  in  the  lower 
level  :  that  the  position  of  the  two  buildings  will  be  such, 
that  if  the  city  decides  to  cut  thru  and  open  168th  place, 
the  buildings  will  still  retain  the  required  legal  setbacks 
from  the  newly  established  street  lines ;  that  it  is  pro¬ 
posed  to  tear  down  the  private  residence  now  on  the  site 
and  if  the  city  should  propose  to  cut  this  street  through, 
it  will  be  saved  the  expense  of  that  demolition,  together 
with  a  payment  of  an  award  for  the  condemned  land  and 
will  not  have  to  pay  this  owner  substantial  damages. 

Resolved,  that  the  decisions  of  the  borough  superin¬ 
tendent,  acting  on  N.  B.  App.  Nos.  10227-38  and  10228-38 
be  and  they  hereby  are  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  under  section  35  of  the  General  City 
Law,  to  permit  the  bed  of  168th  place  to  be  included  in 
the  area  of  the  plot,  on  condition  that  the  existing  house, 
now  in  the  bed  of  the  mapped  street,  shall  be  removed 
and  that  no  portion  of  the  proposed  building  shall  be 
erected  within  the  bed  of  168th  place ;  that  no  private 
street  shall  be  maintained,  other  than  the  necessary  drive¬ 
ways  for  service ;  that  the  plot  shall  be  landscaped  gen¬ 
erally  in  connection  with  the  proposed  building  develop¬ 
ment  ;  that  in  the  event  the  city  does  acquire  the  bed  of 
168th  place  for  the  purpose  of  opening  the  street,  no  claim 
shall  be  made  other  than  the  land  taken  for  street  pur¬ 
poses;  that  the  buildings  shall  not  be  further  extended  in 
height  and  area,  so  as  to  be  contrary  to  the  requirements 
of  the  “F”  area  district;  that  the  plot  shall  not  be  further 
reduced  and  that  in  all  other  respects,  the  requirements 
of  the  “F”  district  shall  be  complied  with  ;  that  the  yards, 
courts  and  setbacks  shall  comply  to  the  “F”  area  zoning, 
as  to  the  opened  streets  and  the  setback  requirements  shall 
be  met,  as  to  168th  place  as  mapped;  that,  all  permits  re¬ 
quired  shall  be  obtained  and  all  work  involved  completed 
within  one  year  from  the  date  of  this  resolution. 


99-39-A. 

APPLICANT — William  J.  Minogue,  for  Hearn  Depart¬ 
ment  Stores,  Inc.,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 2856-2870  Third  avenue,  410- 
428  Westchester  avenue,  southeast  corner  and 
545-549  Bergen  avenue  (Block  No.  2294,  Lot  Nos. 
4-6-9),  Borough  of  The  Bronx. 
APPEARANCES— 

For  .Applicant :  William  J.  Minogue. 

For  Administration  :  Edwin  Meyer,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative:  .  0 

Absent  .  0 


THE  RESOLUTION— 


282 


i 


MINUTES 


(99-39- A) 

Whereas,  William  J.  Minogue,  for  Hearn  Department 
Stores,  Inc.,  lessee,  filed  on  January  25,  1939,  an  appeal 
from  an  order  and  a  decision  of  the  fire  commissioner, 
affecting  premises  2856-2870  Third  avenue,  410-428  West¬ 
chester  avenue,  southeast  corner,  and  545-549  Bergen 
avenue  (Block  No.  2294,  Lot  Nos.  4,  6  and  9),  Borough 
of  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  10150- 
LC,  dated  December  14,  1937,  reads : 

“Before  a  permit  may  be  issued  for  you  to  operate 
or  maintain  a  refrigerating  plant,  the  following  must 
he  done : 

1.  Make  refrigerating  machinery  room  or  rooms 
vapor-tight,  to  prevent  the  passage  of  irritant  refriger¬ 
ant  from  passing  to  other  parts  of  the  building,  as  per 
Section  220-1-a  of  Chapter  10,  Code  of  Ordinances. 

2.  Make  all  doors  leading  from  refrigerating  ma¬ 
chinery  room  or  rooms  self-closing,  and  so  close- 
fitting  as  to  prevent  the  passage  of  irritant  refrigerant 
to  other  parts  of  the  building  and  keep  same  closed 
when  not  in  use,  as  per  Section  220-1-a  of  Chapter 
10,  Code  of  Ordinances.” 

and 

Whereas,  this  order  was  repeated  in  decision  of  the 
fire  commissioner,  rendered  January  11,  1939;  and 

Whereas,  the  building  is  4  stories  (57  ft.  9(4  in.)  in 
height,  with  a  frontage  of  125  ft.  on  Third  avenue,  235  ft. 
on  Westchester  avenue  and  215  ft.  on  Bergen  avenue ;  of 
non-fireproof  construction ;  located  in  a  business  use  dis¬ 
trict;  equipped  with  a  sprinkler  system  and  occupied: 
Department  store  with  300  persons  on  Cellar  floor ;  800 
persons  on  1st  floor  and  300  persons  on  each  of  the  2nd, 

3rd  and  4th  floors;  and 

Whereas,  applicant  contends  that  the  promises  consist 
of  two  buildings,  the  main  store  building  and  a  smaller 
building,  fronting  on  Third  avenue,  separated  by  a  fire¬ 
proof  wall  with  fireproof  Underwriters’  doors  at  all  open¬ 
ings;  that  the  main  building  is  100%  sprinklered  and  both 
are  provided  with  a  24-hour  watchman  service ;  that  in 
addition,  there  is  a  pre-signal  coded  fire-alarm  system  and 
an  A.D.T.  fire  alarm  system  controlling  all  phases  of  the 
sprinkler  system;  that  the  refrigerating  units  are  as  follows  : 
those  in  the  Sales  Department  for  retail  sale;  a  series  of 
drinking  fountain  water  coolers  on  the  1st,  2nd,  3rd  and 
4th  floors — these  are  Cordley  coolers  containing  1  lb.  of 
Methol  Chloride;  a  drinking  fountain  cooler  in  the  base¬ 
ment,  which  is  a  Hires  cooler,  containing  4  lbs.  of  freon ; 
on  tbe  3rd  floor  of  the  adjoining  building  to  cool  kitchen 
refrigerators  on  the  4th  floor,  one  Brunner  unit  with  8  lbs. 
of  freon;  on  the  4th  floor  of  the  adjoining  building  for 
cooling  the  soda  fountain  on  this  floor  are  five  Brunner 
units  containing  4  lbs.  of  freon  each ;  that  due  to  im- 
probality  of  more  than  one  of  these  units  having  a  defect 
which  would  allow  leaking  of  the  refrigerants,  and  the 
fact  there  is  an  area  of  30,000  sq.  ft.  in  the  main  building 
and  4,500  sq.  ft.  in  the  adjoining  building,  with  windows 
on  four  sides  in  the  main  building  and  on  two  sides  in  the 
adjoining  building  (through  from  front  to  rear),  the 
danger  is  reduced  to  a  minimum  and  it  would  be  a  hard¬ 
ship  to  create  separate  rooms  for  all  these  units,  with 
vapo-tight  partitions  and  doors  and  would  destroy  its 
usability  of  said  fountains. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
10150-LC,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  refrigerat¬ 
ing  equipment  used  in  the  servicing  of  the  building,  shall 
not  have  a  capacity  of  more  than  6  lbs.  of  refrigerant 
except  one  Brunner  unit  on  the  4th  floor,  which  may 
contain  8  lbs.  of  freon;  that  the  sprinkler  system  and  other 
fire  protective  equipment,  shall  be  maintained  to  the  satis¬ 
faction  of  the  fire  commissioner ;  that  the  refrigerators 
offered  for  sale  shall  not  contain  more  than  6  lbs.  of 
refrigerant  each ;  that  not  more  than  one  size  or  model 
of  each  make  shall  be  displayed ;  that  no  such  refrigerator 
shall  be  located  nearer  than  25  ft.  to  means  of  exit,  ele- 
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vator  or  escalator;  that  the  space  in  which  the  refrigerators 
are  displayed,  shall  be  ventilated  by  mechanical  ventilation, 
unless  windows  are  provided,  opening  to  the  outer  air  and 
providing  ample  natural  ventilation  and  not  opening  ex¬ 
clusively  upon  shafts  or  interior  courts;  that  if  refrigera¬ 
tors  containing  refrigerant  are  stocked  in  the  same  build¬ 
ing  where  displayed,  they  shall  be  on  a  floor  or  portion 
of  a  floor  entirely  separated  from  a  space  where  customers 
are  admitted,  by  walls  or  partitions  reasonably  vaporproof 
and  such  storage  space  shall  be  venilated  to  the  satis¬ 
faction  of  the  fire  commissioner. 


106-39-A. 

APPLICANT — A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — >57-37  to  57-39  Myrtle  avenue, 
north  side,  140  ft.  west  of  Onderdonk  avenue  and 
928  Onderdonk  avenue  (Block  No.  3466,  Lot  Nos. 
38  and  39)  Ridgewood,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant — A.  F.  Winter. 

For  Administration — Thomas  A.  Larkin,  Fire 
Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(106-39-A) 

Whereas,  A.  F.  Winter,  for  F.  W.  Woolworth  Company, 
lessee,  filed  on  January  17,  1939,  an  appeal  from  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
57-37  to  57-39  Myrtle  avenue,  north  side,  140  ft.  west  of 
Onderdonk  avenue,  and  928  Onderdonk  avenue  (Block 
No.  3466,  Lot  Nos.  38  and  39),  Ridgewood,  Borough  of 
Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  1383- 
LF,  dated  September  27,  1938,  reads : 

“1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  throughout  the  cellar,  having  at  least 
one  source  of  water  supply,  arranged  and  equipped 
as  provided  in  Article  16,  Administrative  Code.” 

and 

Whereas,  this  order  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  January  11,  1939;  and 

Whereas,  the  building  is  3  stories  (37  ft.)  in  height; 
40  ft.  by  111  ft.  8  in.  in  area;  of  non-fireproof  construction; 
erected  in  1913;  located  in  a  business  use  district  and 
occupied:  Cellar — stock  room,  1  person;  1st  story — sales 
floor,  100  persons;  2nd  story — 1  apartment,  3  persons;  3rd 
story — vacant;  and 

Whereas,  applicant  contends  as  to  exits,  that  there  is  a 
stairway  enclosed  in  fireproof  enclosure,  with  a  fireproof 
door  at  the  basement  and  first  floor  levels,  terminating  at  the 
first  floor  towards  the  rear  of  the  store  adjacent  to  a  grade 
exit;  that  there  is  a  fireman’s  ladder  from  basement  to 
grade ;  that  there  is  a  sidewalk  elevator  with  a  pair  of  side¬ 
walk  doors  above ;  as  to  vents,  there  are  8  in.  by  16  in.  and 
8  in.  by  24  in.  openings  in  the  granite  base  underneath  the 
show  windows,  with  cast-bronze  grilles  over  them ;  that 
these  openings  provide  ventilation  to  the  basement ;  that 
there  is  an  areaway  which  provides  ventilation  to  the 
men’s  toilet  in  the  rear  of  the  basement  with  a  grating  on 
the  sidewalk;  that  the  stock  room  is  used  for  the  receiving 
and  marking  of  merchandise  before  it  is  stored,  also  used 
for  the  storage  of  the  merchandise;  that  the  room  used 
for  storage  of  baled  paper,  which  is  baled  every  night, 
is  a  fireproof  room ;  that  the  merchandise  carried  in  the 
basement  is  common  to  this  type  of  occupancy;  the  amount 
of  celluloid  merchandise  stored  in  basement  is  approxi- 
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mately  .7  of  1%  of  the  entire  stock;  all  the  aisles  are  3 
ft.  wide  and  wider  and  are  kept  clear  at  all  times ;  the  base¬ 
ment  ceiling  is  of  fire-retarding  material ;  all  partitions 
in  the  basement  are  fireproof. 

Resolved ,  that  the  order  of  the  fire  commissioner,  No. 
1383-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall  be 
installed  throughout  the  cellar  a  non-automatic,  dry  sprink¬ 
ler  system,  complying  with  the  requirements  of  the  Build¬ 
ing  Code  therefor,  except  that  the  automatic  alarm  need 
not  be  installed ;  that  the  sprinkler  heads  may  be  spaced 
25%  in  excess  of  the  requirements ;  that  all  fittings  and 
hangers  shall  be  of  malleable  iron ;  that  all  horizontal  lines 
may  be  close  to  the  ceiling  with  proper  pitch  and  1)4  in. 
drain  and  with  heads  pendant ;  that  there  shall  be  a  single 
hose  inlet  of  approved  type  on  the  exterior  of  the  building 
at  least  10  in.  above  sidewalk ;  that  the  cap  of  this  hose 
inlet  and  sign  stating  area  covered,  shall  be  painted  alum¬ 
inum  ;  that  in  addition,  there  shall  be  wet  sprinkler  heads 
attached  to  the  existing  domestic  water  supply  line  of  the 
building  installed  in  the  kitchen,  unpacking  space  and 
waste  paper  room. 


107-39- A. 

APPLICANT — A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 746-750  Nostrand  avenue,  west 
side,  91  ft.  1  in.  south  of  Park  place  (Block  No. 
1240,  Lot  Nos.  38-40),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  A.  F.  Winter. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  . 0 

Absent  ....  0 


THE  RESOLUTION— 

( 107-39-A) 

Whereas,  A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee,  filed  on  January  27,  1939,  an  appeal  from  an 
order  and  a  decision  of  the  fire  commissioner  affecting 
premises  746-750  Nostrand  avenue,  west  side,  91  ft.  1  in. 
south  of  Park  place  (Block  No.  1240,  Lot  Nos.  38  and 
40),  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  1112- 
LF,  dated  August  10,  1938,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  throughout  cellar,  having  at  least  one 
source  of  water  supply,  arranged  and  equipped  as  pro¬ 
vided  in  Article  16,  Administrative  Code.” 

and 

Whereas,  this  order  was  repeated  in  a  decision  of  the 
fire  commissioner,  dated  January  11,  1939;  and 

Whereas,  the  building  is  one  and  three  stories  (37  ft.) 
in  height,  53  ft.  3  in.  by  100  ft.  in  area;  of  non-fireproof 
construction  located  in  a  business  use  district  and  occu¬ 
pied:  Cellar — stock  room,  1  person;  1st  story — store,  40 
persons ;  2nd  story — girls’  room  and  office,  15  persons ; 
3rd  story — vacant ;  and 

Whereas,  applicant  contends  as  to  exits  that  there  is  a 
stairway  enclosed  in  fireproof  material  with  fire  door  at 
the  basement  and  first  floor  levels,  terminating  on  the  first 
floor  adjacent  to  a  grade  exit  to  the  street;  a  stairway 
enclosed  in  fireproof  material  with  fire  door  at  the  base¬ 
ment  and  first  floor  levels,  terminating  at  the  rear  of  the 
first  floor;  there  is  a  sidewalk  freight  elevator  with  a  pair 
of  sidewalk  doors  above ;  as  to  vents — there  are  8  in.  by 
16  in.  and  8  in.  by  24  in.  openings  in  the  granite  base  of 


the  show  windows,  with  cast  bronze  grilles  over  them, 
which  provides  ventilation  to  the  basement ;  ventilation 
can  also  be  provided  by  keeping  the  sidewalk  elevator 
doors  open ;  as  to  stock  room — this  area  is  used  for  receiv¬ 
ing  and  marking  merchandise  before  it  is  stored,  also  used 
for  storage  of  merchandise;  that  a  fireproof  room  is  used 
for  the  storage  of  baled  paper,  which  is  baled  every  night; 
that  the  merchandise  carried  in  the  basement  is  common  to 
this  type  of  occupancy ;  the  amount  of  celluloid  merchan¬ 
dise  stored  in  basement  is  approximately  .7  of  1%  of  the 
entire  stock ;  all  the  aisles  are  3  ft.  wide  and  wider  and 
kept  clear  at  all  times;  the  basement  ceiling  is  of  fire- 
retarding  material ;  all  partitions  in  basement  are  fireproof. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1112-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall  be 
installed  throughout  the  cellar  a  non-automatic,  dry  sprin¬ 
kler  system,  complying  with  the  requirements  of  the  build¬ 
ing  code  therefor,  except  that  the  automatic  alarm  need 
not  be  installed;  that  the  sprinkler  heads  may  be  spaced 
25%  in  excess  of  the  requirements ;  that  all  fittings  and 
hangers  shall  be  of  malleable  iron  ;  that  all  horizontal  lines 
may  be  close  to  the  ceiling  with  proper  pitch  and  1)4  in. 
drain  and  with  heads  pendant;  that  there  shall  be  a  single 
hose  inlet  of  approved  type  on  the  exterior  of  the  building 
at  least  10  in.  above  sidewalk;  that  the  cap  of  this  hose 
inlet  and  sign  stating  area  covered,  shall  be  painted  alumi¬ 
num  ;  that  in  addition,  there  shall  be  wet  sprinkler  heads 
attached  to  the  existing  domestic  water  supply  line  of  the 
building  installed  in  the  kitchen,  unpacking  space  and  waste 
paper  room. 


11 2-39- A. 

APPLICANT— Service  Backing  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 211  60th  street,  northeast  cor¬ 
ner  of  Second  avenue  (Block  No.  861,  Lot  No.  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Isidor  Stroll  and  Charles  Freder- 
ickson. 

For  Administration :  Edwin  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(112-39-A) 

Whereas,  Service  Backing  Corporation,  owner,  filed  on 
January  27,  1939,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner  affecting  premises  211  60th  street,  northeast  cor¬ 
ner  Second  avenue  (Block  No.  861,  Lot  No.  1),  Borough 
of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner  No.  77684- 
LC,  dated  December  28,  1938,  reads : 

“1.  Provide  an  approved  storage  system  for  toluol. 
Plans  and  specifications  to  be  filed  with  and  approved 
by  Department  of  Housing  and  Buildings  before  work 
of  installing  tank  is  commenced.” 

and 

Whereas,  the  building  is  one  story  in  height,  100  ft.  by 
100  ft.  2  in.  in  area ;  of  non-fireproof  construction ;  located 
in  an  unrestricted  district;  erected  in  1930;  equipped  with 
a  standpipe  system ;  occupied  for  the  past  three  years  for 
the  combining  of  rubberizing  substances  on  materials,  em¬ 
ploying  about  35  people ;  and 

Whereas,  applicant  contends  that  in  the  past  several 
years  they  have  put  in  the  following  improvements  in  pur¬ 
suance  of  orders  either  from  the  fire  department  or  from 
the  labor  department :  boiler  room,  separate  unit ;  built  a 
churn  room  where  rubber  is  dissolved  installed  steam  fire¬ 
extinguishing  line  for  the  churns  with  100  lbs.  of  live 
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steam ;  installed  five  2J4  in.  fire  hose,  75  ft.  in  length  with 
capacity  for  100  lbs.  water  pressure,  as  tested  by  the  water 
department;  installed  a  blower  system  for  the  vulcanizing 
room,  as  approved  hy  the  department  of  labor;  installed 
a  blower  system  in  the  starch  room,  also  approved  by  the 
department  of  labor,  and  a  blower  system  in  the  spreading 
room;  fireproof  lamps  have  been  installed  in  all  parts  of 
the  place;  and  in  addition,  have  the  following  for  fire 
extinguishment:  two  20-lb.  containers  of  carbon  dioxide 
extinguishers ;  three  7}4  lb.  containers  of  carbon  dioxide 
extinguishers ;  eighteen  sand  and  water  pails ;  six  Ys  gallon 
guns  with  carbon  tetra-chloride ;  that  in  view  of  all  of 
these  improvements  and  since  there  is  only  a  single  drum 
of  toluol  at  any  one  time,  applicant  feels  that  sufficient 
fire-preventing  and  fire-extinguishing  construction  and 
equipment  have  been  provided. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
77684-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  storage 
of  toluol  shall  not  exceed  one  55-gallon  drum ;  that  the 
requirements  of  the  resolution  of  the  board  under  Cal.  No. 
20-37-A  shall  be  complied  with ;  that  all  machinery  shall  be 
properly  grounded;  that  the  drum  containing  toluol,  shall 
be  equipped  with  an  approved  pump  or  positive  faucet  to 
prevent  dripping ;  that  the  drum  shall  be  properly  grounded ; 
that  the  premises  shall  be  maintained  in  all  respects  to  the 
satisfaction  of  the  fire  commissioner. 


11 5-39- A 

APPLICANT — Saul  Goldsmith,  for  Mary  Carrano,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — 429  Columbia  street,  east  side, 
80  ft.  south  of  Huntington  street  (Block  No.  534, 
Lot  No.  6),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant — Saul  Goldsmith. 

For  Administration — Benjamin  Saltzman,  Dept,  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative .  0 

Absent  .  0 


THE  RESOLUTION— 

(115-39-A) 

Whereas,  Saul  Goldsmith,  for  Mary  Carrano,  owner, 
fild  on  January  31,  1939,  an  appeal  from  a  decision  of  the 
Acting  borough  superintendent,  affecting  premises  429 
Columbia  street,  east  side,  80  ft.  south  of  Huntington  street 
(Block  No.  543,  Lot  No.  6),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
Alt.  App.  No.  177-39,  dated  January  31,  1939,  reads: 

“Conversion  of  frame  building  inside  the  fire  limits 
from  residence  to  business  use — store  on  first  floor — 
is  contrary  to  Section  2. 1.3. 5  and  Section  4.2.1  of  the 
Building  Code.” 
and 

Whereas,  the  building  is  3  stories  (32  ft.)  in  height; 
20  ft.  by  33  ft.  in  area;  erected  in  1890;  occupied:  Cellar, 
ordinary  use,  no  persons;  1st,  2nd  and  3rd  stories— dwel¬ 
ling,  one  family  each ;  and 

Whereas,  applicant  contends  that  it  is  proposed  to 
change  the  occupancy  of  the  first  floor  from  dwelling  to 
business  use  of  a  non-hazardous  and  non-inflammable 
"f ture  l  that  the  walls  of  the  building  are  now  brick- 
nlled ;  that  the  ceiling  and  hall  partitions  will  be  fire- 
retarded  with  metal  lath  and  in.  Portland  Cement  Plas¬ 
ter;  that  regulation  fire-escapes  will  be  erected  for  the 
upper  floors. 

Resolved,  that  the  decision  of  the  borough  superin  ten- 
( ent,  acting  on  Alt.  App  No.  177-39,  be  and  it  hereby  is 


modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  increased  in 
height  or  area ;  that  it  shall  be  reclassified  as  a  two- family 
and  business  building;  that  not  more  than  two  families 
shall  be  permitted  to  occupy  the  upper  floors,  one  on  the 
second  and  one  on  the  third  floor ;  that  the  cellar  ceiling 
shall  be  fire-retarded  throughout;  that  the  two  existing 
exterior  means  of  exit  shall  be  maintained  from  the  cellar ; 
that  there  shall  be  no  interior  stairs  to  the  cellar;  that  the 
store  ceiling  shall  be  fire-retarded  throughout  and  that  in 
all  other  respects  all  laws,  rules  and  regulations  applicable 
to  the  construction  and  occupancy  of  the  building,  shall  be 
complied  with. 


11 9-39- A. 

APPLICANT— George  Edward  Beatty,  for  Tilyou  Realty 
Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 2917-2921  (2925  displayed) 

West  17th  street,  east  side,  210  ft.  north  of  Surf 
avenue  (Block  No.  7062,  Lot  No.  28),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  George  Edward  Beatty. 

For  Administration  :  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(119-39-A) 

Whereas,  George  Edward  Beatty,  for  Tilyou  Realty 
Company,  owner,  filed  on  February  1,  1939,  an  appeal  from 
a  decision  of  the  acting  borough  superintendent,  affecting 
premises  2917-2921  (2925  displayed)  West  17th  street,  east 
side,  210  ft.  north  of  Surf  avenue  (Block  No.  7062,  Lot 
No.  28),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
Alt.  App.  No.  282-1939,  dated  January  31,  1939,  reads: 

“Disapproved  with  the  following  objection: 

“Proposed  change  of  occupancy  of  2nd  floor  of  pres¬ 
ent  frame  building  from  dwelling  to  business  use  is 
contrary  to  2.1. 3. 5  of  Code.” 

and 

Whereas,  the  building  is  2  stories  (22  ft.  2  in.)  in  height, 
40  ft.  by  80  ft.  in  area;  of  frame,  brick-filled  construction; 
located  in  a  business  use  district ;  erected  about  1912 ; 
equipped  with  a  sprinkler  system  in  the  hall  and  occupied : 
1st  story — print  shop,  11  persons;  2nd  story — offices,  18 
persons ;  and 

Whereas,  applicant  contends  that  the  present  use  of  the 
2nd  floor  of  this  building  as  a  Class  “B”  Multiple  Dwelling 
with  14  sleeping  rooms,  2  kitchens  and  2  bath  rooms  and 
an  occupancy  of  28  people,  is  more  hazardous  and  less 
desirable  to  the  neighborhood,  to  the  general  public  and 
to  the  owner,  than  the  proposed  use  as  6  offices  with  an 
occupancy  of  18  people,  an  integral  part  of  the  printing 
and  newspaper  establishment  located  on  the  1st  floor;  that 
the  present  use  of  the  2nd  floor  as  a  Class  “B”  Multiple 
Dwelling  dates  back  to  about  1924  and  of  the  1st  floor  as 
a  printing  and  newspaper  establishment  to  about  1922 ;  that 
it  is  eventually  proposed  to  erect  a  new  masonry  two-story 
building,  to  house  the  printing  plant  and  editorial  offices 
and  business  offices  of  this  newspaper  and  printing  estab¬ 
lishment  on  this  very  site  and  this  alteration  is  proposed 
as  one  of  the  means  of  maintaining  the  plant,  its  good  will 
and  location  at  this  address ;  that  the  exterior  walls  of  the 
building  are  brick  filled,  and  fire-retarding  precautions  are 
now  existing  and  will  be  increased ;  an  existing  wet-pipe, 
one-source  sprinkler  system  will  be  re-arranged  to  protect 
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the  stairhall  and  stairs  and  approved  self-closing  doors  will 
be  used  at  all  entrances  to  the  stairhall. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  App.  No.  282-39,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  not  be  increased  in  height  or  occu¬ 
pancy  ;  that  the  floor  load  shall  comply  with  the  require¬ 
ments  of  the  law  therefor;  that  the  residential  occupancy 
shall  be  entirely  eliminated ;  that  the  second  floor  shall  be 
used  only  for  office  occupancy  in  connection  with  the  pub¬ 
lication  of  the  newspaper ;  that  the  storage  of  news  print 
shall  be  in  a  room,  located  in  the  rear  of  the  1st  story, 
as  shown  on  the  filed  plans,  constructed  of  fireproof  ma¬ 
terials,  separated  from  the  balance  of  the  building  by  fire¬ 
proof  self-closing  doors  and  with  the  ceiling  fire-retarded, 
in  accordance  with  the  rules  of  the  Board  of  Standards 
and  Appeals,  except  that  the  existing  rear  brick-filled  wall 
may  be  fire-retarded ;  that  the  boiler  room  shall  be  enter- 
able  only  from  the  exterior  of  the  building ;  that  the  means 
of  exit  from  the  2nd  floor,  shall  comply  with  the  require¬ 
ments  of  section  271  of  the  labor  law;  that  one  such  means 
of  exit  may  be  a  counterbalanced  or  60  degree  ladder  to 
grade  from  the  roof  of  the  rear  porch,  access  to  which 
shall  be  by  doors  from  the  second  floor;  that  in  all  other 
respects,  all  laws,  rules  and  regulations  applicable  to  the 
construction  and  use  of  this  building  shall  be  complied  with. 


121-39-A. 

APPLICANT — Herman  Weiss,  for  Bloomingdale  Broth¬ 
ers,  Incorporated,  lessee. 

SUBJECT — Appeal  for  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 743-765  Lexington  avenue, 
east  side,  from  East  59th  street  to  East  60th  street, 
135-163  East  59th  street,  140-176  East  60th  street 
and  990-1008  Third  avenue  (Block  No.  1394,  Lot 
No.  23),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Albert  Solodar. 

For  Administration :  Edwin  Meyer,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  \rOTE — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  . 4 

Negative  .  0 

Absent  . 0 


THE  RESOLUTION— 

(121-39-A) 

Whereas,  Herman  Weiss,  for  Bloomingdale  Brothers, 
Incorporated,  lessee,  filed  on  February  1st,  1939,  an  appeal 
from  an  order  and  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  743-765  Lexington  avenue,  east  side,  from 
East  59th  street  to  East  60th  street,  135-163  East  59th 
street,  140-176  East  60th  street  and  990-1008  Third  avenue 
(Block  No.  1394,  Lot  No.  23),  Borough  of  Manhattan; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
January  19,  1939,  embodying  order  No.  11256-LC,  reads: 

“1.  Confine  all  refrigerating  systems  or  units  to  a 
floor  or  room  that  is  segregated  from  other  parts  of 
the  building  in  a  manner  that  will  prevent  the  accidental 
escape  of  refrigerant  vapor  reaching  other  parts  of 
the  building,  such  floor  or  room  to  be  equipped  with 
exhaust  ventilation  or  windows  that  will  discharge 
any  escaped  refrigerant  vapor  directly  to  the  outside 
air.” 

and 

Whereas,  applicant  contends  that  the  entire  plo't  is 
covered  by  several  buildings  with  intercommunicating  pas¬ 
sageways  from  one  to  another,  constituting  one  department 
store;  the  height  of  the  main  building  is  nine  stories  (135 
ft.  7  in.)  and  the  building  on  the  Third  avenue  side  is  6 
stories  (87  ft.)  ;  the  area  of  the  building  is  420  ft.  by  200 
ft.  in  area ;  Occupied :  2nd  sub-basement — stock  and  me-  and 


chanical — 58  persons  ;  sub-basement — sales  and  sl^ck,  107 
persons ;  basement — department  store,  126  persons ;  1st 
story — department  store — 352  persons;  2nd  story — depart¬ 
ment  store,  146  persons ;  3rd  story — department  store,  132 
persons ;  4th  story— department  store,  226  persons ;  5th 
story — department  store,  108  persons  ;  6th  story — department 
store,  70  persons ;  7th  story — department  store,  594  per¬ 
sons ;  8th  story — department  store,  90  persons;  9th  story— 
departmeiftt  store — 84  persons ;  pent  house — mechanical 
equipment ;  the  premises  are  located  in  a  business  use 
district ;  the  buildings  of  fireproof  construction  on  Lexing¬ 
ton  avenue  and  non-fireproof  construction  on  Third  ave¬ 
nue  ;  and 

Whereas,  the  applicant  further  contends  that  the  fire 
commissioner  in  issuing  the  order,  purported  to  act  under 
the  provisions  of  Section  220,  subdivision  1(a)  of  Chapter 
10  of  the  Code  of  Ordinances ;  this  subdivision,  which  pro¬ 
vides  for  vapor-tight,  self-closing  doors  for  ‘‘refrigerating 
machinery  rooms  in  which  an  irritant  refrigerant  is  used”, 
has  no  application,  because  by  its  very  terms  this  provi¬ 
sion  “shall  not  apply.... to  a  system  containing  less  than 
six  ( 6)  pounds  of  refrigerant” ;  that  all  the  refrigerators 
on  demonstration  in  these  buildings,  fall  within  this  ex¬ 
emption  and  that  this  appeal  should  be  granted. 

Resolved,  that  the  order  of  the  fire  commissioner  No. 
11256-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  no  refrigera¬ 
tor  containing  more  than  6  lbs.  of  refrigerant  shall  be  dis¬ 
played  ;  that  not  more  than  one  model  of  each  make  con¬ 
taining  refrigerant  shall  be  displayed;  that  no  such  re¬ 
frigerator  shall  be  located  nearer  than  25  ft.  to  a  means  of 
exit  or  an  elevator  or  escalator;  that  the  space  in  which 
refrigerators  containing  refrigerants  are  displayed,  shall 
be  ventilated  by  mechanical  ventilation,  unless  windows  are 
provided,  opening  to  the  outer  air  and  not  opening  upon 
shafts  or  interior  courts;  that  if  refrigerators  containing 
refrigerant  are  stocked  in  the  same  building  where  dis¬ 
played,  they  shall  be  on  a  floor  or  portion  of  a  floor 
entirely  separated  from  a  space  where  customers  are 
admitted,  by  walls  or  partitions  reasonably  vaporproof 
and  such  storage  space  shall  be  ventilated  to  the  satisfac¬ 
tion  of  the  fire  commissioner. 


123-39-A. 

APPLICANT — A.  F.  Winter,  for  F.  W.  Woolworth  Co., 
lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 314  East  204th  street,  south 
side,  51  ft.  west  of  Hull  avenue  (Block  No.  3333, 
Lot  No.  34),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applcant:  A.  F.  Winter. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  ^ 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION— 

(123-39-A) 


Whereas,  A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee,  filed  on  February  2,  1939,  an  appeal  from  an 
order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  314  East  204th  street,  south  side,  51  ft.  west  of 
Hull  avenue  (Block  No.  3333,  Lot  No.  34),  Borough  of 
The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  1893- 
LF,  dated  August  10,  1938,  reads : 

“Install  an  approved  wet  automatic  sprinkler  system 
in  cellar,  having  at  least  one  source  of  water  supply, 
arranged  and  equipped  as  per  Art.  16,  Ch.  26,  Adminis¬ 
trative  Code.” 


MINUTES 


Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  January  17,  1939:  and 

Whereas,  the  building  is  one  story  and  penthouse  (19 
and  29  ft.)  in  height,  44  ft.  by  100  ft.  in  area ;  of  non- 
fireproof  construction ;  located  in  a  business  use  district ; 
erected  in  January,  1929;  and  occupied:  Cellar — coal,  boiler, 
paper,  stock  rooms,  1  person;  1st  story— store.  400  persons; 
penthouse— girls’  rooms,  1  person;  for  which  Certificate 
of  Occupancy  No.  1065-29  was  issued  July  16,  1929;  and 

Whereas,  the  applicant  contends  that  the  exits  consist  of 
a  stairway  leading  up  to  the  first  floor,  enclosed  in  fireproof 
material,  with  a  self-closing,  fireproof  door  in  the  base¬ 
ment;  a  stairway  leading  up  to  the  first  floor,  enclosed  in 
fireproof  material,  with  self-closing,  fireproof  door  in  base¬ 
ment;  a  sidewalk  freight  elevator  with  a  pair  of  sidewalk 
dors  above;  that  the  vents  consist  of  8  in.  by  16  in.  opening 
in  the  granite  base  underneath  the  show  window  floors, 
with  cast  bronze  grilles  over  them,  providing  ventilation 
to  the  basement;  ventilation  can  also  be  provided  by  keep¬ 
ing  the  sidewalk  freight  elevator  doors  open ;  that  the  stock 
room  area  is  used  for  receiving  and  marking  merchandise, 
also  for  the  storage  of  merchandise ;  there  is  a  fireproof 
room  used  for  the  storage  of  baled  paper,  which  is  baled 
every  night;  that  the  merchandise  carried  in  this  basement 
is  common  to  this  type  of  occupancy;  the  amount  of  cellu¬ 
loid  merchandise  stored  in  this  basement  is  approximately 
.7  of  1%  of  the  entire  stock;  all  the  aisles  are  3  ft.  wide 
and  wider  and  are  kept  clear  at  all  times ;  the  basement 
ceiling  is  of  fire-retarding  material ;  all  partitions  in  this 
basement  are  fireproof. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1893-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall 
be  installed  throughout  the  cellar  a  non-automatic,  dry 
sprinkler  system,  complying  with  the  requirements  of  the 
building  code  therefor,  except  that  the  automatic  alarm 
need  not  be  installed ;  that  the  sprinkler  heads  may  be 
spaced  25%  in  excess  of  the  requirements ;  that  all  fittings 
and  hangers  shall  be  of  malleable  iron  ;  that  all  horizontal 
lines  may  be  close  to  the  ceiling  with  proper  pitch  and  1% 
in.  drain  and  with  the  heads  pendant ;  that  there  shall  be  a 
single  hose  inlet  of  approved  type  on  the  exterior  of  the 
building  at  least  10  in.  above  sidewalk;  that  the  cap  of  this 
hose  inlet  and  sign  stating  area  covered,  shall  be  painted 
aluminum ;  that  in  addition,  there  shall  be  wet  sprinkler 
heads  attached  to  the  existing  domestic  water  supply  line 
of  the  building  installed  in  the  kitchen,  unpacking  space 
and  waste  paper  room. 


124-39- A. 

APPLICANT — A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany’,  lessee. 

81  BJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 303-305  Broadway,  northeast 
side,  50  ft.  southeast  of  Marcy  avenue  and  161 
Marcy  avenue  (Block  No.  2461,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  A.  F.  Winter. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dept. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  ....  0 


THE  RESOLUTION— 

(124-39-A) 

Whereas,  A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee,  filed  on  February  2,  1939,  an  appeal  from  an 
order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  303-305  Broadway,  northeast  side,  50  ft.  southeast 


of  Marcy  avenue  and  161  Marcy  avenue  (Block  No.  2461, 
Lot  No.  1),  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
August  10,  1938,  No.  1106-LF,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  in  cellar,  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  provided  in 
Article  16,  Administrative  Code.” 

and 

Whereas,  said  order  was  referred  to  in  decision  of  the 
fire  commissioner,  dated  January  11,  1939;  and 
Whereas,  the  building  is  1  and  3  stories  (15  ft.  and  41 
ft.)  in  height;  25  ft.  and  50  ft.  by  100  ft.  and  110  ft.  in 
area ;  of  non-fireproof  construction  located  in  a  business 
use  district;  erected  in  June,  1929;  occupied:  Cellar — 
coal,  boiler,  paper  room,  stock,  1  person;  1st  story — sales 
(store),  500  persons;  2nd  story — beauty  parlor,  20  persons; 
3rd  story — dancing  school,  29  persons  ;  for  which  certificate 
of  occupancy  No.  85738  was  issued  January  10,  1938;  and 
Whereas,  applicant  contends  that  the  exits  consist  of  a 
fireproof  enclosed  stairway  terminating  on  the  first  floor 
near  a  street  entrance  on  Marcy  avenue,  provided  with  a 
self-closing,  fireproof  door  on  both  floors;  there  is  a  fire¬ 
proof  enclosed  stairway  terminating  at  the  first  floor  with 
a  fireproof,  self-closing  door  at  the  basement  and  first  floor 
levels,  which  terminates  near  the  front  store  entrances  on 
Broadway ;  a  fireman’s  exit  which  consists  of  a  vertical 
iron  ladder  and  a  2  ft.  by  3  ft.  sidewalk  door  over  it; 
that  there  is  a  sidewalk  freight  elevator  with  a  pair  of 
sidewalk  doors  above;  the  vents  consist  of  openings  in  the 
granite  base  of  the  show  window  bulkhead  with  cast  bronze 
grilles  over  them,  providing  ventilation  to  the  basement ; 
ventilation  can  also  be  provided  by  keeping  the  sidewalk 
freight  elevator  doors  open ;  that  the  stock  room  area  is 
used  for  receiving,  marking  and  storage  of  merchandise; 
there  is  a  fireproof  room  used  for  the  storage  of  baled 
paper,  which  is  baled  every  night ;  that  the  merchandise 
carried  in  this  basement  is  common  to  the  type  of  occu¬ 
pancy;  the  amount  of  celluloid  merchandise  in  this  base¬ 
ment  is  approximately  .8  of  1%  of  the  entire  stock ;  all 
the  aisles  are  3  ft.  wide  and  wider  and  are  kept  clear  at 
all  times  ;  the  basement  ceiling  is  of  fire-retarding  material ; 
all  partitions  in  this  basement  are  fireproof. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1106-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall  be 
installed  throughout  the  cellar  a  non-automatic,  dry 
sprinkler  system,  complying  with  the  requirements  of  the 
building  code  therefor,  except  that  the  automatic  alarm 
need  not  be  installed ;  that  the  sprinkler  heads  may  be 
spaced  25%  in  excess  of  the  requirements;  that  all  fittings 
and  hangers  shall  be  of  malleable  iron  that  all  horizontal 
lines  may  be  close  to  the  ceiling  with  proper  pitch  and  1% 
in.  drain  and  with  heads  pendant ;  that  there  shall  be  a 
single  hose  inlet  of  approved  type  on  the  exterior  of  the 
building  at  least  10  in.  above  sidewalk;  that  the  cap  of 
this  hose  inlet  and  sign  stating  area  covered,  shall  be 
painted  aluminum ;  that  in  addition,  there  shall  lie  wet 
sprinkler  heads  attached  to  the  existing  domestic  water 
supply  line  of  the  building  installed  in  the  kitchen,  unpack¬ 
ing  space  and  waste  paper  room. 


125-39-A. 

APPLICANT— A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 147-09  to  147-11  Jamaica  ave¬ 
nue  and  91-31  Sutphin  boulevard,  northeast  corner 
(Block  No.  780,  Lot  No.  1),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  A.  F.  Winter. 

For  Administration  :  Thomas  A.  Larkin,  Fire  De¬ 
partment. 


287 


MINUTES 


ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . .  4 

Negative  .  .  0 

Absent  . . 0 

THE  RESOLUTION— 

(125-39-A) 

Whereas,  A.  F.  Winter,  for  F.  W J.  Woolworth  Com¬ 
pany,  lessee,  filed  on  February  2,  1939,  an  appeal  from  an 
order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  147-09  to  147-11  Jamaica  avenue,  and  91-31  Sut- 
phin  boulevard,  northeast  corner  (Block  No.  780,  Lot  No. 
1),  Jamaica,  Borough  of  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner,  No. 

1258-LF,  dated  November  1,  1938,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  throughout  the  cellar,  having  at 
least  one  source  of  water  supply,  arranged  and 
equipped  as  provided  in  Article  16,  Administrative 
Code.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  January  11,  1939;  and 

Whereas,  the  building  is  2  stories  (30  ft.  8  in.)  in  height 
104  ft.  9  in.  by  111  ft.  10  in.  in  area;  of  non-fireproof  con¬ 
struction;  located  in  a  business  use  district;  erected  in 
February,  1926;  occupied:  Cellar — coal,  boiler,  paper  room, 
stock,  1  person;  1st  story — store  400  persons;  2nd  story — 
meeting  room  and  office — 300  persons ;  and 

Whereas,  applicant  contends  that  the  exits  consist  of  a 
stairway  enclosed  in  fireproof  material  with  a  self-closing, 
fireproof  door,  at  basement  and  first  floor  levels,  terminat¬ 
ing  just  in  back  of  the  window  back  of  the  first  floor,  close 
to  the  street  entrances;  stairway  enclosed  in  fireproof 
material  with  a  self-closing,  fireproof  door  in  the  basement 
and  terminating  at  the  rear  of  the  first  floor ;  a  sidewalk 
freight  elevator  with  a  pair  of  sidewalk  doors  above ;  the 
vents  consist  of  openings  in  the  granite  base  underneath  the 
show  window  bulkhead  with  cast  bronze  grilles  over  them, 
providing  ventilation  to  the  basement ;  also  ventilation  can 
be  provided  by  keeping  the  sidewalk  freight  elevator  doors 
open  ;  that  the  stock  room  contains  a  fireproof  room  used 
for  the  storage  of  baled  paper ;  this  area  is  used  for  re¬ 
ceiving  and  marking,  also  storing  merchandise ;  that  the 
merchandise  carried  in  this  basement  is  common  to  this 
type  of  occupancy ;  the  amount  of  celluloid  merchandise 
stored  in  basement  is  approximately  .7  of  1%  of  the  entire 
stock;  all  the  aisles  are  3  ft.  wide  and  wider,  and  are  kept 
clear  at  all  times ;  the  basement  ceiling  is  of  fire-retarding 
material ;  all  partitions  in  this  basement  are  fireproof. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1258-LF,  be  and  it  hereby  is  modified ,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall 
be  installed  throughout  the  cellar  a  non-automatic,  dry 
sprinkler  system,  complying  with  the  requirements  of  the 
building  code  therefor,  except  that  the  automatic  alarm 
need  not  he  installed ;  that  the  sprinkler  heads  may  be 
spaced  25%  in  excess  of  the  requirements ;  that  all  fittings 
and  hangers  shall  be  of  malleable  iron ;  that  all  horizontal 
lines  may  be  close  to  the  ceiling  with  proper  pitch  and 
1)4  in.  drain  and  with  heads  pendant;  that  there  shall  be 
a  single  hose  inlet  of  approved  type  on  the  exterior  of  the 
building  at  least  10  in.  above  sidewalk;  that  the  cap  of  this 
hose  inlet  and  sign  stating  area  covered,  shall  be  painted 
aluminum ;  that  in  addition,  there  shall  be  wet  sprinkler 
heads  attached  to  the  existing  domestic  water  supply  line 
of  the  building  installed  in  the  kitchen,  unpacking  space  and 
waste  paper  room. 


126-39- A. 

APPLICANT — A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 


PREMISES  AFFECTED— 68-09  to  68-11  Myrtle  avenue, 
north  side,  76  ft.  9%  in.  west  of  68th  place  (Block 
No.  3682,  Lot  No.  40),  Glendale,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  A.  F.  V  inter. 

For  Administration  :  Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  •  •  . .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(126-39- A) 

Whereas,  A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee,  filed  on  February  2,  1939,  an  appeal  from  an 
order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  68-09  to  68-11  Myrtle  avenue,  north  side;  76  ft. 
9)4  in.  west  of  68th  place  (Block  No.  3682,  Lot  No.  40), 
Glendale,  Borough  of  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
1357-LF,  dated  September  26,  1938,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  throughout  the  cellar,  having  at 
least  one  source  of  water  supply,  arranged  and 
equipped  as  provided  in  Article  16,  Administrative 
Code.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  January  11,  1939;  and 
Whereas,  the  building  is  1  story  and  penthouse  (18  and 
29  ft.)  in  height,  39  ft.  4J4  in.  by  101  ft.  3)4  in.  in  area; 
of  non-fireproof  construction ;  located  in  a  business  use 
district;  erected  in  April,  1929;  occupied:  Cellar — boiler, 
coal,  storage,  1  person;  1st  story — store,  400  persons;  pent¬ 
house — girls’  rooms,  1  person ;  for  which  Certificate  of 
Occupancy  No.  40441  was  issued  April  27,  1929;  and 
Whereas,  applicant  contends  that  the  exits  consist  of 
stairway  enclosed  in  fireproof  material,  terminating  at  the 
first  floor  adjacent  to  the  rear  exit  of  the  store,  provided 
with  a  self-closing,  fireproof  door  at  both  basement  and 
first  floor  levels;  a  sidewalk  freight  elevator  with  a  pair  of 
sidewalk  doors  above ;  that  vents  consist  of  openings  in  the 
show  window  bulkhead  provided  with  cast  bronze  grilles 
over  them,  providing  ventilation  to  the  basement ;  ventila¬ 
tion  can  also  be  provided  by  keening  the  sidewalk  freight 
elevator  doors  open ;  that  the  stock  room  is  used  for  re¬ 
ceiving;  marking  and  storing  merchandise;  that  the 
merchandise  carried  in  the  basement  is  common  to  this  type 
of  occupancy;  the  amount  of  celluloid  merchandise  stored 
in  basement  is  approximately  .7  of  1%  of  the  entire  stock; 
all  the  aisles  are  3  ft.  wide  and  wider,  and  are  kept  clear 
at  all  times ;  the  basement  ceiling  is  of  fire-retarding 
material ;  all  partitions  in  this  basement  are  fireproof. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1357-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall 
be  installed  throughout  the  cellar  a  non-automatic,  dry 
sprinkler  system,  complying  with  the  requirements  of  the 
building  code  therefor,  except  that  the  automatic  alarm 
need  not  be  installed ;  that  the  sprinkler  heads  may  be 
spaced  25%  in  excess  of  the  requirements ;  that  all  fittings 
and  hangers  shall  be  of  malleable  iron ;  that  all  horizontal 
lines  may  be  close  to  the  ceiling  with  proper  pitch  and 
1)4  in.  drain  and  with  heads  pendant;  that  there  shall  be 
a  single  hose  inlet  of  approved  Doe  on  the  exterior  of  the 
building  at  least  10  in.  above  sidewalk;  that  the  cap  of  this 
hose  inlet  and  sign  stating  area  covered,  shall  be  painted 
aluminum ;  that  in  addition,  there  shall  be  wet  sprinkler 
heads  attached  to  the  existing  domestic  water  supply  line 
of  the  building  installed  in  the  kitchen,  unpacking  space  and 
waste  paper  room. 
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1 27-39- A. 

APPLICANT — A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 707-709  Allerton  avenue,  north 
side,  36  ft.  east  of  White  Plains  avenue  (Block  No. 
4509,  Lot  No.  2),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  A.  F.  Winter. 

For  Administration  :  Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  . 4 

Negative  . 0 

Absent  .  0 


THE  RESOLUTION— 

(127-39-A) 

Whereas,  A.  F.  Winter,  for  F.  W.  W’oolworth  Com¬ 
pany,  lessee,  filed  on  February  2,  1939,  an  appeal  from  an 
order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  707-709  Allerton  avenue,  north  side,  36  ft.  east  of 
White  Plains  avenue  (Block  No.  4509,  Lot  No.  2),  Borough 
of  The  Bronx  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
1884-LF,  dated  August  10,  1938,  reads: 

“Install  an  approved  wet  automatic  sprinkler  system 
in  cellar  having  at  least  one  source  of  water  supply, 
arranged  and  equipped  as  per  Article  16,  Chapter  26, 
Administrative  Code.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  January  19,  1939;  and 

Whereas,  the  building  is  1  story  and  penthouse  (17  ft. 
and  26  ft.)  in  height;  64  ft.  by  99  ft.  5  in.  in  area;  of 
non-fireproof  construction ;  located  in  business  use  dis¬ 
trict;  erected  in  May,  1931;  occupied:  Cellar — coal,  boiler, 
paper,  stock  rooms,  1  person;  1st  story — store — 400  per¬ 
sons  ;  penthouse — igirls’  rooms,  1  person ;  for  which  Cer¬ 
tificate  of  Occupancy  No.  662,  was  issued  August  21,  1931 ; 
and 

Whereas,  applicant  contends  that  the  merchandise  car¬ 
ried  in  this  basement  is  common  to  this  type  of  occupancy; 
the  amount  of  celluloid  merchandise  stored  in  this  basement 
is  approximately  .7  of  l-%  of  the  entire  stock;  that  all  aisles 
are  3  ft.  wide  and  wider  and  are  kept  clear  at  all  times ; 
the  basement  ceiling  is  of  fire-retarding  material ;  all  parti¬ 
tions  in  this  basement  are  fireproof. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1884-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall 
be  installed  throughout  the  cellar  a  non-automatic,  dry 
sprinkler  system,  complying  with  the  requirements  of  the 
building  code  therefor,  except  that  the  automatic  alarm 
need  not  he  installed ;  that  the  sprinkler  heads  may  be 
spaced  25%  in  excess  of  the  requirements :  that  all  fittings 
and  hangers  shall  be  of  malleable  iron  ;  that  all  horizontal 
lines  may  be  close  to  the  ceiling  with  proper  pitch  and 
1 14  in.  drain  and  with  heads  pendant;  that  there  shall  be 
a  single  hose  inlet  of  approved  type  on  the  exterior  of  the 
building  at  least  10  in.  above  sidewalk ;  that  the  cap  of  this 
hose  inlet  and  sign  stating  area  covered,  shall  be  painted 
aluminum ;  that  in  addition,  there  shall  be  wet  sprinkler 
heads  attached  to  the  existing  domestic  water  supply  line 
of  the  building  installed  in  the  kitchen,  unpacking  space  and 
waste  paper  room. 


128-39-A. 

APPLICANT — A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 


PREMISES  AFFECTED  —  3728  White  Plains  avenue, 
northeast  corner  of  East  217th  street  (Block  No. 
4665,  Lot  No.  49),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  A.  F.  'Winter. 

For  Administration :  Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD' — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  . 4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(128-39-A) 

Whereas,  A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee,  filed  on  February  2,  1939,  an  appeal  from  an 
order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  3728  White  Plains  avenue,  northeast  corner  of 
East  217th  street  (Block  No.  4665,  Lot  No.  49),  Borough 
of  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
1883-LF,  dated  August  10,  1938,  reads: 

“1.  Install  an  approved  wet  automatic  snrinkler  system 
in  cellar  having  at  least  one  source  of  water  supply, 
arranged  and  equipped  as  per  Article  16,  Chapter  26, 
Administrative  Code.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  January  19,  1939;  and 

Whereas,  the  building  is  one  story  and  penthouse  (16  ft. 
and  25  ft.)  in  height,  50  ft.  V\  in.  by  106  ft.  5/16  in.  in  area, 
of  non-fireproof  construction,  located  in  a  business  use 
district,  erected  in  January,  1930,  and  occupied  :  Cellar — 
coal,  boiler  room,  paper,  stock  rooms — 1  person;  1st  floor 
— store — 100  persons  ;  penthouse — girls’  rooms — 1  person, 
for  which  certificate  of  occupancy  was  issued  on  May  8, 
1930 ;  and 

Whereas,  applicant  contends  that  the  merchandise  car¬ 
ried  in  this  basement  is  common  to  this  type  of  occupancy ; 
that  the  amount  of  celluloid  merchandise  stored  in  this 
basement  is  approximately  .7  of  1%  of  the  entire  stock ; 
that  all  the  aisles  are  3  ft.  wide  and  wider,  and  are  kept 
clear  at  all  times;  that  the  basement  ceiling  is  of  fire-re¬ 
tarding  material ;  that  all  partitions  in  this  basement  are 
fireproof  and  that  adequate  fire  protection  has  alreday 
been  provided  in  this  basement. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1883-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall 
be  installed  throughout  the  cellar  a  non-automatic,  dry 
sprinkler  system,  complying  with  the  requirements  of  the 
building  code  therefor,  except  that  the  automatic  alarm 
need  not  be  installed ;  that  the  sprinkler  heads  may  be 
spaced  25%  in  excess  of  the  requirements;  that  all  fittings 
and  hangers  shall  be  of  malleable  iron ;  that  all  horizontal 
lines  may  be  close  to  the  ceiling  with  proper  pitch  and 
\l/4.  in.  drain  and  with  heads  pendant;  that  there  shall  be 
a  single  hose  inlet  of  approved  type  on  the  exterior  of  the 
building  at  least  10  in.  above  sidewalk;  that  the  cap  of  this 
hose  inlet  and  sign,  stating  area  covered,  shall  be  painted 
aluminum ;  that  in  addition,  there  shall  be  wet  sprinkler 
heads  attached  to  the  existing  domestic  water  supply  line 
of  the  building  installed  in  the  kitchen,  unpacking  space  and 
waste  paper  room. 


129-39- A. 

APPLICANT — Estates  Construction  Corporation,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 75-67  and  75-81  185th  street, 
east  side,  640  ft.  and  680  ft.  south  of  75th  avenue 
(Block  No.  7202,  Lot  No.  32),  Jamaica,  Borough 
of  Queens. 
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APPEARANCES— 

For  Applicant :  Henry  E.  Salomon  and  Paul  Roth. 
For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(129-39- A) 

Whereas,  Estates  Construction  Corporation,  owner,  filed 
on  February  2,  1939,  an  appeal  from  decisions  of  the  bor¬ 
ough  superintendent,  affecting  premises  75-67  and  75-81 
185th  street,  east  side,  640  ft.  and  680  ft.  south  of  75th 
avenue  (Block  No.  7202,  Lot  No.  32),  Jamaica,  Borough 
of  Queens;  and 

Whereas,  the  decisions  of  the  borough  superintendent,  in 
acting  on  N.B.  App.  No.  411-39  and  N.B.  App.  No.  425-39 
dated  January  26,  1939,  read: 

“Erection  of  a  frame  building  within  a  business  dis¬ 
trict  is  contrary  to  Section  4.1.2  of  the  Building  Code.” 

and 

Whereas,  the  proposed  buildings  are  to  be  2  stories  (28 
ft.)  in  height  and  respectively  27  ft.  by  25  ft.  and  24  ft. 
by  26  ft.  in  area;  of  frame  construction;  located  in  a  busi¬ 
ness  use,  “D”  area  district ;  to  be  occupied :  Cellar — boiler 
room;  1st  and  2nd  stories — residence,  one  family;  and 

Whereas,  applicant  contends  that  the  area  in  which  the 
buildings  are  to  be  erected,  is  rural  in  character  and  no 
business  structure  is  within  considerable  distance  of  the 
proposed  dwellings;  that  the  use  of  the  street  for  business 
purposes  is  impracticable,  inasmuch  as  there  are  sufficient 
business  streets  in  the  neighborhood  to  serve  any  residential 
area ;  that  to  leave  the  spot  upbuilt  upon,  would  constitute 
a  detriment  and  eyesore  to  the  neighborhood  for  many 
years  to  come,  for  the  plot  may  never  have  any  commercial 
value. 

Resolved,  that  the  decisions  of  the  borough  superinten¬ 
dent,  acting  on  N.B.  App.  No.  411-39  and  N.B.  App.  No. 
425-39,  be  and  they  hereby  are  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  permitting  the  construction 
of  a  frame  building  under  each  application,  on  condition 
that  the  building  shall  not  exceed  two  stories  in  height ; 
that  there  shall  be  a  side  yard  on  one  side  of  each  building 
not  less  than  four  feet  in  width  and  on  the  other  side,  not 
less  than  9  feet  in  width ;  that  the  buildings  shall  set  back 
from  the  street  not  less  than  25  feet;  that  there  may  be 
constructed  on  each  plot,  in  addition  to  the  residence 
erected,  a  private  garage  for  the  use  by  the  occupant  of 
the  residence  of  not  over  two  cars ;  that  the  first  story  of 
each  building  and  each  garage  shall  be  veneered  with 
masonry  up  to  the  height  of  the  first  story  and  that  the 
roofs  shall  be  surfaced  with  slate ;  that  the  buildings  in  all 
other  respects,  shall  comply  with  the  requirements  for 
buildings  erected  outside  the  fire  limits  and  that  the  build¬ 
ings  shall  be  restricted  to  residential  use  for  occupancy  of 
one  family  each. 


134-39-A. 

APPLICANT  —  Randolph  H.  Almiroty,  for  Crawford 
Realty  Company,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
borough  superintendent  of  buildings. 

PREMISES  AFFECTED— 232-234  West  28th  street,  south 
side,  370  ft.  1  in.  east  of  Eighth  avenue  (Block 
No.  777,  Lot  Nos.  61  and  62),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  R.  H.  Almiroty  and  J.  M.  Horner. 
For  Administration:  Fred  Dahlem,  Herman  D. 
Ferguson,  Department  of  Housing  and  Build¬ 
ings. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(134-39-A) 

Whereas,  Randolph  H.  Almiroty,  for  Crawford  Realty 
Company,  owner,  filed  February  3,  1939,  an  appeal  from 
an  order  and  a  decision  of  the  borough  superintendent,  ' 
affecting  premises  232-234  West  28th  street,  south  side,  370 
ft.  1  in.  east  of  Eighth  avenue  (Block  No.  777,  Lot  Nos. 

61  and  62),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  borough  superintendent,  vio¬ 
lation  order  No.  5800-1938,  dated  December  23,  1938, 
reads : 

“You  are  hereby  notified  that  the  building  situated  on 
the  front  of  the  lot  on  the  south  side  of  West  28th 
street,  commencing  about  370  ft.  1  in.  from  the  south¬ 
east  corner  of  West  28th  street  and  Eighth  avenue, 
being  a  cellar  and  5  story  brick  and  stone  building, 
about  49  ft.  10J^  in.  front,  49  ft.  10^4  in.  rear,  76  ft. 
deep  and  55  ft.  in  height,  and  occupied  as  a  store  and 
apartments,  and  known  as  number  232-234  West  28th 
street,  in  the  Borough  of  Manhattan,  in  The  City  of 
New  York,  does  not  conform  to  section  14.2.6  of  the 
Building  Code,  Section  C26-1225.0  of  the  Administra-  . 
tive  Code  in  the  respects  noted  below : 

In  that  existing  plumbing  work  does  not  conform 
with  the  new  Building  Code,  in  the  following  manner: 

1 —  House  traps  not  provided  with  brick  manhole 
and  cover  contrary  to  section  14.9.9  of  the  Building 
Code  and  C26-1289.0  of  the  Administrative  Code; 

2 —  All  existing  sink  traps  throughout  not  vented 
contrary  to  section  14.9.22  of  the  Building  Code  and 
C26-1302.0  of  the  Administrative  Code; 

3 —  Existing  hot  and  cold  water  risers  not  6  inches 

apart,  contrary  to  section  14.7.4  of  the  Building  Code 
and  C26-1271.0  of  the  Administrative  Code  ;  , 

4 —  Existing  3  waste  lines  not  provided  with  Y  and 
cleanout  at  foot  of  lines,  contrary  to  section  14.5.7 
of  the  Building  Code  and  C26-1261.0  of  the  Admin¬ 
istrative  Code. 

You  are  hereby  directed  to  make  said  work  conform 
to  the  requirements  of  the  Administrative  Code.” 

and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  6,  1939,  reads: 

“In  reply  to  your  letter  of  December  30,  1938,  con¬ 
cerning  proposed  method  of  removing  violation  pend¬ 
ing  on  above  stated  premises,  in  accordance  with  sec. 
14.2.6  of  the  Building  Code,  please  be  advised  that — 

The  water-closet  units  in  above  premises  cannot 
be  considered  as  replacements,  as  old  water-closets 
and  soil  and  vent  lines  were  entirely  removed.  New 
water-closets  and  new  soil  and  vent  lines  are  in¬ 
stalled  in  an  entirely  new  location,  and  are  considered 
as  new  work :  ■ 

New  water-closet  accommodation  equals  102  units, 
and  two  new  4  inch  soil  lines,  and  two  new  3  inch 
vent  lines,  from  house  drain  to  roof. 

Old  work  remaining,  two  3  inch  waste  lines,  two 
2  inch  vent  lines,  and  kitchen  sinks  and  bath  tubs 
equaling  144  units ;  which  makes  new  work  in  excess 
of  50%  of  original  system,  and  therefore  the  whole 
system  should  be  made  to  comply  with  this  Code. 

New  soil  and  vent  piping  in  connection  with  water- 
closets  are  actually  double  the  length  of  old  lines 
removed.  On  the  whole,  the  installation  is  considered 
to  be  70%  more  than  the  original  installation.” 

and 

Whereas,  the  building  is  5  stories  (55  ft.)  in  height,  49 
ft.  10 J4  in.  by  76  ft.  in  area,  of  non-fireproof  construction, 
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located  in^  an  unrestricted  use  district,  erected  approxi¬ 
mately  1879,  and  occupied:  Cellar — storage  and  heating; 
1st  floor — 4  stores — 12  persons;  2nd  floor— 8  apartments — 
24  persons ;  3rd  floor — 8  apartments — 24  persons ;  4th  floor 
—8  apartments — 24  persons;  5th  floor — 8  apartments — 24 
persons,  for  which  no  certificate  of  occupancy  has  been 
issued ;  and 

Whereas,  the  applicant  contends  that  the  work  com¬ 
plained  of,  has  been  installed  for  about  40  years  and  was 
legal  at  the  time  the  work  was  performed  and  does  not 
constitute  a  sanitary  hazard ;  that  there  is  no  fecal  matter 
passing  through  the  lines  involved,  but  only  waste  from 
sink  and  tub  that  these  objections  should  have  been  filed 
while  the  other  work  was  in  process  and  not  one  month 

after  the  final  completion,  inspection  and  approval ;  that 

the  return  from  the  building  is  so  low,  owing  to  the  char¬ 
acter  of  tenants  (relief),  that  the  requirements  if  enforced, 
would  work  a  great  hardship  on  the  owner,  inasmuch  as 
the  sum  already  expended  under  the  first  requirements  is 
approximately  $18,000,  and  no  prospect  of  money  ever  being 
returned. 

Resolved,  that  the  order  of  the  borough  superintendent, 
violation  order  No.  5800-38  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  permitting 
the  continuation  of  the  three  existing  waste  lines  provided 
same  are  vented  through  the  roof  and  so  long  as  they 

remain  in  good  repair  in  their  original  condition  and  with 

the  original  fixtures ;  that  the  existing  three  waste  lines 
shall  be  provided  with  a  “Y”  and  a  cleanout  at  the  foot 
of  each  line ;  that  the  house  traps  shall  be  provided  with 
brick  manholes  and  covers,  as  required  by  the  administra¬ 
tive  code ;  that  the  existing  hot  and  cold  water  risers  need 
not  be  spaced  six  inches  apart ;  that  in  all  other  respects 
the  plumbing  equipment  throughout  the  building  shall 
comply  with  the  requirements  of  the  administrative  code. 


144-39-A. 

APPLICANT — Consolidated  Expanded  Metal  Companies, 
for  First  Jackson  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — East  side  of  Elmhurst  avenue, 
between  Elbertson  avenue  and  Forley  street  (Block 
No.  1554,  Lot  No.  1),  Elmhurst,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Charles  Rattner. 

For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(144-39-A) 

Whereas,  Consolidated  Expanded  Metal  Companies,  for 
First  Jackson  Corporation,  owner,  filed  February  3,  1939, 
an  appeal  from  a  decision  of  the  borough  superintendent, 
affecting  premises ;  east  side  of  Elmhurst  avenue,  between 
Elbertson  avenue  and  Forley  street  (Block  No.  1554,  Lot 
No.  1),  Elmhurst,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  N.B.  Applic.  No.  8904-1938,  dated  February  2,  1939, 
reads : 

“The  use  of  Jumbo  Metal  as  a  plaster  base  is  con¬ 
trary  to  B.C.  Sections  8.4.10.2  and  8.4.10.3.” 
and 

Whereas,  the  proposed  building  will  be  six  stories  (63 
P-)  in  height,  196  ft.  by  59  ft.  irregular  in  area,  located 
m  a  “C”  area,  residence  use  district,  to  be  occupied  as  a 
multiple  dwelling  and  lathed  with  Jumbo  Expanded  Metal 
Lath. 


Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  acting  on  N.B.  App.  No.  8904-38,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
permitting  the  use  of  Jumbo  expanded  metal  lath,  weight 
2.2  pounds  per  sq.  yd.,  not  including  paper  backing,  or  2.86 
pounds  per  sq.  yd.,  with  paper  backing,  as  proposed,  and 
permitting  the  building  to  be  lathed  at  one  time,  on  condi¬ 
tion  that  the  plaster  shall  be  carefully  troweled  to  insure 
adequate  clinch ;  that  in  all  other  respects,  the  lath  shall 
be  installed  in  accordance  with  the  requirements  of  the 
building  code  for  metal  lath,  except  that  the  required  wir¬ 
ing  may  be  omitted. 


146-39- A. 

APPLICANT — A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED' — 184-186  Dyckman  street,  south 
side,  300  ft.  west  of  Sherman  avenue  (Block  No. 
2175,  Lot  No.  61),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  A.  F.  Winter. 

For  Administration :  Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  . .  0 


THE  RESOLUTION— 

(146-39- A) 

Whereas,  A.  F.  Winter,  for  F.  W.  Woolworth  Co., 
lessee,  filed  February  3,  1939,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises 
184-186  Dyckman  street,  south  side,  300  ft.  west  of  Sherman 
avenue  (Block  No.  2175,  Lot  No.  61),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  1736- 
LF,  dated  July  29,  1938,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler 
system  in  cellar,  having  at  least  one  source  of  water 
supply,  arranged  and  equipped  as  per  Article  16,  Chap¬ 
ter  26,  Administrative  Code.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  January  30,  1939;  and 

Whereas,  the  building  is  one  story  and  penthouse  (17 
ft.  and  28  ft.)  in  height,  42  ft.  10  in.  by  100  ft.  in  area,  of 
non-fireproof  construction,  located  in  a  business  use  dis¬ 
trict,  erected  in  July,  1927,  and  occupied:  Cellar — coal, 
boiler,  paper,  stock  rooms — 1  person;  1st  floor — store— 400 
persons  ;  penthouse — girls  rooms — 1  person,  for  which  no 
certificate  of  occupancy  has  been  issued ;  and 

Whereas,  the  applicant  contends  that  the  merchandise 
carried  in  this  basement  is  common  to  this  type  of  occu¬ 
pancy;  that  the  amount  of  celluloid  merchandise  stored  in 
this  basement  is  approximately  .7  of  1%  of  the  entire 
stock ;  that  all  the  aisles  are  3  ft.  wide  and  wider,  and  are 
kept  clear  at  all  times;  that  the  basement  ceiling  is  of  fire- 
retarding  material ;  that  all  partitions  in  this  basement  are 
fireproof  and  that  adequate  fire  protection  has  already 
been  provided  in  this  basement. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1736-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on.  condition  that  there  shall 
be  installed  throughout  the  cellar  a  non-automatic,  dry 
sprinkler  system,  complying  with  the  requirements  of  the 
building  code  therefor,  except  that  the  automatic  alarm 
need  not  be  installed;  that  the  sprinkler  heads  may  be 
spaced  25%  in  excess  of  the  requirements;  that  all  fittings 
and  hangers  shall  be  of  malleable  iron ;  that  all  horizontal 
lines  may  be  close  to  the  ceiling  with  proper  pitch  and 
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in.  drain  and  with  heads  pendant ;  that  there  shall  be  a 
single  hose  inlet  of  approved  type  on  the  exterior  of  the 
building  at  least  10  in.  above  sidewalk;  that  the  cap  of  this 
hose  inlet  and  sign  stating  area  covered,  shall  be  painted 
aluminum ;  that  in  addition,  there  shall  be  wet  sprinkler 
heads  attached  to  the  existing  domestic  water  supply  l”ie 
of  the  building  installed  in  the  kitchen,  unpacking  space 
and  waste  paper  room. 


148-39- A. 

APPLICANT— A.  C.  Kaestner,  for  Aqua  Systems,  Inc., 
for  F.  and  M.  Schaefer  Brewing  Co.,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 422-428  Kent  avenue,  south¬ 
west  corner  of  South  Eighth  street  (Block  No. 
2134,  Lot  No.  7),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  William  Eony. 

For  Administration:  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTEL- 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . .  0 

Absent  . 0 


THE  RESOLUTION— 

(148-39- A) 

Whereas,  A.  C.  Kaestner,  for  Aqua  Systems,  Inc.,  for 
F.  and  M.  Schaefer  Brewing  Co.,  owner,  filed  February  6, 
1939,  an  appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings,  affecting  premises  422-428 
Kent  avenue,  southwest  corner  of  South  Eighth  street 
(Block  No.  2134,  Lot  No.  7),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  on  Applic.  No.  59-39,  dated  February  2,  1939, 
reads : 

“1 — Proposal  to  install  2  gasoline  tanks  in  excess  of 
550  gallons  (1500),  is  contrary  to  C19-69.0  and  09- 
590.0  of  the  Administrative  Code.” 

and 

Whereas,  the  proposed  building  is  to  be  two  stories  (40 
ft.)  in  height,  108  ft.  9  in.  by  265  ft.  ll/i  in.  in  area,  of 
brick  fireproof  construction,  located  in  an  unrestricted  use 
district,  to  be  occupied  as  a  private  garage  for  more  than 
five  vehicles.  It  is  also  proposed  to  install  gasoline  tanks 
and  pumps  for  the  use  of  the  cars  of  the  brewery ;  and 

Whereas,  the  applicant  contends  that  the  daily  gasoline 
consumption  at  peak  loads,  will  be  approximately  2500 
gallons  per  day.  In  order  that  sufficient  fuel  be  on  hand 
at  times,  a  storage  capacity  of  3000  gallons  should  be  pro¬ 
vided  ;  that  in  order  to  accommodate  this  volume  in  the 
standard  550  gallon  approved  tank,  six  would  be  necessary ; 
that  installation  of  six  550  gallon  tanks  would  necessarily 
mean  six  fill  couplings,  six  gauge  openings,  a  large  number 
of  pipe  joints,  a  great  number  of  linear  feet  of  pipe,  and 
six  tank  vents ;  that  the  system  proposed  is  the  Aqua 
Hydraulic  Gasoline  System — Fire  Department  Approval 
No.  461  ;  that  in  conenction  with  this  system,  it  is  proposed 
to  install  two  1500  gallon  gasoline  storage  tanks;  that  with 
these  size  tanks,  there  will  be  only  two  fill  couplings,  two 
gauge  couplings,  many  less  pipe  joints,  and  no  vent  pipes; 
only  one  fill  connection  would  be  made  at  each  filling. 

Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent,  on  App.  No.  59-39,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  permitting 
the  installation  of  two  tanks  for  the  storage  of  gasoline, 
with  a  capacity  of  1500  gallons  each,  on  condition  that  in 
all  other  respects,  the  installation  shall  comply  with  the 
requirements  of  the  administrative  code  therefor  and  that 
the  thickness  of  the  tanks  shall  be  in  accordance  with  the 
requirements  for  tanks  of  similar  size,  as  set  forth  in  the 
Oil  Burner  Rules  of  the  Board  of  Standards  and  Appeals. 


VARIATION  OF  LABOR  LAW 

143-39-S. 

APPLICANT— Madison  52nd  Corporation,  lessee. 
SUBJECT— Variation  of  the  Labor  Law  as  cited  in  an 

order  and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED’ — 485  Madison  avenue  and  28-36 

East  52nd  street,  southeast  corner  (Block  No. 

1287,  Lot  Nos.  48,  49,  50  and  52),  Borough  of 

Manhattan. 

APPEARANCES— 

For  Applicant:  William  Kobler  and  Charles  Mac 
Gregor. 

For  Administration:  Peter  Maher,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD1— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  . . .  4 

Negative  ...  . .  0 

Absent  . .  •  •  •  0 

THE  RESOLUTION— 

(143-39-S) 

Whereas,  Madison  52nd  Corporation,  lessee,  filed  Feb¬ 
ruary  3,  1939,  an  application  for  a  variation  of  the  Labor 
Law,  as  cited  in  an  order  and  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  485  Madison  avenue  and  28-36 
East  52nd  street,  southeast  corner  (Block  No.  1287,  Lot 
Nos.  48,  49,  50  and  52),  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  1460- 
LF,  dated  July  11,  1938,  reads: 

“An  inspection  of  the  premises  28-36  East  52nd 
street  and  485  Madison  avenue,  Borough  of  Manhat¬ 
tan,  shows  that  a  fire  drill  should  be  established  and 
maintained  therein  according  to  the  requirements  of 
Section  279  of  the  Labor  Law.  The  Labor  Law  spe¬ 
cifically  charges  the  Fire  Commissioner  with  the  duty 
of  enforcing  the  provisions  of  the  law,  as  to  fire  drills. 

This  law  also  holds  the  owner  of  such  premises 
responsible  for  the  proper  supervision  and  maintenance 
of  fire  drills.  It  is,  therefore,  your  duty  to  organize 
and  maintain  a  fire  drill  in  the  above  premises  in 
accordance  with  the  rules  and  regulations  of  the  Board 
of  Standards  and  Appeals. 

A  record  of  such  drills,  including  the  name  and  num¬ 
ber  of  each  certified  drill  conductor  engaged  in  con¬ 
ducting  each  drill,  the  date  of  each  drill,  and  the 
number  of  persons  taking  part  in  each  drill,  shall  be 
transmited  by  you  or  your  representative  to  this  office 
semi-annually. 

All  forms  necessary  will  be  furnished  to  your  auth¬ 
orized  representative  when  he  calls  at  this  office  for  a 
Certificate  of  Fitness  as  drill  conductor.” 
and  .  .  . 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
January  6,  1939,  reads: 

“In  reply  to  your  request  to  omit  full  compliance 
with  Order  1460-LF,  issued  against  the  above  premises 
and  requiring  a  Fire  Drill. 

You  are  advised  that  inspection  shows  the  premises 
to  be  a  Tenant  Factory  with  209  persons  at  manufac¬ 
turing.  As  every  square  foot  of  the  building  is  not 
protected  with  an  approved  automatic  sprinkler  system, 
section  279  of  the  State  Labor  Law  requires  a  Fire 
Drill  to  be  conducted  at  least  once  in  each  month  ana 
in  which  all  the  occupants  in  the  building  must  partici¬ 
pate. 

Your  request  to  omit  compliance  with  this  require¬ 
ment  of  the  Labor  Law  must  therefore  be  denied.” 
and  .  .  , 

Whereas,  the  building  is  24  stories  (278.4  ft.)  in  height, 
100  ft.  by  125  ft.  in  area,  of  fireproof  construction,  erected 
in  1929 ;  and 

Whereas,  the  applicant  contends  that  not  more  than 
7%  of  the  total  area  of  the  building  is  occupied  by  tenants 
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engaged  in  manufacturing;  that  the  total  number  of  tenants 
and  persons  employed  by  tenants  who  occupy  the  building 
is  1161,  of  which  but  143  are  engaged  in  manufacturing; 
that  tenants  engaged  in  manufacturing,  do  not  occupy  any 
space  above  the  14th  floor  and  the  building  has  a  sprinkler 
system  to  and  including  the  14th  floor;  that  after  March 
1st,  1939  the  14th  floor  will  be  occupied  as  executive  offices 
and  for  activities  that  are  not  manufacturing;  that  the 
building’s  fire  prevention  and  fire  alarm  system  is  modern 
and  up  to  date  in  that : 

(a)  The  sprinkler  system  has  a  supervising  control  with 
the  Automatic  Fire  Alarm  Company. 

(b)  There  are  fire  alarm  boxes  on  every  floor  which  are 
connected  with  the  Automatic  Fire  Alarm  Company. 

(c)  The  building  has  a  dual  fire  alarm  system,  that  is, 
general  and  pilot  gongs. 

(d)  Columbia  Broadcasting  System  occupies  approxi¬ 
mately  50%  of  the  space  in  the  building  and  the 
entire  space  above  the  15th  floor  excepting  only  the 
Pent  House.  All  programs  broadcast  over  the 
Columbia  Network  are  controlled  in  the  building 
and  a  fire  drill  engaged  in  by  all  occupants  would 
interrupt  and  seriously  interfere  with  the  business 
of  the  Columbia  Broadcasting  System. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  and  that  the  application  be  and  it  hereby  is  granted 
on  condition  that  the  sprinkler  system  and  fire  alarm  shall 
be  maintained  up  to  and  including  the  14th  floor  of  the 
building;  that  no  factory  work  shall  be  carried  on  above 
the  13th  floor,  after  March  1st,  1939;  and  that  in  all  other 
respects,  all  laws,  rules  and  regulations  applicable  to  con¬ 
struction  and  occupancy  of  building,  shall  be  complied  with, 
other  than  as  modified  by  the  board  under  Cal.  Nos.  664- 
26-BZ.and  1 60-29- S ;  and  that  the  fire  alarm  system  shall 
be  maintained  throughout  the  building. 


APPLIANCE  SUBMITTED  FOR  APPROVAL 

600-32-SA. 

APPLICANT — Consolidated  Fire  Extinguisher  Co.,  Inc., 
manufacturer. 

SUBJECT — Application  for  consideration— reopening  and 
rescindment  of  approval — re  Red  Cap  Fire  Ex¬ 
tinguisher. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  of  date....  rescinded. 

THE  VOTE  TO  REOPEN  AND  RESCIND  RESOLU¬ 
TION  OF  ....Date . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  . . . .  4 

Negative  .  ...  .  0 

Absent  .  0 


THE  RESOLUTION— 

(600-32-SA) 

Whereas,  the  Red  Cap  Fire  Extinguisher  Co  .,  owner, 
hied  December  5,  1932,  a  petition  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Red  Cap  Fire  Extinguisher  (one  quart  size)  ; 
and 

Whereas,  the  appliance  was  approved  by  the  board  July 
14,  1933;  and 

Whereas,  it  appears  that  the  manufacturing  of  the  Red 
Caf)  Fire  Extinguisher  has  been  suspended  and  it  is  the 
opinion  of  the  board  that  the  approval  should  be  rescinded, 
until  such  time  as  the  applicant  can  satisfy  the  board  that 
the.  manufacturing  facilities  are  adequate  to  produce  the 
extinguisher  as  approved  and  provide  for  recharging. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
July  14,  1933,  approving  the  Red  Cap  Fire  Extinguisher 
(one  quart  size),  be  and  it  hereby  is  rescinded. 


MATERIALS  SUBMITTED  FOR  APPROVAL 

798-38-SM. 

APPLICANT — Metal  and  Thermit  Corporation,  owner. 

SUBJECT — Approval  of  Murex  Vertex,  Mu  rex  Genex 
and  Murex  Fillex  Welding  Electrodes,  manufac¬ 
tured  by  Metal  &  Thermit  Corporation. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  the  committee  on  tests. 

THE  VOTE  T9  APPROVE  MATERIAL— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  ....  0 

Absent  . . .  o 


THE  RESOLUTION— 

(798-38-SM) 

Whereas,  the  Metal  and  Thermit  Corporation,  owner, 
filed  September  16,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Murex  Vertex  and  Murex  Genex  Welding  Electrodes 
and  on  December  16,  1938  amended  their  application  to 
include  Murex  Fillex  Welding  Electrode;  and 
Whereas,  this  material  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 
Whereas,  the  report  of  the  committee  on  tests  was  as 
follows : 

REPORT  OF  COMMITTEE  ON  TESTS 

February  10,  1939. 

Cal..  No.  798-38-SM. 

Subject:  Approval  of  Murex  Vertex, 

Murex  Genex  and  Murex  Fillex  Welding 
Electrodes. 

On  September  16,  1938,  the  Metal  and  Thermit  Cor¬ 
poration,  owner,  filed  an  application  for  approval  of 
Murex  Vertex  and  Murex  Genex  Welding  Electrodes, 
and  on  December  16,  1938,  amended  their  application 
to  include  Murex  Fillex  Welding  Electrodes. 

A  Committee  of  the  Board  witnessed  the  making  up 
of  the  All-Weld  Tension  Test  samples  at  the  plant  of 
the  Metal  and  Thermit  Corporation,  Jersey  City,  New 
Jersey.  The  base  metal  plates  were  in  accordance  with 
A.S.T.M.  specification  A-7-36  and  were  bevelled  as 
required  for  the  welds  in  accordance  with  A.S.T.M. 
specification  A-205-37-T  and  the  Fusion  Welding  Rules 
of  the  Board  of  Standards  and  Appeals. 

Samples  were  made  up  with  Murex  Vertex,  Murex 
Genex  and  Murex  Fillex  by  the  direct  current  process, 
using  motor  generator  sets.  The  specimens  were  de¬ 
livered  to  the  Pittsburgh  Testing  Laboratory,  where 
they  were  machined,  marked  and  tested  for  tension 
and  elongation  on  November  16,  1938  and  January  6, 
1939,  at  the  said  Laboratory,  on  a  Tinius  Ohlsen  Test¬ 
ing  Machine  of  100,000  lbs.  capacity.  Yield  points  were 
determined  by  the  “Drop  of  Beam”  method  and 
checked  by  the  “Total  Strain”  method,  using 
“Dividers”. 

RESULTS  OF  TESTS 

Specimens  made  by  direct  current  process,  using 
motor  generator  sets : 


Per  Cent 
Tensile  Elonga- 
Rod  Grade  Position  Strength  tion  in 


Specimen 

Size 

No. 

of  Weld  Beads 

P.S.I.  2  Inches 

Murex  Vertex 

5/32" 

10 

Flat 

7 

72,500 

29.0 

Murex  Vertex 

5/32" 

10 

Vertical 

6 

68,750 

31.5 

Murex  Vertex 

5/32" 

10 

Overhead 

8 

67,250 

22.5 

♦Murex  Genex 

5/32" 

10 

Flat 

7 

75,500 

21.0 

♦Murex  Genex 

5/32" 

10 

Vertical 

5 

77,000 

15.0 

♦Murex  Genex 

5/32" 

10 

Overhead 

6 

75,750 

14.5 

Murex  Fillex 

5/32" 

10 

Flat 

10 

70,750 

28.5 
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*These  specimens  were  subject  to  a  re-test  and  again 
did  not  meet  the  test  requirements  in  all  positions, 
with  results  listed  as  follows : 


Specimen 

Rod 

Size 

Grade 

No. 

Position 

of  Weld  Beads 

Per  Cent 
Tensile  Elonga- 
Strength  tion  in 
P.S.I.  2  Inches 

Murex  Genex 

5/32 " 

10 

Flat 

10 

77,250  15.5 

Murex  Genex 

5/32" 

10 

Vertical 

8 

77,500  23.0 

Murex  Genex 

5/32" 

10 

Overhead 

9 

78,500  17.0 

In  all  cases,  the  rupture  was  clean  and  an  inspection 
of  the  broken  cross  section  showed  a  complete  absence 
of  voids  and  slag  inclusions.  The  Murex  Vertex  and 
Murex  Fillex  samples  met  the  requirement  of  the 
American  Welding  Society  and  the  Fusion  Welding 
Rules  of  the  Board  of  Standards  and  Appeals  for  No. 
10  grade,  which  specifies  a  working  stress  of  at  least 
60,000  lbs.  per  square  inch  and  a  minimum  elongation 
of  20%  for  non-stress  relieved  specimens. 

Murex  Vertex  (reversed  polarity)  was  tested  in  all 
positions,  and  Murex  Fillex  (straight  polarity)  was 
tested  in  flat  position  only. 

Murex  Genex  was  withdrawn  by  the  applicant  after 
the  re-test. 

It  is  recommended  that  Murex  Vertex  (reversed 
polarity)  which  was  tested  in  all  positions  and  Murex 
Fillex  (straight  polarity),  which  was  tested  in  flat 
position  only,  as  manufactured  by  the  Metal  and 
Thermit  Corporation,  Jersey  City,  New  Jersey,  be 
approved  for  use  in  position  and  with  current  and 
polarity  as  mentioned  above,  when  manufactured  in 
sizes  of  3/32",  y8",  5/32",  3/16",  7/32",  and  5/16", 
all  rods  to  be  made  in  standard  lengths  coated  with 
heavy  flux  coating  identical  with  test  specimens  and 
packed  in  bundles,  marked,  labelled  or  stamped,  indi¬ 
cating  the  name,  grade,  polarity  and  position,  and  bear¬ 
ing  the  following  notice:  “Approved  by  the  Board  of 
Standards  and  Appeals  under  Cal.  No.  798-38-SM”. 

(Sgd.)  BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 
LESLIE  V.  HUBER, 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Murex  Vertex 
and  Murex  Fillex  Welding  Electrodes,  for  use  in  New 
York  City  when  manufactured,  used  and  labelled  or  tagged, 
in  accordance  with  the  above  report  and  that  the  Murex 
Genex  is  hereby  withdrawn. 


1205-38-SM. 

APPLICANT— Celotex  Corporation,  owner. 

SUBJECT — Celotex  Roofing  Materials— approval  of. 

APPEARANCES— 

For  Applicant :  A.  B.  Green. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  the  committee  on  tests. 

THE  VOTE  TO  APPROVE  MATERIAL— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  . . .  4 

Negative  . . .  .  . .  .  0 

Absent  .  . . . .  0 


THE  RESOLUTION— 

(1205-38-SM) 

Whereas,  the  Celotex  Corporation,  owner,  filed  De¬ 
cember  27,  1938,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
the  Celotex  Roofing  Materials  ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  was  as 
follows : 


REPORT  OF  COMMITTEE  ON  TESTS 

February  10,  1939. 

Cal.  No.  1205-1938-S.M. 

SUBJECT:  CELOTEX  ROOFING  MATERIALS 

The  Celotex  Corporation,  Chicago,  Illinois,  filed  on 
December  27,  1938,  with  the  Board  of  Standards  and 
Appeals,  an  application  for  the  approval  of  Celotex 
Roofing  Materials  as  listed  herein,  under  test  specified 
in  C-26-680-A.C.  (10.12.11.1  B.C.)  and  Group  16,  Art. 
2  A.C.  (10.1.16.  B.C.). 

This  roofing  material  is  manufactured  at  Metuchen, 
N.  J.,  and  York,  Pa. 

The  following  test  samples  consisted  of  complete 
assemblies  of  roof  deck  and  covering,  as  is  applied  in 
practice  and  having  an  area  of  12  sq.  ft.  Upon  these 
roof  decks  was  placed  a  fully  burning  brand  for  the 
purpose  of  investigating  the  possibility  of  the  spread 
of  flame,  ignition  of  the  wood  decking,  and  the  area 
and  depth  charring.  Results  of  these  tests,  and  speci¬ 
fications  for  heavier  or  more  protective  roof  coverings 
including  roof  coverings  of  greater  coverage  than  the 
specific  specimens  tested  are  described  herein.  The 
quantities  of  waterproofing  materials  used  between 
plies  are  30#  per  square  and  top  moppings  of  any 
smooth  surfaced  specification  is  50#  per  square  except¬ 
ing  Black  and  White  Cap  Sheet  which  has  25#  per 
square.  Where  slag  or  gravel  was  used,  the  top  pour¬ 
ing  of  asphalt  was  50#  per  square.  The  asphalt  used 
was  furnished  by  The  Standard  Oil  Company  of  New 
Jersey  with  a  melting  point  of  160° -180°  and  the 
coal  tar  pitch  has  a  melting  point  of  140°.  The  pitch 
and  Asphalt  Saturated  rag  felt  is  made  up  of  approxi¬ 
mately  70%  roofing  rags  and  30%  stock  filler  (paper) 
with  weights  and  coverage  per  roll  as  listed  below : 


Actual 

Asphalt  Approximate  Weight 

Saturated  Area  Weight  Per  Roll 

Rag  Felt  Per  Roll  Per  Roll  {aver.  5  spec.) 

12  lb.  .........  432  sq.  ft.  52  lbs.  52.5  lbs. 

14  lb .  432  sq.  ft.  60  lbs.  59.6  lbs. 

15  lb .  432  sq.  ft.  65  lbs.  65.2  lbs. 

24  lb . 216  sq.ft.  52  lbs.  52.7  lbs. 

30  lb.  . 216  sq.  ft.  65  lbs.  65.6  lbs. 

Actual 

Coal  Tar  Approximate  Weight 

Saturated  Area  Weight  Per  Roll 

Rag  Felt  Per  Roll  Per  Roll  {aver.  5  spec.) 

12  lb.  .  432  sq.  ft.  52  lbs.  52.7  lbs. 

14  lb.  .  432  sq.  ft.  60  lbs.  60.  lbs. 

15  lb .  432  sq.  ft.  65  lbs.  65.6  lbs. 

30  lb . 108  sq.ft.  32  lbs.  31.5  lbs. 

Actual 

Asphalt  Approximate  Weight 

Saturated  Area  Weight  Per  Roll 

Asbestos  Felt  Per  Roll  Per  Roll  {aver.  5  spec.) 

15  lb .  324  sq.  ft.  45  lbs.  43.5  lbs. 

Actual 

Cap  App  roxi  mate  Weigh  t 

Sheet  Area  Weight  Per  Roll 

Roofing  Per  Roll  Per  Roll  {aver.  5  spec.) 

Black  &  White.  216  sq.  ft.  68  lbs.  69.2  lbs. 

Celotex  Cap 

Sheet  .  216  sq.  ft.  68  lbs.  68.5  lbs. 

Actual 

Approximate  Weight 
Area  Weight  Per  Roll 

Roll  Roofing  Per  Roll  Per  Roll  {aver.  5  spec.) 

75#  Mineral 

Surface  .  108  sq.  ft.  75  lbs.  75.7  lbs. 

90#  Mineral 

Surface  ..  108  sq.ft.  90  lbs.  89.6  lbs. 

55#  Smooth 
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Roll  Rfg .  108  sq.  ft.  55  lbs.  56.2  lbs. 

19/Up  Mineral 

Roll  Rfg .  108  sq.ft.  44  lbs.  44.7  lbs. 

Note :  2  Rolls  19/Up  Roofing  are  required  to  cover 
one  square. 

Tests  were  performed  on  typical  roof  decks  specifi- 
ally  representative  of  each  group  of  roofing  material, 
as  follows : 

BUILT-UP  ROOF  AND  RE-ROOFING 
SPECIFICATIONS 
THE  CELOTEX  CORPORATION 
SPECIFICATION  No.  1 

TEST  No.  1 

3  ply  asphalt  and  slag  or  gravel  specifications  over 
Vi  in.  tongue  and  grooved  sheathing  composed  of  1 — 
12#  asphalt  saturated  base  sheet  and  2 — 12#  asphalt 
saturated  rag  felts  mopped  solid  over  the  base  felt  and 
surfaced  with  a  top  pouring  of  asphalt  into  which  is 
embedded  a  surfacing  of  slag  on  the  basis  of  300# 
per  square. 

The  brand  was  consumed  in  20  minutes  30  seconds, 
consuming  top  ply  of  12#  felt  and  with  no  effect  on 
the  remaining  plies  or  the  combustible  deck  (see  photo¬ 
graph  marked  Test  No.  1).  Pitch  3  in.  per  foot. 

Similar  roofings  of  heavier  construction  are  manu¬ 
factured  as  follows : 

Specification  No.  2  (Over  wood  deck) — 5  ply  as¬ 
phalt  saturated  rag  felt  and  slag  or  gravel  specification. 
1—24#  base  sheet  (or  2 — 12#)  asphalt  saturated  rag 
felt  laid  dry  and  coated  with  asphalt.  Over  this,  3 
layers  of  12#  asphalt  saturated  rag  felt  thoroughly 
mopped  between  sheets  with  asphalt  and  surfaced  with 
a  top  pouring  of  asphalt  into  which  is  embedded  a 
surfacing  of  slag  on  the  basis  of  300#  per  square  (or 
graded  gravel  screened  in.—)54  in.,  on  the  basis  of 
400#  per  square).  Pitch  in.  to  3  in.  per  foot. 

Specification  No.  3  (Over  wood  deck) — 4  ply  asphalt 
saturated  rag  felt  and  slag  or  gravel  specification.  1 — 
24#  (or  2 — 12#)  asphalt  saturated  rag  felt  base  sheet 
laid  dry  and  coated  with  asphalt.  Over  this,  two  layers 
of  12#  asphalt  saturated  rag  felt  thoroughly  mopped 
between  sheets  with  asphalt  and  surfaced  with  a  top 
pouring  of  asphalt  into  which  is  embedded  a  surfacing 
of  slag  on  the  basis  of  300#  (or  gravel  400#)  per 
square.  Pitch  in.  to  3  in.  per  foot. 

Specification  No.  4  (Over  non-combustible  deck,  or 
rigid  roof  insulation  over  non-combustible  or  wood 
deck) — 4  layers  12#  asphalt  saturated  rag  felt  stuck 
to  roof  deck  or  rigid  roof  insulation  and  thoroughly 
mopped  between  sheets  with  asphalt.  Then  surfaced 
with  a  top  pouring  of  asphalt  into  which  is  embedded 
a  surfacing  of  slag  on  the  basis  of  300#  (or  gravel 
400#)  per  square.  Pitch  l/A  in.  to  3  in.  per  foot. 

THE  CELOTEX  CORPORATION 
SPECIFICATION  No.  5 

TEST  No.  2 

A  base  sheet  of  25#  Red  Sheathing  Paper  (over 
wood  deck),  3  layers  12#  Coal  Tar  saturated  rag  felt 
thoroughly  mopped  between  sheets  with  Coal  Tar 
Patch  and  surfaced  with  a  top  pouring  of  coal  tar  pitch 
into  which  was  embedded  a  surfacing  of  slag  on  the 
basis  of  300#  (or  gravel  400#)  per  square. 

The  brand  was  consumed  in  21  minutes  15  seconds, 
consuming  one  top  ply  with  no  effect  on  the  remaining 
plies  or  the  combustible  deck.  (See  photograph  marked 
Test  No.  2.)  Pitch  2  in.  per  foot. 

Similar  roofings  of  heavier  construction  are  manu¬ 
factured  as  follows : 

S pecification  No.  6  (Over  wood  deck) — 5  ply  coal  tar 
saturated  rag  felt,  coal  tar  pitch  and  slag  or  gravel 
specification.  This  specification  is  the  same  as  No.  2 
with  the  exception  that  coal  tar  saturated  felt  and  coal 
tar  pitch  are  substituted  for  the  corresponding  asnhalt 
products  and  a  base  sheet  of  25#  Red  Sheathing  Paper 
is  used.  Pitch  *4  in-  to  2  in.  per  foot. 

Specification  No.  7  (Over  wood  deck) — 4  ply  coal  tar 
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saturated  rag  felt,  coal  tar  pitch  and  slag  or  gravel 
specification.  This  specification  is  the  same  as  No.  3 
with  the  exception  that  coal  tar  pitch  and  coal  tar 
saturated  felts  are  substituted  for  the  corresponding 
asphalt  products  and  a  base  sheet  of  25#  Red  Sheath¬ 
ing  Paoer  is  used.  Pitch  *4  in.  to  2  in.  per  foot. 

Specification  No.  8  (Non-combustible  or  rigid  roof 
insulation  over  either  non-combustible,  or  wood  deck) 
— 2  layers  of  12#  coal  tar  saturated  felt  (or  1 — 24#) 
stuck  to  the  deck  and  mopped  between  sheets  with  coal 
tar  pitch.  Over  this,  a  coating  of  coal  tar  pitch  and 

2  layers  12#  coal  tar  pitch.  Over  this,  a  coating  of  coal 
tar  pitch  and  2  layers  12#  coal  tar  saturated  felt 
thoroughly  mopped  between  sheets  with  coal  tar  pitch. 
Over  this,  a  coating  of  coal  tar  pitch  and  2  layers  12# 
coal  tar  saturated  felt  thoroughly  mopped  between  sheets 
with  coal  tar  pitch.  Over  this  is  apnlied  a  top  pouring 
of  coal  tar  pitch  into  which  is  embedded  a  surfacing 
of  slag  on  the  basis  of  300#  (or  gravel  400#)  per 
square.  Pitch  ^  in.  to  2  in.  per  foot. 

THE  CELOTEX  CORPORATION 
SPECIFICATION  No.  9 

TEST  No.  3 

4  ply  asphalt  saturated  felt  and  cap  sheet.  Smooth 
surface  specification  with  one  34#  Black  &  White 
Cap  Sheet  with  1 — 30#  asphalt  saturated  rag  felt  base 
sheet  and  2—14#  asphalt  saturated  top  sheets  mopped 
solid. 

The  brand  was  consumed  in  24  minutes  15  seconds, 
consuming  the  top  3  plies  with  no  effect  on  the  base 
sheet  or  combustible  decking.  (See  photograph  marked 
Test  No.  3.)  Pitch  5  in.  per  foot. 

A  similar  roofing  consisting  of  a  heavier  specification 
is  manufactured  as  follows : 

Specification  No.  10  (Non-combustible,  or  rigid  roof 
insulation,  over  non-combustible  or  wood  roof  deck)  — 

3  ply  14#  asphalt  saturated  rag  felt  all  mopped  solid 
with  1 — 34#  Black  and  White  Cap  Sheet  cemented  in 
asphalt.  Pitch  y  in-  to  3  in.  per  foot,  and  where  nail¬ 
ing  is  provided,  up  to  6  in.  per  foot. 

THE  CELOTEX  CORPORATION 
SPECIFICATION  No.  12 

TEST  No.  4 

2  ply  Celotex  19/Up  Construction  (Over  wood  deck) 
— 19  in.  saturated  felt  edge  of  this  roofing  mopped  with 
asphalt  and  the  lower  mineral  surface  edge  embedded 
in  this  to  provide  a  two  ply  construction  with  a  min¬ 
eral  granule  surface. 

The  brand  was  consumed  in  20  minutes  20  seconds, 
consuming  all  plies  and  charring  the  wood  deck  over 
an  area  of  4  in.  x  7  in.  to  a  depth  of  1/16  in.  but  meet¬ 
ing  the  code  requirements  for  the  brand  test.  (See 
photograph  marked  Test  No.  4.)  Pitch  yA  in.  to  9  in. 
per  foot. 

Similar  roofings  of  heavier  construction  are  manu¬ 
factured  as  follows : 

S pecification  No.  13  (Over  wood  deck) — 1 — 30#  (or 
2—14#)  asphalt  saturated  rag  felts,  laid  dry,  nailed 
and  coated  with  asphalt,  and  2  layers  19/Up  mineral 
surface  roll  roofing  coated  with  asphalt  between  sheets. 
Pitch  l/A  in.  to  9  in.  per  foot. 

Specification  No.  14  (Over  wood  deck) — 1  layer  14# 
asphalt  saturated  rag  felt,  nailed  and  coated  with  as¬ 
phalt.  Over  this,  2  plies  of  44#  19/Up  mineral  surface 
roofing  mopped  with  asphalt  between  sheets.  Pitch 
y  in.  to  9  in.  per  foot. 

Specification  No.  15  (Non-combustible  or  rigid  roof 
insulation,  over  non-combustible  or  wood  roof  deck)  — 

1  layer  14#  asphalt  saturated  rag  felt  stuck  to  roof 
deck  or  rigid  insulation  with  asphalt,  over  this,  a  coat¬ 
ing  of  asnhalt  and  2  plies  44#  19/Up  mineral  surface 
roofing  coated  between  plies  with  asphalt. 

Specification  No.  16  (Non-combustible  or  rigid  roof 
insulation  over  non-combustible  or  wood  roof  deck)  — 

1 — 30#  (or  2 — 14#)  asphalt  saturated  rag  felt  stuck 
to  roof  deck  or  rigid  roof  insulation  and  between  plies 
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with  asphalt.  Over  this,  a  mop  coat  of  asphalt  and  a 
2  ply  construction  of  Celotex  44#  19/Up  mineral  sur¬ 
face  roofing  coated  between  sheets  with  asphalt.  Pitch 
*4  in.  to  9  in.  per  foot. 

THE  CELOTEX  CORPORATION 
SPECIFICATION  No.  17 

TEST  No.  5 

(Over  wood  deck) — Smooth  surface  asphalt  satu¬ 
rated  rag  felt  construction  with  Celotex  75#  Mineral 
Surface  Cap  Sheet.  1—30#  (or  2—14#)  asphalt 
saturated  rag  felts  laid  dry,  nailed  and  coated  with 
asphalt.  Over  this,  one  layer  of  Celotex  75#  Mineral 
Surface  Cap  Sheet. 

The  brand  was  consumed  in  25  minutes  15  seconds, 
consuming  the  cap  sheet  but  with  no  effect  on  the 
remaining  plies  or  the  combustible  deck.  (See  photo¬ 
graph  marked  Test  No.  5.)  Pitch  4^4  in.  per  foot. 

THE  CELOTEX  CORPORATION 
SPECIFICATION  No.  18 

TEST  No.  6 

(Over  wood  deck)— 2  layers  15#  asbestos  asphalt 
saturated  felt  mopped  between  layers  with  asphalt,  top 
surfaced  with  a  mop  coat  of  asphalt. 

The  brand  was  consumed  in  19  minutes  30  seconds, 
consuming  all  plies  of  15#  felt  and  charring  the  roof 
deck  in  an  area  3  in.  x  7  in.  to  a  depth  of  1/16  in., 
but  meeting  the  code  requirements  for  the  brand  test. 
(See  photograph  marked  Test  No.  6.)  Pitch  J4  in. 
to  9  in.  per  foot. 

Similar  roofing  of  heavier  construction  are  manufac¬ 
tured  as  follows : 

Specification  No.  19  (Non-combustible  or  rigid  roof 
insulation  over  non-combustible  or  wood  roof  deck)  — 

1  layer  30#  (or  2—14#)  asphalt  saturated  rag  felt 
stuck  to  the  roof  deck  and  coated  with  asphalt.  Over 
this  two  layers  15#  asphalt  saturated  asbestos  felt 
mopped  between  layers  and  surface  coated  with  asphalt. 
Pitch  V\  in.  to  9  in.  per  foot. 

Specification  No.  20  (Over  wood  deck) — Combina¬ 
tion  asphalt  saturated  rag  felt  and  asphalt  saturated 
asbestos  felt.  1  layer  of  30#  (or  2—14#)  asphalt 
saturated  rag  felt  laid  dry,  nailed  and  coated  with 
asphalt.  Over  this,  2  layers  15#  asphalt  saturated 
asbestos  felt  mopped  between  layers  and  surface  coated 
with  asphalt.  Pitch  J4  in-  to  9  in.  per  foot. 

Specification  No.  21  (Over  wood  deck) — Combination 
asphalt  saturated  rag  felt  and  asphalt  saturated  as¬ 
bestos  felt.  1  base  sheet  40#  asphalt  saturated  rag 
felt  nailed  and  coated  with  asphalt.  Over  this,  2 — 
15#  asphalt  saturated  asbestos  felts  mopped  between 
layers  and  coated  with  asphalt.  Pitch  *4  in.  to  9  in. 
per  foot. 

Specification  No.  22  (Non-combustible  or  rigid  roof 
insulation  over  non-combustible  or  wood  roof  deck)  — 
3  layers  of  15#  asphalt  saturated  asbestos  felt  stuck 
to  non-combustible  roof  deck  or  to  rigid  roof  insulation, 
coated  between  layers  and  surface  mopped  with  as¬ 
phalt.  Pitch  in.  to  9  in.  per  foot. 

Specification  No.  23  (Non-combustible  or  rigid  roof 
insulation,  over  non-combustible  or  wood  deck) — Com¬ 
bination  asphalt  saturated  rag  felt  and  asphalt  satu¬ 
rated  asbestos  felt.  2  layers  14#  asphalt  saturated  rag 
felt  stuck  to  non-combustible  deck  or  rigid  insulation 
and  mopped  between  layers  with  asphalt.  Over  this  a 
mopping  of  asphalt  and  three  layers  of  15#  asphalt 
saturated  asbestos  felt  mop  coated  between  each  layer 
and  surface  finished  with  asphalt.  Pitch  %  in.  to  9  in. 
per  foot. 

Specification  No.  24  (Non-combustible  or  rigid  roof 
insulation  over  non-combustible  or  wood  roof  deck)  — 
Asphalt  saturated  asbestos  felt  construction.  4  layers 
of  15#  asphalt  saturated  asbestos  felt  stuck  to  non¬ 
combustible  deck  or  to  rigid  roof  insulation  and  thor¬ 
oughly  mopped  between  layers  with  asphalt  and  top 
surface  mopped  with  asphalt.  Pitch  x/\  in.  to  9  in. 
per  foot. 


THE  CELOTEX  CORPORATION 
SPECIFICATION  No.  25 

TEST  No.  7 

(Over  wood  deck) — Smooth  surfaced  asphalt  satu¬ 
rated  rag  felt  construction.  3 — <14#  asphalt  saturated 
rag  felts  mopped  with  asphalt  between  plies  and  top 
surface  mopped  with  asphalt. 

The  brand  was  consumed  in  26  minutes  15  seconds, 
consuming  all  plies  and  charring  the  wood  deck  over 
an  area  of  4  in.  by  7  in.  to  a  depth  of  /8  in.  but  meet¬ 
ing  the  code  requirements  for  the  brand  test.  (See 
photograph  marked  Test  No.  7.)  Pitch  3  in.  per  foot. 

Similar  roofing  of  heavier  construction  are  manu¬ 
factured  as  follows: 

Specification  No.  26  (Over  wood  deck) — Smooth  sur¬ 
faced  asphalt  saturated  rag  felt  construction.  1  layer 
30#  (or  2—14#)  asphalt  saturated  rag  felt  laid  dry, 
nailed  and  then  mop  coated  with  asphalt.  Over  this, 

2  layers  of  14#  asphalt  saturated  rag  felt  mopped  be¬ 
tween  layers  with  asphalt  and  a  top  surface  mopping 
of  asphalt.  Pitch  J4  in-  to  9  in.  per  foot. 

Specification  No.  27  (Over  wood  deck) — Smooth  sur¬ 
faced  asphalt  saturated  rag  felt  construction.  1—30# 
(or  2 — 14#)  asphalt  saturated  rag  felts  laid  dry,  nailed 
and  mop  coated  with  asphalt.  Over  this,  3  layers  of 
14#  asphalt  saturated  rag  felt  mopped  between  layers 
and  top  surface  mopped  with  asphalt.  Pitch  1/a  in. 
to  9  in.  per  foot. 

Specification  No.  28  (Non-combustible  or  rigid  roof 
insulation  over  non-combustible  or  wood  roof  deck) — 
Smooth  surfaced  asphalt  saturated  rag  felt  construc¬ 
tion.  4  layers  14#  asphalt  saturated  rag  felt  stuck  to 
non-combustible  roof  deck  or  rigid  roof  insulation 
and  thoroughly  coated  between  layers  with  asphalt. 
Top  surface  mopped  with  asphalt.  Pitch  J4  in.  to 

3  in.  per  foot  and  where  nailing  is  provided,  6  in.  per 
foot. 

Specification  No.  29  (Over  wood  deck)— Smooth 
surfaced  asphalt  saturated  rag  felt  construction.  1— 
30#  (or  2 — 14#)  asphalt  saturated  rag  felt  laid  dry 
and  nailed  and  coated  with  asphalt.  Over  this,  4 — 14# 
layers  of  asphalt  saturated  rag  felt  mop  coated  between 
layers  and  top  surface  mopped  with  asphalt.  Pitch 
J4  in.  to  9  in.  per  foot. 

Specification  No.  30  (Non-combustible  or  rigid  roof 
insulation  over  non-combustible  or  wood  roof  deck) — 
Smooth  surfaced  asphalt  saturated  rag  felt  construc¬ 
tion.  5  layers  14#  asphalt  saturated  rag  felt  stuck  to 
non-combustible  roof  deck  or  rigid  roof  insulation 
and  mop  coated  between  layers  with  asphalt.  Top 
surface  mop  coated  with  asnhalt.  Pitch  ]/\  in.  to  3  in. 
per  foot,  where  nailing  is  provided,  6  in.  per  foot. 
BUILT-UP  RE-ROOFING  SPECIFICATIONS 
THE  CELOTEX  CORPORATION 
SPECIFICATION  No.  31 

TEST  No.  8 

(Over  wood  deck) — 2  ply  asphalt  saturated  rag  felt 
and  slag  surface.  The  old  roof  was  simulated  by  using 
2  layers  of  75#  Mineral  Surface  roofing.  Over  this, 
2  layers  12#  asphalt  saturated  rage  felt  stuck  to  the 
old  roof  and  mopped  with  asphalt  between  layers.  Over 
this,  a  top  surface  pouring  of  asphalt  into  which  was 
imbedded  a  surface  of  slag  on  the  basis  of  300#  per 
square. 

The  brand  was  consumed  in  21  minutes  20  seconds, 
consuming  2  layers  of  12#  asphalt  saturated  felt  with 
no  effect  on  the  old  roofing  or  the  combustible  deck. 
(See  photograph  marked  Test  No.  8.)  Pitch  3  in. 
per  foot. 

THE  CELOTEX  CORPORATION 
SPECIFICATION  No.  32 

TEST  No.  9 

(Over  wood  deck) — 2  ply  coal  tar  saturated  rag  felt 
and  slag  re-roofing  specification.  The  old  roof  was 
simulated  as  in  Test  No.  8.  Over  this,  2  layers  of  12# 
coal  tar  saturated  rag  felt  stuck  to  the  old  roof  and 
mopped  between  layers  with  coal  tar  pitch.  Over  this, 
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a  top  coat  of  coal  tar  pitch  was  poured  and  into  it 
a  surfacing  of  slag  on  the  basis  of  300#  per  square 
was  embedded. 

The  brand  -was  consumed  in  23  minutes,  40  seconds, 
consuming  2  layers  of  coal  tar  saturated  felt  but  with 
no  damage  to  the  old  roof  and  no  charring  of  the  com¬ 
bustible  roof  deck.  (See  photograph  marked  Test 
No.  9.)  Pitch  2  in.  per  foot. 

THE  CELOTEX  CORPORATION 
SPECIFICATION  No.  33 

TEST  No.  10 

(Over  wood  deck)— 34#  Celotex  Black  and  White 
Cap  Sheet  re-roofing  specification.  The  old  roofing 
was  simulated  by  1  base  sheet  of  14#  felt  mopped  and 
covered  with  1  layer  of  55#  regular  smooth  surfaced 
roll  roofing.  This  was  mop  coated  and  1 — 14#  layer  of 
asphalt  saturated  felt  embedded  in  it.  The  old  roof 
simulated  in  this  manner  was  given  a  top  mop  coat  of 
asphalt  and  1  layer  of  34#  Celotex  Black  &  White  Cap 
Sheet  was  cemented  into  it. 

The  brand  was  consumed  in  21  minutes  45  seconds, 
consuming  the  Cap  Sheet,  1  layer  of  14#  felt  and  1 
layer  of  55#  felt,  but  with  no  charring  or  other  effect 
on  the  combustible  wood  deck. 

Note :  It  should  be  noted  that  the  test  on  this  deck  was 
first  carried  out  on  a  pitch  of  9  in.  per  foot, 
but  the  flame  spread  more  than  12  in.  beyond  the 
brand  and,  therefore,  would  not  comply  with  the 
brand  test  requirements  of  the  code.  Tests  were 
repeated  on  a  pitch  of  4  in,  with  results  as  noted 
above. 

(See  photograph  marked  Test  No.  10.)  Pitch  4  in. 
per  foot 

THE  CELOTEX  CORPORATION 
SPECIFICATION  No.  34 
TEST  No.  11 

(Over  wood  deck) — Celotex  19/Up  Re-roofing 
specification.  The  old  existing  roof  was  simulated  by 
the  use  of  1—30#  base  sheet  and  2—14#  asphaft 
saturated  felts  mopped  between  layers  with  asphalt. 
The  new  roof  was  constructed  over  the  above  as  fol¬ 
lows  :  The  old  roof  was  mop  coated  with  asphalt  and 
1  layer  of  Celotex  19/LTp  Mineral  Surfaced  roofing 
was  embedded  in  this.  Over  this,  a  mop  coat  of  asphalt 
and  a  second  layer  of  19/Up  Mineral  Surfaced  roofing 
was  embedded  thus  providing  a  2  ply  re-roofing  con¬ 
struction. 

Brand  was  consumed  in  17  minutes  50  seconds,  con¬ 
suming  2  plies  of  19/Up  roofing  with  no  effect  on  the 
old  roof  and  no  charring  of  the  combustible  roof  deck, 
(see  photograph  marked  Test  No.  11)  Pitch  4"  per 
foot. 

THE  CELOTEX  CORPORATION 
SPECIFICATION  No.  35 
TEST  No.  12 

(O  ver  wood  deck) — Mineral  Surfaced  Re-roofing 
specification.  The  old  roof  was  simulated  by  1  layer 
of  75#  Mineral  Surfaced  Asphalt  Roll  Roofing.  The 
old  roof  was  mop  coated  with  asphalt  and  1  layer  of 
r3#  Celotex  Mineral  Surfaced  Cap  Sheet  cemented 
into  it. 

The  brand  was  consumed  in  18  minutes  30  seconds, 
consuming  the  Cap  Sheet  and  the  old  roofing  material 
with  a  slight  charring  of  the  combustible  deck,  (see 
photograph  marked  Test  No.  12)  Pitch  4"  per  foot 
THE  CELOTEX  CORPORATION 
SPECIFICATION  No.  36 
TEST  No.  13 

(Over  wood  deck) — Asphalt  saturated  asbestos  re¬ 
roofing  specification.  2—15#  layers  of  asphalt  satu¬ 
rated  asbestos  felt  stuck  to  the  old  roofing  with  a  mop 
coating  of  asphalt  and  a  mopping  of  asphalt  between 
the  plies.  Top  surface  mopped  with  asphalt. 

Brand  was  consumed  in  17  minutes.  50  seconds,  con¬ 
suming  1  top  ply  with  no  charring  of  the  combustible 
deck.  (See  photograph  marked  Test  No.  13).  Pitch  4" 
per  foot. 


MINERAL  SURFACED  ASPHALT  SHINGLES 
CELOTEX  HEXAGONAL  SHINGLES 
TEST  No.  14 

]  1  //'Standard  Hexagonal  Shingles  applied  over 

'  wood  sheathing  on  a  pitch  of  4"  per  foot  or  more 
for  a  new  roof  or  re-roofing  of  residences.  11*^"  x 
36"  Hexagonal  Strip  Shingles  provide  2  layer  construc¬ 
tion  over  76%  of  the  roof  area.  Average  weight  per 
square — 167  lbs.  Strips  per  square — 86.  Underwriters 
Class  C  label. 

The  brand  wras  consumed  in  22  minutes,  consuming 
all  plies  and  charring  the  wood  deck  over  an  area  of 
3"  x  2"  to  a  depth  of  1/32",  but  meeting  the  code 
requirements  for  grand  tests.  (See  photograph  marked 
Test  No.  14). 

Similar  Hexagonal  Strip  Shingles  which  provide 
either  heavier  construction  or  greater  headlap  are  man¬ 
ufactured  as  follow-s : 

125/3"  ^  36"  Celotex  Hexagonal  Slab  Shingles  provide 
2  layer  construction  over  89%  of  the  roof  area.  Aver¬ 
age  weight  per  square — 187  lbs.  Strips  per  square — 
86.  Underwriters  Class  C  Label.  Pitch  4"  per  foot 
or  more. 

12"  x  36"  Celotex  Double  Coverage  Hexagonal  Shin¬ 
gles  provide  2  layer  construction  over  the  entire  roof. 
Average  weight  per  square — 215  lbs.  Strips  per  square 
— 102.  Underwriters  Class  C  label.  Pitch  4"  per  foot 
or  more. 


CELOTEX  THICK  BUTT  SHINGLES 
TEST  No.  15 

Celotex  12"  x  36"  Thick  Butt  Mineral  Surfaced  Strip 
Shingles  applied  over  7/ 3"  wood  sheathing,  at  a  pitch 
of  4"  per  foot  or  more.  For  use  on  new  roofing  or 
re-roofing  of  residences. 

The  brand  was  consumed  in  18  minutes  30  seconds, 
consuming  all  but  the  bottom  ply  with  no  effect  on  the 
combustible  wood  deck,  (see  photograph  marked  Test 
No.  15). 

Similar  Butt  Shingles  which  provide  either  a  heavier 
construction  or  greater  headlap  are  manufactured  as 
follows : 

12"  x  36"  Celotex  Shad-O-Grain  Mineral  Surfaced 
Strip  Shingles  provide  2  layer  construction  over  the 
entire  surface  except  w'here  cut-outs  occur.  Average 
weight  per  square — 260  lbs.  Strips  per  square — 80. 
Class  C  Underwriters  label.  Pitch  4"  per  foot  or  more. 

Celotex  15''  x  36"  Thick  Butt  Mineral  Surfaced 
Strip  Shingles  provide  3  layer  construction  over  entire 
roof  area  except  where  cut-outs  occur.  Average 
weight  per  square — 250  lbs.  Strips  per  square — 80. 
Underwriters  Class  C  label.  Pitch  4"  per  foot  or 
more. 


Celotex  10"  x  36''  Cut  Out  Mineral  Surfaced  Shin¬ 
gles  provide  2  layer  construction  over  the  entire  roof 
area  except  where  cut-outs  occur.  Average  weight 
per  square — 210  lbs.  Strips  per  square — 100.  Under¬ 
writers  Class  C  label.  Pitch  4"  per  foot  or  more. 


Celotex  12;/2"  x  36"  Cut  Out  Mineral  Surfaced  Shin¬ 
gles  provide  3  layer  construction  over  the  entire  roof 
area  except  where  cut  outs  occur.  Average  weight 
per  square — 266  lbs.  Strips  per  square — 100.  Under¬ 
writers  Class  C  label.  Pitch  4"  per  foot  or  more. 


Celotex  1 2%"  x  40"  Ver-Style  Mineral  Surfaced 
Shingles  provide  2  layer  construction  over  the  entire 
roof  area.  Average  weight  per  square — 215  lbs.  Strips 
per  square — 72.  Underwriters  Class  C  label.  Pitch 
4"  per  foot  or  more. 
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Celotex  12"  x  36"  3-Tab  Edgseal  Mineral  Surfaced 
Shingles  provide  2  layer  construction  over  the  entire 
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roof  area  except  where  cut-outs  occur.  Average 
weight  per  square — 230  lbs.  Strips  per  square — 80. 
Underwriters  Class  C  label.  Pitch  4"  per  foot  or  more. 


Celotex  10"  x  12-Y"  Hip  and  Ridge  Mineral  Surfaced 
Shingles  on  a  4"  weather  exposure  provides  3  layer 
construction  over  entire  roof  area.  Average  weight 
per  square — 253  lbs.  Shingles  per  square — 344.  Under¬ 
writers  Class  C  label.  Pitch  4"  per  foot  or  more. 


Celotex  121/6"  x  16"  Self-spacing  Individual  Min¬ 
eral  Surfaced  Shingles  on  a  5"  weather  exposure  pro¬ 
vide  3  layer  construction  over  entire  roof  area  except 
where  cut-outs  occur.  Average  weight  per  square — 
337  lbs.  Shingles  per  square — 236.  Underwriters  Class 
C  label.  Pitch  4"  per  foot  or  more. 


Celotex  10Y"  x  12Ya'  Self-spacing  Individual  Min¬ 
eral  Surfaced  Shingles  on  a  4"  weather  exposure  pro¬ 
vide  3  layer  construction  over  entire  roof  area  except 
where  cut-outs  occur.  Average  weight  per  square — 
263  lbs.  Shingles  per  square — 352.  Underwriters  Class 
C  label.  Pitch  4"  per  foot  or  more. 


Celotex  12"  x  16"  Mineral  Surfaced  Individual  Shin¬ 
gles  on  a  5"  weather  exposure  provide  3  layer  construc¬ 
tion  over  entire  roof  area  except  where  cut-outs 
occur.  Average  weight  per  square — 325  lbs.  Shingles 
per  square — 228.  Underwriters  Class  C  label.  Pitch 
4"  per  foot  or  more. 


Celotex  9"  x  1 2)4"  Mineral  Surfaced  Individual 
Shingles  on  a  4"  weather  exposure  provides  3  layer 
construction  over  entire  roof  area  except  where  cut¬ 
outs  occur.  Average  weight  per  square — 247  lbs. 
Shingles  per  square — 380.  Underwriters  Class  C  label. 
Pitch  4"  per  foot  or  more. 

CELOTEX  SQUARE  BUTT  SHINGLES 
TEST  No.  18 

Celotex  12"  x  36"  3-Tab  Special  Mineral  Surface 
Shingles  provide  2  layer  construction  over  the  entire 
roof  area  except  where  cut-outs  accur.  Average 
weight  per  square — 210  lbs.  Strips  per  square — 80. 
Underwriters  Class  C  label.  Pitch  4"  per  foot  or  more. 

The  brand  was  consumed  in  15  minutes  30  seconds, 
consuming  all  plies  but  not  charring  the  combustible 
deck.  Flame  extended  10"  from  the  edge  of  the  brand, 
(see  photograph  marked  test  No.  18). 

CELOTEX  OCTAGONAL  SHINGLES 
TEST  No.  19 

Celotex  11"  x  35)4"  Octagonal  Mineral  Surfaced 
Shingles  provide  2  layer  construction  over  entire  roof 
area  except  where  cut-outs  occur.  Average  weight 
per  square — 195  lbs.  Strips  per  square — 108.  Under¬ 
writers  Class  C  label.  Pitch  4"  per  foot  or  more. 

The  brand  was  consumed  in  18  minutes  45  seconds, 
consuming  all  plies  and  with  no  charring  of  the  com¬ 
bustible  roof  deck.  The  flame  extended  9"  from  the 
edge  of  the  brand. 

SINGLE  COVERAGE  SHINGLES 
CELOTEX  HEX-LOX  SHINGLES 
TEST  No.  16 

Celotex  16"  x  16"  Hex-Lox  Mineral  Surfaced  Re¬ 
roofing  Shingles  provide  1  layer  construction,  with  2 
layer  construction  at  all  laps.  Average  weight  per 
square— 135#.  Shingles  per  square — 82.  Underwriters 
Class  C  label.  In  this  test  where  conditions  simulated 
a  new  deck,  the  shingles  were  applied  over  one  layer 
of  30  lb.  Asphalt  Saturated  Rag  Felt,  as  required  by 
the  directions  for  application  included  in  the  shingle 
package.  Pitch  4"  per  foot  or  more. 


The  brand  was  consumed  in  25  minutes  10  seconds, 
consuming  all  plies  with  no  effect  on  the  combustible 
wood  roof  deck,  (see  photograph  marked  Test  No. 
16).  t  . 

Similar  shingles  which  provide  either  heavier  con¬ 
struction  or  greater  lap  are  manufactured  as  follows: 

Celotex  Lok-Lay  Shingles  16"  x  18". 

Provides  1  layer  construction  with  2  layer  construc¬ 
tion  at  all  laps. 

Average  weight  per  square — 138  lbs. 

Shingles  per  square — 80. 

Underwriters  Class  C  label. 

Celotex  Dutch  Lap  Shingles  12"  x  16". 

Provides  1  layer  construction  with  2  layer  construc¬ 
tion  at  all  laps. 

Average  weight  per  square — 162  lbs. 

Shingles  per  square — 112. 

Underwriters  Class  C  label. 

Celotex  Dutch  Lap  Shingles  12"  x  16". 

Provides  1  layer  construction  with  2  layer  construc¬ 
tion  at  all  laps. 

Average  weight  per  square — 135  lbs. 

Shingles  per  square — 112. 

Underwriters  Class  C  label. 

ROLL  ROOFING  SPECIFICATIONS 
THE  CELOTEX  CORPORATION  No.  11 

TEST  No.  3A 

90#  Mineral  Surface  Roll  Roofing.  For  use  on 
temporary  structures  with  roof  deck  pitch  of  3"  to  9" 
per  foot.  Roll  36"  wide  and  lapped  at  joints  3".  All 
laps  cemented  with  asphaltic  cement  and  nailed  at  ap¬ 
proximately  2"  intervals.  One  thickness  construction 
except  at  laps  2  thickness. 

Brand  was  consumed  in  23  minutes  45  seconds,  con¬ 
suming  all  plies  and  charring  wood  deck  over  an  area 
of  6"  x  7"  and  to  a  depth  of  Y&"  but  meeting  the  code 
requirements  for  brand  test,  (see  photograph  marked 
Test  No.  3A).  Pitch  3"  to  9"  per  foot. 

THE  CELOTEX  CORPORATION 
SPECIFICATION  No.  17-A 

TEST  No.  5A 

(Over  wood  deck) — Pitch  3"  to  9"  per  foot.  I  layer 
Celotex  regular  55#  Smooth  Surface  Roll  Roofing  for 
use  on  temporary  structures.  Roll  36"  wide,  lap  3". 
Laps  cemented  with  asphaltic  cement  and  nailed  at 
approximately  2"  intervals.  One  thickness  construc¬ 
tion  except  at  laps  two  thickness. 

Brand  was  consumed  in  22  minutes  5  seconds,  con¬ 
suming  all  plies  and  charring  the  wood  deck  over  an 
area  of  7"  x  7"  to  a  depth  of  1/16".  Edge  of  flame 
extended  11"  beyond  brand,  but  meeting  the  code 
requirements  for  brand  test,  (see  photograph  marked 
Test  No.  5A). 

SURFACING  MATERIAL 
THE  CELOTEX  CORPORATION 
SPECIFICATION  No.  137 
TEST  No.  17 

Surfacing  material,  Ya"  Celotex  Traffic  Top  over 
Built-Up  Roofing  Construction.  The  built-up  roof 
consisted  of  1  base  sheet  of  30#  (or  2 — 14#)  asphalt 
saturated  rag  felt,  mop  coated  and  over  it  2  layers  of 
14#  asphalt  saturated  rag  felt  mopped  between  layers 
with  asphalt.  A  top  application  of  Celotex  As¬ 
phaltic  Traffic  Top  Compound  and  into  this,  before  it 
took  a  permanent  set,  Ya"  Celotex  Traffic  Top  was 
embedded.  Pitch  Ya"  to  3"  per  foot. 

Brand  was  consumed  in  23  min.  5  sec.  consuming  the 
Ya"  Traffic  Top  and  one  ply  of  14#  felt  but  with  no 
charring  of  the  combustible  deck,  (see  photograph 
marked  Test  No.  17). 

RECOMMENDATIONS  OF  COMMITTEE 

As  results  of  these  tests  the  committee  recommends 
approval  under  C.  26-680 — A.C.  (10.12.11.  1  B.C.)  and 
Group  16,  Article  2,  A.C.  titled  "Test  of  Roof  Cover- 
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ings”.  (10.1.16  B.C.)  of  Celotex  Roof  Coverings  as 
listed  herein  under  the  following  conditions. 

SLAG  OR  GRAVEL  SURFACED  ROOFING. 

Wherever  these  roofings  are  applied  they  shall  be 
protected  tvith  3  pounds  of  slag  or  4  pounds  of  graded 
gravel  (screened  to  54)  per  square  foot  of  roofing 
and  imbedded  in  a  top  pouring  of  asphalt.  Where 
promenades  are  provided  over  these  roofings,  they 
shall  be  protected  by  either  quarried  slate  or  ceramic 
tile,  not  less  than  6"  x  6"  x  54"  firmly  imbedded  in 
asphalt  or  Portland  cement  mortar.  And  as  an  al¬ 
ternate  Celotex  Traffic  Top  may  be  used  when  im¬ 
bedded  in  a  trowelled  application  of  asphalt  fihrated 
cement,  which  roof  constructions  may  be  used  on  roofs 
otherwise  protected  by  slag  or  gravel  surfacing. 
Wherever  Traffic  Top  is  used  without  the  slag  and 
gravel  protection  it  shall  be  laid  over  3 — 14#  saturated 
rag  felts,  and  when  used  over  existing  roofs  it  shall 
be  laid  over  1 — 14#  saturated  rag  felt. 

SHINGLES 

Approval  is  recommended  on  all  classes  of  shingles 
as  listed  herein  except  that  the  shingles  under  test 
No.  14  may  be  used  provided  that  at  least  1  layer  of 
14#  saturated  rag  felt  be  provided  under  all  shingles 
in  this  group,  and  the  shingles  under  test  No.  16  may 
be  used  on  new  roofs  provided  that  at  least  30#  of 
asphalt  saturated  rag  feit  is  used  as  a  base  over  wood 
sheathing.  This  protection  shall  not  be  required  when 
the  shingles  in  these  groups,  as  specified  in  test  No. 
14  and  test  No.  16,  are  used  for  re-roofing  when  old 
roofing  is  not  removed.  In  all  cases,  however,  the  use 
of  these  shingles  as  listed  in  this  report  is  limited  to 
roofing  or  re-roofing  of  frame  residential  construction. 

ROLL  ROOFING 

Approval  is  recommended  on  Celotex  Asphalt  Sat¬ 
urated  Rag  Felts  in  weight  of  12  lbs.  (the  use  of  this 
weight  material  shall  be  limited  to  slag  or  gravel  roofs 
specified  herein),  also  14  lb.,  15  lb.,  24  lb.,  30  lb.,  and 
similarly  for  the  Celotex  Coal  Tar  Saturated  Rag 
Felt  in  weights  of  12  lb.,  14  lb.,  15  lb.  and  30  lb.  Ap¬ 
proval  is  also  recommended  on  the  Celotex  15  lb.  As¬ 
phalt  Saturated  Asbestos  Felt,  Black  &  White  Cap 
Sheet,  Celotex  Cap  Sheet,  and  55  lb.  Smooth  Roll 


Roofing.  Celotex  75  lb.,  90  lb.  Mineral  Surface,  and 
19/Up  Mineral  Surface  when  used,  these  mineral  sur¬ 
face  roofings  shall  be  laid  over  14#  saturated  rag  felt 
Specification  25  as  described  in  test  #7  shall  be  re¬ 
quired  to  have  a  layer  of  30#  saturated  rag  felt  in  lieu 
of  the  bottom  layer  of  14#  saturated  rag  felt.  Wher¬ 
ever  any  roll  roofing  is  used  it  shall  conform  to  the 
listed  specifications  and  limitations  as  herein  provided. 

GENERAL 

Approval  of  these  roofings  is  recommended  on  con¬ 
dition  that  the  weight,  thickness  and  plies  of  material 
shall  not  be  less  for  any  roof  covering  than  that  speci¬ 
fied  for  the  specimen  test. 

Nothing  herein  contained  shall  preclude  the  use  of 
heavier  or  additional  plies  of  saturated  rag  felts,  pro¬ 
vided  that  the  total  weight  and  number  of  plies  used 
shall  equal  or  exceed  that  approved  for  any  specifica¬ 
tion  tested  herein,  with  the  use  of  12  lb.  saturated  rag 
felt  limited  specifically  to  slag  and  gravel  protected 
roofs.  Built-up  and  Roll  Roofings  may  be  applied  to 
either  combustible  or  non-combustible  roof  decks  in 
accordance  with  the  tests  and  specifications  as  specifi¬ 
cally  provided  herein. 

It  is  further  recommended  that  the  Celotex  Roofing 
material,  when  used  in  New  York  City  shall  have  each 
package  or  roll  clearly  marked  or  labeled  “Approved 
by  the  Board  of  Standards  and  Appeals  for  Use  in 
New  York  City  when  installed  in  accordance  with  the 
specification  under  Cal.  No.  1205-38-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Celotex  Roofing 
Materials,  for  use  in  New  York  City  wrhen  manufactured 
and  labelled  or  marked  in  accordance  with  the  above 
report. 

Adjourned,  6:30  P.M. 

Edward  V.  Barton,  Chief  Clerk. 


APPROVED  APPLIANCES 


APPROVED  FUEL  OIL  FILL  PIPE  TERMINALS 


Name  Calendar  No. 

Alro  .  720-38-SA 

Fee  and  Mason .  10-36-SA 

Flagg  .  345-35-SA 

iloore  and  Kling,  6  inch  Type  D .  184-38-SA 

Newbury  .  223-35-SA 


Name 

Preferred  . . . 
Rhode  Island 
Seal-O-Strain 

Sealtite  . 

Simplex  . 

Weco  . . 


Calendar  No. 
.  213-35-SA 

.  204-35-SA 

48-35-SA 
.  231-35-SA 

.  214-35-SA 

78-38-SA 


APPROVED  APPLIANCES 


APPROVED  GAS  HEATERS 

Name  of  Burner  Calendar  No.  Name  of  Burner  Calendar  No. 

Bryant  Unit  Garage  Heater,  Models  l-AG-85-  Janitrol  Gas  Unit  Heater,  Models  UG45-37, 

C,  2-AG-85-C  and  3-AG-85-C .  292-38-SA  UG85-37,  UG100-37,  UG125-37,  UG160-37, 

Bryant  Vertical  Forced  Air  Heater,  Model  8,  UG200-37,  UG400,  CG45-37,  CG60-37, 

Type  VB  (Gas  Fired) .  443-38-SA  CG85-37,  CG100-37,  CG125-37,  CG160-37, 

CG200-37,  CG400,  M  2000,  M  3000,  M 
Humphrey  Gas  Unit  Heater,  Models  60,  65,  4000,  D  4000,  UG60-35,  UG125-35,  UG200- 

85,  100,  125  and  200  .  679-3S-SA  35,  CG10-34  and  CG8-34 .  683-38-SA 
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PROPOSED  RULES  ON  USES  OF  INSULATING  FIBRE  BOARD. 


[170-39-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  March  3,  1939,  at  10  a.m.,  Room  1013,  Municipal 
Building,  on  Proposed  Rules  relative  to  Uses  of  Insulating 
Fibre  Board. 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York,  and  C26-189.0  Administrative  Lode 
(2.2.1. 1) ,  C-26-462.0  of  the  Administrative  Code  (8.4.10.6), 
C-26-458.0,  sub.  g,  Administrative  Code  (8.4.10.2),  C-26- 
538.0,  sub.  b.  Administrative  Code  (S.7.2.3),  C-26-541.0, 
sub.  a,  Administrative  Code  (8.7. 2.6.1),  C-26-667.0,  para¬ 
graphs  4  and  8,  Administrative  Code  (10.9.2.4) ,  sub.  c,  and 
(10.9.2.4),  Budding  Code,  C-26-680,  sub.  21,  Administrative 
Code  (10.12.11.1) ,  C-26-541.0,  Administrative  Code  (8.72.6. 
1),  C-26-619.0,  Administrative  Code  (10.3.1),  and  C-26- 
721.0,  Administrative  Code  (12.2). 

Note:  Where  reference  in  parentheses  appears  after  the 
Administrative  Code  Section,  it  refers  to  the  Sec¬ 
tion  of  the  New  Building  Code  as  formerly  num¬ 
bered. 


Rule  1. 

Classes  of  Fibre  Board 

0) 

Wood  Fibre 

(2) 

Exploded  Wood  Fibre 

(3) 

Balsam  and  Wood  Fibre 

(4) 

Western  Wood  Fibre 

(5) 

Cane  Fibre  (Bagasse) 

(6) 

Pulp  from  waste  papers 

(7) 

Straw  Fibre 

(8) 

Ground  Wood  Pulp  Fibre 

(9) 

Corn  Fibre 

1.1.  STRUCTURE  OF  FIBRE  BOARD.  Fibre  boards 
shall  be  manufactured  from  wood  or  other  vegetable 
fibre  by  a  felting  or  molding  process  and  provided 
with  sizing  to  render  water-resistent,  and  shall  be 
subjected  to  a  sufficient  drying  temperature  so  as  to 
completely  destroy  rot-producing  fungi.  Boards 
shall  be  treated  for  vermin. 

1.2.  The  structure  of  the  board  may  be  either  single  or 
multiple  ply,  and  if  latter,  the  plies  shall  be  joined 
under  pressure  by  a  moisture  resisting  cement.  Sur¬ 
faces  shall  be  finished  smooth  and  free  of  cross 
fibres. 

1.3.  For  a  plaster  base,  wall  board,  roof  boards,  sheath¬ 
ing,  siding,  roof  insulation,  floor  insulation,  acousti¬ 
cal,  interior  finish,  the  fibre  board  shall  be  home- 
geneous,  free  from  cracks,  lumps,  unevenness  and 
other  defects. 

Table  1 


Miscel- 

Building  Plaster  laneous 
Board  Base  uses 
(Note  4)  (Note  5)  (Note  6) 


Maximum  thermal  conductivity 
B.T.U.  per  hour  per  square  foot 
per  degree  F.  per  inch  thickness 


(note  1) . 

0.36 

0.36 

0.36 

Minimum  transverse 

Lengthwise  (note  2)  . . . 

strength, 

14 

14 

7 

Pounds  Crosswise  (note  2) . 

12 

12 

7 

Minimum  deflection  at 
load,  inches . 

ultimate 

0.25 

0.25 

0.25 

Maximum  deflection  at 
load,  inches . 

ultimate 

.85 

.85 

125 

Minimum  tensile  strength,  pounds 

per  square  inch  (note  3) .  175  175  100 

Water  absorption  per  cent .  5  5  10 

Maximum  linear  expansion,  per  cent  Yz  Y>  — 
Bond  strength  per  square  foot  of 
bonded  surface .  —  700  — 


Note  1.  No  board  of  any  class  having  a  conductance  greater  than 
72  b.t.u.  per  hour,  per  square  foot  per  degree  F.  irre¬ 
spective  of  thickness  will  be  acceptable  under  these  rules. 

Note  2.  This  requirement  is  based  upon  specimens  >4  inch  thick. 

For  specimens  of  other  thicknesses  the  requirement  shall 
be  increased  in  direct  proportion,  that  is,  for  a  thickness 
of  1-inch,  it  shall  be  doubled,  etc. 

Note  3.  Tensile  strength  requirements  shall  be  applicable  only  on 
thicknesses  up  to  and  including  1-inch. 

Note  4.  Class  A.  Edges  shall  be  square. 

Note  5.  Edges  shall  be  either  ship  lapped  bevel  and  ship  lapped, 
tongue  and  grooved,  bevel  and  tongue  and  grooved,  jointed, 
or  ship  lapped  and  grooved.  Each  board  shall  be  of  a 
rough  fibrous  texture  to  insure  good  mechanical  and  suction 
bond. 

Note  6.  Edges  shall  be  square  unless  ship  lapped  or  offset. 

Rule  2.  Uses  and  Methods  of  Applying 
Fibre  Board. 

2.1  Fibre  board  may  be  used  as  a  plaster  base  or  wall 
board  in  non-fireproof  commercial  structures  not 
more  than  2  stories  in  height  and  in  residential 
buildings  not  exceeding  3  stories  in  height,  but  not 
in  multiple  dwellings.  When  used,  it  shall  be  not 
less  than  Y  in.  thick  and  installed  in  accordance 
with  the  requirements  of  C-26-458,  Administrative 
Code  (8.4.10.2)  and  C-26-462.0,  Administrative  Code 
(8.4.10.6). 

The  joints  on  walls  and  ceilings  shall  be  broken  , 
at  least  one  stud  apart,  and  in  no  event  shall  joints 
of  fibe  board  lath  be  in  vertical  line,  excepting  in 
the  corners  of  a  room.  The  joints  shall  be  broken  at 
every  other  board  on  the  walls  and  at  right  angles 
to  the  furring  on  ceiling.  C-26-462.0,  Administrative 
Code  (8.4.10.6).  They  shall  be  solidly  nailed  at 
every  bearing  not  less  than  6"  center  to  center  for 
walls  and  4"  center  to  center  for  ceilings  and  nailed 
to  all  studding  with  i%"  No.  13  gauge  blued  or  gal¬ 
vanized  plaster  board  nails,  with  Y"  heads  for  J4" 
board  and  \Ya"  nails  with  Y"  heads  for  Ya"  or  1* 
board,  and  with  proportionately  longer  nails  for 
thicker  fibre  board.  All  corners  shall  be  reinforced 
with  standard  metal  corner  beads.  All  re-entrant 
angles  shall  be  reinforced  with  standard  metal 
angle  lath  strip.  Reinforcement  shall  be  securely 
stapled  on  the  lath.  At  the  juncture  of  frame  and 
masonry  construction,  6"  strip  of  expanded  metal 
lath  shall  be  used.  No  board  shall  be  run  through 
from  room  to  room. 

2.1.1  It  shall  be  unlawful  to  wet  fibre  board  before 
plastering.  C26-462.0,  Administrative  Code 
(8.4.10.6). 

2.1. 2.1.  “SCRATCH  OR  FIRST  COAT.” 

The  scratch  coat  shall  contain  not  more 
than  2/3  by  weight  of  sand  and  1/3  calcined 
gypsum  with  fibres  or  including  other  mate¬ 
rials  and  fibring  so  that  the  setting  time 
shall  not  be  greater  than  four  hours  nor  less 
than  XYz  hours  and  with  a  tensile  strength 
of  not  less  than  75  pounds  per  sq.  in.  The 
scratch  coat  shall  be  not  less  than  Ya"  thick. 

2. 1.2.2  “BROWN  OR  SECOND  COAT.” 

The  brown  coat  shall  contain  not  more  than 
Ya  by  weight  of  sand  and  the  remaining  / 
shall  not  contain  less  than  3/5  of  calcined 
gypsum  and  not  more  than  2/5  of  other 
materials,  including  fibring.  The  setting  time 
shall  be  not  more  than  five  hours  nor  less  than 
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two.  This  brown  coat  shall  have  a  tensile 
strength  of  not  less  than  50  pounds  per  sq.  in. 
and  shall  be  not  less  than  3/16"  in  thickness. 

2. 1.2.3  “FINISH  COAT.” 

The  finish  coat  shall  be  applied  after  the  ap¬ 
plication  of  the  second  or  brown  coat  has 
become  dry,  and  shall  be  set  in  not  less  than 
20  minutes  nor  more  than  four  hours  and 
shall  have  a  tensile  strength  of  not  less  than 
200  pounds  per  sq.  in.  and  be  not  less  than 
1/16"  thick. 

2. 1.2.4  “GROUNDS.” 

Suitable  grounds  shall  be  established  with 
each  thickness  of  fibre  board  so  as  to  insure 
a  minimum  thickness  of  J4"  of  plaster.  Fibre 
board  shall  extend  from  floor  to  ceiling  with 
grounds  secured  to  the  framing  members 
through  the  fibre  board. 

2.2  FIBRE  BOARD  SHEATHING. 

Approved  fibre  board  sheathing  at  least  one-half 
of  an  inch  in  thickness  and  four  feet  in  width  may 
be  used  instead  of  wood  sheathing  when  bearing 
•  on  4  studs  and  fastened  to  each  bearing  with  1}4" 
wire  nails,  6"  or  less  c-c,  with  3/8"  head,  and  for 
3A"  or  1''  board.  Such  nails  shall  be  2"  long. 
C-26-538.0,  sub.  b  (8.7.2. 3).  The  use  of  .fibre  board 
as  roof  sheathing  is  not  permitted  except  as  insula¬ 
tion  over  suitable  sheathing  material. 

2.3  MINOR  FRAME  STRUCTURE. 

Approved  fibre  board  siding  may  be  used  on  wood 
frame  sheds  erected  where  permitted  and  where 
open  on  at  least  one  side,  provided  such  sheds  are 
fifteen  feet  or  less  in  height  and  do  not  exceed  2500 
square  feet  in  area  and  are  at  least  4  feet  from  any 
lot  line  and  are  covered  on  sides  and  roof  with  ap¬ 
proved  fire-retarding  material.  C26-541.0  (8.7.2.6.I.). 

2.4  USE  OF  FIBRE  BOARD  WHEN  COVERED  BY 
AN  INCOMBUSTIBLE  WEARING  SURFACE. 
Untreated  combustible  insulation  board  of  a  single 
layer  or  thickness  not  to  exceed  I/*j"  when  cemented 
or  attached  directly  to  the  surface  of  an  approved 
type  of  fire-resistive  floor  construction  may  be 


used  elsewhere  than  in  stair  enclosure  and  corridors 
when  covered  by  an  incombustible  wearing  surface, 
in  accordance  with  these  rules.  C26-667.0,  sub.  4c 
(10.9.2.4). 

2.5  FLOOR  AND  ROOF  CONSTRUCTION  IN 
CLASS  1  AND  CLASS  2  BUILDINGS. 

Fibre  board  used  as  insulation  may  be  applied 
directly  to  the  fire-resistive  floor  or  roof  construc¬ 
tion  in  cement,  provided  such  insulation  is  covered 
by  at  least  one  and  one-half  inch  thickness  of 
Portland  Cement  concrete  or  other  equally  fire- 
resistive  material  of  equal  thickness.  C26-619.0, 
sub.  a,  Administrative  Code  (10.3.1).  Insulation 
fibre  board  so  applied  shall  be  over  a  screened  con¬ 
crete  roof  or  floor,  graded  where  necessary,  and 
cemented  to  the  arch  with  hot  asphalt  or  coal  tar 
pitch.  Fibre  insulation  board  shall  not  be  left  ex¬ 
posed  to  the  elements,  nor  shall  it  be  applied  to  wet 
surfaces  of  any  kind. 

2.6  ROOF  INSULATION  OTHER  THAN  IN 
CLASS  1  AND  CLASS  2  CONSTRUCTION. 
The  use  of  fibre  board  as  roof  insulation  is  lawful, 
provided  such  fibre  board  is  covered  with  an  ap¬ 
proved  type  of  fire-resistive  roof  covering  applied 
directly  thereto,  C26-680,  sub.  2,  Administrative 
Code  (10.12.11.1),  and  when  installed  in  accordance 
with  the  requirements  of  2.2  of  these  rules. 

2.7  ACOUSTICAL  AND  INTERIOR  FINISH. 

Fibre  board  for  acoustical  and  interior  finish  may 
be  used  when  cemented  directly  to  the  plastered 
surface  with  a  quick-setting  cementing  material  and 
secured  by  small  head  barbed  nails,  C26-721.0,  sub. 
b,  Administrative  Code  (12.2),  and  when  installed 
as  specified  in  C26-634.0,  sub.  c,  Administrative 
Code  (10.4.2.2). 

2.8  USE  OF  FIBRE  BOARD  IN  FIRE  WALLS. 

Fibre  board  may  be  used  as  insulation  in  fire  walls 
C26-632.0  sub.  g  AC  (10.4.1.2)  if  cemented  and 
attached  directly  to  the  face  of  the  wall  laid  up 
with  no  intervening  air  spaces  and  protected  with 
not  less  than  2  in.  of  secured  masonry  laid  tight 
against  the  fibre  board. 


NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing:  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  application  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order ;  therefore,  no  appeal  or  ap¬ 
plication  will  be  held  in  abeyance  by  reason  of  failure  of 
the  appellant  or  applicant  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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FACTORY  EXIT  RULES  ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS 
FEBRUARY  23,  1927,  AND  AMENDED  JANUARY  15,  1932. 


(64-27-SR) 

STANDARD  FACTORY  EXITS 

Section  1 — Fire  Escapes. 

Rule  1.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  more 
than  five  stories  in  height  and  not  exceeding  nine  stones 
in  height,  nor  in  any  case  more  than  90  ft.  from  curb  level 
to  top  floor  level,  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  Labor  Law  may  con¬ 
sist  of  an  outside  fire  escape,  provided  that : 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  labor  law,  and  in 
addition  thereto : 

(1)  The  balconies  and  stairs  shall  be  protected  on 
the  outside  by  substantial  railings  to  a  height  of  at 
least  4  ft.  6  in.,  measured  from  floor  of  balcony  or 
center  of  stair  tread,  constructed  of  bars  at  least  one- 
half  ( y2 )  inch  in  diameter,  spaced  not  more  than  six 
(6)  inches  on  centers,  or  of  substantial  grille  work,  or 
of  screening  not  less  than  No.  10  U.  S.  gauge  wire 
with  not  more  than  one  and  one-half  (lJ/2)  inch  mesh, 
all  rigidly  braced ; 

(2)  When  there  is  safe  egress  from  the  roof  of  the 
building  to  any  adjoining  structure,  the  fire  escape 
stairway  shall  continue  to  the  roof,  and  if  there  be  no 
safe  means  of  egress,  a  gooseneck  ladder  shall  be  pro¬ 
vided  from  the  top  story  balcony  to  the  roof. 

(b)  Any  such  fire  escape  erected  prior  to  October  1, 
1913,  shall  conform  in  every  respect  with  the  requirements 
of  paragraph  (a)  of  this  rule,  except  that  balconies  may 
be  not  less  than  3  feet  in  width;  the  connecting  stairs  not 
less  than  20  inches  in  width,  and  placed  at  an  angle  not 
exceeding  60  degrees  if  the  building  is  not  over  six  stories 
in  height,  otherwise  at  an  angle  of  45  degrees. 

Rule  2.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  five 
stories  or  less  in  height,  one  of  the  required  means  of  exit 
under  Section  271  of  the  Labor  Law  may  consist  of  an 
outside  iron  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  Labor  Law. 

(b)  Existing  fire  escapes  shall  comply  with  all  the  pro¬ 
visions  of  Section  274,  Labor  Law  and  in  addition  thereto 

(1)  The  balconies  shall  be  not  less  than  3  feet  in 
width. 

(2)  The  rails  around  balconies  and  well  holes  and 
on  stairways  shall  be  not  less  than  3  feet  in  height. 

(3)  Passageways  on  the  balconies  shall  be  not  less 
than  14  inches  in  the  clear. 

(4)  At  least  one  opening  to  each  balcony  shall  be 
a  single  fireproof  casement  door  at  least  2  feet  wide 
and  at  least  6  feet  in  height,  except  that  where  the 
distance  between  the  sill  and  lintel  will  not  permit 
of  an  opening  6  feet  in  height,  a  casement  door  not 
less  than  4  ft.  6  in.  in  height  will  be  permitted. 

Rule  3.  The  single  fireproof  casement  doors  leading  to 
all  fire  escape  balconies  shall  open  out  and  shall  be  self¬ 
closing.  An  easily  operated  door  lock  with  knobs  on  both 
sides  of  the  door  shall  be  provided. 

Such  fire  doors  may  be  at  window  sill  level  if  fixed  iron 
step  at  least  two  feet  wide,  with  risers  not  exceeding 
eight  (8)  inches,  and  treads  not  less  than  eight  (8)  inches 
are  provided  on  the  inside  from  floor  level  to  sills  properly 
secured. 

Rule  4  (a).  Any  such  fire  escape  erected  subsequent 
to  October  1,  1913,  and  prior  to  these  rules  taking  effect, 


unless  previously  accepted  as  one  of  the  required  means 
of  exit  or  escape  by  the  administrative  official  having  jur¬ 
isdiction,  shall  conform  in  every  respect  to  the  provisions 
of  these  rules. 

(b)  A  fire  escape  shall  not  hereafter  be  accepted  as  con¬ 
stituting  one  of  the  required  means  of  exit  or  escape  under 
Section  271-1  of  the  Labor  Law,  in  any  building  erected  , 
prior  to  October  1,  1913,  now  occupied  or  to  be  occupied  as 
a  factory,  exceeding  nine  stories  in  height,  or  more  than 
90  feet  from  curb  level  to  top  floor  level. 

Rule  5.  All  fire  escapes  shall  be  maintained  struc¬ 
turally  safe,  properly  painted,  and  kept  clear  of  all  obstruc¬ 
tions. 

Section  2 — Enclosure  of  Factory  Stairways. 

Rule  6.  Except  as  herein  provided,  in  all  factory  build¬ 
ings  five  stories  or  less  in  height,  erected  prior  to  October 
1,  1913,  in  which  there  are  more  than  twenty-five  persons 
employed  above  the  second  story,  all  interior  stairways, 
serving  as  required  means  of  exit,  and  the  landings,  plat¬ 
forms  and  passageways  connected  therewith,  shall  be  en-  j 
closed  on  all  sides  by  partitions  of  fire-resisting  material 
extending  continuously  from  the  lowest  point  of  the  stair¬ 
way  in  accordance  with  the  following  schedule : 


Number 

of 

stories 

Contents 
combustible, 
no  sprinkler 

Contents  non¬ 
combustible 
no  sprinkler 

Contents 
combustible, 
and  sprinkler 

Contents  non¬ 
combustible 
and  sprinkler 

Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Fire 

Stairways 

Enclosed 

Stairways 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or  in 
the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  adequate 
automatic  sprinkler  equipment  installed  and  maintained  in 
good  working  order  on  each  floor. 

The  term  “story”  as  used  above  means  that  part  of  a 
building  between  any  floor  and  the  floor  or  roof  next 
above the  first  story  is  that  part  of  a  building  which  is 
more  than  50  per  cent  above  the  floor  below  and  the  floor 
next  above  the  curb  or  average  grade  level. 

Where  the  stairways  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  the  under  side  of 
the  roof  boarding.  That  portion  of  the  under  side  of  the 
roof  beams  within  the  stair  enclosure  shall  be  covered  with 
fire-resisting  material,  except  in  buildings  with  roofs  oi 
non-combustible  material,  in  which  case  the  partitions  maj 
stop  at  the  under  side  of  he  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
the  enclosure  shall  be  so  built  as  to  form  a  bulkhead.  1  tie 
enclosure  shall  be  ventilated  by  a  skylight  in  the  roof  with 
louvres  or  ventilators,  or  exterior  windows  with  ventilating 
sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  with 
approved  self-closing  fire  doors,  except  where  such  open¬ 
ings  are  in  the  exterior  wall  of  the  building. 
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The  bottom  of  the  enclosure  shall  be  of  fireproof  mate- 
ial  at  least  four  inches  thick  unless  the  partition  extends 
o  the  cellar  bottom. 

A  horizontal  exit,  as  defined  in  section  267  of  the  Labor 
-aw,  will  be  accepted  as  a  compliance  with  this  rule  when 
>oth  sides  of  the  fire  wall  or  walls  are  occupied  on  any 
'actory  floor  by  the  same  occupant. 

Rule  7.  Where  there  are  occupancies  on  any  story 
>r  part  of  a  story  involving  the  storage  or  use  below  the 
op  story  of  the  following  materials  and  exceeding  the 
imount  specified,  and  there  are  more  than  5  persons  em- 
floyed  at  manufacturing  above  such  occupancy,  the  interior 
tairway  serving  as  required  means  of  egress  shall  be  en- 
:losed  on  that  story  with  fire-resisting  material  from  floor 
o  under  side  of  floor  above,  including  any  exposed  stair 
offits,  landings  and  passageways ;  openings  shall  be  pro¬ 
dded  with  approved  self-closing  fire  doors. 

Nitrocellulose  in  any  shape  or  form,  10  pounds. 

Volatile  inflammable  oils,  1  gallon. 

Volatile  inflammable  mixtures,  5  gallons. 

Combustible  mixtures,  10  gallons. 

Paints,  varnishes  and  lacquers,  10  gallons. 

Upholstering  or  mattresses,  manufacturing  or  repairing. 

Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  includ- 
ng  tea,  coffee  or  similar  beverages). 

The  Board  shall  rule  upon  new  occupanies  as  they  arise 
nd  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  as 
bove,  the  entire  stairway  shall  be  enclosed  in  fire-resisting 
aaterial  where  there  are  more  than  5  persons  employed  at 
rianufacturing  above  the  first  story. 

Rule  8.  Required  Exits  and  Enclosures  of  Stairways  in 
rwo-Story  Factory  Buildings. 

1.  Required  Exits. — In  every  two-story  factory  build- 
ng  erected  prior  to  October  1,  1913,  in  which  more  than 
ive  persons  are  employed  at  manufacturing,  there  shall  be 
rovided  from  each  story  at  least  two  means  of  exit  or 
scape  from  fire  remote  from  each  other,  one  of  which 
rom  every  floor  above  or  below  grade  shall  lead  to  or 
pen  on  an  interior  stairway  which  shall  be  enclosed,  as 
ereinafter  provided,  or  on  an  exterior  enclosed  stairway, 
'he  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
r  grade  exit,  or  to  an  exterior  screened  stairway,  or  to  a 
re  escape  conforming  to  section  273,  Labor  Law,  or  rule  2 
f  these  rules.  Except  that  exit  door  shall  be  a  fire  door, 
/ith  substantial  steps  to  the  sills  properly  secured  when  sill 
5  more  than  8  inches  above  the  floor  level ;  and  where 
here  is  no  safe  egress  from  the  roof,  a  gooseneck  ladder 
hall  be  provided  from  top  balcony  to  the  roof,  except  on 
he  front  of  buildings. 

Unobstructed  egress  from  the  foot  of  the  fire  escape  or 
xterior  screened  stairway  shall  be  as  required  by  section 
73,  Labor  Law,  or  to  open  adjoining  yard  with  egress  to 
he  street.  No  point  on  any  floor  of  such  building  shall  be 
lore  than  one  hundred  and  fifty  (150)  feet  distant  from 
uch  an  exit. 

Rule  9.  Enclosure  of  Stairways. — In  two-story  build- 
igs  where  there  are  occupancies  on  any  story  or  part 
f  a  story  involving  the  storage  or  use  below  the  top  story 
f  any  of  the  materials  exceeding  the  amounts  specified  in 
’ule  7  and  there  are  more  than  5  persons  employed  at 
manufacturing  above  such  occupancy,  all  interior  stairways 
erving  as  required  means  of  exit  shall  be  enclosed  from 
ie  lowest  point  of  such  stairway  to  the  ceiling  of  the  first 
oor  by  partitions  of  fire-resisting  material,  unless  the 
uilding  is  provided  with  a  wet  sprinkler  system,  in  which 
ase  such  enclosure  of  stairways  shall  not  be  required, 
uch  enclosures  shall  lead  directly  to  a  door  opening  out¬ 


wardly  to  a  street  or  road,  or  an  open  area  affording  unob¬ 
structed  passage  to  a  street  or  road.  All  openings  in  such 
enclosure  shall  be  provided  with  fire  doors  equipped  with 
self-closing  devices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  10.  Storage  of  Combustible  Material  Within 
Factory  Stairway  Enclosures. 

In  all  factory  buildings  no  articles  or  wares  of  any  nature 
shall  be  kept  or  stored  inside  the  limits  of  any  stairway 
enclosure  or  unenclosed  stairway,  or  on  the  landings,  plat¬ 
forms  or  passageways  connected  therewith. 

But  this  shall  not  prohibit  the  erection  and  maintenance 
of  a  stand  to  be  built  of  incombustible  material  and  wire 
glass  or  j4‘inch-thick  plate  glass  for  the  retail  sale  of  cigars, 
cigarettes  and  tobacco  and  candies  in  original  packages  or 
daily  newspapers  in  the  public  hall  or  corridor  on  the  first 
story  of  any  building  provided  there  is  no  open  flame.  All 
portions  of  the  stand  ind  any  portion  of  any  permitted  ac¬ 
cessory  use  to  same  shall  be  set  back  at  least  18  inches 
from  the  outside  line  of  travel  of  the  required  legal  width 
of  exit.  Each  such  stand  shall  be  provided  with  at  least 
one  approved  2*/2-gallon  chemical  fire  extinguisher. 

Section  3 — Safe  Egress  from  Roofs  of  Factory 
Buildings. 

Rule  11.  Interior  stairways  serving  as  required  means 
of  exit  in  factory  buildings  erected  after  October  1,  1913, 
and  not  exceeding  five  stories  in  height,  and  in  buildings 
erected  before  October  1,  1913,  now  occupied  or  to  be 
occupied  as  a  factory,  shall  not  be  required  to  extend  to  the 
roof  where  there  is  no  safe  egress  from  the  roof,  under 
Sections  270,  271  and  272,  Labor  Law. 

(a)  When  the  roofs,  or  the  top  of  the  parapet  wall  of 
an  adjoining  building  are  more  than  eight  feet  below  or 
more  than  five  feet  above  the  top  of  the  parapet  wall  of 
the  building  in  question,  and  there  is  no  outside  party  wall 
fire  escape,  party  wall  exterior  screened  stairway,  party 
wall  balconies  or  bridges,  or  where  any  outside  exits  do 
not  connect  to  adjoining  buildings  at  roof  level,  or  where 
there  are  no  unbarred  window  openings  five  feet  above  the 
roof  or  parapet  wall  of  the  building  in  question. 

(b)  When  the  roof  of  the  building  in  question  has  a  pitch 
exceeding  one  foot  in  six  feet  of  horizontal  run. 

Rule  12  (a).  When  there  is  no  safe  egress  from  the 
roof,  as  above  described,  there  shall  be  in  all  cases  at  least 
a  double-rung  ladder  at  the  top  of  the  interior  stairway, 
and  within  the  interior  stairway  enclosure  when  stairway  is 
enclosed.  Such  ladder  shall  be  at  least  18  inches  in  width 
and  shall  be  properly  secured  at  top  and  bottom.  The  lad¬ 
der  shall  lead  to  a  scuttle  opening  not  less  than  2  feet  by  3 
feet  or  be  of  such  additional  area  as  may  be  required  to 
provide  ample  head  room.  The  scuttle  cover  shall  be  hinged 
and  of  light  weight  construction,  or  be  counter-balanced. 
An  easily  operated  hook  may  be  provided  on  scuttle  cover 

(b)  Where  the  stair  bulkhead  door  opens  within  10  feet 
from  the  open  edge  of  the  roof,  an  iron  railing  properly 
braced  at  least  3  feet  high  and  at  least  10  feet  long  shall  be 
provided  at  the  edge  of  roof.  . 

SUBSTANDARD  FACTORY  EXITS 

Section  4 — Fire  Escapes. 

Rule  13.  When  in  addition  to  the  required  exits  from 
any  factory  or  factory  building,  there  exist  other  means  of 
egress  which  are  not  entirely  in  accordance  with  the  re¬ 
quirements  of  the  Labor  Law  and  the  Rules  of  the  Board 
of  Standards  and  Appeals,  such  means  of  egress  may  be 
retained  under  the  following  conditions : 

(a)  Fire  Escapes. — All  substandard  fire  escapes  on  fac¬ 
tory  buildings  shall  be  maintained,  structurally  safe,  prop¬ 
erly  painted,  and  with  the  openings  leading  thereto,  kept  in 
good  repair. 
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In  lieu  of  a  counter-balanced  stairway,  a  drop  ladder  in 
guides  with  a  back-drop  gravity  hook  may  be  provided. 

~  The  drop  ladder  shall  be  of  sufficient  length  to  reach 
from  the  lowest  balcony  to  the  ground  or  safe  landing 
place,  with  a  passageway  opening  cut  in  the  balcony  rai  , 
which  rail  shall  be  properly  braced. 

When  such  substandard  fire  escapes  are  located  in  a 
court  side  or  rear  of  a  building,  proper  egress  to  a  point 
of  safetv  shall  be  provided,  either  to  open  adjoining  yards, 
or  the  lowest  balcony  may  be  connected  to  an  adjoining 
fire  escape,  exterior  stairway,  to  the  roof  of  adjoining  ex¬ 
tensions,  or  other  means  of  egress  satisfactory  to  the 
authorities  having  jurisdiction. 

Substandard  fire  escapes  shall  be  kept  clear  of  all  ob¬ 
structions,  shall  not  be  used  for  fire  drills,  and  shall  not 
be  considered  as  a  basis  for  increase  in  occupancy. 


Section  5 — Stairways  and  Bridges. 


rules  of  the  Board  of  Standards  and  Appeals  may  be  re¬ 
tained  provided  that  egress  to  same  is  maintained  un¬ 
obstructed,  halls  are  properly  lighted,  and  .f-LftruSId 
passageways,  etc.,  are  maintained  free  and  unobstructed. 
An  easily  operated  panic  bolt  or  other  similar  device  may 
be  installed  at  street  exit  door. 


Rule  15.  Exterior  Screened  Stairways.  —  Exterior 

screened  stairways  not  serving  as  a  required  means  of 
egress  shall  be  maintained  structurally  safe  and  properly 
pointed,  exits  thereto  and  all  platforms  and  passageways 
thereof  shall  be  maintained  unobstructed  and  egress  from 
termination  shall  be  provided  as  required  for  substandard 
fire  escapes  in  subdivision  a. 


Rule  16.  Horizontal  Bridges. — Horizontal  bridges  and 
oartv  wall  balconies  between  buildings  shall  be  main¬ 
tained  structurally  safe  and  properly  Panted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained 
unobstructed. 


Rule  14.  Interior  Stairways. — All  interior  stairways 
not  conforming  to  the  requirements  of  the  Labor  Law  or 


Rule  17.  No  sign  of  any  character  shall  be  placed  at 
openings  leading  to  these  substandard  exits. 
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SMOKING  IN  FACTORIES 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in 


RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  administrative  official. 


It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 


(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de¬ 
termining  whether  existing  conditions  warrant  a  renewal. 


(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 


(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed. 


(a)  Factories  engaged  in  the  manufacture  of  cigar; 
cigarettes,  or  smoking  tobacco,  when  necessary  for  th 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  samplinj 
testing  and  experimental  purposes  is  carried  oi 

(2)  Such  smoking  is  conducted  in  a  rooi 
provided  especially  for  that  purpose,  separate 
from  the  rest  of  the  building  by  fireproof  c 
fire-resisting  partitions,  with  all  openings  there: 
protected  by  self-closing  fire  doors,  and,  iurthe 
unless  the  building  is  of  fireproof  constructs 
or  required  with  an  approved  automatic  sprint 
ler  system,  the  floor  and  ceiling  of  such  roo 
shall  be  covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  t 
administrative  official  may  direct  are  installe 

(4)  All  waste  paper  and  other  mflammat 
waste  materials  are  deposited  in  fireproof  i 
ceptacles. 


(b)  Factories  devoted  entirely  to  one  of  the  followi 

occupancies :  . 

Blacksmithing  or  horseshoeing ; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works ; 
Forge  shops; 

Foundries; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works  ; 


rovided  that  in  any  case :  p  , 

(1)  The  building  is  not  of  wooden  constr 

tion ;  ... 

(2)  Such  chemical  fire  extinguishers  as 
administrative  official  may  direct  are  install 

(3)  All  waste  paper  and  other  mflamrm 
waste  materials  are  deposited  in  fireproof  , 
centacles. 
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This  issue  of  the  Bulletin  contains  in  the  order  given — 
Docket. 

Certiorari  Order  Served  on  Board. 

Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  February  21,  1939,  at  10 
AM.,  Affecting  Calendar  Numbers  566-38-BZ.  770-38- 
BZ.  840-38-BZ,  908-38-BZ,  1050-38-BZ.  22-39-BZ,  901- 
38-BZ,  1148-38-BZ,  1173-38-BZ  and  1178-38-BZ. 

Minutes  of  Regular  Meeting,  February  21,  1939,  at  2  P.M., 
Affecting  Numbers  903-25-BZ,  543-26-BZ,  6-27-BZ, 

1129-27-BZ,  657-38-BZ,  1137-38-BZ,  683-29-BZ.  311-32- 
BZ.  159-36-BZ.  289-36-BZ,  111-37-BZ,  459-37-BZ,  416- 

38- BZ,  666-38-BZ,  1155-38-A,  151-39-A,  152-39-A,  158- 

39- A,  664-38- A,  1194-38-A,  16-39-A,  45-39-A,  61-39-A, 
101-39-A,  102-39-A,  117-39-A,  180-39-A,  183-39-A,  484- 

37-  S A,  1084-38-SM  and  1134-38-SM. 

Corrections  Affecting  Calendar  Numbers  227-38-A,  768- 

38- A,  935-38- A  and  73-39-A. 

Notice  of  Public  Hearing  on  Proposed  Rules  Relative  to 
Uses  of  Insulating  Fibre  Board. 

Paint,  Varnish  and  Lacquer  Spraying  Rules. 

Approved  Paint,  Varnish  and  Lacquer  Spraying  Equip¬ 
ment. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 


305 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  February  21,  1939 
Cal.  No.  Department  Premises  Affected 

180-39-A . H.B.Bx....  4729  Third  avenue,  junction  of 

Park  avenue  and  Third  avenue 
(Block  3041,  Lot  47),  Bor¬ 
ough  of  The  Bronx, 

F.P.  31-39. 


181-39-BZ. . . .  H.B.Q . 45-37  to  45-55  50th  (Fitting) 

street,  east  side,  400  ft.  south 
of  Queens  boulevard  (Block 
2283,  Lot  1),  Woodside,  Bor¬ 
ough  of  Queens, 

Alt.  9140-38. 


182-39-BZ. .  H.B.Q . 58-57  to  58-77  Connecting  High¬ 

way  (Laurel  Hill  boulevard), 
north  side,  from  58th  lane  to 
59th  street,  48-43  to  48-59 
58th  lane  and  48-40  to  48-50 
59th  street  (Block  2328,  Lots 
1  and  6),  Maspeth,  Borough 
of  Queens,  N.B.  10634-38. 


183-39-A . H.B.R . Southwest  corner  of  Western 

avenue  and  Richmond  terrace 
(Block  1400,  Lot  1),  Port 
Ivorv,  Borough  of  Richmond, 
Alt.  7-39. 


184-39- A . F.D . 90  Prince  street,  south  side,  26 

ft.  east  of  Mercer  street 
(Block  498,  Lot  2),  Borough 
of  Manhattan, 

978-L.F.  and  Decision. 


185-39-BZ. ...  H.B.Q ....  .95-25  Queens  boulevard,  north 

side,  from  62nd  drive  to  Junc¬ 
tion  boulevard  (Block  2079, 
Lots  1  and  9),  Rego  Park, 
Borough  of  Queens, 

N.B.  999-39. 


186-39-SA . Hedges  and  Brothers  Pilot 

Vacuum  Breaker,  Appliance. 


187-39-SM . Two-Way  Aerocrete  F.  S. 

Floor  System,  manufactured 
by  Aerocrete  Corporation  of 
America,  Material. 

-  * 


188-39-BZ. . . .  H.B.M . 209-211  East  44th  street  and 

204-208  East  45th  street,  north 
side,  80  ft.  east  of  Third  ave¬ 
nue  (Block  1318,  Lots  45-47 
inclusive),  Borough  of  Man¬ 
hattan,  Decision  re : 

Certificate  of  Occupancy. 


189-39-A . F.D . 309-315  West  123rd  street  and 

258-264  St.  Nicholas  avenue, 
northeast  corner  (Block  1950, 
Lot  24),  Borough  of  Man¬ 
hattan, 

2039-L.F.  and  Decision. 


190-39-A . F.D . 341-353  West  50th  street,  north 

side,  250  ft.  east  of  Ninth  ave¬ 
nue  and  342-350  West  51st 
street  (Block  1041,  Lots  7,  11, 
15,  16  and  17),  Borough  of 
Manhattan,  15587-L.C. 


191-39-SA . Yale  and  Towne  Tri-Rotor 

Pump  for  Fuel  Oil  Service, 
Appliance. 


192-39-A . H.B.R . 114  Burden  avenue,  south  side, 

358.47  ft.  west  of  Richmond 
avenue  (Block  1102,  Lots  7 
and  10),  Port  Richmond,  Bor¬ 
ough  of  Richmond, 

Alt.  6-39  and  Decision. 


193-39-BZ. ..  .H.B.R. . 114  Burden  avenue,  south  side, 

358.47  ft.  west  of  Richmond 
avenue  (Block  1102,  Lots  7 
and  10),  Port  Richmond,  Bor¬ 
ough  of  Richmond, 

Alt.  6-39  and  Decision. 


194-39-A . F.D . 151-159  Dean  street,  north  side, 

75  ft.  east  of  Hoyt  street 
(Block  189,  Lots  10-13),  Bor¬ 
ough  of  Brooklyn, 

74996-L.C.  and  Decisions. 


195-39-SM . “Montezuma”  Coating  Asphalt, 

Saturating  Asphalt  and  Built- 
Up  Roofing  Asphalt,  manu¬ 
factured  by  Cities  Service  Oil 
Company,  Material. 


196-39-BZ. ...  H.B.M . 332-342  East  17th  street,  south 

side,  120  ft.  east  of  Livingston 
place  (Block  922,  Lots  76-81 
inclusive),  Borough  of  Man¬ 
hattan,  Decision  re : 

Certificate  of  Occupancy. 


197-39-BZ. ...  H.B.Q . 150-47  12th  road,  northwest 

corner  of  Cross  Island  boule¬ 
vard  (Block  413,  Lot  39), 
Whitestone,  Borough  o  f 
Queens,  N.B.8215-38. 


198-39-SM . Natco  Vertical  Cell  Backing 

Tile,  manufactured  by  Na¬ 
tional  Fireproofing  Corpora¬ 
tion,  Material. 


199-39-SM . . Celotex  for  covering  plaster 


base,  wall  board,  sheathing, 
roof  insulation,  floor  insula¬ 
tion,  acoustical  treatment,  inter¬ 
ior  finish,  etc.,  manufactured 
by  The  Celotex  Corporation, 

Material. 


200-39-SA . Carrier  Self-Contained  Air 

Conditioning  Unit,  Model  50L, 
Appliance. 


201-39-SA.  .. . Carrier  Direct  Fired  Oil  Burn¬ 

er  Unit,  Model  58C3, 

Appliance. 


202-39-BZ.  ...  H.B.Bx.  .  ..2510-2546  White  Plains  avenue 

(road),  east  side,  110  ft.  north 
of  Mace  avenue  (Block  4433, 
Lots  11,  15,  17  and  19),  Bor¬ 
ough  of  The  Bronx, 

Decision  re : 

Certificate  of  Occupancy. 

Restored  to  Calendar 

543-26-BZ. ..  H.B.Q . 105-02  Queens  boulevard,  south- 
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west  corner  of  Yellowstone 
avenue  (Block  2046,  Lot  1), 
Forest  Hills  Terrace,  Borough 
of  Queens,  Alt.  73-39. 


Fuel  Oil  Pumps . Jan. 

Gas  Heaters . Feb. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Feb. 

Range  Oil  Burners  and  Space 
Heaters  .  Jan. 


3,  1939 — Vol.  24,  No.  1 
21,  1939— Vol.  24,  No.  8 

28,  1939— Vol.  24,  No.  9 

3,  1939— Vol.  24,  No.  1 


6-27-BZ . H.B.M . 211-225  West  61st  street,  north 

side,  400  ft.  east  of  West  End 
avenue  (Block  1153,  Lots  17- 
24  inclusive),  Borough  of 
Manhattan,  Viol.  76-39. 


1129-27-BZ. .  .H.B.M . ..75  St.  Nicholas  place  and  401 

West  153rd  street,  northwest 
corner  (Block  2069,  Lot  1), 
Borough  of  Manhattan, 

Alt.  256-39. 


657-38-BZ _ H.B.Q . 21-45  76th  street,  east  side,  102 

ft.  north  of  Ditmars  boulevard 
(Block  972,  part  of  Lot  12), 
Astoria,  Borough  of  Queens, 
N.B.  841-39. 


DESIGNATIONS:  H.TL— Department  of  Housing  and  Build¬ 
ings:  H.B.TJ. — Department  of  Housing  and  Buildings.  Brooklyn ; 
H.B.M. — Department  of  Housing  and  Buildings,  Manhattan , 
H.B.Q. — Department  of  Housing  and  Buildings.  Queens. 
H.B.R.— Department  of  Housing  and  Buildings.  Richmond  - 
FI.B.Bx. — Department  of  TTonsiner  and  Biiililingrs,  Bronx;  H.D. 
Health  Department  and  F.D.— Fire  Department. 


CERTIORARI  ORDER  SERVED  ON  BOARD  OF 
STANDARD  AND  APPEALS 

On  February  23,  1939,  Kosseff  and  Taigman,  attorneys,  served  on 
Board,  petition  and  order  of  certiorari,  on  behalf  of  Estate  of  Nicholas 
Yannaco.  lessee,  in  re  decision  of  Board  of  January  17.  19.^9,  de  y 
ing  parking  and  storage  of  more  than  five  (D  motnr  vehicles,  unde 
section  7-h.  in  business  district,  at  premises  501  West  185th  street, 
northwest  corner  of  Amsterdam  avenue,  Borough  of  Manhattan. 


RULES 


FEBRUARY  28,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
28,  1939,  at  10  o’clock  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 


cal.  no.  921-38-BZ — Application,  October  25,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  V.  Iaricci,  applicant,  on 
behalf  of  Joseph  P.  Kissling,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  110-40  Horace 
Harding  boulevard  (Nassau  boule¬ 
vard),  southwest  corner  of  Colonial 
avenue  (Block  No.  2161,  Lot  Nos.  115 
and  118),  Corona,  Borough  of  Queens. 

cal.  no.  7 15-38-BZ— Application,  August  12,  1938,  under 
section  7f  of  the  building  zone  resolu¬ 
tion,  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Thomas  Martin,  owner 
(Alfred  A.  Harned,  lessee),  to  permit 
in  a  residence  use  district  the  erection 
and  maintenance  of  a  golf  driving 
range,  for  a  temporary  period  of  two 
(2)  years ;  premises  78-01  to  78-47 
Main  street,  east  side,  318.88  ft.  north 
of  Union  turnpike  (Block  Nos.  6670 
and  6671,  Lot  Nos.  1  and  Block  Nos. 
6689  and  6690,  part  of  Lot  Nos.  1), 
Flushing,  Borough  of  Queens. 


Last  Publication  in  Bulletin 


Carbon  Dioxide  Liquefier  Rules. ...  Jan. 
Certificate  of  Occupancy,  approved 

form  . Aug. 

Concrete  Flat  Slabs,  Rules... . Tuly 

Concrete  Rules  (Hydrated  Lime) . .  .A”g. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . t„ne 

Factorv  Exit  Rules . _ . Feb. 

Fire  Alarm  Rules  (Interior) . Feb. 

Fire  Drill  Rules . Nov. 

Fire  Retarding  Rules  for  Garages, 

etc . . . Feb. 

Fireproof  Wood.  Testing  of . Apr. 

Frame  Garages,  Ruling  for . ...Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Nov. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . Tune 

Oil  Burner  Rules . Jan. 

Paint,  Varnish  and  Lacquer  Spray-'” 

ing  Rules  . Feb. 

Platform  Trurks,  Specifications  for. Nov. 

Phimhing  Rules  . Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply) . Feb. 

Procedure.  Rules  of . Sept. 

Refrigerating  Svstems,  Extract  A.C.Tan. 
Smoking  in  Factories,  Rules  for.... Feb. 

Sprinkler  Rules  . Tune 

Standpipe  Fireline  Rules . . . tune 

Structural  Alterations.  Reporting. .  .Tune 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks.  Gasoline,  etc . Nov. 

Wire  Glass  Rules  ( Amendment  to 

Rule  505  of  Industrial  Code).. Apr. 


24,  1939— Vol.  24,  No. 

23.  1938— Vol.  23.  No. 

1 1937 — Vol.  22,  No. 

3,  1037— Vol.  22,  No. 
3,  103* — Vol.  21.  No. 

13.  1037 — Vol.  22.  No. 

21,  1939 — Vol.  24,  No. 

14.  1939 — Vol.  24,  No. 

22,  1938— Vol.  23,  No. 

7,  1939 — Vol.  24,  No. 
1 3,  1037— Vol.  22,  No. 
21,  1919— Vol.  4,  No. 

1,  10.78 — Vol.  23,  No. 
7,  1025 — Vol.  10,  No. 
3,  10^8— Vol.  13.  No. 
3,  1939— Vol.  24,  No. 

28,  1939— Vol.  24,  No. 

24,  1036 — Vol.  21.  No. 
3,  1937— Vol.  22,  No. 

7,  19.39 — Vol.  24,  No. 

7,  1037 — Vol.  22.  No. 
31,  19.39 — Vol.  24.  No. 
21,  19.39— Vol.  24.  No. 
2Q,  1037— Vol.  22,  No. 

8,  1037— Vol.  22,  No. 
7,  1032— Vol.  17,  No. 

24,  103fi — Vol.  21,  No. 
24,  1936— Vol.  21,  No. 

10,  1923— Vol.  8.  No. 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Mar.  5,  1035 — Vol.  20,  No. 

Fireline  Hose  Valves .  Feb.  7,  1939— Vol.  24,  No. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  .  Tan.  3,  1939 — Vol.  24,  No. 

Fuel  Oil  Fil]  Pipe  Terminals . Feb.  21,  1939 — Vol.  24,  No. 

Fuel  Oil  Burners  for  Industrial  Use.  Aug.  30,  1938 — Vol.  23,  No. 
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47 
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cal.  no.  1028-38-BZ — Application,  November  10,  1938,  un¬ 
der  sections  7b,  7d  and  21  of  the  build¬ 
ing  zone  resolution,  of  Katherine  A. 
Dougherty,  applicant  and  owner,  to 
permit  in  a  residence  use  district  the 
change  of  occupancy  of  part  of  an 
existing  residence  building  to  an  under¬ 
taking  establishment ;  premises  7906 
Seventh  avenue,  southwest  corner  of 
79th  street  (Block  No.  5892,  Lot  No. 
65),  Borough  of  Brooklyn. 


44 
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26 

23 

2.3 

47 

47 

15 


cal.  NO.  1052-38-BZ — Application,  November  22,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Herman  Kron,  applicant, 
on  behalf  of  Junior  Ehret  Realty  Cor¬ 
poration,  owner,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  and,  also,  to  permit  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles  on  same  premises : 
premises  1671-1677  Third  avenue  and 
200  East  94th  street,  southeast  corner 
(Block  No.  1539,  Lot  Nos.  49  to  52, 
inclusive),  Borough  of  Manhattan. 


cal.  no.  1029-38-BZ — Application,  November  15,  1938,  un- 
6  der  section  21  of  the  building  zone 

resolution,  of  Samuels  and  Samuels, 
jj.  applicants,  on  behalf  of  Anna  L.  Fried- 

35  man,  owner,  to  permit  in  a  business 
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use  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
premises  100-19  to  101-01  Roosevelt 
avenue,  north  side,  extending  through 
to  the  south  side  of  39th  avenue,  466.17 
ft.  west  of  103rd  street  and  100-18  to 
101-02  39th  avenue  (Block  No.  1770, 
Lot  Nos.  11  to  14,  inclusive,  60  and  62), 
Corona,  Borough  of  Queens. 

cal.  no.  1078-38-BZ — Application,  November  28,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Harry  Moran, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
85-04  Broadway,  southwest  corner  of 
Corona  avenue  (Block  No.  1547,  Lot 
No.  21),  Elmhurst,  Borough  of  Queens. 

.  HARRIS  H.  MURDOCK.  Chairman 


FEBRUARY  28,  1939,  2  P.  M. 

Appeals  from  Administrative  Orders 

1009-38-A — 57-16  Granger  street,  south  side,  136  ft.  east 
of  Martense  avenue  (Block  No.  1950,  Lot 
No.  46),  Corona,  Borough  of  Queens. 

1230-38-A — East  side  of  86th  street,  18  ft.  south  of  25th 
avenue  (Block  No.  1360,  Lot  No.  1),  As¬ 
toria,  Borough  of  Queens. 

50- 39-A — 25-01  86th  street,  southeast  corner  of  25th 

avenue  (Block  No.  1360,  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 

51- 39-A — 25-05  to  25-27  86th  street,  inclusive,  east  side, 

36  ft.  to  252  ft.  south  of  25th  avenue 
(Block  No.  1360,  Lot  No.  1),  Jackson 
Heights,  Borough  of  Queens. 

89-39-A — 2075  Grand  concourse,  southwest  corner  of 
East  180th  street  (Block  No.  3160,  Lot 
No.  20),  Borough  of  The  Bronx. 

1 1 1-39- A — 58-01  to  58-59  213th  street,  east  side,  between 
Horace  Harding  boulevard  and  58th  ave¬ 
nue  (Block  No.  3325,  part  of  Lot  No.  1), 
Bayside,  Borough  of  Queens. 

•  •  . 

95-39-A — 141-153  Lincoln  avenue,  northwest  corner  of 
East  134th  street  (Block  No.  2317,  Lot 
Nos.  43-49),  Borough  of  The  Bronx. 

130-39-A — West  side  of  Independence  avenue,  164  ft. 

north  of  West  246th  street  (Block  No. 
3418,  Lot  No.  518),  Borough  of  The 
Bronx. 

1155-38- A — 1049-1065  Rockaway  avenue,  east  side,  32  ft.  7 
in.  south  of  Linden  boulevard  (Block  No. 
3644A,  Lot  No.  4),  Borough  of  Brooklyn. 

151- 39-A — 49-16,  49-36  and  50-04  Douglaston  parkway, 

west  side,  block  front  between  Hanford 
street  (Forest  drive)  and  Maryland  road 
and  49-49  Hanford  street  (Forest  drive)  ; 
(Block  No.  8171,  Lot  No.  19),  Douglas¬ 
ton,  Borough  of  Queens. 

152- 39-A — 49-20,  49-24  and  49-30  Hanford  street  (Forest 

drive),  south  side,  373.11  ft.  west  of 
Douglaston  parkway  (Block  No.  8167, 
Lot  No.  98),  Douglaston,  Queens. 

158-39- A — 25  Bowery,  east  side,  49  ft.  1  in.  south  of 
Bayard  street  (Block  No.  289.  Lot  No. 
11),  Borough  of  Manhattan. 


77-39- A — 1172  Liberty  avenue,  south  side,  20  ft.  east  of 
Grant  avenue  (Block  No.  4203,  Lot  No. 
18),  Borough  of  Brooklyn. 

157-39- A — 85-17  120th  street,  east  side,  144  ft.  south  of 
85th  avenue  (Block  No.  9266,  Lot  No.  48), 
Richmond  Hill,  Borough  of  Queens. 

168- 39- A — 7  East  32nd  street,  north  side,  150  ft.  east  of 

Fifth  avenue  (Block  No.  862,  Lot  No.  9), 
Borough  of  Manhattan. 

169- 39-A — 456  Broome  street,  north  side,  25  ft.  west  of 

Mercer  street  (Block  No.  485,  Lot  No.  35), 
Borough  of  Manhattan. 

184-39-A — 90  Prince  street,  south  side,  26  ft.  east  of 
Mercer  street  (Block  No.  498,  Lot  No.  2), 
Borough  of  Manhattan. 

1 89-39-A— 309-315  West  123rd  street  and  258-264  St.  Nich¬ 
olas  avenue,  northeast  corner  (Block  No. 
1950,  Lot  No.  24),  Borough  of  Manhattan. 

164-39-A— 2738  Webb  avenue,  east  side,  50  ft.  8  in.  south 
of  West  195th  street  (Block  No.  3248,  Lot 
No.  114),  Borough  of  The  Bronx. 

166-39-A — 260  Westminster  road,  west  side,  150  ft.  north 
of  Slocum  place  (Block  No.  5142,  Lot  No. 
26),  Borough  of  Brooklyn. 

Variation  of  Labor  Law 

1207-38-S — 4109  Park  avenue,  northwest  corner  of  East 
175th  street  (Block  No.  2900,  Lot  No.  39), 
Borough  of  The  Bronx. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon, 
February  28,  1939,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matter,  except  cases 
which  have  been  heard  and  on  which  decision  has  been 
reserved  without  further  argument,  pending  an  inspection 
and  a  report  with  recommendation  by  the  committee  of 
the  board : 

cal.  no.  729-38-BZ — Application,  August  22,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  B.  Lynch,  appli¬ 
cant,  on  behalf  of  Talbo  Gasoline  Com¬ 
pany,  Inc.,  owner  (Colonial  Beacon  Oil 
Co.,  Inc.,  lessee),  to  permit  in  a  busi¬ 
ness  use  district  the  extension  of  an 
existing  gasoline  service  station ;  3150- 
3158  Boston  road,  southeast  corner  of 
Laconia  avenue  (Block  No.  4614,  Lot 
No.  9),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  3,  1939,  10  A.  M. 

RULES 

170-39-SR — Proposed  Rules  on  Uses  of  Insulating  Fibre 
Board. 


MARCH  7,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
7,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 
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cal.  no.  1149-38-BZ — Application,  December  6,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Rutland  Parkway, 
Inc.,  owner,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance 
of  a  garage  for  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline 
service  station;  premises  50-62  East 
98th  street,  west  side,  90  ft.  north  of 
Rutland  road  (Block  No.  4600,  Lot  No. 
30),  Borough  of  Brooklyn. 

cal.  no.  1174-38-BZ— Application,  December  16,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Scacchetti  and  Siegel,  ap¬ 
plicants,  on  behalf  of  Amos  Eno,  owner 
(Friars  Operators,  Inc.,  lessee),  to  per¬ 
mit  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  421-427  West  53rd  street, 
north  side,  300  ft.  west  of  Ninth  avenue 
(Block  No.  1063,  Lot  Nos.  17  to  20, 
inclusive),  Borough  of  Manhattan. 

cal.  no.  1217-38-BZ — Application,  December  23,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  William  J.  Minogue,  ap¬ 
plicant,  on  behalf  of  East  River  Sav¬ 
ings  Bank,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  149-01  Rockaway  boulevard, 
northwest  corner  of  Sutphin  boulevard 
(Block  No.  2832,  Lot  No.  36),  South 
Ozone  Park,  Borough  of  Queens. 

cal.  no.  1223-38-BZ — Application,  December  30,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Jack  Z.  Cohen,  applicant, 
on  behalf  of  T.  H.  Fraser  Mortgage 
Corporation,  owner,  to  permit  in  a 
business  use  district,  the  conversion  of 
occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop;  premises 
6727  14th  avenue  and  1401-1411  68th 
street,  northeast  corner  (Block  No. 
5769,  Lot  No.  1),  Borough  of  Brook¬ 
lyn. 

cal.  no.  22-39-BZ — Application,  January  10,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Robert  Helmer,  applicant, 
on  behalf  of  C.  T.  Silver,  Inc.,  owner, 
to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  3087- 
3103  Nostrand  avenue  and  1720-1734 
Gerritsen  avenue,  southeast  corner 
(Block  No.  6813,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  566-38-BZ — Application,  June  30,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Henry  Nordheim,  applicant,  on  be¬ 
half  of  Pauline  Schechter,  owner,  to 
permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use 
district  the  conversion  of  occupancy 
of  an  existing  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles; 


premises  862  East  162d  street,  south 
side,  125  ft.  east  of  Prospect  avenue 
(Block  No.  2690,  Lot  No.  28),  Bor¬ 
ough  of  The  Bronx. 

cal.  no.  908-38-BZ — Application,  October  18,  1938,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  Edwin  H.  Snackenberg,  appli¬ 
cant,  on  behalf  of  Benjamin  Siegel, 
owner,  to  permit  in  a  business  use 
district,  the  extension  of  a  gasoline 
service  station,  previously  denied  by 
the  board  and  granted  under  decision 
of  the  Court;  premises  110-44  to  110- 
56  Springfield  boulevard  and  216-39 
to  216-49  111th  avenue,  northwest  cor¬ 
ner  (Block  No.  2038,  Lot  Nos.  31  and 
33),  Queens  Village,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  7,  1939,  2  P.  M. 

Appeals  from  Administrative  Orders 

93-39-A — 300  East  145th  street,  southwest  corner  of 
College  avenue  (Block  No.  2325,  Lot  No. 
14),  Borough  of  The  Bronx. 

194-39-A — 151-159  Dean  street,  north  side,  75  ft.  east  of 
Hoyt  street  (Block  No.  189,  Lot  Nos.  10- 
13),  Borough  of  Brooklyn. 

203- 39-A — 778  East  236th  street,  southwest  corner  of 

Barnes  avenue  (Block  No.  4999,  Lot  No. 
26),  Borough  of  The  Bronx. 

204- 39- A — 91-32  116th  street,  west  side,  270.23  ft.  north 

of  Atlantic  avenue  (Block  No.  9325,  Lot 
No.  20),  Richmond  Hill,  Borough  of 
Queens. 

205- 39-A — 26  West  74th  street,  south  side,  350  ft.  west  of 

Central  Park  west  (Block  No.  1126,  Lot 
No.  47),  Borough  of  Manhattan. 

206- 39-A — 899-925  Flatbush  avenue,  east  side,  140  ft.  yy2 

in.  south  of  Church  avenue  (Block  No. 
5103,  Lot  No.  10),  Borough  of  Brooklyn. 

210-39- A — North  side  of  Borden  avenue,  intersection  ot 
Vernon  boulevard,  51st  avenue  and  11th 
street  (Block  No.  39,  Lot  Nos.  1  to  48, 
inclusive),  Long  Island  City,  Borough  ot 

Queens. 

225-39- A — 1149  Beach  12th  street,  west  side,  100  ft.  soutn 
of  Channing  road  (Block  No.  34,  Lot 
Nos.  50  and  53),  Far  Rockaway,  Borough 
of  Queens. 

55-39-A — 402-414  East  105th  street,  south  side,  1UU  tt. 

east  of  First  avenue  and  403-415  East 
104th  street  (Block  No.  1698,  Lot  No.  5), 
Borough  of  Manhattan. 

154-39-A — 1792  Bathgate  avenue,  east  side,  40  tt.  soutn 
of  East  175th  street  (Block  No.  2922, 
Lot  No.  27),  Borough  of  The  Bronx. 

159- 39-A — 89-02  217th  street,  southwest  corner  of  89th 

avenue  (Block  No.  1618,  part  of  Lot  No. 
9),  Queens  Village,  Borough  of  Queens. 

160- 39-A — 88-16,  88-20,  88-24  and  88-28  217th  street,  north¬ 

west  corner  of  89th  avenue  and  west  side 
of  217th  street,  40  ft.,  80  ft.,  and  120  ft. 
north  of  89th  avenue  (Block  No.  1623, 
part  of  Lot  No.  1),  Queens  Village,  Bor¬ 
ough  of  Queens. 

161- 39-A — 89-11  217th  street,  east  side,  100  ft.  south  of 
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89th  avenue  (Block  No.  1617,  part  of  Lot 
No.  1),  Queens  Village,  Borough  ot 
Queens. 

162-39-A— 88-15,  88-19,  88-23  and  88-27  217th  street,  north- 
east  corner  of  89th  avenue  and  east  side 
of  217th  street,  40  ft.,  80  ft  and  120  ft. 
north  of  89th  avenue  (Block  No.  1624, 
Lot  No.  3  and  part  of  Lot  No.  1),  Queens 
Village,  Borough  of  Queens. 

190-39- A— 341-353  West  50th  street,  north  side  250  ft. 

east  of  Ninth  avenue  and  342-350  West 
51st  street  (Block  No.  1041,  Lot  Los. 
7,  11,  15,  16  and  17),  Borough  of  Man¬ 
hattan. 

226-39-A — Transportation  of  Oil  in  Tank  1  rucks  (n°t 
nf  annroved  tvnes)  in  New  York  City. 


230-39-A — 1 


-11  West  47th  street,  north  side,  100  ft.  west 
of  Fifth  avenue  (Block  No.  1263,  Lot  No. 
28),  Borough  of  Manhattan. 


231-39-A— 160-170  Harbor  Haven  (West  drive)  ;  (236th 
street  on  Zone  Map),  west  side,  2876.31 
ft.  south  of  Rockaway  boulevard  (Block 
No.  4740,  Lot  Nos.  868,  871,  873,  1344  and 
1351),  Jamaica  Beach,  Borough  of  Queens. 


232-39-A — 229-01  to  229-03  Merrick  road,  northeast  corner 
of  229th  street  (Block  No.  3555,  Lot  No. 
121),  Laurelton,  Borough  of  Queens. 


246-39- A— 111-117  47th  street,  north  side,  74  ft.  4  in.  east 
of  First  avenue  (Block  No.  735,  Lot  No. 
1),  Borough  of  Brooklyn. 


250-39-A — 1179  Liberty  avenue,  north  side,  50  ft.  west  of 
Elderts  lane  (Block  No.  4183,  Lot  No. 
50),  Borough  of  Brooklyn. 

234-39- A— 108-02  Merrick  road,  southwest  corner  of  108tli 
avenue  (Block  No.  1214,  Lot  No.  8), 
Jamaica,  Borough  of  Queens. 


258-39-A— 1651-1653  Third  avenue,  east  side,  75  ft.  6J4 
in.  north  of  East  92nd  street  (Block  No. 
1538,  Lot  No.  4),  Borough  of  Manhattan. 


re  Application,  previously  granted  on 
certain  conditions,  under  section  21  of 
the  building  zone  resolution,  permitting 
in  a  residence  use  district  the  altera¬ 
tion,  extension  and  change  of  occu¬ 
pancy  of  a  building  occupied  as  stores 
and,  also,  a  gasoline  service  station  to 
a  building  used  throughout  as  stores; 
premises  1534-1540  Grand  concourse, 
east  side,  267.11  ft.  south  of  Mount 
Eden  avenue  (Block  No.  2821,  Lot 
Nos  27,  27  }4,  part  of  Lot  Nos.  11,  28, 
26  and  25),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  14,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
if  the  building  zone  resolution,  Tuesday  morning,  March 
14,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 


CAL.  NO. 


1086-38-BZ —  Application,  November  28,  1938,  un¬ 
der  sections  7h  and  21  of  the  building 
zone  resolution,  of  Robert  Teichman, 
applicant,  on  behalf  of  Arthur  F. 
Davies,  Trust  Office  for  City  Bank 
Farmers  Trust  Co.,  trustee  of  Estate 
of  William  Waldorf  Astor,  owner,  to 
permit  partly  in  a  residence  use  district 
and  partly  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  351-381  East  164th  street, 
north  side,  between  Clay  avenue  and 
Teller  avenue,  984-1008  Teller  avenue 
and  985-1009  Clay  avenue  (Block  No. 
2424,  Lot  No.  1),  Borough  of  The 
Bronx. 


163 -39- A— 92-98  Bogart  street  and  2  Ingraham  street, 
northwest  corner  (Block  No.  3075,  Lot 
No.  1),  Borough  of  Brooklyn. 

266- 39- A— 37-11  Queens  boulevard  and  43-44  38th  (Van 

Pelt)  street,  northwest  corner  (Block  No. 
220,  Lot  No.  9),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

267- 39-A— 544  Sixth  avenue,  east  side,  50  ft.  south  of 

West  15th  street  (Block  No.  816,  Lot  No. 
79),  Borough  of  Manhattan. 

265-39-A— 35-46  74th  street,  west  side,  100  ft.  north  of 
37th  avenue  (Block  No.  1273,  Lot  No.  11), 
Jackson  Heights,  Borough  of  Queens. 


cal.  no.  920-38-BZ— Applicaticn,  October  25,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Irving  Yarvin, 
owner,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as 
lubritorium  and  auto  laundry,  upon  an 
existing  gasoline  service  station ;  prem¬ 
ises  139-21  Springfield  boulevard, 
northeast  corner  of  140th  avenue 
(Block  No.  3746,  Lot  No.  1),  Spring- 
field,  Borough  of  Queens. 


270-39-A — 96-50  Queens  boulevard,  south  side,  150  ft.  east 
of  63rd  drive  (Block  No.  3082,  Lot  No. 
61),  Forest  Hills,  Borough  of  Queens. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  March 
7,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 

cal.  no.  718-28-BZ— Application  of  Atlas  Contracting  Co., 
Inc.,  applicant,  on  behalf  of  1540  Grand 
Concourse  Corporation,  owner,  re¬ 
opened  February  7,  1939,  for  considera¬ 
tion  of  an  amendment  to  resolution — 


CAL.  NO.  1 193-38- BZ— Application,  December  22,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  Emigrant  Industrial  Say¬ 
ings  Bank,  owner,  to  permit  partly  in 
a  business  use  district  and  partly  in  a 
retail  use  district,  for  a  temporary  pe¬ 
riod  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  29-35 
West  28th  street,  north  side,  85  ft.  6  in. 
west  of  Broadway  (Block  No.  830, 
part  of  Lot  No.  17),  Borough  of  Man¬ 
hattan. 

cal.  no.  540-37-BZ — Application,  November  15,  1937,  under 
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section  7 h  of  the  building  zone  resolu¬ 
tion,  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  Jessie  Fisher  and  Caroline 
Candidus,  owners  (Harry  Weissler, 
lessee),  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  are  located  on 
the  same  street  between  the  same  two 
(2)  intersecting  streets  in  which  there 
exists  an  exit  to  a  public  school ;  prem¬ 
ises  673-695  Livonia  avenue,  north  side, 
between  Wyona  street  and  Vermont 
street,  534-544  Wyona  street  and  571- 
581  Vermont  street  (Block  No.  3808, 
Lot  Nos.  1  and  48),  Borough  of 
Brooklyn. 

cal.  no.  1143-38-BZ — Application,  December  9,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant, 
on  behalf  of  Anthony  Marzano,  owner 
(Beverly  Auto  Painting  Company,  Inc., 
lessee),  to  permit  in  a  business  use  dis¬ 
trict,  tbe  inclusion  of  a  motor  vehicle 
repair  shop  and,  also,  a  motor  vehicle 
paint  shop  in  an  existing  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  1302-1306  60th  street  and 
6001-6007  13th  avenue,  southeast  corner 
(Block  No.  5719,  Lot  No.  7),  Borough 
of  Brooklyn. 

cal.  no.  770-38-BZ — Application  August  29,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  Samuels  and  Samuels,  appli¬ 
cants,  on  behalf  of  Minnie  Zagarino, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  extension  and  reconstruction 
of  a  gasoline  service  station  (prev¬ 
iously  granted  by  the  board)  premises 
109-61  to  109-73  Van  Wyck  boulevard 
and  109-118  to  109-130  Lincoln  avenue, 
northeast  corner  (Block  No.  10066,  Lot 
No.  1),  Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  21,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
21,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  94-38-BZ — Application,  February  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Arthur  W.  Renander,  appli¬ 
cant,  on  behalf  of  Jeho  Co.,  Inc.,  owner 
(Jamaica  Parking  Co.,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  89-02  to  89-12  166th  street, 
southwest  corner  of  89th  avenue 
(Block  No.  866,  Lot  No.  72),  Jamaica, 
Borough  of  Queens. 

cal.  no.  840-38-BZ — Application,  October  3,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 


tion,  of  Francis  L.  Shea,  applicant,  on 
behalf  of  The  Trustees  of  the  Sailors 
Snug  Harbor,  owner  (Gertrude  I. 
Bergoff,  lessee),  to  permit  partly  in  a 
business  use  district  and  partly  in  an 
unrestricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  52-58  East  8th  street  and  305 
Mercer  street,  southwest  corner  (Block 
No.  548,  Lot  Nos.  32  to  35,  inclusive), 
Borough  of  Manhattan. 

cal.  no.  145-38-BZ — Application,  March  8,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  William  H.  Van  Hou- 
ten,  applicant,  on  behalf  of  Mabel 
Agassiz,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  475 
West  146th  street,  north  side,  100  ft. 
west  of  Amsterdam  avenue  (Block  No. 
2061,  Lot  Nos.  5  and  6),  Borough  of 
Manhattan. 

cal.  no.  663-38-BZ — Application,  July  25,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Max  Hirsch,  applicant,  on  behalf 
of  Augusta  Alexander,  owner,  to  per¬ 
mit  in  a  residence  use  and  “E”  area 
district,  the  maintenance  of  a  two  (2) 
car  garage;  the  maintenance  of  which 
is  contrary  to  “E”  area  requirements; 
premises  3122  Avenue  L,  south  side, 
20  ft.  west  of  East  32nd  street  (Block 
No.  7649,  Lot  No.  49),  Borough  of 
Brooklyn. 

CAL.  NO.  1171-38-BZ — Application,  December  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Falk,  applicant,  on 
behalf  of  Hilda  Lerner,  owner,  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  150-01  to  150-09  Hor¬ 
ace  Harding  boulevard  and  60-09  to 
60-15  150th  street,  northeast  corner 
(Block  No.  6436,  Lot  No.  41),  Flush¬ 
ing,  Borough  of  Queens. 

cal.  no.  44-39-BZ — Application,  January  13,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  F.  Meehan,  applicant,  on 
behalf  of  Sinclair  Refining  Company, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises 
108-15  Northern  boulevard,  northwest 
corner  of  110th  street  (Block  No. 
1703,  Lot  No.  44),  Corona,  Borough 
of  Queens. 

cal.  no.  150-39-BZ — Application,  February  6,  1939,  under 
section  7a  of  the  building  zone  resolu¬ 
tion,  of  James  Whitford,  applicant,  on 
behalf  of  Rubsam  and  Horrmann 
Brewing  Company,  owner,  to  permit 
in  a  business  use  district,  the  extension 
in  height  of  an  existing  building  which 
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CALENDAR 


is  part  of  an  existing  brewery ;  prem¬ 
ises  191  Canal  street,  southeast  corner 
of  Boyd  street  and  Cedar  street  (Block 
No.  527,  Lot  No.  49),  Stapleton,  Bor¬ 
ough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


erection  and  maintenance  of  a  gasoline 
service  station,  office,  auto  laundry, 
lubritorium  and  brake  and  battery 
service;  premises  6411-6423  13th  ave¬ 
nue  and  1301-1305  65th  street,  north¬ 
east  corner  (Block  No.  5747,  Lot  Nos. 
1  and  5),  Borough  of  Brooklyn. 

n  *nmc  TJ  1\TT  IDDOri^  Clrnirvn/in 


MARCH  21,  1939,  2  P.  M. 

Appeals  from  Administrative  Orders 

114-39- A— 1510  Jessup  avenue,  east  side,  75  ft.  north  of 
West  172d  street  (Block  No.  2872,  Lot 
No.  287),  Borough  of  The  Bronx. 

284- 39-A — Northwest  corner  of  West  254th  street  and  Riv- 

erdale  avenue  (Block  No.  3425,  Lot  No. 
405),  Borough  of  The  Bronx. 

285- 39-A— North  side  of  West  254th  street,  239  ft.  west  of 

Riverdale  avenue  (Block  No.  3425,  Lot 
No.  475),  Borough  of  The  Bronx. 


MARCH  28,  1939,  10  A.  M. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
28,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 

cal  no.  1050-38-BZ— Application,  November  18,  1938,  un¬ 
der  section  21  of  the  building  zone  res¬ 
olution,  of  Sidney  H.  Kitzler,  appli¬ 
cant,  on  behalf  of  John  Meurer,  owner, 
to  permit  in  a  business  use  district  the 


APRIL  4,  1939,  2  P.  M. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April 
4.  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal  no  738-38-BZ— Application,  August  23,  1938,  under 
sections  7 a  and  21  of  the  building  zone 
resolution,  of  Bernard  Trencher,  appli¬ 
cant,  on  behalf  of  Mary  T.  Hasselman 
and  Anastasia  L.  Bartley,  owners 
(Socony-Vacuum  Oil  Company,  Inc., 
lessee),  to  permit  in  a  residence  use 
district  the  extension  of  a  gasoline  ser¬ 
vice  station  and  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gasoline  service  station  office,  lubri- 
tory,  auto  laundry  and  for  the  sale  of 
accessories ;  premises  1815-1825  Ocean 
avenue,  east  side,  280  ft.  south  of  Ave¬ 
nue  M  (Block  No.  7656,  Lot  No.  55 
and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  FBRUARY  21,  1939 
Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 

The  minutes  of  the  regular  meeting  of  the  board  held 
on  Tuesday  morning,  January  31,  1939,  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
January  31,  1939,  and  the  minutes  of  the  special  meeting  of 
the  board  held  on  Friday  morning,  February  3,  1939,  were 
approved  as  printed  in  Bulletin  No.  6,  Vol.  24. 


BUILDING  ZONE  CASES 

566-38-BZ. 

APPLICANT— Henry  Nordheim,  for  Pauline  Schechter, 
owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  partly  in  a 
business  use  district  and  partly  in  a  residence  use 
district,  the  conversion  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 862  East  162nd  street,  south 
side,  125  ft.  east  of  Prospect  avenue  (Block  No. 
2690,  Lot  No.  28),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim  and  Mark  L. 

Giller. 


For  Opposition :  Morris  Hirsch. 

ACTION  OF  BOARD— Laid  over  to  March  7,  1939,  at 
10  a.m.,  for  further  consideration  by  the  board. 


770-38-BZ. 

APPLICANT— Samuels  and  Samuels  for  Minnie  Zag- 
arino,  owner. 

SUB J ECT — (Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  the  extension  and  reconstruction  of 
a  gasoline  service  station  (previously  granted  by 
the  Board). 

PREMISES  AFFECTED— 109-61  to  109-73  Van  Wyck 
boulevard,  and  109-118  to  109-130  Lincoln  avenue, 
northeast  corner  (Block  No.  10066,  Lot  No.  1), 
Jamaica,  Borough  of  Queens. 

APPEARANCES—  „  .  ,  _ 

For  Applicant:  Archie  Samuels  and  Patrick  Zag- 
arino. 

For  Opposition:  Martin  Cartill. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1939  at 
10  a.m.,  for  applicant  to  submit  revised  plans. 


840-38-BZ 

APPLICANT— Francis  L.  Shea,  for  the  Trustees  of  the 
Sailors  Snug  Harbor,  owner  (Gertrude  I  Bergoff, 
lessee). 
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SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  partly  in  a  busi¬ 
ness  use  district  and  partly  in  an  unrestricted  use 
district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 52-58  East  8th  Street  and  305 
Mercer  street,  southwest  corner  (Block  No.  548, 
Lot  Nos.  32  to  35,  Inclusive),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Francis  L.  Shea. 

For  Opposition:  Louis  A.  Jackson. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1939,  at 
10  a.m.,  on  request  of  applicant. 


908-38-BZ 

APPLICANT — Edwin  H.  Snackenberg,  for  Benjamin 
Siegel,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  the  extension  of  a  gasoline  service  sta¬ 
tion,  previously  denied  by  the  board  and  granted 
under  decision  of  the  court. 

PREMISES  AFFECTED— 110-44  to  110-56  Springfield 
boulevard  and  216-39  to  216-49  111th  avenue,  north¬ 
west  corner  (Block  No.  2038,  Lot  Nos.  31  and 
33),  Queens  Village,  Borough  of  Queens 

APPEARANCES— 

For  Applicant:  Edwin  H.  Snackenberg. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  7,  1939,  at 
10  a.m.,  for  further  consideration  by  the  board. 
Applicant  to  submit  revised  plans  on  or  before 
March  2,  1939. 


1050-38-BZ 

APPLICANT — Sidney  H.  Kitzler,  for  John  Meurer, 
owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  Section  21  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  office,  auto  laundry, 
lubritorium  and  battery  service. 

PREMISES  AFFECTED— 6411-6423  13th  avenue  and 
1301-1305  65th  street,  northeast  corner  (Block  No. 
5747,  Lot  Nos.  1  and  5),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Joseph  Katz. 

For  Opposition :  Louis  Merendola. 

ACTION  OF  BOARD— Laid  over  to  March  28,  1939,  at 
10  a.m.,  on  request  of  applicant’s  representative. 


22-39-BZ 

APPLICANT — Robert  Helmer,  for  C.  T.  Silver,  Inc., 
owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station. 

PREMISES  AFFECTED— 3087-3103  Nostrand  avenue 
and  1720-1734  Gerritsen  avenue,  southeast  corner 
(Block  No.  6813,  Lot  No.  1),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Robert  Helmer. 

For  Opposition.  J.  E.  Metzger,  S.  Aster  and 
Mariano  Cattubianco. 

ACTION  OF  BOARD— Laid  over  to  March  7,  1939,  at 
10  a.m.,  for  investigation  of  zoning  changes  and 
recommendation  of  committee,  without  further 
argument 


901-38-BZ 

APPLICANT — Eunice  B.  Gray,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7e  and  21  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  alteration  and  conversion  of 
an  existing  private  garage  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 154  West  56th  street,  south 
side,  175  ft.  east  of  Seventh  avenue  (Block  No. 
1008,  Lot  No.  57),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Leffert  Holz. 

For  Opposition :  H.  M.  Thompson  and  Patrick 


Koster. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(901-38-BZ) 


Whereas,  Eunice  B.  Gray,  owner,  filed  October  10,  1938, 
an  application  under  the  building  zone  resolution,  to  permit 
in  a  business  use  district,  the  alteration  and  conversion 
of  an  existing  private  garage  to  a  public  garage  for  more 
than  five  (5)  motor  vehicles;  premises:  154  West  56th 
street,  south  side,  175  ft.  east  of  Seventh  avenue  (Block 
No.  1008,  Lot  No.  57),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  21,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  56th  street  is  in  a 
residence  and  retail  use  district ;  West  55th  street  is  in  a 
business  and  retail  use  district;  Seventh  avenue  is  in  a 
retail  use  district  and  Sixth  avenue  is  in  a  retail  use  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  Alt.  Applic.  No.  2015-38,  dated  September  21, 
1938,  as  amended  by  decision  dated  December  9,  1938, 
reads : 

“10.  The  conversion  of  an  existing  private  garage 
to  a  public  garage  accommodating  more  than  five 
motor  vehicles,  is  contrary  to  Section  4  of  the  Build¬ 
ing  Zone  resolution.” 

and 

Whereas,  the  premises  consist  of  a  two  (2)  story  non- 
fireproof  building  with  a  frontage  of  25  ft.  and  a  depth  of 
86  ft.,  now  occupied  as  a  garage  for  less  than  five  motor 
vehicles,  to  be  occupied  as  a  garage  for  more  than  five 
motor  vehicles ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  Committee  of  the  board ;  and 

Whereas,  the  board  deemed,  that  in  view  of  the  ex¬ 
istence  of  a  school  in  the  same  portion  of  the  street  be¬ 
tween  the  intersecting  streets  as  the  proposed  garage  for 
more  than  five  motor  vehicles,  it  is  precluded,  under  Section 
21,  from  making  a  favorable  decision;  and 

Whereas,  the  board  deemed  that  while  there  is  a  basis 
for  the  exercise  of  its  discretion  under  Section  7,  subdivi¬ 
sion  E  of  the  building  zone  resolution,  that  discretion  to 
grant  should  not  be  exercised  and  also  that  there  is  no 
unnecessary  hardship  proven  under  Section  21. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  Alt.  Applic.  No.  2015-38,  Objection  No.  10,  be  and  it 
hereby  is  affirmed,  and  that  the  application  be  and  it 
hereby  is  denied. 


1 148-38-BZ. 

APPLICANT— John  F.  Meehan,  for  James  P.  Kelly, 
owner. 
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SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 49-01  48th  avenue,  northeast 
corner  of  49th  street  (Block  No.  2287,  Lot  Nos. 
1  to  8,  inclusive),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  John  F.  Meehan. 

For  Opposition :  None. 

ACTION  OF  BOARD' — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . 0 

Absent  .  0 


THE  RESOLUTION— 

(1148-38-BZ) 

Whereas,  John  F.  Meehan,  for  James  P.  Kelly,  owner, 
filed  December  10,  1938,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  residence  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises :  49-01  48th  avenue,  northeast  corner  49th  street 
(Block  No.  2287,  Lot  Nos.  1  to  8  inclusive,  Long  Island 
City,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  21,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  48th  avenue  is  in  a  residence, 
business  and  unrestricted  use  district;  49th  street  is  in  a 
residence  and  unrestricted  use  and  48th  street  is  in  a  resi¬ 
dence  and  business  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings  re  Applic.  No.  7702-1938,  dated  November  10, 
1938,  reads : 

“Your  application  for  certificate  of  occupancy  for 
parking  and  storage  of  more  than  five  motor  vehicles 
at  the  above  premises,  is  hereby  denied  as  same  is 
contrary  to  Article  2,  Section  3  of  the  Building  Zone 
Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  61.9  ft.  on  48th 
avenue,  195  ft.  on  49th  street  and  a  distance  of  83  ft. 
along  the  north  lot  line.  It  is  proposed  to  use  the  plot 
(which  is  located  in  a  residence  use  district),  for  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles ;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  Committee  of  the  Board ;  and 
Whereas,  the  board  deemed  that  applicant  was  entitled 
to  relief  under  Section  21  of  the  building  zone  resolution, 
on  the  grounds  of  practical  difficulty  and  unnecessary 
hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  under  Section 
21,  for  a  temporary  period  of  two  years,  to  permit  the  plot 
under  appeal  to  be  used  for  the  storage  and  parking  of 
more  than  five  (5)  vehicles,  on  condition  that  only  motor 
vehicles  of  the  pleasure-car  type  shall  be  so  stored  or 
parked ;  that  the  plot  shall  be  levelled  substantially  to  the 
grade  of  49th  street  and  shall  be  surfaced  with  steam 
cinders,  clean  gravel  or  other  suitable  material,  properly 
rolled  and  bound  to  prevent  dusting;  that  there  shall  be 
erected  on  the  street  lot  lines,  a  substantial  woven  wire 
fence  with  no  openings  therein  except  two  (2),  one  (1)  to 
49th  street  towards  the  north,  and  one  (1)  to  48th  avenue, 
not  over  16  ft.  in  width  each,  with  curb  cuts  opposite  of 
similar  width;  that  proper  aisle  shall  be  maintained  for 


easy  entrance  and  exit;  that  during  the  term  of  this 
variance,  the  premises  shall  be  used  for  no  other  use  and 
that  no  building  shall  be  erected  thereon,  except  there  may 
be  erected  a  building  not  over  150  sq.  ft.  in  area,  not  over 
one  story  in  height,  which  shall  be  maintained  as  an  office 
and  for  shelter  of  the  attendant;  that  such  portable  fire 
extinguishers  shall  be  installed  as  the  fire  commissioner 
shall  direct;  that  no  sign  shall  be  erected  on  the  premises, 
except  there  may  be  a  sign  at  either  entrance,  attached  to 
the  fence,  not  over  15  sq.  ft.  in  area,  each  advertising  only 
the  parking  and  storage  use ;  that  no  signs  other  than  as 
herein  permitted  shall  be  erected ;  and  that  all  permits 
shall  be  obtained  and  all  work  completed  within  three  (3) 
months  from  the  date  of  this  resolution. 


1173-38-BZ 

APPLICANT — Gray  and  Tomlin,  for  St.  John’s  Cemetery, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7-a  and  21  of 
the  building  zone  resolution,  to  permit  in  a  residence 
use  district,  the  extension  of  an  existing  business 
building. 

PREMISES  AFFECTED — Northeast  corner  of  Metropoli¬ 
tan  avenue  and  80th  street  (Dry  Harbor  road)  ; 
(Block  No.  3071,  Lot  No.  1),  Middle  Village,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Andrew  A.  Derby. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  . 0 


THE  RESOLUTION— 

(1173-38-BZ) 

Whereas,  Gray  and  Tomlin,  for  St.  John’s  Cemetery, 
owner,  filed  December  16,  1938,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  extension  of  an  existing  business  building ;  prem¬ 
ises  :  northeast  corner  of  Metropolitan  avenue  and  80th 
street  (Dry  Harbor  road)  ;  (Block  No.  3071,  Lot  No.  1), 
Middle  Village,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  21,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Metropolitan  avenue  is  in  an 
unrestricted  and  residence  use  district;  80th  street  is  in  an 
unrestricted  and  residence  use  district  and  79th  place  is  in 
a  residence  and  unrestricted  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  Alt.  No.  7827-38,  dated  October  21,  1938,  as 
amended  by  decision  dated  December  14,  1938,  reads : 

“In  answer  to  your  verbal  request  of  today  please 
be  advised  that  our  previous  objection  to  the  above  ap¬ 
plication  (Alt.  No.  7827-38),  namely,  the  extension  of 
a  business  building  in  a  residence  district  is  contrary 
to  Article  2,  Section  3,  of  the  Building  Zone  Resolu¬ 
tion  is  still  in  effect.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  approximately  2500  ft. 
on  Metropolitan  avenue  and  approximately  700  ft.  on  80th 
street — occupied  as  St.  John’s  Cemetery.  Upon  the  prem¬ 
ises  there  is  located  a  two-story  administration  building. 
It  is  proposed  to  construct  a  one-story  addition  28  ft.  by 
17  ft.  in  area,  to  be  used  as  a  vault  for  the  storage  of 
records ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  Committee  of  the  Board ;  and 
Whereas,  the  board  deemed  that  the  provisions  of  Sec- 


314 


MINUTES 


tion  7,  subdivision  A  of  the  building  zone  resolution,  under 
which  this  application  was  made,  empowered  the  board 
to  exercise  its  discretion  and  to  grant  this  application  under 
such  conditions  that  would  safeguard  the  character  of  the 
more  restricted  district. 

Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  building  zone  resolution,  and 
that  the  application  be  and  it  hereby  is  granted,  under 
Section  7-A,  to  permit  a  building  as  proposed,  on  condition 
that  the  extension  shall  be  occupied  solely  as  part  of  the 
Administration  Building  for  the  Cemetery  Corporation, 
and  constructed  substantially  in  accordance  with  plans  as 
filed ;  and  that  all  permits  shall  be  obtained  and  all  work 
shall  be  completed  within  one  year  from  the  date  of  this 
resolution. 


1178-38-BZ. 

APPLICANT — David  Kaufman,  for  Seymarn  Realty 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district  the  erection  and  maintenance  of  a  gaso- 
Imp  9ptvipp  cfatinn 

PREMISES  AFFECTED— 3548-3552  Jerome  avenue,  east 
side,  50  ft.  south  of  East  212th  street  (Block  No. 
3328,  Lot  Nos.  28  and  29),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  David  Kaufman,  F.  Heinlich  and 
Frederick  A.  Elwood. 

For  Opposition :  Robert  E.  Swain  and  Harold 


Klorfein,  Park  Department. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  0 

Negative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  ......  . .  0 

THE  RESOLUTION— 


(1178-38-BZ) 

Whereas,  David  Kaufman,  for  Seymarn  Realty  Cor¬ 
poration,  owner,  filed  December  13,  1938,  an  application 
under  the  building  zone  resolution,  to  permit  in  a  business 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station;  premises  3548-3552  Jerome  avenue,  east  side, 
50  ft.  south  of  East  212th  street  (Block  No.  3328,  Lot 
Nos.  28  and  29),  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting,  February  21,  1939,  after  due  notice  by  publication 
in  the  bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution,  show  that  Jerome  avenue  and  East 
212th  streets  are  in  business  and  residence  use  districts; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  2,  1938,  in  acting  on  F.P.  Application  No. 
558-1938,  reads : 

“Gasoline  station  not  permitted  in  business  district. 

Article  2.  Paragraph  4  Zoning  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  75  ft.  and  a  depth  of  100  ft.  It  is  proposed 
to  erect  upon  the  site,  a  one  story  building  20  ft.  by  24  ft. 
in  area,  to  be  used  as  lubritorium,  storage  and  office ;  and 
also,  to  install  the  necessary  tanks  and  pumps  for  a  gaso¬ 
line  service  station ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  Section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to 
relief  on  the  grounds  of  practical  difficulty  and  unneces¬ 
sary  hardship. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  re  F.P.  Application  No.  558-1938,  be  and  it  hereby  is 
affirmed,  and  that  the  application  be  and  it  hereby  is 
denied. 


Adjourned,  12:10  P.  M. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  21,  1939 
Present :  Chairman  Murdock,  Commissioners  Savage 
and  Blum  and  Assistant  Chief  Walsh. 


BUILDING  ZONE  CASES 

903-25-BZ. 

APPLICANT — Arnold  W.  Lederer,  for  Rose  Rollund, 
owner  (Adelphi  Garage,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
reconsideration —  (re  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings)  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  the  change  of  occupancy  of 
the  2nd  story  from  auto  accessories  to  a  garage 
for  the  storage  of  more  than  five  (5)  motor 
vehicles  (previously  denied). 

PREMISES  AFFECTED— 817-823  (823-829  official) 
Classon  avenue,  east  side,  47  ft.  north  of  Lincoln 
place  (Block  No.  1178,  Lot  No.  3),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Louis  Oestneicher. 

ACTION  OF  BOARD— Request  to  reopen  withdrawn  by 
representative  of  attorney,  when  board  refused  to 
grant  a  further  adjournment. 


THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


543-26-BZ. 

APPLICANT — Cities  Service  Oil  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — (re  decision  of  the  borough  superin¬ 
tendent  of  buildings)  re  application,  under  sections 
7c  and  21  of  the  building  zone  resolution,  permit¬ 
ting  in  a  business  use  district,  extending  from  an 
unrestricted  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 105-02  Queens  boulevard, 
southwest  corner  of  Yellowstone  boulevard  (Block 
No.  2046,  Lot  No.  1),  Forest  Hills  Terrace,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Carl  R.  Fenton  and  A.  G.  D’An- 
tonio. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 
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THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . 0 

Absent  .  0 


6-27-BZ. 

APPLICANT — Abraham  J.  Halprin,  for  Ortcar  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  (re  violation  order  of  the  borough 
superintendent  of  buildings)  re  application,  granted 
on  condition,  under  section  21  of  the  building  zone 
resolution,  permitting  in  a  business  use  district, 
the  inclusion  of  a  motor  vehicle  repair  shop  in  an 
existing  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  board). 

PREMISES  AFFECTED— 211-225  West  61st  street,  north 
side,  400  ft.  east  of  West  End  avenue  (Block  No. 
1153,  Lot  Nos.  17  to  24,  inclusive),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Louis  H.  Katzman. 

ACTION  OF  BOARD — Application  reopened,  subject 
to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


1 129-27-BZ. 

APPLICANT — Oscar  Lowinson,  for  Renweis  Holding 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar,  previously  withdrawn — 
(re  decision  of  the  borough  superintendent  of 
buildings)  under  section  7c  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district, 
the  alteration  and  change  of  occupancy  of  part  of 
the  basement  story  from  residence  use  to  business 
use  (stores). 

PREMISES  AFFECTED— 75  St.  Nicholas  place  and  401 
West  153rd  street,  northwest  corner  (Block  No. 
2069,  Lot  No.  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  L.  M.  Holzman. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


657-38-BZ. 

APPLICANT — B.  Robert  Swartburg,  for  Airport  Land 
Corporation,  owner. 

SUBJECT — Application  for  consideration- — reopening  and 
reconsideration  of  new  proposal — (re  decision  of 
the  borough  superintendent  of  buildings)  re  ap¬ 
plication,  previously  denied,  under  section  21  of 
tlie  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  erection  and  maintenance  of 
forty-five  (45)  individual  garages. 

PREMISES  AFFECTED — 21-45  76th  street,  east  side, 
102  ft.  north  of  Ditmars  boulevard  (Block  No. 
972,  part  of  Lot  No.  12),  Astoria,  Queens. 
APPEARANCES— 

For  Applicant :  B.  Robert  Swartburg,  Mr.  Kurland 
and  Mr.  Morris. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 


THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock  and  Assistant 

Chief  Walsh  .  2 

Negative:  Commissioners  Savage  and  Blum....  2 

Absent  . . . 0 

THE  VOTE  TO  RECONSIDER  MOTION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  . 0 


THE  VOTE  TO  REOPEN  SUBJECT  TO  USUAL 
PROCEDURE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . .  . .  .  ...  0 

Absent  .  0 


1137-38-BZ. 

APPLICANT— Lama  and  Proskauer,  for  ■  Franklin  M. 
White,  owner. 

SL^BJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district,  the  alteration  and  change  of  occupancy 
of  a  garage  for  more  than  five  (5)  motor  vehicles 
to  a  motor  vehicle  repair  shop,  lubritorium,  auto 
laundry  and  gasoline  service  station. 

PREMISES  AFFECTED— 1060-1064  Bedford  avenue  and 
224-228  Clifton  place,  southwest  corner  (Block  No. 
1954,  Lot  Nos.  22  and  24),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Franklin  M. 
White. 

For  Opposition :  Mr.  and  Mrs.  H.  Lowe,  Mary 
Lewis,  Clara  Streich,  Mary  Dressier,  Augusta 
Thompson.  Grazea  Giasi,  C.  Composto  and 
Abraham  Pokormy. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(1137-38-BZ) 

Whereas,  Lama  and  Proskauer,  for  Franklin  M.  White, 
owner,  filed  December  9,  1938,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  alteration  and  change  of  occupancy  of  a  garage 
for  more  than  five  (5)  motor  vehicles  to  a  motor  vehicle 
repair  shop,  lubritorium,  auto  laundry  and  gasoline  serv¬ 
ice  station;  premises:  1060-1064  Bedford  avenue  and  224- 
228  Clifton  place,  southwest  corner  (Block  No.  1954,  Lot 
Nos.  22  and  24),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  21,  1939,  after  due  notice  bv  publica¬ 
tion  in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Bedford  avenue  is  in  a 
business  use  district;  Clifton  place  is  in  an  unrestricted, 
business  and  residence  use  district :  Greene  avenue  is  in 
an  unrestricted,  business  and  residence  use  district,  and 
Franklin  avenue  is  in  an  unrestricted  use  district;  and 
Whereas,  the  decision  of  the  borough  sunerintendent 
of  buildings,  dated  December  7  1938  as  amended  by  deci¬ 
sion  of  December  17.  1938  reads: 

“1  Existing  building  was  extended  under  variation 
°f  the  Board  of  Standards  and  Appeals  128-17  B.Z 
Proposed  changes  referred  to  Board  of  Standards  and 
Appeals. 
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2.  Change  of  occupancy  from  public  garage  and 
auto  show  room  to  gasoline  service  station,  auto  repair 
shop,  office,  lubritorium  and  auto  laundry  in  a  business 
use  district  is  contrary  to  Art.  2,  Section  4  of  the 
building  zone  resolution  and  is  therefore  denied.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  100  ft.  on  Clifton  place  and  75  ft.  on 
Bedford  avenue.  Upon  the  plot  there  is  located  a  non- 
fireproof  two-story  garage  for  more  than  five  (5)  motor 
vehicles.  It  is  proposed  to  demolish  the  2nd  story  of  the 
structure  and  to  alter  the  first  story  of  the  structure,  so  as 
to  create  a  motor  vehicle  repair  shop,  lubritorium,  auto 
laundry  and  gasoline  service  station ;  and 

Whereas,  these  premises  and  the  surrounding  area 
were  inspected  by  a  committee  of  the  board,  verbal  report 
of  which  inspection  as  rendered  by  the  chairman,  recom¬ 
mended  granting  of  this  application ;  and 

Whereas,  the  board  deemed  that  the  applicant  had 
substantiated  a  basis  of  appeal  under  Section  21  of  the 
building  zone  resolution  and  was,  therefore,  entitled  to 
relief  on  the  grounds  of  practical  difficulty  and  unneces¬ 
sary  hardship,  as  to  reconstruction  of  building  to  continue 
certain  permitted  uses. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  permitting  the 
existing  building  in  which  the  garage  storage  use,  the  sale 
of  gasoline  and  automobile  repairing  are  now  permitted, 
to  be  reconstructed  as  proposed,  on  condition  that  the 
entire  building  shall  be  removed,  except  for  such  parts  as 
are  proposed  to  be  re-used  in  connection  with  the  proposed 
occupancy  as  a  gasoline  selling  station  and  automobile 
repair  shop  and  that  the  construction  shall  be  substantially 
as  indicated  on  plans  filed  with  this  application;  that  the 
cellars  shall  be  completely  filled  to  grade,  except  for  suf¬ 
ficient  portion  for  heater  room  toward  the  westerly  end ; 
that  the  building  shall  not  exceed  one  story  in  height  and 
shall  be  constructed  of  fireproof  materials  throughout, 
except  that  the  roof  boarding  and  roof  beams  may  be  of 
wood,  provided  the  ceilings  throughout  are  fire-retarded  in 
accordance  with  the  rules  of  the  Board  of  Standards  and 
Appeals  and  ceilings  and  roofs  are  surfaced  with  non- 
inflammable  material ;  that  there  shall  be  no  window  or 
other  openings  on  the  lot  line  to  the  west  or  south ;  that  any 
skylights  erected,  shall  be  not  nearer  than  10  ft.  to  either 
lot  line;  that  the  area  used  for  the  sale  of  gasoline,  shall 
be  cement  paved ;  that  no  pumps  shall  be  erected  nearer 
than  15  ft.  to  the  building  line  of  either  street;  that  the 
pumps  installed,  shall  be  of  the  parkway  type;  that  curb 
cuts  shall  be  restricted  to  a  curb  cut  of  not  over  60  ft.  in 
width  to  Clifton  place  and  not  over  65  ft.  in  width  to 
Bedford  avenue ;  that  there  shall  be  erected  at  the  inter¬ 
section  of  the  building  lines,  a  block  of  concrete  not  less 
than  12  inches  in  height  and  extending  for  a  distance  of  at 
least  5  ft.  along  either  street  line;  that  the  signs  on  the 
premises  shall  be  restricted  to  the  illuminated  globes  of 
the  gasoline  pumps  and  to  permanent  flat  signs  attached 
to  the  fronts  of  the  accessory  buildings,  excluding  all  roof 
signs  and  temporary  signs,  but  permitting  the  erection 
within  the  building  line  of  a  post  standard  near  the  inter¬ 
section  of  the  streets,  for  supporting  a  sign  which  may  be 
illuminated,  advertising  solely  the  type  of  gasoline  on  sale, 
provided  the  sign  does  not  extend  beyond  the  building  line 
a  distance  of  more  than  4  ft.;  that  the  openings  to  the 
greasing  portion  of  the  accessory  building,  shall  not  have 
closure  doors,  unless  the  greasing  equipment  is  of  the 
hydraulic  type  without  open  pits;  that  the  motor  vehicle 
repairing  shall  be  restricted  to  minor  repairs  that  can 
be  done  by  means  of  hand  tools  and  light  motor  driven 
tools  not  requiring  motor  power  of  more  than  h.p.  each ; 
that  the  existing  gasoline  storage  system  shall  be  com¬ 
pletely  removed  and  a  new  installation  installed,  located 
where  shown;  that  such  tanks  shall  not  be  within  50  ft. 
of  any  heater  room  wall;  that  the  heater  room  shall  be 
constructed  of  fireproof  construction,  separated  from  the 


balance  of  the  building  by  fireproof  construction  and  enter- 
able  only  from  the  exterior  of  the  building;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  one  (1) 
year  from  the  date  of  this  resolution. 


683-29-BZ. 

APPLICANT — Wanda  Verplaetse,  for  Estate  of  Caroline 
Rodgers,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  application  (decision  of 
the  superintendent  of  buildings)  under  section  7f 
of  the  building  zone  resolution,  permitting  in  a 
business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station  for  a  temporary 
period. 

PREMISES  AFFECTED — 56  Sand  lane,  southwest  corner 
of  Hylan  boulevard  (Block  No.  3266,  Lot  No.  30), 
Arrochar,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Wanda  Verplaetse. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(683-29-BZ) 

Whereas,  this  application,  affecting  premises  56  Sand 
lane,  southwest  corner  of  Hylan  boulevard  (Block  No. 
3266,  Lot  No.  30),  Arrochar,  Borough  of  Richmond,  was 
granted  by  the  board  April  7,  1931,  for  a  period  of  two 
years,  time  extended  March  14,  1933,  March  19,  1935,  and 
March  9,  1937,  applicant  requests  a  further  extension  of 
this  period. 

Resolved  that  the  resolution  adopted  by  the  board  on 
April  7,  1931,  as  amended  on  March  14,  1933,  March  19, 
1935,  and  March  9,  1937,  be  and  it  hereby  is  amended  so  as 
to  extend  the  permit  under  Section  7f  for  a  period  of  two 
years  from  the  date  of  this  amended  resolution  on  condi¬ 
tion  that  except  as  to  term,  the  resolution  adopted  by  the 
board  on  April  7,  1931,  shall  be  complied  with  in  all  other 
respects  and  that  the  existing  arrangement  and  structure 
shall  not  be  materially  altered  without  submission  to  this 
board  and  that  one  photograph  showing  the  station ,  taken 
directly  south,  shall  be  filed  with  the  board. 


311-32-BZ. 

APPLICANT — Henry  J.  Woermann,  for  W.  M.  Evans 
Dairy  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — -reopening  and 
amendment  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  re  application,  granted 
on  condition,  under  sections  7a  and  21  of  the  build¬ 
ing  zone  resolution,  permitting  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district, 
the  extension  of  a  milk  bottling  and  distributing 
station,  and,  also,  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 3484-3498  Fulton  street  and 
442  Elderts  lane,  southwest  corner  (Block  No.  4152, 
Lot  Nos.  26  and  80),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Henry  J.  Woermann  and  A.  G. 
D’Antonio. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


MINUTES 


THE  RESOLUTION— 

(311-32-BZ) 

Whereas,  Lauritz  Lauritzen,  for  W.  M.  Evans  Dairy 
Co.,  Inc.,  owner,  filed,  June  2,  1932,  an  application,  under 
the  building  zone  resolution  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  district  the  extension  of  a 
milk  bottling  and  distributing  station  and,  also,  the  erection 
and  maintenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles ;  premises  3484-3498  Fulton  street  and  442  Eldert 
lane  southwest  corner  (Block  No.  4152,  Lot  Nos.  26  and 
80),  Borough  of  Brooklyn;  and 

Whereas,  the  application  was  granted  by  the  board, 
September  16,  1932,  on  certain  conditions,  amended  by  reso¬ 
lution  approving  plans  January  20,  1933  and  amended 
January  3,  1934  and  owner  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  September  16,  1932,  as 
amended  by  resolution  approving  plans  January  20,  1933, 
and  as  amended  January  3,  1934,  so  that  as  amended,  the 
resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted 
on  condition  that  the  proposed  new  structures  shall  be 
built  fireproof  throughout  and  shall  be  built  substan¬ 
tially  as  shown  on  plans  filed  with  this  application , 
that  the  front  elevation  of  the  proposed  new  building 
and  structures  on  Fulton  street  and  Eldert  lane  shall 
be  of  the  same  material  and  architectural  design  as 
front  elevation  of  present  three-story  building  on 
Fulton  street;  that  permission  is  hereby  given  for  the 
use  of  the  second  story  of  new  building  for  the  pas- 
teurization  of  milk  in  the  rear  with  executive  offices 
in  the  front ;  that  the  first  story  shall  be  used  for  the 
storage  of  automobiles  and  loading  platforms,  that 
the  balance  of  the  roofed  over  vacant  portion  shall  be 
enclosed  with  masonry  walls  on  building  line  of  Elderts 
lane  and  lot  lines  as  shown  on  plans  submitted  with 
this  application  and  to  be  built  fireproof  throughout , 
that  the  enclosure  walls  of  this  portion  of  new  struc¬ 
ture  along  Eldert  lane  and  the  return  of  north  lot  line 
to  be  of  same  architectural  design  and  material  as  front 
elevation  of  the  present  three-story  building  on  Fulton 
street;  that  at  the  rear  of  the  three-story  fireproof 
building  on  Fulton  street,  the  proposed  fireproof  roof 
may  be  omitted  and  the  continuance  of  the  existing 
galvanized  iron  awning  may  be  substituted  therefor ; 
that  any  vehicular  openings  in  the  walls  on  first  story 
street  fronts  of  the  new  structures  to  be  limited  to  two 
in  number,  as  shown  on  plans  submitted  in  this  applica¬ 
tion,  each  opening  to  be  not  more  than  12  ft.  wide, 
with  curb  cuts  in  front  of  said  openings  not  more  than 
14  ft.  wide  each ;  that  the  opening  on  Eldert  lane  shall 
be  used  as  an  emergency  opening  only  and  to  be 
equipped  with  a  solid  door  and  kept  closed  at  all  times 
except  in  an  emergency;  that  the  storage  of  automo¬ 
biles  permitted  under  this  resolution  applies  only  to 
automobiles  in  the  ownership  of  the  owner  or  operator 
of  the  business  conducted  on  the  premises  or  their 
employees,  especially  prohibiting  any  rental  of  space 
for  storage  of  automobiles ;  that  there  shall  be  no  sale 
of  gasoline  on  or  from  the  premises ;  that  there  shall 
be  no  advertising  signs  of  any  nature  or  description  in 
the  residence  portion  of  premises;  that  there  shall  be 
no  advertising  of  any  business  of  a  non-conforming 
character  in  the  business  portion  of  the  premises  on 
proposed  new  structure ;  that  a  return  of  drawings 
shall  be  made  to  this  board  for  approval  before  sub¬ 
mission  to  the  building  superintendent,  and  that  all 
permits  shall  be  obtained  within  six  months  and  any 
work  shall  be  completed  within  eighteen  months  from 
the  date  of  this  resolution. 

Resolved  further,  that  in  the  event  the  owner  desires 


to  construct  a  floor  of  fireproof  construction  to  close 
completely  the  opening  between  the  3rd  and  4th  floors, 
as  indicated  on  plans  marked  “Received  February  16, 
1939”,  such  construction  may  be  permitted  on  condition 
that  the  resolution  shall  be  complied  with  in  all  other 
respects;  provided,  that  an  addition  to  the  existing 
primary  means  of  exit  therefrom  shall  be  through  a 
door  opening  to  the  3rd  floor  with  a  steel  ladder  to 
the  2nd  floor  roof,  from  which  exit  may  be  had  by 
means  of  an  existing  interior  stairway 


159-36-BZ. 

APPLICANT— Public  Service .  Interstate  Transportation 
Company  (lessee),  for  Alurion  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  (re  decision  of  the  borough  superin¬ 
tendent  of  buildings)  re  application,  granted  on 
condition,  under  section  7 h  of  the  building  zone 
resolution,  permitting  in  a  retail  use  district,  the 
maintenance  of  a  plot  of  ground  as  a  parking  space 
for  more  than  five  (5)  motor  vehicles  for  a  tem¬ 
porary  period. 

PREMISES  AFFECTED— 245-259  West  41st  street,  north 
side,  100  ft.  east  of  Eighth  avenue  (Block  No.  1013, 
part  of  Lot  No.  3),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  P.  Sutton. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  .  .  .  . 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(159-36-BZ) 

Whereas,  Frank  G.  Colgan,  for  Alurion  Realty  Corp., 
owner,  filed  May  29,  1936,  an  application  under  the  build¬ 
ing  zone  resolution  to  permit  in  a  retail  use  district  the 
use  and  maintenance  of  a  plot  of  ground  as  a  parking 
space  for  more  than  five  (5)  motor  vehicles  for  a  tem¬ 
porary  period  of  two  (2)  years;  premises:  245-259  West 
41st  street,  north  side,  100  ft.  east  of  Eighth  avenue 
(Block  No.  1013,  part  of  Lot  No.  3),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  this  application  was  granted  by  the  board 
October  23,  1936,  on  certain  conditions,  resolution  amended 
April  19,  1938  and  October  11,  1938  and  lessee  requested  a 
further  amendment,  relative  to  curb  cuts. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
October  23,  1936,  as  amended  April  19,  1938  and  October 
11,  1938,  be  and  it  hereby  is  amended,  so  that  as  amended 
it  shall  read : 

“Resolved,  that  the  Board  of  Standardsi  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted, 
under  section  7,  subdivision  H,  permitting  the  premises 
under  appeal  to  be  used  for  a  period  of  two  (2)  years 
from  the  date  of  this  resolution,  as  amended  October 
11,  1938,  for  parking  and  storage  of  motor  vehicles, 
including  buses  and  the  installation  of  a  bus  waiting 
room,  on  condition  that  the  plot  shall  be  levelled  sub¬ 
stantially  to  the  grade  of  West  41st  street  and  shall  be 
covered  with  steam  cinders,  or  similar  material,  prop¬ 
erly  bound  to  prevent  dusting;  that  there  shall  be 
erected  on  the  lot  lines  except  where  walls  of  adjacent 
buildings  exist  on  the  lot  line,  a  substantial  woven- 
wire  fence  not  less  than  6  ft.  in  height ;  that  a  similar 
fence  shall  be  erected  along  the  building  line  of  West 
41st  street,  with  not  over  two  openings  therein,  not 
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exceeding  12  ft.  in  width  each ;  that  the  curb  cuts 
opposite  such  openings  shall  not  exceed  15  ft.  each; 
that  during  the  period  of  this  variance,  the  plot  shall 
not  be  used  for  any  other  purpose  than  parking  and 
storage  herein  permitted ;  that  no  building  shall  be 
erected  on  the  property  other  than  an  office  not  exceed¬ 
ing  15  ft.  in  each  direction  and  one  story  in  height  for 
use  only  as  shelter  for  attendant  and  for  toilet  accom¬ 
modations;  and  that  there  shall  be  no  advertising  of 
any  nature  permitted  on  the  property  other  than  the 
signs  at  the  entrance,  indicating  the  hereby  permitted 
use. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  occupy  this  plot  for  the  parking  of  buses  and  oper¬ 
ation  of  bus  waiting  room,  such  use  may  be  permitted 
and  the  curb  cuts  may  be  relocated,  as  indicated  on 
revised  plan  marked  ‘received  February  14,  1939’,  show¬ 
ing  two  curb  cuts  one  46.4  ft.  in  width  and  one  43.5  ft., 
on  condition  that  no  portion  of  any  curb  cut  shall  be 
nearer  than  3  ft.  6  in.  to  an  interior  lot  line  and  that  in 
all  respects  the  requirements  of  the  resolution  adopted 
by  the  board  on  October  23,  1936,  as  amended  April 
19,  1938,  and  October  11,  1938,  shall  be  complied  with 
and  any  existing  curb  cuts,  not  included  with  the  new 
curb  cuts  as  herein  permitted,  shall  have  curbs  re¬ 
stored.” 


289-36-BZ. 

APPLICANT — Anna  Kelly,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  application  (decision  of 
the  commissioner  of  buildings)  under  section  7f 
of  the  building  zone  resolution,  permitting  in  a 
business  use  district,  the  change  of  occupancy  of 
an  existing  garage  for  five  (5)  motor  vehicles  to 
a  garage  for  five  (5)  motor  vehicles  and  motor 
vehicle  repair  shop  for  minor  repairs  and,  also, 
the  erection  and  maintenance  of  a  gasoline  serv¬ 
ice  station  for  a  temporary  period. 

PREMISES  AFFECTED — 7  Androvette  street,  northwest 
corner  of  Arthur  Kill  road  (Block  No.  7406,  part 
of  Lot  No.  1),  Charleston,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(289-36-BZ) 


Whereas,  Anna  Kelly,  owner,  filed  November  13,  1936, 
an  application  under  the  building  zone  resolution  to  permit 
in  a  business  use  district  the  change  of  occupancy  of  an 
existing  garage  for  five  (5)  motor  vehicles  to  a  garage  for 
five  (5)  motor  vehicles  and  motor  vehicle  repair  shop  for 
minor  repairs  and  also  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises,  7  Androvette  street, 
northwest  corner  of  Arthur  Kill  road  (Block  No.  7406, 
part  of  Lot  No.  1),  Charleston,  Borough  of  Richmond; 
and 

Whereas,  the  application  was  granted  by  the  board  on 
January  19,  1937,  on  certain  conditions  and  applicant  re¬ 
quested  an  extension  of  the  temporary  period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  January  19,  1937,  only  su 
far  as  it  refers  to  the  term  of  the  permit,  so  that  as  amend¬ 
ed  it  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 


under  section  7(f)  for  a  temporary  period  of  two  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
plot  under  appeal  and  the  building  thereon  to  be  used, 
in  addition  to  the  existing  permitted  use  as  a  five-car 
garage,  as  a  gasoline  selling  station  on  condition  that 
the  gasoline  selling  area  indicated  shall  be  leveled  sub¬ 
stantially  to  the  grade  of  Arthur  Kill  road ;  that  there 
shall  not  be  erected  more  than  three  gasoline  pumps,  as 
indicated,  no  pump  to  be  nearer  than  15  ft.  to  either 
street  line;  that  hedges  and  planting  shall  be  main¬ 
tained,  as  indicated  on  this  plan;  that  there  may  be 
entrances,  as  indicated,  from  Arthur  Kill  road  and 
from  Androvette  street;  that  advertising  on  the  prem¬ 
ises  shall  be  restricted  to  the  illuminated  globes  of  the 
gasoline  pumps  and  to  permanent  flat  signs  attached  to 
the  accessory  building;  that  no  roof  or  temporary  signs 
shall  be  permitted ;  that  no  portable  gasoline  tanks 
shall  be  used  on  or  from  the  property;  that  no  cars 
shall  be  stored  other  than  those  being  serviced;  that 
minor  repairing  may  be  permitted  to  be  carried  on 
within  the  building,  provided  that  such  repairing  shall 
be  done  entirely  with  hand  tools;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  six  months 
from  the  date  of  this  amended  resolution  and  that  there 
shall  be  filed  with  the  board,  new  photographs  show¬ 
ing  the  existing  gasoline  station  and  the  adjoining  area, 
one  view  from  Androvette  street,  northerly  and  one 
from  Arthur  Kill  road,  zvesterly." 


111-37-BZ. 

APPLICANT — Scacchetti  and  Siegel,  for  181  Concourse, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  application  (decision  of  the  com¬ 
missioner  of  buildings)  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  residence 
use  district,  the  erection  and  maintenance  of  a 
multiple  dwelling  having  stores  on  the  first  story. 

PREMISES  AFFECTED — 2151-2161  Grand  Concourse 
and  161-169  East  181st  street,  northwest  corner 
(Block  No.  3162,  Lot  Nos.  45-50),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(111-37-BZ) 

Whereas,  Scacchetti  and  Siegel,  for  181  Concourse,  Inc., 
owner,  filed  March  11,  1937,  an  application  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance  of  a  multiple 
dwelling  having  stores  on  the  first  story,  premises  2151- 
2161  Grand  Concourse  and  161-169  East  181st  street,  north¬ 
west  corner  (Block  No.  3162,  Lot  No.  45-50),  Borough  of 
The  Bronx ;  and 

Whereas,  this  application  was  granted  by  the  board 
July  7,  1937,  on  certain  conditions  and  applicant  requests  an 
amendment  of  the  resolution. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
July  7,  1937,  be  and  it  hereby  is  amended,  so  that  as  amend¬ 
ed  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  21,  permitting  the  ground  floor  along  the 
Grand  Concourse  to  be  used  for  limited  business  pur- 
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poses,  including  the  portion  of  the  plot  now  used  as  a 
legal,  non-conforming  use,  established  prior  to  1916,  on 
condition  that  there  shall  be  constructed  a  multiple 
dwelling  not  less  than  6  stories  in  height  as  indicated 
on  plans  filed  with  this  appeal ;  that  there  shall  be  con- 
structed  facing  the  Grand  Concourse  a  court  to  be 
landscaped,  not  less  than  18  ft.  in  width,  so  that  the 
total  frontage  occupied  for  store  and  business  use  of 
entire  building  facing  Grand  Concourse  including  also 
rear  yard  shall  not  exceed  126  ft.  as  against  106  feet 
of  present  business  use;  that  the  masonry  openings 
of  store  fronts  shall  not  exceed  10  ft.  above  the 
highest  point  of  sidewalk  grade  at  building  line ,  sub¬ 
stantially  as  indicated  on  revised  plans  marked  ‘re¬ 
ceived  February  10,  1939’ ;  that  the  shop  fronts  shall  be 
constructed  of  sub-divided  lights  so  as  to  present  a 
retail  use ;  that  advertising  of  business  uses  shall  be 
limited  to  non-illuminated  signs  attached  to  glass  of 
show  windows  and  store  doors,  excluding  any  illumin¬ 
ated  signs  behind  show  windows  within  view  of  the 
Grand  Concourse ;  that  the  business  uses  in  these  stores 
shall  not  include  meat  markets,  fish  markets,  delicates¬ 
sens  or  bakeries  with  bake  ovens,  funeral  parlors  or 
any  other  use  deemed  objectionable  by  the  commission¬ 
er  ;  that  ornamental  walls  and  grill  fence  shall  be  con¬ 
structed  across  the  landscaped  court ;  that  no  store  shall 
exceed  a  depth  of  50  ft. ;  that  there  shall  be  no  open¬ 
ings  from  these  stores  to  any  other  part  of  building 
and  no  store  use  permitted  in  the  cellar ;  that  the  walls 
separating  store  occupancy  from  balance  of  building  shall 
not  be  less  than  12  inches  of  brick ;  that  complete  work¬ 
ing  drawings  shall  be  submitted  to  the  board  and  ap¬ 
proved  by  the  chairman  in  behalf  of  the  board  before 
same  are  filed  with  the  commissioner  of  buildings;  and 
that  all  permits  shall  be  obtained  and  all  work  involved 
shall  be  completed  within  one  year  from  the  date  of 
this  amended  resolution. 

Resolved,  further,  that  in  the  event  the  owner  desires 
to  place  the  main  entrance  on  the  Concourse  side,  that 
such  entrance  may  be  through  the  landscaped  court,  as 
shown  on  plans  approved  as  complying  with  this  reso¬ 
lution,  provided  that  other  than  for  necessary  walks, 
the  remainder  of  the  court  shall  be  landscaped  and 
that  the  distance  from  the  building  line  to  the  front 
of  the  vestibule  shall  be  not  less  than  35  ft.” 


459-37-BZ. 

APPLICANT — MacMurray  Holding  Corporation,  for  The 
Mutual  Life  Insurance  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  application  (decision  of  the 
commissioner  of  buildings)  under  sections  7h  and 
21  of  the  building  zone  resolution,  permitting  partly 
in  a  business  use  district,  partly  in  a  retail  use 
district  and  partly  in  a  restricted  retail  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 886  Seventh  avenue  and  201- 
209  West  56th  street,  northwest  corner  (Block  No. 
1028,  Lot  Nos.  25,  27,  29  and  29)4),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  J.  A.  Boehme. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  . 4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(459-37-BZ) 

Whereas,  MacMurray  Holding  Corporation,  for  The 
Mutual  Life  Insurance  Company,  owner,  filed  September 


27,  1937,  an  application  under  the  building  zone  resolution, 
to  permit  partly  in  a  business  use  and  partly  in  a  retail 
use  and  partly  in  a  restricted,  retail  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years,  parking 
and  storage  of  more  than  five  (5)  motor  vehicles ;  prem¬ 
ises:  886  Seventh  avenue  and  201-209  West  56th  street, 
northwest  corner  (Block  No.  1028,  Lot  Nos.  25,  27,  29  and 
29)4),  Borough  of  Manhattan;  and 

Whereas,  the  application  was  granted  by  the  board 
November  9,  1938,  on  certain  conditions  and  applicant 
requested  an  amendment  of  the  resolutions  as  to  the  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  November  9,  1938,  only  so 
far  as  it  refers  to  time  within  which  to  obtain  permits  and 
complete  the  work,  so  that  as  amended  that  portion  of  the 

resolution)  shall  read :  .  .. 

“That  all  permits  required  shall  be  obtained  and  all 
work  completed  within  two  months  from  the  date  of 
this  amended  resolution.” 


416-38-BZ. 

APPLICANT— Emanuel  H.  Jerabek,  for  Josephine  Pok- 
orny,  owner. 

SUBJECT— Application  for  consideration  —  reopening, 

amendment  of  resolution  and  approval  of  plans 
re  application  (decision  of  the  borough  superin¬ 
tendent  of  buildings)  under  sections  7a  and  21  of 
the  building  zone  resolution,  permitting  in  a.  busi¬ 
ness  use  district,  the  extension  and  conversion  of 
occupancy  of  an  existing  building,  to  a  garage  for 
more  than  five  (5)  motor  vehicles  and,  also,  a 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 162-42  to  162-44  Pidgeon 
Meadow  road  (Fresh  Meadow  road),  west  side, 
235.23  ft.  north  of  Laburnum  aevnue  (Block  No. 
5461,  Lot  Nos.  44,  46,  47  and  49),  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES—  .  ,  ^  „ 

For  Applicant:  Joseph  Lubin  and  Emanuel  H. 
Jerabek. 

ACTION  OF  BOARD— Application  reopened,  resolution 
amended  and  plans  approved. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  APPROVE  PLANS— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ” 

Absent  .  " 

THE  RESOLUTION— 

(416-38-BZ) 

Whereas,  Emanuel  H.  Jerabek,  for  Josephine  Pokorny, 
owner,  filed  May  27,  1938,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit,  in  a  business  use  district, 
the  extension  and  conversion  of  occupancy  of  an  existing 
building  to  a  garage  for  mone  than  five  (5)  motor  vehicles 
and  also  a  motor  vehicle  repair  shop ;  premises :  162-42 
to  162-44  Pidgeon  Meadow  road  (Fresh  Meadow  road), 
west  side,  235.23  ft.  north  of  Laburnum  avenue  (Block 
No.  5461,  Lot  Nos.  44,  46,  47  and  49),  Flushing,  Borough 
of  Queens ;  and 

Whereas,  this  application  was  granted  by  the  board 
October  18,  1938,  on  certain  conditions,  resolution  amended 
December  13,  1938,  and  applicant  requested  a  further 
amendment  of  the  resolution  and  approval  of  plans. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
October  18,  1938,  as  amended  December  13,  1938,  be  and 
it  hereby  is  further  amended  so  that  as  amended  the  reso¬ 
lution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is 
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granted  under  section  21,  to  permit  the  existing  gaso¬ 
line  station  and  automobile  repair  shop  to  be  recon¬ 
structed  and  rearranged  substantially  as  indicated  on 
revised  plans  marked  ‘Received  October  18,  1938,’ 
on  condition  that  all  structures  now  existing  on  the 
premises  shall  be  entirely  removed ;  that  the  plot  now 
used  as  a  gasoline  station,  shall  not  be  further  ex¬ 
tended  ;  that  only  one  new  structure  shall  be  con¬ 
structed,  one  and  two  stories  in  height,  to  be  occupied 
on  the  ground  floor  for  repair  shop  and  garage  for 
more  than  five  (5)  motor  vehicles,  and  on  the  2nd 
story  as  living  quarters  for  the  owner ;  that  this  build¬ 
ing  shall  be  constructed  with  brick  walls  and  shall 
comply  in  all  respects  for  a  Class  3  building,  ex¬ 
cept  that  the  ceiling  of  the  garage  portion  shall 
be  fire-retiarded  with  metal  lath  and  54-inch  cq- 
ment  plaster  throughout  and  any  exit  from  the  2nd 
story  shall  be  enclosed  on  the  1st  story  with  walls 
or  partitions  of  similarly  fire-retarded  construction  on 
both  sides  and  provided  there  is  also  installed  within 
the  1st  story  directly  under  the  portion  to  be  used 
for  living  quarters,  sprinkler  heads  fed  by  a  street 
tap,  not  less  than  1  inch  in  diameter,  that  plans  show¬ 
ing  the  lay-out  of  the  sprinkler  equipment  shall  be 
submitted  to  the  board  for  approval  prior  to  filing 
with  the  borough  superintendent;  that  in  the  event 
the  owner  desires  to  construct  the  floor  under  the 
portion  to  be  occupied  for  residential  purposes  of 
Class  1  construction  in  place  of  installing  the  fire- 
retarding  and  sprinkler  system,  as  hereinbefore  re¬ 
quired,  such  construction  may  be  substituted  therefor ; 
that  any  skylights  in  the  rear  portion  shall  be  glazed 
with  plain  glass  with  screen  over  and  under;  with 
no  skylight  nearer  than  5  ft.  to  any  portion  of  the 
2nd  story;  that  window  frames  and  sash,  door  frames 
and  doors  may  be  of  wood ;  that  the  entire  plot  shall 
be  graded  substantially  to  the  grade  of  Fresh  Meadow 
road,  and  where  not  occupied  by  walls  and  accessory 
buildings,  such  portion  shall  be  cement  paved ;  that  on 
the  interior  lot  lines  there  shall  be  erected  a  substantial 
woven-wire  fence  of  the  anchor  post  type,  not  less  than 
6  ft.  in  height,  except  where  rear  walls  of  accessory 
buildings  occur ;  that  gasoline  pumps  shall  be  erected 
not  nearer  than  10  ft.  to  the  new  street  line  of  Fresh 
Meadow  road ;  that  curb  cut  entrances  shall  not  ex¬ 
ceed  those  now  existing,  which  consist  of  two,  one 
forty  ft.  in  width  and  one  thirty  ft.  in  width,  as  cov¬ 
ered  by  existing  permits ;  that  all  signs  shall  be  restrict¬ 
ed  to  permanent  signs  attached  to  accessory  building 
and  to  the  globes  of  the  gasoline  pumps,  excluding  all 
roof  signs  and  temporary  signs,  but  permitting  the 
erection  within  the  building  line  of  one  post  standard 
for  supporting  a  sign,  which  may  be  illuminated  and 
advertising  only  the  brand  of  gasoline  sold,  provided 
no  sign  extends  beyo*id  the  building  line  for  a  distance 
of  more  than  4  ft. ;  that  there  shall  be  no  parking  or 
storage  of  cars  on  the  property  other  than  those 
being  serviced ;  that  no  portable  gasoline  tanks  shall  be 
used  on  or  from  the  premises;  and  that  all  permits 
shall  be  obtained  and  all  work  shall  be  completed 
within  one  year  from  December  13,  1938. 

Resolved  further,  that  the  plans  marked  ‘Received 
February  7,  1939’  are  hereby  approved  as  to  general 
location  of  the  sprinkler  heads,  as  above  required  in 
this  resolution,  but  not  requiring  that  the  sprinkler 
requirements  of  the  building  code  to  be  complied  with 
as  to  automatic  alarm  or  Siamese  connection.3’ 


666-38-BZ. 

APPLICANT — Benjamin  Braunstein,  for  Sunnyside 

Building  Corporation,  The  East  New  York  Sav¬ 
ings  Bank  and  Estate  of  Andrew  Wischerth 
(Charlotte  Power  and  Veronica  Wischerth,  ex¬ 
ecutrices),  owners. 

SUBJECT — Application  for  consideration  —  reopening, 

amendment  of  resolution  and  approval  of  plans — 


re  application  decision  of  the  acting  borough 
superintendent  of  buildings)  under  sections  7g  and 
21  of  the  building  zone  resolution,  permitting  in  a 
residence  use  district,  the  erection  and  maintenance 
of  a  garage  for  more  than  five  (5)  motor  vehicles 
to  be  operated  in  conjunction  with  a  proposed 
multiple  dwelling. 

PREMISES  AFFECTED — 101-125  Sunnyside  avenue, 
north  side,  210  ft.  1  in.  east  of  Miller  avenue 
(Block  No.  3885,  Lot  Nos.  10,  12,  41  and  part 
of  Lot  No.  100),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  plans  approved. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  APPROVE  PLANS— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION— 


(666-38-BZ) 

Whereas,  Benjamin  Braunstein,  for  Sunnyside  Building 
Corporation,  The  East  New  York  Savings  Bank,  Charlotte 
Power  and  Veronica  Wischerth,  executrices  of  Estate  of 
Andrew  Wischerth,  owners,  filed  July  26,  1938,  an  applica¬ 
tion  under  the  building  zone  resolution,  to  permit  in  a 
residence  use  district  the  erection  and  maintenance  of  a 
garage  for  more  than  five  motor  vehicles,  to  be  operated 
in  conjunction  with  a  proposed  multiple  dwelling;  prem¬ 
ises:  101-125  Sunnyside  avenue,  northside,  210  ft.  1  in. 
East  of  Miller  avenue  (Block  No.  3885,  Lot  Nos.  10,  12, 
41,  part  of  Lot  No.  100),  Borough  of  Brooklyn;  and 

Whereas,  this  application  was  granted  by  the  board 
October  25,  1938,  on  certain  conditions  and  applicant  re¬ 
quested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  amend  its  resolution  of  October  25,  1938,  so 
that  as  amended,  it  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  Building  Zone  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is 
granted,  under  Section  7-G,  to  permit  the  construction 
of  a  garage  as  proposed,  on  condition  that  such  garage 
shall  be  used  only  for  the  storage  of  automobiles  be¬ 
longing  to  the  tenants  of  the  apartment  house,  to  be 
erected  on  the  Highland  boulevard  portion  of  the  plot; 
that  there  shall  be  no  storage  of  gasoline,  other  than 
in  the  tanks  of  the  cars ;  that  no  repairing  or  other 
servicing  shall  be  permitted ;  that  complete  working 
drawings  shall  be  submitted  to  the  board  for  approval 
before  same  are  filed  with  the  Commissioner  of  Build¬ 
ings  and  that  additional  conditions  as  the  board  may 
consider  desirable,  may  be  required  after  such  plans 
are  submitted. 

Resolved  further,  that  the  plans  marked  “Received 
February  17,  1939”  are  hereby  approved  as  complying 
with  the  requirements  of  this  resolution,  on  condition 
that  the  garage  shall  be  constructed  of  fireproof  con¬ 
struction  throughout ;  that  the  second  means  of  exit 
shall  be  provided  as  shown ;  that  the  landscaping  shown 
shall  be  maintained  at  all  times  and  that  all  permits 
shall  be  obtained  and  all  work  completed  within  one 
year  from  the  date  of  this  amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  ORDERS 
1155-38- A. 

APPLICANT — Harold  J.  Levy,  for  Borough  Metal  and 
Scrap  Iron  Co.,  Inc.,  lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 1049-1065  Rockaway  avenue, 
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east  side,  32  ft.  7  in.  south  of  Linden  boulevard 
(Block  No.  3644A,  Lot  No.  4),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Harold  J.  Levy. 

For  Administration — Edwin  Meyer,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD— Laid  over  to  February  28,  1939,  at 
2  p.m.  Applicant  to  file  plans  with  the  board. 


151-39- A. 

APPLICANT— Rollin  C.  Bastress,  for  Douglaston  Park 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 49-16,  49-36  and  50-04  Doug¬ 
laston  parkway,  west  side,  between  Hanford  street 
(Forest  drive)  and  Maryland  road  and  49-49  Han¬ 
ford  street  (Block  No.  8171,  Lot  No.  19),  Doug¬ 
laston,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Rollin  C.  Bastress  and  E.  D.  Cod- 
dington. 

For  Administration— Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1939,  at 
p.  m.,  for  further  consideration  by  the  board. 


152-39- A. 

APPLICANT— Rollin  C.  Bastress,  for  Douglaston  Park 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 49-20,  49-24  and  49-30  Hanford 
street  (Forest  drive),  south  side,  373.11  ft.  west 
of  Douglaston  parkway  (Block  No.  8167,  Lot  No. 
98),  Douglaston,  Borough  of  Queens. 
APPEARANCES—  ^  T 

For  Applicant:  Rollin  C.  Bastress  and  E.  D.  Coa- 
dington. 

For  Administration:  Joseph  Ferro,  Department  or 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  February  28,  193y,  at 
2  p.m.,  for  further  consideration  by  the  board. 


158-39- A. 

APPLICANT— George  G.  Lake,  for  N.  H.  Lyons  and 
Company,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
deputy  commissioner,  division  of  housing,  depart¬ 
ment  of  housing  and  buildings. 

PREMISES  AFFECTED — 25  Bowery,  east  side,  49  ft.  1 
in.  south  of  Bayard  street  (Block  No.  289,  Lot  No. 
11),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1939,  at 
2  p.m.,  on  written  request  of  applicant,  also  verbal 
request  of  his  representative. 


664-38-A. 

APPLICANT — Superior  Cabinet  Corporation,  lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 3611  14th  avenue  (known  as 
3601-3623)  and  1401-1465  37th  street,  northeast 
corner  (4th  floor)  ;  (Block  No.  5349,  Lot  No.  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harold  H.  Teitelbaum. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 

THE  VOTE  TO  WITHDRAW — < 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


11 94-38- A. 

APPLICANT — S.  Brian  Baylinson,  for  Dr.  Margaret  E. 
Wells,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED' — 40  Riverside  drive,  northeast 
corner  of  West  76th  street  (Block  No.  1185),  Lot 
No.  49),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  S.  Brian  Baylinson  and  Dr.  Mar¬ 
garet  E.  Wells. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(1194-38-A) 

Whereas,  S.  Brian  Baylinson,  for  Dr.  Margaret  E.  Wells, 
owner,  filed  December  22,  1938,  an  appeal  with  the  Board 
of  Standards  and  Appeals  from  a  decision  of  the  borough 
superintendent  of  buildings,  affecting  premises :  40  River¬ 
side  drive,  northeast  corner  of  West  76th  street  (Block  No. 
1185,  Lot  No.  49),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  November  22,  1938,  in  acting  on  Alt.  2657- 
38,  reads : 

“Item  2.  Building  should  be  of  fireproof  construc¬ 
tion  throughout. 

Item  4.  Means  of  egress  are  inadequate.  Stairs 
should  be  enclosed  by  fireproof  enclosure  doors,  self¬ 
closing  fireproof.  Fire  escape,  if  acceptable,  should  be 
as  per  Section  6.2.1. 

Item  6.  Egress  from  cellar  is  also  inadequate.  En¬ 
gineer’s  exit  is  not  clear.  Stairs  should  be  3  ft.  0  in. 
wide  and  enclosed  to  street,  of  fireproof  material.  In¬ 
terior  cellar  stairs  not  acceptable,  as  shown.  All  par¬ 
titions  in  cellar  should  be  of  incombustible  materials. 

Item  11.  Show  B.L.  location  in  first  floor.  Door  in 
gate  beyond  building  line  is  not  permitted;  Show  per¬ 
mit  for  all  work  beyond  building  line.” 

Whereas,  the  building  is  non-fireproof,  four  stories 
(56  ft.)  in  height,  32  ft.  by  53  ft.  in  area  occupied  as  a 
private  dwelling ;  it  is  proposed  to  change  the  occupancy  to 
a  school  11  persons,  1st  story  20  persons;  2nd  story,  29 
persons ;  3rd  story,  30  persons ;  4th  story  and  5th  story, 
caretaker’s  residence,  3  persons ;  and 
Whereas,  applicant  contends  that  the  area  of  the  build¬ 
ing  on  each  story  is  small,  that  the  present  stairs  is  now 
enclosed  on  2  sides  with  brick  walls,  and  that  it  is  pro¬ 
posed  to  install  adequate  fire  escapes;  and 

Whereas,  this  matter  was  laid  over  for  an  inspection 
by  a  committee  of  the  board,  and  a  verbal  report  of  the 
inspection  was  made  by  the  chairman  recommending  that 
the  application  be  granted  with  conditions  as  stated  in  the 
resolution. 

Resolved,  that  the  decision  of  the  borough  superintend¬ 
ent,  acting  on  Alt.  App.  No.  2657-38,  be  and  it  hereby  is 
modified,  and  the  appeal  be  and  it  hereby  is  granted  for  a 
temporary  period  of  ten  years,  to  permit  the  building  under 
appeal  to  be  occupied  as  a  private  school,  on  condition  that 
an  exterior  fire-escape,  substantially  as  indicated  on  plans 
filed  with  the  appeal,  shall  be  constructed  to  provide  sec¬ 
ond  means  of  exit;  that  the  ceiling  throughout  the  cellar 
shall  be  fire-retarded,  and  where  now  fire-retarded,  shall  be 
put  in  a  good  state  of  repair;  that  the  private  elevator  shall 
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be  entirely  removed  and  the  shaft  blocked  off,  at  each 
floor  level,  with  fire-retarding  material ;  that  a  means  of 
exit  shall  be  provided  from  top  story  to  the  roof,  by  means 
of  a  60-degree  steel  stairway  with  a  door  opening  upon  the 
roof,  which  shall  be  available  for  exit  at  all  times;  that 
a  steel  ladder  shall  be  placed  from  roof  to  parapet  of  ad¬ 
joining  building  to  the  east;  that  there  shall  be  installed  in 
the  cellar,  sprinkler  heads  attached  to  the  domestic  water 
supply  of  the  building;  that  a  similar  sprinkler  protection 
shall  be  installed  in  the  kitchen ;  that  the  stairway  from  the 
cellar  shall  be  enclosed  in  fire-retarded  partitions,  with 
fireproof,  self-closing  doors  at  1st  story  level ;  that  such 
portable,  fire-fighting  appliances  shall  be  installed  through¬ 
out  the  building,  as  the  fire  commissioner  shall  direct;  that 
the  proposed  Engineer’s  ladder  on  the  Riverside  drive  front 
of  building,  shall  be  installed  as  a  secondary  exit  from  the 
cellar;  that  in  ail  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  rules  and  regulations  applicable 
thereto. 


16-39-A. 

APPLICANT — Vincent  C.  Todaro,  for  Providence  To- 
daro,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 1901-1911  West  12th  street  and 
50-60  Avenue  S,  southeast  corner  (Block  No.  7077, 
Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Vincent  C.  Todaro. 

For  Administration:  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  the  board  hav¬ 
ing  no  power  to  vary  the  Multiple  Dwelling  Law. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(16-39-A) 

Whereas,  Vincent  S.  Todaro,  for  Providence  A.  Todaro, 
owner,  filed  on  January  9,  1939,  an  appeal  from  a  decision 
of  the  acting  borough  superintendent,  affecting  premises 
1901-1911  West  12th  street  and  50-60  Avenue  S,  southeast 
corner  (Block  No.  7077,  Lot  No.  1),  Borough  of  Brooklyn; 
and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  dated  December  29,  1938,  on  Alt.  App.  No.  13171- 
38,  reads: 

“1.  Existing  occupancy  as  shown  on  plan  and  in 
answer  to  question  No.  3  of  specifications,  does  not 
agree  with  Department  records,  regarding  studio  and 
office  on  the  1st  floor. 

2.  Provide  fire  wall  separating  extension  from 
existing  building  as  per  Sec.  4.2.3.  of  Building  Code. 

3.  Conversion  of  part  of  frame  building  in  the  fire 
limits  to  business  use,  contrary  to  Section  4.1. a  and 
Section  4.2.1  as  provided  in  Section  2. 1.3.5  of  Code. 

4.  Comply  with  Section  57  of  the  Multiple  Dwelling 
Law.  Application  is  therefore  denied.” 

and 

Whereas,  the  building  is  2  stories  and  attic  (33  ft.)  in 
height,  27  ft.  by  60  ft.  at  1st  story  and  27  ft.  by  52  ft. 
above,  on  a  lot  100  ft  by  100  ft.  in  area ;  of  frame  con¬ 
struction ;  erected  in  1894;  located  in  a  business  use,  “C” 
area  and  occupied:  Cellar — laundry  and  storage;  1st  floor 
—studio  apartment  (1  family)  ;  2nd  floor — 2  families;  3rd 
floor,  1  family,  for  which  no  certificate  of  occupancy  has 
been  issued;  and 

Whereas,  the  building  is  a  two-story  and  attic  frame 
heretofore  converted  multiple  dwelling,  the  first  floor  hav¬ 
ing  been  occupied  for  over  19  years  by  appellant  as  an 
architect’s  studio  and  apartment,  the  second  floor  by  2 


families  and  the  3rd  floor  by  1  family.  The  records  of  the 
housing  division,  note  the  existence  of  an  office,  in  their 
records  part  of  building  marked  as  porch  in  the  I-card  was 
used  as  a  studio,  although  divan  and  other  furniture  might 
have  given  the  aspect  of  a  porch.  As  the  new  extension 
is  to  be  of  Class  III  type  of  construction,  permissible 
under  Section  4.1. f.,  reference  to  Section  4.2.3  in  objection 
2  is  in  error,  as  the  building,  after  alteration  does  not 
exceed  the  limits  of  height  and  area  prescribed  in  Section 
4.2.1.  Area  of  building  after  alteration  will  be  1784  sq.  ft., 
or  18%  of  area  of  lot,  southerly  side  wall  being  about  56 
ft.  away  from  the  southerly  lot  line  and  easterly  wall  of 
36  ft.  away  from  easterly  line,  present  height  of  35  feet 
(average)  will  not  be  changed  by  alteration.  Sections 
4.1.2  and  4.2.1  do  not  apply,  as  proposed  extension  is  to  be 
of  Class  III  construction  and  the  proposed  extension  does 
not  alter  the  present  occupancy  and  that  the  present  use  is 
not  in  conflict  with  the  labor  law,  multiple  dwelling  law, 
or  the  building  zone  resolution,  as  required  by  Section 
2.1. 3.5 ;  and 

Whereas,  the  board  deemed  that  the  extension  proposed, 
is  contrary  to  Section  57  of  the  multiple  dwelling  law, 
which  the  board  is  without  power  to  vary. 

Resolved,  that  the  appeal  be  and  it  hereby  is  withdrawn, 
the  board  having  no  power  to  vary  the  multiple  dwelling 
law. 


45-39-A. 

APPLICANT — George  G.  Miller,  for  Woodside  Avenue 
Estates,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  su¬ 
perintendent  of  buildings. 

PREMISES  AFFECTED— 37-60  76th  street,  west  side, 
between  Roosevelt  avenue  and  37th  road  and 
75-11  to  75-19  Roosevelt  avenue  (Block  No.  1286, 
Lot  No.  66),  Jackson  Heights,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  George  G.  Miller  and  Samuel 
Solomon. 

For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

N  egative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(45-39-A) 

Whereas,  George  G.  Miller,  for  Woodside  avenue  Es¬ 
tates,  Inc.,  filed  on  January  13,  1939,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
75-11  to  75-19  Roosevelt  avenue,  37-60  76th  street,  west 
side,  between  Roosevelt  avenue  and  37th  road  (Block  No. 
1286,  Lot  66),  Jackson  Heights,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
re  N.B.  App.  No.  10572-38,  dated  January  9,  1939,  reads: 
“1.  Building  being  partly  located  in  the  bed  of  a 
street  as  shown  on  the  maps  must  be  approved  by  the 
Board  of  Standards  and  Appeals  as  required  by  Gen¬ 
eral  City  Law  No.  35. 

2.  8  in.  walls  are  more  than  13  ft.  in  height. 

3.  Cellar  exits  not  remote. 

4.  Cellar  stairs  must  be  enclosed  in  4  in.  T.C.  and 
F.P.S.C.  door. 

5.  Proper  exits  from  cellar  areas  not  provided. 

6.  Show  window  bulkheads  to  have  8  in.  brick.” 

and 

Whereas,  the  proposed  building  will  be  one  story,  13  ft. 
in  height,  83.89  ft.  by  100  ft.  in  area ;  of  non-fireproof  con¬ 
struction ;  located  in  a  business  use  district;  to  be  occupied: 
Cellar— storage ;  1st  floor— store,  12  persons;  and* 
Whereas,  the  applicant  contends,  as  to  objection  1,  that 
on  the  76th  street  frontage,  the  City  contemplated  widening 
the  street  from  50  ft.  to  60  ft.,  taking  5  feet  of  land  from 
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each  property  owner ;  that  although  the  City  prepared  maps 
on  August  23,  1911,  and  on  November  2,  1911,  they  were 
approved  by  the  Board  of  Estimate  and  Apportionment 
and  on  November  18,  1911,  the  maps  were  signed  by  the 
mayor,  it  was  found  upon  inquiry  at  the  Board  of  Es¬ 
timate  and  Apportionment  on  January  10th,  1939,  that  no 
proceedings  have  been  started  to  acquire  title  to  the  5 
feet  of  land  and  it  is  reasonable  to  assume  that  the  City 
does  not  intend  to  widen  this  street,  as  so  much  time  has 
elapsed  since  the  start  of  the  proceedings ;  furthermore, 
that  should  the  City  take  title  to  said  5  feet,  it  would 
be  a  simple  matter  to  cut  down  and  rebuild  the  proposed 
one-story  taxpayer;  in  answer  to  Objection  2,  applicant 
requests  permission  to  build  8  in.  brick  walls  enclosing  the 
west  lot  line  and  also  on  37th  road,  as  the  height  of  this  wall 
from  floor  to  floor  is  12  ft.  2  in.  high  and  is  adequately 
buttressed,  thereby  creating  a  panel  wall.  In  answer  to 
Objections  3  and  5,  the  space  in  the  cellar  under  each 
store  will  be  used  for  the  storage  of  materials  only  and 
will  be  enclosed  by  3  in.  gypsum  block  partitions ;  the 
cellar  ceiling  will  be  fire-retarded  and  it  is  therefore  re¬ 
quested  this  arrangement  be  accepted ;  in  answer  to  Ob¬ 
jection  4,  as  each  storage  room  in  the  cellar  is  enclosed 
with  3  in.  gypsum  block  partitions,  permission  is  requested 
to  omit  the  terra  cotta  block  and  fireproof  door  enclosure 
around  each  stairway;  in  answer  to  Objection  6,  permis¬ 
sion  is  requested  to  construct  the  store  show  window  bulk¬ 
heads  of  wood  studs  and  protected  on  the  exterior  side 
with  an  incombustible  material ;  and 

Whereas,  the  premises  under  appeal  was  inspected  by  a 
committee  of  the  board  to  check  on  the  conditions  as  to 
other  buildings  in  the  area. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Application  No.  10572-38,  be  and  it  hereby  is 
modified,  and  the  appeal  be  and  it  hereby  is  granted  under 
Section  35  of  the  General  City  Law,  to  permit  the  building, 
as  shown  on  plans  filed  with  the  borough  superintendent 
under  N.B.  Application  No.  10572-38  on  December  21,  1938, 
to  be  extended  beyond  the  established  building  line  into  the 
bed  of  76th  street  for  a  distance  of  5  ft.,  on  condition  that 
in  the  event  the  land  is  condemned  by  the  City  for  street 
widening  of  76th  street,  no  claim  will  be  made  for  the  cost 
of  the  improvements,  as  set  forth  in  the  agreement  duly 
signed  by  owner  and  filed  at  hearing  with  this  appeal  and 
marked  “Received  February  15,  1939”;  that  in  the  event  the 
cellar  is  sub-divided  by  masonry  partitions  from  floor  to 
ceiling,  to  provide  individual  cellar  spaces  for  the  stores 
on  the  first  floor,  that  the  stairs  from  such  spaces  to  the 
stores  may  be  open  stairs,  provided  the  cellar  space  in 
connection  with  such  stores  does  not  exceed  800  sq.  ft. ; 
that  if  such  cellar  space  exceeds  800  sq.  ft.,  there  shall  be 
a  second  means  of  exit  provided,  consisting  of  area  beyond 
the  building  line  with  an  Engineer’s  ladder  therein  and 
that  in  all  other  respects  all  laws,  rules  and  regulations 
applicable  to  the  use  and  construction  of  building  shall  be 
complied  with. 

61-39- A. 

APPLICANT — Philip  Bardes,  for  Philip  Rosenblatt,  les¬ 
see. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED1 — 133  Bowery,  east  side,  50  ft. 

1  in.  north  of  Grand  street  (Block  No.  423,  Lot 
No.  3),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Philip  Rosenblatt  and  Philip 
Bardes. 

For  Administration :  Edwin  Meyer,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(61-39-A) 

Whereas,  Philip  Bardes,  for  Philip  Rosenblatt,  lessee, 
filed  January  17,  1939,  an  appeal  from  an  order  and  a  deci¬ 
sion  of  the  fire  commissioner,  affecting  premises  133  Bow¬ 
ery,  east  side,  50  ft.  1  in.  north  of  Grand  street  (Block  No. 
423,  Lot  No.  3),  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  14753- 
LC,  dated  November  7,  1938,  reads: 

“1.  Discontinue  the  storage  and  use  of  nitrocellulose 
products  on  the  premises  mentioned  above  for  the 
following  reasons : 

A — Building  is  not  equipped  with  an  approved  sys¬ 
tem  of  automatic  sprinklers.  Sec.  C19- 110.6 

B — Vertical  openings  in  building  between  floors,  in¬ 
cluding  stairways,  elevators  and  dumb-waiters 
are  not  enclosed  or  otherwise  protected  as  speci¬ 
fied  in  title  C  of  Chapter  26  of  the  Code.” 

and 

Whereas,  said  order  was  repeated  in  a  decision  of  the 
fire  commissioner,  dated  January  9,  1939;  and 
Whereas,  the  building  is  25  ft.  1  in.  by  86  ft.  7  in.  in 
area  at  1st  floor,  25  ft.  by  50  ft.  in  area  above,  three  stories 
(34  ft.  6  in.)  in  height,  of  non-fireproof  construction, 
erected  in  1840,  located  in  an  unrestricted  use  district  and 
occupied:  Cellar — storage;  1st  floor — store — 2  persons;  2nd 
floor — office  and  manufacturing  of  celluloid  novelties — 3 
persons ;  3rd  floor — vacant ;  and 
Whereas,  the  applicant  contends  that  the  celluloid  work 
is  done  on  the  rear  of  the  second  story  extension ;  that  not 
more  than  30  lbs.  of  celluloid  will  be  stored  at  one  time 
and  when  not  in  use,  will  be  stored  in  an  approved  type 
metal  container,  vented  to  the  outer  air  and  located  at  the 
rear  wall ;  that  a  small  electric  roller  is  used  to  adhere  the 
celluloid  to  photographs;  that  there  is  a  man  in  attendance 
at  this  roller,  during  the  operation ;  that  in  view  of  small 
occupancy  and  small  amount  of  celluloid  stored,  it  is  re¬ 
spectfully  requested  the  application  be  granted. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
14753-LC,  be  and  it  hereby  is  modified,  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  not  more  than 
30  lbs.  of  sheet  celluloid  used  in  photographic  sheet  pro¬ 
duction  shall  be  maintained  on  the  premises  and  that  such 
celluloid  shall  be  stored  in  an  approved  metal  cabinet;  that 
the  ceiling  throughout  the  second  story  shall  be  fire-re¬ 
tarded  in  accordance  with  the  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals ;  that  this  modification  shall  continue  only 
so  long  as  conditions  as  set  forth  and  as  required  by  this 
resolution,  shall  be  maintained  to  the  satisfaction  of  the 
fire  commissioner  and  so  long  as  the  3rd  story  is  not  occu¬ 
pied,  except  for  the  storage  of  incombustible  materials. 


101-39-A. 

APPLICANT — Scacchetti  and  Siegel,  for  Namrac  Realty 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  su¬ 
perintendent  of  buildings. 

PREMISES  AFFECTED — 316  West  104th  street,  south 
side,  160  ft.  east  of  Riverside  drive  (Block  No. 
1890,  Lot  No.  69),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Max  Siegel,  Dr.  Margaret  E. 

Wells,  Sophia  A.  Olmsted  and  A.  S.  Carman. 
For  Administration :  Fred  Duhlem  and  Deputy 
Commissioner  Harry  M.  Prince,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 


THE  RESOLUTION— 
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(101-39-A) 

Whereas,  Scacchetti  and  Siegel,  for  Namrac  Realty 
Corporation,  owner,  filed  January  27,  1939,  an  appeal  from 
i  decision  of  the  borough  superintendent  of  buildings, 
ffecting  premises  316  West  104th  street,  south  side,  160 
it.  east  of  Riverside  drive  (Block  No.  1890,  Lot  No.  69), 
fiorough  of  Manhattan ;  and 

:  Whereas,  the  decision  of  the  borough  superintendent, 
>n  Alt.  Applic.  No.  3666-1938,  dated  January  16,  1939, 
eads : 

“A-2  C.O.  No.  7262  was  issued  for  the  following  use : 
Cellar  Storage 

Basement  Private  School 

1st  story  “  “ 

2nd  story  “  “ 

3rd  story  “  “ 

4th  story  Dwelling 

Records  of  the  Division  of  Housing  indicate  use  of 
entire  building  for  private  school.  Under  recent  opinion 
of  the  Corporation  Counsel,  the  proposed  conversion 
of  a  hereafter  converted  “A”  Multiple  Dwelling  is  not 
acceptable.  Building  must  conform  to  Sec.  8  M.D.L. 
for  buildings  hereafter  erected.” 
nd 

Whereas,  the  building  is  20  ft.  by  55  ft.  in  area,  4  stories, 
asement  and  cellar,  54  ft.  in  height,  of  non-fireproof  con- 
ruction,  located  in  a  residence  use,  “B”  area  district, 
ected  in  1891  and  occupied  since  1923  as  a  private  school 
i  conjunction  with  No.  318  West  104th  street;  and 
|  Whereas,  it  is  proposed  to  occupy  this  building  as  fol- 
ws  :  Cellar — storage  ;  basement — housekeeping  apartment ; 
4,  2nd  and  3rd  floors— housekeeping  apartments ;  4th  floor 
-duplex  apartment ;  and 

Whereas,  the  applicant  contends  that  the  borough  super- 
tendent’s  objection  appears  to  be  predicated  on  a  dis- 
epancy  in  the  classification  records  of  the  division  of 
msing  and  the  division  of'  buildings  and  upon  a  corpora- 
3n  counsel’s  opinion ;  that  the  Board  of  Standards  and 
ppeals  has  rendered  decisions  on  similar  matters  (see 
al.  No.  962-38-A  and  Cal.  No.  968-38-A),  which  are  con- 
ary  to  the  corporation  counsel’s  opinion ;  that  in  view  of 
ese  decisions  and  the  fact  that  these  buildings  have  not 
st  their  status  as  dwellings,  having  been  erected  in  1891 
:  private  dwellings  and  used  as  such  until  1923,  at  which 
ne  they  were  partly  converted  to  a  private  school  con¬ 
fining  dwelling  use  on  the  4th  floor,  they  should  be  con- 
fiered  as  converted  dwellings.  The  legal  occupancy  in 
29  was  a  public  and  residence  building  under  certificate 
1  occupancy  No.  7262 ;  that  the  alteration  proposed  is 
:edfically  permitted  by  Section  8,  Subdivisions  1  and  6, 
loviding  the  building  is  made  to  comply  with  Article  6  of 
te  multiple  dwelling  law ;  that  to  hold  otherwise  would 
<prive  the  owner  of  a  reasonable  legal  use  of  the  property, 
nich  would  be  tantamount  to  confiscation  as  these  build- 
iys  cannot^  be  altered  to  conform  to  hereafter  erected 
(veilings  without  completely  reconstructing  same ;  that  the 
(emotions  in  the  multiple  dwelling  law  under  Article  6 
;d  Section  8,  clearly  intended  to  apply  to  these  buildings 
t  avoid  such  reconstruction  ;  and 

Whereas,  in  the  opinion  of  the  board,  the  use  of  the 
Hiding  throughout  has  been  as  a  private  school  in  con- 
jnction  with  No.  318  West  104th  street  and  as  such, 
cinot,  under  section  8  of  the  multiple  dwelling  law.  be 
^ered  to  a  converted  dwelling  to  comply  with  the  require- 
'■nts  of  Article  6;  and 

Whereas,  the  board  deems  that  it  is  without  power  to 
edify  the  requirements  of  the  multiple  dwelling  law. 
Resolved,  that  the  decision  of  the  boronnh  superinten- 
■  it.  acting  on  Alt.  Application  No.  3666-38.  be  and  it 
Heby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 
Hied. 


1 1-39- A. 

1 ’PLICA  NT — Scacchetti  and  Siegel,  for  Namrac  Realty 
Corporation,  owner. 


SUBJECT. — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 318  West  104th  street,  south 
side,  140  ft.  east  of  Riverside  drive  (Block  No. 
1890,  Lot  No.  70),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Max  Siegel,  Dr.  Margaret  E. 

Wells,  Sophia  A.  Olmsted  and  A.  S.  Carman. 
For  Administration:  Fred  Dahlem  and  Deputy 
Commissioner  Harry  M.  Prince,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  q 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  . .  4 

Absent  .  .  q 

THE  RESOLUTION— 

(102-39- A) 

Whereas,  Scacchetti  and  Siegel,  for  Namrac  Realty 
Corporation,  owner,  filed  January  27,  1939,  an  appeal  from 
a  decision  of  the  borough  superintendent  of  buildings 
affecting  premises  318  West  104th  street,  south  side  140 
ft.  east  of  Riverside  drive  (Block  No.  1890,  Lot  No  ’  70) 
Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 

on  Alt.  Applic.  No.  3665-1938,  dated  January  16  1939 

reads : 

A-2  C.O.  No.  7262  was  issued  for  the  following  use : 
Cellar  Storage 

Basement  Private  School 

1st  story  “  “ 

2nd  story  “  " 

3rd  story  "  “ 

4th  story  Dwelling 

Records  of  the  Division  of  Housing  indicate  use  of 
entire  building  for  private  school.  Under  recent  opinion 
of  the  Corporation  Counsel,  the  proposed  conversion 
to  a  hereafter  converted  “A”  Multiple  Dwelling  is  not 
acceptable.  Building  must  conform  to  Sec.  8  M.D.L. 
for  buildings  hereafter  erected.” 

and 

Whereas,  the  building  is  20  ft.  by  55  ft.  in  area,  4  stories, 
basement  and  cellar,  54  ft.  in  height,  of  non-fireproof  con¬ 
struction,  located  in  a  residence  use,  “B”  area  district, 
erected  in  1891  and  occupied  since  1923  as  a  private  school 
in  conjunction  with  No.  316  West  104th  street;  and 

Whereas,  it  is  proposed  to  occupy  this  building  as  fol¬ 
lows  :  Cellar — storage  ;  basement — housekeeping  apartment ; 
1st,  2nd  and  3rd  floors — housekeeping  apartments;  4th  floor 
— duplex  apartment;  and 

Whereas,  the  applicant  contends  that  the  borough  super¬ 
intendent’s  objection  anpears  to  be  predicated  on  a  dis¬ 
crepancy  in  the  classification  records  of  the  division  of 
housing  and  the  division  of  buildings  and  unon  a  corpora¬ 
tion  counsel’s  opinion ;  that  the  Board  of  Standards  and 
Appeals  has  rendered  decisions  on  similar  matters  (see 
Cal.  No.  962-38-A  and  Cal.  No.  968-38-A),  which  are  con¬ 
trary  to  the  corporation  counsel’s  opinion  ;  that  in  view  of 
these  decisions  and  the  fact  that  these  buildings  have  not 
lost  their  status  as  dwellings,  having  been  erected  in  1891 
as  private  dwellings  and  used  as  such  until  1923.  at  which 
time  they  were  partly  converted  to  a  private  school  con¬ 
taining  dwelling  use  on  the  4th  floor,  they  should  be  con¬ 
sidered  as  converted  dwellings.  The  legal  occupancy  in 
1929  was  a  public  and  residence  building  under  certificate 
of  occunancy  No.  7262 ;  that  the  alteration  proposed  is 
specifically  permitted  bv  Section  8,  Subdivisions  1  and  6. 
providing  the  building  is  made  to  complv  with  Article  6  of 
the  multiple  dwelling  law;  that  to  hold  otherwise  would 
denrive  the  owner  of  a  reasonable  legal  use  of  the  property, 
which  would  be  tantamount  to  confiscation  as  these  build¬ 
ings  cannot  be  altered  to  conform  to  hereafter  erected 
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dwellings  without  completely  reconstructing  same ;  that  the 
exemptions  in  the  multiple  dwelling  law  under  Article  6 
and  Section  8,  clearly  intended  to  apply  to  these  buildings 
to  avoid  such  reconstruction ;  and 

Whereas,  in  the  opinion  of  the  board,  the  use  of  the 
building  throughout  has  been  as  a  private  school  in  con¬ 
junction  with  No.  316  West  104th  street  and  as  such, 
cannot,  under  section  8  of  the  multiple  dwelling  law,  be 
altered  to  a  converted  dwelling  to  comply  with  the  require¬ 
ments  of  Article  6;  and 

Whereas,  the  board  deems  that  it  is  without  power  to 
modify  the  requirements  of  the  multiple  dwelling  law. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  acting  on  Alt.  Application  No.  3665-38,  be  and  it 
hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 
denied. 


11 7-39- A. 

APPLICANT— Mortimer  Weitz,  for  Terminal  Egg  Case 
Company,  lessee. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 392  Greenwich  street  and  66-68 
Beach  street,  southwest  corner  (Block  No.  186, 
Lot  No.  30),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Mortimer  Weitz  and  Samuel  L. 
Kaufman. 

For  Administration :  Edwin  Meyer,  Fire  Depart¬ 


ment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  ...  . .  0 

THE  RESOLUTION— 

(117-39- A) 


Whereas,  Mortimer  Weitz,  for  Terminal  Egg  Case 
Company,  lessee,  filed  on  February  1,  1939,  an  appeal  from 
an  order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  392  Greenwich  street  and  66-68  Beach  street, 
southwest  corner  (Block  No.  186,  Lot  No.  30),  Borough 
of  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
January  S,  1939,  reads: 

“Responding  to  your  request  of  December  15,  1938, 
we  have  been  advised  that  the  Board  of  Standards 
and  Appeals  will  accept  a  letter  from  this  Department 
when  an  applicant  has  exceeded  the  time  limit  in  which 
to  file  an  appeal.  We  are  therefore  quoting  Order  No. 
14666-LC,  issued  against  your  concern  on  October  28, 
1938,  with  reference  to  your  application  to  store  empty 
wooden  cases : 

1.  Install  an  approved  automatic  sprinkler  system 
having  at  least  one  source  of  assured  water  sup¬ 
ply  pursuant  to  the  provisions  of  Section  C19-11.0. 
Art.  1,  New  York  City  Administrative  Code.” 

and 

Whereas,  the  building  is  five  stories  in  height,  50  ft.  by 
100  ft.  in  area:  of  non-fireproof  construction;  erected  in 
1899;  occupied:  Cellar— light  storage,  no  persons;  1st 
story — egg  cases  and  office,  4  persons ;  2nd  story— egg  cases 
and  office,  2  persons;  3rd,  4th  and  5th  stories — egg  cases — 
no  persons ;  and 

Whereas,  applicant  contends  that  the  building  has  been 
occupied  for  years  by  firms  storing  materials  more  highly 
inflammable  than  the  type  of  merchandise  stored  by  appli¬ 
cant  ;  that  applicant  has  been  in  business  twenty  years  and 
occupied  buildings  in  the  vicinity  of  the  present  location 
for  the  past  eight  years ;  that  no  mention  was  ever  made  of 
needing  a  sprinkler  system ;  that  there  are  no  men  working 
above  the  main  floor,  which  has  many  exits  and  plenty  of 
aisle  space ;  that  applicant’s  lease  is  on  a  year-to-year  basis, 


which  calls  for  applicant  making  all  necessary  repairs,  and 
if  forced  to  comply  with  the  request  of  the  fire  department, 
it  would  put  applicant  out  of  business ;  and 

Whereas,  this  matter  was  laid  over  to  permit  a  committee 
of  the  board  to  make  an  inspection  of  the  premises,  a 
verbal  report  of  which  inspection  was  made  by  the  chair¬ 
man  in  behalf  of  the  committee,  that  the  conditions  in  the 
building  appear  to  warrant  and  justify  the  order  of  the 
fire  commissioner. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
14666-LC,  be  and  it  hereby  is  affirmed,  and  the  appeal  be 
and  it  hereby  is  denied. 


180-39- A. 

APPLICANT — Wuest  and  Bailey,  for  Bertha  Morris, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED' — 4729  Third  avenue,  junction  of 
Third  avenue  and  Park  avenue  (Block  No.  3041, 
Lot  No.  47),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  R.  J.  Heidelberger. 

For  Administration :  Maurice  Harris,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(180-39- A) 

Whereas,  Wuest  and  Bailey,  for  Bertha  Morris,  owner, 
filed  on  February  15,  1939,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  4729  Third  ave¬ 
nue  and  4730  Park  avenue,  southwest  corner  of  East  189th 
street  (Block  No.  3041,  Lot  No.  47),  Borough  of  The 
Bronx ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
F.P.  App.  No.  31-39,  dated  January  25,  1939,  reads: 

“6.  Maximum  capacity  of  individual  tanks  limited  to 
550  gallons  (09-51)  Administrative  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  87.4  ft.  by  85.6 
ft.  by  81.9  ft.  in  area,  upon  which  it  is  proposed  to  erect 
a  one-story  building  13  ft.  in  height,  53.8  ft.  by  20  ft.  in 
area,  and  to  install  four  1,000  gallon  gasoline  storage  tanks 
for  the  conduct  of  the  gasoline  service  station,  as  permitted 
by  the  board  under  Cal.  No.  549-38-BZ ;  and 

Whereas,  the  applicant  contends  that  due  to  the  limited 
area  of  the  plot,  the  installation  of  four  1,000  gallon  tanks 
would  be  more  practical  for  the  storage  of  the  4,000  gallons 
of  gasoline,  and  that  the  installation  as  proposed  will  be 
less  hazardous  than  the  standard  installation  due  to  the 
reduction  in  the  amount  of  piping  and  possible  leakage. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  F.P.  Applic.  No.  31-39,  be  and  it  hereby  is  modified,  and 
that  the  appeal  be  and  it  hereby  is  granted,  to  permit  the 
proposed  four  1,000  gallon  gasoline  storage  tanks,  as  indi¬ 
cated  on  plans  approved  under  Cal.  No.  549-38-BZ,  on  con¬ 
dition  that  in  all  other  respect,  the  tanks  shall  comply  with 
all  of  the  requirements  of  the  Administrative  Code  therefor 
and  the  thickness  of  the  shell  shall  be  as  required  under 
the  Oil  Burner  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals  for  tanks  of  similar  capacity. 


183-39-A. 

APPLICANT — The  Procter  and  Gamble  Manufacturing 
Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 
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PREMISES  AFFECTED — Southwest  corner  of  Western 
avenue  and  Richmond  Terrace  (Block  No.  1400, 
Lot  No.  1),  Port  Ivory,  Borough  of  Richmond. 
.  APPEARANCES— 

For  Applicant:  Daniel  Arvan  and  S.  W.  Blackett. 
For  Administration :  A.  B.  Comins,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(183-39-A) 

Whereas,  the  Procter  and  Gamble  Manufacturing  Com¬ 
pany,  owner,  filed  February  16,  1939,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings,  af¬ 
fecting  premises  southwest  corner  of  Western  avenue  and 
Richmond  terrace  (Block  No.  1400,  Lot  No.  1),  Port  Ivory, 
Borough  of  Richmond ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  15,  1939,  reads : 

“Supplementing  our  letter  of  February  7,  1939,  you 
are  advised  that  your  application,  Alteration  No.  7- 
1939,  filed  in  this  Department  on  January  20,  1939  for 
an  extension  to  your  Building  No.  43A,  located  on  the 
south  side  of  Richmond  Terrace,  S.W.  corner  of 
Western  Ave.,  Port  Ivory,  Borough  of  Richmond, 
(Camay  Building)  Procter  and  Gamble  Mfg.  Co., 
owner,  is  hereby  denied,  as  it  is  in  conflict  with  Sec¬ 
tion  4.2.3,  C26-256.0,  Subdivision  B,  which  prohibits 
an  increase  in  area  of  a  building  which  already  exceeds 
the  tabular  area  limit.  While  this  addition  increases 
the  floor  area  in  2d  and  3d  stories  only,  it  adds  to  the 
fire  hazard  in  a  building  already  of  excessive  area  in 
the  1st  story.” 

Whereas,  the  building  is  1,  3  and  5  stories  in  height,  100 
t._  by  193  ft.  in  area  and  it  is  proposed  to  extend  the 
•uilding  on  the  2nd  and  3rd  stories  approximately  2,200 
q.  ft.,  with  Class  3  construction ;  and 
Whereas,  the  applicant  contends  that  in  1927  a  plan  of 
obstruction  .was.  commenced  and  as  part  of  said  plan,  the 
uilding  which  it  is.  now  proposed  to  extend,  was  con¬ 
ducted  as  an  alteration,  under  Alt.  No.  295-27 ;  that  plans 
led  in  connection  with  said  alteration,  provided  for  future 
xtension  by  providing  temporary  walls,  by  showing  bolted 
earn  connections  and  by  showing  on  plot  plan,  the  future 
xtension;  that  in  1929  and  1936,  the  2nd  and  3rd  floors 
'ere  constructed  and  the  1st  floor  was  altered  to  one  open 
rea;  that  the  building  is  equipped  with  a  sprinkler  system 
,  standpipe  system;  that  under  plan  Alt.  No.  271-29  and 
dt.  No  70-36,  contemplated  future  extensions  were  clearly 
lown  for  the  2nd  and  3rd  floors ;  that  at  the  present  time 
mj/ia  r°r’  en?bra.cing  three  buildings,  has  an  area  of 
3,840  sq.  ft.,  which  is  part  fireproof  and  part  Class  3  con- 
onn  '  area  of  the  2nd  and  3rd  floors  at  present 

18,200  sq.  ft. ;  that  the  proposed  extension  will  be  2,200 
J  “•  on  each  of  the  2nd  and  3rd  floors  and  that  the  large 
3en  floor  areas  are  necessary  for  the  process  of  manu- 
icturmg. 

Resolved,  that  the  decision  of  the  borough  superintendent 
ited  February  15,  1939,  in  connection  with  Alt.  No.  7  of 
jv,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
f  k  hferel?y  ls  granted  on  condition  that  the  building  shall 
l  be  further  increased  in  height  or  area  and  that  in  all 
■t£r  the  building  and  occupancy  shall  comply 

itn  all  laws  rules  and  regulations  applicable  thereto  and 
at  the  standpipe  system  and  sprinkler  system  shall  be 
aintamed  in  accordance  with  the  requirements. 

APPLIANCE  SUBMITTED  FOR  APPROVAL 
4-37-SA. 

PPLICANT — F.mpyre  Fire  Equipment  Mfg.  Co.,  owner. 


SUBJECT  Application  for  reopening — amendment — Stop 

APPEARANCES511'51161"’  t0  include  Models  “MC  and  C”. 


For  Applicant — Theodore  Heilig. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


TION  U  K  AND  ameND  RESOLU- 


Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

N  egative  . '  0 

Absent  .  .  q 

THE  RESOLUTION— 

(484-37-SA) 

Whereas,  the  Empyre  Fire  Equipment  Mfg.  Co.,  owner 
filed  October  13,  1937,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  their  device  known 
as  the  Stop-Fire  Fire  Extinguisher  Types  MC  and  C;  and 

Whereas,  this  device  was  submitted  to  the  engineer  of 
the  board  for  test  and  report;  and 

Whereas,  this  report  of  the  engineer  of  the  board  was 
substantially  as  follows : 


The  device  is  a  fire  extinguisher  using  carbon  tetra¬ 
chloride  under  pressure  and  consists  of  a  nickel  plated 
or  enameled  brass  cylinder. 


General  Dimensions,  Weights  and  Material  of 


Construction. 

(1)  Over  all  heights  . 12-3/32  inch 

(2)  a.  Minimum  shell  thickness . 032  inch 

Seamless  drawn  Brass  shell, 
b.  Shell  diameter  external .  2.91  inch 

(3)  Dome  thickness  (integral  with  shell) 

—  .050  —  .055 

(4)  Bottom  thickness  (rounded) . 050  inch 

85-15  Brass 

(5)  Valve  handle  wheel  diameter .  1.865  inch 

(steel) 

(6)  Type  “C”  measure.  (Nozzle) 

A.  Length  . .  l  inch 

B.  Outlet  Diameter  . 078  inch 

C.  Inlet  Diameter  . 196  inch 

(7)  Type  “MC”  measure.  (Nozzle) 

A.  Length  . 155  inch 

B.  Outlet  Diameter  .  .171  inch 


(8)  A.  Weight  of  full  extinguisher  (“C”  &  “MC”) 
.  4  lbs.  Sy2  oz. 

B.  Weight  empty  extinguisher  (“C”  &  “MC”) 

1  lb.  7  oz. 

C.  Fire  Extinguisher  liquid  contents  contains 

one  U.  S.  quart. 

D.  C02  Pressure  in  Type  “C”  average  75  lbs.  at 

75  degrees  F. 

C02  pressure  in  tvoe  “MC”  average  125  lbs. 
at  75  degrees  F. 

The  device  was  tested  in  a  vacant  lot  in  Long  Island 
City. 

The  test  being  as  follows : 

Gasoline  evenly  sprinkled  over  12  sq.  ft.  and  ignited 
— fire  extinguished  in  6  sec. 

A  2x/2  x  10  ft.  area — 6  sec. 

A  2  x  2  ft.  oil  soaked  sawdust  area —  3  and  5  sec. 
Fire,  in  open  containers — average  8  sec. 

Engine  of  passenger  auto — 2  and'  3  sec. 

The  device  has  been  approved  by  the  Factory  Mutual 
Laboratories.  Report  No.  9765— dated  March  17,  1931 
and  Type  C  of  the  Fire  Department,  657. 

and 

Whereas,  the  report  of  the  engineer  recommended  the 
approval  of  the  device  under  certain  conditions ;  and 
Whereas,  this  appliance  Tvpes  MC  and  C,  was  approved 
by  the  board  February  15,  1938  and  applicant  requested  an 
amendment  of  the  resolution  to  permit  type  c  to  h  marketed 
as  model  X. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  February  15,  1938,  so  that 
as  amended  it  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  device  known  as  the  Stop-Fire 
Fire  Extinguisher,  Types  MC  and  C  in  one  quart  sizes 
for  use  in  New  York  City  on  condition  that  the  device 
is  contracted  in  accordance  with  above  report  and  sub¬ 
ject  to  a  shop  inspection  annually. 

That  the  device  be  maintained  in  an  upright  position. 

That  the  device  have  a  label  permanently  affixed, 
reading : 

APPROVED  BY  THE 

BOARD  OF  STANDARDS  AND  APPEALS 
FOR  USE  IN  NEW  YORK  CITY, 
UNDER  CAL.  NO.  484-37-SA. 

Resolved  further,  that  the  Stop  Fire  Extinguisher, 
Type  C,  as  herein  approved,  may  be  marketed  under 
the  designation  “Model  X”,  on  condition  that  the  re¬ 
quirements  of  this  resolution  shall  be  complied  zvith 
and  the  extinguisher  so  marketed,  shall  comply  in  all 
respects  with  Type  C,  as  hereinbefore  afproz>ed.’’ 


MATERIALS  SUBMITTED  FOR  APPROVAL 

1 084-38- SM. 

APPLICANT — Ever-Plastics  Corporation,  owner. 

SUBJECT — “Sani-Sett”  (Plumbing  Fixture  Setting  Com¬ 
pound) — approval  of. 

APPEARANCES— 

For  Applicant:  Douglas  Tuomey. 

ACTION  OF  BOARD — Approved  in  accordance  with  re¬ 
port  of  the  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(1 084-38- SM) 

Whereas,  the  Ever-Plastics  Corporation,  owner,  filed 
November  28,  1938,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
“Sani-Sett”  (Plumbing  Fixture  Setting  Compound)  ;  and 
Whereas,  this  material  was  submitted  to  the  committee 
on  tests  of  board  for  test  and  report;  and 

Whereas,  the  report  of  the  committee  on  tests  reads  as 
follows : 

REPORT  OF  COMMITTEE  ON  TESTS 

February  18,  1938. 

Re:  Cal.  No.  1084-38-SM 

Subject:  “Sani-Sett”  (Plumbing  Fixture  Setting  Com¬ 
pound) — Approval  of. 

The  Ever  Plastics  Corporation  of  New  York,  filed 
on  November  28,  1938,  with  the  Board  of  Standards 
and  Appeals  an  application  for  the  approval  of  “Sani- 
Sett”,  a  compound  for  use  as  a  gasket,  as  required 
under  C26-1250.0  Administrative  Code  (14.4.9). 

This  gasket  material  is  manufactured  by  the  appli¬ 
cant  at  their  plant  in  Clark’s  Summit,  Pa.  It  is  a  non¬ 
absorbent,  waterproof  compound  consisting  of  asbestos, 
a  petroleum  derivative,  rosin  and  zinc  oxide.  These  in¬ 
gredients  render  “Sani-Sett’  smooth,  adhesive,  resistant 
against  bacteria  and  permits  this  material  to  remain 
plastic,  thus  permitting  a  tight,  gas-proof  joint  between 
the  bowl  and  the  brass  flange.  This  gasket  material 
spreads  readily,  does  not  lump  or  linger  and  can  be 
rolled  into  the  desired  ring  shape.  It  conforms  in  every 
respect  to  the  requirements  of  the  Federal  Specification 
HH-C-536. 

This  material  was  approved  for  use  in  Manhattan  by 
the  then  Commissioner  of  Buildings  on  June  12,  1933. 


On  the  basis  of  this  data,  the  Committee  recommends 
the  approval  of  “Sani-Sett”  as  manufactured  by  the 
Ever  Plastics  Corporation,  for  use  as  a  gasket  material 
under  C26-1250.0  Administrative  Code  (14.4.9)  on  con¬ 
dition  that  each  can  of  “Sani-Sett”  be  marked  on  top 
“Approved  for  Use  in  New  York  City  Jry  the  Board 
of  Standards  and  Appeals  under  Cal.  No.  1084-38-SM”, 
or,  in  lieu  thereof,  the  following  inscription  within  a 
circle  placed  on  the  top  of  each  can, — around  the  peri¬ 
phery,  at  the  top,  the  word  “APP’V’D”,  along  the 
bottom  “B.S.&A”,  in  the  center  two  lines,  top  line 
reading  “N.Y.C.”,  bottom  line  reading  “1084-38-SM”. 

(Sgd.)  BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 
LESLIE  V.  HUBER, 

Committee. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  appliance  known  as  “Sani-Sett” 
(Plumbing  Fixture  Setting  Compound),  for  use  in  New 
York  City,  when  manufactured,  used  and  marked  in  accord¬ 
ance  with  the  above  report. 


1134-38-SM. 

APPLICANT — H'obart  Welding  Accessories,  for  Una 
Welding,  Inc.,  owner. 

SUBJECT — Una  Welding  Electrodes,  Una  2500  Rod  and 
Una  3100  Rod — approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD' — Material  approved  in  accordance 
with  report  of  the  committee  on  tests. 

THE  VOTE  TO  APPROVE  MATERIAL—  _ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(1134-38-SM) 

Whereas,  the  Hobart  Welding  Accessories,  for  Una 
Welding  Inc.,  owner,  filed  December  8,  1938,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  of 
the  material  known  as  the  Una  Welding  Electrodes,  Una 
2500  and  Una  3100;  and 

Whereas,  this  material  was  submitted  to  the  committee 
on  tests  of  board  for  test  and  report ;  and 
Whereas,  the  report  of  the  committee  on  tests  reads  as 
follows : 

REPORT  OF  COMMITTEE  ON  TESTS 

February  17,  1939. 

Cal.  No.  1134-38-SM 

Subject:  Approval  of  Una  2500  and  Una  3100  Welding 
Electrodes. 

On  December  8,  1938,  Hobart  Welding  Accessories 
(agent)  for  Una  Welding,  Inc.,  owners,  filed  an  appli¬ 
cation  for  approval  of  Una  Welding  Electrodes,  Una 
2500  and  Una  3100. 

A  committee  of  the  Board  witnessed  the  making  up 
of  the  All-Weld  Tension  Test  samples  at  the  Scott 
Welding  Service,  Long  Island  City,  New  York,  and  at 
the  plant  of  the  Una  Welding  Inc.,  Cleveland,  Ohio. 
The  base  metal  plates  were  in  accordance  with 
A.S.T.M.  Specifications  A-7-36  and  were  bevelled,  as 
required  for  the  welds  in  accordance  with  A.S.T.M. 
specifications  A-205-37-T  and  the  Fusion  Welding 
Rules  of  the  Board  of  Standards  and  Appeals. 

Samples  were  made  up  with  Una  3100  by  the  direct 
current  process,  using  motor  generator  sets.  The  speci¬ 
mens  were  delivered  to  the  Pittsburgh  Testing  Labora¬ 
tory,  where  they  were  machined,  marked  and  tested  for 
tension  and  elongation  at  the  said  Laboratories,  on  a 
Tinius  Ohlsen  Testing  Machine  of  100,000  lbs.  capacity. 
Yield  points  were  determined  by  the  “Drop  of  Beam” 
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method  and  checked  by  the  “Total  Strain”  method 
using  “Dividers”. 

RESULTS  OF  TESTS. 

Specimens  made  by  direct  current  process,  using 
motor  generator  sets: 


Tensile 

% 

Rod 

Grade 

Position 

Strength  Elongation 

Specimen 

Size 

No. 

of  Weld 

Beads 

P.S.I. 

in  2  inches 

♦Una  3100 

5/32" 

10 

Flat 

12 

70,000 

24.0 

♦Una  3100 

5/32" 

10 

Vertical 

12 

68,500 

13.5 

♦Una  3100 

5/32" 

10 

Overhead 

14 

71,750 

17.0 

♦These 

specimens  were  subject  to  a  re-test  with 

results  listed  as  follows : 

Tensile 

% 

Rod 

Grade 

Position 

Strength  Elongation 

Specimen 

Size 

No. 

of  Weld 

Beads 

P.S.I. 

in  2  inches 

Una  3100 

5/32" 

10 

Flat 

8 

66,000 

25.0 

Una  3100 

5/32" 

10 

Vertical 

7 

66,417 

24.0 

Una  3100 

5/32" 

10 

Overhead 

7 

67,250 

♦20.5 

♦Broke  through  punch  mark. 

In  all  cases,  the  rupture  was  clean  and  an  inspec¬ 
tion  of  the  broken  cross  section  showed  a  com¬ 
plete  absence  of  voids  and  slag  inclusions.  The  Una 
3100  samples  met  the  requirements  of  the  American 
Welding  Society  and  the  Fusion  Welding  Rules  of  the 
Board  of  Standards  and  Appeals  for  No.  10  grade, 
which  specifies  a  working  stress  of  at  least  60,000  lbs. 
per  sq.  inch  and  a  minimum  elongation  of  20%  for  non¬ 
stress  relieved  specimens. 

Una  3100  ( reversed  polarity)  was  tested  in  all  posi¬ 
tions. 

Una  2500,  which  was  not  tested,  was  withdrawn  by 
the  applicant,  with  the  intention  of  submitting  it  for 
approval' at  a  later  date. 

It  is  recommended  that  Una  3100  ( reversed  polarity), 
which  was  tested  in  all  positions,  as  manufactured  by 
the  Una  Welding,  Inc.,  Cleveland,  Ohio,  be  approved 
for  use  in  all  positions  in  sizes  3/32",  5/32",  3/16", 

7/32",  J4",  5/16"  and  %".  All  rods  to  be  made  in  stand¬ 
ard  lengths,  coated  with  heavy  flux  coating  identical 
with  test  specimens  and  packed  in  bundles  marked, 
labelled  or  stamped  indicating  the  name,  grade,  polarity 
and  position  and  bearing  the  following  notice :  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  under 
Cal.  No.  1134-38-SM.” 

(Sgd)  BERNARD  A.  SAVAGE. 

CHARLES  M.  BLUM. 

LESLIE  V.  HUBER. 

Committee. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  approve  the  material  known  as  Una  Welding  Elec- 
rode,  Una  3100,  for  use  in  New  York  City  when  manu- 
actured,  labelled  or  stamped,  in  accordance  with  the  above 
eport.  Resolved  further  that  Una  2500  be  and  it  hereby  is 
vithdrawn. 

— 

1  Adjourned,  5:05  p.m. 

Edward  V.  Barton,  Chief  Clerk. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
nd  Appeals  held  Tuesday,  May  17,  1938  as  they  appeared 
n  Bulletin  No.  21,  Vol.  23,  are  hereby  corrected  to  read 
s  follows : 

THE  RESOLUTION— 

(227-38-A) 

Whereas,  Robert  D.  Kohn,  for  R.  H.  Macy  &  Co.,  Inc., 


lessee,  filed  on  April  5,  1938,  an  appeal  from  a  decision  of 
the  borough  superintendent,  Department  of  Housing  and 
Buildings,  affecting  premises  1317-1329  Broadway,  149-167 
West  34th  street,  441-459  Seventh  avenue  and  148-164  West 
35th  street  (Block  No  810,  Lot  Nos.  1,  12  and  50)  ;  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alteration  Application  No.  903-38,  dated  March  30,  1938, 
reads  as  follows : 

“Comply  with  6.4.1.9  Bldg.  Code  and  Administrative 
Code  C26-292.0  (i)  for  openings  in  floors  for  escala¬ 
tors,  viz. — Not  more  than  two  adjoining  stories  in  any 
structure  may  be  connected  by  an  open  well,  unen¬ 
closed  stairway  or  escalator.” 

and 

Whereas,  the  building  is  19  stories  (286  ft.  9  in.)  in 
height,  680  ft.  by  197  ft.  6  in.  in  area;  of  fireproof  con¬ 
struction;  equipped  with  a  standpipe  and  a  sprinkler  sys¬ 
tem;  located  in  a  business  use  district;  erected  in  1898, 
1921,  1928  and  1930;  occupied  throughout  as  a  department 
store,  in  accordance  with  Certificate  of  Occupancy  No. 
19040-33;  and 

Whereas,  the  applicant  contends  that  the  building  is 
sub-divided  into  two  fire  areas ;  that  a  Central  Station  fire 
alarm  and  watchman  service  is  maintained;  that  the  esca¬ 
lators  on  the  4th  and  8th  floors  are  at  present  enclosed 
with  metal  kiosks  with  sidelights  and  double-acting  doors, 
held  open  by  means  of  fusible  links  and  chains ;  side  lights 
and  doors  are  glazed  with  %  in.  polished  wire  glass ;  it  is 
proposed  to  remove  these  kiosks  and  replace  same  by  means 
of  a  fireproof  balustrading  finished  with  plaster  on  two 
sides ;  that  the  wall  opening  provided  with  a  rolling  shutter 
in  a  horizontal  position  at  top  of  balustrading,  manually 
operated  by  means  of  a  suitable  chain;  the  wall  opening 
below  shall  be  protected  by  a  steel  flame  baffle,  18  in. 
below  the  general  ceiling  level ;  that  the  opening  shall  be 
additionally  protected  by  means  of  a  sprinkler  water  cur¬ 
tain  with  heads  located  approximately  5  ft.  0  in.  o.c.  around 
the  perimeter  of  the  opening;  an  automatic  electrical  de¬ 
vice  shall  be  installed  that  will  stop  the  operation  of  the 
escalator  upon  closing  of  the  shutter;  that  in  a  sprinklered 
building  the  protection  afforded  by  the  proposed  alteration 
is  at  least  equal  or  superior  to  that  of  the  existing  con¬ 
struction;  and 

Whereas,  this  appeal  was  granted  by  the  board  April 
12,  1938  on  certain  conditions  and  applicant  requested  an 
amendment  of  the  resolution  as  to  baffle  plates. 

Resolved,  that  the  decision  of  the  borough  superintend¬ 
ent,  dated  March  30,  1938,  in  acting  on  Alt.  Applic.  No. 
903/38,  be  and  it  hereby  is  modified,  and  that  the  appeal  be 
and  it  hereby  is  granted,  permitting  the  removal  of  the 
existing  kiosks  previously  installed  in  connection  with 
existing  escalators  on  the  2nd  floor  adjacent  to  column  54, 
on  the  4th  and  8th  floors  on  up  and  down  escalators  be¬ 
tween  columns  145  and  146  and  155  and  156,  as  indicated 
on  plans  filed  with  this  appeal  marked  “received  April  5, 
1938”  and  to  substitute  therefor  fireproof  balustrade  with 
a  steel  roller  shutter  at  each  opening  affected,  so  arranged 
as  to  be  readily  operated  by  hand  by  means  of  a  chain 
permanently  secured  by  heavy  rings  to  the  bottom  rail  of 
the  shutter  and  supported  on  hook  brackets  so  as  to  be  at 
all  times  readily  available;  that  this  chain  shall  weigh  not 
less  than  lb.  per  running  foot;  that  on  all  shutters  di¬ 
rectly  above  the  bottom  rail  there  shall  be  painted  in  black 
letters  not  less  than  3  in.  in  height  the  words  “  close  shutter 
to  floor”  with  an  arrow  pointing  downwardly;  that  there 
shall  be  erected  around  the  floor  opening  at  each  escalator 
affected  by  this  appeal,  two  inch  reinforced  concrete  baffle 
plates  extended  downwardly  not  less  than  2  ft.  and  erected 
within  2  ft.  of  the  floor  opening  continuously  around  such 
opening;  that  outside  of  such  baffle  plates  and  within  2 
ft.  thereof  there  shall  be  constructed  and  maintained  a 
sprinkler  curtain  with  sprinkler  heads  spaced  4  ft.  apart ; 
that  these  sprinkler  heads  shall  be  in  addition  to  the  present 
sprinkler  system  in  the  building;  that  wherever  a  sprinkler 
head  herein  required  is  nearer  than  4  ft.  to  another  head  a 
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metal  reflector  shall  be  installed  at  each  such  head  to 
prevent  water  cooling;  that  as  a  part  of  the  regularly 
required  fire  alarm  and  fire  drill  system,  at  least  4  em¬ 
ployees  regularly  located  near  each  escalator  opening  shall 
be  instructed  so  that  upon  the  sounding  of  the  alarm  they 
shall  see  that  the  roller  curtain  is  immediately  closed;  that 
the  closing  of  the  curtain  shall  automatically  stop  all  esca¬ 
lators;  that  this  modification  is  granted  only  so  long  as 
this  building  is  occupied  as  Macy’s  Department  Store  and 
only  so  long  as  fire  extinguishing  equipment  and  main¬ 
tenance  of  exits  are  to  the  satisfaction  of  the  administra¬ 
tive  official  having  jurisdiction. 


*  Correction — The  words  “not  nearer  than  2  ft.  from  the 
baffle  plate  and”  omitted  in  lines  74  and  75  of  resolution. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Tuesday,  November  1,  1938,  as  they  ap¬ 
peared  in  Bulletin  No.  45,  Vol.  23,  are  hereby  corrected  to 
read  as  follows : 

THE  RESOLUTION— 

(768-38-A) 

Whereas,  the  Salvation  Army,  owner,  filed  on  September 
1,  1938,  an  appeal  from  an  order  of  the  fire  commissioner 
affecting  premises  526-540  West  46th  street,  south  side,  275 
ft.  east  of  11th  avenue  (Block  No.  1074,  Lot  No.  49), 
Borough  of  Manhattan;  and 

Whereas,  Order  No.  1938-LF,  issued  by  the  fire  com¬ 
missioner  August  11,  1938,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  in  cellar,  having  at  least  one  source  of  water  supply 
arranged  and  equipped  as  per  Article  16,  Ch.  26,  Ad¬ 
ministrative  Code.” 

and 

Whereas,  the  building  is  5  stories  (65  ft.)  in  height, 
125  ft.  by  95  ft.  in  area,  of  fireproof  construction,  equipped 
with  a  standpipe  system;  located  in  an  unrestricted  use 
district;  erected  about  1915  and  occupied  as  follows:  Cel¬ 
lar,  boilerroom  and  storage  of  baled  paper,  5  persons;  1st 
floor,  nonstorage  garage  and  shop,  6  persons;  2nd  floor, 
office  and  showroom,  13  persons;  3rd  floor,  showroom  and 
storage  of  baled  rags,  16  persons;  4th  floor,  storage  of 
baled  rags  and  shops,  14  persons;  5th  floor,  carpenter  shop, 
9  persons.  For  which  no  certificate  of  occupancy  has  been 
issued;  and 

Whereas,  the  applicant  contends  that  compliance  with 
the  order  will  place  a  heavy  burden  on  the  applicant ;  that 
since  a  standpipe  system  has  been  installed,  the  applicant 
feels  that  it  should  be  relieved  of  compliance  with  the 
order. 

Resolved,  that  the  Order  of  the  fire  commissioner,  No. 
1938-LF,  be  and  it  hereby  is  modified,  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  cellar  shall 
be  protected  with  a  system  of  automatic  sprinklers,  supplied 
by  the  existing  3-inch  domestic  street  source;  that  in  all 
other  respects  the  requirements  of  Article  16  of  the  Admin¬ 
istrative  Code  shall  be  complied  with,  except  that  the  water- 
flow  alarm  need  not  be  installed. 

*  Correction — The  words  “except  that  the  waterflow  alarm 
need  not  be  installed’’,  added  to  the  last  line  of  resolution. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Tuesday,  December  6,  1938,  as  they  ap¬ 
peared  in  Bulletin  No.  50,  Vol.  23,  are  hereby  corrected 
to  read  as  follows : 

THE  RESOLUTION— 

(935-38-A) 

Whereas,  Croker  Fire  Prevention  Corporation,  for 

Central  Hanover  Bank  and  Trust  Company,  owner,  filed 


on  October  26,  1938,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  premises  101  Spring  street  and 
104-8  Mercer  street,  northeast  corner  (Block  No.  498,  Lot 
No.  27),  Borough  of  Manhattan;  and 
Whereas,  Order  No.  974-LF,  issued  by  the  fire  com¬ 
missioner  June  16,  1938,  reads: 

“1.  Provide  an  automatic  fire  alarm  complete  with 
Central  Office  connection  (in  basement  and  sub-base¬ 
ment).  ALL  work  shall  be  done  in  a  manner  satis¬ 
factory  to  the  fire  commissioner  and  in  accordance  with 
established  practice  and  trade  custom.  Full  information 
as  to  the  number,  type  and  the  spacing  of  alarm  actu¬ 
ating  devices  shall  be  furnished  to  the  fire  commis¬ 
sioner  and  his  approval  secured  before  the  work  may 
be  commenced.  Art.  16,  Ch.  26  of  the  Administrative 
Code.” 

and 

Whereas,  the  said  order  was  referred  to  in  a  decision 
of  the  fire  commissioner,  dated  October  24,  1938;  and 
Whereas,  the  building  is  5  stories  (74  ft.  4  in.)  in 
height,  25  ft.  by  75  ft.  in  area;  of  non-fireproof  construc¬ 
tion;  erected  in  1870;  located  in  an  unrestricted  use  dis¬ 
trict  and  occupied :  Subcellar — boilerroom  and  elevator 
machinery,  1  person;  Cellar — storage  of  hardware,  no 
persons ;  1st  floor — hardware  store,  2  persons ;  2d  floor— 
mfg.,  10  persons;  3rd  floor — mfg.,  7  persons;  4th  floor— 
mfg.,  5  persons;  5th  floor — mfg.,  6  persons,  for  which  no 
certificate  of  occupancy  has  been  issued;  and 
Whereas,  the  applicant  contends  that  at  the  present  time 
the  sub-cellar  contains  the  boiler  room  and  elevator  ma¬ 
chinery;  that  the  cellar  is  used  for  storage  of  metal  parts, 
etc.,  and  both  areas  are  equipped  with  a  non-automatic 
sprinkler  interconnected  to  a  4-inch  Siamese  located  in  the 
street  front  of  the  building.  It  is  respectfully  requested 
that  the  non-automatic  sprinkler  system  be  accepted  in  lieu 
of  compliance  with  order. 

Resolved,  that  the  order  of  the  fire  commissioner  No. 
974-LF  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  existing  non¬ 
automatic  sprinkler  system  in  the  cellar  and  sub-cellar  shall 
substantially  meet  the  requirements  therefor,  as  set  forth 
in  the  Sprinkler  Rules  of  the  Board  of  Standards  and 
Appeals  and  shall  be  maintained  to  the  satisfaction  of  the 
fire  commissioner,  except  that  the  automatic  fire  alarm 
system  need  not  be  installed.  , 

*  Correction — The  words  “except  that  the  automatic  fire 
alarm  system  need  not  be  installed’’,  added  to  the  last  line 
of  resolution. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Tuesday,  February  7,  1939,  as  they 
appeared  in  Bulletin  No.  7,  Vol.  24,  are  hereby  corrected 
to  read  as  follows : 

73-39- A. 

APPLICANT — Louis  E.  Ordwein,  for  Bank  for  Savings 
in  the  City  of  New  York,  owner. 

SUBJECT — Appeal  from  an  order  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 121  West  82nd  street,  north 
side,  300  ft.  west  of  Columbus  avenue  (Block  No. 
1213,  Lot  No.  20),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  David  Weinberg. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  ^ 

Negative  .  ” 

Absent  .  ^ 

THE  RESOLUTION— 
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(73-39- A) 

Whereas,  Louis  E.  Ordwein,  for  Bank  for  Savings  in 
die  City  of  New  York,  owner,  filed  January  19,  1939,  an 
ippeal  from  an  order  of  the  borough  superintendent  of 
buildings,  affecting  premises  121  West  82nd  street,  north 
fide,  300  ft.  west  of  Columbus  avenue  (Block  No.  1213, 
•dot  No.  20),  Borough  of  Manhattan;  and 
Whereas,  the  Violation  Order  No.  5756-1938  of  the 
wrough  superintendent,  dated  December  20,  1938,  reads : 
“You  are  hereby  notified  that  the  building  situated 

Ion  the  front  of  the  lot  on  the  north  side  of  West  82nd 
street,  commencing  about  300  feet  from  the  northwest 
corner  of  West  82nd  street  and  Columbus  avenue, 
being  cellar  and  3-story  building  about  20.5  ft.  front, 
20.5  ft.  rear,  50  ft.  deep,  and  42  ft.  in  height,  and  occu¬ 
pied  as  a  Class  “B”  Multiple  Dwelling,  and  known  as 
Number  121  West  82nd  street,  in  the  Borough  of  Man¬ 
hattan,  in  the  City  of  New  York,  does  not  conform 
to  section  2.1.2. 5  of  the  Building  Code,  section 

IC26-178.0  of  the  Administrative  Code  in  the  respects 
noted  below: 

In  that  the  boiler  room  ceiling  is  not  entirely  covered 
with  26  gauge  metal  over  plaster  boards ;  also,  parti¬ 
tions  in  basement  enclosing  stairs  to  cellar  not  fire- 
retarded  on  soffit  and  partitions  on  enclosure  side. 

You  are  hereby  directed  to  cover  entire  boiler  room 
ceiling  with  26-gauge  metal  over  plaster  boards ;  also 
to  cover  inside  of  partitions  enclosing  cellar  stairs  in 
basement  with  wire  lath  and  Portland  cement  mortar, 
also  soffit  of  underpart  of  stairs  in  basement  with  wire 
lath  and  Portland  cement  mortar.” 
ind 

Whereas,  the  building  is  three  stories  and  basement 
(42  ft.)  in  height,  20  ft.  6  in.  by  50  ft.  in  area,  on  a  plot 


20  ft.  6  in.  by  102  ft.  2  in.,  of  non-fireproof  construction, 
located  in  a  residence  use  district,  erected  in  1882,  and  oc¬ 
cupied  as  a  Class  “B”  multiple  dwelling;  and 

Whereas,  the  applicant  contends  that  as  this  is  a  3-story 
and  basement  “Class  B”,  hereafter  converted  dwelling,  oc¬ 
cupied  in  the  basement  as  a  caretaker’s  apartment  and  on 
the  1st,  2nd  and  3rd  floors  as  furnished  rooms  (11  furnished 
rooms)  and  have  fire-retarded  the  entire  first  floor  entrance 
hall  and  have  completed  all  the  work  as  called  for  on  the 
approved  plans  and  in  accordance  with  the  above  mentioned 
Section  C26-178.0  of  the  Administrative  Code,  and  as  this 
violation  was  placed  against  the  building  after  the  work 
was  completed,  it  is  respectfully  asked  that  the  board  re¬ 
verse  the  order  of  the  superintendent  of  buildings;  and 
Whereas,  it  appears  that  the  violation  has  been  issued 
by  the  borough  superintendent  of  buildings  based  on  a  set 
of  rules  as  adopted  by  the  board  of  building  commissioners, 
effective  as  of  October  15,  1934,  and  known  as  Fire  Pre¬ 
vention  Rules  Covering  the  Construction,  Installation  and 
Use  of  Oil  Burning  Equipment;  and 

Whereas,  in  the  opinion  of  the  board,  the  board  of 
buildings  had  no  legal  authority  to  adopt  such  rules  and 
that  such  rules  are  of  no  legal  force  and  effect ;  and 
Whereas,  it  appears  that  conditions  referred  to  in  vio¬ 
lation  5756  of  1938  meet  all  requirements  of  the  Building 
Code  and  the  Multiple  Dwelling  Law. 

Resolved,  that  the  appeal  be  and  it  hereby  is  granted  and 
that  the  order  of  the  borough  superintendent,  Violation  No. 
5756-1938,  be  and  it  hereby  is  dismissed. 


*  Correction — The  name  of  owner  changed  from  “Dime 
Savings  Bank”,  to  “Bank  for  Savings  in  the  City  of  New 
York”,  in  the  first  lines  of  digest  and  resolution. 


PROPOSED  RULES  ON  USES  OF  INSULATING  FIBRE  BOARD. 


[170-39-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  March  3,  1939,  at  10  a.m.,  Room  1013,  Municipal 
Building,  on  Proposed  Rules  relative  to  Uses  of  Insulating 
Fibre  Board. 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
'he  City  of  New  York,  and  C26-189.0  Administrative  Code 
(2.2.1. 1),  C-26-462.0  of  the  Administrative  Code  (8.4.10.6), 
C- 26-458.0 ,  sub.  g,  Administrative  Code  (8.4.10.2),  C-26- 
i38.0,  sub.  b.  Administrative  Code  (8.7. 2.3),  C-26-541.0, 
mb.  a,  Administrative  Code  (8.7. 2.6.1) ,  C-26-667 .0,  para¬ 
graphs  4  and  8,  Administrative  Code  (10.9.2.4) ,  sub.  c,  and 
(10.9.2.4),  Building  Code,  C-26-680,  sub.  21,  Administrative 
Code  (10.12.11.1) ,  C-26-541.0,  Administrative  Code  (8.72.6. 
t),  C-26-619.0,  Administrative  Code  (10.3.1),  and  C-26- 
721.0,  Administrative  Code  (12.2). 

Note:  Where  reference  in  parentheses  appears  after  the 
Administrative  Code  Section,  it  refers  to  the  Sec¬ 
tion  of  the  New  Building  Code  as  formerly  num¬ 
bered. 

Rule  1.  Classes  of  Fibre  Board. 

(1)  Wood  Fibre 

(2)  Exploded  Wood  Fibre 

(3)  Balsam  and  Wood  Fibre 

(4)  Western  Wood  Fibre 

(5)  Cane  Fibre  (Bagasse) 

(6)  Pulp  from  waste  papers 

(7)  Straw  Fibre 

(8)  Ground  Wood  Pulp  Fibre 

(9)  Corn  Fibre 

1.1.  STRUCTURE  OF  FIBRE  BOARD.  Fibre  boards 
shall  be  manufactured  from  wood  or  other  vegetable 


fibre  by  a  felting  or  molding  process  and  provided 
with  sizing  to  render  water-resistent,  and  shall  be 
subjected  to  a  sufficient  drying  temperature  so  as  to 
completely  destroy  rot-producing  fungi.  Boards 
shall  be  treated  for  vermin. 

1.2.  The  structure  of  the  board  may  be  either  single  or 
multiple  ply,  and  if  latter,  the  plies  shall  be  joined 
under  pressure  by  a  moisture  resisting  cement.  Sur¬ 
faces  shall  be  finished  smooth  and  free  of  cross 
fibres. 

1.3.  For  a  plaster  base,  wall  board,  roof  boards,  sheath¬ 
ing,  siding,  roof  insulation,  floor  insulation,  acousti¬ 
cal,  interior  finish,  the  fibre  board  shall  be  home- 
geneous,  free  from  cracks,  lumps,  unevenness  and 
other  defects. 

Table  1 


Miscel- 

Building  Plaster  laneous 
Board  Base  uses 
(Note  4)  (Note  S)  (Note  6) 


Maximum  thermal  conductivity 
B.T.U.  per  hour  per  square  foot 
per  degree  F.  per  inch  thickness 
(note  1) . 

0.36 

0.36 

0.36 

Minimum  transverse  strength, 

Lengthwise  (note  2) . 

14 

14 

7 

Pounds  Crosswise  (note  2) . 

12 

12 

7 

Minimum  deflection  at  ultimate 
load,  inches . 

0.25 

0.25 

0.25 

Maximum  deflection  at  ultimate 
load,  inches . 

.85 

.85 

1.25 

Minimum  tensile  strength,  pounds 
per  square  inch  (note  3) . 

175 

175 

100 

Water  absorption  per  cent . 

5 

5 

10 

Maximum  linear  expansion,  per  cent  J4 
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Bond  strength  per  square  foot  of 
bonded  surface .  —  700 

Note  1.  No  board  of  any  class  having  a  conductance  greater  than 
72  b.t.u.  per  hour,  per  square  foot  per  degree  F.  irre¬ 
spective  of  thickness  will  be  acceptable  under  these  rules. 

Note  2.  This  requirement  is  based  upon  specimens  %  inch  thick. 

For  specimens  of  other  thicknesses  the  requirement  shall 
be  increased  in  direct  proportion,  that  is,  for  a  thickness 
of  1-inch,  it  shall  be  doubled,  etc. 

Note  3.  Tensile  strength  requirements  shall  be  applicable  only  on 
thicknesses  up  to  and  including  1-inch. 

Note  4.  Class  A.  Edges  shall  be  square. 

Note  5.  Edges  shall  be  either  ship  lapped  bevel  and  ship  lapped, 
tongue  and  grooved,  bevel  and  tongue  and  grooved,  jointed, 
or  ship  lapped  and  grooved.  Each  board  shall  be  of  a 
rough  fibrous  texture  to  insure  good  mechanical  and  suction 
bond. 

Note  6.  Edges  shall  be  square  unless  ship  lapped  or  offset. 

Rule  2.  Uses  and  Methods  of  Applying 
Fibre  Board. 

2.1  Fibre  board  may  be  used  as  a  plaster  base  or  wall 
board  in  non-fireproof  commercial  structures  not 
more  than  2  stories  in  height  and  in  residential 
buildings  not  exceeding  3  stories  in  height,  but  not 
in  multiple  dwellings.  When  used,  it  shall  be  not 
less  than  54  in.  thick  and  installed  in  accordance 
with  the  requirements  of  C-26-458,  Administrative 
Code  (8.4.10.2)  and  C-26-462.0,  Administrative  Code 
(8.4.10.6). 

The  joints  on  walls  and  ceilings  shall  be  broken 
at  least  one  stud  apart,  and  in  no  event  shall  joints 
of  fibe  board  lath  be  in  vertical  line,  excepting  in 
the  corners  of  a  room.  The  joints  shall  be  broken  at 
every  other  board  on  the  walls  and  at  right  angles 
to  the  furring  on  ceiling.  C-26-462.0,  Administrative 
Code  (8.4.10.6).  They  shall  be  solidly  nailed  at 
every  bearing  not  less  than  6"  center  to  center  for 
walls  and  4"  center  to  center  for  ceilings  and  nailed 
to  all  studding  with  1)4”  No.  13  gauge  blued  or  gal¬ 
vanized  plaster  board  nails,  with  54"  heads  for  J4" 
board  and  154”  nails  with  54”  heads  for  54  or  1 ' 
board,  and  with  proportionately  longer  nails  for 
thicker  fibre  board.  All  corners  shall  be  reinforced 
with  standard  metal  corner  beads.  All  re-entrant 
angles  shall  be  reinforced  with  standard  metal 
angle  lath  strip.  Reinforcement  shall  be  securely 
stapled  on  the  lath.  At  the  juncture  of  frame  and 
masonry  construction,  6"  strip  of  expanded  metal 
lath  shall  be  used.  No  board  shall  be  run  through 
from  room  to  room. 

2.1.1  It  shall  be  unlawful  to  wet  fibre  board  before 
plastering.  C26-462.0,  Administrative  Code 
(8.4.10.6). 

2. 1.2.1.  “SCRATCH  OR  FIRST  COAT.” 

The  scratch  coat  shall  contain  not  more 
than  2/3  by  weight  of  sand  and  1/3  calcined 
gypsum  with  fibres  or  including  other  mate¬ 
rials  and  fibring  so  that  the  setting  time 
shall  not  be  greater  than  four  hours  nor  less 
than  1  y2  hours  and  with  a  tensile  strength 
of  not  less  than  75  pounds  per  sq.  in.  The 
scratch  coat  shall  be  not  less  than  V\"  thick. 

2.1.2.2  “BROWN  OR  SECOND  COAT.” 

The  brown  coat  shall  contain  not  more  than 
yA  by  weight  of  sand  and  the  remaining  )4 
shall  not  contain  less  than  3/5  of  calcined 
gypsum  and  not  more  than  2/5  of  other 
materials,  including  fibring.  The  setting  time 
shall  be  not  more  than  five  hours  nor  less  than 
two.  This  brown  coat  shall  have  a  tensile 
strength  of  not  less  than  50  pounds  per  sq.  in. 
and  shall  be  not  less  than  3/16"  in  thickness. 

2. 1.2.3  “FINISH  COAT.” 

The  finish  coat  shall  be  applied  after  the  ap¬ 
plication  of  the  second  or  brown  coat  has 
become  dry,  and  shall  be  set  in  not  less  than 
20  minutes  nor  more  than  four  hours  and 


shall  have  a  tensile  strength  of  not  less  than 
200  pounds  per  sq.  in.  and  be  not  less  than: 
1/16"  thick. 

2. 1.2.4  “GROUNDS.” 

Suitable  grounds  shall  be  established  with 
each  thickness  of  fibre  board  so  as  to  insure 
a  minimum  thickness  of  of  plaster.  Fibre 
board  shall  extend  from  floor  to  ceiling  with 
grounds  secured  to  the  framing  members 
through  the  fibre  board. 

2.2  FIBRE  BOARD  SHEATHING. 

Approved  fibre  board  sheathing  at  least  one-half  i 
of  an  inch  in  thickness  and  four  feet  in  width  may 
be  used  instead  of  wood  sheathing  when  bearing 
on  4  studs  and  fastened  to  each  bearing  with  1  /2"  t 
wire  nails,  6"  or  less  c-c,  with  54”  head,  and  for 
54"  or  1"  board.  Such  nails  shall  be  2"  long. 

C -26-538.0,  sub.  b  (8.7.2.3).  The  use  of  fibre  board, 
as  roof  sheathing  is  not  permitted  except  as  insula¬ 
tion  over  suitable  sheathing  material. 

2.3  MINOR  FRAME  STRUCTURE. 

Approved  fibre  board  siding  may  be  used  on  wood 
frame  sheds  erected  where  permitted  and  where 
open  on  at  least  one  side,  provided  such  sheds  are 
fifteen  feet  or  less  in  height  and  do  not  exceed  2500 
square  feet  in  area  and  are  at  least  4  feet  from  any 
lot  line  and  are  covered  on  sides  and  roof  with  ap¬ 
proved  fire-retarding  material.  C26-541.0  (8.7.2.6.I.). 
2  4  USE  OF  FIBRE  BOARD  WHEN  COVERED  BY 
AN  INCOMBUSTIBLE  WEARING  SURFACE. 
Untreated  combustible  insulation  board  of  a  single 
layer  or  thickness  not  to  exceed  V2"  when  cemented  1 
or  attached  directly  to  the  surface  of  an  approved 
type  of  fire-resistive  floor  construction  may  be 
used  elsewhere  than  in  stair  enclosure  and  corridors 
when  covered  by  an  incombustible  wearing  surface, 
in  accordance  with  these  rules.  C26-667.0,  sub.  4c 
(10.9.2.4). 

2.5  FLOOR  AND  ROOF  CONSTRUCTION  IN 
CLASS  1  AND  CLASS  2  BUILDINGS. 

Fibre  board  used  as  insulation  may  be  applied 
directly  to  the  fire-resistive  floor  or  roof  construc¬ 
tion  in  cement,  provided  such  insulation  is  covered 
by  at  least  one  and  one-half  inch  thickness  of 
Portland  Cement  concrete  or  other  equally  fire- 
resistive  material  of  equal  thickness.  C26-619.0, 
sub.  a,  Administrative  Code  (10.3.1).  Insulation 
fibre  board  so  applied  shall  be  over  a  screened  con¬ 
crete  roof  or  floor,  graded  where  necessary,  and 
cemented  to  the  arch  with  hot  asphalt  or  coal  tar 
pitch.  Fibre  insulation  board  shall  not  be  left  ex¬ 
posed  to  the  elements,  nor  shall  it  be  applied  to  wet 
surfaces  of  any  kind. 

2.6  ROOF  INSULATION  OTHER  THAN  IN 
CLASS  1  AND  CLASS  2  CONSTRUCTION. 
The  use  of  fibre  board  as  roof  insulation  is  lawful, 
provided  such  fibre  board  is  covered  with  an  ap¬ 
proved  type  of  fire-resistive  roof  covering  applied) 
directly  thereto,  C26-680,  sub.  2,  Administrative 
Code  (10.12.11.1),  and  when  installed  in  accordance 
with  the  requirements  of  2.2  of  these  rules. 

2.7  ACOUSTICAL  AND  INTERIOR  FINISH. 

Fibre  board  for  acoustical  and  interior  finish  may 
be  used  when  cemented  directly  to  the  plastered 
surface  with  a  quick-setting  cementing  material  and 
secured  by  small  head  barbed  nails,  C26-721.0,  sub 
b,  Administrative  Code  (12.2),  and  when  installed 
as  specified  in  C26-634.0,  sub.  c,  Administrative 
Code  (10.4.2.2). 

2.8  USE  OF  FIBRE  BOARD  IN  FIRE  WALLS. 
Fibre  board  may  be  used  as  insulation  in  fire  wall; 
C26-632.0  sub.  g  AC  (10.4.1.2)  if  cemented  anc 
attached  directly  to  the  face  of  the  wall  laid  uj 
with  no  intervening  air  spaces  and  protected  witr 
not  less  than  2  in.  of  secured  masonry  laid  tigni 
against  the  fibre  board. 
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UJLES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  OF  PAINTS,  VAR¬ 
NISHES,  LACQUERS  AND  OTHER  FLAMMABLE  SURFACE  COATINGS 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  10,  1932 
AND  REVISED,  JULY  16,  1937,  EFFECTIVE  AUGUST  16,  1937. 

[353-30-SR] 


iuthority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  subdivisions  2  and  3  of 
■lie  Charter  of  the' City  of  Neiv  York,  to  effectuate  the 
provisions  of  C19-84.0,  C19-85.0  and  C19-86.0  of  the  Ad- 
ninistrative  Code. 

ilule  1.  Application. 

1.1  No  person,  firm  or  corporation  shall  SPRAY,  DIP 
or  IMMERSE  any  article  or  thing  within  the  City 
of  New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  inflammable  or  combustible 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  except  in  conformance  with  these  rules,  and 
under  a  permit  issued  by  the  Fire  Chief  and  Com¬ 
missioner.  Where  the  quantity  of  spraying  material 
used  in  a  day  does  not  exceed  two  (2)  quarts,  the 
Fire  Chief  and  Commissioner  may  modify  or  waive 
these  rules. 

1.2  APPLICATIONS.  Application  for  the  required 
permit  to  store  and  use  the  above-mentioned  articles 
shall  be  made  to  the  Fire  Chief  and  Commissioner 
on  forms  prescribed  by  him  and  shall  contain  such 
information  as  he  may  require.  When  a  spray, 
dipping,  immersing,  storage  or  mixing  room  is  to 
be  installed,  plans  shall  be  filed  with  the  Borough 
Superintendent  of  Buildings  before  a  permit  is 
issued. 

1.3  RESTRICTIONS.  No  spraying,  dipping  or  im¬ 
mersing  of  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  flammable  substances, _  mix¬ 
tures  or  compounds  commonly  used  for  painting, 
varnishing,  staining  or  similar  purposes  shall  be 
permitted  in  any  premises  or  portion  thereof  as 
follows : 

1.3.1  Which  is  occupied  as  a  Class  A  or  B  Multiple 
Dwelling  or  a  dwelling  for  one  or  two  fami¬ 
lies. 

1.3.2  Which  is  artificially  lighted  by  any  means 
other  than  electricity. 

1.3.3  Which  is  heated  by  other  than  the  use  of 
steam  or  hot  water  circulating  systems. 

Rule  2.  Definitions. 

2.1  The  term  “SPRAY  or  SPRAYING  SPACE.” 
“DIPPING  SPACE  or  IMMERSING  SPACE” 
when  used  in  these  rules  shall  mean  that  portion  of 
the  premises  used  for  the  actual  work  of  spraying, 
dipping  or  immersing  any  article  or  thing  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds,  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  in  any  booth  or  room  approved. 

2.2  The  term  “CABINET  BOOTH”  when  used  in  these 
rules  shall  mean  a  compartment  with  a  back,  top 
and  two  sides  equipped  with  air  exhaust  facilities, 
located  within  a  room  or  any  portion  of  any  prem¬ 
ises  where  spraying  with  any  flammable  paints, 
varnishes,  lacquers  or  any  other  flammable  sub¬ 
stances,  mixtures  or  compounds  Commonly  used  for 
painting,  varnishing,  staining  or  similar  purposes  is 
carried  on. 


2.3  The  term  “CANOPY  BOOTH  or  HOOD”  when 
used  in  these  rules  shall  mean  an  installation  con¬ 
sisting  of  a  metal  canopy  or  hood,  without  any  side 
or  end  panels  enclosing  the  object  sprayed  and  an 
air  exhaust  system  under  which  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.4  The  term  “TUNNEL  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  consisting  of 
two  sides  and  top,  equipped  with  an  air  exhaust 
system  in  which  spraying  with  any  flammable  paints, 
varnishes,  lacquers  or  any  other  flammable  sub¬ 
stances,  mixtures  or  compounds  commonly  used  for 
painting,  varnishing,  staining  or  similar  purposes  is 
carried  on. 

2.5  The  term  “SPRAY  ROOM”  when  used  in  these 
rules  shall  mean  a  fully  enclosed  room  _  approved 
for  such  use  in  which  any  article  or  thing  is  sprayed 
by  any  flammable  paints,  varnishes,  lacquers  or  any 
other  flammable  substances,  mixtures  or  compounds 
commonly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.6  The  term  “DIPPING  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  room  approved  for 
such  use  in  which  any  article  or  thing  is  dipped, 
spread  or  immersed  in  any  flammable  paints,  var¬ 
nishes,  lacquers  or  any  other  flammable  substances, 
mixtures  or  compounds  commonly  used  for  paint¬ 
ing,  varnishing,  staining  or  similar  purposes  is 
carried  on. 

2.7  The  term  “FIREPROOF  or  FIRE-RESISTING 
PARTITIONS”  used  in  these  rules  shall  mean  the 
standards  set  in  the  Labor  Law  and  the  Rules  of 
the  Board  of  Standards  and  Appeals  for  factory 
buildings.  All  openings  in  this  type  of  partition 
shall  only  be  equipped  with  self-closing,  fireproof 
doors. 

2.8  The  term  “STORAGE  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  room  used  <  for 
the  storage  and  mixing  of  any  inflammable  paints, 
varnishes,  lacquers  or  any  flammable  substances, 
mixtures  or  compounds  commonly  used  for  paint¬ 
ing,  varnishing,  staining  or  similar  purposes. 

2.9  The  term  “CERTIFICATE  OF  FITNESS”  when 
used  in  these  rules  shall  mean  the  written  permis¬ 
sion  granted  by  the  Fire  Chief  and  Commissioner  to 
an  individual  to  supervise  and  handle  spraying,  dip¬ 
ping  and  immersing  materials  and  equipment,  in 
accordance  with  the  provisions  of  Section  C19-14.0 
of  the  Administrative  Code  and  these  Rules. 

2.10  The  term  “PERMIT”  when  used  in  these  rules 
shall  mean  the  written  permission  issued  to  a  per¬ 
son,  firm  or  corporation  by  the  Fire  Chief  and 
Commissioner,  to  store  and  use  materials  covered 
by  Sections  09-12. 0  and  C19-84.0  of  the  Adminis¬ 
trative  Code  and  these  Rules. 


Rule  3.  Ventilation. 

3.1  Spraying  or  dipping  spaces  shall  be  ventilated  when 
in  operation  so  that  the  movement  of  air  shall  be 
at  least  one  hundred  (100')  linear  feet  per  minute 
in  the  breathing  zone  of  the  operator  and  be  of  suf¬ 
ficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors. 
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3.2  Air  shall  be  admitted  to  the  spraying,  dipping  or 
immersing  spaces  in  an  amount  equal  to  the  capacity 
of  the  fan  or  fans  and  in  such  a  manner  as  to  avoid 
short-circuiting  the  path  of  air  in  the  working  zone 
of  such  spaces.  Exhaust  fans  shall  be  kept  running 
constantly  while  spraying  or  mixing  and  for  a  suf¬ 
ficient  length  of  time  thereafter  to  exhaust  all 
vapors,  fumes  or  residues  of  spraying  materials 
from  the  spray  booth  or  spray  room. 

3.3  EQUIPMENT.  Motors  shall  be  located  outside  of 
spraying,  dipping  or  immersing  spaces  except  as 
provided  in  Rule  4. 

Rule  4.  Specifications  for  Spray  Booths,  Spray 
Rooms  and  Dip  Rooms. 

4.1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 
combustible  material  satisfactory  to  the  administra¬ 
tive  official  having  jurisdiction,  be  adequately  ven¬ 
tilated  with  mechanical  ventilation:  if  lighted  to  be 
in  conformity  with  these  rules.  The  necessary  fire 
protection  shall  be  maintained  at  all  times. 

4.1.1  Spray,  dip  and  immersing  rooms  shall  be  con- 
constructed  of  fireproof  or  fire-resisting  par¬ 
titions  with  waterproof  floors,  adequately 
ventilated  by  mechanical  means,  equipped  with 
the  necessary  fire  protection;  if  lighted  and 
heated  to  be  in  conformity  with  these  rules. 
Floor  drains  leading  to  the  house  drainage 
system  or  the  public  sewer,  shall  not  be  per¬ 
mitted.  Where  more  than  sixtv  160)  gallons 
of  material  in  open  tanks  are  used,  a  drain  to 
an  approved  tank  located  outside  the  building 
shall  be  provided. 

4.1.2  Panels  of  polished  wired  glass  or  plate  glass 
at  least  one-quarter  of  an  inch  (%)  thick,  not 
exceeding  seven  hundred  and  twenty  (720) 
square .  inches  in  area  and  not  more  than 
forty-eight  (48)  inches  in  any  linear  dimen¬ 
sion  may  be  used  in  the  sides  of  a  spray  booth 
or  room. 

4.1.3  The  inner  sides  of  walls,  ceilings  and  the 
floors  of  all  spraying  or  dipping  spaces  shall 
have  a  smooth  surface. 

4.1.4  All  openings  in  sprav,  dip  or  immersing  rooms 
shall  be  protected  bv  fireproof  doors.  Onlv 
windows  opening  to  a  street  may  be  permitted 
or  a  window  not  on  a  lot  line  more  than  20 
ft.  distant  from  windows  of  adjacent  build¬ 
ings  .  not  in  same  plane  may  be  used  for 
ventilation. 

4.1.5  Ferrous  metal  used  in  the  construction  of 
spraving,  dipping  or  immersing  spaces  shall 
be  thoroughly  painted  on  the  inside  or  be 
galvanized. 

4.1.6  All  spraying,  dipping  or  immersing  spaces 
shall  be  so  constructed  that  a  reasonable 
length  longer  is  maintained  than  required  for 
the  article  or  thing  to  be  spraved,  dipped  or 
immersed.  Ferrous  metal  shall  not  be  used 
for  such  floor  surface. 

4.1  7  At  least  three  (3)  feet  of  clear  working  space 

shall  alwavs  be  maintained  for  each  operator 
spraving,  dipping  or  immersing  any  article  or 
thing. 

4  2  SPECIFICATIONS  FOR  DUCTS,  PIPES  AND 
FANS. 

4.2.1  All  ducts  used  for  ventilating,  sprav,  dip  or 
immersing  spaces  shall  be  constructed  of  metal 
of  not  less  than  the  following  gauges  of 
metal. 

Ducts  twentv-fonr  (24")  inches  or  less  in 
diameter  No.  22  gauge. 


Ducts  over  twenty-four  (24")  inches  and 
not  over  thirty-six  (36")  inches  in 
diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (36")  inches  in 
diameter  No.  18  gauge. 

4.2.2  Ducts  shall  be  strongly  constructed  and  be 
installed  in  a  workmanlike  manner.  They  shall 
be  rigidly  supported. 

4.2.3  Ventilating  ducts  shall  run  as  directly  as 
practicable  to  the  outer  air  and  be  protected 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  be  protected 
with  a  screen  of  copper  or  bronze  with  a  mesh 
not  larger  than  one-quarter  (j4")  inch. 

4.2.4  Where  a  duct  passes  through  a  non-fireproof 
roof,  the  duct  shall  be  protected  at  such  point 
by  an  outer  pipe  or  sleeve  with  an  air  space 
of  at  least  one  (1")  inch  between  the  sleeve 
and  duct.  The  outer  pipe  shall  be  not  less 
than  two  (2")  inches  from  any  woodwork  and 
such  woodwork  shall  be  covered  with  metal. 

4.2.5  Ventilating  ducts  shall  not  terminate  within 
ten  (10)  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intakes  or  of 
any  door  or  window  in  an  adjoining  building. 

4.2.6  If  induced  draft  is  used  to  create  an  air  move¬ 
ment,  the  air  shall  be  supplied  from  a  point 
outside  the  spray  or  dip  or  immersing  space. 
Fans  and  motor  must  be  located  outside  the 
spray  or  dip  space,  except  approved  explo¬ 
sion-proof  motor  and  non-ferrous  blade  fans. 

4.2.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to  any 
other  ventilating  system  or  be  discharged  into 
a  chimney  or  flue  used  for  the  purpose  of 
conveying  gases  of  combustion. 

4.2.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  ventilat¬ 
ing  fans  to  be  permanently  connected  to  their 
source  of  power,  using  metallic  conduit. 
Rheostats  in  fan  bases  not  permitted.  Fan 
blades  not  coming  in  direct  contact  with 
spraying  fumes,  need  not  comply  with  this 
requirement. 

4.3  Storage  rooms  shall  be  constructed  of  fireproof  or 
fire-resisting  partitions  with  waterproof  floors  and 
be  adequately  ventilated  by  either  natural  or  me¬ 
chanical  means. 

4.4  No  motors,  switches,  rheostats,  lamps  or  other  elec¬ 
trical  equipment  shall  be  located  in  spray,  dipping 
or  immersing  rooms  or  within  ten  (10)  feet  of  any 
spray  compartment,  spray  booth,  immersing  or  dip¬ 
ping  space  unless  such  electrical  equipment  he  of  a 
type  approved  for  use  in  explosive  atmospheres 
and  where  a  conduit  leads  from  a  hazardous  loca¬ 
tion  to  a  non-hazardous  location,  the  conduit  shall 
be  sealed  off  by  an  approved  sealing  compound. 
Except  that  alternating  current  induction  motors 
of  the  totally  enclosed  type,  having  no  brushes, 
make  and  break  contacts,  collectors  or  other  arcing 
or  sparking  parts  may  be  located  within  ten  (10) 
feet  of  a  spray  booth,  spray  compartment  or  dip¬ 
ping  space  when  approved  by  the  administrative  of¬ 
ficial  having  jurisdiction. 

4.4.1  Artificial  lighting  shall  be  only  by  means  of 
electricity. 

4.5  LIGHTING  FIXTURES. 

4.5.1  When  lighting  fixtures  are  located  within  10 
feet  of  a  spray  booth,  spraving  compartment 
or  dipping  space,  they  shall  be  of  the  rigid 
stem  type,  enclosing  all  wiring  and  be  equipped 
with  keyless  sockets  having  vaporproof  globes, 
protected  by  wire  guards. 
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4.5.2  All  electrical  equipment  shall  be  installed  and 
grounded  as  provided  by  the  Administrative 
Code  covering  electrical  equipment  and  per¬ 
manently  connected  to  their  source  of  current 
supply,  using  metallic  conduit. 

4.5.3  No  pin  plug  receptacles  shall  be  used. 

4.5.4  All  electric  light  wiring  shall  be  enclosed  in 
metal  conduits  and  shall  conform  to  Rule  4.4. 

4.5.5  The  use  of  portable  cords  or  trailer  lights  are 
prohibited. 

]jle  5.  Maintenance  and  Operation. 

5.1  Every  premises  wherein  a  spraying,  dipping,  or  im¬ 
mersing  space  is  maintained  and  operated  shall  be 
continuously  under  the  charge  and  supervision  of 
one  or  more  persons  holding  a  certificate  of  fitness, 
whose  duty  shall  be  to  see  that  the  spray,  dipping 
and  immersing  space  rules  and  the  terms  of  the 
permit  are  not  violated.  No  other  duties  shall 
interfere  with  the  enforcement  of  these  rules. 

5.2  Smoking  or  the  carrying  of  lighted  cigars,  cigar¬ 
ettes  or  pipes  in  spray,  dipping  or  immersing  space 
is  prohibited. 

5.3  No  person  shall  be  permitted  within  a  spray  space 
between  the  spray  gun  and  the  exhaust  outlet  while 
the  spray  gun  is  in  use. 

5.4  Spraying,  dipping  or  immersing  spaces  and  its  sur¬ 
roundings  shall  be  kept  clean  at  all  times  and  shall 
be  kept  clear  of  all  materials,  equipment  and  uten¬ 
sils  not  required  in  the  operation  of  the  spray.  Side 
walls,  ceilings,  baffle  plates,  etc.,  shall  be  sprayed 
with  soap  and  water  solution,  before  cleaning,  or 
cardboard  or  masking  paper  can  be  fastened  before 
any  operation  and  after  said  operation  be  removed 
from  the  premises  in  approved  waste  cans. 

5.5  Floors  within  and  surrounding  spray,  dip  or  im¬ 
mersing  spaces  shall  be  kept  clean  and  free  from 
waste  material  at  all  times 

5.6  Spray  rooms,  booths,  fans,  ducts,  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained 
in  clean  and  efficient  working  condition;  lacquer 
spraying  booths  shall  be  wet  down  before  clean¬ 
ing. 

5.7  Implements  used  for  cleaning  shall  be  made  of  non- 
ferrous  material  to  avoid  sparks. 

5.8  Metal  waste  cans  with  self-closing  covers  shall  be 
provided  for  all  spraying,  dipping  or  immersing 
spaces  and  storage  rooms.  The  number  to  be  in¬ 
stalled  shall  be  determined  by  the  administrative 
official  having  jurisdiction. 

5.9  Approved  fire  appliances  shall  be  installed  in  all 
spraying,  dipping  or  immersing  spaces  and  in  stor¬ 
age  rooms  as  may  be  determined  by  the  administra¬ 
tive  official  having  jurisdiction. 

.10  Accumulation  of  flammable  waste,  sweepings  or  de¬ 
posits  from  spray,  dip  or  immersing  space  is  pro¬ 
hibited.  All  such  waste  shall  be  placed  in  approved 
waste  cans  and  be  removed  from  the  premises  at 
the  close  of  work  each  day. 

.11  All  sand  papering  of  lead  painted  surfaces  shall  be 
done  with  wet  sand  paper. 

.12  No  motor  vehicle  shall  be  taken  into  or  out  of  a 
spray  space  under  its  own  power.  Batteries  shall 
be  removed  before  the  process  of  spraying  is  begun. 

^ile  6.  Storage  and  Mixing. 

6.1  Main  supplies  of  spray  coating  materials  and  thin- 
ners  shall  be  kept  in  an  outside  storage  building, 
storage,  rooms  or  in  vented  metal  cabinets  in  accord¬ 
ance  with  the  following  amounts : 

6.1.1  Spraying  materials  not  in  excess  of  20  gallons 


may  be  stored  in  metal  cabinets  or  wood  cabi¬ 
nets,  metal  covered  on  both  sides  including 
the  door.  All  cabinets  to  be  ventilated  at  top 
and  bottom. 

6.1.2  Spraying  materials  in  excess  of  20  gallons  and 
not  exceeding  100  gallons  may  be  stored  in 
double-walled  metal  cabinets  vented  directly 
to  the  outer  air. 

6.1.3  Spraying  materials  in  excess  of  100  gallons 
shall  be  stored  in  a  separate  exterior  storage 
building  of  fireproof  or  fire-resisting  material 
with  ventilated  plain  glass  skylight  or  in  a 
storage  room  constructed  fireproof  in  a  fire¬ 
proof  building  or  fire-resisting  in  a  non-fire- 
proof  building.  The  maximum  amount  of 
spraying  materials  to  be  stored  in  a  storage 
room  of  a  non-fireproof  building  shall  be  deter¬ 
mined  by  the  administrative  official  having  juris¬ 
diction.  Storage  rooms  shall  have  a  window 
opening  to  the  outer  air  but  such  window  shall 
not  be  on  a  lot  line,  enclosed  court,  nor  opposite 
within  twenty  feet  of  windows  of  adjacent 
buildings  nor  part  of  the  same  premises,  such 
window  openings  to  be  fireproofed  and  lower 
half  provided  with  open  louvres  or  ventilated 
by  metal  duct  or  fan  at  least  8  inches  in 
diameter.  The  floors  of  all  storage  rooms 
shall  be  waterproof  up  to  a  height  of  at  least 
6  inches,  from  the  floor  and  be  properly  pitched 
for  drainage  purposes  to  a  low  point  within 
the  enclosure.  Any  drain  in  such  storage 
room  shall  not  be  connected  to  the  house 
drainage  system  or  street  sewer.  The  sill  of 
the  door  shall  be  at  least  6  inches  above  the 
finished  floor.  All  doors  to  be  tin-clad,  ap¬ 
proved,  fireproof  and  self-closing. 

6.1.4  Mixing  or  thinning  of  coating  materials  shall 
be  conducted  in  a  storage  building  or  storage 
room,  except  that  containers  of  total  capacity 
not  exceeding  ten  gallons  may  be  opened  and 
their  contents  mixed  in  the  spray  room  or 
room  in  which  booths  are  located  while  the 
air  exhaust  system  is  operating. 

6.1.5  Working  supplies  sufficient  for  not  more  than 
one  dav’s  use  but  not  exceeding  twenty  gallons 
to  each  booth,  nor  a  total  of  one  hundred 
gallons,  mav  be  kept  in  the  spray  room  or 
room  in  which  spray  booths  are  located ;  cov¬ 
ers  of  containers  must  be  kept  thereon  when 
such  containers  are  not  actually  in  use.  This 
amount  is  in  addition  to  the  amount  allowed 
in  6.1.7. 

6.1.6  Gravity  feet  material  containers  for  supplying 
sprav.  guns  shall  not  exceed  ten  gallons  in 
capacity  and  shall  be  supported  by  wire  cables 
or  metal  brackets  having  a  factor  of  safety  of 
two  when  filled  with  the  heaviest  spraying 
materials  used. 

6.1.7  Pressure  feed  tanks  and  other  equipment  for 
use  in  connection  with  direct  spraying  under 
air  pressure  shall  be  restricted  to  tanks  of 
not  more  than  sixty  gallons,  individual  ca¬ 
pacity,  designed,  constructed  and  approved  for 
this  specific  purpose  bv  the  Board  of  Stand¬ 
ards  and  Appeals.  Each  tank  shall  be  pro¬ 
vided  with  a  safety  valve  set  at  a  pressure 
not  exceeding  eighty  pounds.  All  gravity 
feed  containers  and  other  spraying  equipment 
shall  be  approved  as  above. 

6.1.8  The  installation  of  all  electrical  wiring, 
switches,  lighting  and  all  other  electrical  equip¬ 
ment.  and  the  provisions  of  these  rules  a<uunst 
carrying  matches  or  smoking  and  prohibiting 
flame  or  spark-producing  devices,  shall  also 
apply  to  storage  or  mixing  rooms. 
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6.2  STORAGE  of  spraying,  dipping  and  immersing 
materials  shall  not  be  in  excess  of  two  hundred 
(200)  gallons  in  a  storage  room,  but  in  a  building 
in  which  nitro  cellulose  products  are  manufactured, 
stored  or  kept  the  amount  shall  be  not  over  twenty- 
five  (25)  gallons  as  per  Section  C19- 113.0,  subdivi¬ 
sion  h  of  the  Administrative  Code. 

6.3  Sprinkler  heads  shall  be  provided  in  all  spray,  dip 
or  immersing  spaces  and  storage  rooms  and  shall 
te  installed  in  accordance  with  the  Sprinkler  Rules 
of  the  Board  of  Standards  and  Appeals,  except  in 
non-sprinklered  buildings  where  sprinkler  connec¬ 
tion  may  be  made  to  the  house  water  supply. 

6.4  Sprinkler  heads  in  spray,  dip  and  immersing  spaces 
shall  be  cleaned  at  least  once  a  week  under  the 
supervision  of  the  person  holding  the  certificate  of 
fitness  and  a  coating  of  light  grease  or  vaseline 
shall  be  applied  after  each  cleaning  to  prevent  the 
formation  of  a  hard  deposit  and  render  the  sprinkler 
useless  in  case  of  fire.  The  use  of  paper  bags  or 
other  materials  about  sprinkler  heads  is  prohibited. 

Rule  7.  General  Requirements. 

Notice - — Attention  is  called  to  the  provisions  of  the  Ad¬ 
ministrative  Code  as  to  violations  reading  as  folloivs: 

Section  C19-152.0  of  the  Administrative  Code,  “Any  per¬ 
son  who  shall  willfully  violate  or  neglect  or  refuse  to  com¬ 
ply  with  any  of  the  provisions  of  this  chapter  in  addition  to 
any  other  penalties  prescribed  by  law  or  ordinance  shall, 
upon  conviction,  be  punished  by  a  fine  of  not  more  than 
$500  or  by  imprisonment  not  exceeding  6  months,  or  by 
both  such  fine  and  imprisonment.” 

NOTE: — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are:  broken  electric  lamps  and  other 
electrical  defects ;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents ; 
accumulation  of  deposits  in  the  tubes  and  vent 
pipes  from  neglect  in  cleaning  them  frequently; 
unnecessary  accumulation  of  waste  and  refuse, 
smoking  and  a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2  inches 
in  height,  shall  be  posted  in  all  spray  rooms  and 
paint  storage  rooms  or  building. 

(b)  No  combustible  material  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stocks  shall  be  arranged  so  as  not  to  interfere 
with  the  operation  of  automatic  sprinkler  heads. 


Rule  8.  Existing  Spray  Booths  and  Installations. 

These  rules  shall  be  retroactive  in  the  following  respects: 
Rule  1.3  Heating  of  Rooms. 

Rule  3.1  Air  Exhaust  System. 

3.2  Air  Supply  and  Mixing. 

Rule  4.1  Construction  of  Spray  Booths. 

4.1.3  Surfacing  of  Booths. 

4.1.5  Surfacing  of  Booths. 

4.2.2  Maintenance  of  Ducts. 

4.2.5  Electric  Lighting. 

4.2.6  Method  of  Induced  Draft. 

4.4  Separation  of  Booth  from  Flame. 

4.4  Location  of  Motors. 

Rule  5.1  Certificate  of  Fitness. 

5.2  Smoking,  Matches,  etc. 

5.6  Maintenance  of  Equipment. 

5.7  Cleaning  Implements. 

5.9  Fire  Appliances. 

5.10  Accumulation  and  disposal  of  waste  mate¬ 

rials. 

5.12  Motor  Vehicles  in  booths  or  rooms. 

Rule  6.  Storage  and  Mixing. 

Rule  7.  General  Requirements. 

NOTE: — Rules  6.1,  6.2,  6.3  and  6.4  may  not  be  applied 
in  fireproof  buildings  equipped  with  an  ap¬ 
proved  existing  automatic  sprinkler  systen 
where  the  general  conditions  of  cleanlines; 
are  properly  maintained  at  all  times. 


Rule  9.  Approval  Forms  and  Plans. 

There  shall  be  filed  before  installation  with  the  adminis 
trative  official  by  the  purchaser  (or  by  the  seller  thereof 
an  application  form  on  sheet  8  inches  by  10  inches,  whicl 
form  shall  give  the  proper  name  and  address  of  booth  use 
and  also  the  floor  on  which  the  booth  or  booths  are  to  b 
installed.  An  ink  drawing  of  the  floor  upon  which  th 
booth  will  be  located  shall  be  submitted  on  the  form  sheet 
such  drawing  shall  show  by  feet  and  inches  the  locatioi 
of  exits,  chimneys  and  booths. 

When  a  storage  and  mixing  room  is  to  be  installed,  plan 
drawn  to  a  scale  of  at  least  1/16  of  an  inch  to  a  foot  sha 
be  filed  with  the  administrative  official  for  examinatio 
and  approval.  Such  plan  shall  show  on  the  floor  plan  th 
location  of  all  booths,  storage  and  mixing  rooms,  exits  an 
all  chimneys  and  exterior  openings  within  15  feet  of  th 
storage  rooms  and  vent  ducts.  i 


APPLIANCES 


APPROVED  PAINT,  VARNISH  AND  LACQUER  SPRAYING  EQUIPMENT 


Automatic  Paint  Sprayer . ,477-37-SA. 

Binks-Hu-Ro-Thor-Hurley  Spray  Equipment. .  ,338-32-S A. 


De  Vilbiss  Spray-Painting  Equipment . 336-32-SA. 

Eclipse  Spray  Painting  Equipment . 151-38-SA. 

Eureka  Paint  Sprayer . 478-37-SA. 


Milburn  Spray  Painting  Equipment . 

Paasche  Spray  Painting  Equipment . 

Sharpe  Spray  Guns,  Models  B-21,  C-21,  RA-21 
RC-21,  GA-37,  GC-37,  Bear-Cat,  K,  KF,  KO 

L,  M-2,  M-4,  FA-36  and  FC-36 . 

Spraco  Spray  Painting  Equipment . 


492-38-S^ 
,363-32-Sa 
>  < 

.’604-38- S. 
479-32-S, 


NOTICE 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appea 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cei 
each — postage  to  be  added  if  the  forms  are  forwarded 
mail. 
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Address  all  communications  to  the  Chairman. 


CONTENTS 


Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 


r;   - 

his  issue  of  the  Bulletin  contains  in  the  order  given — 
>ocket. 

Certiorari  Order  Served  on  Board. 

iules  Directory. 

he  H  earing  Calendar. 


No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 


linutes  of  Regular  Meeting,  February  28,  1939,  at  10 
A.M.,  Affecting  Calendar  Numbers  921-38-BZ,  715-38- 
BZ,  1028-38-BZ,  1029-38-BZ,  1052-38-BZ  and  1078-38-BZ. 

linutes  of  Regular  Meeting,  February  28,  1939,  at  2  P.M., 
Affecting  Numbers  103-31-BZ,  244-36-BZ,  729-38-BZ, 
204-24-BZ,  416-31-BZ,  1009-38-A,  77-39-A,  89-39-A,  95- 
39-A,  111-39-A,  130-39-A,  1230-38-A,  50-39-A,  51-39-A, 
1155-38- A,  151-39-A,  152-39-A,  157-39-A,  158-39-A,  164- 
39-A,  166-39-A,  168-39-A,  169-39-A,  184-39-A,  189-39-A, 
1-32-A,  603-38-A,  1064-38-A,  1207-38-S,  426-38-SA,  697- 
28-SA,  284-33-SA,  1056-38-SA,  1077-38-SA,  142-39-SA, 
433-38-SM,  827-38-SM,  831-38-SM,  42-39-SM,  60-39-SM 
and  63-39-SM. 

linutes  of  Special  Meeting,  March  3,  1939,  at  10  A.M., 
Affecting  Calendar  Number  170-39-SR. 

orrection  Affecting  Calendar  Number  888-38-BZ. 


Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 


-nnual  Report. 
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DOCKET 

New  Cases  Filed  up  to  February  28,  1939 
Cal.  No.  Department  Premises  Affected 

203-39-A . H.B.Bx . 778  East  236th  street,  southwest 

corner  of  Barnes  avenue 
(Block  4999,  Lot  26),  Bor¬ 
ough  of  The  Bronx. 

Decision. 


204-39-A . EI.B.Q . 91-32  116th  street,  west  side, 

270.23  ft.  north  of  Atlantic 
avenue  (Block  9325,  Lot  20), 
Richmond  Hill,  Borough  of 
Queens,  Alt.  9725-38. 


205-39- A . H.B.M . 26  West  74th  street,  south  side, 

350  ft.  west  of  Central  Park 
West  (Block  1126,  Lot  47), 
Borough  of  Manhattan. 

Sprinkler  Applic.  68-39. 


206-39-A .  H.B.B . 899-925  Flathush  avenue,  east 

side,  140  ft.  9^2  in.  south  of 
Church  avenue  (Block  5103, 
Lot  10),  Borough  of  Brook¬ 
lyn,  Alt.  426-39. 


207- 39- A . H.B.Q . 115-44  180th  (Caxton)  street, 

west  side,  680  ft.  south  of 
114th  road  (Rulland  street); 
(Block  1327,  Lot  40),  St.  Al¬ 
bans,  Borough  of  Queens, 

Alt.  9540-38. 


208-39-SA . . American  Radiator  and  Stand¬ 

ard  Sanitary  Corporation  Six- 
gallon  Vitreous  China  W.  C. 
Tank,  F-4050,  Appliance. 


209-39-A . F.D.  . 907-913  Westchester  avenue  and 


928  Stebbins  avenue,  northeast 
corner  (Block  2698,  Lot  85), 
Borough  of  The  Bronx, 

Decision  re:  15074-C. 


210-39-A . F.D . North  side  of  Borden  avenue, 

intersection  of  Vernon  boule¬ 
vard,  51st  avenue  and  11th 
street  (Block  39,  Lots  1  to  48 
inclusive),  Long  Island  City, 
Borough  of  Queens, 

78190-L.C. 


211-39-A . H.B.Q . 114  Maurice  avenue,  north  side, 

68.19  ft.  east  of  Borden  ave¬ 
nue  (Building  No.  1)  ;  (Block 
2187,  Lot  85),  Maspeth,  Bor¬ 
ough  of  Queens, 

Decision  re :  Revocation 
of  Occupancy  No.  3407-36. 


212-39-A . H.B.Q.. . 1 14  Maurice  avenue,  north  side, 

68.19  ft.  east  of  Borden  ave¬ 
nue  (Building  No.  2)  ;  (Block 
2187,  Lot  No.  85),  Maspeth, 
Borough  of  Queens. 

Decision  re  :  Certificate  of 
Occupancy  No.  3422-36. 


213-39-A . H.B.Q . 114  Maurice  avenue,  north  side, 

68.19  ft.  east  of  Borden  ave¬ 
nue  (Building  No.  3)  ;  (Block 


2187,  Lot  85),  Maspeth,  Bor¬ 
ough  of  Queens, 

Decision  re  :  Certificate  of 
Occupancy  No.  3408-36. 


214-39- A . H.B.Q . 114  Maurice  avenue,  north  side, 

68.19  ft.  east  of  Borden  ave¬ 
nue  (Building  No.  4)  ;  (Block 
2187,  Lot  85),  Maspeth,  Bor¬ 
ough  of  Queens, 

Decision  re:  Certificate  of 
Occupancy  No.  3423-36. 


215-39-A . H.B.Q . 114  Maurice  avenue,  north  side, 

68.19  ft.  east  of  Borden  ave¬ 
nue  (Building  No.  5)  ;  Block 
2187,  Lot  85),  Maspeth,  Bor¬ 
ough  of  Queens, 

Decision  re  :  Certificate  of 
Occupancy  No.  3424-36. 


216-39-A . H.B.Q . 114  Maurice  avenue,  north  side, 

68.19  ft.  east  of  Borden  ave¬ 
nue  (Building  No.  6)  ;  (Block 
2187,  Lot  85),  Maspeth,  Bor¬ 
ough  of  Queens, 

Decision  re  :  Certificate  of 
Occupancy  No.  3453-36. 


217-39- A . H.B.Q . 114  Maurice  avenue,  north  side, 

68.19  ft.  east  of  Borden  ave¬ 
nue  (Building  No.  7) ;  (Block 
2187,  Lot  85),  Maspeth,  Bor¬ 
ough  of  Queens, 

Decision  re:  Certificate  of 
Occupancy  No.  3409-36. 


* 

218-39-A . H.B.Q . 114  Maurice  avenue,  north  side, 

68.19  ft.  east  of  Borden  ave¬ 
nue  (Building  No.  8)  ;  (Block 
2187,  Lot  85),  Maspeth,  Bor¬ 
ough  of  Queens, 

Decision  re:  Certificate  of 
Occupancy  No.  3425-36. 


219-39-A .  H.B.Q . 114  Maurice  avenue,  north  side, 

68.19  ft.  east  of  Borden  ave¬ 
nue  (Building  No.  9)  ;  (Block 
2187,  Lot  85),  Maspeth,  Bor-' 
ough  of  Queens, 

Decision  re  :  Certificate  of 
Occupancy  No.  3426-36. 


220-39- A . H.B.Q . East  side  of  Old  School  Brook 

road,  382  ft.  north  of  Maurice 
avenue  and  114  Maurice  ave¬ 
nue  (Building  No.  10)  ;  (Block 
2187,  Lot  23),  Maspeth,  Bor¬ 
ough  of  Queens, 

Decision  re:  Certificate  of 
Occupancy  No.  3410-36. 


221-39-A....  H.B.Q . East  side  of  Old  School  Brook 

road,  382  ft.  north  of  Maurice 
avenue  and  114  Maurice  ave¬ 
nue  (Building  No.  11);  (Block 
2187,  Lot  23),  Maspeth,  Bor¬ 
ough  of  Queens. 

Decision  re:  Certificate  of 
Occupancy  No.  3427-36. 


222-3 9- A . H.B.Q.. .  .  East  side  of  Old  School  Brook 

road,  595  ft.  north  of  Maurice 
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avenue  and  114  Maurice  ave¬ 
nue  (Building  No.  22)  ;  (Block 
2187,  Lot  23),  Maspeth,  Bor¬ 
ough  of  Queens, 

Decision  re :  Certificate  of 
Occupancy  No.  3434-36. 


223-39-A . H.B.Q . East  side  of  Old  School  Brook 

road,  693  ft.  north  of  Maurice 
avenue  and  114  Maurice  ave¬ 
nue  (Building  No.  39)  ;  (Block 
2187,  Lot  23),  Maspeth,  Bor¬ 
ough  of  Queens, 

Decision  re  :  Certificate  of 
Occupancy  No.  3470-36. 


224-39-BZ . H.B.Q . 85-37  Van  Wyck  boulevard 

(137th  street),  northeast  cor¬ 
ner  of  86th  avenue  (Block 
9647,  Lot  19),  Jamaica,  Bor¬ 
ough  of  Queens,  B.N.  52-39. 


225-39-A . H.B.Q . 1149  Beach  12th  street,  west 

side,  100  ft.  south  of  Chan- 
ning  road  (Block  34,  Lots  50 
and  53),  Far  Rockaway,  Bor¬ 
ough  of  Queens,  Alt.  251-39. 


226-39-A . F.D . Transportation  of  Oil  in  Tank 

Trucks  (not  of  approved 
types)  in  New  York  City, 

15618-L.G,  15616-L.C., 
15617-L.G,  15615-L.C., 
15755-L.C.,  15757-L.C., 
15758-L.C.,  15798-L.C., 
and  15824-L.C. 


227-39-SM . Johns  -  Manville  Rock  Wool 

Home  Insulation,  Types  A, 
B  and  C,  manufactured  by 
Johns-Manville  Sales  Corpo¬ 
ration,  Material. 


228-39-SM .  .Porete  Nailing  Slabs  and  Por- 

ete  Channel  Clabs,  manufac¬ 
tured  by  Porete  Manufactur¬ 
ing  Company,  Material. 


229-39-S . F.D . 315  East  91st  street,  north  side, 

200  ft.  east  of  Second  avenue 
(Block  1554,  Lot  9),  Borough 
of  Manhattan,  37864-L.D. 


230-39-A . F.D . 1-11  West  47th  street,  north 

side,  100  ft.  west  of  Fifth  ave¬ 
nue  (Block  1263,  Lot  28), 
Borough  of  Manhattan, 

Decision. 


23 1-39- A . H.B.Q . 160-170  Harbor  Haven  (West 

drive)  ;  (236th  street  on  Zone 
Map),  west  side,  2876.51  ft. 
south  of  Rockaway  boulevard 
(Block  4740,  Lots  868,  871, 
873,  1344,  and  1351),  Jamaica 
Beach,  Borough  of  Queens, 
Alt.  6397-38. 


232-3 9- A . F.D . 229-01  to  229-03  Merrick  road, 

northeast  corner  of  229th 
street  (Block  3555,  Lot  121), 
Laurelton,  Borough  of  Queens, 
1093-L.F.  and  Decision. 


233-39- A . F.D . 429  Seventh  avenue,  east  side, 

98  ft.  9  in.  south  of  West  34th 
street  (Block  809,  Lot  5), 
Borough  of  Manhattan, 

15801-L.C. 


234-39-A . H.B.Q . 108-02  Merrick  road,  southwest 

corner  of  108th  avenue  (Block 
1214,  Lot  8),  Jamaica,  Bor¬ 
ough  of  Queens, 

Sign  Applic.  33-39. 


235-39-SM . Truscon  Steel  Company  Metal 

Lath  and  Lathing  Accessories, 
manufactured  by  Truscon 
Steel  Company,  Material. 


236-39-SM . Consolidated  Expanded  Metal 

Companies  Metal  Lath  and 
Lathing  Accessories,  manu¬ 
factured  by  Consolidated  Ex¬ 
panded  Metal  Companies, 

Material. 


237- 39-SM . Ceco  Metal  Lath,  manufactured 

by  Ceco  Steel  Products  Cor¬ 
poration,  Material. 

238- 39-SM . Bostwick  Metal  Lath,  manufac¬ 

tured  by  The  Bostwick  Steel 
Lath  Company,  Material. 

239- 39-SM . . Berloy  Metal  Lath,  manufac¬ 

tured  by  Berger  Manufactur¬ 
ing  Division  Republic  Steel 
Corporation,  Material. 

240- 39-SM . The  Goldsmith  Metal  Lath 

Company,  Metal  Lath,  manu¬ 
factured  by  The  Goldsmith 
Metal  Lath  Company, 


241-39-SM . Netmesh,  Smalmesh,  Finer- 


mesh,  Furlath,  Tilath,  Keuhn 
Special  Mesh  and  Stayrib 
Metal  Laths  and  Lathing  Ac¬ 
cessories,  Material. 


242-39-SM . Penn  Metal  Company,  Inc., 

Metal  Lath  and  Lathing  Ac¬ 
cessories,  manufactured  by 
Penn  Metal  Company,  Inc., 

Material. 


243-39-SM . Wheeling  Metal  Lath  and  Lath¬ 

ing  Accessories,  manufactured 
by  Wheeling  Corrugated  Com¬ 
pany,  Material. 


244-39-BZ . H.B.M . 163-165  West  57th  street,  north 

side,  104  ft.  2  in.  east  of  Sev¬ 
enth  avenue  (Block  1010,  Lot 
5),  Borough  of  Manhattan, 
Alt.  372-39. 


245-39-A-WF  .  H.B.Q . 39-20  104th  street,  west  side, 

100  ft.  north  of  Roosevelt 
avenue  (Block  1770,  Lot  90), 
Corona,  Borough  of  Queens, 
B.N.  62-39. 


246-39- A . F.D . 111-117  47th  street,  north  side, 


339 


CALENDAR 


74  ft.  4  in.  east  of  First  ave¬ 
nue  (Block  735,  Lot  1),  Bor¬ 
ough  of  Brooklyn, 

77698-L.C.  and  Decision. 


247-39-BZ . H.B.Q . 43-44  44th  street,  west  side, 

100.02  ft.  north  of  Queens 
boulevard  (Block  162,  Lots 
36  and  39),  Long  Island  City, 
Borough  of  Queens, 

Applic.  9403-38. 


248-39-BZ . H.B.R . 41  Barker  street,  east  side,  700 

ft.  north  of  Castleton  avenue 
(Block  197,  Lot  34),  West 
New  Brighton,  Borough  of 
Richmond,  Alt.  1459-38. 


249-39-BZ . H.B.Q . 84-11  Astoria  boulevard  and  24- 

02  85th  street,  northwest  cor¬ 
ner  and  84-12  24th  avenue 
(Block  1096,  Lot  1),  Jackson 
Heights,  Borough  of  Queens, 
N.B.  567-39. 


250-39-A . .F.D . 1179  Liberty  avenue,  north  side, 

50  ft.  west  of  Elderts  lane 
(Block  4183,  Lot  50),  Bor¬ 
ough  of  Brooklyn, 

977-L.F.  and  Decision. 


251-39-A . F.D . 91-01  Jamaica  avenue,  northeast 

corner  of  91st  street  (Block 
80,  part  of  Old  Lot  63), 
Woodhaven,  Borough  of 
Queens, 

1101-L.F.  and  Decision. 


252-39-A . F.D . 125  West  45th  street,  north  side, 

300  ft.  west  of  Sixth  avenue 
(7th  floor)  ;  (Block  998,  Lot 
18),  Borough  of  Manhattan, 

15763-C. 


253-39-SA . E-Z  Out  Fire  Extinguisher, 

Appliance. 


254-39-A . H.B.B . 415-421  Third  avenue  and  209- 

239  Seventh  street,  northeast 
corner  (Block  992,  Lot  1), 
Borough  of  Brooklyn, 

Sprinkler  Applic.  19732-38. 

Restored  to  Calendar 


1064-38-A.  .  .  .H.B.M . .61-63  Eighth  avenue  and  300 

West  13th  street,  southwest 
corner  (Block  616,  Lot  47), 
Borough  of  Manhattan, 

F.P.  Applic.  1176-37. 


103-31-BZ. ..  .H.B.Q . 124-17  Metropolitan  avenue, 

north  side,  20  ft.  east  of  124th 
place  (Block  No.  147.  Lot  No. 
184),  Richmond  Hill,  Bor¬ 
ough  of  Queens,  Alt.  9904-38. 


426-38-SA . Arcoflame  Oil  Burner,  Model 

C,  Appliance. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Build¬ 
ings:  H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn; 
H.B. M.— Department  of  Housing  and  Buildings,  Manhattan; 
H.B.Q. — Department  of  Housing  and  Buildings,  Queens; 


H.B.R. — Department  of  Housing  and  Buildings,  Richmond: 
H.B.Bx. — Department  of  Housing  and  Buildings,  Bronx;  H.D.— 
Health  Department  and  F.D.— Fire  Department. 


CERTIORARI  ORDER  SERVED  ON  BOARD  OF 
STANDARD  AND  APPEALS 

On  March  2,  1939,  Joseph  M.  Edelson,  attorney,  served  on  board 
petition  and  order  of  certiorari  on  behalf  of  Antigo  Realty  Co.,  Inc., 
objector  in  re  decision  of  board  of  January  24,  1939,  granting  parking 
and  storage  of  more  than  five  (5)  motor  vehicles  in  business  district, 
under  Section  7-h,  Cal.  No.  803-38-BZ,  at  premises  3901-3911  White 
Plains  avenue,  northwest  corner  of  East  222nd  street,  Borough  of 
The  Bronx. 


RULES 

Last  Publication  in  Bulletin 
Carbon  Dioxide  Liquefier  Rules. ...  Jan.  24,  1939 — Vol.  24,  No.  4 


Certificate  of  Occupancy,  approved 

form  . Aug. 

Concrete  Flat  Slabs,  Rules... . July 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . . . ._ . Mar. 

Exit  Rules  (Revolving  Doors) . Tune 

Factory  Exit  Rules . . Feb. 

Fire  Alarm  Rules  (Interior) . Feb. 

Fire  Drill  Rules . Nov. 

Fire  Retarding  Rules  for  Garages, 

etc . . . Feb. 

Fireproof  Wood,  Testing  of . Apr. 
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Rules  . Nov. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Oil  Burner  Rules . Jan. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Feb. 

Platform  Trucks,  Specifications  for. Nov. 
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Plumbing  Rules  (Prevention  of  Con¬ 
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Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. .  .Tune 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Apr. 
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Fireline  Hose  Valves . Feb.  7,  1939 — Vol.  24,  No.  6 
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MARCH  7,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
7,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


cal.  no.  1149-38-BZ — Application,  December  6,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Rutland  Parkway, 
Inc.,  owner,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance 
of  a  garage  for  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline 
service  station;  premises  50-62  East 
98th  street,  west  side,  90  ft.  north  of 
Rutland  road  (Block  No.  4600,  Lot  No. 
30),  Borough  of  Brooklyn. 
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cal.  no.  1174-38-BZ — Application,  December  16,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Scacchetti  and  Siegel,  ap¬ 
plicants,  on  behalf  of  Amos  Eno,  owner 
(Friars  Operators,  Inc.,  lessee),  to  per¬ 
mit  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  421-427  West  53rd  street, 
north  side,  300  ft.  west  of  Ninth  avenue 
(Block  No.  1063,  Lot  Nos.  17  to  20, 
inclusive),  Borough  of  Manhattan. 

cal.  no.  1217-38-BZ— Application,  December  23,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  William  J.  Minogue,  ap¬ 
plicant,  on  behalf  of  East  River  Sav¬ 
ings  Bank,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  149-01  Rockaway  boulevard, 
northwest  corner  of  Sutphin  boulevard 
(Block  No.  2832,  Lot  No.  36),  South 
Ozone  Park,  Borough  of  Queens. 

cal.  no.  1223-38-BZ — Application,  December  30.  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Jack  Z.  Cohen,  applicant, 
on  behalf  of  T.  H.  Fraser  Mortgage 
Corporation,  owner,  to  permit  in  a 
business  use  district,  the  conversion  of 
occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop;  premises 
6727  14th  avenue  and  1401-1411  68th 
street,  northeast  corner  (Block  No. 
5769,  Lot  No.  1),  Borough  of  Brook¬ 
lyn. 

cal.  no.  22-39-BZ — Application,  January  10,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Robert  Helmer.  applicant, 
on  behalf  of  C.  T.  Silver,  Inc.,  owner, 
to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a 
gasoline  service  station  ;  premises  3087- 
3103  Nostrand  avenue  and  1720-1734 
Gerritsen  avenue,  southeast  corner 
(Block  No.  6813,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  566-38-BZ — Application,  June  30,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Henry  Nordheim,  applicant,  on  be¬ 
half  of  Pauline  Schechter,  owner,  to 
permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use 
district  the  conversion  of  occupancy 
of  an  existing  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles  ; 
premises  862  East  162d  street,  south 
side,  125  ft.  east  of  Prospect  avenue 
(Block  No.  2690,  Lot  No.  28),  Bor¬ 
ough  of  The  Bronx. 

cal.  no.  908-38-BZ — Application,  October  18,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edwin  H.  Snackenberg,  appli¬ 
cant,  on  behalf  of  Benjamin  Siegel, 
owner,  to  permit  in  a  business  use 
district,  the  extension  of  a  gasoline 
service  station,  previously  denied  by 
the  board  and  granted  under  decision 
of  the  Court;  premises  110-44  to  110- 
56  Springfield  boulevard  and  216-39 


to  216-49  111th  avenue,  northwest  cor¬ 
ner  (Block  No.  2038,  Lot  Nos.  31  and 
33),  Queens  Village,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  7,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

93-39-A — 300  East  145th  street,  southwest  corner  of 
College  avenue  (Block  No.  2325,  Lot  No. 
14),  Borough  of  The  Bronx. 

11 1-39- A — 58-01  to  58-59  213th  street,  east  side,  between 
Horace  Harding  boulevard  and  58th  ave¬ 
nue  (Block  No.  3325,  part  of  Lot  No.  1), 
Bayside,  Borough  of  Queens. 

130-39-A — West  side  of  Independence  avenue,  164  ft. 

north  of  West  246th  street  (Block  No. 
3418,  Lot  No.  518),  Borough  of  The 
Bronx. 

77-39- A — 1172  Liberty  avenue,  south  side,  20  ft.  east  of 
Grant  avenue  (Block  No.  4203,  Lot  No. 
18),  Borough  of  Brooklyn. 

194-39-A — 151-159  Dean  street,  north  side,  75  ft.  east  of 
Hoyt  street  (Block  No.  189,  Lot  Nos.  10- 
13),  Borough  of  Brooklyn. 

203- 39-A — 778  East  236th  street,  southwest  corner  of 

Barnes  avenue  (Block  No.  4999,  Lot  No. 
26),  Borough  of  The  Bronx. 

204- 39- A — 91-32  116th  street,  west  side,  270.23  ft.  north 

of  Atlantic  avenue  (Block  No.  9325,  Lot 
No.  20),  Richmond  Hill,  Borough  of 
Queens. 

205- 39-A — 26  West  74th  street,  south  side,  350  ft.  west  of 

Central  Park  west  (Block  No.  1126,  Lot 
No.  47),  Borough  of  Manhattan. 

206- 39-A — 899-925  Flatbush  avenue,  east  side,  140  ft.  9/2 

in.  south  of  Church  avenue  (Block  No. 
5103,  Lot  No.  10),  Borough  of  Brooklyn. 

210-39-A — North  side  of  Borden  avenue,  intersection  of 
Vernon  boulevard,  51st  avenue  and  11th 
street  (Block  No.  39,  Lot  Nos.  1  to  48, 
inclusive),  Long  Island  City,  Borough  of 
Queens. 

225-39-A — 1149  Beach  12th  street,  west  side,  100  ft.  south 
of  Channing  road  (Block  No.  34,  Lot 
Nos.  50  and  53),  Far  Rockaway,  Borough 
of  Queens. 

55-39-A — 402-414  East  105th  street,  south  side,  1UU  tt. 

east  of  First  avenue  and  403-415  East 
104th  street  (Block  No.  1698,  Lot  No.  5), 
Borough  of  Manhattan. 

154-39- A — 1792  Bathgate  avenue,  east  side,  40  ft.  south 
of  East  175th  street  (Block  No.  2922, 
Lot  No.  27),  Borough  of  The  Bronx. 

159- 39- A — 89-02  217th  street,  southwest  corner  of  89th 

avenue  (Block  No.  1618,  part  of  Lot  No. 
9),  Queens  Village,  Borough  of  Queens. 

160- 39-A— 88-16,  88-20,  88-24  and  88-28  217th  street,  north¬ 

west  corner  of  89th  avenue  and  west  side 
of  217th  street,  40  ft.,  80  ft.,  and  120  ft. 
north  of  89th  avenue  (Block  No.  1623, 
part  of  Lot  No.  1),  Queens  Village,  Bor¬ 
ough  of  Queens. 

161- 39-A — 89-11  217th  street,  east  side,  100  ft.  south  of 

89th  avenue  (Block  No.  1617,  part  of  Lot 
No.  1),  Queens  Village,  Borough  of 
Queens. 
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162-39- A— 88-15,  88-19,  88-23  and  88-27  217th  street,  north¬ 
east  corner  of  89th  avenue  and  east  side 
of  217th  street,  40  ft.,  80  ft.  and  120  ft. 
north  of  89th  avenue  (Block  No.  1624, 
Lot  No.  3  and  part  of  Lot  No.  1),  Queens 
Village,  Borough  of  Queens. 

190-39-A— 341-353  West  50th  street,  north  side,  250  ft. 

east  of  Ninth  avenue  and  342-350  West 
51st  street  (Block  No.  1041,  Lot  Nos. 

7,  11,  15,  16  and  17),  Borough  of  Man¬ 
hattan. 

226-39- A— Transportation  of  Oil  in  Tank  Trucks  (not 
of  approved  types)  in  New  York  City. 

230- 39-A— 1-11  West  47th  street,  north  side,  100  ft.  west 

of  Fifth  avenue  (Block  No.  1263,  Lot  No. 
28),  Borough  of  Manhattan. 

23 1 - 39-A— 160-170  Harbor  Haven  (West  drive)  ;  (236th 

street  on  Zone  Map),  west  side,  2876.51 
ft.  south  of  Rockaway  boulevard  (Block 
No.  4740,  Lot  Nos.  868.  871,  873,  1344  and 
1351),  Jamaica  Beach,  Borough  of  Queens. 

232- 39-A— 229-01  to  229-03  Merrick  road,  northeast  corner 

of  229th  street  (Block  No.  3555,  Lot  No. 
121),  Laurelton,  Borough  of  Queens. 

246-39- A— 111-117  47th  street,  north  side,  74  ft.  4  in.  east 
of  First  avenue  (Block  No.  735,  Lot  No. 
1),  Borough  of  Brooklyn. 

250-39-A — 1179  Liberty  avenue,  north  side,  50  ft.  west  of 
Elderts  lane  (Block  No.  4183,  Lot  No. 
50),  Borough  of  Brooklyn. 

234-39-A — 108-02  Merrick  road,  southwest  corner  of  108th 
avenue  (Block  No.  1214,  Lot  No.  8), 
Jamaica,  Borough  of  Queens. 

258-39-A — 1651-1653  Third  avenue,  east  side,  75  ft.  6^4 
in.  north  of  East  92nd  street  (Block  No. 
1538,  Lot  No.  4),  Borough  of  Manhattan. 

163-39-A — 92-98  Bogart  street  and  2  Ingraham  street, 
northwest  corner  (Block  No.  3075,  Lot 
No.  1),  Borough  of  Brooklyn. 

266- 39-A — 37-11  Queens  boulevard  and  43-44  38th  (Van 

Pelt)  street,  northwest  corner  (Block  No. 
220,  Lot  No.  9),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

267- 39-A— 544  Sixth  avenue,  east  side,  50  ft.  south  of 

West  15th  street  (Block  No.  816,  Lot  No. 
79),  Borough  of  Manhattan. 

265-39-A — 35-46  74th  street,  west  side,  100  ft.  north  of 
37th  avenue  (Block  No.  1273,  Lot  No.  11), 
Jackson  Heights,  Borough  of  Queens. 

270-39-A — 96-50  Queens  boulevard,  south  side,  150  ft.  east 
of  63rd  drive  (Block  No.  3082,  Lot  No. 
61),  Forest  Hills,  Borough  of  Queens. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  March 
7,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 

cal.  no.  718-28-BZ — Application  of  Atlas  Contracting  Co., 
Inc.,  applicant,  on  behalf  of  1540  Grand 
Concourse  Corporation,  owner,  re¬ 
opened  February  7,  1939,  for  considera¬ 
tion  of  an  amendment  to  resolution — 
re  Application,  previously  granted  on 
certain  conditions,  under  section  21  of 
the  building  zone  resolution,  permitting 


in  a  residence  use  district  the  altera¬ 
tion,  extension  and  change  of  occu¬ 
pancy  of  a  building  occupied  as  stores 
and,  also,  a  gasoline  service  station  to 
a  building  used  throughout  as  stores; 
premises  1534-1540  Grand  concourse, 
east  side,  267.11  ft.  south  of  Mount 
Eden  avenue  (Block  No.  2821,  Lot 
Nos.  27,  2 7y2,  part  of  Lot  Nos.  11,  28, 
26  and  25),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  14,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the.  provisions 
of  the  building  zone  resolution,  Tuesday  morning.  March 
14.  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  1086-38-BZ —  Application.  November  28.  1938.  un¬ 
der  sections  7h  and  21  of  the  building 
zone  resolution,  of  Robert  Teichman, 
applicant,  on  behalf  of  Arthur  F. 
Davies,  Trust  Office  for  Citv  Bank 
Farmers  Trust  Co.,  trustee  of  Estate 
of  William  Waldorf  Astor,  owner,  Jo 
permit  partly  in  a  residence  use  district 
and  partly  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  351-381  East  164  th  street, 
north  side,  between  Clav  avenue  and 
Teller  avenue,  984-1008  Teller  avenue 
and  985-1009  Oav  avenue  (Block  No. 
2424,  Lot  No.  1),  Borough  of  The 
Bronx. 


cal.  no.  920-38-BZ— Application,  October  25,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer.  appli¬ 
cants,  on  behalf  of  Irving  Yarvin. 
owner,  to  permit  partly,  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as 
lubritorium  and  auto  laundrv,  upon  an 
existing  gasoline  service  station :  prem¬ 
ises  139-21  Springfield  boulevard, 
northeast  corner  of  140th  avenue 
( Block  No.  3746.  Lot  No.  1),  Spring- 
field,  Borough  of  Queens. 

cal.  no.  1193-38-BZ — Application,  December  22,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  Emigrant  Industrial  Say¬ 
ings  Bank,  owner,  to  permit  partly  in 
a  business  use  district  and  partly  in  a 
retail  use  district,  for  a  temporary  pe¬ 
riod  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  29-35 
West  28th  street,  north  side,  85  ft.  6  in. 
west  of  Broadway  (Block  No.  830, 
part  of  Lot  No.  17),  Borough  of  Man¬ 
hattan. 

cal.  no.  540-37-BZ — Application,  November  15,  1937,  under 
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section  7h  of  the  building  zone  resolu¬ 
tion,  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  Jessie  Fisher  and  Caroline 
Candidus,  owners  (Harry  Weissler, 
lessee),  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  are  located  on 
the  same  street  between  the  same  two 
(2)  intersecting  streets  in  which  there 
exists  an  exit  to  a  public  school ;  prem¬ 
ises  673-695  Livonia  avenue,  north  side, 
between  Wyona  street  and  Vermont 
street,  534-544  Wyona  street  and  571- 
581  Vermont  street  (Block  No.  3808, 
Lot  Nos.  1  and  48),  Borough  of 
Brooklyn. 

cal.  no.  1143-38-BZ — Application,  December  9,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant, 
on  behalf  of  Anthony  Marzano,  owner 
(Beverly  Auto  Painting  Company,  Inc., 
lessee),  to  permit  in  a  business  use  dis¬ 
trict,  the  inclusion  of  a  motor  vehicle 
repair  shop  and,  also,  a  motor  vehicle 
paint  shop  in  an  existing  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  1302-1306  60th  street  and 
6001-6007  13th  avenue,  southeast  corner 
(Block  No.  5719,  Lot  No.  7),  Borough 
of  Brooklyn. 


!'  cal.  no.  770-38-BZ — Application  August  29,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  Samuels  and  Samuels,  appli¬ 
cants,  on  behalf  of  Minnie  Zagarino, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  extension  and  reconstruction 
of  a  gasoline  service  station  (prev¬ 
iously  granted  by  the  board)  premises 
109-61  to  109-73  Van  Wyck  boulevard 
and  109-118  to  109-130  Lincoln  avenue, 
northeast  corner  (Block  No.  10066,  Lot 
No.  1),  Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


306-39-A— 136  East  57th  street  and  691-695  Lexington  ave¬ 
nue,  southeast  corner  (Block  No.  1311, 
Lot  No.  50),  Borough  of  Manhattan. 

254-39-A — 415-421  Third  avenue  and  209-239  Seventh  street, 
northeast  corner  (Block  No.  992,  Lot  No. 
1),  Borough  of  Brooklyn. 


MARCH  21,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
21,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


cal.  no.  94-38-BZ — Application,  February  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Arthur  W.  Renander,  appli¬ 
cant,  on  behalf  of  Jeho  Co.,  Inc.,  owner 
(Jamaica  Parking  Co.,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  89-02  to  89-12  166th  street, 
southwest  corner  of  89th  avenue 
(Block  No.  866,  Lot  No.  72),  Jamaica, 
Borough  of  Queens. 


cal.  no.  840-38-BZ — Application,  October  3,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Francis  L.  Shea,  applicant,  on 
behalf  of  The  Trustees  of  the  Sailors 
Snug  Harbor,  owner  (Gertrude  I. 
Bergoff,  lessee),  to  permit  partly  in  a 
business  use  district  and  partly  in  an 
unrestricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  52-58  East  8th  street  and  305 
Mercer  street,  southwest  corner  (Block 
No.  548,  Lot  Nos.  32  to  35,  inclusive), 
Borough  of  Manhattan. 


MARCH  14,  1939,  2  P.  M. 

Appeal  from  Administrative  Decision 

95-39-A — 141-153  Lincoln  avenue,  northwest  corner  of 
East  134th  street  (Block  No.  2317,  Lot 
Nos.  43-49),  Borough  of  The  Bronx. 

274- 39-A — 976-980  Third  avenue,  west  side,  99  ft.  3  in.  south 

of  East  59th  street  (Block  No.  1313,  Lot 
No.  35),  Borough  of  Manhattan. 

275- 39-A — 471-479  East  Tremont  avenue,  northeast  corner 

of  Washington  avenue  (Block  No.  3043, 
Lot  No.  1),  Borough  of  The  Bronx. 

37-39-A — 113-11  to  113-13  Jamaica  avenue,  north  side,  100 
ft.  east  of  114th  street  (Block  No.  9227, 
Lot  No.  80),  Richmond  Hill,  Borough 
of  Queens. 

209-39-A — 907-913  Westchester  avenue  and  928  Stebbins 
avenue,  northeast  corner  (Block  No.  2698, 
Lot  No.  85),  Borough  of  The  Bronx. 

291-39-A — 57  East  68th  street,  54  East  69th  street,  657-689 
Park  avenue  and  924-942  Lexington  ave¬ 
nue  (Block  No.  1403,  Lot  No.  1),  Borough 
of  Manhattan. 


cal.  no.  145-38-BZ — Application,  March  8,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  William  H.  Van  Hou- 
ten,  applicant,  on  behalf  of  Mabel 
Agassiz,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  475 
West  146th  street,  north  side,  100  ft. 
west  of  Amsterdam  avenue  (Block  No. 
2061,  Lot  Nos.  5  and  6),  Borough  of 
Manhattan. 

cal.  no.  663-38-BZ — Application,  July  25,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Max  Hirsch,  applicant,  on  behalf 
of  Augusta  Alexander,  owner,  to  per¬ 
mit  in  a  residence  use  and  “E”  area 
district,  the  maintenance  of  a  two  (2) 
car  garage ;  the  maintenance  of  which 
is  contrary  to  “E”  area  requirements; 
premises  3122  Avenue  L,  south  side, 
20  ft.  west  of  East  32nd  street  (Block 
No.  7649,  Lot  No.  49),  Borough  of 
Brooklyn. 
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cal.  no.  1171-38-BZ— Application,  December  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Falk,  applicant,  on 
behalf  of  Hilda  Lerner,  owner,  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  150-01  to  150-09  Hor¬ 
ace  Harding  boulevard  and  60-09  to 
60-15  150th  street,  northeast  corner 

(Block  No.  6436,  Lot  No.  41),  Flush¬ 
ing,  Borough  of  Queens. 

cal.  NO.  44-39-BZ — Application,  January  13,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  F.  Meehan,  applicant,  on 
behalf  of  Sinclair  Refining  Company, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
108-15  Northern  boulevard,  northwest 
corner  of  110th  street  (Block  No. 
1703,  Lot  No.  44),  Corona,  Borough 
of  Queens. 

cal.  no.  150-39-BZ — Application,  February  6,  1939,  under 
section  7a  of  the  building  zone  resolu¬ 
tion,  of  James  Whitford,  applicant,  on 
behalf  of  Rubsam  and  Horrmann 
Brewing  Company,  owner,  to  permit 
in  a  business  use  district,  the  extension 
in  height  of  an  existing  building  which 
is  part  of  an  existing  brewery;  prem¬ 
ises  191  Canal  street,  southeast  corner 
of  Boyd  street  and  Cedar  street  (Block 
No.  527,  Lot  No.  49),  Stapleton,  Bor¬ 
ough  of  Richmond. 

cal.  no.  921-38-BZ— Application,  October  25,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  V.  Iaricci,  applicant,  on 
behalf  of  Joseph  P.  Kissling,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  110-40  Horace 
Harding  boulevard  (Nassau  boule¬ 
vard),  southwest  corner  of  Colonial 
avenue  (Block  No.  2161,  Lot  Nos.  115 
and  118),  Corona,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  21,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

114-39-A — 1510  Jessup  avenue,  east  side,  75  ft.  north  of 
West  172d  street  (Block  No.  2872,  Lot 
No.  287),  Borough  of  The  Bronx. 

284- 39-A — Northwest  corner  of  West  254th  street  and  Riv- 

erdale  avenue  (Block  No.  3425,  Lot  No. 
405),  Borough  of  The  Bronx  (Under 
Section  35,  General  City  Law :  Re  Bed  of 
Mapped  Street). 

285- 39-A — North  side  of  West  254th  street,  239  ft.  west  of 

Riverdale  avenue  (Block  No.  3425,  Lot 
No.  475),  Borough  of  The  Bronx  (Under 
Section  35,  General  City  Law :  Re  Bed  of 
Mapped  Street). 

MARCH  28,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 


28,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 

Manhattan,  on  the  following  matters: 

cal.  no.  1050-38-BZ — Application,  November  18,  1938,  un¬ 
der  section  21  of  the  building  zone  res¬ 
olution,  of  Sidney  H.  Kitzler,  appli¬ 
cant,  on  behalf  of  John  Meurer,  owner, 
to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station,  office,  auto  laundry, 
lubritorium  and  brake  and  battery 
service;  premises  6411-6423  13th  ave¬ 
nue  and  1301-1305  65th  street,  north¬ 
east  corner  (Block  No.  5747,  Lot  Nos. 

1  and  5),  Borough  of  Brooklyn. 

cal.  no.  866-38-BZ— Application,  October  7,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Goldenthal  Brothers,  applicant, 
on  behalf  of  Lafayette  National  Bank 
of  Brooklyn,  as  trustee  (Herman  EUer- 
brock,  lessee),  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  21-23  to  21-33 
31st  street,  east  side,  225  ft.  south  of 
21st  avenue  (Block  No.  831,  Lot  Nos. 
20  to  24,  inclusive),  Astoria,  Borough 
of  Queens. 

cal.  no.  1006-38-BZ — Application,  November  9,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Rosella  I.  Wil¬ 
liams,  owner,  to  permit  in  a  business 
use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  1688  Eastern  boulevard,  south¬ 
west  corner  of  Soundview  avenue 
(Block  No.  3660,  Lot  Nos.  56  and  59), 
Borough  of  The  Bronx. 

cal.  no.  1105-38-BZ — Application,  December  2,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Dry  Dock  Savings  Institution, 
applicant  and  owner,  to  permit  in  a 
residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  224-230  West  18th 
street,  south  side,  325  ft.  west  of  Sev¬ 
enth  avenue  (Block  No.  767,  Lot  No. 
56),  Borough  of  Manhattan. 

cal.  no.  1184-38-BZ — Application,  December  19,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  221  Garage  Corporation,  ap¬ 
plicant,  on  behalf  of  Central  Park 
Realty  Corporation,  owner,  to  permit  in 
a  business  use  district,  the  conversion 
of  occupancy  of  part  of  an  existing 
building  to  a  motor  vehicle  repair  shop; 
premises  217  and  rear  of  219  West 
58th  street,  north  side,  275  ft.  west  of 
Seventh  avenue  (Block  No.  1030,  Lot 
'  No.  22),  Borough  of  Manhattan. 

cal.  no.  43-39- A — Applicaion,  January  11,  1939,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  Irving  M.  Fenichel,  ap¬ 
plicant,  on  behalf  of  Ken-Isle,  Inc., 
owner,  to  permit  in  a  residence  use 
district,  the  erection  and  maintenance 
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of  a  building  to  be  used  for  fur  storage 
and,  also,  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  17-45  to 
18-05  Clintonville  street,  east  side,  800 
ft.  south  of  Locke  avenue  (Block  No. 
4732,  Lot  No.  9,  Block  No.  4729,  Lot 
No.  46,  Block  No.  4746,  Lot  No.  1  and 
Block  No.  4747,  Lot  No.  1),  White- 
stone,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  28,  1939,  2  P.  M. 

Appeal  from  Administrative  Decision 
296-39- A — 74-12  88th  street,  west  side,  208.59  ft.  north  of 
Montauk  Division  of  L.  I.  R.  R.  (Block 
No.  3838,  Lot  No.  54  and  Block  No.  3839, 
Lot  No.  67),  Glendale,  Borough  of  Queens. 
(Under  Section  35,  General  City  Law: 
Re  Bed  of  Mapped  Street). 


APRIL  4,  1939,  2  P.  M. 

Appeal  from  Administrative  Decision 
309-39-A — East  side  of  Cabot  street,  205.92  ft.  south  of 
Oak  Point  avenue  (Block  No.  2605,  Lot 
No.  350),  Borough  of  The  Bronx  (Under 
Section  35,  General  City  Law :  Re  Bed  of 
Mapped  Street). 


Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April 
4,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 


cal.  no.  738-38-BZ — Application,  August  23,  1938,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Bernard  Trencher,  appli¬ 
cant,  on  behalf  of  Mary  T.  Hasselman 
and  Anastasia  L.  Bartley,  owners 
(Socony-Vacuum  Oil  Company,  Inc., 
lessee),  to  permit  in  a  residence  use 
district  the  extension  of  a  gasoline  ser¬ 
vice  station  and  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gasoline  service  station  office,  lubri- 
tory,  auto  laundry  and  for  the  sale  of 
accessories ;  premises  1815-1825  Ocean 
avenue,  east  side,  280  ft.  south  of  Ave¬ 
nue  M  (Block  No.  7656,  Lot  No.  55 
and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


REGULAR  MEETING 
TUESDAY  MORNING,  FEBRUARY  28,  1939 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 

The  minutes  of  the  Regular  meeting  of  the  board  held 
on  Tuesday  morning,  February  7,  1939  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  Tuesday  after¬ 
noon,  February  7,  1939,  were  approved  as  printed  in  Bul¬ 
letin  No.  7,  Vol.  24. 


BUILDING  ZONE  CASES 

921-38-BZ. 

APPLICANT — Joseph  V.  Iaricci,  for  Joseph  P.  Kissling, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  Section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED — 110-40  Horace  Harding  (Nas¬ 
sau)  boulevard,  southwest  corner  of  Colonial  ave¬ 
nue  (Block  No.  2161,  Lot  Nos.  115  and  118), 
Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  V.  Iaricci. 

For  Opposition:  Harold  Klorfein,  Dept,  of  Parks. 

ACTION  OF  BOARD' — Laid  over  to  March  21,  1939,  at 
10  A.M.,  on  request  of  applicant. 


715-38-BZ. 

APPLICANT — Sidney  L.  Strauss,  for  Thomas  Martin, 
owner  (Alfred  A.  Harned,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  Section  7f  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district,  the  erection  and  maintenance  of  a  golf 
driving  range,  for  a  temporary  period  of  two  (2) 
years. 

PREMISES  AFFECTED— 78-01  to  78-47  Main  street,  east 


side,  318.88  ft.  north  of  Union  turnpike  (Block 
Nos.  6670  and  6671,  Lot  Nos.  1  and  Block  Nos. 
6689  and  6690,  part  of  Lot  Nos.  1),  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  . 0 


THE  RESOLUTION— 

(715-38-BZ) 

Whereas,  Sidney  L.  Strauss,  for  Thomas  Martin,  owner 
(Alfred  A.  Harned,  lessee),  filed  August  12,  1938,  an  appli¬ 
cation  under  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  the  erection  and  maintenance  of  a 
golf  driving  range  for  a  temporary  period  of  two  years ; 
premises :  78-01  to  78-47  Main  street,  east  side  of  Main 
street,  318.88'  north  of  Union  turnpike  (Block  Nos.  6670, 
6671,  Lots  1;  6689,  6690,  part  of  Lots  1),  Flushing,  Borough 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  28,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Main  street  is  in  a  residence 
and  business  use  district ;  78th  avenue  is  in  a  residence  use 
district ;  78th  road  is  is  in  a  residence  use  district ;  79th 
avenue  is  in  a  residence  use  district  and  147th  street  is  in 
a  residence  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  re  Application  No.  6164-38,  dated  August  11, 
1938,  as  amended  January  26,  1939,  reads: 

“1.  The  use  of  the  above  located  premises  for  a 
golf  driving  range  for  business  purposes  in  a  resi- 
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dential  district,  is  contrary  to  Article  2,  Section  3,  of 
the  zone  law.  Not  further  considered.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  517  ft.  on  Main  street,  800  ft.  on  78th 
avenue  and  a  distance  of  2,443  ft.  along  the  east  lot  line. 
It  is  proposed  to  use  the  site  for  a  temporary  period  as 
a  golf  driving  range;  and 

Whereas,  the  plot  and  surrounding  area  were  inspected 
by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  this  was  a  proper 
case  in  which  to  exercise  its  discretion  under  Section  7, 
subdivision  F  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  Section 
7F  thereof,  to  permit  the  area  proposed,  between  78th 
avenue  on  the  north,  79th  avenue  on  the  south,  Main 
street  on  the  west,  and  a  point  800  feet  therefrom  and 
running  parallel  thereto  on  the  east,  to  be  used  for  the 
period  of  one  year  as  a  golf  driving  range,  on  condition 
that  no  additional  building  shall  be  erected  on  the  premises 
other  than  the  existing  tool  shed  and  office  near  the  Main 
street  building  line  and  that  the  driving  shall  be  at  all 
times  generally  easterly  from  Main  street. 


1028-38-BZ. 

APPLICANT — Katherine  A.  Dougherty,  owner. 
SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  Sections  7b, 
7d  and  21  of  the  building  zone  resolution,  to  per¬ 
mit  in  a  residence  use  district,  the  change  of 
occupancy  of  part  of  an  existing  residence  build¬ 
ing  to  an  undertaking  establishment. 

PREMISES  AFFECTED — 7906  Seventh  avenue,  south¬ 
west  corner  of  79th  street  (Block  No.  5892,  Lot. 
No.  65),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Daniel  McNamara,  Jr.,  and  Kath¬ 
erine  A.  Dougherty. 

For  Opposition :  Hannah  Medow,  Sam  G.  Kantha, 
Harry  Berger,  Margaret  Shannon,  Edward  R. 
Lashua,  Sam  Horowitz,  Arnold  L.  Taub  and 


Mrs.  S.  Winika. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  Commissioner  Savage  and  Assistant 

Chief  Walsh  . 2 

Nagative  Chairman  Murdock  and  Commission¬ 
er  Blum  .  2 

Absent  .  0 


THE  RESOLUTION— 

(1028-38-BZ) 

Whereas,  Katherine  A.  Dougherty,  owner,  filed  No¬ 
vember  10,  1938,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  the  change 
of  occupancy  of  part  of  an  existing  residence  building  to 
an  undertaking  establishment;  premises:  7906  Seventh  ave¬ 
nue,  southwest  corner  79th  street  (Block  No.  5892,  Lot. 
No.  65),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  28,  1939.  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Seventh  avenue  is  in  a  resi¬ 
dence  and  business  use  district;  Fort  Hamilton  parkway 
is  in  a  residence  use  district;  80th  street  is  in  a  residence 
and  business  use  district;  and  79th  street  is  in  a  residence 
and  business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
of  buildings,  re  Alt.  Application  No.  1 1968-38,  dated  Oc¬ 


tober  20,  1938,  as  amended  by  decision  dated  January  4, 
1939  reads  * 

“1.  Proposed  change  of  occupancy  of  part  of  resi¬ 
dential  building  to  undertaking  establishing  with  a 
residential  use  zone  is  prohibited  by  ^Art.  2,  Sec.  3  of 
zone  resolution.  Application  denied.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  122  ft.  on  Fort  Hamil¬ 
ton  parkway,  129  ft.  on  Seventh  avenue,  19  ft.  on  79th 
street  and  a  distance  of  87  ft.  along  the  south  lot  line. 
It  is  proposed  to  alter  the  interior  of  the  existing  two 
story  brick  one  family  dwelling  now  on  the  site  and  convert 
the  occupancy  of  same  to  two  family  dwelling  and  under¬ 
taking  establishment ;  and 

Whereas,  the  board  deemed  that  there  was  no  basis 
presented,  justifying  the  use  of  its  discretion  under  the 
provisions  of  Section  7,  subdivisions  b  and  d  of  the  build¬ 
ing  zone  resolution  and  that  to  permit  the  variance  would 
not  be  in  harmony  with  the  general  purpose  and  intent 
of  the  building  zone  resolution;  and 

Whereas,  the  board  deemed  that  the  applicant  had  failed 
to  substantiate  a  basis  of  appeal  under  Section  21  of  the 
building  zone  resolution,  on  the  ground  of  practical  diffi¬ 
culty  and  unnecessary  hardship ;  and 

Whereas,  the  board  is  familiar  with  the  general  area. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
as  to  Alt.  App.  No.  11968-38,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


1029-38-BZ. 

APPLICANT — Samuels  and  Samuels,  for  Anna  L.  Fried¬ 
man,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  su¬ 
perintendent  of  buildings)  under  Section  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED— 100-19  to  101-01  Roosevelt 
avenue,  north  side,  extending  through  to  the  south 
side  of  39th  avenue,  466.17  ft.  west  of  103rd  street 
and  100-18  to  101-02  39th  avenue  (Block  No. 
1770,  Lot  Nos.  11,  12,  13,  14,  60  and  62),  Corona, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Archie  H.  Samuels,  Charles  Fried¬ 
man,  Patrick  A.  Peretta  and  J.  A.  Maniello. 
For  Opposition:  Maurice  Giaimo,  E.  Robert  Will- 
cox,  Samuel  Mazola,  Sophie  Oberlader,  Sam¬ 
uel  A.  Landow,  Ernest  Pabst,  Marie  Brendel, 
Mary  Hegedus,  Mary  Godala,  Julius  C.  Strauss 


and  others. 

ACTION  OF  BOARD — -Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(1029-38-BZ) 


Whereas,  Samuels  and  Samuels,  for  Anna  L.  Friedman, 
owner,  filed  November  15,  1938,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline  service 
station;  premises:  100-19  to  101-01  Roosevelt  avenue,  north 
side,  extending  through  to  the  south  side  of  39th  avenue, 
466.17  ft.  west  of  103rd  street  and  100-18  to  101-02  39th 
avenue  (Block  No.  1770,  Lot  Nos.  11,  12,  13,  14,  60  and 
62),  Corona,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  28,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
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Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  rsolution  show  that  Roosevelt  avenue  is  in  a 
business  use  district ;  39th  avenue  is  in  a  business  use  dis¬ 
trict  ;  102nd  street  is  in  a  business  use  and  residence  use 
and  101st  street  is  in  a  residence  and  business  use  district ; 
and 

Whereas,  the  decision  of  the  borough  superintendent,  of 
buildings,  dated  November  9,  1938,  re  N.B.  Application 
No.  8254-1938,  reads : 

“The  erection  of  a  gasoline  service  station  and  acces¬ 
sory  building  in  a  business  district  is  contrary  to 
Section  4  of  the  building  zone  resolution.” 

and 

'  ‘Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  90  ft.  on  Roosevelt 
avenue,  100  ft.  on  39th  avenue  and  a  distance  of  109  ft. 
along  the  west  lot  line.  It  is  proposed  to  demolish  the 
frame  structure  now  on  the  site  and  to  erect  upon  the  plot 
a  one  story  structure  62  ft.  by  25  ft.  in  area,  to  be  used 
as  office  and  lubritorium  and,  also,  to  install  the  necssary 
tanks  and  pumps  for  a  gasoline  service  station ;  and 
,  Whereas,  a  portion  of  the  premises  facing  Roosevelt 
avenue,  were  subject  to  a  similar  application  for  a  zoning 
variance,  to  permit  use  of  the  premises  as  a  gasoline 
,  station,  under  calendar  No.  381  of  1933-BZ,  which  was 
denied  after  inspection  and  report  of  committee ;  and 

Whereas,  the  present  plot  includes  the  portion  formerly 
considered ;  and 

Whereas,  the  area  was  inspected  prior  to  the  hearing 
on  this  application ;  and 

Whereas,  a  substantial  portion  of  the  area  is  within  the 
bed  of  101st  street  as  mapped  but  not  acquired  by  the  City 
i  for  street  purposes  ;  and 

Whereas,  the  board  deemed  that  until  the  proposed 
street  is  removed  from  the  City  map  or  the  board  has 
before  it  a  proper  application  to  permit  construction  within 
Jhe  bed  of  the  street  under  the  provisions  of  Section  35  of 
the  General  City  Law,  the  board  has  no  basis  for  con- 
fsidering  the  application  ;  and 

Whereas,  the  board  deemed  that  applicant  was  not 
: entitled  to  relief  under  Section  21  of  the  building  zone 
resolution  on  the  grounds  of  practical  difficulty  and  un¬ 
necessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Application  No.  8254-38,  be  and  it  hereby 
is  affirmed,  and  that  the  application  be  and  it  hereby  is 
denied. 


1052-38-BZ. 

‘APPLICANT — Herman  Kron,  for  Junior  Ehret  Realty 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  su¬ 
perintendent  of  buildings)  under  Section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station  and,  also,  to  permit  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  on  same  premises. 

PREMISES  AFFECTED— 1671-1677  Third  avenue  and 
200  East  94th  street,  southeast  corner  (Block  No. 
1539,  Lot  Nos.  49  to  52,  inclusive),  Borough  of 
Manhattan. 


APPEARANCES— 

For  Applicant :  Herman  Kron  and  E.  H.  Beck. 
For  Opposition:  Samuel  Weisman,  John  A.  Hoyt, 
Jr.,  Leo  J.  Markel,  Frances  M.  Carmody, 
James  C.  Mackenzie,  Harry  Posner,  Clarenda 
G.  Burger,  Jules  A.  Malakoff,  Maurice  Rosen¬ 
blatt,  C.  DeR.  Rutherford,  Catherine  Matthews, 
Moses  Berlinger  and  others. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 


THE  RESOLUTION— 

(1052-38-BZ) 

Whereas,  Herman  Kron,  for  Junior  Ehret  Realty  Cor¬ 
poration,  owner,  filed  November  22,  1938,  an  application 
under  the  building  zone  resolution,  to  permit  in  a  business 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station  and  also  to  permit  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises;  1671  - 
1677  Third  avenue  and  200  East  94th  street,  southeast 
corner  (Block  No.  1539,  Lot  Nos.  49  to  52  inclusive),  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  28,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Third  avenue  is  in  a  business 
use  district ;  East  94th  street  is  in  an  unrestricted  and 
business  use  district ;  East  93rd  street  is  in  an  unrestricted 
and  business  use  district  and  Second  avenue  is  in  an  un- 
retricted  and  business  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  re  N.B.  Application  No.  177-38,  dated  November 
14,  1938,  as  amended  by  decision  dated  January  30,  1939, 
reads : 

“Receipt  is  acknowledged  of  your  letter  January  25, 
1939,  regarding  above  premises. 

As  per  your  request,  objection  1  is  repeated  as 
follows :  1.  “Gasoline  service  station  located  in  a  busi¬ 
ness  district  is  in  violation  of  Section  4,  subdivision 
a-46  of  the  building  zone  resolution.  Plan  not  further 
considered.  Gasoline  service  station  in  connection  with 
the  parking  and  storage  of  more  than  five  motor  ve¬ 
hicles  in  a  business  district  is  unlawful.  Section  4, 
A- 15  and  a-46  of  the  building  zone  resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  100  ft.  8  in.  on  Third  avenue  and  90  ft.  on 
East  94th  street.  It  is  proposed  to  erect  upon  the  plot  a 
one  story  building  32  ft.  8  in.  by  22  ft.  in  area,  to  be  used 
as  office  and  lubritorium  and  to  occupy  the  plot  as  a 
gasoline  service  station  and  also,  for  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 
Whereas,  the  board  deemed  that  applicant  failed  to 
substantiate  his  basis  of  appeal  under  Section  21  of  the 
building  zone  resolution  on  the  grounds  of  unnecessary 
hardship  and  practical  difficulty;  and 
Whereas,  the  board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  Section  7,  subdivision  H,  for  use  of  the  plot 
for  parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  in  acting  on  N.B.  Application  No.  177-38,  be  and  it 
hereby  is  affirmed,  and  that  the  application  be  and  it  hereby 
is  denied. 


1078-38-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Harry  Moran, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  su¬ 
perintendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED — 85-04  Broadway,  southwest 
corner  of  Corona  avenue  (Block  No.  1547,  Lot 
No.  21),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Harry  Moran. 
For  Opposition :  Edmund  C.  Rowan,  Rev.  C.  Law- 
son  Willard,  Charles  C.  Kramer,  Frederick  S. 
Rauber,  Rev.  Edward  Niles  and  Philip  T. 
Morehouse. 

ACTION  OF  BOARD — Application  denied. 


MINUTES 


THE  VOTE  TO  GRANT— 

Affirmative  . ^ 

Negative  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(1078-38-BZ) 

Whereas,  Lama  and  Proskauer,  for  Harry  Moran,  own¬ 
er,  filed  November  28,  1938,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station ; 
premises :  85-04  Broadway,  southwest  corner  of  Corona 

avenue  (Block  No.  1547,  Lot  No.  21),  Elmhurst,  Borough 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 

meeting,  February  28,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Broadway  is  in  a  business 
use  district ;  Corona  avenue  is  in  a  business  use  district ; 
51st  avenue  is  in  a  business  and  residence  use  district  and 
87th  street  is  in  a  residence  and  business  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings  dated  November  22,  1938  on  N.B.  Applic.  No. 
8882-38,  reads : 


“The  erection  of  a  gasoline  station,  lubritorium,  auto 
laundry  and  office  in  a  business  district,  is,  contrary  to 
Section  4  of  the  building  zone  resolution.” 

and  I 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  50  ft.  on  Broadway, 
177.6  ft.  on  Corona  avenue  and  a  distance  of  171.7  ft.  along 
the  south  lot  line.  It  is  proposed  to  erect  upon  the  plot 
a  one  story  building,  63  ft.  by  24  ft.  8  in.  in  area,  to  be 
used  as  office,  lubritorium  and  auto  laundry,  and,  also,  to 
install  the  necessary  tanks  and  pumps,  for  a  gasoline  serv¬ 
ice  station ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  the  applicant  failed 
to  substantiate  a  basis  of  appeal  under  Section  21  of  the 
building  zone  resolution,  and  was,  therefore,  not  entitled 
to  relief  on  the  grounds  of  practical  difficulty  and  unneces¬ 
sary  hardship. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  N.B.  Application  No.  8882-38,  be  and  it  hereby  is 
affirmed,  and  that  the  application  be  and  it  hereby  is 
denied. 


Adjourned,  1 :45  P.M. 

Edward  V.  Barton,  Chief  Clerk. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  28,  1939 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 


BUILDING  ZONE  CASES 

103-31-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Ajac  Garage  and 
Repair  Shop,  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  (re  decision  of  the  borough  superinten¬ 
dent  of  buildings)  under  Section  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  alteration  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted  by  the 
board),  so  as  to  permit  the  extension  of  an  existing 
gasoline  service  station. 

PREMISES  AFFECTED— 124-17  Metropolitan  avenue, 
north  side,  20  ft.  east  of  124th  (Cuthbert)  place 
(Block  No.  147,  Lot  No.  184),  Richmond  Hill, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


244-36-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Bennett,  Shieber, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  com¬ 
missioner  of  buildings)  under  Section  21  of  the 


building  zone  resolution,  permitting  in  a  business 
use  district  the  erection  and  maintenance,  of  a 
gasoline  service  station  for  a  temporary  perioj. 

PREMISES  AFFECTED— Northeast  corner  of  Liberty 
avenue  and  104th  avenue  and  northwest  corner  of 
Liberty  avenue  and  184th  street  (Block  No.  1404, 
part  of  Lot  Nos.  141  and  415),  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  " 

Absent  .  0 


729-38-BZ. 

APPLICANT— Joseph  B.  Lynch,  for  Talbo  Gasoline  Com¬ 
pany,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  Sections  7c  and  21 
of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  the  extension  of  an  existing 
gasoline  service  station. 

PREMISES  AFFECTED— 3150-3158  Boston  road,  south¬ 
east  corner  of  Laconia  avenue  (Block  No.  4614, 
Lot  No.  9),  Borough  of  the  Bronx. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 
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THE  RESOLUTION— 

(729-38-BZ.) 

Whereas,  Joseph  B.  Lynch,  for  Talbo  Gasoline  Company, 
Inc.,  owner,  filed  August  22,  1938,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  use  dis- 
:  trict,  the  extension  of  an  existing  gasoline  service  station ; 
premises:  3150-3158  Boston  road,  southeast  corner  Laconia 
avenue  (Block  No.  4614,  Lot  No.  9),  Borough  of  The 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  28,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Boston  road,  Laconia  avenue 
and  Burke  avenue  are  all  in  a  business  use  district  and 
.  Yates  avenue  is  in  a  residence  and  business  use  district ; 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  Alt.  Applic.  No.  445-38,  dated  July  25,  1938,  as 
i  modified  December  5,  1938,  reads : 

“1.  The  proposed  extension  of  present  accessory 
building,  to  gasoline  service  station  and  the  increase 
of  area  of  present  gasoline  service  station  in  a  business 
district,  is  contrary  to  Section  4  of  the  Building  Zone 
Resolution.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  84.55  ft.  on  Boston  road,  11.94  ft.  on 
Laconia  avenue,  a  depth  of  86.68  ft.  on  the  northeast  lot 
line  and  108.48  ft.  on  the  south  lot  line,  on  a  portion  of 
which  (84.55  ft.)  there  exists  a  gasoline  service  station. 
The  northeasterly  25  ft.  of  the  plot  is  legally  used  as  a 
gasoline  service  station.  It  is  proposed  to  erect  a  one 
story  metal  building  32  ft.  by  26  ft.  in  area  to  be  used  as 
■a  lubritorium  and  automobile  laundry,  to  remove  present 
pump  island,  erect  two  new  pump  islands,  relocate  two 
existing  550  gallon  tanks,  extend  present  southerly  curb 
cut  on  Boston  road  and  to  extend  the  presently  legalized 
portion  of  the  gasoline  station  to  include  the  portion  now 
being  used  without  legal  permit,  so  as  to  include  the  ad¬ 
ditional  frontage  of  59.58  ft.  on  Boston  road  and  11.94  ft. 
on  Laconia  avenue,  so  as  to  include  the  entire  plot  area 
as  above  described;  and 

Whereas,  the  board  deemed  that  there  was  insufficient 
basis  for  the  use  of  its  discretion  under  the  provisions  of 
Section  7,  Subdivision  C  of  the  building  zone  resolution  to 
extend  the  area  beyond  that  now  legally  permitted  and  that 
the  applicant  had  failed  to  substantiate  a  basis  of  appeal 
under  Section  21  of  the  building  zone  resolution  and  was, 
therefore,  not  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  Alt.  Applic.  No.  445-38,  be  and  it  hereby  is  affirmed, 
and  that  the  application  be  and  it  hereby  is  denied. 


204-24-BZ. 


APPLICANT — Michael  De  Laurenzo,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  under  Section  21 
of  the  building  zone  resolution,  permitting  in  a 
residence  use  district,  the  change  of  occupancy 
of  a  garage  for  more  than  five  (5)  motor  vehicles 
(previously  granted  by  the  board)  to  a  junk 
shop  for  a  temporary  period. 

PREMISES  AFFECTED — 469-475  Hemlock  street,  east 
side,  100  ft.  south  of  Liberty  avenue  (Block  No. 

.  4200,  Lot  Nos.  9  and  10),  Borough  of  Brooklyn. 

APPEARANCES— 

,  For  Applicant:  Michael  De  Laurenzo. 

1  LI  ION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commission¬ 


ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(204-24-BZ) 

Whereas,  this  application  affecting  premises  469-475 
Hemlock  street,  east  side,  100  ft.  south  of  Liberty  avenue 
(Block  No.  4200,  Lot  Nos.  9  and  10),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  board  May  27,  1924,  on  certain 
conditions,  resolution  amended  October  2,  1934,  and  March 
30,  1937,  and  applicant  requests  an  extension  of  the  permit. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
May  27,  1924,  as  amended  October  2,  1934  and  March  30, 
1937,  be  and  it  hereby  is  further  amended,  only  so  far  as  it 
has  reference  to  the  term  of  the  permit,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“That  for  a  period  of  two  years  from  the  date  of  this 
amended  resolution,  this  building  may  be  occupied  for 
the  storage  of  rags,  bundled  paper  and  other  similar 
material  instead  of  as  a  public  garage  on  condition  that 
all  such  material  shall  be  baled  except  for  not  over 
5,000  pounds  of  such  material  which  may  be  loose 
provided  such  material  in  excess  of  1,000  lbs.  in 
process  of  sorting  shall  be  stored  in  metal  compart¬ 
ments,  constructed  in  accordance  with  the  requirements 
of  the  administrative  official  having  jurisdiction,  each 
compartment  to  hold  not  over  1,000  pounds  of  such 
material ;  and  that  while  this  occupancy  is  continued, 
the  building  shall  comply  with  all  laws,  regulations  and 
requirements  applicable  to  this  occupancy  other  than 
as  herein  amended.” 


416-31-BZ. 

APPLICANT — Emile  Mazerolas,  for  A.  M.  Beck  Realty 
Corporation,  owner  (Cecile  Erhrard,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
reconsideration  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  Section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district  the  change  of  occupancy  of  the  base¬ 
ment  story  of  an  existing  dwelling  to  business  use 
(restaurant)  ;  (previously  denied). 

PREMISES  AFFECTED — 159  West  73rd  street,  north 
side,  219  ft.  east  of  Amsterdam  avenue  (Block 
No.  1145,  Lot  No.  10),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Emile  Mazerolas. 

For  Administration  :  Fred  Dahlem,  Dept,  of  Hous¬ 


ing  and  Buildings. 

ACTION  OF  BOARD — Application  to  reopen  denied. 
THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 


THE  RESOLUTION— 

(416-31-BZ) 

Whereas,  S.  Walter  Katz,  for  A.  M.  Beck  Realty  Cor¬ 
poration,  owner,  filed  August  24,  1931,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  residence 
district  the  change  of  occupancy  of  the  basement  story 
of  an  existing  dwelling  to  business  use  (restaurant)  ;  prem¬ 
ises  159  West  73rd  street,  north  side,  219  ft.  east  of  Amster¬ 
dam  avenue  (Block  No.  1145,  Lot  No.  10),  Borough  of 
Manhattan ;  and 

Whereas,  after  a  public  hearing  this  application  was 
denied  March  11,  1932;  and 

Whereas,  the  owner  requested  a  reopening  of  this  appli¬ 
cation  and  a  rehearing;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  board  and  verbal  report  was  rendered  by  the  chairman, 
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that  there  were  no  new  substantial  facts  justifying  reopen¬ 
ing  and  rehearing,  and  that  while  there  were  existing  busi¬ 
ness  uses  in  the  block,  the  committee  was  advised  by  the 
Department  of  Housing  and  Buildings  that  these  were  il¬ 
legal  and  subject  to  violation. 

Resolved,  that  the  request  to  reopen  be  and  it  hereby  is 
denied. 

* 

APPEALS  FROM  ADMINISTRATIVE  ORDERS 
1009-38- A. 

APPLICANT— Stephen  Simon,  adjacent  property  owner. 
OWNER  OF  PREMISES— Michael  Lordi. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings,  re  Revocation  of  Certificate 
of  Occupancy  No.  3458  and  Permit  No.  9024-35. 
PREMISES  AFFECTED— 57-16  Granger  street,  south 
side,  136  ft.  east  of  Martense  avenue  (Block  No. 
1950,  Lot  No.  46),  Corona,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Meyer  Wilen  and  Stephen  Simon. 
For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Placed  on  Reserve  Calendar, 
pending  action  on  building  zone  application. 


77-39- A. 

APPLICANT— Goz  and  Busch,  lessees. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 1172  Liberty  avenue,  south 
side,  20  ft.  east  of  Grant  avenue  (Block  No.  4204, 
Lot  No.  18),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Joseph  Busch. 

ACTION  OF  BOARD— Laid  over  to  March  7,  1939  at  2 
P.M.,  to  permit  the  representative  of  the  Depart¬ 
ment  of  Housing  and  Buildings  to  investigate 
occupancy  of  dancing  school  and  certificate  of 
occupancy. 


89-39- A. 

APPLICANT— Leonard  A.  Swarthe,  for  Regina  Flazman, 
lessee. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 2075  Grand  concourse,  south¬ 
west  corner  of  East  180th  street  (Block  No.  3160, 
Lot  No.  20),  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  A.  Swarthe. 

ACTION  OF  BOARD— Laid  over  to  May  16,  1939  at 
2  P.M.,  for  further  consideration  by  the  board, 
pending  promulgation  of  rules  by  the  board,  rela¬ 
tive  to  home  occupations,  etc. 


95-39- A. 

APPLICANT — General  Outdoor  Advertising  Co.,  Inc.,  les¬ 
see,  for  45  West  87th  Street  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 141-153  Lincoln  avenue,  north¬ 
west  corner  of  East  134th  street  (Block  No.  2317, 
Lot  Nos.  43-49),  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant:  Emerson  F.  Davis. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1939  at 
2  P.M.,  for  further  consideration  by  the  board. 


11 1-39- A. 

APPLICANT — William  H.  Parry,  Inc.,  for  Gross-Morton 
Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 


PREMISES  AFFECTED— 58-01  to  58-60  213th  street,  east 
side,  between  Horace  Harding  boulevard  and  58th 
avenue  (Block  No.  3325,  part  of  Lot  No.  1),  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  7,  1939  at 
2  P.M.,  on  written  request  of  applicant. 


130-39- A. 

APPLICANT — Mary  Louise  Field,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  of  buildings. 

PREMISES  AFFECTED — West  side  of  Independence  ave¬ 
nue,  164  ft.  north  of  West  246th  street  (Block  No. 
3418,  Lot  No.  518),  Borough  of  the  Bronx. 
APPEARANCES— 

For  Applicant :  Robert  N.  Field. 

For  Administration:  Maurice  Harris,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  7,  1939  at 
2  P.M.  Applicant  to  file  amended  plans  in  the 
Department  of  Housing  and  Buildings  and  to  also 
file  with  this  board,  a  survey  of  this  site  and  a 
report  of  the  City  Planning  Commission,  as  to 
whether  Independence  avenue  is  being  considered 
for  change  or  removed  from  the  City  Map. 


1230-38-A. 

APPLICANT — Koppers  Company,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— East  side  of  86th  street,  18  ft. 
south  of  25th  avenue  (Block  No.  1360,  Lot  No.  1), 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ralph  H.  Mann  and  A.  R.  Zachert. 
For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  without  preju¬ 
dice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh . ' .  4 

Negative  .  0 

Absent  .  0 


50-39- A. 

APPLICANT— Koppers  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 25-01  86th  street,  southeast  cor¬ 
ner  of  25th  avenue  (Block  No.  1360,  Lot  No.  1), 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ralph  H.  Mann  and  A.  R.  Zachert. 
For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  without  preju¬ 
dice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . 

Absent  . 


5 1-39- A. 

APPLICANT — Koppers  Company,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 
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PREMISES  AFFECTED — 25-05  to  25-27  86th  street,  east 
side,  36  ft.  and  252  ft.  south  of  25th  avenue  (Block 
No.  1360,  Lot  No.  1),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Ralph  H.  Mann  and  A.  R.  Zachert. 
For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

f  ACTION  OF  BOARD — Appeal  withdrawn  without  preju¬ 
dice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  0 

Absent  .  0 


1155-38- A. 

APPLICANT — Harold  J.  Levy,  for  Borough  Metal  and 
Scrap  Iron  Co.,  Inc.,  lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 1049-1065  Rockaway  avenue, 
east  side,  32  ft.  7  in.  south  of  Linden  boulevard 
(Block  No.  3644A,  Lot  No.  4),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Harold  J.  Levy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(1155-38-A) 

Whereas,  Harold  J.  Levy,  for  Borough  Metal  and  Scrap 
Iron  Co.,  Inc.,  lessee,  filed  on  December  12,  1938,  an  appeal 
from  an  order  of  the  fire  commissioner,  affecting  premises 
1049-1065  Rockaway  avenue,  east  side,  32  ft.  7  in.  south  of 
Linden  boulevard  (Block  No.  3644 A,  Lot  No.  4),  Borough 
of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  77339- 
LC,  dated  December  1,  1938,  reads : 

“1.  Discontinue  the  maintenance  of  a  bonfire  at 
premises  1049  Rockaway  avenue,  Brooklyn.  A  recent 
report  states  that  the  maintenance  of  a  bonfire  for 
burning  insulation  from  wire  and  wood  from  metal, 
creates  a  dangerous  condition  and  resulted  in  a  fire  that 
caused  a  fire  alarm  to  be  sent  in  on  October  29,  1938.” 
and 

Whereas,  the  premises  consist  of  a  plot  195  ft.  front  by 
230  ft.,  irregular,  in  area,  located  in  an  unrestricted  use 
district,  on  which  several  buildings  have  been  erected,  used 
for  the  conduct  of  a  junk  shop;  and 

Whereas,  Certificate  of  Occupancy  No.  72885,  issued 
January  31,  1934,  for  premises  1061-1083  Rockaway  avenue 
(1049  displayed),  for  occupancy  of  a  one-story,  new  build¬ 
ing,  of  concrete  construction,  erected  under  Permit  No. 
10045-1933  for  a  shelter  house;  and 

Whereas,  the  applicant  contends  that  the  premises  is  an 
open  yard  and  there  are  no  dwellings  in  the  vicinity ;  that 
during  the  year  past  the  fire  has  been  maintained  in  the 
daily  course  of  business ;  that  it  appears  that  the  fire  de¬ 
partment  would  be  satisfied  if  the  sizes  of  the  fire  piles 
were  restricted  to  a  smaller  height  and  width;  that  a  Board 
of  Health  Permit  has  been  issued ;  that  it  would  appear  to 
serve  the  interests  of  the  fire  department,  to  reinstate  the 
permit  with  a  reasonable  limitation  on  the  size  of  fires ;  that 
absolute  revocation  of  the  permit  would  be  an  undue  hard¬ 
ship  on  the  owner. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
77339-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall  be 


erected  toward  the  rear  of  the  premises,  as  indicated  on 
revised  plans  marked  “Received  February  28,  1939,”  an 
enclosure  not  less  than  20  feet  by  20  feet  and  7  feet  in  height, 
constructed  of  corrugated  steel  not  less  than  one-quarter 
inch  in  thickness,  supported  by  substantial  steel  uprights, 
making  a  complete  wall  enclosure  and  that  any  door  thereto, 
shall  be  fireproof,  self-closing,  constructed  of  similar  thick¬ 
ness  and  metal ;  that  any  burning  of  materials  on  the  prem¬ 
ises  shall  be  restricted  solely  to  within  this  enclosure ;  that 
there  shall  be  kept  on  the  premises,  a  hose  reel  with  suf¬ 
ficient  hose,  not  less  than  lj/2  inches  in  diameter,  kept  per¬ 
manently,  attached  to  a  city  water  outlet,  not  less  than  1 
inches  in  diameter,  said  hose  to  be  of  sufficient  length  to 
reach  any  part  of  the  premises;  that  subject  to  these  condi¬ 
tions  the  premises  shall  be  maintained  to  the  satisfaction  of 
the  fire  commissioner. 


151-39- A. 

APPLICANT — Rollin  C.  Bastress,  for  Douglaston  Park 
Corporation,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 49-16,  49-36  and  50-04  Doug¬ 
laston  parkway,  west  side,  between  Hanford  street 
(Forest  drive)  and  Maryland  road  and  49-49  Han¬ 
ford  street  (Block  No.  8171,  Lot  No.  19),  Doug¬ 
laston,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Rollin  C.  Bastress. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  - 

THE  RESOLUTION— 

(151-39-A) 

Whereas,  Rollin  C.  Bastress,  for  Douglaston  Park  Cor¬ 
poration,  owner,  filed  on  February  6,  1939,  an  appeal  from 
decisions  of  the  borough  superintendent  of  buildings,  affect¬ 
ing  premises  49-16,  49-36,  50-04  Douglaston  parkway,  west 
side,  between  Hanford  street  (Forest  drive)  and  Maryland 
road,,  and  49-49  Hanford  street  (Block  No.  8171,  Lot  No. 
19),  Douglaston,  Borough  of  Queens;  and 
Whereas,  the  decisions  of  the  borough  superintendent  on 
N.B.  Application  Nos.  327,  329,  331  and  333-39,  dated  Janu¬ 
ary  31,  1939,  read: 

“1.  Type  of  proposed  construction  not  as  per  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  248.69  ft.  by 
150.0  ft.,  irregular  in  area,  located  on  a  residence  use,  “F” 
area  district  upon  which  it  is  proposed  to  erect  four  (4) 
two-story  non-fireproof,  Class  “A”  multiple  dwellings,  25  ft. 
in  height,  49.3  ft.  by  42  ft.  in  area  and  49  ft.  1  in.  by  35 
ft.  4  in.  in  area ;  it  is  proposed  to  use  Harnischfeger  Pre-Fab 
Construction  for  the  interior  structural  parts,  as  shown  on 
plans  filed  with  this  appeal ;  the  construction  consist  of  a 
system  of  shop  made  open  frame  floor,  wall  and  partition 
panels  of  steel,  having  provisions  for  assembling  and  con¬ 
necting  into  rigid  structures,  and  for  the  attachment  of 
flooring,  wall  and  ceiling  finished  surfaces ;  and 

Whereas,  the  applicant  contends  that  the  strength  of  the 
proposed  construction  is  far  in  excess  of  that  required  to 
sustain  the  loads  resulting  from  occupancy  as  well  as  the 
elements. 

Resolved,  that  the  decisions  of  the  borough  superintendent, 
acting  on  N.B.  Application  Nos.  327,  329,  331  and  333-1939, 
be  and  they  hereby  are  modified,  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  no  members  shall  be  used 
having  steel  lighter  than  15  gauge  in  thickness;  that  the 
steel  shall  comply  with  the  requirements  of  the  admin¬ 
istrative  code  C  26-322.0  (7. 1.3.3)  and  that  shelf  brackets 
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of  fireproof  masonry  shall  be  furnished  for  all  supporting 
beams  in  compliance  with  revised  drawing  marked  “Received 
February  27,  1939”  and  marked  drawing  “Ao  14-23  M” ;  and 
that  in  all  other  respects  all  the  requirements  of  the  building 
code  and  all  laws,  rules  and  regulations  applicable  thereto 
shall  be  complied  with. 


152-39- A. 

APPLICANT — Rollin  C.  Bastress,  for  Douglaston  Park 
Corporation,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 49-20,  49-24  and  49-30  Hanford 
street  (Forest  drive),  south  side,  373.11  ft.  west  of 
Douglaston  parkway  (Block  No.  8167,  Lot  No.  98), 
Douglaston,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Rollin  C.  Bastress. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(152-39- A) 

Whereas,  Rollin  C.  Bastress,  for  Douglaston  Park  Cor¬ 
poration,  owner,  filed  on  February  6,  1939,  an  appeal  from 
decisions  of  the  borough  superintendent  of  buildings,  affect¬ 
ing  premises  49-20,  49-24,  49-30  Hanford  street  (b  orest 
drive),  south  side,  373.11  ft.  west  of  Douglaston  parkway 
(Block  No.  8167,  Lot  No.  98),  Douglaston,  Borough  of 
Queens ;  and 

Whereas,  the  decisions  of  the  borough  superintendent  on 
N.B.  Application  Nos.  328,  330  and  332-39,  dated  January  31, 
1939,  read : 

“1.  Type  of  proposed  construction  not  as  per  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  218.1  ft.  by 
160.01  ft.  irregular  in  area,  located  in  a  residence  use,  “F” 
area  district,  upon  which  it  is  proposed  to  erect  three  (3) 
two-story,  non-fireproof,  Class  “A”  multiple  dwellings,  25  ft. 
in  height,  49.3  ft.  by  42  ft.  in  area  and  49  ft.  1  in.  by  35 
ft.  4  in.  in  area;  it  is  proposed  to  use  Harnischfeger  Pre-Fab 
Construction  for  the  interior  structural  parts,  as  shown  on 
plans  filed  with  this  appeal;  the  construction  consist  of  a 
system  of  shop  made  open  frame  floor,  wall  and  partition 
panels  of  steel,  having  provisions  for  assembling  and  con¬ 
necting  into  rigid  structures,  and  for  the  attachment  of 
flooring,  wall  and  ceiling  finished  surfaces ;  and 

Whereas,  the  applicant  contends  that  the  strength  of  the 
proposed  construction  is  far  in  excess  of  that  required  to 
sustain  the  loads  resulting  from  occupancy  as  well  as  the 
elements. 

Resolved,  that  the  decisions  of  the  borough  superintendent, 
acting  on  N.B.  Application  Nos  328,  330  and  332-1939, 
be  and  they  hereby  are  modified,  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  no  members  shall  be  used 
having  steel  lighter  than  15  gauge  in  thickness;  that  the 
steel  shall  comply  with  the  requirements  of  the  admin¬ 
istrative  code  C  26-322.0  (7. 1.3.3)  and  that  shelf  brackets 
of  fireproof  masonry  shall  be  furnished  for  all  supporting 
beams  in  compliance  with  revised  drawing  marked  “Received 
February  27,  1939”  and  marked  drawing  “Ao  14-23  M” ;  and 
that  in  all  other  respects  all  the  requirements  of  the  building 
code  and  all  laws,  rules  and  regulations  applicable  thereto 
shall  be  complied  with. 


157-39-A. 

APPLICANT — George  E.  Crane,  for  C.  W.  A.  Cannon, 
owner. 


SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 85-17  120th  street,  east  side, 
144  ft.  south  of  85th  avenue  (Block  No.  9266,  Lot 
No.  48),  Richmond  Hill,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  George  E.  Crane. 

For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(157-39-A) 

Whereas,  George  E.  Crane,  for  C.  W.  A.  Cannon,  owner, 
filed  February  7,  1939,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings,  affecting  premises  85-17 
120th  street,  east  side,  144  ft.  south  of  85th  avenue  (Block 
No.  9266,  Lot  No.  48),  Richmond  Hill,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
Alt.  Applic.  No.  70-39,  dated  January  27,  1939,  reads : 

“1.  Proposed  two  family  occupancy  of  existing  one 
family  frame  dwelling  on  three  floors  is  contrary  to 
Section  8.7.2.1  of  Building  Code.  Not  further  ex¬ 
amined.” 

and 

Whereas,  the  building  is  two  stories  and  attic  (31  it.) 
in  height,  36  ft.  by  43  ft.  in  area,  of  masonry  construction 
with  the  exception  of  the  roof  dormers,  which  are  of  frame; 
the  building  is  on  a  plot  55  ft.  by  190  ft.  in  area,  located  in 
a  residence  use  “D”  area  district,  erected  in  1909,  now  occu¬ 
pied  as  a  one-family  dwelling;  to  be  occupied — 1st  floor — 
one  family;  2nd  floor  and  attic — one  family,  and 

Whereas,  the  applicant  contends  that  the  building  is  con¬ 
structed  of  poured  concrete  foundation,  terra  cotta  exterior 
walls  on  1st  and  2nd  floors  to  the  underside  of  main  roof 
beams ;  on  these  stories,  plaster  has  been  applied  directly  to 
the  interior  of  the  terra  cotta  walls,  without  furring;  that 
the  attic  is  of  frame,  covered  on  the  exterior  with  metal 
lath  and  Portland  cement  plaster;  that  the  roof  is  surfaced 
with  asbestos  cement  shingles ;  that  it  is  proposed  to  install 
a  new  kitchen  on  the  2nd  floor,  new  bathroom  on  the  1st 
floor  and  to  rearrange  partitions ;  that  there  will  be  no  in¬ 
crease  in  the  envelope  of  the  building;  that  the  building  was 
formerly  occupied  as  a  two  family  dwelling  and  reverted 
back  to  one  family  occupancy  in  1927. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Application  No.  70-39,  be  and  it  hereby  is 
modified,  and  the  appeal  be  and  it  hereby  is  granted,  per¬ 
mitting  the  building  to  be  occupied  by  two  families,  one 
family  occupying  the  first  floor  and  one  family  occupying 
the  second  floor  and  attic,  on  condition  that  there  shall  be 
filed  with  the  borough  superintendent,  an  agreement,  signed 
by  the  owner,  that  at  no  time  will  this  building  be  occupied 
by  more  than  two  families  as  hereinbefore  set  forth;  that 
no  rooms  in  the  attic  shall  be  used  for  cooking  purposes; 
that  there  shall  be  provided  a  second  means  of  exit  from  the 
attic,  which  may  be  an  exterior  steel  fire-escape  or  ladder 
reaching  to  a  platform  with  a  sliding  or  counter-balanced 
ladder  to  grade;  and  that  in  all  other  respects, . the  building 
and  occupancy  shall  comply  with  all  other  requirements, 
laws,  rules  and  regulations  applicable  thereto. 


158-39-A. 

APPLICANT — George  G.  Lake,  for  N.  H.  Lyons  and 
Company,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
deputy  commissioner  Division  of  Housing,  Depart¬ 
ment  of  Housing  and  Buildings. 

PREMISES  AFFECTED— 25  Bowery,  east  side,  49  ft.  1 
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in.  south  of  Bayard  street  (Block  No.  289,  Lot  No. 
11),  Borough  of  Manhattan. 

appearances— 

For  Applicant:  George  G.  Lake  and  Max  Siegel. 
For  Administration :  Deputy  Commissioner  Harry 
M.  Prince,  Department  of  Housing  and  Build¬ 
ings. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
jurisdiction. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . 0 

Absent  .  0 


THE  RESOLUTION— 

(1S8-39-A) 

Whereas,  George  G.  Lake,  for  N.  H.  Lyons  and  Com¬ 
pany,  lessee,  filed  on  January  7,  1939,  an  appeal  from  a  de¬ 
cision  of  the  deputy  commissioner  in  charge  of  housing  of 
the  department  of  housing  and  buildings,  affecting  premises 
25  Bowery,  east  side,  49.1  ft.  south  of  Bayard  street  (Block 
No.  289,  Lot  No.  11),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  deputy  commissioner  in 
charge  of  housing  of  the  department  of  housing  and  build¬ 
ings,  dated  December  16„  1938,  reads : 

“As  you  have  been  previously  advised,  the  above 
premises  have  been  classified  and  are  now  recorded  in 
this  Department  as  a  Heretofore  Erected  Existing  Class 
B  Non-Fireproof  Lodging  House. 

Item  1 — In  accordance  with  Section  6.1.5  of  the  Build¬ 
ing  Code  of  the  City  of  New  York,  Section  643A-2.0 
and  C26-276.0  of  the  Administrative  Code  for  the  City 
and  Section  309  of  the  Multiple  Dwelling  Law,  you  are 
hereby  ordered  to  correct  conditions  existing  in  violation 
of  the  law  as  follows : 

1A — PROVIDE  a  bulkhead  in  the  roof  directly 
over  the  stairs  in  the  public  hall  and  provide  in  the 
roof  of  the  bulkhead  a  louvred  skylight  with  40 
square  inches  of  ridge  ventilation. 

NOTE: — The  bulkhead  may  be  constructed  of 
wood  covered  on  the  outside  with  metal  and  fire- 
retarded  on  the  inside.  Said  bulkhead  must  be  pro¬ 
vided  with  a  fireproof  or  fire-retarded  self-closing 
door  and  may  be  fastened  with  movable  hooks  or 
bolts  only.  No  locks  or  other  fastenings  will  be  per¬ 
mitted.  The  bulkhead  must  be  provided  with  a  fire¬ 
proof  stairway,  with  proper  hand  rail,  extending  from 
the  public  hall  on  the  uppermost  story,  to  and 
through  the  bulkhead  so  as  to  afford  adequate  and 
unobstructed  egress  to  the  roof.  No  door  will  be 
permitted  at  the  foot  of  said  stairway.  Access  to  the 
bulkhead  must  be  had  directly  from  the  public  hall. 

IB — FIRE-RETARD  the  public  halls  and  stairs 
throughout  with  wire  lath  and  cement  mortar  or 
approved  %  in.  plaster  boards  and  26  gauge  metal. 

1C — FIRE-RETARD  the  ceilings  with  wire  lath 
and  cement  mortar  or  approved  J4  in.  plaster  boards 
and  26  gauge  metal. 

DORMITORIES — throughout — 2-3-4-5th  stories. 

ID — REMOVE  the  skylight  over  the  interior  ven¬ 
tilating  shaft  located  at  center  south,  and  provide  a 
water-proof  floor  and  drain  at  the  bottom  of  same. 
3 — In  accordance  with  Section  10.11  of  the  Building 
Code  of  the  City  of  New  York,  Section  C26-669.0  of 
the  Administrative  Code  for  the  City  of  New  York  and 
Section  309  of  the  Multiple  Dwelling  Law,  you  are 
hereby  ordered  to  correct  conditions  existing  in  viola¬ 
tion  of  the  law  as  follows : 

PROPERLY  fire-retard  the  ceiling  of  the  cellar  with 
wire  lath  and  cement  mortar  or  in.  approved  plaster 
boards  and  26  gauge  metal.” 

and 

Whereas,  the  decision  of  the  deputy  commissioner  in 
charge  of  housing  of  the  department  of  housing  and  build¬ 
ings,  dated  February  1,  1939,  reads: 


“In  reply  to  your  letter  of  January  30th,  in  reference 
to  the  above  noted  premises,  please  be  advised  that  item 
No.  1  is  a  violation  of  Section  6.1.5  of  the  Building  Code 
of  the  City  of  New  York,  Section  643A-2.0  and  C26- 
276.0  of  the  Administrative  Code  of  the  City  of  New 
York  and  Section  309  of  the  Multiple  Dwelling  Law. 

Item  No.  3  is  a  violation  of  Section  10.11  of  the 
Building  Code  of  the  City  of  New  York,  Section  C26- 
669.0  of  the  Administrative  Code  of  the  City  of  New 
York  and  Section  309  of  the  Multiple  Dwelling  Law. 

Inasmuch  as  the  above  items  are  violations  of  law, 
they  will  have  to  be  carried  out  and  cannot  be  removed 
from  record.” 

and 

Whereas,  the  building  is  cellar  and  five  stories  (59  ft.) 
in  height,  27  ft.  by  83  ft.  in  area ;  of  non-fireproof  construc¬ 
tion  ;  erected  in  1889  and  located  in  an  unrestricted  use 
district;  occupied  since  1897:  Cellar — shop,  4  persons;  1st 
floor,  restaurant,  60  persons;  2nd,  3rd,  4th  and  5th  floors — 
lodging  house,  number  of  persons  respectively:  17,  35,  35 
and  36,  for  which  Certificate  of  Occupancy  No.  3829  was 
issued  in  1921 ;  and 

Whereas,  the  applicant  contends  that  the  building,  as  it 
now  exists,  is  a  legally  occupied  lodging  house;  that  it  is 
not  within  the  power  of  the  deputy  commissioner  in  charge 
of  housing  of  the  department  of  housing  and  buildings  to 
make  general  rules  concerning  multiple  dwellings,  in  con¬ 
travention  to  the  specific  requirements  of  the  Multiple 
Dwelling  Law;  that  Section  13  of  the  Multiple  Dwelling 
Law  expressly  prohibits  the  requirement  of  any  change  in 
the  construction  or  use  or  occupancy  of  the  premises  in 
question;  that  the  various  sections  of  law,  cited  as  justifying 
the  violations  in  question,  have  no  application  to  the  present 
condition ;  that  the  deputy  commissioner  in  charge  of 
housing  has  no  power  to  issue  violations  or  orders  based 
upon  the  building  code;  that  the  orders  appealed  from, 
should  be  vacated  and  reversed  upon  the  grounds  that  the 
same  are  contrary  to  law;  that  they  are  legislative  in  char¬ 
acter  and  therefore  beyond  the  power  of  the  deputy  com¬ 
missioner  in  charge  of  housing;  that  said  orders  were  issued 
by  virtue  of  rules  illegally  adopted,  and  that  the  same  are 
contrary  to  Section  13  of  the  Multiple  Dwelling  Law,  and 
Section  2.2.5. 1  of  the  building  code;  and 

Whereas,  the  board  deemed  that  under  Section  666,  sub¬ 
division  6,  of  the  New  York  City  Charter,  it  is  without 
jurisdiction  to  decide  an  appeal  from  and  review  an  order, 
requirement,  decision  or  determination  of  the  deputy  com¬ 
missioner  in  charge  of  the  division  of  housing,  made  in  ac¬ 
cordance  with  the  requirements  of  Section  644  of  the  New 
York  City  Charter. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  jurisdiction. 


164-39-A. 

APPLICANT— David  S.  Lang,  for  Sophie  Jeuda,  owner. 
SUBJECT- — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 2738  Webb  avenue,  east  side, 
50  ft.  8  in.  south  of  West  195th  street  (Block  No. 
3248,  Lot  No.  114),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Sidney  Lang. 

For  Administration :  Maurice  Harris,  Department 


of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(164-39-A) 


Whereas,  David  S.  Lang,  for  Sophie  Jeuda,  owner,  filed 
on  February  8,  1939,  an  appeal  from  a  decision  of  the 
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borough  superintendent  of  buildings,  affecting  premises 
2738  Webb  avenue,  east  side,  50  ft.  8  in.  south  of  West  195th 
street  (Block  No.  3248,  Lot  No.  114),  Borough  of  The 
Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  30,  1939,  relative  to  N.B.  140-21  and  Alt. 
645-26,  reads :  .  .  T 

“In  answer  to  your  communication  of  January  Zi>,  1 
wish  to  inform  you  that  I  have  given  careful  considera¬ 
tion  to  your  request  and  find  that  this  is  a  two-story 
frame  building,  occupied  by  two  families  and,  therefore, 
cannot  be  altered  or  converted  to  a  multiple  dwelling  as 
Section  56  of  the  Multiple  Dwelling  Law  specified  in 
part  as  follows : 

‘No  frame  building  not  now  used  as  a  multiple 
dwelling  shall  thereafter  be  altered  or  converted  to 
such  use.’  ” 

and  ..... 

Whereas,  the  building  is  2*4  stories  (25  ft.)  in  height; 
25  ft.  by  61  ft.  in  area;  on  a  plot  50.55  ft.  by  94.28 
ft.  in  area;  the  building  is  of  frame  construction,  brick 
veneer ;  located  in  a  residence  use  “B”  area  district ;  erected 
in  1922;  occupied  as  a  two-family  dwelling;  it  is  proposed 
to  increase  the  occupancy  of  the  first  floor  from  one  family 
to  two  families.  Certificate  of  Occupancy  No.  626-32  was 
issued  for  a  two-family  frame  dwelling;  and 

Whereas,  the  applicant  contends  that  Section  56  of  the 
Multiple  Dwelling  Law,  permits  the  occupancy  of  the  1st 
floor  to  be  increased,  where  it  is  a  two-family,  brick-veneer 
house  being  converted  or  a  multiple  dwelling ;  and 

Whereas,  the  board  deemed  that  the  building,  not  now  a 
multiple  dwelling,  was  not  subject  to  the  provisions  in 
Section  56  of  the  Multiple  Dwelling  Law,  to  increase  the 
occupancy  as  proposed ;  and 

Whereas,  to  grant  the  modification  sought,  would  be  to 
modify  the  requirements  of  the  Multiple  Dwelling  Law, 
which  the  board  is  without  power  to  do. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  January  30,  1939,  relative  to  N.B.  140-21  and  Alt. 
645-26,  be  and  it  hereby  is  affirmed,  and  that  the  appeal  be 
and  it  hereby  is  denied. 


166-39-A. 

APPLICANT — S.  Walter  Katz,  for  Mandalson  Realty 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — 260  Westminster  road,  west 
side,  150  ft.  north  of  Slocum  place  (Block  No. 
5142,  Lot  No.  26),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  Leonard. 

For  Administration:  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  9 

Absent  .  0 


THE  RESOLUTION— 

(166-39-A) 

Whereas,  S.  Walter  Katz,  for  Mandalson  Realty  Cor¬ 
poration,  owner,  filed  on  February  8,  1939,  an  appeal  from 
a  decision  of  the  acting  borough  superintendent  of  buildings, 
affecting  premises  260  Westminster  road,  west  side,  150  ft. 
north  of  Slocum  place  (Block  No.  5142,  Lot  No.  26),  Bor¬ 
ough  of  Brooklyn ;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  acting  on  Alt.  Application  No.  7-39,  dated  January 
23,  1939,  reads : 

“Proposed  change  of  occupancy  from  one  to  two 
families  in  a  frame  building  two  stories  and  attic  in 


height,  is  contrary  to  Sections  2.1. 3.5,  4.2.1,  and  8.7.2.1 

of  the  Code.” 

and 

Whereas,  the  building  is  of  frame  construction,  2}4 
stories  (30  ft.)  in  height,  33  ft.  by  52  ft.  6  in.  in  area  on 
1st  floor  and  28  ft.  by  43  ft  above,  on  a  plot  50  ft.  by  100 
ft.  in  area;  erected  in  1924,  located  in  a  residence  use,  “D” 
area  district;  occupied  as  one  family  dwelling;  it  is  pro¬ 
posed  to  occupy  the  building  on  1st  floor  with  one  family 
and  the  2nd  floor  and  attic  with  one  family;  and 

Whereas,  the  applicant  contends  that  a  new  kitchen  will 
be  created  on  the  2nd  floor;  partitions  will  be  rearranged 
throughout  the  building;  that  it  will  be  a  hardship  for  the 
owner  to  be  compelled  to  discontinue  the  use  of  the  attic 
story. 

Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent,  on  Alt.  Applic.  No.  7-39,  be  and  it  hereby  is  I 
modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
permitting  the  occupancy  of  the  building  as  proposed  for 
two  families,  one  occupying  the  1st  floor  and  one  occupying 
the  2nd  floor  and  attic,  on  condition  that  agreement  shall  be 
signed  by  the  owner  and  filed  with  the  acting  borough 
superintendent  of  buildings,  to  the  effect  that  the  building 
will  at  no  time  be  occupied  by  more  than  two  families ;  that 
none  of  the  rooms  in  the  attic  shall  be  used  for  cooking; 
that  there  shall  be  a  second  means  of  exit  constructed,  to 
permit  exit  from  the  attic  story,  which  may  be  in  the  form 
of  an  exterior  fire  escape  or  steel  ladder  reaching  the  plat¬ 
form  of  the  2nd  story  level  and  thence  by  drop  ladder  or 
counterbalanced  ladder  to  grade;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


168-39- A. 

APPLICANT — Croker  Fire  Prevention  Corporation,  foi 
Brophy  Holding  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 7  East  32nd  street,  north  side 
150  ft.  east  of  Fifth  avenue  (Block  No.  862,  Lo' 
No.  9),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration :  Peter  Maher,  fire  department 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE—  |  i 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  ■ 

Negative  .  1 

Absent  .  • 

THE  RESOLUTION— 

(168-39- A) 

Whereas,  Croker  Fire  Prevention  Corporation,  fo 
Brophy  Holding  Corporation,  owner,  filed  February  9,  1939 
an  appeal  from  an  order  and  a  decision  of  the  fire  commis’ 
sioner,  affecting  premises  7  East  32nd  street,  north  side 
150  ft.  east  of  Fifth  avenue  (Block  No.  862,  Lot  No.  9) 
Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  2570 
LF,  dated  October  7,  1938,  reads :  fj 

“3.  Provide  telegraphic  communication  with  Fir 
Department  headquarters,  provided  for  by  Adminis 
trative  Code.  Section  487e-2.0-b  Chap.  19.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  o 
the  fire  commissioner,  dated  January  31,  1939;  and 
Whereas,  the  building  is  7  stories  and  cellar  (74  ft.  1 
in.)  in  height,  25  ft.  by  79  ft.  11  in.  in  area,  of  non-fireproo; 
construction,  erected  in  1901,  located  in  a  retail  use  distrio 
and  occupied:  Cellar— boiler  room  and  storage;  1st  floe 
— office  and  1  apartment ;  2nd  to  7th  floors — furnishe 
apartments ;  and 

Whereas,  the  applicant  contends  that  the  building 
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equipped  with  an  interior  electric  fire  alarm  system ;  that 
the  premises  are  maintained  with  two  employees  on  duty 
24  hours  a  day,  ^nd  one  of  these  employees  is  a  telephone 
operator  in  constant  attendance  at  the  switchboard ;  that 
there  is  no  cooking  done  on  the  premises ;  that  a  fire  alarm 
box  is  located  at  the  northwest  corner  of  Fifth  avenue  and 
32nd  street ;  that  in  view  of  the  low  occupancy,  and  the 
manner  in  which  the  building  is  occupied,  it  is  respectfully 
requested  that  the  conditions  as  they  exist,  be  permitted 
to  remain. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
2570-LF,  be  and  it  hereby  is  modified,  and  the  appeal  be 
and  it  hereby  is  granted  so  long  as  conditions  are  main¬ 
tained  as  set  forth  by  the  applicant,  on  condition  that  in 
addition,  a  non-coin  type  telephone  shall  be  maintained  on 
the  premises,  available  at  all  times  and  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


169-39- A. 

APPLICANT — Sidney  L.  Strauss,  for  North  River  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
PREMISES  AFFECTED — 456  Broome  street,  north  side, 
25  ft.  west  of  Mercer  street  (Block  No.  485,  Lot 
No.  35),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration:  Pqter  Maher,  fire  department. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(169-39-A) 

Whereas,  Sidney  L.  Strauss,  for  North  River  Savings 
Bank,  owner,  filed  February  9,  1939,  an  appeal  from  an 
order  of  the  fire  commissioner,  affecting  premises  456 
Broome  street,  north  side,  25  ft.  west  of  Mercer  street 
(Block  No.  485,  Lot  No.  35),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  4119- 
LF,  dated  February  2,  1939,  reads : 

“1.  Provide  an  automatic  thermostatic  fire  alarm 
system  in  conjunction  with  non-automatic  dry  sprinkler 
system  in  basement.  Art.  16,  Ch.  26,  Administrative 
Code.” 
and 

Whereas,  the  building  is  5  stories  and  cellar  (80  ft.  9 
in.)  in  height,  25  ft.  by  85  ft.  in  area,  of  non-fireproof 
construction,  erected  approximately  in  1900,  located  in  an 
unrestricted  use  district  and  occupied :  Sub-cellar — boiler 
room — 0  persons;  cellar — storage  baled  rags — 0  persons; 
1st  floor — office  and  storage  of  baled  rags — 4  persons ;  2nd, 
3rd  and  4th  floors — baled  rags — 0  persons ;  5th  floor —  as¬ 
sorting  of  rags — 4  persons ;  and 

Whereas,  the  applicant  contends  that  there  exists  in  the 
cellar  and.  sub-cellar,  a  non-automatic  sprinkler  system ;  that 
it  is  the  intention  to  place  this  sprinkler  system  in  perfect 
working  order ;  that  there  is  no  storage  in  the  sub-cellar, 
and  this  area  is  protected,  although  it  is  not  required  by 
the  order;  that  the  cellar  is  used  for  the  storage  of  baled 
rags  only ;  that  the  building  is  equipped  throughout  with 
an  interior  fire  alarm  system ;  that  it  is  requested  that  the 
requirement  for  the  thermostatic  fire  alarm  in  conjunction 
with  the  non-automatic  sprinkler  system  in  the  cellar,  be 
waived. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
4119-LF,  be  and  it  hereby  is  modified,  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  a  non-automatic 
sprinkler  system  covering  the  cellar  and  sub-cellar,  shall 
be  put  in  good  working  order,  satisfactory  to  fire  commis¬ 
sioner,  and  shall  be  maintained  at  all  times ;  and  granted 
only  so  long  as  the  conditions  throughout  the  building 


shall  be  maintained  as  set  forth  and  the  interior  fire  alarm 
system  shall  be  maintained;  and  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto. 


184-39- A. 

APPLICANT — John  J.  Gilmartin,  for  John  S.  Hawley  and 
Robert  Ailing  Hawley,  owners. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 90  Prince  street,  south  side, 
26  ft.  east  of  Mercer  street  (Block  No.  498,  Lot 
No.  2),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  J.  Gilmartin. 

For  Administration :  Peter  Maher,  fire  department. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(184-39-A) 

Whereas,  John  J.  Gilmartin,  for  John  S.  Hawley,  Jr., 
and  Robert  Ailing  Hawley,  owners,  filed  January  16,  1939, 
an  appeal  from  an  order  and  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  90  Prince  street,  south  side, 
26  ft.  east  of  Mercer  street  (Block  No.  498,  Lot  No.  2), 
Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  978-LF, 
dated  June  17,  1938,  reads: 

“1.  Provide  an  automatic  fire  alarm  complete  with 
Central  Office  connection,  in  basement.  All  work  shall 
be  done  in  a  manner  satisfactory  to  the  fire  commissioner 
and  in  accordance  with  established  practice  and  trade 
custom.  Article  16,  Chapter  26  of  the  Administrative 
Code.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  February  14,  1939;  and 

Whereas,  the  building  is  8  stories  and  cellar  (105  ft.) 
in  height,  36  ft.  6  in.  by  98  ft.  in  area,  of  non-fireproof 
construction,  erected  in  1898,  located  in  an  unrestricted  use 
district,  and  occupied  since  1914:  Cellar — boiler  room,  stor¬ 
age;  1st  floor — restaurant — 75  persons;  2nd  and  3rd  floors — 
vacant ;  4th  floor — dress  manufacturing — 25  persons  ;  5th 
floor — vacant;  6th  floor — silk  braid  manufacturing — 25  per¬ 
sons;  7th  floor— underwear  manufacturing — 25  persons;  8th 
floor— vacant;  and 

Whereas,  the  applicant  contends  that  the  building  is 
equipped  with  a  standpipe  system  throughout  and  a  non¬ 
automatic  dry  sprinkler  system  in  the  cellar  only;  that  the 
cellar  is  used  for  the  storage  of  canned  goods  and  other 
articles,  in  conjunction  with  the  restaurant  use  on  the  1st 
story ;  that  the  cellar  ceiling  is  fireproof ;  that  there  is  an 
interior  open  wood  stairway  leading  from  the  restaurant  to 
the  cellar,  as  well  as  a  steel  stairway  leading  to  the  side¬ 
walk  at  the  Prince  street  front  of  the  building;  that  the 
cellar  is  equipped  with  a  non-automatic  sprinkler  system ; 
that  if  a  fire  occurred  in  the  cellar,  it  would  be  readily  ob¬ 
served  by  passers  by,  and  that  in  view  of  the  fact  there  is  no 
combustible  material  stored  in  the  basement,  a  modification 
of  the  order  is  requested. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
978-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  non-automatic 
sprinkler  system  protecting  the  cellar,  shall  comply  with  the 
requirements  of  Article  16,  except  for  the  requirements  for 
the  automatic  alarm  and  shall  be  maintained  to  the  satis¬ 
faction  of  the  fire  commissioner,  and  granted  only  so  long 
as  the  occupancy  is  maintained  substantially  as  set  forth  and 
that  the  building  is!  not  increased  in  height  or  area  and 
complies  in  all  other  respects  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto. 
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189-39- A. 

APPLICANT— Croker  Fire  Prevention  Corporation,  for 
T.  J.  O’Reilly  Company,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 309-315  West  123rd  street  and 
258-264  St.  Nicholas  avenue,  northeast  corner 
(Block  No.  1950,  Lot  No.  24),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration :  Peter  Maher,  fire  department. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  „ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  " 

Absent  .  ^ 

THE  RESOLUTION— 

(189-39-A) 

Whereas,  Croker  Fire  Prevention  Corporation,  for  T.  J. 
O’Reilly  Company,  owner,  filed  January  17,  1939,  an  appeal 
from  an  order  and  a  decision  of  the  fire  commissioner,  af- 
fecting  premises  309-315  West  123rd  street  and  258-264  St. 

Nicholas  avenue,  northeast  corner  (Block  No.  1950,  Lot 

No.  24),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  2039- 
LF,  dated  August  17,  1938,  reads: 

“1.  Repair  tank  on  roof  and  keep  same  full  of  water 
at  all  times. 

2.  Replace  frost  proofing  on  top  story. 

8.  Provide  adequate  heating  apparatus  for  sprinkler 
tank,  to  prevent  water  in  same  from  freezing.” 

and  .  ...  r  i 

Whereas,  said  order  was  referred  to  m  a  decision  of  the 

fire  commissioner,  dated  February  14,  1939;  and 
Whereas,  the  building  is  9  stories  and  cellar  (119  ft. 
10  in.)  in  height,  90  ft.  10  in.  by  135  ft.  8 in.  irregular 
in  area,  of  fireproof  construction,  erected  prior  to  1911, 
located  in  a  business  use,  “B”  area  district,  and  occupied: 
Cellar — storage  and  packing;  1st  story — garage  for  not 
more  than  5  cars,  loading,  unloading  and  storage — 10  per¬ 
sons;  2nd  to  9th  stories— furniture,  storage,  for  which  cer¬ 
tificate  of  occupancy  No.  3587-21  was  issued  on  August  24, 
1921 ;  and 

Whereas,  the  applicant  contends  that  the  tank  on  tne 
roof  has  been  practically  in  constant  need  of  repair,  and  at 
the  present  time  is  in  such  a  condition  that  it  must  be  re¬ 
placed  ;  that  the  damage  to  the  tank  is  due  to  the  fact  that 
no  heat  is  maintained  on  any  of  the  upper  floors  of  the 
building,  so  that  consequently  the  tank  is  subject  to  freezing 
at  all  times;  that  it  is  requested  that  permission  be  granted 
to  remove  the  tank  and  any  extensions  above  the  roof  in 
connection  with  the  standpipe  system,  and  to  properly  cap 
the  system  so  as  to  provide  a  roof  outlet  and  to  maintain 
the  balance  of  the  system  at  all  times  in  complete  working 
order. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
2039-LF,  be  and  it  hereby  is  modified,  and  the  appeal  be 
and  it  hereby  is  granted,  permitting  the  standpipe  system  to 
be  operated  as  a  dry  system,  on  condition  that  it  meets  in 
all  other  respects  the  code  therefor;  that  the  interior  lot 
line  walls  shall  remain  unpunctured,  except  for  one  window 
on  each  floor  at  the  east,  which  shall  at  all  times  be  pro¬ 
tected  with  interior  steel  shutters,  normally  kept  closed ;  that 
the  building  shall  not  be  increased  in  height  or  area;  and 
granted  only  so  long  as  the  use  of  the  building  is  as  set 
forth  and  the  occupancy  continues  as  a  storage  warehouse 
for  furniture. 


1-32- A. 

APPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 


SUBJECT— Application  for  consideration— reopening  and 
amendment — re  Appeal  from  a  decision  of  the 
acting  borough  superintendent  of ‘buildings. 
PREMISES  AFFECTED— 249-255  King  street  and  202- 
208  Sullivan  street,  north  side,  240  ft.  west  of 
Ferris  street  (Block  No.  553,  Lot  No.  1),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  G.  A.  Eweler. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
amended.  „ 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  „  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  9 

Absent  .  0 

THE  RESOLUTION— 

(1-32- A) 

Whereas,  L.  E.  Driver,  for  New  York  Dock  Company, 
owner,  filed,  January  4,  1932,  an  appeal  from  an  order  ot 
the  fire  commissioner,  affecting  premises  249-255  King 
street  and  202-208  Sullivan  street,  north  side,  240  ft.  west 
of  Ferris  street  (Block  No.  553,  Lot  No.  1),  Borough  of 
Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  15,  1931  (re  Order  No.  91046-F),  reads: 

“Install  an  approved  standpipe  system  in  accordance 
with  the  rules  of  the  Board  of  Standards. and  Appeals,  j 
Sec.  580-1,  Ch.  5,  Code  of  Ordinances”;  |  | 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  (30  t 
fit.)  in  height,  75  ft.  8  in.  by  200  ft.  2  in.  (about  14,500 
sq.  ft.)  in  area;  occupied  for  the  manufacture  of  metal 
lamps:  1st  story,  84  persons;  2nd  story,  vacant,  normal 
occupancy  60  persons ;  equipped  with  a  two-source  automatic 
dry  sprinkler  system ;  and  I  < 

Whereas,  the  appellant  claims  the  building  was  erected 
prior  to  1882,  of  heavy,  slow-burning,  semi-mill  type  con¬ 
struction  ;  there  is  a  city  fire  alarm  box  and  water  hydrants 
in  the  immediate  vicinity  and  watchmen  are  on  duty  day 
and  night;  in  addition  to  the  sprinkler  system  there  is  a 
fire  bucket  tank  on  each  story  with  five  pails  on  first  story 
and  four  pails  on  second  story;  furthermore,  the  appellant 
contends  the  building  is  provided  with  adequate  exits  and 
ample  fire  protection ;  and 

Whereas,  the  building  was  erected  in  1882,  is  but  two 
stories  in  height,  with  no  basement,  and  is  equipped  with  a 
dry  pipe  sprinkler  system  supplied  from  a  50,000-gallon 
tank  and  street  connection  to  the  city  main ;  and 

Whereas,  this  appeal  was  granted  February  23,  1932,  on  . 
certain  conditions  and  owner  requested  an  amendment  of 
the  resolution. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
February  23,  1932  be  and  it  hereby  is  amended ,  so  that  as 
amended  the  resolution  will  read : 

" Resolved ,  that  the  order  of  the  fire  commissioner 
be  and  it  hereby  is  modified,  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  building 
shall  not  be  increased  in  height  or  area;  that  the 
sprinkler  system  fed  from  the  gravity  tank  located  on 
adjoining  premises  shall  be  maintained ;  that  such  fire¬ 
fighting  appliances  shall  be  installed  as  the  fire  com¬ 
missioner  shall  direct;  that  if  any  openings  are  made 
between  this  building  and  the  adjoining  building,  such 
openings  shall  comply  with  the  requirements  of  the 
building  code  as  to  size  and  protection  and  so  long  as 
the  occupancy  is  not  deemed  extra  hazardous  by  the 
fire  commissioner.”  j 


603-38-A. 

APPLICANT— Stone  Rag  Company,  for  Estate  of  Edward 
P.  Morse,  owner.  . 

SUBJECT — Application  for  consideration — reopening  and 
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amendment — re  Appeal  from  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 547-571  Watkins  street,  north¬ 
east  corner  of  Lott  avenue  (Block  No.  3618,  Lot 
Nos.  1  and  3),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  George  Moelis. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(603-38-A) 

Whereas,  Louis  F.  Seidman,  for  Estate  of  Edward  P. 
Morse,  owner,  filed  July  9,  1938,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  547-571  Wat¬ 
kins  street,  northeast  corner  of  Lott  avenue  (Block  No. 
3618,  Lot  Nos.  1  and  3),  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
[June  10,  1938,  re  Order  No.  546-LF,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinkler  throughout  building  (at  least  one 
source  of  water  supply).  C19-161.0  Administrative 
Code  of  New  York  City.” 
and 

Whereas,  the  building  is  twro  stories  (28  ft.)  in  height, 
220  ft.  by  100  ft.  in  area,  part  non-fireproof  and  part  frame 
construction,  located  in  an  unrestricted  use  district,  frame 
portion  erected  approximately  30  years  ago,  brick  portion 
18  years  ago;  occupied:  1st  floor — pickle  works  and  rag 
storage — 12  persons;  2nd  floor — same — 9  persons;  and 

Whereas,  the  applicant  contends  that  the  present  owners 
acquired  this  property  through  foreclosure  in  1935 ;  that 
70  ft.  of  frontage  comprises  a  one-story  brick  commercial 
building,  which  is  occupied  by  a  pickle  works ;  that  this 
brick  building  has  a  party  wall  of  16  inches  in  thickness 
on  each  side ;  immediately  contiguous  to  this  building  is 
a  two-story  brick  and  metal  building  and  partly  a  two- 
story  brick  filled  frame  and  metal  building,  having  a  front¬ 
age  of  150  ft. ;  that  part  of  this  structure  was  partitioned 
off  approximately  55  ft.  frontage  and  is  also  occupied  by 
the  same  pickle  works;  that  the  balance  of  the  frontage 
approximately  95  ft.,  is  occupied  by  two  tenants  in  the  rag 
business,  with  the  exception  of  the  three  story  brick  build¬ 
ing  on  Lott  avenue,  which  has  always  been  vacant,  and  was 
formerly  used  as  a  boiler  room;  that  these  buildings  are 
accessable  to  any  fire  apparatus  from  three  sides  and  im¬ 
mediately  in  front  of  these  buildings,  there  are  three  City 
fire  hydrants ;  that  the  cost  to  install  a  sprinkler  system  in 
these  buildings  would  be  prohibitive;  that  these  buildings 
have  no  heat  and  under  the  circumstances,  the  installation 
of  the  sprinkler  system  would  be  impracticable  without  heat; 
and 

Whereas,  this  appeal  was  granted  by  the  board  July  22, 
1938,  on  certain  conditions  and  owner  requested  an  amend¬ 
ment  of  the  resolution. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
July  22,  1938,  be  and  it  hereby  is  amended,  so  that  as 
’amended,  it  shall  read : 

“Resolved,  that  the  order  of  the  fire  commissioner, 
No.  546-LF,  be  and  it  hereby  is  modified,  and  that  the 
appeal  be  and  it  hereby  is  granted,  waiving  the  require¬ 
ments  for  a  sprinkler  system,  so  long  as  the  one  story 
brick  building  to  the  north  is  operated  by  a  pickle 
manufacturer  and  so  long  as  the  masonry  dividing 
wall  has  all  openings  protected  with  fireproof  self¬ 
closing  underwriter’s  fire  doors  and  waiving  the  re¬ 
quirements  as  to  the  three-story  brick  building  on  Lott 
avenue,  so  long  as  this  portion  of  the  building  remains 
vacant  and  is  not  connected  with  any  other  part  of  the 


building,  on  condition  that  the  balance  of  the  building 
shall  be  protected  with  a  sprinkler  system  which  may 
be  dry  pipe  and  may  be  one  source,  so  long  as  the 
building  is  occupied  for  the  sorting  of  rags  and  for 
junk  or  any  other  occupancy  deemed  equally  hazardous 
by  the  fire  commissioner. 

Resolved  further,  that  such  sprinkler  system  need 
not  be  installed,  on  condition  that  the  portion  of  the 
building,  formerly  occupied  by  dealer  in  junk,  is  en¬ 
tirely  vacant  and  that  the  conditions  are  maintained 
as  set  forth  in  the  letter  from  the  fire  department, 
dated  February  23,  1939,  on  condition  that  any  openings 
between  the  portion  of  the  building  occupied  for  the 
sorting  of  rags  and  any  other  space  to  either  side,  shall 
be  blocked  up  with  approved  masonry 


1064-38- A. 

APPLICANT — Herman  Kron,  for  Metropolitan  Gas  and 
Service  Station,  Inc.,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar,  previously  withdrawn — re 
Appeal  from  a  decision  of  the  borough  superin¬ 
tendent  of  buildings. 

PREMISES  AFFECTED — 61-63  Eighth  avenue  and  300 
West  13th  street,  southwest  corner  (Block  No. 
616,  Lot  No.  47),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Herman  Kron. 

For  Administration :  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  denied. 
THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissiun- 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(1064-38- A) 

Whereas,  Herman  Kron,  for  Metropolitan  Gas  and 
Service  Station,  Inc.,  lessee,  filed  on  November  25,  1938, 
an  appeal  from  a  decision  of  the  borough  superintendent 
of  buildings,  affecting  premises  61-63  Eighth  avenue,  and 
300  West  13th  street,  southwest  corner  (Block  No.  616, 
Lot  No.  47),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  14,  1938,  on  Fire  Prevention  Application 
No.  1176-37,  reads: 

“1.  Amendment  of  October  31,  1938,  to  place  gaso¬ 
line  pumps  within  10  ft.  of  building  line  disapproved, 
as  contrary  to  Department  Rule.” 

and 

Whereas,  the  premises  consist  of  a  plot  45.8  ft.  by  33.4 
ft.,  irregular,  in  area,  upon  which  there  has  been  constructed 
a  one-story  non-fireproof  building,  11  ft.  in  height,  12  ft. 
by  7  ft.  in  area;  located  in  an  unrestricted  use  district  and 
occupied:  Cellar — storage;  1st  floor — gasoline  service  sta¬ 
tion,  2  persons ;  the  building  was  erected  under  N.B.  273-37 ; 
and 

Whereas,  the  applicant  contends  that  N.B.  273-37,  as 
amended,  was  approved  April  8,  1938,  and  the  installation 
of  gasoline  tanks  and  pumps  was  approved  under  fire  pre¬ 
vention  application  No.  1176-37  on  October  31,  1938;  an 
amendment  was  filed,  requesting  re-location  of  the  pumps ; 
said  amendment  was  disapproved  and  is  the  subject  of  this 
appeal ;  that  the  area  of  the  plot  is  small  and  it  would  be 
impossible  to  move  the  pumps  facing  West  13th  street,  and 
if  moved,  same  would  obstruct  the  entrance  to  accessory 
building;  and 
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Whereas,  this  appeal  was  withdrawn  December  6,  1938, 
and  reopened  by  vote  of  the  board  February  28,  1939;  and 
Whereas,  the  premises  were  inspected  by  a  committee 
of  the  board,  whose  verbal  report  rendered  by  the  chairman, 
recommended  that  the  appeal  be  denied,  inasmuch  as  the 
arrangement  of  gasoline  pumps  and  greasing  rack  constitute 
an  unsafe  condition,  which  is  dangerous  to  pedestrians. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Fire  Prevention  Applic.  No.  1176-37,  be  and  it  hereby  is 
affirmed,  and  that  the  appeal  be  and  it  hereby  is  denied. 


VARIATION  OF  LABOR  LAW 

1207-38-S. 

APPLICANT — The  Salvation  Army,  owner. 

SUBJECT — Variation  of  the  Labor  Law  as  cited  in  a 
decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 4109  Park  avenue,  northwest 
corner  of  East  175th  street  (Block  No.  2900,  Lot 
No.  39),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  Dickenson. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 


ers  Savage  and  Blum .  3 

Negative:  Assistant  Chief  Walsh .  1 

Absent  .  0 


APPLIANCES  SUBMITTED  FOR  APPROVAL 

426-38- S  A. 

APPLICANT— R.  F.  L’Hote,  for  American  Radiator  Com¬ 
pany,  owner. 

SUBJECT- — Application  for  consideration — reopening  and 
amendment,  re  approval  of  Arcoflame  Oil  Burner, 
Model  C. 

APPEARANCES— 

For  Applicant:  N.  H.  Ridgefield. 

ACTION  OF  BOARD — Application  reopened  and  referred 
to  the  engineer  of  the  board. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


697-28-SA. 

APPLICANT — Acme  Fire  Alarm  Co.,  Inc.,  owner. 
SUBJECT — Acme  Fire  Alarm  Gongs,  Type  FGA,  4  in., 
6  in.,  8  in.,  10  in.  and  12  in.,  approval  of. 
APPEARANCES— 

For  Applicant :  C.  W.  Mitchell. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(697-28-SA) 

Whereas,  the  Acme  Fire  Alarm  Co.,  for  C.  W.  Mitchell, 
owner,  filed  August  24,  1928,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  Acme  Fire 
Alarm  system ;  and 

Whereas,  the  Acme  Fire  Alarm  system  was  approved 
by  the  board  November  6,  1929,  and  owner  requested  a 
reopening  of  the  application  and  an  amendment  of  the 
resolution;  and 


Whereas,  this  application  was  reopened  by  vote  of  the 
board  on  June  9,  1936,  to  consider  the  approval  of  14  gongs 
being  permitted  on  circuit  in  place  of  10  gongs,  as  approved 
in  this  application  November  6,  1929;  and 

Whereas,  the  matter  was  placed  on  the  Reserve  Cal¬ 
endar  and  referred  to  the  engineer  of  the  board  for  test 
and  report ;  and 

Whereas,  the  applicant  now  requests  that  this  be  not 
further  considered. 

Resolved,  that  the  application  be  and  it  hereby  is  with 
drawn. 


284-33-SA. 

APPLICANT — Auto-Heat  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment,  re  additional  name  of  “Master  Plum¬ 
ber  Oil  Burner”,  previously  approved  re  Auto-Heat 
Oil  Burner. 

APPEARANCES— 

For  Applicant :  O.  B.  Moody. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(284-33-SA)  | 

Whereas,  Auto-Heat  Corporation,  owner,  filed,  August  I 
28,  1933,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  their  appliance  known  as  the  Auto- 
Heat  Oil  Burner ;  and  j 

Whereas,  this  appliance  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report,  and  a  report  of  the  assistant  chief 
of  the  Bureau  of  Combustibles,  fire  department,  and  the 
engineer  of  the  board  dated  October  13,  1933,  recommended 
the  approval  of  this  device;  and 

Whereas,  this  appliance  was  approved  by  the  board  Oc¬ 
tober  31,  1933,  and  applicant  requests  permission  to  market 
this  burner  as  the  “Master  Plumber  Oil  Burner”. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
October  31,  1933,  be  and  it  hereby  is  amended,  so  that  as 
amended,  it  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  device  known  as  the  Auto- 
Heat  Oil  Burner  for  use  in  domestic,  commercial  and 
industrial  installations,  when  installed  in  accordance  with  . 
the  Oil  Burner  Rules  of  the  Board  of  Standards  and 
Appeals  and  the  report  of  the  assistant  chief  of  the  ! 
Bureau  of  Combustibles,  fire  department,  and  the  en¬ 
gineer  of  the  board.  | 

Resolved  further,  that  this  device  may  be  marketed 
under  the  name  Master  Plumber  Oil  Burner,  on  condi-  1 
tion  that  the  burner  shall,  in  all  respects,  comply  zvith 
the  requirements  of  this  resolution  and  data  attached 
thereto,  filed  therewith;  that  under  whichever  name 
marketed,  each  burner  shall  bear  a  label  attached,  read¬ 
ing  :  ‘Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City,  under  Cal.  No.  284-33-SA’ ; 
on  further  condition  that  plans  showing  burners  as  now 
being  marketed  shall  be  filed  with  the  board.” 


1056-38-SA. 

APPLICANT — Thomas  Abernethy  for  Empire  Fan  and 
Ventilating  Equipment  Company,  owner.  - 

SUBJECT — Empire  Spring  Register — approval  of. 
APPEARANCES—  j 

For  Applicant:  Robert  W.  Abernethy. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  the  engineer  of  the  board. 

THE  VOTE  TO  APPROVE— 
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Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(10S6-38-SA) 

Whereas,  Thomas  Abernethy,  for  Empire  Fan  and 
Ventilating  Equipment  Company,  owner,  filed  November 
13,  1938,  an  application  with  the  Board  of  Standards  and 
\ppeals  for  approval  of  the  appliance  known  as  The  Empire 
Spring  Register ;  and 

Whereas,  this  appliance  was  submitted  to  the  engineer 
>f  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  engineer  of  the  board,  reads 
is  follows : 

REPORT  OF  ENGINEER. 

Cal.  1056-38-SA 

Approval  of  Empire  Spring  Register 
Empire  Fan  and  Ventilating  Equipment  Company 
filed  November  23,  1938  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Empire  Spring  Register,  under  the  provi¬ 
sions  of  C26-191.0  AC  (223  BC)  and  Sections  200  and 
250  Multiple  Dwelling  Law. 

This  appliance  consists  of  a  series  of  metal  louvres 
in  a  metal  frame,  which  are  controlled  by  a  spring  held 
from  acting  by  a  fusible  link.  This  link  fuses  at  160 
degrees,  letting  the  spring  expand  and  close  the  louvres. 

A  test  was  conducted  at  24-02  41st  avenue,  Long 
Island  City  and  the  appliance  operated  satisfactorily. 
It  is  recommended  that  the  appliance  be  approved  for 
use  in  New  York  City,  wherever  permitted  or  required 
by  law,  on  condition  that  the  appliance  have  a  label 
permanently  affixed  reading  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  1056-38-SA.” 
nd 

Whereas,  the  gravity  closing  type  of  this  appliance  was 
ccepted  by  the  Dept,  of  Housing  and  Buildings,  under  an 
iterpretation  of  the  requirements  of  law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  approve  the  appliance  known  as  the  Empire  Spring 
Register,  for  use  in  New  York  City,  when  manufactured, 
istalled,  operated  and  labelled,  in  accordance  with  the  above 
eport. 


077-38-SA. 

\PPLICANT — Thomas  Abernethy,  for  Empire  Fan  and 
Ventilating  Equipment  Company,  owner. 
UBJECT— Empire  Wall  and  Empire  Ceiling  Gravity 
Registers — approval  of. 

APPEARANCES— 

For  Applicant:  Robert  W.  Abernethy. 
aCTION  OF  BOARD — -Appliance  approved  in  accordance 
with  report  of  the  engineer  of  the  board. 

'HE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


'HE  RESOLUTION— 

(1077-38-SA) 

Whereas,  Thomas  Abernethy,  for  Empire  Fan  and 
Vntilating  Equipment  Company,  owner,  filed  November 
8,  1938,  an  application  with  the  Board  of  Standards  and 
appeals  for  approval  of  the  appliance  known  as  the  Em- 
ire  Wall  and  Ceiling  Gravity  Registers;  and 

Whereas,  this  appliance  was  submitted  to  the  engineer 
f  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  engineer  of  board,  reads  as 
ollows : 


REPORT  OF  ENGINEER. 

Cal.  No.  1077-38-SA. 

Subject:  Approval  of  Empire  Wall  and 
Empire  Ceiling  Gravity  Registers. 

February  27,  1939. 

Tom  Abernethy,  owner,  for  the  Empire  Fan  and 
Ventilating  Equipment  Company,  filed  November  28, 
1938,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  appliance  known  as  the 
Empire  Wall  and  Empire  Ceiling  Gravity  Registers, 
under  Sections  200  and  250,  Multiple  Dwelling  Law, 
Sect.  C  26-191.0  A.C.  (2.2.3  B.C.). 

This  appliance  consists  of  a  series  of  metal  louvres 
in  a  metal  frame,  which  are  controlled  by  a  chain  and 
weight  suspended  from  a  fusible  link.  When  tempera¬ 
ture  reaches  160  degrees,  the  fusible  link  will  part, 
letting  the  weight  fall.  As  the  weight  falls,  it  pulls 
the  chain  down  with  it.  The  other  end  of  the  chain, 
connected  to  the  second  louvre  of  the  register,  pulls 
that  louvre  closed.  As  all  louvres  are  connected  to 
an  operating  arm,  it  thereby  closes  all  the  louvres. 

A  test  was  conducted  at  24-02  41st  avenue,  Long 
Island  City,  and  the  appliance  operated  satisfactorily. 

It  is  recommended  that  the  appliance  be  approved  for 
use  in  New  York  City,  wherever  permitted  or  required 
by  law,  on  condition  that  the  appliance  bears  a  label, 
permanently  affixed,  reading  “Approved  by  the  Board 
of  Standards  and  Appeals  for  Use  in  New  York  City, 
under  Cal.  No.  1077-38-SA.” 

and 

Whereas,  this  appliance  was  accepted  by  the  Dept,  of 
Housing  and  Buildings,  under  an  interpretation  of  the 
requirements  of  law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Empire  Wall 
and  Empire  Ceiling  Gravity  Registers,  for  use  in  New 
York  City  when  manufactured,  installed,  operated  and 
labelled  in  accordance  with  the  above  report. 


142-39-SA. 

APPLICANT — Crane  Company,  owner. 

SUBJECT- — Russell  Vitreous  China  Lavatory  with  Integral 
Trap,  approval  of. 

APPEARANCES—  ■ 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  the  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(142-39-SA) 

Whereas,  the  Crane  Company,  owner,  filed  February 
3,  1939,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  appliance  known  as  the  Rus¬ 
sell  Vitreous  China  Lavatory  with  Integral  Trap;  and 
Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  committee  on  tests,  was  as 
follows : 

REPORT  OF  COMMITTEE  ON  TESTS. 

Cal.  No.  142-39-SA 

Approval  of  Russell  Vitreous  China  Lavatory 
with  Integral  trap. 

The  Crane  Company,  owner,  filed  February  3,  1939, 
an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  Russell  Vitreous  China  Lava¬ 
tory  with  Integral  Trap  under  the  provision  of  Sec. 
C26- 1240.0  AC  (14.3.14  BC)  and  Sec.  C26-1256.0  AC 
(14.5.2  BC). 

“Te-Pe-co”  Vitreous  China  “Russell”  Integral  Trap 
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Lavatory  with  Integral  Overflow  and  Splash  Lip ;  on 
Concealed  Wall  Hanger ;  fitted  with  all  brass  com¬ 
bination  supply  fixture  and  direct  lift  waste,  J4  inch 
I.P.  size  brass  supplies  with  wheel  handle  angle  stops, 
rough  brass  outlet  connection  tapped  for  lJ4-inch  I.P., 
brass  cleanout  plug,  brass  wall  escutcheons  and  china 
bolt  caps.  All  exposed  brass  parts  chromium  plated. 
Size  of  Lavatory,  24  x  21"  Bowl,  19j4  x  12J4"  Slab, 
24  x  6"  Seal  of  trap  2". 

The  “Russell”  Lavatory  is  an  entirely  new  design. 
It  is  cast  in  one  piece.  The  integral  trap  feature 
eliminates  the  need  of  any  brackets  or  other  metal 
parts  below  the  slab  and  adds  to  the  appearance,  clean¬ 
liness  and  rigidity  of  a  wall  hung  lavatory. 

Utilizing  what  is  ordinarily  waste  space  between  a 
lavatory  and  the  wall,  the  extended  shelf  of  this  lava¬ 
tory  affords  a  far  greater  expanse  of  slab  surface 
than  is  usually  found  and  leaves  no  unsanitary  opening 
through  which  articles  can  drop  to  the  floor.  It  also 
has  an  extra  large  bowl,  measuring  19^2  x  12^",  much 
more  spacious  than  bowls  in  larger  lavatories. 

The  elevated  nozzle  above  the  rim  of  the  bowl  re¬ 
moves  all  possibility  of  contaminating  the  supply  lines 
by  back  syphonage  and  provides  greater  clearance  for 
one  to  wash  in  a  running  stream  of  tempered  water  or 
fill  a  tumbler,  etc.  To  these  features  has  been  added 
the  most  improved  type  of  pop-up  waste  which  has  an 
extra  large,  non-clogging  and  quick-draining  outlet 
that  prevents  sediment  from  adhering  to  the  bowl  and 
leaves  it  in  a  clean,  sanitary  condition.  All  possible 
parts  of  the  waste  are  concealed  within  the  lavatory 
so  as  to  eliminate  exposed  metal.  It  has  no  stuffing 
box  to  leak  or  toggles  and  joints  to  get  out  of  order. 
When  open,  the  strainer  is  held  firmly  in  place  by  a 
positive  and  durable  ball  catch  on  the  lift  rod  which 
cannot  become  loose  and  allow  the  plug  to  fall  of  its 
own  accord. 

A  sanitary  flow  test  of  this  appliance  was  made  at 
the  show  rooms  of  the  Crane  Company  at  Madison 
avenue  and  40th  street,  New  York  City  and  the  device 
was  found  to  be  satisfactory.  On  the  basis  of  the 
investigation  and  test  it  is  recommended  that  the 
Russell  Vitreous  China  Lavatory  with  integral  trap 
be  approved  on  condition  that  the  appliance  bear  a 
label  permanently  attached  reading  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  No.  142-39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Russell  Vitreous 
China  Lavatory  with  Integral  Trap,  when  manufactured, 
installed  and  labelled  in  accordance  with  the  report. 


MATERIAL  SUBMITTED  FOR  APPROVAL 

433-38-SM. 

APPLICANT — Coplay  Cement  Mfg.  Co.,  owner. 

SUBJECT — Approval  of  Saylor’s  Velvet  Mortar  Cement 
and  Saylor’s  Velvet  Mortar  Cement  with  15% 
hydrated  lime  or  lime  putty,  manufactured  by  Cop¬ 
lay  Cement  Mfg.  Co. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  report 
of  committee  on  tests  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  REPORT— 
Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(433-38-SM) 


Whereas,  the  Coplay  Cement  Mfg.  Co.,  owner,  filed 
June  1,  1938,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Say¬ 
lor’s  Portland  Cement  and  Saylor’s  Velvet  Mortar  Cement; 
and 

Whereas,  Saylor’s  Portland  Cement  was.  approved  and 
Saylor’s  Velvet  Mortar  Cement  was  tentatively  approved 
by  the  board  July  6,  1938 ;  and 
Whereas,  further  tests  have  been  made  on  Saylor’s 
Velvet  Mortar  Cement  by  the  committee  on  tests  of  the 
board,  report  of  which  tests  is  as  follows : 


REPORT  OF  COMMITTEE  ON  TESTS. 
Re:  Cal.  No.  433-38-SM. 


Subject:  Saylor’s  Velvet  Mortar  Cement. 

February  27,  1939. 

On  July  6,  1938,  the  board  tentatively  approved 
Saylor’s  Velvet  Mortar  Cement  for  use  in  New  York 
City  under  C  26-313.0,  b  Administrative  Code  (7.1.1. 
8.2  B.C.),  C  26-313.0,  C,  A.C.  (7.1. 1.8.3  B.C.)  and 
C  26-314.0  A.C.  (7.1. 1.9  B.C.)  wherever  cement,  lime 
or  lime  mortar  is  required  and  as  limited  by  C  26-418.0 
A.C.  (8. 4.1. 6)  prior  to  the  amendment  of  said  section 
on  November  10,  1938.  This  material  was  not  approved 
for  use  as  a  substitute  for  cement  mortar  under  C  26- 
418.0  A.C.  (8.4. 1.6.  B.C.).  _  1 

The  tentative  approval  referred  to  above  was  given 
by  the  board,  subject  to  further  tests. 

On  January  19,  1939,  a  representative  of  the  commit¬ 
tee  on  tests  visited  the  applicant’s  plant  at  Coplay,  Pa., 
and  selected  a  sample  of  the  material  from  which 
specimens  were  prepared,  and  of  which  the  following 
chemical  analysis  was  made : 

Si02  9.44 

Fe203  1.40 

A 1203  2.50 

CaO  59.07 

MgO  1.90 

S03  0.82 

Loss  on  ignition  24.50 

On  February  16,  1939,  a  representative  of  the  Com¬ 
mittee  on  Tests  witnessed  physical  tests  made  at  the 
manufacturer’s  plant  at  Coplay,  Pa. 

The  results  of  these  tests  were  as  follows : 


RESULTS  OF 

TESTS: 

REQUIREMENTS: 

A.S.T.M. 

Federal 

A.S.T.M. 

Federal 

Spec. 

Spec. 

Spec. 

Spec. 

C-91-38T 

SSC-181B 

C-91-38T 

SSC-181B 

Fineness,  % 

95.0 

80+ 

88+ 

(Gilmore) 

Not  less 

Not  less 

Intial  Set  4h.l5m 

4h.l5m 

than  1  hr. 

than  1  hr. 

Final  Set  7h.25m 

7h.25m 

Not  more 

Not  more 

than48hrs.  than24hrs. 

Soundness  sound 

sound 

sound 

sound 

More  than 

Water  Retention,  per 

cent  72 

72 

65% 

Not 

more  than 

Water  Repellency.  per  cent 

0.30 

0.90 

Not 

more  than 

Soluble  Alkali,  per  cent 

.01 

0.03 

Strength  (Average  for 

six  specimens)  (Type  2) 

Compressive — 7  days — P.S.I.  1376 — 1459  175  500 
Compressive — 28  days — P.S.I.  2050 — 1739  N.L.T.  7  1000 

days 

Tensile  7  days — P.S.I.  269 

Tensile  28  days — P.S.I.  332 


It  is  recommended  that  Saylor’s  Velvet  Mortar  Ce¬ 
ment  be  approved  for  use  in  New  York  City,  pursuant 
to  sections  C26-313.0,  b  (7.1. 1.8.2  B.C.),  C26-313.0,  C 
(7.1. 1.8.3  B.C.)  C26-314.0  (7. 1.1. 9  B.C.)  and  C26-418.0 
(as  amended)  of  the  Administrative  Code  and  that 
monthly  reports  of  results  of  manufacturer’s  tests  be 
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filed  with  the  board.  The  material  is  marketed  in  70 
lb.  cloth  and  paper  bags  and  in  bulk.  When  packed  in 
bags  it  shall  be  tagged,  labelled  or  marked  “Approved 
by  the  Board  of  Standards  and  Appeals  under  Cal. 
No.  433-38-SM”  and  when  marketed  in  bulk  for  use  in 
New  York  City,  its  bill  of  lading  shall  be  similarly 
marked. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  amend  its  resolution  of  July  6,  1938,  and  does 
lereby  approve  Saylor’s  Velvet  Mortar  Cement,  when 
nanufactured,  used  and  tagged,  labelled  or  marked,  in 
iccordance  with  the  above  report. 


527-38-SM. 

\PPLTCANT — The  Barrett  Company,  owner. 

-SUBJECT — Application  for  reopening  —  amendment — re 
Barrett  Roofings,  manufactured  by  The  Barrett 
Company. 

APPEARANCES — 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  report 
of  committee  on  tests  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  REPORT— 
Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(827-38-SM) 

Whereas,  The  Barrett  Company,  owner,  filed  September 
7,  1938,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  their  materials  known  as  the  Bar- 
ett  Roofings ;  and 

Whereas,  this  material  was  submitted  to  a  committee 
if  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  committee  on  tests  recom- 
nended  the  approval  of  this  material  and  the  material  was 
pproved  October  4,  1938 ;  and 

Whereas,  applicant  requested  a  correction  of  the  report, 
o  include  in  Test  No.  11  alternate  specifications  on  Toma- 
awk  roofing;  and 

Whereas,  the  report  of  the  board  as  to  test  No.  11  was 
orrected  to  read  as  follows : 

Test  No.  11. 

Plastico  Cap  Sheet  Built-up  Roofing,  Specification  No. 

1.  . 

This  test  covers  Plastico  cap  sheet  built-up  roofs, 
consisting  of  one  layer  of  5#  rosin  sized  sheathing, 
two  layers  of  24  lb.  asphalt  felt,  two  coatings  of  bitu¬ 
minous  cement  (50#)  and  one  layer  of  Plastico  cap 
sheet  roofing. 

The  brand  burned  for  23  minutes,  consuming  all 
plies,  and  no  charring  of  deck,  see  photo  No.  11.  This 
type  of  roofing  is  also  made  up  in  heavier  protective 
coatings,  including  type  Everlastic,  Vitex,  and  Pana¬ 
moid,  which  are  similar  and  of  heavier  weight  than 
Plastico,  incline  not  over  9  in.  per  horizontal  foot. 

Plastico  Cap  Sheet  Built-up  Roof  Specification  No. 

2.  ...  same  as  above,  except  using  two  layers  of  26 
lb.  double  thick  felt. 

Plastico  Cap  Sheet  Built-up  Roof  Specification  No. 

3.  ...  same  as  above,  except  using  two  layers  of  30 
lb.  asphalt  felt. 

Plastico  Cap  Sheet  Built-up  Roof  Specification  No. 

4.  ...  same  as  above,  except  using  three  layers  of 
15  lb.  asphalt  felt,  and  three  layers  of  Barrett  bitu¬ 
minous  cement  (75#). 


Alternate  Specification  on  Everlastic  Roofing.  ... 
same  as  above  (Plastico  Specification  Nos.  1  to  4 
inclusive),  except  using  Everlastic  roofing  as  a  cap 
sheet  .  .  .  the  minimum  weight  of  the  Everlastic  roofing 
being  50  lbs.  per  100  sq.  ft. 

Alternate  Specification  on  Vitex  Surfaced  Roof- 
fing.  ...  same  as  above  (Plastico  Built-up  Roofing, 
Specification  Nos.  1  to  4  inclusive)  except  using  Vitex 
smooth  surfaced  roofing  as  a  cap  sheet  . . .  the  mini¬ 
mum  weight  of  the  Vitex  roofing  being  45  lbs.  per 
square. 

Alternate  Specification  on  Panamoid  Roofing.  . . . 
same  as  above,  except  using  Panamoid  roofing  as  cap 
sheet  .  .  minimum  weight  of  the  Panamoid  roofing 
being  45  lbs.  per  square. 

Alternate  Specification  on  Tomahawk  Roofing.  ... 
same  as  above  (Plastico  Specification  Nos.  1  to  4 
inclusive)  except  using  Tomahawk  roofing  as  a  cap 
sheet  ... .  the  minimum  weight  of  the  Tomahawk  roof¬ 
ing^  being  56  pounds  per  square. 

I  he  approval  of  these  Barrett  roofings  is  recom¬ 
mended  as  meeting  the  requirements  of  C-26-680  A.C. 
(10.12.11. B.C.)  for  use  as  roofing  material  when  in¬ 
stalled  under  the  specifications  listed  herein,  and 
under  such  limitations  as  specified,  with  inclines  as 
limited  herein.  It  is  also  recommended  that  nothing 
herein  shall  preclude  the  use  of  additional  plies  of 
Barrett  roofing  materials,  provided  that  the  total 
weight  of  plies  used  shall  be  more  than  that  approved 
for  any  specification  listed  herein.  Barrett  roofings, 
when  manufactured  for  use  in  New  York  City,  shall 
have  each  package  or  roll,  marked  or  labeled  “Approved 
by  the  Board  of  Standards  and  Appeals,  Cal.  No  827- 
38-SM." 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Barrett  Roofings, 
when  manufactured,  installed  and  labeled  in  accordance 
with  the  above  report. 

831-38-SM. 

APPLICANT — Mac-Ryand  Corporation,  owner. 
SUBJECT— Application  for  approval  of  Mac-Stone  Dec¬ 
orative  Plaster,  manufactured  by  Mac-Ryand  Cor¬ 
poration. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  .OF  BOARD — Material  approved  in  accordance 
with  report  of  the  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(831-38-SM) 

Whereas,  the  Mac-Ryand  Corporation,  owner,  filed  Sep¬ 
tember  29,  1938,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  the  Mac- 
Stone  Decorative  Plaster,  manufactured  by  the  Mac-Ryand 
Corporation;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  of  the 
board,  reads  as  follows : 

REPORT  OF  COMMITTEE  ON  TESTS. 

Cal.  No.  831-38-SM. 

Subject:  Mac-Stone  Decorative  Plaster. 

February  27,  1939. 

The  Mac-Ryand  Corporation,  filed  September  29, 
1938,  an  application  with  the  Board  of  Standards  and 
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Appeals  for  approval  of  Mac-Stone  Decorative  Plaster, 
under  Sections  8.4.10.7  and  8.4.10.8  B.C.  and  C26-463.0 
and  C26-464.0,  Administrative  Code. 

This  plaster,  which  is  a  finished  coat  only  and  used 
to  imitate  stone  and  travertine,  consists  of  the  following 


ingredients : 

Marble  Dust  — 42% 

Sand  —17% 

Keenes  Cement  — 20% 
Hydrated  Finish¬ 
ing  Lime  — 20% 

Asbestos  —  1% 


When  used,  it  is  mixed  with  water  to  form  a  stiff 
mortar.  All  mineral  colors  are  used. 

The  material  is  applied  with  a  trowel  over  a  rough 
brown  coat  of  gypsum  or  Portland  cement  plaster  to 
the  thickness  of  to  of  an  inch.  It  is  usually  used 
in  hallways  and  marked  off  into  imitation  travertine 
blocks  or  other  imitation  stone. 

Inspection  and  test  of  this  material  in  blocks  have 
been  made.  On  the  basis  of  this  inspection  and  test, 
it  is  recommended  that  the  Mac-Stone  Decorative 
Plaster,  be  approved  for  use  as  a  finish  coat  on  all 
plastered  surfaces,  but  not  in  substitution  for  any 
plastering  required  for  fire-retarding,  and  may  also  be 
used  in  addition  thereto,  on  condition  that  each  bag  of 
the  material  used  in  New  York  City  bears  a  tag  or 
label  reading:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Cal.  No. 
831-38-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Mac-Stone  Dec¬ 
orative  Plaster,  for  use  in  New  York  City  when  manu¬ 
factured,  installed  and  labelled  or  tagged,  in  accordance 
with  the  above  report. 


42-39-SM. 

APPLICANT — Certain-Teed  Products  Corporation,  owner. 
SUBJECT — Certain-Teed  and  Vulcanite  Brands  Asphalt 
Roofing  Materials  and  Asphalt  Shingles — approval 
of. 

APPEARANCES— 

For  Applicant:  J.  H.  Erben. 

ACTION  OF  BOARD — Material  approved  in  part  and 
withdrawn  in  part,  in  accordance  with  report  of 
committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(42-39-SM) 

Whereas,  Certain-Teed  Products  Corporation,  owner, 
filed  January  13,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Certain-Teed  and  Vulcanite  Brands  Asphalt  Roofing 
and  Asphalt  Shingles ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads 
as  follows : 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  No.  42-39  SM 

Subject:  Certain-Teed  and  Vulcanite  Roofing 
Materials. 


The  Certain-Teed  Products  Corporation  of  Balti¬ 
more,  Maryland,  filed  on  January  13,  1939,  with  the 
Board  of  Standards  and  Appeals  an  application  for 
the  approval  of  Certain-teed  and  Vulcanite  Roofing 
Materials  as  listed  herein,  under  test  specified  in  C-25- 
680- A. C.  (10.12.11.1  B.C.)  and  Group  16,  Art.  2  A.C. 
(10.1.16.  B.C.).  i 

This  roofing  material  is  manufactured  at  Niagara 
Falls,  N.  Y.,  and  York,  Pa. 

The  following  test  samples  consisted  of  complete 
assemblies  of  roof  deck  and  covering,  as  is  applied 
in  practice  and  having  an  area  of  12  sq.  ft.  Upon 
these  roof  decks  was  placed  a  fully  burning  brand  for 
the  purpose  of  investigating  the  possibility  of  the  spread 
of  flame,  ignition  of  the  wood  decking,  and  the  area  ■ 
and  depth  charring.  Results  of  these  tests,  and  speci¬ 
fications  for  heavier  or  more  protective  roof  coverings 
including  roof  coverings  of  greater  coverage  than  the 
specific  specimens  tested  are  described  herein.  The 
quantities  of  waterproofing  materials  used  between 
plies  are  30#  per  square  and  top  moppings  of  any 
smooth  surfaced  specification  is  50#  per  square  ex¬ 
cepting  Black  and  White  Cap  Sheet  which  has  25# 
per  square.  Where  slag  or  gravel  was  used,  the  top 
pouring  of  asphalt  was  50#  per  square.  The  asphalt 
used  was  furnished  by  the  Socony  Vacuum  Oil  Com¬ 
pany,  the  Mexican  Petroleum  Company  and  the  Na¬ 
tional  Refining  Company  with  a  melting  point  of  160°- 
180°  and  the  coal  tar  pitch  has  a  melting  point  of  140°. 
The  pitch  and  asphalt  saturated  rag  felt  is  made  up  of 
approximately  70%  roofing  rags  and  30%  stock  filler 
(paper)  with  weights  and  coverage  per  roll  as  listed 
below : 


Area  per 

Roll 

Approximate 
Weight 
per  Roll 

Actual  Weight 
per  Roll 
(average 

5  spec.) 

Asphalt  Saturated  Rag  Felt 

12#  432  sq.  ft. 

52  lbs. 

52  lbs. 

14# 

432  sq.  ft. 

60  lbs. 

60  lbs. 

15# 

432  sq.  ft. 

65  lbs. 

65  lbs. 

24# 

216  sq.  ft. 

52  lbs. 

52  lbs. 

30# 

216  sq.  ft. 

65  lbs. 

65  lbs. 

40# 

108  sq.  ft. 

43  lbs. 

43  lbs. 

Coal  Tar  Saturated  Rag  Felt 
12#  432  sq.  ft. 

52  lbs. 

52  lbs. 

14# 

432  sq.  ft. 

60  lbs. 

60  lbs. 

15# 

432  sq.  ft. 

65  lbs. 

65  lbs. 

30# 

108  sq.  ft. 

32  lbs. 

32  lbs. 

Asbestos  Felt 

15# 

324  sq.  ft. 

45  lbs. 

45  lbs. 

20# 

324  sq.  ft. 

60  lbs. 

60  lbs. 

i 


Cap  Sheet  Roofing 


Black  and 

White  216  sq.  ft. 
Certain-teed  and 
Vulcanite  Cap 
Sheet  216  sq.  ft. 

Roll  Roofing 

Mineral  Surfaced 

75#  108  sq.  ft. 

Mineral  Surfaced 

90#  108  sq.  ft. 

Smooth  Roll  Roofing 
55#  108  sq.  ft. 

Selvage  Edge  Roofing 
19"  108  sq.  ft. 

Selvage  Edge  Roofing 
19"  108  sq.  ft. 

*Note:  Two  rolls  required 
Selvage  Edge  Roofing. 


68 

lbs. 

69.2 

lbs. 

68 

lbs. 

68.5 

lbs. 

75 

lbs. 

75.7 

lbs. 

90 

lbs. 

89.6 

lbs. 

55 

lbs. 

56.2 

lbs. 

44 

lbs. 

44.7 

lbs. 

55 

lbs. 

on  19' 

cover  one 

square  i 
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BUILT-UP  ROOFS 

Certain-teed  Products  Corporation  Test  No.  508 — 
i  Asphalt  Felt — Asphalt — Slag  top. 

The  roof  used  in  this  test  was  composed  of  the  fol¬ 
lowing  materials  applied  to  a  wood  deck :  1  sheet  of 
i  30#  Asphalt  Felt  (32#),  1  mopping  of  flat  roofing 
asphalt  (30#),  1  sheet  of  14#  Asphalt  Felt  (15#), 
1  flood  coat  of  Flat  Roofing  Asphalt  (50#)  and  1 
coating  of  slag  (300#). 

The  incline  of  the  deck  was  3"  per  foot.  A  12" 
fan  5  feet  from  the  brand  and  producing  a  wind  vel- 
i  ocity  of  6  miles  per  hour  2  feet  from  the  fan  was 
used.  The  burning  brand  was  placed  upon  the  test 
panel  and  in  10  minutes  and  45  seconds  all  flame  had 
died  out.  In  17  minutes  and  30  seconds  the  brand 
was  entirely  consumed. 

Upon  examining  the  roof  after  the  test  it  was  found 
that  one  ply  of  the  roofing  had  been  consumed.  There 
was  no  charring  of  the  wood  deck.  The  surface  area 
burned  was  9"  x  9"  while  the  area  stained  was  10" 

x  10". 

Roofs  constructed  under  the  following  regular  Cer- 
f  tain-teed  or  Vulcanite  Built-up  Roof  Specifications  are 
h  similar  to  the  roofing  used  in  this  test  but  are  con- 
|  structed  of  heavier  material,  or  have  more  plies,  and 
are  covered  by  Test  No.  508. 

CERTAIN-TEED  PRODUCTS  CORPORATION 
SPECIFICATION  NO.  508 
Wood  Deck — Incline  <4"-3"  per  foot 
The  roof  area  at  every  point  shall  have : 

One  sheet  of  30#  Asphalt  Felt  (32#),  1  mopping  of 
Flat  Roofing  Asphalt  (30#),  1  sheet  of  15#  Asphalt 
Felt  (16#),  1  flood  coat  of  Flat  Roofing  Asphalt 
!  (50#),  Gravel  400#  (or  Slag  300#),  Crushed  Rock 

f  450#. 

CERTAIN-TEED  PRODUCTS  CORPORATION 
■  SPECIFICATION  NO.  509 
Concrete  or  Poured  Gypsum  Deck — Incline  J4"  to  3" 

per  foot 

The  roof  area  at  every  point  shall  have  1  coat  liquid 
Asphalt  Primer  (8#),  2  moppings  of  Flat  Roofing 
Asphalt  (60#),  1  sheet  30#  Asphalt  Felt  (32#),  1 
sheet  15#  Asphalt  Felt  (16#),  1  flood  coat  Flat  Roof¬ 
ing  Asphalt  (50#),  Gravel  400#  (or  Slag  300#,  or 
Crushed  Rock  450#). 

CERTAIN-TEED  PRODUCTS  CORPORATION 
SPECIFICATION  NO.  518 
Wood  Deck — Incline  )4"-3"  per  foot 
The  roof  area  at  every  point  shall  have  1  sheet  30# 
Asphalt  Felt  (32#),  2  moppings  of  Flat  Roofing  As¬ 
phalt  (60#),  2  sheets  of  15#  Asphalt  Felt  (32#), 

1  flood  coat  of  Flat  Roofing  Asphalt  (50#),  Gravel 
400#  (or  Slag  300#,  or  Crushed  Rock  450#). 

CERTAIN-TEED  PRODUCTS  CORPORATION 
SPECIFICATION  NO.  519 
Concrete  or  Poured  Gypsum  Deck — Incline  Yz"  to  3" 

per  foot 

The  roof  area  at  every  point  shall  have  1  coat  of 
Asphalt  Primer  (8#),  3  moppings  of  Flat  Asphalt 
(90#),  3  sheets  of  15#  Asphalt  Felt  (48#),  1  flood 
■  coat  of  Flat  Roofing  Asphalt  150#),  Gravel  400#  (or 
Slag  300#,  or  Crushed  Rock  450#). 

CERTAIN-TEED  PRODUCTS  CORPORATION 
SPECIFICATION  NO.  520 
Wood  Deck — Incline  Y”-3"  per  foot 
The  roof  area  at  every  point  shall  have  1  sheet  of 
30#  Asphalt  Felt  (32#),  3  moppings  of  Flat  Roofing 
Asphalt  (90#),  3  sheets  of  15#  Asphalt  Felt  (48#), 

1  flood  coat  of  Flat  Roofing  Asphalt  (50#),  Gravel 
400#  (or  Slag  300#,  or  Crushed  Rock  450#). 

Specification  No.  521  (Concrete  or  poured  gypsum 
deck  incline  Y"  to  3"  per  foot).  The  roof  area  at 
,  every  point  shall  have  1  coat  of  Asphalt  Primer  (8#), 


4  moppings  of  Flat  Roofing  Asphalt  (120#),  4  sheets 
of  15#  Asphalt  Felt  (64#),  1  flood  coat  of  Flat  Roof¬ 
ing  Asphalt  <50# ),  Gravel  400#  (or  Slag  300#,  or 
Crushed  Rock  450#). 

Certain-teed  Products  Corporation  Test  No.  514 -A — 
Tarred  Felt — Pitch — Slag  Top. 

The  roof  used  in  this  test  was  composed  of  the  fol¬ 
lowing  materials  applied  to  a  poured  gypsum  deck : 
3  sheets  of  Certain-teed  or  Vulcanite  12#  Tarred  Felt 
(38#),  3  moppings  and  flood  coat  of  Coal  Tar  Pitch 
(175#),  Slag  (300#). 

The  incline  of  the  deck  was  2"  per  foot.  In  17 
minutes  and  40  seconds  the  brand  was  entirely  con¬ 
sumed. 

Upon  examining  the  roof  after  the  test  it  was  found 
that  none  of  the  plies  of  roofing  had  been  consumed. 
There  was  no  charring  of  the  deck.  The  surface  area 
burned  was  11"  x  12"  while  the  area  stained  was 
12"  x  14". 

Roofs  constructed  under  the  following  regular  Cer¬ 
tain-teed  or  Vulcanite  Built-up  Roof  Specifications  are 
similar  to  the  roofing  used  in  this  test  but  are  con¬ 
structed  of  heavier  materials  or  have  more  plies  and 
are  covered  by  Test  No.  514-A. 

Specification  No.  512  (Concrete  or  poured  gypsum 
deck — maximum  incline  2"  per  foot).  The  roof  area 
at  every  point  shall  have  4  sheets  of  15#  Tarred  Felt 
(64#),  1  base  mopping  of  Coal  Tar  Pitch  (50#),  3 
moppings  of  Coal  Tar  Pitch  (75#),  1  flood  coat  of 
Coal  Tar  Pitch  (75#),  Slag  300#  (or  Gravel  400#). 

Specification  No.  514  (Concrete  or  poured  gypsum 
deck — maximum  incline  2"  per  foot).  The  roof  area  at 
every  point  shall  have  3  sheets  of  15#  Tarred  Felt 
(48#),  1  base  mopping  of  Coal  Tar  Pitch  (50#),  2 
moppings  of  Pitch  (50#),  1  flood  coat  of  Pitch  (75#), 
Slag  300#  (or  Gravel  400#). 

Certain-teed  Products  Corporation  Test  No.  51 7 -A — 
Tarred  Felt — Pitch — Slag  Top. 

The  roof  used  in  this  test  was  composed  of  the 
following  materials  applied  to  a  wood  deck:  1  sheet 
of  Certain-teed  or  Vulcanite  Sheathing  Paper  (un¬ 
saturated)  (5#),  4  sheets  of  12"  Tarred  Felt  (52#), 
2  moppings  and  flood  coat  of  Coal  Tar  Pitch  (125#), 
Slag  (300#). 

The  incline  of  the  deck  was  2"  per  foot.  In  17 
minutes  and  5  seconds  the  brand  was  entirely  con¬ 
sumed. 

Upon  examining  the  roof  after  the  test  it  was  found 
that  none  of  the  plies  of  roofing  had  been  consumed. 
There  was  no  charring  of  the  wood  deck.  The  surface 
area  burned  was  9"  x  10"  while  the  area  stained  was 
10"  x  11". 

Roofs  constructed  under  the  following  regular  Cer¬ 
tain-teed  or  Vulcanite  Built-up  Roof  Specifications  are 
similar  to  the  roofing  used  in  this  test,  but  are  con¬ 
structed  of  heavier  materials,  or  have  more  plies  and 
are  covered  by  Test  No.  517-A. 

^Specification  No.  513  (Wood  deck,  maximum  incline 
2"  per  foot).  The  roof  area  at  every  point  shall  have 
1  sheet  of  Sheathing  Paper  (unsaturated)  (5#),  5 
sheets  of  15#  Tarred  Felt  (80#),  3  moppings  of  Pitch 
(75#),  1  flood  coat  of  Pitch  (75#),  Slag  300#  (or 
Gravel  400#). 

Specification  No.  517  (Wood  deck,  maximum  incline 
2"  per  foot).  The  roof  area  at  every  point  shall  have 
1  sheet  Sheathing  Paper  (unsaturated)  (5#),  4  sheets 
of  15#  Tarred  Felt  (64#),  2  moppings  of  Coal  Tar 
Pitch  (50#),  1  flood  coat  of  Coal  Tar  Pitch  (75#), 
Gravel  400#  (or  Slag  300#). 

Certain-teed  Products  Corporation  Test  No.  510 — 
(Mineral  Surfaced  Selvage  Edge  Roofing — Wood  Deck 
— Incline  Yz"  to  4"  per  foot). 

The  roof  used  in  this  test  was  composed  of  the  fol¬ 
lowing  materials  applied  to  a  wood  deck:  2  sheets  of 
Certain-teed  or  Vulcanite  44# — 19"  Selvage  Edge  Min¬ 
eral  Surfaced  Roofing  (88#),  1  mopping  Steep  Roof¬ 
ing  Asphalt  (30#). 
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The  incline  of  the  deck  was  4  inches  per  foot.  In 
26  minutes  and  40  seconds  the  brand  was  consumed. 

Upon  examining  the  roof  after  the  test,  it  was  found 
that  all  plies  (2)  of  roofing  had  been  consumed.  The 
area  of  the  wood  deck  charred  was  3"  x  5"  and  the 
charring  extended  to  a  depth  of  l/Y'.  The  surface  area 
burned  was  6"  x  10",  while  the  area  stained  was  7" 
x  11". 

Roofs  constructed  under  the  following  regular  Cer¬ 
tain-teed  or  Vulcanite  Built-up  Roof  Specifications  are 
similar  to  the  roofing  used  in  this  test  but  are  con¬ 
structed  of  heavier  materials  or  have  more  plies  and 
are  covered  by  Test  No.  510. 

Specification  No.  510  (Wood  deck,  incline  3"  to  4" 
per  foot).  The  roof  area  at  every  point  shall  have  2 
sheets  of  44# — 19"  Selvage  Edge  Mineral  Surfaced 
Roofing  (88#),  1  mopping  of  Steep  Roofing  Asphalt 
(30#). 

Specification  No.  511  (Concrete  or  poured  gypsum 
deck — incline  3"-4"  per  foot).  The  roof  area  at  every 
point  shall  have  2  moppings  of  Steep  Roofing  Asphalt 
(60#),  2  sheets  of  44#  Selvage  Edge  Mineral  Sur¬ 
faced  Roofing  (88#). 

Specification  No.  522  (Wood  deck,  incline  l/z"- 4" 
per  foot).  The  roof  area  at  every  point  shall  have  1 
sheet  of  30#  Asphalt  Felt  (32#),  2  moppings  of  Steep 
Roofing  Asphalt  (60#)  2  sheets  of  44#  19"  Selvage 
Edge  Mineral  Surfaced  Roofing  (88#). 

Specification  No.  523  (Concrete  or  poured  gypsum 
deck,  incline  j4"-4"  per  foot).  The  roof  area  at  every 
point  shall  have  1  coat  of  Asphalt  Primer  (8#),  1 
sheet  of  15#  Asphalt  Felt  (16#),  3  moppings  of  Steep 
Roofing  Asphalt  (90#),  2  sheets  of  19"  44#  Selvage 
Edge  Mineral  Surfaced  Roofing  (88#). 

Specification  No.  525  (Wood  deck,  incline  Vz'- 4" 
per  foot).  The  roof  area  at  every  point  shall  have 

1  sheet  of  30#  Asphalt  Felt  (32#),  3  moppings  of 
Steep  Roofing  Asphalt  (90#),  1  sheet  of  15#  Asphalt 
Felt  (16#),  2  sheets  of  55#  19"  Selvage  Edge  Min¬ 
eral  Surfaced  Roofing  (110#). 

Specification  No.  526  (Concrete  or  poured  gypsum 
deck,  incline  Vz"- 4"  per  foot).  The  roof  area  at  every 
point  shall  have  1  coat  of  Asphalt  Primer  (8#),  2 
sheets  of  15#  Asphalt  Felt  (32#),  4  moppings  of 
Steep  Roofing  Asphalt  (120#),  2  sheets  of  55#  19" 
Selvage  Edge  Roofing  (110#). 

Specification  No.  678  (Wood  deck,  incline  J4"- 4"  per 
foot).  The  roof  area  at  every  point  shall  have  1  sheet 
of  30#  Asphalt  Felt  (32#),  4  moppings  of  Steep  Roof¬ 
ing  Asphalt  (120#),  2  sheets  of  15#  Asphalt  Felt 
(32#),  2  sheets  of  55#  19"  Selvage  Edge  Roofing 
(HO#). 

Specification  No.  679  (Concrete  or  poured  gypsum 
deck,  incline  l/z"-A"  per  foot).  The  roof  area  at  every 
point  shall  have  1  coat  of  Asphalt  Primer  (8#),  3 
sheets  of  15#  Asphalt  Felt  (48#),  5  moppings  of 
Steep  Roofing  Asphalt  (150#),  2  sheets  of  19"  Selvage 
Edge  Mineral  Surfaced  Roofing  (110#). 

Certain-teed  Products  Corporation  Test  No.  566 — 
Asphalt  Felt — Asbestos  Felt — Asphalt  Top. 

The  roof  used  in  this  test  was  composed  of  the  fol¬ 
lowing  materials  applied  to  a  wood  deck :  1  sheet  of 
Certain-teed  or  Vulcanite  30#  Asphalt  Felt  (32#), 

2  sheets  of  15#  Asbestos  Felt  (30#),  2  moppings  of 
Roofing  Asphalt  (60#),  1  top  coat  of  Roofing  Asphalt 
(30#). 

The  incline  of  the  deck  was  3"  per  foot.  In  25 
minutes  and  15  seconds  the  brand  was  entirely  con¬ 
sumed. 

Upon  examining  the  roof  after  the  test,  it  was  found 
that  1  ply  (top  ply  of  asbestos  felt)  had  been  consumed. 
There  was  only  slight  charring  of  the  wood  deck  over 
a  slight  area.  The  area  of  surface  burned  was  9"  x  13" 
while  the  area  stained  was  10"  x  14". 

Roofs  constructed  under  the  following  regular  Cer¬ 
tain-teed  or  Vulcanite  Built-up  Roof  Specifications  are 
similar  to  the  roofing  used  in  this  test  but  are  con¬ 


structed  of  heavier  material  or  have  more  plies,  and 
are  covered  by  Test  No.  566. 

Specification  No.  566  (Wood  deck,  incline  Yz’-Z" 
per  foot).  The  roof  area  at  every  point  shall  have  1 
sheet  of  30#  Asphalt  Felt  (32#),  2  sheets  of  No.  20 
Asbestos  Felt  (40#),  2  moppings  of  Roofing  Asphalt 
(60#),  1  top  coat  of  Asbestos  Roof  Coating  (12#),  or 
1  top  mopping  of  Roofing  Asphalt  (30#).  Weight  of 
roof  with  top  coat  of  Asbestos  Roof  Coating  144#, 
weight  of  roof  with  top  coat  of  Asphalt  162#.  , 

Specification  No.  567  (Concrete  or  poured  gypsum 
deck,  incline  J/z"-3"  per  foot).  The  roof  area  at  every 
point  shall  have  1  coat  of  Asphalt  Primer  (8#),  1 
sheet  of  30#  Asphalt  Felt  (32#),  2  sheets  of  No. 
20  Asbestos  Felt  (40#),  3  moppings  of  Roofing  As-! 
phalt  (90#),  1  top  coat  of  Asbestos  Roof  Coating ( 
(12#)  or  1  top  mopping  of  Roofing  Asphalt  (30#). 
Weight  of  roof  with  top  coat  of  Asbestos  Roof  Coat-i 
ing  182#,  weight  of  roof  with  top  coat  of  roofing 
Asphalt  200#. 

Specification  No.  568  (Wood  deck,  incline  )4"-3"  per 
foot).  The  roof  area  at  every  point  shall  have  1  sheet 
of  40#  Asphalt  Felt  (43#),  2  sheets  of  No.  20  As¬ 
bestos  Felt  (40#),  2  moppings  of  Roofing  Asphalt. 
(60#),  1  top  coat  of  Asbestos  Roof  Coating  (12#) 
or  1  top  mopping  of  Roofing  Asphalt  (30#).  Weight 
of  roof  with  top  coat  of  Asbestos  Roof  Coating  155#, 
weight  of  roof  with  top  coat  of  Asphalt  173#. 

Specification  No.  569  (Concrete  or  poured  gypsum, 
deck,  incline  !J4"- 3"  per  foot).  The  roof  area  ati 
every  point  shall  have  1  coat  of  Asphalt  Primer  (8#), 

1  sheet  of  40#  Asphalt  Felt  (43#),  2  sheets  of  No. . 
20  Asbestos  Felt  (40#),  3  moppings  of  Roofing  As¬ 
phalt  (90#),  1  top  coat  of  Asbestos  Roof  Coating, 
(12#),  or  1  top  mopping  of  Roofing  Asphalt  (30#). 
Weight  of  roof  with  top  coat  of  Asbestos  Roof  Coat¬ 
ing  193#,  weight  of  roof  with  top  coat  of  Roofing 
Asphalt  211#.  •  ‘ 

Specification  No.  570  (Wood  deck,  incline  x/z"-3"  per 
foot).  The  roof  area  at  every  point  shall  have  1  sheet 
of  40#  Asphalt  Felt  (43#),  3  sheets  of  20#  Asbestos. 
Felt  (60#),  3  moppings  of  Roofing  Asphalt  (90#), 
1  top  coat  of  Asbestos  Roof  Coating  (12#),  or  1  top 
mopping  of  Roofing  Asphalt  (30#).  Weight  of  roof 
with  top  coat  of  Asbestos  Roof  Coating  205#,  weight 
of  roof  with  top  coat  of  Roofing  Asphalt  223#.  / 

Specification  No.  571  (Concrete  or  poured  gypsum 
deck,  incline  Yz" -3"  per  foot).  The  roof  area  at  every 
point  shall  have  1  coat  of  Asphalt  Primer  (8#),  2 
sheets  of  30#  Asphalt  Felt  (65#),  2  sheets  of  20# 
Asbestos  Felt  (40#),  4  moppings  of  Roofing  Asphalt' 
(120#),  1  top  coat  of  Asbestos  Roof  Coating  (12#), 
or  1  top  mopping  of  Roofing  Asphalt  (30#).  Weight 
of  roof  with  top  coat  of  Asbestos  Roof  Coating  245#  ( 
weight  of  roof  with  top  coat  of  Roofing  Asphalt  263#.! 

Certain-teed  Products  Corporation  Test  “B” — Asphalt 
Felt — Mineral  Surfaced  Cap  Sheet. 

The  roof  used  in  this  test  was  composed  of  the  fol¬ 
lowing  materials  applied  to  a  wood  deck:  1  sheet  of 
Certain-teed  or  Vulcanite  30#  Asphalt  Felt  (32#) 

1  sheet  of  Certain-teed  or  Vulcanite  60#  3"  Selvage 
Edge  Mineral  Surfaced  Roofing  (60#),  1  mopping  otj 
Roofing  Asphalt  (30#). 

The  incline  of  the  deck  was  4"  per  foot.  In  3- 
minutes  and  5  seconds  the  brand  was  entirely  consumed 
Upon  examining  the  roof  after  the  test  it  was  fount’ 
that  all  plies  (2)  had  been  consumed.  The  wood  dec! 
was  charred  over  an  area  6"  x  4"  and  to  a  depth  oi 
3/16".  The  surface  area  burned  was  10"  x  12",  while 
the  area  stained  was  12"  x  14". 

Roofs  constructed  under  the  following  special  Cer 
tain-teed  or  Vulcanite  Built-up  Roof  Specification  anj 
similar  to  the  roofing  used  in  this  test  and  are  covered 
by  Test  “B”. 

Specification  “B”  (Wood,  concrete  or  poured  gypsun 
deck,  incline  x/z"-\"  per  foot).  The  roof  area  at  ever 
point  shall  have — 
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Board  Deck — 1  coat  of  Asphalt  Primer  (none),  1 
sheet  of  30#  Asphalt  Felt  (32#),  1  sheet  of  60#  3" 
Mineral  Surfaced  Selvage  Edge  Roofing  (65#),  1 
base  mopping  of  Roofing  Asphalt  (none),  1  mopping  of 
Roofing  Asphalt  (30#). 

Concrete  or  Gypsum  Deck — 1  coat  of  Asphalt  Primer 
(8#),  1  sheet  of  30#  Asphalt  Felt  (32#),  1  sheet  of 
60#  3"  Mineral  Surfaced  Selvage  Edge  Roofing 
(65#),  1  base  mopping  of  Roofing  Asphalt  (30#),  1 
mopping  of  Roofing  Asphalt  (30#). 

Certain-teed  Products  Corporation  Test  “C” — As¬ 
phalt  Felt — 34#  Black  and  White  Cap  Sheet. 

The  roof  used  in  this  test  was  composed  of  the  fol¬ 
lowing  materials  applied  to  a  wood  deck:  1  sheet  of 
Certain-teed  or  Vulcanite  30#  Asphalt  Felt  (32#), 
2  sheets  of  Certain-teed  or  Vulcanite  14#  Asphalt  Felt 
(30#),  1  Certain-teed  or  Vulcanite  34#  Black  and 
White  Cap  Sheet  (34#),  3  moppings  of  Roofing  As¬ 
phalt  (90#). 

The  incline  of  the  deck  was  3"  per  foot.  In  31 
minutes  and  30  seconds  the  brand  was  entirely  con¬ 
sumed. 

Upon  examining  the  roof  after  the  test  it  was  found 
that  all  plies  (4)  had  been  consumed.  The  area  of  the 
deck  which  was  charred  was  3"  x  5"  and  the  charring 
t  was  of  slight  depth  except  for  an  area  of  2  square 
inches,  where  it  was  y&"  deep.  The  surface  area 
burned  was  10"  x  18",  however  the  flame  did  not  spread 
beyond  12"  from  the  brand.  The  area  stained  was 
12"  x  20". 

Roofs  constructed  under  the  following  special  Cer¬ 
tain-teed  or  Vulcanite  built-up  roof  specifications  are 
similar  to  the  roofing  used  in  this  test  and  are  covered 
by  Test  “C”. 

Specification  “C”  (Wood,  concrete  or  poured  gypsum 
deck,  incline  l/2"-3 "  per  foot).  The  roof  area  at  every 
point  shall  have  1  coat  of  Asphalt  Primer  (none),  1 
sheet  of  30#  Asphalt  Felt  (32#),  2  sheets  of  14# 
Asphalt  Felt  (30#),  1  sheet  of  34#  Black  and  White 
Cap  Sheet  (37#),  1  base  mopping  of  Roofing  Asphalt 
(none),  3  moppings  of  Roofing  Asphalt  (90#). 

Concrete  or  Gypsum  Deck — 1  coat  of  Asphalt  Primer 
(8#),  1  sheet  of  30#  Asphalt  Felt  (32#),  2  sheets 
of  14#  Asphalt  Felt  (30#),  1  sheet  of  34#  Black  and 
White  Cap  Sheet  (37#),  1  base  mopping  of  Roofing 
Asphalt  (30#),  3  moppings  of  Roofing  Asphalt  (90#). 

Certain-teed  Products  Corporation  Test  “D”- — As¬ 
phalt  Felt — Black  and  White  Cap  Sheet — Asphalt  Top. 

The  roof  used  in  this  test  was  composed  of  the  fol¬ 
lowing  materials  applied  to  a  wood  deck:  1  sheet  of 
Certain-teed  or  Vulcanite  30#  Asphalt  Felt  (32#), 
2  sheets  of  Certain-teed  or  Vulcanite  14#  Asphalt 
Felt  (30#),  1  Certain-teed  or  Vulcanite  34#  Black  and 
White  Cap  Sheet  (34#),  4  moppings  of  Roofing  As¬ 
phalt  (120#). 

The  incline  of  the  deck  was  3"  per  foot.  In  34 
minutes  and  30  seconds  the  brand  was  entirely  con¬ 
sumed. 


Upon  examining  the  roof  after  the  test  it  was  found 
that  three  plies  (3)  had  been  consumed.  There  was 
only  a  slight  area  of  the  deck  charred  to  a  slight  depth. 
The  surface  area  burned  was  9"  x  12"  while  the  area 
stained  was  10"  x  13". 

Roofs  constructed  under  the  following  special  Cer- 
tain-teed  or  Vulcanite  specification  are  similar  to  the 
roofing  used  in  this  test  and  are  covered  by  Test  “D”. 

Specification  “D”  (Wood,  concrete  or  poured  gyp¬ 
sum  deck,  incline  y2" -3"  per  foot).  The  roof  area  at 
every  point  shall  have — 


Wood  Deck — 1  coat  of  Asphalt  Primer  (none)  1 
sheet  of  30#  Asphalt  Felt  (32#),  2  sheets  of  14# 
Asphalt  Felt  (30#),  1  sheet  of  34#  Black  and  Whitt 
Cap  Sheet  (37#),  1  base  mopping  of  Roofing  Asphall 
(none),  3  moppings  of  Roofing  Asphalt  (90#),  1  tor 
coat  of  Roofing  Asphalt  (30#). 

Concrete  or  Gypsum  Deck — 1  coat  of  Asphalt  Primer 


(8#),  1  sheet  of  30#  Asphalt  Felt  (32#),  2  sheets  of 
14#  Asphalt  Felt  (30#),  1  sheet  of  34#  Black  and 
White  Cap  Sheet  (37#),  1  base  mopping  of  Roofing 
Asphalt  (30#),  3  moppings  of  Roofing  Asphalt  (90#), 

1  top  coat  of  Roofing  Asphalt  (30#). 

RE-ROOFING 

Certain-teed  Products  Corporation  Test  “A-B” — 
Tarred  Felt — Pitch — Slag  Top —  Over  Old  Roof. 

The  roof  used  in  this  test  was  composed  of  the  fol¬ 
lowing  materials  applied  over  an  old  roof  composed  of 

2  plies  of  12#  Tarred  Felt:  Old  Roof,  2  layers  of 
12#  Tarred  Felt  (26#),  2  moppings  of  Pitch  (50#), 
1  top  coat  of  Pitch  (75#),  Slag  (300#). 

The  incline  of  the  deck  was  2"  per  foot.  In  19 
minutes  and  35  seconds  the  brand  was  consumed. 

Upon  examining  the  roof  after  the  test  it  was  found 
that  none  of  the  plies  had  been  consumed  and  there  was 
no  charring  of  the  wood  deck.  The  surface  area 
burned  was  10"  x  13",  while  the  area  stained  was  12" 
x  15". 

Re-roofing  jobs  done  under  the  following  special 
Certain-teed  or  Vulcanite  specification  are  similar  to 
the  roofing  in  this  test  and  are  covered  by  Test  “A-B”. 

Specification  “A-B”  (Tarred  Felt — Pitch — Slag 
Top).  To  be  applied  over  old  roof.  Pitch  of  deck 
0"-2". 

The  roof  area  at  every  point  shall  have  Old  Roofing 
Felts,  2  layers  of  12#  Tarred  Felt  (26#),  2  moppings 
of  Coal  Tar  Pitch  (50#),  1  top  coat  of  Coal  Tar  Pitch 
(75#),  Slag  300#  (or  Gravel  400#). 

Certain-teed  Products  Corporation  Test  “E” — 34# 
Cap  Sheet  and  Asphalt  Top — over  old  roof. 

The  roof  used  in  this  test  was  composed  of  the  fol¬ 
lowing  material  applied  over  one  sheet  of  Corporal 
Roofing,  representing  the  old  roof :  Old  Roof,  1 — 34# 
Certain-teed  or  Vulcanite  Black  and  White  Cap  Sheet 
(34#),  2  moppings  of  Roofing  Asphalt  (60#). 

The  incline  of  the  deck  was  3"  per  foot.  In  32 
minutes  and  15  seconds  the  brand  was  entirely  con¬ 
sumed. 

Upon  examining  the  roof  after  the  test  it  was  found 
that  all  plies  (2)  including  the  Corporal  Roofing  had 
been  consumed.  The  wood  deck  was  charred  over  an 
area  6"  x  6"  for  a  depth  of  pi".  The  surface  area 
burned  was  9"  x  9",  while  the  area  stained  was  10" 
x  12". 

Re-roofing  jobs  done  under  the  following  special 
Certain-teed  or  Vulcanite  specification  are  similar  to 
the  roofing  in  this  test  and  are  covered  by  Test  “E”. 

S pacification  “E”  (34#  Black  and  White  Cap  Sheet 
applied  over  Old  Roof — Asphalt  Top,  incline  of  deck 
3"  per  foot). 

The  roof  area  at  every  point  shall  have  Old  Roofing 
felts,  1  sheet  of  34#  Black  and  White  Cap  Sheet  Roof¬ 
ing  (37#),  1  mopping  of  Roofing  Asphalt  (30#)  1 
top  coat  of  Roofing  Asphalt  (30#). 

Certain-teed  Products  Corporation  Test  “F”- — 34# 
Cap  Sheet — Over  Old  Roofing. 

The  roof  used  in  this  test  was  composed  of  the  fol¬ 
lowing  materials,  applied  over  an  old  3  ply  asphalt  roof, 
on  a  wood  deck — old  roof,  34#  Certain-teed  or  Vul¬ 
canite  Black  and  White  Cap  Sheet  (34#),  1  mopping 
of  Roofing  Asphalt  (30#). 

The  incline  of  the  deck  was  3"  per  foot.  In  34 
minutes  and  45  seconds  the  brand  was  entirely  con¬ 
sumed. 

Upon  examining  the  roof  after  the  test  it  was  found 
that  the  cap  sheet  only  was  slightly  consumed.  None 
of  the  plies  of  the  old  roof  were  consumed.  There, 
of  course,  was  no  charring  of  the  wood  deck.  The 
surface  area  burned  was  7"  x  12",  while  the  area 
stained  was  8"  x  13". 

Re-roofing  jobs  done  under  the  following  special 
Certain-teed  or  Vulcanite  specification  are  similar  to  the 
roofing  used  in  this  test  and  are  covered  by  Test  “F”. 

Specification  “F”  (34#  Cap  Sheet  Mopped  over  Old 
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Roof,  incline  I/2"-3").  The  roof  area  at  every  point 
shall  have  Old  Roofing  felts,  1  sheet  34#  Black  and 
White  Cap  Sheet  Roofing  (37 #  ) ,  1  mopping  of  Roofing 
Asphalt  (30#). 

SHINGLES 

Certain-teed  Products  Corporation  Test  “G” — Stand¬ 
ard  11  1/3"  Hexagonal  Shingles. 

The  roof  used  in  this  test  was  composed  of  Standard 
11  1/3"  Hexagonal  Shingles  of  the  following  speci¬ 
fications:  Weight  of  shingles  per  square  167#,  slabs 
per  square — 86,  Underwriters1  Label-Class  i  C  \  Head 
Lap — 2",  Exposure — 4  2/3". 

The  incline  of  the  deck  was  not  less  than  4"  per  foot. 
In  22  minutes  and  45  seconds  the  brand  was  entirely 
consumed.  Upon  examining  the  roof  after  the  test  it 
was  found  that  all  plies  had  been  consumed.^  The 
wood  deck  was  charred  over  an  area  of  4"  x  5",  to  a 
depth  of  3/16".  The  surface  area  burned  was  8"  x 
13",  while  the  area  stained  was  also  8"  x  13". 

The  following  Certain-teed  or  Vulcanite  specifica¬ 
tions  cover  shingles  of  the  type  used  in  this  test  or 
shingles  which  are  similar  but  have  greater  coverage 
and  all  are  represented  by  Test  “G”. 

Specification  “G”  (Shingle  roofs  composed  of  Cer¬ 
tain-teed  or  Vulcanite  shingles  of  the  following  speci¬ 
fication — 

11  1/3  Hexagonal  Shingles — weight  of  shingles  per 
square — 167#,  slabs  per  square — 86,  Underwriters 
Label— Class  “C”,  Head  lap— 2"  Exposure  4  2/3. 

12  1/3  Hexagonal  Shingles — weight  of  shingles  per 
square— 178#,  slabs  per  square— 86,  Underwriters 
Label— Class  “C”,  Head  lap— 3",  Exposure— 4  2/3. 

11  15/16  Double  Coverage  Hexagonal  Shingles — 
weight  of  shingles  per  square — 212#,  slabs  per  square 
—102,  Underwriters  label — Class  “C”,  Head  lap — - 
4  3/16",  exposure — 3/s- 

Certain-teed  Products  Corporation  Test  “I” — 10"  Cut- 
Out  Shingles.  n 

The  roof  used  in  this  test  was  composed  of  10" 
Cut-Out  Shingles  of  the  following  specifications  applied 
to  a  wood  deck:  Weight  of  shingles  per  square — 
209#,  slabs  per  square — 100,  Underwriters  label — 
Class  “C”,  Head  lap — 2",  Exposure — 4". 

The  incline  of  the  roof  was  not  less  than  4"  per 
foot.  In  31  minutes  and  45  seconds  the  brand  was  en¬ 
tirely  consumed.  Upon  examining  the  roof  after  the 
test,  it  was  found  that  all  plies  had  been  consumed. 

The  wood  deck  was  charred  over  an  area  of  2"  x  2". 
The  depth  of  charring  was  1/16"  over  1  square  inch  of 
area  and  very  slight  outside  of  this  smaller  area.  The 
surface  area  burned  was  9"  x  9",  while  the  area  stained 
was  10"  x  11". 

The  following  Certain-teed  or  Vulcanite  specifica¬ 
tion  covers  shingles  which  are  similar  to  those  used  in 
this  test,  but  are  heavier  in  weight  and  are  covered 
in  Test  “I”. 

Specification  “I” — Shingle  roofs  composed  of  Cer¬ 
tain-teed  or  Vulcanite  shingles  of  the  following  speci¬ 
fications  : — 


Type  of  Shingle 

10"  Cut-Out 
Weight  of  Shingles 
per  sq.  209# 
Slabs  per  sq.  100 
Underwriters 
Label  Class  C 

Head  lap  2" 

Exposure  4" 

Type  of  Shingle 

12"  Thick 
Butt 

Weight  of  Shingles 
per  sq.  210# 

Slabs  per  sq.  80 

Underwriters 
Label  Class  C 


12 y2"  Cut-Out  3  Tab  Jbo. 


266# 

100 


257# 

80 


Class  C  Class  C 
Al/z"  5" 

4"  2" 

15"  Thick  12"  Wood-  3  Tab 

Butt  tex  Seal-Tab. 


250# 

80 


260# 

80 


230# 

80 


Class  C  Class  C  Class  C 


Head  lap  2"  5"  2"  2" 

Exposure  5"  5"  5"  5" 

RECOMMENDATIONS  OF  COMMITTEE 

As  results  of  these  tests  the  committee  rcommends 
approval  under  C.  26. — 680-A.C.  (10.12.11.1  B.C.)  and 
Group  16,  Article  2,  A.C.  titled  “Test  of  Roof  Cover¬ 
ings.”  (10.1.16.B.C.)  of  Certain-teed  and  Vulcanite 
Roof  Coverings  as  listed  herein  under  the  following 
conditions. 

SLAG  OR  GRAVEL  SURFACED  ROOFING 

Wherever  these  roofings  are  applied  they  shall  be 
protected  with  3  pounds  of  slag  or  4  pounds  of  graded 
gravel  (screened  Ya  to  s/s)  per  square  foot  of  roofing 
and  imbedded  in  a  top  pouring  of  asphalt.  Where 
promenades  are  provided  over  these  roofings,  they  shall 
be  protected  by  either  quarried  slate  or  ceramic  tile, 
not  less  than  6"  x  6"  x  //'  firmly  imbedded  in  asphalt 
or  Portland  cement  mortar,  which  protection  may  be 
used  in  lieu  of  the  slag  or  gravel  surfacing. 

SHINGLES 

Approval  is  recommended  on  all  classes  of  shingles 
as  listed  herein  except  that  the  shingles  under  Specifi¬ 
cation  “G”  may  be  used  on  new  roofs  provided  that 
at  least  30#  of  asphalt  saturated  rag  felt  is  used  as 
a  base  over  wood  sheathing.  This  protection  shall  not 
be  required  when  the  shingles  in  these  groups,  as  speci¬ 
fied  in  Specifications  “G”  and  “I”  are  used  for  re¬ 
roofing  when  old  roofing  is  not  removed.  In  all  cases, 
however,  the  use  of  these  shingles  as  listed  in  this 
report  is  limited  to  roofing  or  re-roofing  of  frame  resi¬ 
dential  construction  and  other  buildings  outside  the  fire 
limits. 

ROLL  ROOFING 

Approval  is  recommended  on  Certain-teed  and  Vul¬ 
canite  Asphalt  Saturated  Rag  Felts  in  weight  of  12 
lbs.  (the  use  of  this  weight  material  shall  be  limited  to 
slag  or  gravel  roofs  specified  herein),  also  14  lb.,  15  lb., 
24  lb.,  30  lb.,  and  similarly  for  the  Certain-teed  and  Vul¬ 
canite  Coal  Tar  Saturated  Rag  Felt  in  weights  of  12  lb., 
14  lb.,  15  lb.,  30  lb.  and  40  lb.  Approval  is  also  recom¬ 
mended  on  the  Certain-teed  and  Vulcanite  15  lb.  asphalt 
saturated  asbestos  felt,  black  and  white  cap  sheet,  Cer¬ 
tain-teed  and  Vulcanite  cap  sheet,  and  55  lb.  smooth  roll 
roofing,  Certain-teed  and  Vulcanite  75  lb.,  90  lb.  mineral 
surface  and  44  lb.,  55  lb.  and  60  lb.  (3")  mineral 
surface  19"  selvage  edge  when  used,  these  mineral 
surface  and  cap  sheet  roofings  shall  be  laid  over  14# 
saturated  rag  felt. 

GENERAL 

Approval  of  these  roofings  is  recommended  on  con¬ 
dition  that  the  weight,  thickness  and  plies  of  material 
shall  not  be  less  for  any  roof  covering  than  that  speci¬ 
fied  for  the  specimen  test. 

Nothing  herein  contained  shall  preclude  the  use  of 
heavier  or  additional  plies  of  saturated  rag  felts,  pro¬ 
vided  that  the  total  weight  and  number  of  plies  used 
shall  equal  or  exceed  that  approved  for  any  specifica¬ 
tion  tested  herein,  with  the  use  of  12  lb.  saturated  rag 
felt  limited  specifically  to  slag  and  gravel  protected 
roofs.  Built-up  and  roll  roofings  may  be  applied  to 
either  combustible  or  non-combustible  roof  decks  in1 
accordance  with  the  tests  and  specifications  as  spe¬ 
cifically  provided  herein. 

It  is  further  recommended  that  the  Certain-teed  and 
Vulcanite  roofing  material  when  used  in  New  York! 
City  shall  have  each  package  or  roll  clearly  marked 
or  labelled  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  when  installed  in 
accordance  with  the  specification  under  Cal.  No.  42- 
39-S.M.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 
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Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
ereby  approve  the  material  known  as  Certain-teed  and 
/ulcanite  Asphalt  Roofing  Material  and  Asphalt  Shingles, 
or  use  in  New  York  City  when  manufactured,  installed, 
narked  or  labelled,  in  accordance  with  the  above  report. 


0-39-SM. 

\PPLICANT — Builders  Specialty  Company,  owner. 

iUBJECT — Permaflex  (flexible  concrete  for  resurfacing 
or  patching  floors) — approval  of. 

APPEARANCES— 

For  Applicant :  W.  H.  Faulkner. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  committee  on  tests. 

'HE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

'HE  RESOLUTION— 


(60-39- SMI 

Whereas,  the  Builders  Specialty  Company,  owner,  filed 
anuary  16,  1939,  an  application  with  the  Board  of  Stand- 
rds  and  Appeals  for  approval  of  the  material  known  as 
5ermaflex  (flexible  concrete  for  resurfacing  or  patching 
i oors)  ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
n  Tests  of  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  committee  on  tests  was  as 
ollows : 

REPORT  OF  COMMITTEE  ON  TESTS 

Cal.  No.  60-39-SM. 

Approval  of  Permaflex  (flexible 

concrete  for  resurfacing  or  patching 

floors). 

February  27,  1939. 

The  Builders  Specialty  Company,  owner,  filed  Jan¬ 
uary  16,  1939,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Permaflex  (flexible  concrete  for  resurfacing  or  patch¬ 
ing  floors). 

1.  “Permaflex”  is  a  brown  liquid,  which,  when 
added  to  Portland  Cement  concrete  mixtures,  causes 
same  to  set  up  a  tough  flexible  mass,  rather  than  a 
hard  brittle  mass. 

2.  “Permaflex”  is  especially  prepared  saponified 
asphaltic  compound  and  mixes  readily  with  Portland 
Cement. 

3.  “Permaflex”  either  mixed  in  the  concrete  or  by 
itself,  is  not  free  burning.  When  mixed  in  the  con¬ 
crete,  there  is  no  ignition  whatever  even  from  an  open 
flame. 

4.  “Permaflex”  is  used  to  resurface  old  floors  of 
all  types  and  has  been  found  thoroughly  practical  for 
this  purpose.  It  bonds  perfectly  to  concrete,  brick, 
stone,  steel  or  wood. 

5.  Due  to  the  flexible  nature  of  “Permaflex”,  it  does 
not  have  the  tendency  to  crumble  up  under  the  steel 
wheels  of  trucks,  etc.  like  regular  concrete  has  a  ten¬ 
dency  to,  and  when  a  wearing  surface  of  “PERMA¬ 
FLEX”  is  placed  over  wood  flooring,  it  prevents  the 
truck  wheels  from  splintering  the  wood,  thus  protecting 
the  structural  strength  of  the  floor. 

6.  “PERMAFLEX”  is  used  in  scores  of  the  large 
industrial  plants  throughout  the  United  States  and  has 
withstood  the  most  severe  tracking  conditions. 

Inspection  and  test  was  made  of  this  material  in  the 
Bush  Terminal  Building,  Brooklyn,  and  it  is  recom¬ 
mended  that  Permaflex  (flexible  concrete  for  resurfac¬ 
ing  and  patching  floors)  be  approved  for  use  in  New 
York  City  as  a  floor  finish  on  concrete  or  other  floors, 
when  manufactured  in  accordance  with  this  report,  on 
condition  that  the  containers  for  this  material  be 
stamped  or  labelled  “Approved  by  the  Board  of  Stand¬ 


ards  and  Appeals  for  use  in  New  York  City  under  Cal. 
No.  60-39-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Permaflex  (flexible 
concrete  for  resurfacing  or  patching  floors),  when  manu¬ 
factured  and  used  and  with  containers  stamped  or  labelled, 
in  accordance  with  the  report. 


63-39-SM. 

APPLICANT — Coplay  Cement  Manufacturing  Company, 
owner. 

SUBJECT — Saylor’s  Hyper  Portland  Cement — Approval 
of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(63-38-SM.) 


The  Coplay  Cement  Manufacturing  Company,  owner, 
filed  January  17,  1939,  an  application  for  approval  of  Say¬ 
lor’s  Hyper  Portland  Cement ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  was  as 
follows : 

REPORT  OF  COMMITTEE  ON  TESTS 

February  27,  1939. 

Re:  Cal.  No.  63-39-SM. 

Subject:  Saylor’s  Hyper  Portland  (High 

Early  Strength)  Cement. 

On  January  17,  1939,  the  Coplay  Cement  Manufac¬ 
turing  Company  submitted  an  application  for  approval 
of  Saylor’s  Hyper  Portland  Cement  for  use  in  New 
York  City  pursuant  to  C  26-312.0,  C  Administrative 
Code  (7.1. 1.7.3  B.C.). 

This  material  is  manufactured  by  the  applicant  at 
its  plants  located  at  Coplay,  Pa. 

A  record  of  raw  materials  filed  by  the  applicant 
indicates  that  consistently  homogeneous  raw  materials 
are  available  for  at  least  twenty  (20)  years. 

A  flow  sheet  has  been  filed  by  the  applicant  showing 
the  process  of  manufacture. 

On  January  19,  1939,  a  representative  of  the  Com¬ 
mittee  on  Tests  visited  the  applicant’s  plant  at  Coplay, 
Pa.,  and  selected  a  sample  of  the  material  from  which 
specimens  were  prepared  and  of  which  chemical  analy¬ 
sis  was  made. 

On  February  16,  1939,  a  representative  of  the  Com¬ 
mittee  on  Tests  witnessed  physical  tests  made  at  the 
applicant’s  plant  at  Coplay,  Pa.  The  result  of  these 
physical  tests  and  the  chemical  analysis  previously 
made,  as  stated  above,  are  as  follows : 


Chemical  Analysis  : 

A.S.T.M. 

Spec.  C-74-38 

Not  more 

Loss  on  Ignition  2.06 

Not  more 


Requirements  : 
Federal  Spec. 
SSC-201 

than  Not  more  than 
4.0  3.0 

than  Not  more  than 
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Insoluble  Residue 

0.10 

.85 

.75 

Not 

more  than 

Not 

more  than 

Sulphuric  Anhydride  2.36 

2.50 

2.50 

Not 

more  than 

Not 

more  than 

Magnesia 

3.14 

5.0 

5.0 

Not 

more  than 

Alumina 

5.90 

7.50 

Not 

more  than 

Iron  Oxide 

2.60 

6.0 

Not 

more  than 

Trical.  Alum. 

11.40 

15.00 

Silicia 

19.60 

Lime 

64.00 

Fineness  (Specific  Surface) 

2690  1900 

1900 

Soundness 

sound  sound 

sound 

Not  less  than  Not  less  than 
Initial  Set  (Gilmore)  2  h.  5  m.  1  h.  1  hr. 

Not  more  than  Not  more  than 
Final  Set  (Gilmore)  4  h.  20  m.  10  hrs.  10  hrs. 

Comp.  Tension  Comp.  Tension  Comp.  Tension 
Strength — P.S.I. 

(Average  of 
Six 

Specimens) 

1  day  1806  319  1300  275  1250  275 

3  days  3433  407  3000  375  2500  375 


7  days  4725  502  3500  425 

28  days  5683  482  More  than  three  days 

The  methods  used  in  making  and  storing  the  speci¬ 
mens  were  those  prescribed  in  the  respective  specifica¬ 
tions. 

In  accordance  with  these  tests,  it  is  recommended 
that  Saylor’s  Hyper  Portland  Cement  be  approved  for 
use  in  New  York  City,  under  C  26-312.0  C  of  the  Ad¬ 
ministrative  Code  (7.1. 1.7.3  B.C.)  and  that  monthly 
reports  of  manufacturer’s  tests  be  filed  with  the  board. 

This  material  is  marketed  in  94  lb.  cloth  and  paper 
bags  and  in  bulk.  When  packed  in  bags,  it  shall  be 
tagged,  labeled  or  marked  “Approved  by  the  Board  of 
Standards  and  Appeals  under  Calendar  No.  63-39- 
SM”  and  when  marketed  in  bulk  for  use  in  New  York 
City,  its  bill  of  lading  shall  be  similarly  marked. 

BERNARD  A.  SAVAGE, 
Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Saylor’s  Hyper 
Portland  Cement,  for  use  in  New  York  City,  when  manu¬ 
factured,  used,  labelled,  tagged  or  marked,  in  accordance 
with  the  report. 


Adjourned,  5:00  P.M. 

Edward  V.  Barton,  Chief  Clerk. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  MORNING,  MARCH  3,  1939 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 


RULES 

170-39-SR. 

SUBJECT — Rules  Relative  to  Uses  of  Insulating  Fibre 
Board — adoption  of. 

APPEARANCES— William  R.  White;  B.  J.  Westover; 
George  Swenson ;  Warren  Neale ;  F.  H.  Alcott ; 
R.  T.  Miller;  A.  P.  Green;  I.  L.  Birner ;  George 
M.  Martin ;  Stuart  Marsh ;  Walter  Reddy ;  C.  C. 
Hosmer;  E.  B.  Johnson;  A.  M.  Fisher;  John  A. 
McKay;  T.  C.  Phillips;  Charles  W.  Caley;  E.  J. 
Lyons;  A.  E.  Shultis ;  F.  W.  Ritter  and  A.  B. 
Wynne. 

ACTION  OF  BOARD — Laid  over  indefinitely,  pending  a 
further  hearing. 


Adjourned,  11  :30  A.M. 

Edward  V.  Barton,  Chief  Clerk. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Tuesday,  January  10,  1939,  as  they 
appeared  in  Bulletin  No.  3,  Vol.  24,  are  hereby  corrected 
to  read  as  follows : 

THE  RESOLUTION— 


(888-38-BZ) 

Whereas,  Abraham  Farber,  for  Anchor  Laundry  of 
Brooklyn,  Inc.,  owner,  filed  October  11,  1938,  an  application 
under  the  building  zone  resolution  to  permit  in  a  residence 
use  and  “E”  area  district  the  alteration,  extension  and 
conversion  of  occupancy  of  an  existing  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles,  and  also,  the  omis¬ 
sion  of  the  required  rear  yard;  premises:  467-473  Prospect 
avenue,  north  side,  151  ft.  4  in.  west  of  Prospect  Park  West 
(Block  No.  1113,  Lot  No.  62),  Borough  of  Brooklyn; 
and  ... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  10,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
and  _  . 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Prospect  avenue  is  in  a 
residence  and  business  use,  also  “C”  area  district ;  Prospect 
Park  West  is  in  business  use  and  “C”  area  districts  as  is 
8th  avenue ;  Windsor  place  is  in  residence,  business  use  and 
“C”  area  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
of  buildings  dated  September  13,  1938,  as  amended  Novem¬ 
ber,  17,  1938,  re  App.  No.  13286-38,  reads: 

“1.  Proposed  extensions  and  change  of  occupancy 
to  garage  for  20  cars,  wagon  room  and  harness  rooms 
in  a  residential  use  district  is  contrary  to  Art.  2,  Sec. 
3  of  the  Building  Zone  Resolution. 

2.  Construction  in  the  rear  yard  is  contrary  to  Art. 
4,  Sec.  13  of  B.  Z.  Resolution.  Application  denied.” 
and  ' 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  100  ft.  on  Prospect 
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cenue,  169  ft.  4  in.  along  the  east  lot  line  and  250  ft.  4  in. 
ong  the  north  lot  line.  Upon  the  Prospect  avenue  front 
f  the  plot  there  is  located  a  2  story  brick  laundry  51  ft. 
v  169  ft.  4  in.  in  area — erected  under  permit  No.  4952- 
915;  there  are,  also,  a  boiler  room  35  ft.  by  approximately 
5  ft.  in  area;  garage  (C.O.  68362)  ;  at  the  central  portion 
lere  is  located  a  one  story  wagon  room,  61  ft.  by  44  ft.  in 
ea.  It  is  proposed  to  convert  the  occupancy  of  this  wagon 
)om  to  a  10  car  garage  and  also,  it  is  proposed  to  erect 
ion  the  vacant  part  of  the  plot  (to  the  east  of  the  exist- 
ig  wagon  shed)  a  building  35  ft.  by  43  ft.  in  area  to 
;  used  as  a  10  car  garage.  This  latter  garage  encroaches 
ion  the  required  10  ft.  rear  yard ;  and 
Whereas,  this  matter  was  the  subject  of  an  inspection 
/  a  committee  of  the  board ;  report  of  same  was  read  at 
lis  hearing  and  is  as  follows : 

REPORT  OF  COMMITTEE 

December  31,  1938 

Cal.  No.  888-38-BZ. 

467-473  Prospect  Avenue,  Brooklyn. 

The  premises  are  located  in  a  residential  use  area 
but  have  been  occupied  for  a  laundry  and  wagon 
storage  accessory  thereto  since  prior  to  the  adoption 
of  the  zoning  resolution.  In  1922,  the  Board  permitted 
an  extension  of  the  wagon  shed  and  in  1923  a  further 
extension  which  was  not  constructed.  What  is  now 
desired  is  substantially  the  same  extension,  the  differ¬ 
ence  being  that  the  wagons  are  no  longer  used  and  it 
is  desired  to  increase  the  storage  capacity  of  automo¬ 
biles  used  solely  for  the  business  of  the  laundry  from 
12  now  permitted  to  32. 

While  the  Committee  recognizes  the  objectionable 
features,  of  a  laundry  in  a  residence  district,  it  is  of 
the  opinion  that  extension  of  use  of  the  garage  should 
be  permitted,  provided  the  garage  is  so  rearranged  as 
to  minimize  objection  and  the  entire  garage  and  stor¬ 
age  space  is  protected  with  a  sprinkler  system.  Con¬ 
tinuous  walls  on  the  lot  line  westerly  from  the  boiler 
room  should  enclose  this  garage  portion.  There  should 
be  no  lot  line  windows.  An  enclosed  stairway  in  the 
rear  to  the  west  should  lead  to  the  roof  with  access 
from  the  roof,  provided  at  the  easterly  end.  All  stor¬ 
age  of  materials  should  be  removed  and  relocated  in 
the  section  marked  2-car  garage,  separated  by  fireproof 
partitions  from  the  garage  section.  There  should  be 
no  skylights  within  ten  feet  of  a  lot  line.  The  rear 
yard  is  already  covered  by  existing  buildings,  except 
for  the  length  of  35  feet  out  of  the  total  rear  of  250 


feet  and  the  protection  of  a  continuous  unpunctured 
wall  on  this  rear  line  where  the  garage  occupancy 
occurs,  will  be  improvement  over  existing  conditions, 
particularly  as  the  block  is  exceptionally  deep  and  the 
lots  facing  Windsor  Place  are  over  150  feet  in  depth. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 
Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

Committee. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  building  zone  resolution,  and 
that .  the  application  be  and  it  hereby  is  granted,  under 
Section  7-C,  to  permit  extension  of  existing  garage  build¬ 
ing  as  proposed,  on  condition  that  there  shall  at  no  time 
be  garaged  more  than  a  total  of  32  motor  vehicles  on  the 
plot  or  within  this  garage ;  that  there  shall  be  erected 
continuously,  on  the  interior  lot  lines,  walls  without  win¬ 
dows  from  the  building  adjoining  the  boiler  room  to  the 
east,  westerly,  southerly  and  easterly,  so  as  to  enclose  the 
entire  garage  space;  that  in  the  existing  portions  of  the 
garage  the  rooms  marked  “storerooms”  shall  be  entirely 
eliminated ;  that  tha  present  two-car  garage  shall  be  used 
solely  for  the  storage  of  materials  used  in  connection 
with  laundry  and  separated  by  fireproof  walls  from  the 
balance  of  the  garage  building ;  that  there  shall  be  a  sprink¬ 
ler  system  installed  throughout  the  garage,  which  may  be 
an.  automatic,  dry-pipe  system  as  an  extension  of  the 
existing  sprinkler  system  in  the  laundry  building;  that 
there  shall  be  erected  at  the  westerly  portion  at  the  rear, 
a  stairway  leading  through  a  bulkhead  to  the  roof  to 
permit  exit  in  case  of  fire ;  that  no  repairing  of  automobiles 
shall  be  carried  on ;  that  there  shall  be  no  storage  of  auto¬ 
mobiles  other  than  those  used  in  the  business  of  the  laun¬ 
dry  on  the  premises;  that  any  gasoline  system  installed 
shall  meet  all  the  requirements  therefor  and  shall  be  solely 
for  the  automobiles  used  by  the  laundry;  that  this  variance 
shall  continue  only  so  long  as  the  garage  is  used  as  herein 
permitted — as  an  accessory  to  the  existing  legal  non-con¬ 
forming  laundry  use ;  and  that  all  permits  shah  be  obtained 
and  all  work  shall  be  completed  within  one  year  from  the 
date  of  this  resolution. 


^'Correction — The  numbers  “20”,  changed  to  “32”,  in  lines 
64  and  100  of  the  resolution. 


• -  "  —  - 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
;d  to  lawyers,  architects  and  engineers  representing 
cners  or  lessees  in  proceedings  before  the  board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep- 
nentative  at  the  hearing  of  their  case,  dismissal  for  lack 
[  prosecution  is  likely  to  result. 

Second,  That,  due  and  ample  notice  of  the  date  set  for 
aring  is  provided  in  the  publication  in  this  Bulletin  of 
k  calendars  of  the  board,  each  case  being  set  down  by 
Jlendar  Number  and  premises  under  the  date  of  the 
faring. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
aring  can  be  entertained  in  view  of  this  publication  and 
the  posting  of  the  calendars  on  the  bulletin  board  in  the 
:: —  _ 

Applicants,  under  the  building  zone  resolution,  are  en- 
fed  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conveni- 
<ce  in  notifying  property  owners,  they  may  obtain  such 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  application  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or  ap¬ 
plication  will  be  held  in  abeyance  by  reason  of  failure  of 
the  appellant  or  applicant  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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ANNUAL  REPORT 


March  6,  1939. 


City  of  new  York 

Board  of  Standards  and  Appeals 

HARRIS  H.  MURDOCK.  Chairman 
MUNICIPAL  BUILDING 

Hon.  F.  H.  LaGuardia,  MANHATTAN 

Mayor,  The  City  of  New  York, 

'  City  Hall,  Manhattan. 

T)ear  SFor  the  first  time  since  it  was  established  in  1916,  the  Board  is  empowered  by  the  new  Charter  an, 
the  new  Building  Code  to  fulfill  the  duties  that  were  env.smned  by  he  framers  of  the  Lockwood-Blen 
Wen  bill  which  upon  adoption  became  Chapter  503  ot  the  Laws  ot 

The  Board  is  rightly  termed  Standards  and  Appeals.  It  is  fulfilling  its  purpose  as  an  agency  to  test  an 
approve  materials  and' devices  used  in  building  construction  and  protection  against  fire  and  in  the  pronral 
cafion  of  rules  to  supplement  the  laws  relating  to  buildings  and  occupancy.  During  the  year  978,  27... 
{ration  or  rule  have  been  filed  and  well  over  half  the  applications  have  been  acted  upon 

2? ^'“aterfals and totes mS  varied,  many  of  them  requiring  extensive  tests  at  the  availabl 
The  m®*eYa  '  ®  .  .  N  York  City  and  at  the  factories  where  materials  are  produced.  During  th 

vear°the  Board’s  Committee  on  tests  has  been  called  upon  to,  conduct  such  tests  in  Chicago  Buffalo 
Middletown  Ohio,  Pittsburgh,  to  name  a  few,  and  other  points  nearer  by.  The  new  Building  Cod. 
because  of  its  forward  approach  to  the  development  and  use  of  new  materials  permits  the  Board,  for  tb 
first  time  to  assist  manufacturers  in  introducing  new  materials  and  new  forms  of  construction  to  improy; 

building-  methods  and  to  reduce  costs.  ,  > 

Of  eaual  importance  is  the  matter  of  rules.  The  new  Building  Code  places  upon  the  Board  fa 
ereater  responsibilities  as  to  rules  than  the  former  code.  The  new  code  was  intended  to  be  one  of  genera 
requirements  to  be  supplemented  by  the  rules  of  the  Board  Regrettably  this  intention  was  not  entire! 
rJried  out  The  former  rules  of  the  Board,  covering  the  detailed  provisions  as  to  plumbing,  standpipe; 
sprinklers  elevators  and  other  subiects  were  included  in  the  new  code,  requiring  action  by  the  Conn c, 
for  amendments  however  minor.  Formerly  the  Board  after  public  hearing  amended  the  rules  The  elc 
vator  regulations  embodied  into  the  new  code  are  already  subject  to  over  two  hundred  proposed  change 
which  will  have  to  be  presented  to  the  Council  for  consideration  unless  by  local  law  this  unwieldly  proces 
to  keep  pace  with  industry  is  corrected.  The  Board  can  supplement  the.  law  but  cannot  change  it  eithe 
bv  rules  or  by  approving  materials  that  do  not  meet  the  specific  provisions  of  the  code.  For  exampl. 
metal  lath  must  weigh  3  pounds  per  square  yard.  The  Board  was  estopped  by  this  provision  from  apprcn 
ino-  for  general  use  a  satisfactory  material  weighing  2.2  lbs.  per  square  yard  and  an. amendment  to  th 
code  provision  bv  the  Council  recently  authorized  the  use  of  this  material  by  description  without  cham 
in<r  the  3  lb  provision.  It  should  be  apparent  that  no  code  should  include  such  special  exceptions,  bi 
that  it  should  by  general  terms  permit  the  Board  to  approve  materials  meeting  a  standard  of  requiremen 
The  second  major  change  in  the  Board’s  function  has  been  the  increase  in  the  number  of  appea 
for  modification  of  the  Building  Code  in  specific  cases.  Formerly,  because  of  the  undue  latitude  th; 
was  assumed  by  the  Commissioners  of  Buildings,  the  total  of  such  appeals  steadily  diminished.  This  la: 
vear  there  were  approximately  700  filed  and  promptly  acted  on.  In  this  class  of  appeals  the  Board  du 
poses  of  them  within  a  week'  from  filing,  unless  they  are  incomplete  or  require  inspection  or  researcl 

Building  Zone  applications  require  an  undue  amount  of  the  Board’s  time.  There  were  359  appl 
cations  for  zoning  variances  filed  during  1938  and  350  disposed  of.  All  require  inspection  so  that  th 
Board  will  know  at  first  hand  what  the  local  conditions  are.  Because  of  these  inspections  and  the  coni 
plete  public  hearings  together  with  reports  of  Committee  setting  forth  the  reasons  for  the  decisions  mad 
the  Board  has  been  seldom  reversed  upon  Court  review. 

The  parking  lot  situation  has  accounted  for  approximately  one-half  of  the  applications  for  zonir 
variances  filed  during  1938.  Owners  are  beginning  to  realize  that  zoning  variances  must  be  applied. fr 
for  parking  use  and  it  is'  to  be  expected  that  many  more  applications  will  be  filed,  particularly  when  it 
understood  that  the  department  intends  to  require  compliance  with  the  Zoning  Regulations  and  th; 
parking  and  storage  of  automobiles  on  vacant  land  is  not  a  matter  of  right. 

Cases  filed  in  1938  are  almost  double  1937.  Without  increase  in  staff,  the  Board  has  kept  up  i 
date  and  given  every  applicant  adequate  and  considerate  attention.  Fortunately  also  for  the  first  tim 
the  appointed  Commissioners  have  devoted  their  entire  time  to  the  Board.  Formerly  the  Chairman  aloi 
gave  all  his  time.  Without  their  efficient  help  and  that  of  the  members  of  the  staff  the  record  for  19; 
could  not  have  been  made,  in  view  of  the  reduction  of  personnel  over  what  it  was  several  years  ago..  Br 
the  pace  set  cannot  be  continued  unless  an  increase  in  staff  is  forthcoming.  The  Board’s  work  in  1938  is  f 
in  excess  of  any  year  since  1927  and  its  budget  materially  less.  Part  of  the  reduction  should  be  restart 
at  least  to  equalize  the  work  now  done  by  the  Board  and  which  prior  to  January  1,  1938,  was  done  1 
others.  A  statistical  record  of  appeals  follows: 
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ANNUAL  REPORT 


CASES  FILED  AND 

PENDING  1938 

Filed  1938 

A 

BZ 

S 

SA 

.  SM 

SR 

M’L 

T’L 

GR.T’L 

JANUARY . 

.  16 

24 

7 

4 

3 

1 

50 

105 

Restored  . 

0 

10 

0 

1 

0 

0 

0 

11 

116 

FEBRUARY  ... 

.  37 

17 

4 

6 

4 

0 

61 

129 

.  . 

Restored  . 

.  1 

4 

0 

0 

0 

0 

0 

5 

134 

MARCH  . 

.  38 

21 

6 

15 

13 

0 

56 

149 

.  . 

Restored  . . 

.  0 

9 

0 

3 

0 

0 

0 

12 

161 

APRIL  . 

.  51 

17 

7 

8 

17 

0 

70 

170 

Restored  . 

.  1 

10 

0 

1 

0 

0 

0 

12 

182 

MAY . 

.  56 

31 

1 

14 

11 

0 

64 

177 

.  . 

Restored . 

.  0 

7 

0 

0 

0 

0 

0 

7 

184 

JUNE  . 

.  76 

20 

6 

11 

18 

0 

62 

193 

Restored  .  . 

.  1 

9 

0 

1 

0 

0 

0 

11 

204 

JULY  . 

.  67 

20 

5 

16 

14 

0 

57 

179 

.  . 

Restored  . 

.  1 

6 

1 

2 

0 

0 

0 

10 

189 

AUGUST  . 

.  34 

23 

1 

12 

8 

0 

15 

93 

.  . 

Restored . 

.  0 

3 

0 

0 

0 

0 

0 

3 

96 

SEPTEMBER  ... 

.  34 

22 

2 

4 

12 

1 

35 

110 

.  . 

Restored . 

.  0 

9 

0 

3 

0 

0 

0 

6 

116 

■OCTOBER  . 

64 

27 

6 

14 

14 

0 

51 

176 

Restored  . 

1 

1 

0 

0 

0 

0 

0 

2 

178 

November  .... 

.  84 

26 

2 

13 

15 

0 

63 

203 

Restored  .  . . 

1 

16 

0 

0 

0 

0 

0 

17 

220 

DECEMBER  .... 

75 

28 

7 

7 

13 

0 

34 

164 

Restored . 

1 

5 

0 

0 

0 

0 

0 

6 

170 

TOTAL  . 

639 

359 

55 

135 

142 

2 

618 

1,950 

1,950 

PENDING 

Dec.  31,  1937.. 

59 

183 

12 

68 

2 

2 

0 

326 

326 

GRAND  TOTAL 

698 

542 

67 

203 

144 

4 

618 

2,276 

2,276 

DISPOSITION 

1938 

JANUARY  . 

47 

23 

11 

5 

0 

0 

50 

136 

FEBRUARY  .... 

29 

28 

6 

7 

0 

1 

61 

132 

.  . 

MARCH  . 

43 

46 

5 

5 

1 

0 

56 

156 

424 

APRIL  . 

38 

30 

6 

8 

5 

0 

70 

157 

.  . 

MAY  . 

49 

34 

6 

5 

3 

0 

64 

161 

JUNE  . 

88 

39 

3 

10 

7 

0 

62 

209 

527 

JULY  . 

71 

42 

9 

17 

16 

0 

57 

212 

AUGUST  . 

11 

1 

1 

0 

0 

0 

15 

28 

•  . 

SEPTEMBER  . . 

32 

18 

4 

7 

4 

0 

35 

100 

340 

OCTOBER  .... 

62 

34 

1 

4 

4 

0 

51 

156 

NOVEMBER  . ... 

79 

33 

5 

7 

11 

0 

63 

198 

DECEMBER  . 

71 

22 

6 

13 

5 

0 

34 

151 

505 

TOTAL  . 

620 

350 

63 

88 

56 

1 

618 

1,796 

1,796 

PENDING 

Dec.  31,  1938... 

78 

192 

4 

115 

88 

3 

0 

480 

480 

]dc:  A--Appeals  from  Administrative  Orders.  BZ — Applications  under  Building  Zone  Resolution.  S — Applications  for  Variations  of 

Labor  Law.  SA — Applications  for  Approval  of  Appliances.  SM — Applications  for  Approval  of  Materials.  SR — Applications  for 

Adoption  of  Rules.  M’L — Miscellaneous  Docket. 


ANNUAL  REPORT 


SUMMARY 


DOCKET 

Cases  pending  December  31,  1937 . 

Cases  filed  up  to  December  31,  1938 . 

Restored  to  Calendar . 

Miscellaneous  Applications 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  to  rescind  . . . 

Requests  for  extension  of  time  . 

Requests  for  extension  of  permit  . 

Requests  for  approval  of  plans  . 

Administrative  requests . 

Requests  for  interpretation  ...  . 

Total . . . 

Disposed  of  . . 


326 

1,230 

102 

367 

162 

7 

42 

33 

7 

0 

0 

2,276 

1,796 


DISPOSITION  OF  CASES 

Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition  . 

Appliances  approved  . •_ . 

Appliances  dismissed,  disapproved  or  withdrawn 

Materials  approved  . 

Materials  disapproved  . 

Rules  approved  . . _ . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . 

Requests  for  extension  of  time  granted . . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted . . 

Administrative  requests  denied  or  withdrawn... 

Interpretations  . . . . . . 

Requests  withdrawn  or  dismissed . 


Cases  pending  December  31,  1938 . 


.  480  Total 

MONEYS  RECEIVED 


96 

19 

145 

43 

730 

1' 

54 

2 

1 

0: 


347 

5 

162 

0 

7 

0 

42 

0 

33 

0 

7 

0 

0 

0 

0 

15. 


1,796 


SUBSCRIPTIONS 

To  Bulletin  . 

Cash  Sales  . 

OCT. 

$  80.00 
27.40 

NOV. 

$  97.50 
32.60 

DEC. 

$  72.50 
51.36 

TOTAL 

$250.00 

111.36 

1st  QUAR.  2nd  QUAR.  3rd  QUAR 
$222.50  $257.50  $150.00 

111.30  95.26  83.06 

GR.  T’L. 

$  880.00 
400.98 

Paid  to  City  Treasurer. 

$107.40 

$130.10 

$123.86 

$361.36 

$333.80  $352.76  $233.06 

$1,280.98 

REVIEW  FROM  1916 


Cases 

Restored 
&  M’l 

Total 
to  Dis- 

Pending 

Previous 

With- 

Dis- 

Disposed  of  as  Follows  : 
Cases  Granted  M'l 

Total 

Pending 

Year 

Filed 

Actions 

pose  of 

Year 

drawn 

missed 

Denied 

etc. 

Actions 

Cases 

Dec.  31sn 

1916 

502 

32 

534 

0 

39 

64 

59 

204 

32 

398 

136 

1917 

2620 

35 

2655 

136 

291 

154 

241 

838 

35 

1559 

1232  i 

1918 

1734 

160 

1894 

1232 

803 

666 

418 

1009 

160 

3056 

70 

1919 

1005 

73 

1078 

70 

105 

47 

271 

594 

41 

1058 

90  | 

1920 

793 

114 

907 

90 

84 

100 

233 

457 

33 

907 

90 

1921 

1720 

176 

1896 

90 

102 

296 

337 

827 

35 

1597 

389 

1922 

1575 

405 

1980 

389 

171 

195 

262 

1025 

281 

1934 

435 

1923 

1562 

308 

1870 

435 

149 

189 

193 

928 

219 

1678 

627  { 

1924 

1540 

415 

1955 

627 

173 

194 

290 

1003 

324 

1984 

598 

1925 

1350 

335 

1685 

598 

140 

129 

203 

793 

275 

1540 

743 

1926 

1147 

403 

1550 

743 

193 

85 

289 

864 

403 

1834 

459  j 

1927 

1357 

575 

1932 

459  , 

168 

137 

261 

679 

477 

1722 

669 

1928 

988 

467 

1455 

669  1 

230 

107 

312 

585 

384 

1618 

506  j 

1929 

765 

508 

1273 

506 

177 

62 

190 

518 

440 

1387 

392  j 

1930 

760 

523 

1283 

392 

175 

38 

215 

379 

451 

1258 

417 

1931 

623 

645 

1268 

417 

103 

44 

184 

471 

539 

1341 

344 

1932 

631 

6-11 

1272 

344 

158 

22 

159 

492 

524 

1355 

261  | 

1933 

389 

648 

1037 

261 

54 

34 

144 

312 

542 

1086 

212 

1934 

368 

584 

952 

212 

47 

51 

162 

248 

493 

1001 

163  3 

1935 

365 

718 

1083 

163 

40 

14 

122 

305 

589 

1070 

176  J 

1936 

393 

683 

1076 

176 

59 

18 

103 

330 

563 

1073 

179 

1937 

629 

691 

1320 

179 

43 

14 

120 

409 

587 

1173 

326 

1938 

1230 

720 

1950 

326 

96 

19 

153 

910 

618 

1796 

480  1 

Total 

24046 

9859 

33905 

8514 

 3600 

2679 

4921 

14180 

8045 

33425 

8994  \ 

EDWARD  V.  BARTON,  Chief  Clerk.  HARRIS  H.  MURDOCK,  Chairman. 
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19-A,  250-39-A,  258-39-A,  265-39-A,  266-39-A,  267-39-A, 
170-39-A,  1093-38- A,  604-38-SA,  1200-38-SA,  1206-38-SA, 
109-39-SA,  139-39-SA,  191-39-SA,  57-39-SM  and  198- 
19-SM. 
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Special  meetings  as  published  in  this  tin. 

All  hearings  are  held  in  Room JOlS^Municipal  Building 

. 


Borough  of  Manhattan. 


V? 


j*4 


HOURS  FOR  dONSULTaSjlON 
10  A.  M. 

Any  person  desiring  to  the  chairman  or  the  en¬ 

gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 


Erections  Affecting  Calendar  Numbers  600-32-SA  and  Appeals  and  applications  will  be  simplified  and  disposition 
1215-38-A.  of  same  expedited  by  conforming  to  these  directions. 


bles  for  Interior  Fire  Alarm  Signal  Systems. 


HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 


New  Cases  Filed  up  to  March  7,  1939 


Cal.  No. 

255-39-SA. 

Department 

Premises  Affected 

.  Kelvinator  Rotary  Oil  Burner, 
Models  275S,  NKB  -  400S, 
NKB  -  525S,  NKB  -  675S, 
NKB  -  440W,  NKB  -  640W, 
NKB -840 W  and  NKB-1080W, 
Appliance. 

256-39- A. . . 

H.B.Q . 

.185-01  Union  Turnpike,  north¬ 
east  corner  of  185th  street 
(Block  7202,  Lot  32),  Flush¬ 
ing,  Borough  of  Queens, 

N.B.  879-39. 

257-39-SM. 

.U.  S.  Gypsum  Company  Red  Top 
Metal  Lath  and  Lathing  Ac¬ 
cessories,  manufactured  by 
U.  S.  Gypsum  Company, 

Material. 

258-39- A.. 

...F.D . 

.1651-1653  Third  avenue,  east 
,  side,  75  ft.  6j4  in.  north  of 
East  92nd  street  (Block  1538, 
Lot  4),  Borough  of  Manhat¬ 
tan,  4212-L.F. 

259-39-BZ. 

...H.B.Q . 

.  57-18  to  57-24  Granger  street, 
south  side,  131  ft.  east  of 
Martense  avenue  (Block  1950, 
Lot  46),  Corona,  Borough  of 
Queens,  Alt.  48-39. 

260-39-A . . 

...F.D . 

.177  Flatbush  avenue,  north  side, 
70  ft.  west  of  Pacific  street 
(Block  1118,  Lot  12),  Bor¬ 
ough  of  Brooklyn, 

78266- C. 

261-39-A. . 

...F.D . 

.  188-35  Linden  boulevard,  north 
side,  40  ft.  west  of  Farmers 
boulevard  (Block  1331,  Lot 
64),  St.  Albans,  Borough  of 
Queens, 

1090-L.F.  and  Decision. 

262-39- A.. 

...H.B.B . 

.345  Westminster  road,  east  side, 
155  ft.  north  of  Cortelyou 
road  (Block  5143,  Lot  90), 
Borough  of  Brooklyn, 

Alt.  15195-38. 

263-39-SM. 

. .  Nu  -  Raritile,  manufactured  by 
The  New  Jersey  Hollow  Tile 
Corporation,  Material. 

264-39-BZ. 

...H.B.M . 

,.112-118  West  52nd  street,  south 
side,  200  ft.  west  of  Sixth 
avenue  and  111-123  West  51st 
street  (Block  1004,  Lots  19 
and  24),  Borough  of  Man¬ 
hattan,  N.B.  36-39. 

265 -39- A. . 

. .  H.B.Q . 

..35-46  74th  street,  west  side,  100 
ft.  north  of  37th  avenue 
(Block  1273,  Lot  11),  Jackson 
Heights,  Borough  of  Queens, 
N.B.  10372-38. 

266-39- A.. 

...H.B.Q.... 

.  37-11  Queens  boulevard  and  43- 

34  to  43-48  38th  (Van  Pelt) 
street,  northwest  corner 
(Block  220,  Lot  9),  Long 
Island  City,  Borough  of 
Queens,  Alt.  194-39. 


267-39- A . F.D . 544  Sixth  avenue,  east  side,  50 

ft.  south  of  West  15th  street 
(Block  816,  Lot  79),  Borough 
of  Manhattan, 

3578-L.F.  and  Decision. 


268-39-BZ _ H.B.Bx . West  side  of  Unionport  road, 

270.5  ft.  north  of  McGraw 
avenue  (Block  S,  Building 
S-3,  South);  west  side  of 
Unionport  road,  622.7  ft. 
north  of  McGraw  avenue 
(Block  S,  Building  S-3) ; 
(Block  3938,  part  of  Lot  1) ; 
east  side  of  Unionport  road, 

417.5  ft.  south  of  East  Tre- 
mont  avenue  (Block  N, 
Building  N-2)  ;  north  side  of 
Metropolitan  avenue,  195.5  ft. 
west  of  Purdy  street  (Block 
N,  Building  N-12)  ;  south 
side  of  Metropolitan  avenue,. 
303.7  ft.  west  of  Purdy  street 
(Block  E,  Building  E-9)  and 
south  side  of  Metropolitan 
avenue,  974.5  ft.  west  of 
Purdy  street  (Block  E,  Build¬ 
ing  E-ll)  ;  (Block  3944,  part 
of  Lot  1).  Borough  of  The. 
Bronx, 

N.B.  42-39,  N.B.  481-38, 
N.B.  20-39,  N.B.  653-38, 
N.B.  574-38  and  N.B. 
562-38. 


269-39-BZ . . .  .H.B.Bx . 1334-1336  Storrow  street  (Metro¬ 

politan  avenue),  east  side,  50 
ft.  north  of  Benedict  avenue 
(Block  3931,  Lot  3),  Borough 
of  The  Bronx  N.B.  117-39. 


270-39-A . H.B.Q . 96-50  Queens  boulevard,  south 

side,  150  ft.  east  of  63rd  drive 
(Block  3082,  Lot  61),  Forest 
Hills,  Borough  of  Queens, 

N.B.  1363-39. 


271-39-BZ.  . .  .H.B.Q . 96-23  to  96-29  Queens  boulevard, 

northeast  corner  of  63rd  road 
(Block  2088,  Lot  22),  Elm¬ 
hurst,  Borough  of  Queens, 

N.B.  9029-38. 


272-39-BZ _ H.B.M . 645-647  Madison  avenue,  east 

side,  50.5  ft.  south  of  East 
60th  street  (Block  1374,  Lot 
51),  Borough  of  Manhattan, 
N.B.  23-39. 


273-39-BZ. . .  .H.B.Q . 196-47  to  196-49  Northern  boule¬ 

vard,  northwest  corner  of 
Cross  Island  boulevarc 
(Block  5373,  Lots  18  and  22) 
Flushing,  Borough  of  Queens 
N.B.  453-39 


274-39-A . F.D . 162  East  59th  street  and  976-98C 

Third  avenue,  west  side  99  ft 
3  in.  south  of  East  59th  streei 
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(Block  1313,  Lot  35),  Bor¬ 
ough  of  Manhattan, 

Decision  re:  1971-L.F. 


75-39-A . F.D . 471-479  East  Tremont  avenue, 

northeast  corner  of  Washing¬ 
ton  avenue  (Block  3043,  Lot 
1),  Borough  of  The  Bronx, 
1879-L.F.  and  Decision. 


76-39-SA . Carrier  Portable  Summer  Air 

Conditioner,  Model  50J, 

Appliance. 

_ 

7-39-BZ _ H.B.Q . 25-12,  25-14  and  25-16  38th  ave¬ 

nue  and  38-06  27th  street, 
southwest  corner  (Block  387, 
Lots  19  and  21),  Long  Island 
City,  Borough  of  Queens, 
B.N.  163-39  and  Viol.  2345-38. 


8-39-SM 

E 


4 


Keasbey  and  Mattison  Company 
4.2  Asbestos-Cement  Corru¬ 
gated,  manufactured  by  Keas¬ 
bey  and  Mattison  Company, 

Material. 


9-39-BZ. . .  .H.B.B . 2228-2238  Church  avenue,  south 

side,  213  ft.  854  in.  east  of 
Flatbush  avenue  (Block  5103, 
Lots  36,  37  and  137  to  140 
inclusive)  ,  Borough  of 
Brooklyn,  Applic.  347-39. 


;0-39-BZ _ H.B.M . 331-333  Broome  street,  south 

side,  75  ft.  8  in.  east  of 
Bowery  (Block  423,  Lots  14 
and  15),  Borough  of  Manhat¬ 
tan,  Alt.  3414-38. 

1-39-BZ. ..  .H.B.M . 1599-1607  Lexington  avenue,  and 

140  East  102nd  street,  south¬ 
east  corner  (Block  1629,  Lots 
50-53  inclusive),  Borough  of 
Manhattan,  N.B.  198-38. 


i2-39-A . F.D . 352  Eighth  avenue,  east  side,  50 

ft.  south  of  West  28th  street 
(Block  777,  Lot  79),  Borough 
of  Manhattan, 

7845-L.C.  and  Decision. 


<3-39- A . H.B.M . 235-237  West  14th  street,  north 

side,  425  ft.  west  of  Seventh 
avenue  (Block  764,  Lot  20), 
Borough  of  Manhattan, 

Sprinkler  Applic.  1033-38. 


4-39- A . H.B.Bx . Northwest  corner  of  West  254th 

street  and  Riverdale  avenue 
(Block  3425,  Lot  405),  Bor¬ 
ough  of  The  Bronx,  (Under 
Section  35,  General  City  Law : 
Re  Bed  of  Mapped  Street) 
N.B.  83-39. 


o-39- A . H.B.Bx . North  side  of  West  254th  street, 

239  ft.  west  of  Riverdale  ave¬ 
nue  (Block  3425,  Lot  475), 
Borough  of  The  Bronx,  (Un¬ 
der  Section  35,  General  City 
Law :  Re  Bed  of  Mapped 
Street)  N.B.  84-39. 


286-39-BZ. ..  .H.B.Bx . 1600  Watson  avenue,  south  side, 

between  Stratford  avenue  and 
Morrison  avenue  (Block  3718, 
Lot  13),  Borough  of  The 
Bronx, 

Decision  re:  Certificate 
of  Occupancy. 


287-39-BZ. ...  H.B.Q . 126-50  Northern  boulevard, 

southeast  corner  126th  street 
(Block  1821,  Lot  1),  Corona, 
Borough  of  Queens, 

Alt.  216-39. 


288-39- A . H.B.Q . 50-01  Rockaway  Beach  boule¬ 

vard,  southeast  corner  of 
Beach  51st  street  (Block  336, 
Lots  20  and  26),  Edgemere, 
Borough  of  Queens, 

Alt.  28-39. 


289-39-A . H.B.Q . 40-36  22nd  street  and  21-21  41st 

avenue,  northwest  corner 
(Block  410,  Lot  38  and  part 
of  Lot  46),  Long  Island  City, 
Borough  of  Queens, 

F.P.  39-39. 


290-39-SM . Tile-Tex  Asphalt  Tile,  manufac¬ 

tured  by  The  Tile-Tex  Com¬ 
pany,  Material. 


291-39-A . H.B.M . 57  East  68th  street,  54  East  69th 

street,  657-689  Park  avenue 
and  924-942  Lexington  avenue 
(Block  1403,  Lot  1),  Borough 
of  Manhattan, 

N.B.  211-37. 


Restored  to  Calendar. 

35-20-BZ . H.B.B . 2102-2110  Neptune  avenue  south¬ 

west  corner  of  West  21st 
street  (Block  7017,  Lot  9), 
Borough  of  Brooklyn, 

Alt.  275-39. 


103-38-BZ. . .  .H.B.M . 42-56  Sutton  place  south,  422-456 

East  55th  street  and  423-457 
East  54th  street  (Block  1366, 
Lots  16,  19  and  part  of  Lot 
63),  Borough  of  Manhattan, 
N.B.  40-39. 


999-38-BZ. ...  H.B.Q . 219-25  Merrick  road,  northwest 

corner  of  220th  street  (Block 
3541,  Lot  114),  Springfield, 
Borough  of  Queens, 

N.B.  8161-38. 


1093-38-A. . .  .F.D . 120-124  Third  avenue  and  150 

East  14th  street,  southwest 
corner  (Block  559,  Lot  32), 
Borough  of  Manhattan, 

3944-L.F. 


DESIGNATIONS:  H.B.— Department  of  Housing  and  Build¬ 
ings;  H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn; 
H.B.M. — Department  of  Housing  and  Buildings,  Manhattan; 
H.B.Q. — Department  of  Housing  and  Buildings,  Queens; 
H.B.R. — Department  of  Housing  and  Buildings,  Richmond; 
H.B.Bx. — Department  of  Housing  and  Buildings,  Bronx;  H.I).— 
Health  Department  and  F.D. — Fire  Department. 
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RULES 

Last  Publication  in  Bulletin 

Carbon  Dioxide  Liquefier  Rules. ...  Jan.  24,  1939  Vol.  24,  No.  4 

Certificate  of  Occupancy,  approved 

form  . Aug.  23,  1938— Vol.  23,  No.  34 

Concrete  Flat  Slabs,  Rules . July  13,  1937— Vol.  22,  No.  28 

Concrete  Rules  (Hydrated  Lime)... Aug.  3,  1937  Vol.  22,  No.  31 

Elevator  Rules  . Mar.  3,  1936— Vol.  21,  No.  9 

Exit  Rules  (Revolving  Doors) . June  15,  *937— \ol.  22,  No.  24 

Factory  Exit  Rules . Feb.  21,  1939— Vol.  24,  No.  8 

Fire  Alarm  Rules  (Interior) . Mar.  14,  1939  Vol.  -.4,  No.  11 

Fire  Drill  Rules . Nov.  22,  1938 — Vol.  23,  No.  47 

Fire  Retarding  Rules  for  Garages, 

etc . 7 . Feb.  7,  1939— Vol.  24,  No.  6 

Fireproof  Wood,  Testing  of . Apr.  13,  1937 — Vol.  22,  No.  15 

Frame  Garages,  Ruling  for. ...... ...Jan.  21,  1919 — Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting 

Rules  . ......Nov.  1,  1938 — Vol.  23,  No.  44 

Gas  Shut-Off  Rules . Apr.  7,  1925— Vol.  10,  No.  14 

Hatchway  Protection . June  5,  1928 — Vol.  13,  No.  23 

Oil  Burner  Rules . Jan.  3,  1939 — Vol.  24,  No.  1 

Paint,  Varnish  and  Lacquer  Spray- 

mg  Rules  . Feb.  28,  1939— Vol.  24,  No.  9 

Platform  Trucks,  Specifications  for. Nov.  24,  1936 — Vol.  21,  No.  47 

Plumbing  Rules  . ._ . Aug.  3,  1937 — Vol.  22,  No.  31 

Plumbing  Rules  (Prevention  of  Con- 

tamination  of  Water  Supply) . Feb.  7,  1939  Vol.  24,  No.  6 

Procedure,  Rules  of . Sept.  7,  1937 — Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A.C.Jan,  31,  1939 — -Vol.  24,  No.  5 
Smoking  in  F'actories,  Rules  for.... Feb.  21,  1939 — Vol.  24,  No.  8 

Sprinkler  Rules  . June  29,  1937 — Vol.  22,  No.  26 

Standpipe  Fireline  Rules . June  8,  1937 — Vol.  22,  No.  23 

Structural  Alterations,  Reporting. .  .June  7,  1932 — Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) .  .Apr.  10,  1923 — Vol.  8,  No.  15 

LIST  OF  APPROVED  APPLIANCES 

rtnti-Siphon  Valves  . Mar.  5,  1935 — Vol.  20,  No.  10 

Fireline  Hose  Valves . Feb.  7,  1939 — Vol.  24,  No.  6 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Jan.  3,  1939 — Vol.  24,  No.  1 

Fuel  Oil  Fill  Pipe  Terminals . Feb.  21,  1939 — Vol.  24,  No.  8 

Fuel  Oil  Burners  for  Industrial  Use.Aug.  30,  1938 — Vol.  23,  No.  35 

Fuel  Oil  Pumps . Jan.  3,  1939 — Vol.  24,  No.  1 

Gas  Heaters . Feb.  21,  1939 — Vol.  24,  No.  8 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Feb.  28,  1939 — Vol.  24,  No.  9 

Range  Oil  Burners  and  Space 

Heaters  . Jan.  3,  1939 — Vol.  24,  No.  1 


MARCH  14,  1939,  10  A.  M. 

Building  Zone  Applications 


use  district  and  partly  in  a  residence 
use  district,  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  a; 
lubritorium  and  auto  laundry,  upon  ar: 
existing  gasoline  service  station ;  prem¬ 
ises  139-21  Springfield  boulevard 
northeast  corner  of  140th  avenue 
(Block  No.  3746,  Lot  No.  1),  Spring 
field,  Borough  of  Queens. 


CAL.  no.  1193-38-BZ— Application,  December  22,  1938,  unde 
section  7h  of  the  building  zone  resolu 
tion,  of  Samuel  Rosenblum,  applicant 
on  behalf  of  Emigrant  Industrial  Sav 
ings  Bank,  owner,  to  permit  partly  ii 
a  business  use  district  and  partly  in  ; 
retail  use  district,  for  a  temporary  pe 
riod  of  not  more  than  two  (2)  yean 
the  parking  and  storage  of  more  tha 
five  (5)  motor  vehicles;  premises  29-3 
West  28th  street,  north  side,  85  ft.  6  it 
west  of  Broadway  (Block  No.  83( 
part  of  Lot  No.  17),  Borough  of  Man 
hattan. 


cal.  no.  540-37-BZ — Application,  November  15,  1937,  unde 
section  7h  of  the  building  zone  resolt 
tion,  of  Jack  Z.  Cohen,  applicant,  o 
behalf  of  Jessie  Fisher  and  Carolir 
Candidus,  owners  (Harry  Weissle 
lessee),  to  permit  in  a  business  u: 
district,  for  a  temporary  period  of  n< 
more  than  two  (2)  years,  the  parkin 
and  storage  of  more  than  five  (5)  mi 
tor  vehicles ;  premises  are  located  c 
the  same  street  between  the  same  tv 
(2)  intersecting  streets  in  which  the 
exists  an  exit  to  a  public  school ;  prer 
ises  673-695  Livonia  avenue,  north  sid 
between  Wyona  street  and  Vermo 
street,  534-544  Wyona  street  and  57 
581  Vermont  street  (Block  No.  38C 
Lot  Nos.  1  and  48),  Borough  i1 
Brooklyn. 


NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  March 
14,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  1086-38-BZ —  Application,  November  28,  1938,  un¬ 
der  sections  7h  and  21  of  the  building 
zone  resolution,  of  Robert  Teichman, 
applicant,  on  behalf  of  Arthur  F. 
Davies,  Trust  Office  for  City  Bank 
Farmers  Trust  Co.,  trustee  of  Estate 
of  William  Waldorf  Astor,  owner,  to 
permit  partly  in  a  residence  use  district 
and  partly  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  351-381  East  164th  street, 
north  side,  between  Clay  avenue  and 
Teller  avenue,  984-1008  Teller  avenue 
and  985-1009  Clay  avenue  (Block  No. 
2424,  Lot  No.  1),  Borough  of  The 
Bronx. 

cal.  no.  920-38-BZ — Application,  October  25,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Irving  Yarvin, 
owner,  to  permit  partly  in  a  business 


cal.  no.  1143-38-BZ — Application,  December  9,  1938,  und 
section  21  of  the  building  zone  resol 
tion,  of  William  F.  Regan,  applicai 
on  behalf  of  Anthony  Marzano,  own' 
(Beverly  Auto  Painting  Company,  In 
lessee),  to  permit  in  a  business  use  d 
trict,  the  inclusion  of  a  motor  vehii 
repair  shop  and,  also,  a  motor  vehii 
paint  shop  in  an  existing  garage  f 
more  than  five  (5)  motor  vehicle 
premises  1302-1306  60th  street  a 
6001-6007  13th  avenue,  southeast  corr 
(Block  No.  5719,  Lot  No.  7),  Borou 
of  Brooklyn. 


cal.  no.  770-38-BZ — Application  August  29,  1938,  un<‘ 
section  21  of  the  building  zone  reso: 
tion  of  Samuels  and  Samuels,  app 
cants,  on  behalf  of  Minnie  Zagari 
owner,  to  permit  in  a  business  use  cr 
trict,  the  extension  and  reconstruct 
of  a  gasoline  service  station  (pr 
iously  granted  by  the  board)  premb 
109-61  to  109-73  Van  Wyck  boulev; 
and  109-118  to  109-130  Lincoln  aver: 
northeast  corner  (Block  No.  10066,  ! 
No.  1),  Jamaica,  Borough  of  Queei 

HARRIS  H.  MURDOCK,  Chairm > 
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MARCH  14,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

15-39-A — 141-153  Lincoln  avenue,  northwest  corner  of 
East  134th  street  (Block  No.  2317,  Lot 
Nos.  43-49),  Borough  of  The  Bronx. 

0-39-A — North  side  of  Borden  avenue,  intersection  of 
Vernon  boulevard,  51st  avenue  and  11th 
street  (Block  No.  39,  Lot  Nos.  1  to  48, 
inclusive),  Long  Island  City,  Borough  of 
Queens. 

’•-39-A — 976-980  Third  avenue,  west  side,  99  ft.  3  in.  south 
of  East  59th  street  (Block  No.  1313,  Lot 
No.  35),  Borough  of  Manhattan. 

!  -39-A — 471-479  East  Tremont  avenue,  northeast  corner 
of  Washington  avenue  (Block  No.  3043, 
Lot  No.  1),  Borough  of  The  Bronx. 

'-39-A — 113-11  to  113-13  Jamaica  avenue,  north  side,  100 
ft.  east  of  114th  street  (Block  No.  9227, 
Lot  No.  80),  Richmond  Hill,  Borough 
of  Queens. 

9-39- A — 907-913  Westchester  avenue  and  928  Stebbins 
avenue,  northeast  corner  (Block  No.  2698, 
Lot  No.  85),  Borough  of  The  Bronx. 

!  -39-A — 57  East  68th  street,  54  East  69th  street,  657-689 
Park  avenue  and  924-942  Lexington  ave¬ 
nue  (Block  No.  1403,  Lot  No.  1),  Borough 
of  Manhattan. 

b-39-A — 136  East  57th  street  and  691-695  Lexington  ave¬ 
nue,  southeast  corner  (Block  No.  1311, 
Lot  No.  50),  Borough  of  Manhattan. 

!  -39-A — 415-421  Third  avenue  and  209-239  Seventh  street, 
northeast  corner  (Block  No.  992,  Lot  No. 
1),  Borough  of  Brooklyn. 


MARCH  21,  1939,  10  A.  M. 

Building  Zone  Applications 

40TICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
i Is  and  Appeals  of  a  public  hearing  under  the  provisions 
v  the  building  zone  resolution,  Tuesdav  morning.  March 
'  1939.  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
bnhattan,  on  the  following  matters: 

t 

no.  94-38-BZ — Application,  Februarv  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Arthur  W.  Renander,  appli¬ 
cant,  on  behalf  of  Jeho  Co.,  Inc.,  owner 
(Jamaica  Parking  Co.,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
.  (2)  years,  the  parking  and  storage  of 

more  than  five  (51  motor  vehicles: 
premises  89-02  to  89-12  166th  street, 
southwest  corner  of  89th  avenue 
( Block  No.  866,  Lot  No.  72),  Jamaica, 
Borough  of  Queens. 

no.  840-38-BZ — Application,  October  3,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Francis  L.  Shea,  applicant,  on 
behalf  of  The  Trustees  of  the  Sailors 
Snug  Harbor,  owner  (Gertrude  I. 
Bergoff,  lessee),  to  permit  partly  in  a 
business  use  district  and  partly  in  an 
unrestricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  52-58  East  8th  street  and  305 


Mercer  street,  southwest  corner  (Block 
No.  548,  Lot  Nos.  32  to  35,  inclusive), 
.  Borough  of  Manhattan. 

cal.  no.  145-38-BZ — Application,  March  8,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  William  H.  Van  Hou- 
ten,  applicant,  on  behalf  of  Mabel 
Agassiz,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  475 
West  146th  street,  north  side,  100  ft. 
west  of  Amsterdam  avenue  (Block  No. 
2061,  Lot  Nos.  5  and  6),  Borough  of 
Manhattan. 

cal.  no.  663-38-BZ — Application,  July  25,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Max  Hirsch,  applicant,  on  behalf 
of  Augusta  Alexander,  owner,  to  per¬ 
mit  in  a  residence  use  and  “E”  area 
district,  the  maintenance  of  a  two  (2) 
car  garage ;  the  maintenance  of  which 
is  contrary  to  “E”  area  requirements; 
premises  3122  Avenue  L,  south  side, 
20  ft.  west  of  East  32nd  street  (Block 
No.  7649,  Lot  No.  49),  Borough  of 
Brooklyn. 

CAL.  NO.  1171-38-BZ — Application,  December  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Falk,  applicant,  on 
behalf  of  Hilda  Lerner,  owner,  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  150-01  to  150-09  Hor¬ 
ace  Harding  boulevard  and  60-09  to 
60-15  150th  street,  northeast  corner 
(Block  No.  6436,  Lot  No.  41),  Flush¬ 
ing,  Borough  of  Queens. 

cal.  no.  44-39-BZ — Application,  January  13,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  F.  Meehan,  applicant,  on 
behalf  of  Sinclair  Refining  Company, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises 
108-15  Northern  boulevard,  northwest 
corner  of  110th  street  (Block  No. 
1703,  Lot  No.  44),  Corona,  Borough 
of  Queens. 

cal.  no.  150-39-BZ— Application,  February  6,  1939,  under 
section  7 a  of  the  building  zone  resolu¬ 
tion,  of  James  Whitford,  applicant,  on 
behalf  of  Rubsam  and  Horrmann 
Brewing  Company,  owner,  to  permit 
in  a  business  use  district,  the  extension 
in  height  of  an  existing  building  which 
is  part  of  an  existing  brewery;  prem¬ 
ises  191  Canal  street,  southeast  corner 
of  Boyd  street  and  Cedar  street  (Block 
No.  527,  Lot  No.  49),  Stapleton,  Bor¬ 
ough  of  Richmond. 

cal.  no.  921-38-BZ — Application,  October  25,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  V.  Iaricci,  applicant,  on 
behalf  of  Joseph  P.  Kissling,  owner,  to 
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permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  110-40  Horace 
Harding  boulevard  (Nassau  boule¬ 
vard),  southwest  corner  of  Colonial 
avenue  (Block  No.  2161,  Lot  Nos.  115 
and  118),  Corona,  Borough  of  Queens. 

cal.  no.  1149-38-BZ— Application,  December  6,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Rutland  Parkway, 
Inc.,  owner,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance 
of  a  garage  for  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline 
service  station;  premises  50-62  East 
98th  street,  west  side,  90  ft.  north  of 
Rutland  road  (Block  No.  4600,  Lot  No. 
30),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 
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114-39-A — 1510  Jessup  avenue,  east  side,  75  ft.  north  of 
West  172d  street  (Block  No.  2872,  Lot 
No.  287),  Borough  of  The  Bronx. 


284- 39-A— Northwest  corner  of  West  254th  street  and  Riv- 

erdale  avenue  (Block  No.  3425,  Lot  No. 
405),  Borough  of  The  Bronx  (Under 
Section  35,  General  City  Law :  Re  Bed  of 
Mapped  Street). 

285- 39-A— North  side  of  West  254th  street,  239  ft.  west  of 

Riverdale  avenue  (Block  No.  3425,  Lot 
No.  475),  Borough  of  The  Bronx  (Under 
Section  35,  General  City  Law:  Re  Bed  of 
Mapped  Street). 


55-39-A— 402-414  East  105th  street,  south  side,  1UU  It. 

east  of  First  avenue  and  403-415  East 
104th  street  (Block  No.  1698,  Lot  No.  5), 
Borough  of  Manhattan. 

289-39- A — 40-36  22nd  street  and  21-21  41st  avenue,  north¬ 
west  corner  (Block  No.  410,  Lot  No.  38 
part  of  Lot  No.  46),  Long  Island  City, 
Borough  of  Queens. 

288-39-A— 50-01  Rockaway  Beach  boulevard,  southeast 
corner  of  Beach  51st  street  (Block  No. 
336,  Lot  Nos.  20  and  28),  Edgemere, 
Borough  of  Queens. 


207-39- A — 115-44  180th  street  (Caxton  street),  west  side, 
680  ft.  south  of  114th  road  (Rulland 
street)  ;  (Block  No.  1327,  Lot  No.  40), 
St.  Albans,  Borough  of  Queens. 

308-39-A — 721-729  Lenox  avenue,  west  side,  from  West 
146th  street  to  West  147th  street,  101-165 
West  146th  street  and  100-164  West  147th 
street  (Block  No.  2015,  Lot  No.  6),  Bor¬ 
ough  of  Manhattan. 

312- 39-A — 174-10  and  174-14  Gladwin  avenue  and  48-11 

Fresh  Meadow  road  and  south  side  of 
Gladwin  avenue,  51  ft.  9  in.  and  91  ft.  9 
in.  east  of  Fresh  Meadow  road  (Block  No. 
5588,  Lot  No.  1),  Flushing,  Borough  of 
Queens. 

3 13- 39- A — 175-08  to  175-52  Underhill  avenue  and  49-06 

Utopia  parkway,  southwest  corner  and 
southeast  corner  of  Underhill  avenue  and 
Fresh  Meadow  road  (Block  No.  5590, 
Lot  No.  19),  Flushing,  Borough  of  Queens. 


3 14- 39- A — 174-07  to  174-11  Gladwin  avenue  and  47-75 

Fresh  Meadow  road,  northeast  corner  and 
north  side  of  Gladwin  avenue,  35  ft.  8  in. 
and  75  ft.  8  in.  east  of  Fresh  Meadow 
road  (Block  No.  5587,  Lot  No.  1),  Flush¬ 
ing,  Borough  of  Queens. 

315- 39-A — 175-05  to  175-51  Underhill  avenue  and  48-50 

Utopia  parkway,  northwest  corner  and 
northeast  corner  of  Underhill  avenue  and 
Fresh  Meadow  road  (Block  No.  5589,  Lot 
No.  1),  Flushing,  Borough  of  Queens. 

316- 39-A — 48-52  to  48-60  186th  street  and  185-15  Underhill 

avenue,  northwest  corner  (Block  No. 
5621,  Lot  No.  1),  Flushing,  Borough  of 
Queens. 

317- 39-A — 48-51  Utopia  parkway,  northeast  corner  of  Un¬ 

derhill  avenue  (Block  No.  5621,  Lot  No. 
1),  Flushing,  Borough  of  Queens.  ( 

318- 39-A — 48-62  to  48-70  186th  street  and  186-05  Underhill 

avenue,  northeast  corner  and  east  side  of 
186th  street,  77.47  ft.  and  37.47  ft.  north 
of  Underhill  avenue  (Block  No.  5638,  Lot 
No.  1),  Flushing,  Borough  of  Queens. 


MARCH  28,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
28,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  1050-38-BZ — Application,  November  18,  1938,  un¬ 
der  section  21  of  the  building  zone  res¬ 
olution,  of  Sidney  H.  Kitzler,  appli¬ 
cant,  on  behalf  of  John  Meurer,  owner, 
to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station,  office,  auto  laundry, 
lubritorium  and  brake  and  battery 
service;  premises  6411-6423  13th  ave¬ 
nue  and  1301-1305  65th  street,  north¬ 
east  corner  (Block  No.  5747,  Lot  Nos. 
1  and  5),  Borough  of  Brooklyn. 

cal.  no.  866-38-BZ — Application,  October  7,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Goldenthal  Brothers,  applicant, 
on  behalf  of  Lafayette  National  Bank 
of  Brooklyn,  as  trustee  (Herman  Eller- 
brock,  lessee),  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  21-23  to  21-33 
31st  street,  east  side,  225  ft.  south  of 
21st  avenue  (Block  No.  831,  Lot  Nos. 
20  to  24,  inclusive),  Astoria,  Borough 
of  Queens. 

cal.  no.  1006-38-BZ — Application,  November  9,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Rosella  I.  Wil¬ 
liams,  owner,  to  permit  in  a  business 
use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  1688  Eastern  boulevard,  south¬ 
west  corner  of  Soundview  avenue 
(Block  No.  3660,  Lot  Nos.  56  and  59), 
Borough  of  The  Bronx. 


378 


CALENDAR 


rU..  no.  1105-38-BZ — Application,  December  2,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Dry  Dock  Savings  Institution, 
applicant  and  owner,  to  permit  in  a 
residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  224-230  West  18th 
street,  south  side,  325  ft.  west  of  Sev¬ 
enth  avenue  (Block  No.  767,  Lot  No. 
56),  Borough  of  Manhattan. 

AL.  no.  1184-38-BZ — Application,  December  19,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  221  Garage  Corporation,  ap¬ 
plicant,  on  behalf  of  Central  Park 
Realty  Corporation,  owner,  to  permit  in 
a  business  use  district,  the  conversion 
of  occupancy  of  part  of  an  existing 
building  to  a  motor  vehicle  repair  shop ; 
premises  217  and  rear  of  219  West 
58th  street,  north  side,  275  ft.  west  of 
Seventh  avenue  (Block  No.  1030,  Lot 
No.  22),  Borough  of  Manhattan. 

I 

\L.  no.  43-39-BZ — Application,  January  11,  1939,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  Irving  M.  Fenichel,  ap¬ 
plicant,  on  behalf  of  Ken-Isle,  Inc., 
owner,  to  permit  in  a  residence  use 
district,  the  erection  and  maintenance 
of  a  building  to  be  used  for  fur  storage 
and,  also,  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  17-45  to 
18-05  Clintonville  street,  east  side,  800 
ft.  south  of  Locke  avenue  (Block  No. 
4732,  Lot  No.  9,  Block  No.  4729,  Lot 
No.  46,  Block  No.  4746,  Lot  No.  1  and 
Block  No.  4747,  Lot  No.  1),  White- 
stone,  Borough  of  Queens. 

AL.  no.  22-39-BZ — Application,  January  10,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Robert  Helmer,  applicant, 
on  behalf  of  C.  T.  Silver,  Inc.,  owner, 
to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  3087- 
3103  Nostrand  avenue  and  1720-1734 
Gerritsen  avenue,  southeast  corner 
(Block  No.  6813,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  28,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

■96-39-A — 74-12  88th  street,  west  side,  208.59  ft.  north  of 
Montauk  Division  of  L.  I.  R.  R.  (Block 
No.  3838,  Lot  No.  54  and  Block  No.  3839, 
Lot  No.  67),  Glendale,  Borough  of  Queens. 
(Under  Section  35,  General  City  Law: 
Re  Bed  of  Mapped  Street). 

246-39-A — 111-117  47th  street,  north  side,  74  ft.  4  in.  east 
of  First  avenue  (Block  No.  735,  Lot  No. 
1),  Borough  of  Brooklyn. 

163-39-A — 92-98  Bogart  street  and  2  Ingraham  street, 
northwest  corner  (Block  No.  3075,  Lot 
No.  1),  Borough  of  Brooklyn. 


NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April 
4,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  103-38-BZ — Application  of  Joseph  A.  Lazarus, 
applicant,  on  behalf  of  Frank  L.  Weil, 
William  E.  Russell  and  Raymond  J. 
Scully,  trustees  of  Series  C-2,  New 
York  Title  and  Mortgage  Company, 
owner,  reopened  under  new  proposal, 
March  7,  1939,  under  section  21  of  the 
building  zone  resolution,  to  permit  in 
a  residence  use  district,  the  use  of  a 
plot  of  ground  as  a  tennis  court  and 
accessory  building  for  same  (previ¬ 
ously  denied  re  parking  and  storage  of 
more  than  five  (5)  motor  vehicles)  ; 
premises  42-56  Sutton  place  south,  west 
side,  from  East  54th  street  to  East  55th 
street,  423-457  East  54th  street  and 
422-456  East  55th  street  (Block  No. 
1366,  Lot  Nos.  16  and  19  and  part  of 
Lot  No.  33),  Borough  of  Manhattan. 

cal.  no.  763-38-BZ — Application,  September  1,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Herman  Kron,  applicant,  on 
behalf  of  New  York  Telephone  Com¬ 
pany,  owner,  to  permit  in  a  business 
use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  728-744 
Second  avenue,  east  side,  24.8  ft.  south 
of  East  40th  street  and  303  East  39th 
street  (Block  No.  945,  Lot  Nos.  1,  4 
and  6),  Borough  of  Manhattan. 

cal.  no.  66-39-BZ — Application,  January  17,  1939,  under 
sections  7a,  7c  and  21  of  the  building 
zone  resolution,  of  Slee  and  Bryson, 
applicants,  on  behalf  of  Frank  Saccar- 
di  and  Lauretta  Saccardi,  owners,  to 
permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  part  of  an 
existing  building  to  a  gasoline  service 
station;  premises  7423  (7421  displayed) 
15th  avenue  and  1501  Bay  Ridge  park¬ 
way  (75th  street),  northeast  corner 
(Block  No.  6213,  Lot  No.  1),  Borough 
of  Brooklyn. 

cal.  no.  1181-38-BZ — Application,  December  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Jack  P.  Ganbarg,  applicant, 
on  behalf  of  B.  F.  Keith  Corporation, 
owner  (Little  Amity  Parking,  Inc., 
lessee),  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  203-207  West 
95th  street,  north  side,  86  ft.  west  of 
Amsterdam  avenue  (Block  No.  1243, 
Lot  Nos.  129,  130  and  131),  Borough 
of  Manhattan. 

cal.  no.  1053-38-BZ — Application,  November  22,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Brooklyn  Develop¬ 
ment  Company,  owner,  to  permit  in  a 
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business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  2503- 
2537  65th  street,  northwest  corner  of 
McDonald  avenue  (Block  No.  6607, 
Lot  Nos.  34  and  42),  Borough  of 
Brooklyn. 

cal  no.  1103-38-BZ— Application,  December  1,  1938,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  Sara  Engelhard,  owner,  to 
permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  erection  and  maintenance  of  _  an 
extension  to  an  existing  business  build¬ 
ing;  premises  403  Howard  avenue,  east 
side,  68  ft.  2  in.  north  of  St.  Marks 
avenue  (Block  No.  1452,  Lot  No.  5), 
Borough  of  Brooklyn. 

cal.  no.  807-28-BZ— Application,  reopened  November  22, 
1938,  under  section  21  of  the  building 
zone  resolution,  of  Alfred  H.  Eccles, 
applicant,  on  behalf  of  Harry  Rohdie, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  extension  in  area  of  a  gaso¬ 
line  service  station  by  the  removal  and 
re-location  of  the  walls  of  an  existing 
garage ;  premises  40-35  Union  street 
and  142-01  to  142-07  41st  avenue  (form¬ 
erly  80-84  Madison  avenue),  northeast 
corner  (Block  No.  5021  (848),  Lot  No. 
1),  Flushing,  Borough  of  Queens. 

cal  no  140-39-BZ— Application,  February  3,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Benjamin  Millstem,  ap¬ 
plicant,  on  behalf  of  Cimiez  Realty 
Corporation,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  160- 
186  Van  Cortlandt  Park  South  and 
3843-3855  Putnam  avenue  West,  south¬ 
west  corner  (Block  No.  3271A,  Lot 
Nos.  165,  169  and  170),  Borough  of 
The  Bronx. 

cal.  no.  1018-38-BZ— Application,  November  14,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  John  F.  Meehan,  applicant,  on 
behalf  of  The  Rector,  Church  Wardens 
and  Vestrymen  of  Trinity  Church  in 
the  City  of  New  York,  owner  (Caswell 
Motor  Company,  lessee),  to  permit  in 
a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  3740 
Broadway,  northeast  corner  of  West 
155th  street  (Block  No.  2114,  Lot  No. 
1),  Borough  of  Manhattan. 

cal.  no.  82-39-BZ — Application,  January  20,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abram  Shlefstein,  applicant, 
on  behalf  of  Centreville  Realty  Cor¬ 
poration,  owner  (Harper  Oil  Co.,  Inc., 
lessee),  to  permit  in  a  business  use  dis¬ 
trict,  the  re-arrangement  and,  also,  the 
erection  of  an  accessory  building  on  an 


existing  gasoline  service  station ;  prem¬ 
ises  156-33  Woodhaven  boulevard,  east 
side,  100  ft.  north  of  157th  (Vandalia) 
avenue  (Block  No.  3867,  Lot  No.  45), 
Howard  Beach,  Borough  of  Queens. 

cal.  no.  31-39-BZ — Application,  January  11,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  William  F.  Regan,  ap¬ 
plicant,  on  behalf  of  Townsend  L. 
Conner,  Laura  Investing  Company  and 
Gertrude  Ederle,  owners  (Edward 
Malloy,  lessee),  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  i 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  331- 
339  West  53rd  street,  north  side,  390 
ft.  west  of  Eighth  avenue  (Block  No. 
1044,  Lot  Nos.  13  to  17,  inclusive), 
Borough  of  Manhattan. 

cal.  no.  185-39-BZ — Application  February  16,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sloan  and  Behrens,  applicants, 
on  behalf  of  The  Arthur  A.  Johnson 
Corporation,  owner,  to  permit  partly 
in  a  business  use  district  and  partly  in 
an  unrestricted  use  district,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  95-25  Queens 
boulevard,  north  side,  from  62nd  drive 
to  Junction  boulevard  (Block  No.  2079, 
Lot  Nos.  1  and  9),  Rego  Park,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 
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309-39-A — East  side  of  Cabot  street,  205.92  ft.  south  of 
Oak  Point  avenue  (Block  No.  2605,  Lot 
No.  350),  Borough  of  The  Bronx  (Under 
Section  35,  General  City  Law :  Re  Bed  of 
Mapped  Street). 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April 
4,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  738-38-BZ — Application,  August  23,  1938,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Bernard  Trencher,  appli¬ 
cant,  on  behalf  of  Mary  T.  Hasselman 
and  Anastasia  L.  Bartley,  owners 
(Socony- Vacuum  Oil  Company,  Inc., 
lessee),  to  permit  in  a  residence  use 
district  the  extension  of  a  gasoline  ser¬ 
vice  station  and  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gasoline  service  station  office,  lubri- 
tory,  auto  laundry  and  for  the  sale  of 
accessories;  premises  1815-1825  Ocean 
avenue,  east  side,  280  ft.  south  of  Ave¬ 
nue  M  (Block  No.  7656,  Lot  No.  55 
and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 
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APRIL  11,  1939,  10  A.  M. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
>f  the  building  zone  resolution,  Tuesday  morning,  April 
1,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 

i 

:al.  no.  523-38-BZ — Application,  June  21,  1938,  under  sec¬ 
tions  7 h  and  21  of  the  building  zone 
resolution,  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  George  Ehret 
Properties,  Inc.,  owner  (Frank  W. 
Banfield,  lessee),  to  permit  partly  in 
a  business  use  district  and  partly  in 
a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
23-22  to  23-30  31st  street,  north  side, 
100  ft.  east  of  23rd  road  (Block  No. 
842,  Lot  No.  80),  Long  Island  City, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  18,  1939,  10  A.  M. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April 
18,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  999-38-BZ— Application  of  Abram  Shlefstein,  ap¬ 
plicant,  on  behalf  of  Duam  Realty 
Holding  Co.,  Inc.,  owner  (Jack  Gold¬ 
stein,  lessee),  reopened  under  new  pro¬ 
posal,  March  7,  1939,  under  section  21 
of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  the 
extension  of  a  gasoline  service  station 
(previously  denied  re  extension  of  a 
gasoline  service  station,  partly  in  a 
business  use  and  partly  in  a  residence 
use  district)  ;  premises  219-25  Merrick 
road,  northwest  corner  of  220th  street 
(Block  No.  3541,  part  of  Lot  No.  114), 
Springfield,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MARCH  7,  1939 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
hum  and  Assistant  Chief  Walsh. 

The  minutes  of  the  regular  meeting  of  the  board  held 
n  Wednesday  morning,  February  15,  1939  and  the  minutes 
f  the  regular  meeting  of  the  board  held  on  Wednesday 
fternoon,  February  15,  1939,  were  approved  as  printed  in 
lulletin  No.  8,  Vol.  24. 


BUILDING  ZONE  CASES 

149-38-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Rutland  Park¬ 
way,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles  and, 
also,  a  gasoline  service  station. 

’REMISES  AFFECTED — 50-62  East  98th  street,  west 
side,  90  ft.  north  of  Rutland  road  (Block  No. 
4600,  Lot  No.  30),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  S.  J.  Koff. 
For  Opposition:  Benjamin  Alberto,  Anna  Obolsky, 
M.  M.  Rutchik,  Anne  Adam,  Kathlyn  Matase 

onn  |  prpcp  /  plprrin 

ACTION  OF  BOARD— Laid  over  to  March  21,  1939  at  10 
a.m.,  for  further  consideration  by  the  board. 

2-39-BZ. 

APPLICANT — Robert  Helmer,  for  C.  T.  Silver,  Inc., 
owner. 

SUBJECT — Application  (  re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

’REMISES  AFFECTED — 3087-3103  Nostrand  avenue  and 


1720-1734  Gerritsen  avenue,  southeast  corner 
(Block  No.  6813,  Lot  No.  1),  Borough  of  Brook¬ 
lyn.' 

APPEARANCES— 

For  Applicant:  P.  J.  Smalley. 

For  Opposition :  Gerard  A.  Cartier  and  J.  E.  Metz¬ 
ger. 

ACTION  OF  BOARD— Laid  over  to  March  28,  1939  at  10 
a.m.,  on  request  of  applicant’s  representative. 


566-38-BZ. 

APPLICANT — Henry  Nordheim,  for  Pauline  Schechter, 
owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  partly  in  a 
business  use  district  and  partly  in  a  residence  use 
district,  the  conversion  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 862  East  162nd  street,  south 
side,  125  ft.  east  of  Prospect  avenue  (Block  No. 
2690,  Lot  No.  28),  Borough  of  the  Bronx. 
APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Wlalsh  .  4 

Negative  . 0 

Absent  .  0 


THE  RESOLUTION— 

(566-38-BZ) 

Whereas,  Henry  Nordheim,  for  Pauline  Schechter,  own¬ 
er,  filed  June  30,  1938,  an  application  under  the  building 
zone  resolution,  to  permit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  conversion  of  occupancy  of 
an  existing  building  to  a  garage  for  more  than  five  (5) 
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motor  vehicles ;  premises :  862  East  162nd  street,  south 
side,  125  ft.  east  of  Prospect  avenue  (Block  No.  2690,  Lot 
No.  28),  Borough  of  the  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  7,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  162nd  street  is  in  a  resi¬ 
dence  and  business  use  district;  Prospect  avenue  is  in  a 
business  use  district;  Westchester  avenue  is  in  a  business 
use  district  and  Stebbins  avenue  is  in  a  business  use  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings  N.B.  663-1920,  dated  June  28,  1938,  reads: 

“Your  request  for  a  certificate  of  occupancy  to  store 
more  than  five  cars  in  the  existing  non-storage  garage 
at  the  rear  of  the  above  premises,  is  hereby  denied  as 
these  premises  are  located  in  a  business  use  district 
and,  therefore,  the  proposed  occupancy  is  contrary  to 
Section  4  of  Article  2  of  the  Amended  Building  Zone 
Resolution. 

The  approved  plan  and  application  on  file  in  this 
office  permits  only  five  cars  to  be  stored  in  this  garage.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  35  ft.,  a  depth  of  124.4 
ft.  and  a  distance  of  73.6  ft.  along  the  rear  lot  line.  The 
rear  portion  of  the  plot  extends  for  a  distance  of  approxi¬ 
mately  25  ft.  into  the  business  use  district — the  remainder 
of  the  plot  is  in  a  residence  use  district.  Upon  the  plot 
there  are  located  a  2 story  dwelling,  two  small  garages 
and,  also,  the  garage  in  question ;  this  structure,  located 
along  the  rear  lot  line  is  one-story  in  height,  approximately 
73  ft.  by  25  ft.  in  area.  It  is  proposed  to  occupy  the  build¬ 
ing  as  a  garage  for  more  than  five  (5)  motor  vehicles;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board;  and 
Whereas,  it  appears  that  the  existing  garages  were  per¬ 
mitted  in  1921  by  the  superintendent  of  buildings,  although 
contrary  to  the  provisions  of  the  zoning  resolution ;  and 
Whereas,  the  board  deemed  that  applicant  was  entitled 
to  temporary  relief  under  Section  21  on  the  grounds  of 
practical  difficulty  and  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  Section 
21  of  the  building  zone  resolution  for  a  period  of  five  (5) 
years  from  the  date  of  this  resolution,  to  permit  the  con¬ 
tinuance  of  the  existing  one-story  brick  garage  on  the  rear 
of  premises  and  the  occupancy  of  such  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles,  on  condition 
that  the  frame  garages  shall  be  completely  removed;  that 
there  shall  be  no  storage  of  gasoline  on  the  premises  other 
than  in  the  tanks  of  cars ;  that  no  repairing  shall  be  carried 
on ;  that  the  building  shall  not  be  increased  in  height  or 
area ;  that  no  cars  shall  be  stored  or  parked  on  the  premises, 
other  than  in  the  garage  as  herein  permitted ;  that  no  open¬ 
ing  shall  be  constructed  in  enclosing  walls  on  the  lot  lines ; 
that  all  openings  in  the  building  not  now  used  or  proposed 
to  be  used  as  entrance  doors,  shall  be  bricked  up ;  that  no 
signs  shall  be  erected,  advertising  the  garage  use ;  and  that 
all  permits  shall  be  obtained  and  all  work  shall  be  com¬ 
pleted  within  three  (3)  months  from  the  date  of  this 
resolution. 


908-38-BZ. 

APPLICANT — Edwin  H.  Snackenberg,  for  Benjamin 
Siegel,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  the  extension  of  a  gasoline  service 
station  previously  denied  by  the  board  and  granted 
under  decision  of  the  court. 


PREMISES  AFFECTED— 110-44  to  110-56  Springfield 
boulevard  and  216-39  to  216-49  111th  avenue,  north¬ 
west  corner  (Block  No.  2038,  Lot  Nos.  31  and 
33),  Queens  Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edwin  H.  Snackenberg. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission-  j 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4. 

Negative  . .  0 

Absent  .  0 


THE  RESOLUTION— 

(908-38-BZ) 

Whereas,  Edwin  H.  Snackenberg,  for  Benjamin  Siegel, 
owner,  filed  October  18,  1938,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  use  district 
the  extension  of  a  gasoline  service  station  previously  denied 
by  the  board  and  granted  under  decision  of  the  court ;  prem¬ 
ises:  110-44  to  110-56  Springfield  boulevard  and  216-39  to 
216-49  111th  avenue,  northwest  corner  (Block  No.  2038, 
Lot  Nos.  31  and  33),  Queens  Village,  Borough  of  Queens; 
and  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet-) 
ing,  March  7,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Springfield  boulevard  is  in  a 
business  use  district;  111th  avenue  is  in  a  residence  and, 
business  use  district;  110th  road  is  in  a  residence  and  busi¬ 
ness  use  district  and  216th  avenue  is  in  a  residence  usej 
district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  October  6,  1938,  re  N.B.  Application  No. 
7871-38,  reads : 

“The  extension  of  a  gasoline  service  station  in  a 
business  district,  is  contrary  to  Art.  2,  Sec.  4  of  Zone 
Law.  Not  further  considered.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground 
having  a  frontage  of  133  ft.  on  Springfield  boulevard  and 
100  ft.  on  111th  avenue.  Upon  the  central  portion  of  the 
plot  there  is  an  existing  gasoline  service  station,  having  a 
frontage  of  80  ft.  and  a  depth  of  100  ft.  It  is  proposed  tc 
extend  the  area  of  this  gasoline  station,  so  as  to  covei 
the  entire  premises ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  applicant  was  entitleo 
to  relief  under  section  21  on  the  grounds  of  practical  dif-' 
ficulty  and  unnecessary  hardship  as  to  rearrangement  of  the 
existing  gasoline  station  and  under  section  7,  subdivisior 
C,  as  to  extension  of  area. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe: 
hereby  make  a  variation  in  the  application  of  the  use  dis 
trict  regulations  of  the  building  zone  resolution,  and  tha 
the  application  be  and  it  hereby  is  granted  under  section  2j 
of  the  building  zone  resolution,  to  permit  the  premise: 
under  appeal  to  be  rearranged  and  extended  to  the  nortl 
and  south  within  the  business  use  area  as  proposed,  so  a: 
to  permit  the  occupancy  as  a  gasoline  service  station  of  th< 
entire  plot  with  a  frontage  of  133  ft.  on  Springfield  boule* 
vard  and  a  depth  of  100  ft.  along  111th  avenue,  on  condition 
that  the  existing  accessory  building  shall  not  be  increasei 
in  height  or  area;  that  there  shall  be  a  wall  erected  oi 
the  interior  lot  lines  to  the  west  and  north,  where  the  wall 
of  the  accessory  buildings  do  not  occur,  this  wall  to  b< 
not  less  than  6  ft.  in  height,  except  that  it  may  be  reducet 
to  a  height  of  4  ft.  for  a  distance  of  10  ft.  westerly  fron 
Springfield  boulevard  and  need  not  be  higher  than  the  ex 
isting  wall  erected  in  accordance  with  the  requirements  o 
the  resolution  adopted  by  the  board  applying  to  the  ad 
joining  premises  to  the  north  (Cal.  No.  217-33-BZ),  date< 
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Tanuary  11,  1938;  that  a  similar  wall  not  less  than  4  ft. 
n  height  shall  be  erected  on  the  111th  avenue  building  line 
rom  the  rear  line  easterly  for  a  distance  of  not  less  than 
;0  ft. ;  that  concrete  sidewalks  and  curbs  shall  be  installed 
in  Springfield  boulevard  and  111th  avenue  frontages;  that 
he  entire  plot,  where  not  occupied  by  accessory  buildings 
md  walls  shall  be  levelled  substantially  to  the  grade  of 
Springfield  boulevard  and  111th  avenue  and  shall  be  paved 
vith  concrete  paving,  except  for  the  areas  along  the 
nterior  lot  lines,  which  shall  be  maintained  for  planting 
vith  curb  protection ;  that  gasoline  pumps  erected  shall  not 
,e  nearer  than  15  ft.  to  the  building  line  of  Springfield 
loulevard  or  111th  avenue;  that  the  entrances  to  the  prem- 
ses  shall  not  exceed  three — two  (2)  from  Springfield 
loulevard  not  over  35  ft.  in  width  each,  and  one  (1)  to 
11th  avenue  not  over  25  ft.  in  width;  that  at  the  intersec- 
ion  of  Springfield  boulevard  and  111th  avenue,  there  shall 
ie  a  triangular  platform  of  concrete  not  less  than  12  in. 
n  height  and  not  less  than  5  ft.  along  each  building  line 
rom  the  point  of  intersection;  that  signs  shall  be  restricted 
o  illuminated  globes  of  pumps  and  a  permanent  sign  at¬ 
tached  to  the  accessory  building,  excluding  all  temporary 
igns  and  roof  signs,  except  that  there  may  be  erected 
vithin  the  building  line  at  intersection  of  the  two  streets 
111th  avenue  and  Springfield  boulevard),  a  post  standard 
o  support  a  sign  which  may  be  illuminated,  advertising 
»nly  the  brand  of  gasoline  sold  and  permitting  such  sign 
o  extend  beyond  the  building  line  for  a  distance  of  not 
iver  5  ft.;  that  the  premises  shall  be  used  for  no  other  use 
han  herein  permitted ;  that  no  motor  vehicle  repairing  shall 
ie  carried  on  or  parking  of  cars,  other  than  those  being 
erviced ;  that  no  portable  gasoline  tanks  shall  be  used  on 
or  from  the  premises ;  and  that  all  permits  shall  be  ob- 
ained  and  all  work  shall  be  completed  within  six  months 
rom  the  date  of  this  resolution. 


174-38-BZ. 

APPLICANT — Scacchetti  and  Siegel,  for  Amos  Eno,  own¬ 
er  (Friars  Operators,  Inc.,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

"REMISES  AFFECTED— 421-427  West  53rd  street,  north 
side,  300  ft.  west  of  Ninth  avenue  (Block  No.  1063, 
Lot  Nos.  17  to  20,  inclusive),  Borough  of  Man¬ 
hattan. 

APPEARANCES — 

For  Applicant :  Max  Siegel. 

For  Opposition:  Andrew  Taggart. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Absent  .  0 

rHE  RESOLUTION— 

(1 174-38-BZ) 


Whereas,  Scacchetti  and  Siegel,  for  Amos  Eno,  owner, 
friars  Operators,  Inc.,  lessee,  filed  December  16,  1938,  an 
pplication  under  the  building  zone  resolution  to  permit  in 
•  residence  use  district,  for  a  temporary  period  of  not  more 
han  two  (2)  years,  the  parking  and  storage  of  more  than 
ive  (5)  motor  vehicles;  premises :  421-427  West  53rd  street, 
lorth  side,  300  ft.  west  of  Ninth  avenue  (Block  No.  1063, 
-ot  Nos.  17  to  20  inclusive),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
;>y  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
ng,  March  7,  1939,  after  due  notice  by  publication  in  the 
lulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
ng  zone  resolution  show  that  West  53rd  street  is  in  a  resi¬ 
lence  and  business  use  district;  West  54th  street  is  in  a 


residence  and  business  use  district ;  Ninth  avenue  is  in  a 
business  use  district  and  Tenth  avenue  is  in  a  business  use 
district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  November  28,  1938,  reads : 

“Your  application  for  a  certificate  of  occupancy 
dated  November  14,  1938  for  the  above  premises  for 
the  parking  and  storage  of  more  than  5  cars  has  been 
denied,  for  the  reason  that  the  premises  are  located  in 
a  residence  district,  where  this  occupancy  is  prohibited 
by  Section  3  of  Article  2,  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  100  ft.  and  a  depth  of  147  ft.  4  in.  It  is 
proposed  to  occupy  the  site,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  November  28,  1938,  be  and  it  hereby  is  affirmed,  and 
that  the  application  be  and  it  hereby  is  denied. 


1217-38-BZ. 

APPLICANT- — William  J.  Minogue,  for  East  River  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED' — 149-01  Rockaway  boulevard, 
northwest  corner  of  Sutphin  boulevard  (Block  No. 
2832,  Lot  No.  36),  South  Ozone  Park,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  William  ].  Minogue. 

For  Opposition :  Isadore  Polansky,  S.  S.  Wisser, 
Harold  Klorfein,  Park  Department,  Charles 
Tilgner,  Board  of  Education,  Frederick  R. 


Ryan  and  Herman  Hees. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Absent  .  0 

THE  RESOLUTION— 

(1217-38-BZ) 


Whereas,  William  J.  Minogue,  for  the  East  River  Sav¬ 
ings  Bank,  owner,  filed  December  23,  1938,  an  application 
under  the  bulding  zone  resolution,  to  permit  in  a  business 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station ;  premises :  149-01  Rockaway  boulevard, 
northwest  corner  of  Sutphin  boulevard  (Block  No.  2832, 
Lot  No.  36),  South  Ozone  Park,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  7,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Rockaway  boulevard  is  in  a 
business  and  residence  use  district ;  Sutphin  boulevard  is 
in  a  business  and  residence  use  district;  149th  street  is  in 
a  residence  use  district  and  150th  street  is  in  a  residence 
use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  November  25,  1938,  re  N.B.  Application 
No.  9483-1938  reads: 
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“(1)  Location  of  a  gasoline  station  within  a  busi¬ 
ness  district  is  contrary  to  Sec.  4  of  the  Building  Zone 
Resolution. 

(2)  Statement  required  on  plans  as  to  nearness  of 
schools — as  described  in  Sec.  21  of  the  Building  Zone 
Resolution.  Application  of  this  section  not  further 
considered. 

Note:  Plans  and  applications  not  further  con¬ 
sidered.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  167.7  ft.  on  Rockaway 
boulevard,  260  ft.  on  Sutphin  boulevard  and  a  distance  of 
191  ft.  along  the  west  lot  line.  It  is  proposed  to  remove 
the  structure  now  on  the  site  and  to  erect  thereon  a  one 
story  building  67  ft.  10  in.  by  19  ft.  10  in.  in  area  to  be 
used  as  office,  auto  laundry  and  lubritorium  and,  also,  to 
install  the  necessary  tanks  and  pumps  for  a  gasoline  service 
station ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary 
hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.B.  Application  No.  9483-1938,  be  and  it  hereby  is 
affirmed,  and  that  the  application  be  and  it  hereby  is  denied. 


1223-38-BZ. 

APPLICANT — Jack  Z.  Cohen,  for  T.  H.  Fraser  Mortgage 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district,  the  conversion  of  occupancy  of  an 
existing  building  to  a  motor  vehicle  repair  shop. 
PREMISES  AFFECTED— 6727- 14th  avenue  and  1401- 
1411  68th  street,  northeast  corner  (Block  No.  5769, 
Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Larry  Meltzer,  Ralph  Orlando  and 
Jack  Z.  Cohen. 

For  Opposition :  Raphael  Jannone,  Frank  J. 
Scalise,  John  Sparro,  Carmela  Martinelli, 
Josephine  Ortego,  I.  P.  Farrell,  Louis  Suriano, 
Mary  Serpe,  Adelina  Landi  and  Ralph 
Guarneri. 

For  Administration :  John  Terre,  Department  of 
Investigation. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Absent  .  0 

THE  RESOLUTION— 

(1223-38-BZ) 


Whereas,  Jack  Z.  Cohen,  for  T.  H  Fraser  Mortgage 
Corporation,  owner,  filed  December  30,  1938,  an  application 
under  the  buildnig  zone  resolution,  to  permit  in  a  business 
use  district,  the  conversion  of  occupancy  of  an  existing 
building  to  a  motor  vehicle  repair  shop ;  premises :  6727 
14th  avenue  and  1401-1411  68th  street,  northeast  corner 
(Block  No.  5769,  Lot  No.  1),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  7,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  68th  street  is  in  a  business 
and  residence  use  district;  67th  street  is  in  a  business  and 
residence  use  district;  Bay  Ridge  avenue  is  in  a  business 
use  district  and  14th  avenue  is  in  a  business  use  district; 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  December  30,  1938,  re  Application  No. 
16161-1938,  reads : 

“Proposed  occupancy  as  a  motor  vehicle  repair  shop 
within  a  business  district  is  contrary  to  Art.  2,  Sect. 
4a  of  the  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav- 
nig  a  frontage  of  20  ft.  on  14th  avenue  and  100  ft.  on  68th 
street.  Upon  the  14th  avenue  frontage  of  the  plot  there  is 
located  a  two  story  structure,  20  ft.  by  70  ft.  in  area, 
occupied  as  stores  and  dwellings.  Upon  the  easterly  por¬ 
tion  of  the  plot  there  is  located  a  one  story  structure  hav¬ 
ing  a  frontage  of  30  ft.  on  68th  street  and  a  depth  of  57 
ft.  It  is  proposed  to  occupy  the  structure  as  a  motor 
vehicle  repair  shop ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  the  applicant  did  not 
substantiate  his  basis  of  appeal  under  section  21  of  the 
building  zone  resolution  on  the  grounds  of  practical  diffi¬ 
culties  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  on  Application  No.  16161-1938,  be  and  it  hereby  is 
affirmed,  and  that  the  application  be  and  it  hereby  is  denied. 


Adjourned,  12:45  P.M. 

Edward  V.  Barton,  Chief  Clerk. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  application  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or  ap¬ 
plication  will  be  held  in  abeyance  by  reason  of  failure  of 
the  appellant  or  applicant  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  7,  1939 

Present:  Chairman  Murdock,  Commissioners  Savage 
and  Blum  and  Assistant  Chief  Walsh. 


BUILDING  ZONE  CASES 

35-20-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Charlove  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district,  the  alteration  and  conversion  of  part 
of  a  garage  for  more  than  five  (5)  motor  vehicles 
(previously  granted  by  the  board  to  a  gasoline 
service  station,  lubritorium  and  office. 

PREMISES  AFFECTED — 2102-2110  Neptune  avenue, 
southwest  corner  of  West  21st  street  (Block  No. 
7017,  Lot  No.  9),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


718-28-BZ. 

APPLICANT— Atlas  Contracting  Co.,  Inc.,  for  1540  Grand 
Concourse  Corporation,  owner. 

SUBJECT — Application  reopened  February  7,  1939,  for 
consideration  of  an  amendment  to  resolution — re 
Application  (decision  of  the  superintendent  of 
buildings)  previously  granted  on  certain  condi¬ 
tions,  under  section  21  of  the  building  zone  reso¬ 
lution,  permitting  in  a  residence  use  district,  the 
alteration,  extension  and  change  of  occupancy  of 
a  building  occupied  as  stores  and,  also,  a  gasoline 
service  station  to  a  building  used  throughout  as 
stores. 

PREMISES  AFFECTED— 1534-1540  Grand  concourse, 
east  side,  267.11  ft.  south  of  Mount  Eden  avenue 
(Block  No.  2821,  Lot  Nos.  27,  2 iy2  and  part  of  Lot 
Nos.  11,  28,  26  and  25),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Herman  E.  Howard. 

For  Opposition :  None. 

:  ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


428-37-BZ. 

APPLICANT — James  Newell  (lessee),  for  870  Eig-hth 
Avenue  Corporation,  Board  of  Transportation, 
City  of  New  York  and  Estate  of  John  L.  Sauer- 
vein  (Sarah  Sauervein,  executrix  and  trustee), 
owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution,  to  permit  additional  en¬ 
trance  to  Eighth  avenue — re  Application  (decision 
of  the  commissioner  of  buildings)  under  section 
7h  of  the  building  zone  resolution,  permitting  in 
a  retail  use  district  for  a  temporary  period  of  not 


more  than  two  (2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 870-884  Eighth  avenue,  north¬ 
east  corner  of  West  52nd  street  (Block  No.  1024, 
Lot  Nos.  1,  2,  3,  63  and  161),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  James  Newell  and  Edward  J. 
Gallagher. 

ACTION  OF  BOARD — Application  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


103-38-BZ. 

APPLICANT — Joseph  A.  Lazarus,  for  Frank  L.  Weil, 
William  E.  Russell  and  Raymond  J.  Scully,  trus¬ 
tees  of  Series  C-2,  New  York  Title  and  Mortgage 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  un¬ 
der  a  new  proposal — (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  use  of  a  plot  of  ground  as 
a  tennis  court  and  accessory  building  for  same 
(previously  denied  re  parking  and  storage  of  more 
than  five  (5)  motor  vehicles). 

PREMISES  AFFECTED— 42-46  Sutton  place  south,  west 
side,  from  East  54th  street  to  East  55th  street,  423- 
457  East  54th  street  and  422-456  East  55th  street 
(Block  No.  1366,  Lot  Nos.  16  and  19  and  part  of 
Lot  No.  33),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Joseph  A.  Lazarus  and  Mr.  Gold- 
schlag. 

ACTION  OF  BOARD' — Application  reopened  and  set  for 
hearing  April  4,  1939  at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  . 0 


999-38-BZ. 

APPLICANT — Abram  Shlefstein,  for  Duam  Realty  Co., 
Inc.,  owner  (Jack  Goldstein,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
reconsideration  under  a  new  proposal — re  Applica¬ 
tion  (decision  of  the  borough  superintendent  of 
buildings)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
extension  of  a  gasoline  service  station  (previously 
denied  re  partly  in  a  residence  use  district  and 
partly  in  a  business  use  district). 

PREMISES  AFFECTED' — 219-25  Merrick  boulevard, 
northwest  corner  of  220th  street  (Block  No.  3541, 
part  of  Lot  No.  114),  Springfield,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Abram  Shlefstein. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  April  18,  1939  at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage:  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 
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required  shall  be  obtained  and  all  work  involved  com¬ 
pleted  within  three  months  from  the  date  of  this 
amended  resolution. 


29-38-BZ. 

APPLICANT — Theodore  R.  Feinberg,  for  Hotels  Statler 
Company,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  bor¬ 
ough  superintendent  of  buildings)  under  section 
7h  of  the  building  zone  resolution,  permitting  in  a 
retail  use  district,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  for  a  temporary 
period  of  two  (2)  years. 

PREMISES  AFFECTED— 251-253  West  33rd  street, 
north  side,  225  ft.  east  of  Eighth  avenue  and  250 
West  34th  street  (Block  No.  783,  Lot  Nos.  12,  13 
and  72),  Borough  pf  Manhattan. 

APPEARANCES— 

For  Applicant :  Theodore  R.  Feinberg. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(29-38-BZ) 

Whereas,  Theodore  R.  Feinberg  for  Hotels  Statler 
Company,  Inc.,  owner,  filed  January  18,  1938,  an  application 
under  the  building  zone  resolution  to  permit  in  a  retail 
use  district  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  for  a  temporary  period  of  two  (2)  years; 
premises:  251-253  West  33rd  street,  north  side,  225  ft.  east 
of  Eighth  avenue,  and  250  West  34th  street  (Block  No. 
783,  Lot  Nos.  12,  13  and  72),  Borough  of  Manhattan;  and 
Whereas,  this  application  was  granted  by  the  board  June 
1,  1938  on  certain  conditions  and  applicant  requested  an 
amendment  of  the  resolution ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  board  on  June 
1,  1938,  only  so  far  as  it  refers  to  the  entrance  to  West 
34th  street,  and  signs,  so  that  as  amended,  the  amended 
resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7-H,  to  permit  the  premises  under  appeal 
to  be  used  for  the  transient  parking  of  more  than  five 
motor  vehicles  for  a  period  of  two  years  from  June  1, 
1938,  on  condition  that  the  plot  shall  be  leveled  sub¬ 
stantially  to  the  grades  of  West  33rd  street  and  West 
34th  street;  that  there  shall  be  erected  on  the  interior 
lot  line  in  the  east,  a  substantial  wall  or  fence,  and 
that  a  similar  fence  or  wall  shall  be  erected  on  the 
street  building  line  of  West  34 th  street,  except  for 
entrance,  not  exceeding  15  ft.  in  width,  with  curb  cut 
opposite  not  exceeding  such  width ;  that  during  the 
term  of  this  variance,  no  building  shall  be  erected  on 
the  premises  other  than  a  shelter  for  the  attendant, 
not  over  one  story  in  height  and  not  over  150  square 
feet  in  area;  that  the  parking  permitted  on  this  plot 
may  be  in  conjunction  with  the  parking  permitted  on 
the  adjoining  lot,  No.  11,  granted  by  this  board  under 
Cal.  No.  448-37-BZ ;  that  no  signs  shall  be  erected  on 
the  premises  other  than  a  sign  at  the  West  33rd  street 
entrance,  and  the  West  34th  street  entrance,  advertising 
the  transient  parking  use  herein  permitted ;  that  all 
other  signs,  advertising  any  other  use,  including  the. 
sale  of  gasoline  on  Lot  16  and  Block  783,  shall  be  re¬ 
moved;  and  no  such  signs  erected;  that  no  additional 
curb  cuts  shall  be  constructed  on  West  33rd  street 
other  than  those  now  legally  existing;  that  all  permits 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

55-39- A. 

APPLICANT — John  Arthur  Rofrano,  for  John  A.  Alex¬ 
ander,  lessee. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 404-412  East  105th  street,  south 
side,  100  ft.  east  of  First  avenue  and  403-415  East 
104th  street  (Block  No.  1698,  Lot  No.  5),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1939  at 
2  p.m.,  on  written  request  of  applicant.  Committee 
of  the  board  to  make  inspection. 


163-39-A. 

APPLICANT — Standard  Fibre  Specialty  Corporation, 

lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 92-98  Bogart  street  and  2  In¬ 
graham  street,  northwest  corner  (Block  No.  3075, 
Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Fred  Braunstein. 

For  Administration:  Inspector  Meyer,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD— Laid  over  to  March  28,  1939  at 
2  p.m.,  for  inspection  by  a  committee  of  the  board. 


21 0-39- A. 

APPLICANT — Knickerbocker  Demolition  Corporation,  for 
New  York  City  Tunnel  Authority,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— North  side  of  Borden  avenue, 
intersection  of  Vernon  boulevard,  51st  avenue  and 
11th  street  (Block  No.  39,  Lot  Nos.  1-48  inclusive), 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Michael  Rodevick. 

For  Administration :  Inspector  Meyer,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1939  at 
2  p.m.  Applicant  to  file  request  for  permit  with 
fire  department ;  Inspector  to  notify  Battalion 
Chief  to  make  inspection  and  report. 


246-39-A. 

APPLICANT — Interlock  Metal  Units,  Inc.,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 111-117  47th  street,  north  side, 
74  ft.  4  in.  east  of  First  avenue  (Block  No.  735, 
Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  F.  H.  Tucker. 

For  Administration :  Inspector  Meyer,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD— Laid  over  to  March  28,  1939  at 
2  p.m.,  for  inspection  by  a  committee  of  the  board. 


93-39-A. 

APPLICANT — Joseph  Burger,  for  Art  Steel  Co.,  Inc., 

lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 300  East  145th  street,  south¬ 
west  corner  of  College  avenue  (Block  No.  2325, 
Lot  No.  14),  Borough  of  the  Bronx. 
APPEARANCES— 

For  Applicant :  Joseph  Burger. 
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CTION  OF  BOARD — Appeal  withdrawn  to  comply. 
HE  VOTE  TO  WITHDRAW  : 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


M9-A. 

PPLICANT — (Goz  and  Busch,  lessees  for  Liberty  Heights 
Liquidation  Corporation,  owner. 

•UBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
REMISES  AFFECTED — 1172  Liberty  avenue,  south  side, 
20  ft.  east  of  Grant  avenue  (Block  No.  4204,  Lot 
No.  18),  Borough  of  Brooklyn. 

PPEARAN  CES — 

For  Applicant:  Joseph  Busch. 

For  Administration:  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

CTION  OF  BOARD — Appeal  granted  on  condition. 
Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


'HE  RESOLUTION— 

(77-39- A) 

Whereas,  Goz  and  Busch,  lessees,  for  Liberty  Heights 
iquidation  Corporation,  owner,  filed  January  19,  1939, 
i  appeal  from  an  order  of  the  fire  commissioner,  affect- 
g  premises  1172  Liberty  avenue,  south  side,  20  ft.  east 
Grant  avenue  (Block  No.  4204,  Lot  No.  18),  Borough 
Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  77643- 
C,  dated  December  20,  1938,  reads : 

“1.  Remove  all  benzine  from  the  above  premises,  and 
discontinue  the  further  storage  of  benzine  on  said 
premises  for  the  reason  that  Section  C-19-51-B-1,  of 
the  Administrative  Code,  states  that  no  permit  shall  be 
issued  for  the  storage  of  volatile  inflammable  oil  (ben¬ 
zine)  in  a  building  occupied  as  a  place  of  public 
amusement  (dance  hall  or  school).” 
id 

Whereas,  the  building  is  2  stories  (30  ft.)  in  height,  50 
..  by  100  ft.  in  area,  of  non-fireproof  construction,  erected 
1924,  located  in  a  business  use  district,  and  occupied : 
t  floor — hardware  and  paints;  2nd  floor — dancing  school 
ad  beauty  parlor.  Certificate  of  occupancy,  issued  No- 
:mber  23,  1925,  makes  no  reference  to  dance  hall;  and 
Whereas,  the  applicant  contends  that  but  one  drum  of 
:nzine  is  stored  on  the  premises ;  that  the  dance  school 
eets  only  twice  a  week  and  it  will  be  a  hardship  for  the 
iplicant  if  he  is  prevented  from  selling  benzine  on  the 
cmises. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
643-LC,  be  and  it  hereby  is  modified,  and  that  the  appeal 
r  and  it  hereby  is  granted,  only  sq  long  as  the  dancing 
Fool  on  the  second  story  does  not  occupy  an  area  of  more 
an  500  sq.  ft.,  on  condition  that  the  exits  are  maintained 
the  satisfaction  of  the  borough  superintendent  of  build- 
gs  and  that  in  all  other  respects  the  storage  of  paints 
iid  other  materials  is  maintained  to  the  satisfaction  of  the 
e  commisioner. 

1-39- A. 

PPLICANT — William  H.  Parry,  Inc.,  for  Gross-Morton 
Corporation,  owner. 

UBJECi — Appeal  from  decisions  of  the  borough  super- 
mtendent  of  buildings. 

MISES  AFFECTED — 58-01  to  58-59  213th  street,  east 
side,  between  Horace  Harding  boulevard  and  58th 
avenue  (Block  No.  3325,  part  of  Lot  No.  1),  Bay- 
.  sl(Je-  Borough  of  Queens. 

PPEARANCES— 

For  Applicant:  George  H.  Gross,  Wilfred  Hig- 
bie  and  Frederick  Latz. 


For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(111-39-A) 

Whereas,  William  H.  Parry,  Inc.,  for  Gross-Morton 
Corporation,  owner,  filed  on  January  27,  1939,  an  appeal 
from  decisions  of  the  borough  superintendent  of  buildings, 
affecting  premises  58-01  to  58-59  213th  street,  east  side, 
between  World’s  Fair  boulevard  (Horace  Harding  boule¬ 
vard)  and  58th  avenue  (Block  No.  3325,  part  of  Lot  No.  1), 
Bayside,  Borough  of'  Queens ;  and 

Whereas,  the  decisions  of  the  borough  superintendent, 
dated  January  27,  1939,  on  N.B.  Application  Nos.  6869,  6870, 
6877,  6878,  6879,  6880,  6885,  6887,  6888,  6889,  6890,  6892, 
6893  and  7801  of  1938,  read : 

“1.  Proposed  retaining  wall  as  shown  is  contrary  to 
provisions  of  Section  9.4.3.  Provide  proper  retaining 
wall.” 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  600  ft. 
on  the  east  side  of  213th  street  with  a  depth  of  approxi¬ 
mately  100  ft.,  upon  which  fourteen  one-family  dwellings 
are  in  the  course  of  erection ;  and 

Whereas,  there  is  a  difference  in  elevation  of  approxi¬ 
mately  six  feet  between  the  rear  yards  of  the  premises 
in  question  and  the  rear  yards  of  premises  facing  on  214th 
street ;  and 

Whereas,  it  is  proposed  to  erect  a  concrete  retaining  wall 
extending  two  feet  above  the  grade  on  the  low  side  of 
the  terrace ;  and 

Whereas,  the  applicant  contends  that  the  two  yard  levels 
are  connected  by  means  of  a  sod  terrace,  having  an  angle 
of  repose  between  34  degrees  and  43  degrees ;  that  for  many 
years  sodded  slopes  and  terraces  have  divided  slopes  and 
terraces  in  the  Borough  of  Queens  and  have  proved  satis¬ 
factory  ;  and 

Whereas,  consents  of  property  owners  located  on  the 
West  side  of  214th  street,  who  together  with  applicant  own 
the  lots  affected,  agreeing  to  the  construction  of  retaining 
wall  as  proposed,  have  been  filed  with  the  board. 

Resolved,  that  the  decisions  of  the  borough  superintend¬ 
ent,  on  N.B.  Application  Nos.  6869,  6870,  6877,  6878,  6879, 
6880,  6885,  6887,  6888,  6889,  6890,  6892,  6893  and  7801  of 
1938,  be  and  they  hereby  are  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  as  to  retaining  walls,  on  con¬ 
dition  that  there  shall  be  constructed  continuously  from 
Horace  Harding  boulevard  to  58th  avenue  a  retaining 
wall,  as  shown  on  revised  plan  marked  “Received  March 
7,  1939,”  and  sub-plan  No.  3,  shown  thereon  and  also 
showing  regrading  and  wall  constructed  below  the  frost 
line  and  to  extend  in  height  not  less  than  two  feet  above 
regraded  lower  yards ;  that  the  yards  at  such  lower  grade 
shall  be  approximately  at  elevation  83.3  and  the  top  of  the 
wall  approximately  at  elevation  of  85.3  and  yards  on  the 
high  side  to  be  graded  from  present  elevation  of  88.3  to 
within  6  inches  of  the  top  of  the  wall,  at  an  angle  of  not 
over  30  degrees ;  that  such  wall  shall  be  constructed  ap¬ 
proximately  4  ft.  from  the  lot  line  at  the  rear  of  the  lots 
on  the  side  of  the  lower  grade ;  that  other  than  as  above 
permitted,  the  construction  of  this  wall  shall  be  in  ac¬ 
cordance  with  the  requirements  of  the  building  code. 


130-39-A. 

APPLICANT — Mary  Louise  Field,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— West  side  of  Independence 
avenue,  164  ft.  north  of  West  246th  street  (Block 
No.  3418,  Lot  No.  518),  Borough  of  the  Bronx. 
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APPEARANCES— 

For  Applicant:  R.  M.  Field. 

For  Administration:  M.  Thiede,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(130-39-A) 

Whereas,  Marie  Louise  Field,  owner,  filed  February.  2, 
1939,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent  of  buildings,  affecting  premises  West  side  of  Inde¬ 
pendence  avenue,  164  ft.  north  of  West  246th  street  (Block 
No.  3418,  Lot  No.  518),  Borough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  N.B.  Applic.  No.  233-38,  dated  January. 4,  1939,  reads: 

“Please  be  advised  that  your  application  for  a  Certi¬ 
ficate  of  Occupancy  for  the  use  of  the  above  premises 
as  a  Dwelling  and  Garage  is  hereby  denied  as: 

1.  Violation  No.  2596-1.938  is  pending  in  that  the 
north  wall  of  building  is  contrary  to  plan. 

2.  Final  test  to  plumbing  has  not  been  applied.” 

Whereas,  the  building  is  two  stories  (23.5  ft.)  in  height, 
20  ft.  by  32  ft.  in  area,  of  frame  construction,  located  in  a 
residence  use  district,  erected  in  1938,  to  be  occupied  as  a 
dwelling  and  garage;  and 

Whereas,  the  applicant  contends  that  said  house  is  an 
“island”  situated  in  the  bed  of  a  proposed  street,  some¬ 
times  designated  as  Independence  avenue;  that  a  petition 
has  been  filed  or  is  about  to  be  filed,  eliminating  said  pro¬ 
posed  street ;  that  the  north,  east,  south  and  west  walls  of 
said  house  all  lie  in  the  bed  of  said  proposed  street;  that 
the  building  department,  it  would  appear,  considers  the 
east  elevation  of  said  house  its  front,  only  because  said 
east  elevation  faces  a  private  easement ;.  that  if  said  house 
enjoys  any  rights  of  any  character  with  respect  to  said 
easement,  said  rights  would  appear  to  be  enjoyed  at.  the 
sufferance  of  others;  that  the  precise  status  of  said  private 
easement  has  not  been  judicially  determined;  that  the  build¬ 
ing  department  could  have  properly  held,  that  said  north 
elevation  of  said  house  faces  a  street,  since  all  four  of  its 
elevations  lie  within  the  bed  of  said  proposed  street,  but 
it  refused  to  do  so,  insisting  that  the  east  elevation  must 
be  considered  the  front  of  said  house;  that  adhering  to 
that  position,  the  building  department  refuses  to.  issue  a 
certificate  of  occupancy,  on  the  ground  that  the  side  yard, 
as  defined  by  the  building  department  and  lying  between 
the  north  wall  of  said  house  and  the  north  line  of  the  plot 
upon  which  said  house  stands,  is  inadequate  because  of  the 
fact  that  said  north  wall  of  said  house  lacks  16^4  inches 
on  the  average  of  being  five  feet  from  said  north  line  of 
said  plot;  that  said  north  wall  is  not  precisely  five  feet 
from  said  north  line  of  said  plot,  because  the  blasting  con¬ 
tractor  blasted  out  the  stakes  which  a  competent  city  sur¬ 
veyor  at  applicant’s  direction  placed  on.  said  plot ;  that 
without  applicant’s  knowledge  or  permission,  said  blasting 
contractor  replaced  said  stakes  where  he  thought  they  be¬ 
longed  ;  and 

Whereas,  the  applicant  requested  that  his  application  be 
amended  to  include  the  additional  objection  of  the  borough 
superintendent  of  buildings  reading:  “The  erection  of  pro¬ 
posed  building  in  the  bed  of  proposed  street  is  contrary  to 
section  35  of  the  general  city  law”; 
and 

Whereas,  it  appears  that  Independence  avenue  is  laid 
out  on  the  city  map,  but  that  no  condemnation  proceedings 
have  been  instituted  by  the  city  to  acquire  the  right  of  way 
and  that  none  are  in  prospect  and  that  there  is  no  pro¬ 
posal  pending  to  remove  the  proposed  street  from  the  city 
map ;  and 

Whereas,  the  board  deemed,  that  under  such  conditions 


as  would  inure  to  the  benefit  of  the  city,  the  application 
to  permit  the  construction  of  the  dwelling  within  the  bed 
of  the  proposed  street,  should  be  granted  and  that  since 
the  house  is  so  located,  the  provisions  of  the  zoning  resolu¬ 
tion,  as  to  the  requirements  of  an  “F”  area  district,  do  not 
strictly  apply,  particularly  as  the  lot  fronts  on  no  public 
street,  but  only  on  a  private  right  of  way ;  and 

Whereas,  the  building  nevertheless  conforms  substan¬ 
tially  to  the  requirements  as  to  the  “F”  area  district ;  and 

Whereas,  amendment  was  filed  with. the  borough  super¬ 
intendent  of  buildings  amending  the  size  of  the  plot  and 
plan  filed  now  shows  a  plot  of  50  ft.  by  64  ft. ;  and 

Whereas,  the  permit  formerly  issued  by  the  borough 
superintendent  of  buildings,  No.  233-38,  has  been  revoked 
under  date  of  March  7,  1939,  for  the  reason  that  the  house  i 
has  been  erected  within  the  bed  of  a  proposed  street, 
namely,  Independence  avenue  contrary  to  approved  plans 
and  contrary  to  the  requirements  of  section  35  of  the  gen¬ 
eral  city  law. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  N.B.  Applic.  No.  233-38,  be  and  it  hereby  is  modi¬ 
fied,' and  that  the  appeal  be  and  it  hereby  is  granted  under 
section  35  of  the  general  city  law,  permitting  the  erection  of 
the  building  within  the  bed  of  Independence  avenue,  as 
mapped,  on  condition  that  in  the  event  the  land  for  the 
construction  of  Independence  avenue  is  acquired  by  the 
City  of  New  York,  no  claim  shall  be  made  against  the 
City  of  New  York  other  than  for  the  land  itself  so  taken 
and  that  the  owner,  at  his  own  expense,  will  remove  the 
house  from  the  bed  of  Independence  avenue  and  on  further- 
condition  that  the  requirements  of  the  zoning  resolution 
shall  be  complied  with  in  all  respects  as  to  the  requirements  ■ 
for  an  “F”,  residential  area,  except  that  the  space  to  the 
south  of  the  house  may  be  deemed  the  front  yard  and  the 
spaces  to  the  north  and  east  of  the  house  shall  not  be  less 
than  as  shown  on  the  revised  plans  filed  with  the  borough 
superintendent,  under  date  of  March  6,  1939. 


154-39- A. 

APPLICANT— John  B.  Reschke,  for  Charles  J.  Schles- 
inger,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 1792  Bathgate  avenue,  east  side, 
40  ft.  south  of  East  1 7 5th  street  (Block  No.  2922, 
Lot  No.  27),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  John  B.  Reschke. 

For  Administration :  Maurice  Harris,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  j 

Negative  .  n 

Absent  . 

THE  RESOLUTION— 

(154-39- A) 

Whereas,  John  B.  Reschke,  for  Charles  J.  Schlesinger 
owner,  filed  February  7,  1939,  an  appeal  from  a  decision  oi 
the  borough  superintendent  of  buildings,  affecting  premises 
1792  Bathgate  avenue,  east  side,  40  ft.  south  of  East  175tf 
street  (Block  No.  2922,  Lot  No.  27),  Borough  of  the 
Bronx ;  and  .  J 

Whereas,  the  decision  of  the  borough  superintendent 
on  B.N.  Applic.  No.  1146-38,  dated  January  19,  1939,  reads  , 
“A-2 :  Proper  scuttle  must  be  installed  in  public  hal 
unobstructed,  whenever  such  scuttle  leads  to  the  roof 
on  which  there  will  be  erected  an  iron  platform  whicl 
in  turn  wifi  be  connected  on  the  exterior  of  the  build 
ing  by  means  of  a  fire-escape  leading  to  the  ground 
where  practical  the  fire-escape  be  accessible  to  th 
windows  of  the  public  hall.” 

and 
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Whereas,  the  building  is  three  stories  (34  ft.)  in  height, 
10  ft.  by  50  ft.  in  area,  of  frame  construction,  located  in 
i  business  use  district,  occupied  as  a  Class  B  multiple 
j welling;  and  ,  .  , 

Whereas,  the  applicant  contends  that  the  division  ot 
lousing  placed  a  violation  on  the  building  requiring  the 
nstallation  of  a  secondary  means  of  egress  or  a  sprinkler 
pystem ;  that  contract  was  awarded  for  the  installation  of 
i  sprinkler  system;  that  the  borough  superintendent  has 
,-equired  in  addition  to  the  sprinkler  system,  a  scuttle  with 
ron  ladder  to  the  roof,  a  new  balcony  at  floor  level  and 
i  fire  escape  leading  to  the  ground,  opening  on  stairhall ; 
:hat  section  87  of  the  multiple  dwelling  law  requires  that 
me  means  of  egress  shall  lead  to  the  roof ;  that  in  a 
juilding  of  this  height,  such  means  is  required  to  be  a 
scuttle  and  iron  ladder;  that  as  the  roof  is  pitched  in 
excess  of  20  degrees,  a  scuttle  would  not  be  permitted 
md,  therefore,  the  installation  of  a  sprinkler  system  would 
)e  in  keeping  with  the  spirit  of  the  law,  in  which  a  sprinkler 
system  may  be  substituted  for  outside  fire  escapes;  and 
Whereas,  the  board  deemed  that  the  decision  of  the 
porough  superintendent  of  buildings  is  proper  and  as  re¬ 
quired  under  the  multiple  dwelling  law  and  that  the  board 
s  without  power  to  vary  its  requirements. 

Resolved,  that  the  appeal  be  and  it  hereby  is  withdrawn. 


1 59-39- A. 

\PPLICANT — Nathan  Zarnin,  for  Home  Construction 
Company  of  New  York  City,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 89-02  217th  street,  southwest 
corner  of  89th  avenue  (Block  No.  1618,  part  of 
Lot  No.  9),  Queens  Village,  Borough  of  Queens. 

APPEARANCES— 


For  Applicant:  Solomon  Jochnowitz. 

For  Administration  :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

AUCTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(159-39- A) 

Whereas,  Nathan  Zarnin,  for  Home  Construction  Com¬ 
pany,  of  New  York  City,  owner,  filed  February  7,  1939, 
an  appeal  from  a  decision  of  the  borough  superintendent 
af  buildings,  affecting  premises  89-02  217th  street,  south¬ 
west  corner  of  89th  avenue  (Block  No.  1618,  part  of  Lot 
No.  9),  Queens  Village,  Borough  of  Queens;  and 
.  Whereas,  the  decision  of  the  borough  superintendent,  on 
N.B.  Application  No.  550-39,  dated  January  30,  1939,  reads: 

“The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2  Building  Code,  C26- 
247  Administrative  Code.” 
and 

Whereas,  the  premises  consist  of  a  plot,  40  ft.  by  100  ft. 
in  area,  upon  which  it  is  proposed  to  erect  a  two-story, 
[frame,  one-family  dwelling  and  a  one-car  garage,  dwelling 
to  be  26  ft.  by  25  ft.  in  area,  24  ft.  in  height;  located  in  a 
'business  use  “D”  area  district ;  and 
Whereas,  the  applicant  contends  that  the  dwelling  will 
be  brick  veneered  on  the  outside  on  the  1st  floor;  2nd  floor 
— wood  siding,  approved  asphalt  shingle  or  slate  roof ; 
garage  to  be  of  frame,  brick  veneered,  and  roof  surfaced 
with  slate  or  approved  asphalt  shingles ;  and 
Whereas,  applicant  contends  that  217th  street  is  zoned 
for  business;  that  below  90th  avenue  it  has  been  solidly 
built  up  with  frame  buildings  on  both  sides;  that  the  build¬ 
ing  in  question  is  part  of  a  proposed  development  of  40 
small  buildings ;  that  restrictive  covenants  will  be  placed 
in  the  deed,  restricting  the  use  of  the  land  in  question  for 
residential  purposes. 


Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Application  No.  550-1939,  be  and  it  hereby 
is  modified,  and  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  requirements  of  the  “F”,  residential 
district  shall  be  complied  with ;  that  the  lot  shall  not  be 
reduced  in  area ;  that  the  building  at  all  times  shall  be 
occupied  for  residential  purposes  for  one  (1)  family;  that 
a  garage  may  be  constructed,  as  accessory  to  the  building, 
complying  with  the  requirements  for  a  residential  district, 
and  that  the  construction  of  building  and  garage  shall  be  as 
represented,  except  that  the  side  yard  on  one  side  need 
not  exceed  5  ft.  in  width. 


160-39-A. 

APPLICANT — Nathan  Zarnin,  for  Ingelwood  Holding 
Corporation,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 88-16,  88-20,  88-24  and  88-28 
217th  street,  northwest  corner  of  89th  avenue  and 
west  side  of  217th  street.  40  ft.,  80  ft.,  and  120  ft. 
north  of  89th  avenue  (Block  No.  1623,  part  of  Lot 
No.  1),  Queens  Village,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Solomon  Jochnowitz. 

For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(160-39-A) 

Whereas,  Nathan  Zarnin,  for  Ingelwood  Holding  Cor¬ 
poration,  owner,  filed  February  7,  1939,  an  appeal  from 
decisions  of  the  borough  superintendent  of  buildings,  af¬ 
fecting  premises  88-16,  88-20,  88-24  and  88-28  217th  street, 
northwest  corner  of  89th  avenue  and  west  side  of  217th 
street,  40  ft.,  80  ft.,  and  120  ft.  north  of  89th  avenue  (Block 
No.  1623,  part  of  Lot  No.  1),  Queens  Village,  Borough  of 
Queens ;  and 

Whereas,  the  decisions  of  the  borough  superintendent, 
on  N.B.  Application  Nos.  548,  549,  554  and  556-39,  dated 
January  30,  1939,  read  : 

“The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2  Building  Code,  C26- 
247  Administrative  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  160  ft.  by  100 
ft.  in  area;  located  in  a  business  use  “D”  area  district,  on 
which  it  is  proposed  to  erect  four  one-family  frame  dwell¬ 
ings;  the  building  to  be  located  on  the  portion  of  the  plot 
at  the  corner  will  be  1^4  stories  in  height,  25  ft.  by  42  ft. 
in  area,  of  brick  veneer  on  the  1st  floor  and  gable  ends 
stuccoed  or  finished  with  wood  siding,  roof  surfaced  with 
slate  or  approved  asphalt  shingles — the  garage  will  be  in¬ 
cluded  in  the  building;  the  building  on  the  portion  of  the 
plot  40  ft.  north  of  the  corner  will  be  1J4  stories  in  height, 
25  ft.  by  39  ft.  6  in.  in  area,  of  similar  construction,  ex¬ 
cept  that  the  garage  will  be  detached,  of  brick  veneer  on 
the  exterior  walls  with  slate  or  approved  asphalt  shingles 
on  roof;  that  the  building  located  on  the  portion  of  the 
plot  80  ft.  north  of  89th  avenue  will  be  1)4  stories,  25  ft. 
by  37  ft.  in  area,  of  brick  veneer  on  the  1st  story,  gable 
ends  stuccoed  or  surfaced  with  wood  siding,  the  roof  sur¬ 
faced  with  slate  or  approved  asphalt  shingles — garage 
included  in  the  building ;  the  building  on  the  portion  of  the 
plot  120  ft.  north  of  the  corner  will  be  two  stories,  26  ft. 
by  25  ft.  in  area,  of  brick  veneer  on  the  1st  story,  wood 
siding  on  the  2nd  floor,  roof  surfaced  with  approved  as¬ 
phalt  shingles  or  slate  and  provided  with  a  detached  frame 
garage,  brick  veneer  and  surfaced  on  roof  with  slate  or 
approved  asphalt  shingles ;  and 
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Whereas,  applicant  contends  that  217th  street  is  zoned 
for  business ;  that  below  90th  avenue  it  has  been  solidly 
built  up  with  frame  dwellings  on  both  sides ;  that  the  build¬ 
ings  in  question  are  part  of  a  proposed  development  of  40 
small  buildings ;  that  restrictive  covenants  will  be  placed 
in  the  deed,  restricting  the  use  of  the  land  in  question  for 
residential  purposes. 

Resolved,  that  the  decisions  of  the  borough  superintend¬ 
ent,  acting  on  N.B.  Application  Nos.  548,  549,  554  and 
556-39,  be  and  they  hereby  are  modified,  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  requirements 
of  the  “F”,  residential  district  shall  be  complied  with ;  that 
the  lot  shall  not  be  reduced  in  area;  that  the  buildings  at 
all  times  shall  be  occupied  for  residential  purposes  and 
for  one  (1)  family  each;  that  a  garage  as  accessory  to  each 
building  may  be  constructed,  complying  with  the  require¬ 
ments  for  a  residential  district,  and  that  the  construction  of 
buildings  and  garages  shall  be  as  represented,  except  that 
the  side  yard  on  one  side  need  not  exceed  5  ft.  in  width. 


161-39- A. 

APPLICANT— Nathan  Zarnin,  for  Queens  Equity  Com¬ 
pany,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 89-11  217th  street,  east  side, 
100  ft.  south  of  89th  avenue  (Block  No.  1617,  part 
of  Lot  No.  1),  Queens  Village,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Solomon  Jochnowitz. 

For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(161 -39- A) 

Whereas,  Nathan  Zarnin,  for  Queens  Equity  Realty  Co., 
Inc.,  owner,  filed  February  7,  1939,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  of  buildings,  affecting 
premises  89-11  217th  street,  east  side,  100  ft.  south  of  89th 
avenue  (Block  No.  1617,  part  of  Lot  No.  1),  Queens  Vil¬ 
lage,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  N.B.  Application  No.  552-39,  dated  January  30,  1939, 
reads : 

“The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2  Building  Code, 
C26-247  Administrative  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  40  ft.  by  100  ft. 
in  area,  located  in  a  business  use,  “B”  area  district,  on 
which  it  is  proposed  to  erect  a  two-story  frame,  one-family 
dwelling,  24  ft.  in  height,  26  ft.  by  25  ft.  in  area,  with 
detached  garage ;  the  dwelling  will  be  of  brick  veneer  on 
1st  story  and  surfaced  with  wood  siding  on  the  2nd  floor; 
garage  will  be  brick  veneer,  and  both  buildings  will  be 
surfaced  on  the  roof  with  asphalt  shingles  or  slate ;  and 

Whereas,  the  applicant  contends  that  217th  street  is 
zoned  for  business;  that  below  90th  avenue  it  has  been 
solidly  built  up  with  frame  dwellings  on  both  sides ;  that 
the  building  in  question  is  part  of  a  proposed  development 
of  40  small  buildings;  that  restrictive  covenants  will  be 
placed  in  the  deed,  restricting  the  use  of  the  land  in  ques¬ 
tion  for  residential  purposes. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  acting  on  N.B.  Application  No.  552-1939,  be  and  it 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  requirements  of  the  “F”, 
residential  district  shall  be  complied  with ;  that  the  lot 
shall  not  be  reduced  in  area ;  that  the  building  at  all  times 


shall  be  occupied  for  residential  purposes  for  one  (1) 
family;  that  a  garage  may  be  constructed  as  accessory  to 
the  building,  complying  with  the  requirements  for  a  resi¬ 
dential  district,  and  that  the  construction  of  building  and 
garage  shall  be  as  represented,  except  that  the  side  yard 
on  one  side  need  not  exceed  5  ft.  in  width. 


162-39-A. 

APPLICANT — Nathan  Zarnin,  for  Ingelwood  Holding 
Corporation  and  Home  Construction  Company  of 
New  York  City,  owners. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 88-15,  88-19,  88-23  and  88-27 
217th  street,  northeast  corner  of  89th  avenue  and 
east  side  of  217th  street,  40  ft.,  80  ft.,  and  120  ft. 
north  of  89th  avenue  (Block  No.  1624,  Lot  No.  3 
and  part  of  Lot  No.  1),  Queens  Village,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Solomon  Jochnowitz. 

For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Wtalsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(162-39-A) 


Whereas,  Nathan  Zarnin,  for  Ingelwood  Holding  Cor¬ 
poration  and  Home  Construction  Company  of  New  York 
City,  owners,  filed  February  7,  1939,  an  appeal  from  deci¬ 
sions  of  the  borough  superintendent  of  buildings,  affecting 
premises  88-15,  88-19,  88-23  and  88-27  217th  street,  north¬ 
east  corner  of  89th  avenue  and  east  side  of  217th  street, 
40  ft.,  80  ft.  and  120  ft.  north  of  89th  avenue  (Block  No. 
1624,  Lot  No.  3  and  part  of  Lot  No.  1),  Queens  Village, 
Borough  of  Queens ;  and 

Whereas,  the  decisions  of  the  borough  superintendent, 
on  N.B.  Application  Nos.  547,  551,  553  and  555-39,  read: 

“The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2  Building  Code,  C26- 
247  Administrative  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  160  ft.  by  100 
ft.  in  area ;  located  in  a  business  use,  “D”  area  district, 
upon  which  it  is  proposed  to  erect  four  (4)  frame,  one- 
family  dwellings,  each  having  a  one-car  frame  garage  in 
connection  therewith ;  the  corner  building  will  be  1J4 
stories  in  height,  25  by  42  ft.  in  area ;  brick  veneered  on 
the  1st  story  and  gable  ends  stuccoed  or  finished  with  wood 
siding,  roof  surfaced  with  slate  or  approved  asphalt 
shingles — the  garage  will  be  included  in  the  building;  the 
building  on  the  portion  of  the  plot  40  ft.  north  of  the  corner 
will  be  a  1J4  story  frame  dwelling,  25  ft.  by  39  ft.  6  in. 
in  area,  of  similar  construction,  having  a  detached  frame 
garage,  brick  veneered  on  the  exterior  with  slate  or  ap¬ 
proved  shingled  roof ;  the  building  located  on  the  portion 
of  the  plot  80  ft.  north  of  the  corner  will  be  1JE4  stories,  2: 
ft.  by  37  ft.  in  area,  of  similar  construction  to  the  other 
dwellings  on  the  plot,  garage  to  be  included  in  the  build¬ 
ing;  on  the  portion  of  the  parcel  located  120  ft.  north  of 
the  corner,  the  proposed  dwelling  will  be  2  stories,  frame, 
with  attached  garage,  26  by  25  ft.  in  area,  the  1st  floor  to 
be  surfaced  on  the  exterior  with  brick  veneer,  the  2nd 
floor  with  wood  siding,  roof  to  be  surfaced  with  asphalt 
shingles  or  slate ;  and 

Whereas,  the  applicant  contends  that  217th  street  is  zonec 
for  business ;  that  below  90th  avenue  it  has  been  solidly 
built  up  with  frame  dwellings  on  both  sides ;  that  the  build¬ 
ings  in  question  are  part  of  a  proposed  development  of  4C 
small  buildings ;  that  restrictive  covenants  will  be  placed 
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n  the  deed,  restricting  the  use  of  the  land  in  question  for 
residential  purposes. 

Resolved,  that  the  decisions  of  the  borough  superintend¬ 
ent,  acting  on  N.B.  Application  Nos.  547,  551,  553  and 
555-39,  be  and  they  hereby  are  modified,  and  the  appeal  be 
ind  it  hereby  is  granted  on  condition  that  the  requirements 
)f  the  “F”,  residential  district  shall  be  complied  with ;  that 
he  lot  shall  not  be  reduced  in  area;  that  the  buildings  at 
ill  times  shall  be  occupied  for  residential  purposes  and 
or  one  (1)  family  each;  that  a  garage  as  accessory  to  each 
milding  may  be  constructed,  complying  with  the  require- 
nents  for  a  residential  district,  and  the  construction  of 
Suildings  and  garages  shall  be  as  represented,  except  that 
he  side  yard  on  one  side  need  not  exceed  5  ft.  in  width. 


90-39-  A. 

\PPLICANT — New  York  Polyclinic  Medical  School  and 
Hospital,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

’REMISES  AFFECTED — 341-353  West  50th  street,  north 
side,  250  ft.  east  of  Ninth  avenue  and  342-350  West 
51st  street  (Block  No.  1041,  Lot  Nos.  7,  11,  15, 
16  and  17),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Charles  F.  Pearson. 

For  Administration :  Inspector  Meyer,  Fire  De¬ 
partment. 

i.CTION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative  :  CHairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


HE  RESOLUTION— 

(190-39- A) 

Whereas,  New  York  Polyclinic  Medical  School  and 
lospital,  owner,  filed  February  17,  1939,  an  appeal  from  an 
•  der  of  the  fire  commissioner,  affecting  premises  341-353 
Vest  50th  street,  north  side,  250  ft.  east  of  Ninth  avenue 
d  342-350  West  51st  street  (Block  No.  1041,  Lot  Nos. 
11,  15,  16  and  17),  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  15587- 
C,  dated  January  20,  1939,  reads: 

“Discontinue  the  use  of  all  refrigerating  machines 
in  these  premises  not  in  accordance  with  Section  C19- 
96.0,  Sub-div.  4  of  the  Administrative  Code  of  the  City 
of  New  York. 

P.S.  Applies  to  refrigerating  machine  located  in  lobby 
of  the  Hospital  in  front  of  library.” 
id 

Whereas,  the  building  is  twelve  stories  (135  ft.)  in 
fight,  80  ft.  by  60  ft.  in  area,  of  fireproof  construction, 
ected  in  1910,  located  in  a  residence  use,  “B”  area  dis- 
ict,  and  occupied :  Sub-cellar — storage  and  engine  room 
9  persons;  Cellar — laundry,  storage  and  hospital  use — 10 
arsons;  1st  floor — offices — 11  persons;  2nd  floor  to  10th 
ior  inclusive — hospital  use;  11th  floor — dining  rooms; 
th  floor — hospital  use  and  recreation,  for  which  no  cer¬ 
ate  of  occupancy  has  been  issued ;  and 
Whereas,  the  applicant  contends  that  the  order  refers  to 
water  cooler  located'  in  a  room  off  the  main  corridor  on 
e  first  floor,  adjacent  to  two  windows;  that  the  water 
'oler  is  placed  there  for  the  convenience  of  over  400 
"Ctors  and  innumerable  visitors  and  it  would  be  a  hard- 
:1P  to  be  compelled  to  remove  it. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
i5°7-LC,  be  and  it  hereby  is  modified,  and  that  the  appeal 
and  it  hereby  is  granted  on  condition  that  the  water 
‘oler  at  no  timq  shall  contain  more  than  2  lbs.  of  freon; 
^  tbe  cooler  shall  be  located,  as  indicated  on  plans  filed 
■  a  i-u  appea^  *n.  passageway  between  the  main  lobby 
‘d  library  and  adjacent  to  the  exterior  windows. 


194-39- A. 

APPLICANT — Times  Appliance  Co.,  Inc.,  for  The  Hos¬ 
pital  of  the  Holy  Family,  owner. 

SUBJECT — Appeal  from  an  order  and  decisions  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 151-159  Dean  street,  north  side, 
75  ft.  east  of  Hoyt  street  (Block  No.  189,  Lot  Nos. 
10-13),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Julius  George  Jay  and  Gilbert  C. 
Abbott. 

For  Administration :  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . . . 

Absent  . . 

THE  RESOLUTION— 

(194-39- A) 

Whereas,  Times  Appliance  Co.  Inc.,  for  The  Hospital 
of  The  Holy  Family,  owner,  filed  February  20,  1939,  an 
appeal  from  an  order  and  decisions  of  the  fire  commission¬ 
er,  affecting  premises  151-159  Dean  street,  north  side,  75  ft. 
east  of  Hoyt  street  (Block  No.  189,  Lot  Nos.  10-13), 
Borough  of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  74996- 
LC,  dated  April  12,  1938,  reads : 

“Pursuant  to  the  requirements  of  the  rules  govern¬ 
ing  refrigerating  systems,  adopted  by  the  Board  of 
Standards  and  Appeals,  the  following  must  be  done : 

2.  Hood  all  apparatus  that  produces  open  flame  in 
diet  kitchens  on  1st,  2nd,  3rd  and  4th  floors  of  new 
building  in  which  refrigerating  machine  uses  Freon 
Gas.  Chapter  19,  Title  C,  Part  1,  Article  18.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  January  20,  1939 ;  and 
Whereas,  the  building  is  five  stories  and  basement  (67 
ft.)  in  height,  69  ft.  by  73  ft.  in  area,  of  fireproof  con¬ 
struction,  erected  in  1937,  located  in  a  residence  use,  “B” 
area  district,  and  occupied  as  a  hospital;  for  which  certifi¬ 
cate  of  occupancy  No.  8643  was  issued  in  1938 ;  and 
Whereas,  it  is  proposed  to  install  4  refrigerators,  one 
in  each  of  the  diet  kitchens  located  on  the  1st,  2nd,  3rd 
and  4th  floors  of  the  building;  and 

Whereas,  the  applicant  contends  that  on  February  21, 
1938,  there  were  installed  as  part  of  the  Refrigerating 
Equipment,  four  (4)  Westinghouse  Electric  hermetically 
sealed  refrigerators,  Model  HP-95,  each  containing  one 
pound  (1  lb.)  of  Refrigerant  (Freon).  On  November  28, 
1938,  the  fire  department  approved  certain  types  of  West¬ 
inghouse  Electric  refrigerators  as  conforming  in  all  re¬ 
spects  to  the  requirements  of  Section  219- (F-7  of  Article 
18  of  the  Code  of  Ordinances).  One  of  the  type  of  re¬ 
frigerators  approved  was  Model  EPXF-95  which  uses 
Freon  as  the  refrigerant.  Although  the  fire  department’s 
approval  applies  to  1936  models,  there  has  been  no  change 
in  design  or  construction  of  the  hermetically  sealed  fea¬ 
tures  of  the  units  since  1936.  In  1937,  Model  EPXF-95 
was  improved  and  renumbered  HP-95.  One  of  the  im¬ 
provements  consisted  of  decreasing  the  amount  of  refriger¬ 
ant.  Whereas  the  EPXF-95  contained  one  pound  fifteen 
ounces  of  Freon  the  HP-95  contains  one  pound. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
74996-LC,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  refriger¬ 
ators,  as  proposed,  shall  not  contain  more  than  1  lb.  of 
freon  each ;  that  the  door  to  the  room  shall  be  self-closing 
and  normally  kept  closed  and  shall  be  reasonably  tight-fit¬ 
ting  and  that  the  windows  shown  to  the  outer  air,  shall  be 
maintained  so  as  to  be  openable. 


203-39-A 

APPLICANT — John  A.  Volpe,  owner. 
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SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 778  East  236th  street,  south¬ 
west  corner  of  Barnes  avenue  (Block  No.  4999, 
Lot  No.  26),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  John  A.  Volpe. 

For  Administration :  M.  Thiede,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(203-39-A) 

Whereas,  John  A.  Volpe,  owner,  filed  on  February  23, 
1939,  an  appeal  from  a  decision  of  the  borough  superinten¬ 
dent  of  buildings,  affecting  premises  778  East  236th  street, 
southwest  corner  of  Barnes  avenue  (Block  No.  4999,  Lot 
No.  26),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent,  in 
acting  on  application  for  Certificate  of  Occupancy,  dated 
January  31,  1939,  reads: 

“In  reply  to  your  letter  of  January  23,  1939,  relative 
to  the  use  of  the  basement  of  the  frame  dwelling  at 
the  above  location  for  bottling  and  storing  carbonated 
beverages  and  for  the  distribution  of  bottled  beer, 
please  be  advised  that  as  this  building  is  a  frame 
building,  this  department  cannot  permit  the  change  of 
occupancy  from  a  dwelling  to  the  proposed  use.” 

and 

Whereas,  the  building  is  2  stories  and  basement  (28  ft.) 
in  height;  20  ft.  by  43  ft.  in  area;  located  in  a  business 
use,  “C”  area  district,  of  frame  construction  and  erected 
in  1924;  it  is  proposed  to  be  occupied:  basement — manu¬ 
facturing  and  storage  of  beverages,  2  persons;  1st  and 
2nd  stories — dwelling,  1  family;  and 

Whereas,  the  applicant  contends  that  the  business  pro¬ 
posed  is  of  a  non-hazardous  nature.  That  the  basement 
is  of  masonry  walls,  concrete  floor  and  finished  plaster 
ceiling  and  that  there  is  an  exit  direct  to  Barnes  avenue. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  dated  January  31,  1939,  be  and  it  hereby  is  modified, 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  in  all  other  respects,  the  occupancy  shall  comply  with 
the  requirements  of  all  laws,  rules  and  regulations  appli¬ 
cable  thereto  and  the  bottling  of  beverages  shall  meet  all 
the  requirements  of  the  fire  department  and  the  rules  of 
the  Board  of  Standards  and  Appeals. 


204-39-A. 

APPLICANT — Henry  M.  Pettersson,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 91-32  116th  street,  west  side, 
270.23  ft.  north  of  Atlantic  avenue  (Block  No. 
9325,  Lot  No.  20),  Richmond  Hill,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Henry  M.  Pettersson. 

For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(204-39-A) 

Whereas,  Henry  M.  Pettersson,  owner,  filed  February 


23,  1939,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent ’of  buildings,  affecting  premises  91-32  116th  street, 
west  side,  270.23  ft.  north  of  Atlantic  avenue  (Block  No. 
9325,  Lot  No.  20),  Richmond  Hill,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  9725-38,  dated  February  9,  1939,  reads: 

“15.  Request  for  reconsideration  as  to  attic  occu¬ 
pancy  denied.” 

and  ,  . 

Whereas,  the  building  is  two  and  one-half  stories  (35 
ft.)  in  height,  20  ft.  by  36  ft.  in  area,  of  frame  construc¬ 
tion,  located  in  a  residence  use,  “D”  area  district,  erected 
in  1915  and  occupied  as  a  one  family  dwelling;  and 

Whereas,  it  is  proposed  to  provide  a  new  toilet  room 
on  the  1st  floor,  a  new  kitchen  on  the  2nd  floor,  a  new 
steel  fire  escape  with  60  degree  stairs  from  the  attic  floor 
to  the  roof  of  the  extension  and  steel  ladder  from  the  ex¬ 
tension  roof  to  the  yard  will  be  provided ;  that  the  proposed 
occupancy  will  be  one  family  on  the  1st  floor  and  one  family 
throughout  the  2nd  and  attic  floor— total  two  families. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  Alt.  Applic.  No.  9725-38,  be  and  it  hereby  is  modi¬ 
fied,  and  that  the  appeal  be  and  it  hereby  is  granted,  per¬ 
mitting  the  occupancy  of  the  building,  as  proposed,  for 
not  more  than  two  families,  on  condition  that  the  building 
shall  not  be  increased  in  height  or  area ;  that  an  agreement 
shall  be  signed  by  the  owner  and  filed  with  the  borough 
superintendent  of  buildings,  stating  the  building  will  not 
be  occupied  by  more  than  two  families,  one  occupying  the 
1st  floor  and  one  the  2nd  floor  and  attic;  that  no  cooking 
shall  be  carried  on  in  the  attic  and  that  the  exterior  fire 
escape  shall  be  installed,  as  proposed. 


205-39-A. 

APPLICANT— William  J.  Minogue,  for  Floral  Realty 
Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 26  West  74th  street,  south  side, 
350  ft.  west  of  Central  Park  West  (Block  No. 
1126,  Lot  No.  47),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  William  J.  Minogue. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Negative  .  £ 

Absent  . 

THE  RESOLUTION— 

(205-39-A) 

Whereas,  William  J.  Minogue,  for  Floral  Realty  Cor¬ 
poration,  owner,  filed  February  23,  1939,  a  decision  of  the 
borough  superintendent  of  buildings,  affecting  premise; 
26  West  74th  street,  south  side,  350  ft.  west  of  Centra 
Park  West  (Block  No.  1126,  Lot  No.  47),  Borough  ol 
Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
on  Sprinkler  Applic.  No.  68-39,  dated  February  15,  1939 
reads ! 

“1.  The  soffit  of  each  stairway  should  have  at  leas 
2  sprinkler  heads.  There  should  be  adequate  sprinkle 
protection.” 

and  _ 

Whereas,  the  building  is  five  stories  (55  ft.)  in  height 
25  ft.  by  86  ft.  in  area,  of  fireproof  construction,  excep 
the  upper  2  stories  of  extension,  which  are  non-fireproof 
erected  in  1902,  located  in  a  residence  use*  “B”  area  dis 
trict,  and  now  occupied  as  a  one  family  dwelling  through 
out.  It  is  proposed  to  change  the  occupancy  to  a  converter 
dwelling  for  2  apartments  per  floor.  The  alteration  con 
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sists  of  erecting  new  partitions  and  installing  new  plumbing, 
heating,  tile  flooring  and  other  necessary  incidentals,  in 
;  order  to  arrange  the  building  for  a  Class  A  converted 
dwelling ;  and 

Whereas,  the  application  shows  that  the  existing  stairs 
are  constructed  of  non-combustible  material  and  are  of  an 
1  ornamental  character ;  that  the  new  sprinkler  system  is  to 
j  be  concealed,  except  for  the  heading;  that  it  is  intended 
to  carry  out  the  decorative  character  of  the  hallway;  that 
the  heads  under  the  soffets  of  the  stairs  would  destroy 
!  the  decorative  effect ;  that  as  the  stairs  are  of  non-com- 
<  bustible  material,  installation  of  the  sprinkler  system  heads 
;  would  serve  no  purpose ;  and 

Whereas,  the  board  deemed  that  the  sprinkler  rules 
legally  adopted,  require  the  sprinklers  under  the  stair  sof¬ 
fits  and  that  the  board  is  without  power  to  vary  the  Multi¬ 
ple  Dwelling  Law  requirements. 

Resolved,  that  the  appeal  be  and  it  hereby  is  withdrawn. 


206-39-A. 

APPLICANT — Eric  Kebbon,  for  Board  of  Education,  City 
of  New  York,  owner. 

\  SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AEFECTED — 899-925  Flathush  avenue,  east 
side,  140  ft.  9j4  in.  south  of  Church  avenue  (Block 
No.  5103,  Lot  No.  10),  Borough  of  Brooklyn. 

:  APPEARANCES— 

For  Applicant :  Charles  Tilgner. 

For  Administration:  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


f  THE  RESOLUTION— 

(206-39-A) 

Whereas,  Eric  Kebbon,  for  the  Board  of  Education, 
I  City  of  New  York,  owner,  filed  on  February  23,  1939,  an 
appeal  from  a  decision  of  the  acting  borough  superinten¬ 
dent  of  buildings,  affecting  premises  899-925  Flatbush  ave¬ 
nue,  east  side,  140  ft.  9j4  in.  south  of  Church  avenue 
(Block  No.  5103,  Lot  No.  10),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  acting  borough  superinten¬ 
dent,  on  Alt.  Application  No.  426-1939,  dated  February 
17,  1939,  reads : 

“1.  Proposed  frame  extension  to  a  frame  building 
inside  the  fire  limits,  is  contrary  to  Section  4.1.5  and 
Section  4.2.1  of  Code. 

2.  Moving  a  frame  public  building  within  the  fire 
limits  is  contrary  to  Section  4.1.7  of  Code.” 
and 

Whereas,  the  building  is  2  stories  and  attic  (28  ft.)  in 
'  height,  100  ft.  by  36  ft.  in  area ;  of  frame  construction ; 
^located  in  a  business  use,  “C”  area  district;  erected  1786- 
;  1826 ;  equipped  with  a  sprinkler  system,  and  occupied : 

1  Cellar — boiler  and  storage,  1  person;  1st  story — public 
school  offices,  6  persons ;  2nd  story — public  school  offices, 
10  persons;  attic — storage;  and 
Whereas,  applicant  contends  that  it  is  their  intention  to 
restore  the  historical  old  Erasmus  Hall  High  School  build¬ 
ing  to  its  original  architectural  condition,  by  removing  all 
the  present  wooden  additions  and  moving  the  original 
building  to  a  new  location  about  30  ft.  east  of  its  present 
position;  this  will  also  necessitate  the  restoration  of  a  part 
■  of  the  building  that  was  previously  cut  off,  by  adding 
about  750  square  feet  to  its  present  area  of  2,850  sq.  ft., 
making  a  total  of  about  3,600  square  feet ;  that  the  present 
wooden  additions,  which  will  be  removed,  cover  an  area 
of  about  20,000  sq.  ft. ;  that  the  original  building,  when 
relocated  and  restored,  will  not  be  used  for  classrooms 


and  in  view  of  the  fact  that  the  other  wooden  structures 
are  being  removed,  approval  of  the  change  is  requested. 

Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent,  acting  on  Alt.  Application  No.  426-1939,  Objec¬ 
tions  1  and  2,  be  and  it  hereby  is  modified,  and  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  at  all  times  be  under  the  jurisdiction  of  the  Board  of 
Education,  but  shall  not  be  used  for  classrooms;  that  the 
second  means  of  exit  shall  be  constructed  and  located  as 
required  by  the  acting  borough  superintendent;  that  such 
exit  may  be  a  steel  ladder  or  stairway  and  that  the  sprink¬ 
ler  system  shall  be  extended  throughout  the  entire  building, 
including  attic. 

225-39-A. 

APPLICANT — Joseph  H.  Cornell,  for  Hortense  Schlissel, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 1149  Beach  12th  street,  west 
side,  100  ft.  south  of  Channing  road  (Block  No. 
34,  Lot  Nos.  50  and  53),  Far  Rockaway,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  IL  Cornell. 

For  Administration  :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(225-39-A) 

Whereas,  Joseph  H.  Cornell,  for  Hortense  Schlissel, 
owner,  filed  on  February  24,  1939,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  of  buildings,  affecting 
premises  1149  Beach  12th  street,  west  side,  100  ft.  south 
of  Channing  road  (Block  No.  34,  Lot  Nos.  50  and  53), 
Far  Rockaway,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
acting  on  Application  No.  251-1939,  dated  February  23,  1939, 
reads : 

“1.  ‘The  use  of  more  than  two  (2)  floors  by  more 
than  one  family  in  a  frame  building,  is  contrary  to  the 
Code  (8.7.2.1)” 

and 

Whereas,  the  building  is  2 J4  stories  (36  ft.)  in  height, 
38  ft.  by  54  ft.  in  area  at  street  level ;  of  frame  construc¬ 
tion  ;  located  in  residence  use,  “E”  area  district;  erected 
in  1910;  now  occupied  as  a  one  family  dwelling  to  be 
occupied:  Cellar — open,  0  persons;  1st  story — 1  family; 
2nd  and  3rd  stories — 1  family ;  and 

Whereas,  the  applicant  contends  that  new  partitions  and 
bath  rooms  will  be  provided  on  the  first  floor;  that  the 
present  rear  stair  will  be  removed  from  the  first  and 
second  floor  and  bath  rooms  installed ;  that  the  present 
bath  room  on  2nd  floor  will  be  removed  and  space  used 
for  kitchen;  that  a  toilet  will  be  installed  on  3rd  floor, 
near  present  lavatory ;  that  the  neighborhood  has  changed 
in  the  past  ten  years  and  large  houses,  such  as  this,  cannot 
bring  sufficient  rent,  thus  causing  owner  to  alter  same  to 
two  family  occupancy. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Application  No.  251-1939,  Objection  1,  be  and  it 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  will  not  be  used  at 
any  time  for  more  than  two  (2)  families,  one  occupying 
the  first  floor  and  one  the  second  floor  and  attic;  that  no 
cooking  shall  be  carried  on  in  the  attic;  that  an  agreement 
shall  be  signed  by  the  owner  and  filed  with  the  borough 
superintendent,  that  the  building  will  not  be  occupied  by 
more  than  two  families  at  any  time;  that  the  second  means 
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of  exit  from  3rd  story  shall  be  provided,  which  may  be 
from  the  2nd  floor  roof  to  a  platform  with  counter-bal¬ 
anced  or  drop  ladder  to  grade ;  that  the  house  shall  not 
be  increased  in  height  or  area ;  and  that  the  area  of  the 
plot  shall  not  be  reduced. 


226-39-A. 

APPLICANT— Globe  Truck  Renting  Corporation,  owner. 
SUBJECT— Appeal  from  orders  of  the  fire  commissioner 
re:  Transportation  of  Oil  in  Tank  Trucks  (not  of 
approved  type)  in  New  York  City. 

APPEARANCES— 

For  Applicant :  Harry  Levy. 

For  Administration:  Inspector  George  Lacas,  Fire 
Department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Wlalsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(226-39-A) 

Whereas,  Globe  Truck  Renting  Corporation,  owner,  filed 
on  February  23,  1939,  an  appeal  from  orders  of  the  fire 
commissioner  re:  Transportation  of  oil  in  tank  trucks  (not 
of  aproved  type)  in  New  York  City,  the  trucks  being  stored 
at  44  Lombardy  street  (Block  No.  2834,  Lot  No.  25), 
Borough  of  Brooklyn;  and 

Whereas,  Order  No.  15755-LC,  issued  by  the  fire  com¬ 
missioner,  January  26,  1939,  affecting  Truck  No.  208,  reads: 

“An  inspection  of  Truck  No.  208,  White  Chassis 
199126  used  by  you  for  the  transportation  of  any 
liquid  product  of  petroleum,  shale  oil  or  coal  tar  as 
required  by  Chapter  19,  Title  C,  Part  1,  Article  10  of 
the  Administrative  Code  of  the  City  of  New  York, 
shows  the  following  requirements  necessary  before  a 
permit  can  be  issued. 

1.  Locate  engine  fuel  tank  inside  of  cab.  Section 

20.5.” 

and 

Whereas,  Order  No.  15757-LC,  issued  by  the  fire  com¬ 
missioner,  January  26,  1939,  affecting  Truck  No.  221  reads: 

“1.  Locate  engine  fuel  tank  inside  of  cab.  Section 

20.5.” 

and 

Whereas,  Order  No.  15758-LC,  issued  by  the  fire  com¬ 
missioner,  January  26,  1939,  affecting  Truck  No.  209,  reads: 

“2.  Locate  engine  fuel  tank  inside  cab.  Section 

20.5.” 

and 

Whereas,  Order  No.  15798-LC,  issued  by  the  fire  com¬ 
missioner,  January  27,  1939,  affecting  Truck  No.  227,  reads: 

“1.  Locate  engine  fuel  tank  inside  of  cab.  Section 

20.5.” 

and 

Whereas,  Order  No.  15824-LC,  issued  by  the  fire  com¬ 
missioner,  January  30,  1939  affecting  Truck  No.  202  reads: 

“1.  Locate  engine  fuel  tank  inside  of  cab.  Section 

20.5.” 

and 

Whereas,  Order  No.  15618-LC,  issued  by  the  fire  com¬ 
missioner  January  26,  1939,  affecting  Truck  No.  228,  reads: 

“3.  Locate  engine  fuel  tank  inside  cab.  Section 

20.5.” 

Whereas,  Order  No.  15616-LC,  issued  by  the  fire  com¬ 
missioner,  January  26,  1939,  affecting  Truck  No.  204,  reads: 

“2.  Locate  engine  fuel  tank  inside  cab.  Section 

20.5.” 

and 

Whereas,  Order  No.  15615-LC,  issued  by  the  fire  com¬ 
missioner,  January  20,  1939,  affecting  Truck  No.  219,  reads: 


“2  Locate  engine  fuel  tank  inside  cab.  Section 

20.5.” 

and  .  .  ,  ,  r 

Whereas,  Order  No.  15617-LC,  issued  by  the  fire  com¬ 
missioner  January  20,  1939,  affecting  Truck  No.  226,  reads: 

“3.  Locate  engine  fuel  tank  inside  cab.  Section 

20.5.” 

and 

Whereas,  the  applicant  contends  that  permits  were  issued 
for  1937  and  1938  for  the  same  trucks,  equipped  with  the 
same  tanks;  that  no  accidents  have  been  experienced,  due 
to  the  equipment  and  construction  of  same ;  that  the  trucks 
are  in  operation  for  from  3l/2  to  4  months  per  year  only 
and  after  that  time,  the  cargo  tanks  are  removed  and 
trucks  put  into  a  different  kind  of  service ;  that  due  to  the 
fact  that  the  contract  is  of  short  duration,  it  would  work 
a  severe  hardship  on  the  applicant  to  be  compelled  to  make 
the  change  required. 

Resolved,  that  the  orders  of  the  fire  commissioner,  Nos. 
15755-LC,  15757-LC,  15758-LC,  15798-LC,  15824-LC,  15618- 
LC,  15616-LC,  15615-LC,  15617-LC,  be  and  they  hereby  are 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted, 
permitting  the  engine  fuel  tanks  to  be  located  in  the 
present  location  on  these  trucks  for  the  term  of  the  present 
contract  for  which  they  have  been  engaged  by  the  Zone 
Oil  Trucking  Corporation,  as  indicated  by  contract  dated 
November  27,  1938,  marked  Exhibit  A,  and  that  the  chassis 
will  not  be  used  after  April  1,  1939  with  the  oil  tanks 
mounted  thereon,  on  condition  that  the  self-closing  hinged 
cover  shall  be  installed  in  accordance  with  the  require¬ 
ments  of  the  administrative  code. 


230-39-A. 

APPLICANT— Croker  Fire  Prevention  Corporation,  for 
Scavera  Photo  Laboratory,  lessee. 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 1-11  West  47th  street,  north 
side,  100  ft.  west  of  Fifth  avenue  (Block  No. 
1263,  Lot  No.  28),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  J 

Negative  .  JJ 

THE  RESOLUTION— 

(230-39-A) 

Whereas,  Croker  Fire  Prevention  Corporation,  for 
Scavera  Photo  Laboratory,  lessee,  filed  February  24,  1939, 
an  appeal  from  a  decision  of  the  fire  commissioner,  affecting 
premises  1-11  West  47th  street,  north  side,  100  ft.  west  of 
Fifth  avenue  (Block  No.  1263,  Lot  No.  28),  Borough  of 
Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
February  21,  1939,  reads  : 

“A — The  building  is  not  equipped  with  an  approved 
system  of  automatic  sprinklers ;  .  „ 

B — The  building  is  occupied,  in  part,  as  a  dwelling. 

and 

Whereas,  the  building  is  12  stories  and  penthouse  (158 
ft.  5  in.)  in  height,  150  ft.  by  100.5  ft.  in  area,  of  fireproof 
Class  1  construction,  erected  in  1923,  located  in  a  retail  use, 
“B”  area  district,  and  occupied :  Cellar — power  plant,  store 
• — 15  persons;  1st  floor  and  mezzanine — store — 50  persons; 
2nd  floor — offices — 30  persons;  3rd  floor — offices  and  show¬ 
room — 25  persons;  4th  floor — photographer,  dr ess_  manu¬ 
facturing — 25  persons;  5th  floor — dress  manufacturing  and 
showroom— 35  persons;  6th  floor— offices  and  dress  manu- 
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facturing— 30  persons;  7th  floor— offices— 15  persons;  8th 
floor— offices  and  dress  manufacturing — 50  persons;  9th 
floor — offices  and  dress  manufacturing— 50  persons;  10th 
floor — offices  and  dress  manufacturing — 40  persons;  11th 
floor — offices  and  watch  manufacturing — 75  persons;  12th 
floor— offices  and  watch  manufacturing — 45  persons;  pent¬ 
house-apartment  and  offices— 15  persons,  for  which  certi¬ 
ficate  of  occupancy  No.  9779-1925  was  issued  on  July  22. 
1925 ;  and 

Whereas,  the  applicant  contends  that  the  building  is 
equipped  with  a  sprinkler  system  and  is  connected  on  all 
floors  by  horizontal  openings  to  the  adjoining  building — 
No.  580  Fifth  avenue,  which  is  not  sprinklered ;  that  on  the 
3rd,  4th,  8th,  9th  and  11th  floors,  these  openings  are  pro¬ 
tected  by  Underwriters’  Label  swinging  doors  on  one  side 
and  rolling  steel  shutters  on  the  other  side  and  on  all  other 
floors,  with  rolling  steel  shutters  on  both  sides;  that  the 
connection  between  the  two  buildings  is  entirely  remote 
from  the  portion  of  the  6th  floor,  to  be  used  for  motion 
picture  still  film  laboratory;  that  a  maximum  of  1800  ft. 
of  35mm.  film  will  be  stored  on  the  premises ;  that  this 
film  will  be  in  6  ft.  strips  on  spools,  stored  in  approved 
safety  cabinets ;  that  the  dwelling  referred  to  in  the  order, 
is  in  conjunction  with  the  architect’s  office  in  the  pent 
house. 

Resolved,  that  the  decision  of  the  fire  commissioner 
dated  February  21,  1939,  be  and  it  hereby  is  modified,  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  space  proposed  to  be  used  on  the  6th  floor  shall 
not  be  extended;  that  the  amount  of  film  on  hand  shall  not 
exceed  1800  ft.;  that  all  such  film  shall  be  stored  in  an 
approved  safety  cabinet,  except  film  actually  being  de¬ 
veloped  ;  that  there  shall  be  no  openings  between  this  room 
and  any  other  part  of  the  building,  except  the  door  to  the 
main  entrance  hallway;  that  in  all  other  respects,  the  re¬ 
quirements  shall  be  complied  with ;  that  the  sprinkler 
system  in  the  building  shall  be  maintained  and  that  the 
opening  between  this  building  and  the  building  at  580-582 
fifth  avenue,  shall  be  maintained  as  stated,  consisting  of 
two  sets  of  automatic  rolling  shutters. 


“The  conversion  from  a  residence  to  a  business  use 
of  a  frame  building  exceeding  600  sq.  ft.  in  area,  is 
contrary  to  Section  4.2.1  of  the  Building  Code.” 

and 

Whereas,  the  building  is  one  story  (12  ft.)  in  height, 
37  ft.  by  22  ft.  in  area,  of  frame  construction  and  occupied 
as  a  restaurant.  It  is  proposed  to  erect  a  one  story  non- 
fireproof  extension,  25  ft.  by  37  ft.  in  area  on  the  rear 
of  the  existing  building,  to  be  occupied  as  a  cabaret;  and 
Whereas,  the  applicant  contends  that  there  are  several 
frame  buildings  erected  on  this  plot,  as  indicated  on  plans 
submitted ;  that  the  department  of  housing  and  buildings 
seems  to  have  no  record  of  these  buildings;  that  these 
premises  were  purchased  by  the  present  owner  some  nine 
years  ago,  and  since  then  used  for  restaurant  purposes; 
that  since  there  are  no  records  of  this  building,  the  depart¬ 
ment  of  housing  and  buildings  assumes  this  building  to  be 
a  residence  building  hence  the  objection ;  that  the  premises 
was  used  as  a  restaurant  prior  to  the  enactment  of  the  new 
building  code  and  was  then  located  outside  the  fire  limits, 
and  at  that  time  permitted;  that  since  this  building  is  but 
a  small  one,  and  is  located  in  a  undetermined  area,  and 
used  as  a  restaurant  located  outside  the  fire  limits,  prior 
to  the  enactment  of  the  new  building  code,  the  applicant 
respectfully  requests  a  modification  from  the  requirements 
of  the  building  code,  to  have  this  existing  occupancy  of  a 
restaurant  in  a  frame  building  accepted. 

Resolved,  that  the  decision  of  the  borough  superintend¬ 
ent,  on  Alt.  Applic.  No.  6397-38,  be  and  it  hereby  is  modi¬ 
fied,  and  that  the  appeal  be  and  it  hereby  is  granted,  per¬ 
mitting  the  construction  of  the  extension  of  the  frame 
building,  as  proposed,  on  condition  that  the  extension  shall 
comply  with  the  requirements  for  class  3  construction, 
except  that  the  wall  separating  the  proposed  extension  from 
the  existing  restaurant  may  remain,  provided  the  same  is 
fire-retarded  in  accordance  with  the  rules  of  the  Board 
of  Standards  and  Appeals,  on  both  sides,  and  all  doorways 
are  made  fireproof  self-closing;  that  the  building  shall  not 
be  further  extended  and  shall  be  used  only  for  the  purpose 
as  set  forth,  as  an  extension  to  an  existing  restaurant. 


231-39-A. 

APPLICANT  Jack  Z.  Cohen,  for  Ellen  F.  Bicknese, 
owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 160-170  Harbor  Haven  West 
Drive  (236th  street),  west  side,  2876.51  ft.  south 
of  Rockaway  boulevard  (Block  No.  4740,  Lot  Nos. 
868,  871,  873,  1344  and  1351),  Jamaica  Beach, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Jack  Z.  Cohen. 

For  Administration :  Joseph  Ferro,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . '  ’  * "  ”  ’  q 

Absent  . .  q 

THE  RESOLUTION— 


(231-39-A) 

filpH  Jack  Z.  Cohen,  for  Ellen  F.  Bicknese,  owne 

Ffbruar>’  24,  1939,  an  appeal  from  a  decision  of  tl 

lST7ntJSU^enntTeTndent  o£  buildings,  affecting  premise 

ide  ?87rH£rb£r  Ha^en  West  Drive  (236th  street),  we: 

ban  t  *  XTft  s°uth  of  Rockaway  boulevard  (Block  Ni 

Bea%  P  N°u  8,68A871’  873>  1344  and  135D,  Jamaic 
each,  Borough  of  Queens;  and 

mereas,  the  decision  of  the  borough  superintendent,  o 
Vt.  Apphc.  No.  6397-38,  dated  February  9,  1939,  reads : 


232-39-A. 

APPLICANT — Jerome  Hirshfeld,  President,  Romidian 
Realty  Corporation,  owner  (F.  W.  Woolworth 
Company,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 229-01  to  229-03  Merrick  road, 
northeast  corner  of  229th  street  (Block  No.  3555, 
Lot  No.  121),  Laurelton,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Jerome  Hirshfeld,  Charles  N. 

Whinston  and  A.  F.  Winter. 

For  Administration :  Thomas  Larkin,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(232-39-A) 

Whereas,  Jerome  Hirshfeld,  President,  Romidian  Realty 
Corporation  owner  (F.  W.  Woolworth  Company  lessee), 
filed  February  25,  1939  an  appeal  from  an  order  and  a 
decision  of  the  fire  commissioner,  affecting  premises  229-01 
to  229-03  Merrick  road,  northeast  corner  of  229th  street 
(Block  No.  3555,  Lot  No.  121),  Laurelton,  Borough  of 
Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  1093- 
LF,  dated  August  9,  1938,  reads : 

“1.  Provide  a  separate  and  distinct  system  of  Auto- 
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matic  Sprinklers  in  cellar  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  provided  in 
Article  16,  Administrative  Code.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  January  30,  1939;  and 
Whereas,  the  building  is  one  story  and  penthouse  (32  ft.) 
in  height,  50  ft.  by  97  ft.  V/%  in.  in  area,  of  non-fireproof 
construction  erected  in  1935,  located  in  a  business  use  dis¬ 
trict  and  occupied  :  Cellar — storage — 0  persons  ;  1st  story 
— store — approximately  15  persons;  mezzanine — office— 
approximately  2  persons;  penthouse — rest  room — approxi¬ 
mately  5  persons,  for  which  certificate  of  occupancy  No. 
52429  was  issued  on  November  19,  1935;  and 
Whereas,  the  applicant  contends  that  there  is  an  iron 
stairway  with  cement  treads  from  the  basement  to  the  1st 
floor,  enclosed  in  6  in.  terra  cotta  blocks,  provided  with 
self-closing  fireproof  doors;  that  there  is  a  freight  elevator 
from  the  basement  to  the  sidewalk  at  the  229th  street 
front  of  the  building;  that  there  is  a  fireproof  room  pro¬ 
vided  in  the  basement  for  the  storage  of  baled  paper ;  that 
the  merchandise  stored  in  the  basement  is  common  to  the 
five  and  ten  cent  store  type  of  occupancy;  that  the  amount 
of  celluloid  stored  is  approximately  .8  of  1  per  cent  of  the 
entire  stock;  that  aisles  are  3  ft.  wide  and  are  kept  clear; 
that  the  basement  ceiling  is  fire-retarded  and  that  all  parti¬ 
tions  in  the  basement  are  fireproof. 

Resolved,  that  the  order  of  the  fire  commisisoner,  No. 
1093-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall  be 
installed  throughout  the  cellar,  a  non-automatic  dry  sprink¬ 
ler  system,  complying  with  the  requirements  of  the  building 
code  therefor,  except  that  the  automatic  alarm  need  not 
be  installed;  the  sprinkler  heads  may  be  spaced  25%  in 
excess  of  the  requirements ;  that  all  fittings  and  hangers 
shall  be  of  malleable  iron;  that  all  horizontal  lines  may  be 
close  to  the  ceiling  with  proper  pitch  and  1J4  inch  drain 
and  with  heads  pendant;  that  there  shall  be  a  single  hose 
inlet  of  approved  type  on  the  exterior  of  the  building  at 
least  10  inches  above  the  sidewalk;  that  the  cap  of  this 
hose  inlet  and  sign  stating  area  covered,  shall  be  painted 
aluminum ;  that  in  addition,  there  shall  be  wet  sprinkler 
heads  attached  to  the  existing  domestic  water  supply  line 
of  the  building  installed  in  the  kitchen,  unpacking  space 
and  waste  paper  room. 


234-39-A. 

APPLICANT — Theodore  R.  Feinberg,  for  Metropolitan 
Sales  and  Service,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 108-02  Merrick  road,  south¬ 
west  corner  of  108th  avenue  (Block  No.  1214,  Lot 
No.  8),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Theodore  R.  Feinberg. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings,  and  Harold  Klorfein, 


Department  of  Parks. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(234-39-A) 


Whereas,  Theodore  R.  Feinberg,  for  Metropolitan  Sales 
and  Service  Inc.,  owner,  filed  February  27,  1939  an  appeal 
from  a  decision  of  the  borough  superintendent  of  buildings 
affecting  premises  108-02  Merrick  road,  southwest  corner 
of  108th  avenue  (Block  No.  1214,  Lot  No.  8),  Jamaica, 
Borough  of  Queens;  and 


Whereas,  the  decision  of  the  borough  superintendent  on 
Sign  Application  No.  33,  1939,  dated  February  21,  1939, 
reads : 

“2.  Sign  structure  as  shown  is  contrary  to  provi¬ 
sions  of  Chapter  B26-11.0  as  to  height  clearance  at 
roof  and  as  to  set  back  from  front  wall.” 

(Whereas,  the  proposed  building  is  to  be  one  story  (11 
ft.)  in  height;  30.3  ft.  by  26  ft.  in  area  at  street. level ;  of 
non-fireproof  construction;  located  in  an  unrestricted  use, 
“B”  area  district  and  occupied  as  a  gasoline  selling  station; 
and  .  ,  | 

Whereas,  it  is  proposed  to  erect  a  triangular  shaped 
sign  11  ft.  6  in.  high  on  a  pedestal  2  ft.  6  in.  high,  extend¬ 
ing  14  ft.  above  the  roof,  a  total  of  29  ft.  above  grade. 
The  sign  is  to  be  erected  on  the  roof  of  the  proposed 
gasoline  service  station  accessory  building;  and 

Whereas,  the  applicant  contends  that  one  of  its  stations 
was  illustrated  as  a  poor  example  of  display  sign  work, 
in  an  issue  of  a  bulletin  by  the  association  of  city  and 
state  park  commissions ;  that  the  applicant,  therefore,  pro¬ 
posed  to  construct  a  model  of  the  proposed  station  and 
upon  submission  of  photographs  of  this  model  to  the  Long 
Island  state  park  commission,  a  communication  was  re¬ 
ceived  from  counsel  to  the  said  commission,  favorably 
commenting  upon  the  proposed  construction ;  that  altera¬ 
tions  have  been  filed  for  numerous  stations  under  the  appli¬ 
cant’s  management ;  that  the  proposed  structure  will  rest  on 
brick  bearing  piers  and  steel  beams;  that  the  objection  of 
the  borough  superintendent  would  make  it  impossible  to  con¬ 
struct  the  proposed  tower  as  it  requires  7  ft.  head  room 
and  6  ft.  set  back  from  the  parapet  wall;  that  a  modifica¬ 
tion  is  requested,  to  permit  the  construction  of  the  tower 
as  proposed,  in  view  of  the  fact  that  the  building  will  be 
enhanced  by  the  elimination  to  a  great  extent  of  the  usual 
ugly  ground  signs. 

Resolved,  that  the  decision  of  the  borough  superintend¬ 
ent,  on  Sign  Applic.  No.  33-1939,  be  and  it  hereby,  is 
affirmed,  and  that  the  appeal  be  and  it  hereby  is  denied. 


250-39-A. 

APPLICANT— A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 1179  Liberty  avenue,  north 
side,  50  ft.  west  of  Elderts  lane  (Block  No.  4183, 
Lot  No.  50),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  A.  F.  Winter. 

For  Administration :  Thomas  Larkin,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(250-39-A) 

Whereas,  A.  F.  Winter,  for  F.  W.  Woolworth  Company, 
lessee,  filed  February  28,  1939,  an  appeal  from  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
1179  Liberty  avenue,  north  side,  50  ft.  west  of  Elderts  lane 
(Block  No.  4183,  Lot  No.  50),  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  977- 
LF,  dated  July  28,  1938,  reads : 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  in  cellar  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  provided 
in  Article  16,  Administrative  Code.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  January  31,  1939;  and 
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Whereas,  the  building  is  one  story  and  penthouse  (18 
ft.  and  26  ft.)  in  height,  50  ft.  and  28  ft.  by  99  ft.  8  in. 
and  50  ft.  in  area,  of  non-fireproof  construction,  erected 
in  January,  1929,  located  in  a  business  use  district  and 
occupied :  Cellar— coal,  boiler,  paper,  stock  rooms — 1  per¬ 
son;  1st  floor — store — 500  persons;  penthouse — girls’  quar¬ 
ters  ;  and 

Whereas,  the  applicant  contends  that  the  building  is 
occupied  by  a  five  and  ten  cent  store  and  is  equipped  with 
a  fireproof  stairway  from  the  basement  to  rear  of  the  first 
floor,  adjacent  to  the  entrance  on  Elderts  lane,  there  is  a 
sidewalk  freight  elevator;  that  the  basement  is  ventilated 
by  means  of  bronze  grills  in  the  bulkhead  of  show  win¬ 
dows;  that  ventilation  is  also  provided  by  means  of  the 
sidewalk  elevator  doors;  that  there  is  a  fireproof  room 
shown  on  drawings  filed  (H),  for  the  storage  of  baled 
paper;  that  the  merchandise  carried  in  the  basement  was 
common  to  the  five  and  ten  cent  store  type  of  occupancy; 
that  approximately  .7  of  1  per  cent  of  the  stock  is  celluloid 
merchandise;  that  all  aisles  are  three  feet  wide  and  are 
kept  clear  at  all  times  and  that  the  basement  ceiling  is  fire 
retarded  and  all  basement  partitions  are  fireproof. 

_ Resolved ,  that  the  order  of  the  fire  commisioner,  No. 
977-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall  be 
installed  throughout  the  cellar,  a  non-automatic  dry  sprink¬ 
ler  system,  complying  with  the  requirements  of  the  building 
code  therefor,  except  that  the  automatic  alarm  need  not 
be  installed ;  the  sprinkler  heads  may  be  spaced  25%  in 
excess  of  the  requirements;  that  all  fittings  and  hangers 
shall  be  of  malleable  iron;  that  all  horizontal  lines  may 
be  close  to  the  ceiling  with  proper  pitch  and  ljd  inch  drain 
and  with  heads  pendant;  that  there  shall  be  a  single  hose 
inlet  of  approved  typo  on  the  exterior  of  the  building  at 
least  10  inches  above  the  sidewalk;  that  the  cap  of  this 
hose  inlet  and  sign  stating  area  covered,  shall  be  painted 
aluminum;  that  in  addition,  there  shall  be  wet  sprinkler 
heads  attached  to  the  existing  domestic  water  supply  line 
of  the  building  installed  in  the  kitchen,  unpacking  space 
and  waste  paper  room. 

258-39- A. 

APPLICANT — Van  Wart  and  Ackerman,  for  Jacob  Rup- 
pert  Brewery,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 1651-1653  Third  avenue,  east 
side,  75  ft.  614  in.  north  of  East  92nd  street  (Block 
No.  1538,  Lot  No.  4),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Frank  G.  Ackerman. 

For  Administration :  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  4 


Negative  .  0 

Absent  .  q 


THE  RESOLUTION— 

(258-39- A) 

Whereas,  Van  Wart  and  Ackerman,  for  Jacob  Ruppert 
Brewery,  owner,  filed  on  March  1,  1939,  an  appeal  from 
°f  the  fire  commissioner,  affecting  premises  1651- 
IW3  third  avenue,  east  side,  75  ft.  6 y2  in.  north  of  East 
92nd  street  (Block  No.  1538,  Lot  No.  4),  Borough  of 
Manhattan;  and 

\\  hereas,  the  order  of  the  fire  commissioner,  No  4212- 
Lb>  dated  February  14,  1939,  reads: 

‘Install  an  approved  standpipe  system  arranged  and 
equipped  as  per  Art.  17,  Ch.  26,  Administrative  Code. 
Blans  must  be  filed  with  and  approved  by  the  Depart¬ 


ment  of  Housing  and  Buildings  before  work  is  com¬ 
menced.” 

and 

Whereas,  the  building  is  six  stories  (102  ft.)  in  height; 
50  ft.  4  in.  by  100  ft.  in  area;  of  fireproof  construction 
(except  floor  of  6th  story,  which  is  wood  plank  on  steel 
beams);  located  in  business  use,  “B”  area  district;  erected 
in  1892  and  occupied:  Cellar— ice  storage;  1st  story— ice 
storage  and  office,  5  persons ;  2nd,  3rd  and  4th  stories,  ice 
making,  total  of  10  persons ;  5th  story — machine  shop — 2 
persons ;  6th  floor — ice  can  storage ;  and 

Whereas,  it  is  proposed  to  install  in  lieu  of  the  standpipe 
system  required  by  Article  16,  a  4-inch  dry-pipe  line, 
equipped  with  a  fire  department  siamese  connection  and 
approved  100  ft.  2 y2  inch  unlined  linen  hose  on  each  floor, 
the  top  of  riser  to  be  capped  in  penthouse  story,  and  to 
install  such  chemical  extinguishers  as  may  be  required  by 
the  fire  commissioner ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  as  a  special  use  structure  in  1892  for  the  manufac¬ 
ture  and  storage  of  ice  and  is  unheated;  th  building  has 
outlived  its  economic  usefulness  and  will  be  demolished 
within  five  years;  that  no  refrigerating  compressors  are 
housed  within  the  building  and  that  there  is  no  boiler  room 
or  combustible  material  of  any  kind  stored. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
4212-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  standpipe 
system  shall  comply  with  all  requirements  therefor,  except 
that  it  may  be  a  dry  system  and  that  the  roof  tank  and 
equipment  appurtenant  thereto,  may  be  omitted. 


265-39-A. 

APPLICANT — Harry  Greenberg,  for  Reynolds  Metals 
Co.,  for  Henry  Friedland,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED' — 35-46  74th  street,  west  side,  100 
ft.  north  of  37th  avenue  (Block  No.  1273,  Lot  No. 
11),  Jackson  Heights,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Harry  Greenberg. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION— 

(265-39-A) 


Whereas,  Harry  Greenberg,  for  Reynolds  Metals  Co., 
for  Henry  Friedland,  owner,  filed  March  2,  1939,  an  appeal 
from  a  decision  of  the  borough  superintendent  of  build¬ 
ings,  affecting  premises  35-46  74th  street,  west  side,  100  ft. 
north  of  37th  avenue  (Block  No.  1273,  Lot  No.  11),  Jack- 
son  Heights,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  N.B.  Applic.  No.  10372-38,  dated  March  1,  1939,  reads : 

“The  use  of  Reynolds  Flame  Ecod  Lath  on  all  six 
floors  at  one  time  prior  to  the  scratch  coat  is  contrary 
to  Section  8.4.10.2.” 

and 

Whereas,  the  proposed  building  is  to  be  six  stories  (62 
ft.  10  in.)  in  height,  268  ft.  by  84  ft.  4  in.  in  area,  of  non- 
fireproof  construction,  located  in  a  residence  use,  “B”  area 
district,  and  occupied  throughout  as  a  Class  A  multiple 
dwelling;  and 

Whereas,  the  applicant  contends  that  the  board  approved 
Reynolds  Ecod  Lath  as  a  substitute  for  wood  lath,  but 
that  as  the  paper  backing  is  flame  proofed  it  should  be 
accepted  on  the  same  basis  as  metal  laths,  which  can  be 
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applied,  continuously  on  a  six  story  non-fireproof  building, 
without  interruption,  or  the  necessity  of  applying  plaster 
prior  to  the  completion  of  the  application  of  the  lath. 

Resolved,  that  the  decision  of  the  borough  superintend¬ 
ent,  acting  on  N.B.  Application  No.  10372-38,  be  and  it 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  such  lath  shall  comply  with  the 
requirements  of  the  Board  of  Standards  and  Appeals  under 
Cal.  No.  714-38-SM  and  that  in  all  other  respects,  the 
installation  of  the  lath  shall  meet  the  requirements  of  the 
building  code,  as  to  standard  metal  lath. 


APPLICANT— Manoug  Exerjian,  for  Sarkisian  Realty 
Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 37-11  Queens  boulevard  and 
43-34  to  43-48  38th  (Van  Pelt)  street,  northwest 
corner  (Block  No.  220,  Lot  No.  9),  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Albert  Jannello. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(266-39- A) 

Whereas,  Manoug  Exerjian,  for  Sarkisian  Realty  Cor¬ 
poration,  owner,  filed  March  2,  1939,  a  decision  of  the 
borough  superintendent  of  buildings,  affecting  premises 
37-11  Queens  boulevard  and  43-44  to  43-48  38th  (Van  Pelt) 
street,  northwest  corner  (Block  No.  220,  Lot  No.  9),  Long 
Island  City,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  194-39,  dated  February  24,  1939,  reads : 

“1.  Building  is  a  Class  3  structure  and  is  proposed 
to  be  changed  into  a  public  building,  classification  3. 
The  area  of  building  is  17,500  sq.  ft.  and  must  be 
subdivided  by  suitable  fire  walls  into  5000  sq.  ft.  areas.” 

and 

Whereas,  the  building  is  one  story  (16  ft.  6  in.)  in 
height,  100  ft.  by  175  ft.  in  area,  of  Class  3  construction, 
located  in  an  unrestricted  use,  “B”  area  district  erected  in 
1928  and  occupied:  Cellar— boiler  room;  1st  floor— garage, 
factory  and  warehouse — 6  persons ;  the  building  is  pro¬ 
posed  to  be  occupied:  1st  floor— roller  skating  rink— 250 
persons.  Certificate  of  occupancy  No.  39849  was  issued  on 
February  10,  1929  and  superseded  by  certificate  of  occu¬ 
pancy  No.  Q1312,  issued  March  3,  1939,  for  factory,  garage 
and  warehouse ;  and 

Whereas,  appellant  contends  it  is  proposed  to  remove 
two  steel  columns  at  center  of  building  to  provide  a  more 
practical  skating  oval,  to  re-arrange  ladies  and  gents  rooms 
and  to  provide  coat  room,  stock  room  and  ticket  office; 
a  new  hardwood  floor  will  be  laid  over  the  present  con¬ 
crete;  that  the  building  does  not  yield  a  fair  return;  that 
the  proposed  use  is  the  only  profitable  one  that  can  be 
found;  that  the  building  will  be  made  safe  for  public 
occupancy;  that  adequate  egress  will  be  provided;  that  a 
sprinkler  system  has  been  installed ;  that  the  boiler  -ropm 
is  separated  from  the  balance  of  the  building  with  fireproof 
construction  and  is  enterable  only  from  the  street. 

Resolved,  that  the  decision  of  the  borough  superintend¬ 
ent  on  Alt.  Application  No.  194-39,  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted, 
permitting  the  building,  as  proposed,  to  be  used  as  a  roller 
skating  rink,  on  condition  that  any  opening  to  the  adjoin¬ 


ing  building  shall  be  blocked  up;  that  the  building  shall 
not  be  increased  in  height  or  area ;  that  no  other  excava¬ 
tion  in  the  cellar  shall  be  constructed  than  the  existing 
space  for  the  boiler  room,  separated  from  the  1st  floor 
by  fireproof  construction  and  enterable  only  from  the  ex¬ 
terior  of  the  building;  that  in  all  other  respects  the  con¬ 
struction  and  occupancy  shall  comply  with  all  requirements 
of  all  laws,  rules  and  regulations  therefor;  that  a  new 
certificate  of  occupancy  for  the  proposed  use  shall  be  issued 
upon  completion  of  the  work  and  the  fire  department  noti¬ 
fied  that  the  building  is  no  longer  classified  as  a  garage. 


267-39- A. 

APPLICANT— Edward  Kiernan,  for  Brett  and  Wyckoff, 
agents  for  Bessie  R.  Chisolm  and  Cornelia  H. 
Rhodes,  owners. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 544  Sixth  avenue,  east  side,  50 
ft.  south  of  West  15th  street  (Block  No.  816, 
Lot  No.  79),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Edward  Kiernan. 

For  Administration:  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(267-39-A) 

Whereas,  Edward  Kiernan,  for  Brett  and  Wyckoff, 

agents  for  Bessie  R.  Chisolm  and  Cornelia  H.  Rhodes 

owners,  filed  March  2,  1939,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises  544 
Sixth  avenue,  east  side,  50  ft.  south  of  West  15th  street 
(Block  No.  816,  Lot  No.  79),  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  3578- 
LF,  dated  December  15,  1938,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler 

system  in  cellar  having  at  least  one  source  of  water 
supply  arranged  and  equipped  as  per  Article  16,  Chap¬ 
ter  26,  Administrative  Code.  C19-161.0.” 
and  #  , 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  February  14,  1939;  and 
Whereas,  the  building  is  5  stories  (58  ft.)  in  height,  22 
ft.  by  60  ft.  in  area,  of  non-fireproof  construction,  located 
in  an  unrestricted  use  district,  erected  in  1885,  and  occu¬ 
pied :  Cellar — vacant;  1st  floor — shoe  store — 2  persons; 
2nd,  3rd,  4th  and  5th  floors — vacant ;  and 
Whereas,  the  applicant  contends  that  the  cellar  is  un¬ 
occupied  and  that  there  are  only  two  persons  in  the  entire 
building;  that  the  cellar  is  unheated  and  it  would  be  an 
undue  hardship  at  this  time  to  install  the  expensive  stand¬ 
ard  sprinkler  system,  and  permission  is  sought  to  install  a 
non-automatic  dry  pipe  sprinkler  system. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
3578-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall 
be  installed  throughout  the  cellar  a  non-automatic  dry 
sprinkler  system,  complying  with  the  requirements  of  the 
building  code  therefor,  except  that  the  automatic  alarm 
need  not  be  installed;  that  the  sprinkler  heads  may  be 
spaced  25%  in  excess  of  the  requirements ;  that  all  fittings 
and  hangers  shall  be  of  malleable  iron;  that  all  horizontal 
lines  may  be  close  to  the  ceiling  with  proper  pitch  and  1  Vi 
in.  drain  and  with  heads  pendant;  that  there  shall  be  a 
single  hose  inlet  of  approved  type  on  the  exterior  of  the 
building  at  least  10  in.  above  sidewalk;  that  the  cap  of 
this  hose  inlet  and  sign  stating  area  covered,  shall  be 
painted  aluminum. 
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270-39-A. 

APPLICANT— Cornelius  Callaghan,  for  Lexington  Ave¬ 
nue  and  40th  Street,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 96-50  Queens  boulevard,  south 
side,  150  ft.  east  of  63rd  drive  (Block  No.  3082, 
Lot  No.  61),  Forest  Hills,  Borough  of  Queens. 
\PPEARANCES — 

For  Applicant:  Cornelius  Callaghan. 

For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . [  ’  q 

Absent  . *  ’  q 

'HE  RESOLUTION— 

(270-39-A) 

Whereas,  Cornelius  Callaghan,  for  Lexington  Avenue 
nd  40th  Street,  Inc.,  owner,  filed  March  3,  1939,  an  appeal 
rom  a  decision  of  the  borough  superintendent  of  buildings 
ffecting  premises  96-50  Queens  boulevard,  south  side  150 
t  east  of  63rd  drive  (Block  No.  3082,  Lot  No.  61),  Forest 
fills,  Borough  of  Queens;  and 
\\  hereas,  the  decision  of  the  borough  superintendent 
n  N.B.  Applic.  No.  1363-39,  dated  March  2,  1939,  reads: 
F  The  erection  of  a  frame  business  building  in 
the  fire  limits  is  contrary  to  Section  4.2.1  of  the  Build¬ 
ing  Code.” 
nd 

Whereas,  the  premises  consist  of  a  plot  of  ground  415.44 
t.  front  by  100  ft.  in  depth,  upon  which  it  is  proposed  to 
rect  a  one  story  frame  road  stand  (restaurant),  10  ft. 

.1  height,  150  ft.  by  15  ft.  in  area,  having  a  false  second 
.°ry  of  sheet  metal  construction  on  frame  supports  and  a 
latform  to  be  occupied  as  a  stage  for  radio  broadcasting; 
ie  building  will  be  set  towards  the  rear  of  the  lot,  cen- 
ally  located  and  at  the  southwesterly  corner  of  the  lot 
iere  will  be  constructed  a  one  story  frame  building,  to 
jf  occupied  as  a  rest  room  and  toilets,  as  shown  on  plans 
led  with  this  appeal,  marked  “received  March  3  1939  •” 
nd  ’  ’ 

Whereas,  the  applicant  contends  that  the  building  is 
pen  on  more  than  one  side,  is  less  than  15  ft.  in  height 
nd  covers  less  than  2500  sq.  ft.  and  is  set  back  at  least 
t.  f  rom  the  lot  line ;  that  the  roof  will  be  of  ruberoid ; 
iat  the  decoration  of  the  roof  is  for  exhibition  purposes 
i  connection  with  the  World’s  Fair  and  that  the  entire 
roject  is  of  a  temporary  nature. 

Resolved,  that  the  decision  of  the  borough  superintend- 
it,  acting  on  N.B.  Application  No.  1363-39,  be  and  it 
ereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
'■outed  on  condition  that  the  building  shall  comply  sub- 
antially  with  the  requirements  of  the  building  code  for 
lass  4  frame  structures,  Sections  4.2.1  and  3.2.4,  and  pro- 
ded  that  the  building  shall  be  for  a  temporary  period 
J’y-  coincident  with  the  duration  of  the  World’s  Fair 


#93-38- A. 

PPLICANT— John  F.  LeBeau,  for  Harlem  Investor 
fnc.,  lessee. 

JECT  Application  for  consideration — reopening  an 
restoration  to  calendar,  having  been  previousl 
vvithdrawn — re  Appeal  from  an  order  and  a  deci 
°f  fhe  fire  commissioner. 

EMESES  AFFECTED— !50  East  14th  street  and  12C 
ccn  ihirdx  avenue,  southwest  corner  (Block  Nc 
Manhattj  ^°S‘  ^  t0  *nc^us*ve)’  Borough  o 
PPEARANCES— 
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For  Applicant:  John  F.  LeBeau. 

For  Administration:  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  reopened  and  granted  on 
condition. 

THE  VOTE  TO  REOPEN  AND  GRANT  ON  CONDI¬ 
TION — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(1093-38-A) 

V  hereas,  John  F.  LeBeau,  for  Harlem  Investors,  Inc., 
lessee,  filed  on  November  30,  1938,  an  appeal  from  an 
order  of  the  fire  commissioner,  affecting  premises  150  East 
14th  street  and  120-124  Third  avenue,  southwest  corner 
(Block  No.  559,  Lot  Nos.  30  to  32),  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  Order  No.  2868-LF,  issued  by  the  fire  com¬ 
missioner  November  1,  1938,  reads: 

1.  Install  an  approved  wet  automatic  sprinkler 
system  in  cellar,  having  at  least  one  source  of  water 
supply  arranged  and  equipped  as  per  Art.  16,  Ch.  26, 
Administrative  Code.” 

and 

Whereas,  this  appeal  was  withdrawn  December  6,  1938 
and  applicant  requested  a  reopening  of  the  case,  and  the 
case  was  reopened  by  vote  of  the  board;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

In  reply  to  your  letter  in  reference  to  the  above 
premises  you  are  advised  that  order  No.  2868-LF  has 
been  rescinded  and  the  following  order  No.  3944-LF 
issued,  on  January  23,  1939: 

1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  having  at  least  one  source  of  water  supply, 
arranged  and  equipped  as  per  Art.  16,  Chap.  26,  Ad¬ 
ministrative  Code,  in  cellars  of  122-124  Third  avenue 
and  150  East  14th  street  and  in  rear  portion  of  cellar 
of  120  Third  avenue.  09-161.0,  Administrative  Code.” 

and 

Whereas,  the  building  is  3  stories  and  cellar  (38  ft.)  in 
height  20  ft.  by  75  ft.  in  area,  of  frame  construction; 
located  in  a  business  use  district  and  occupied:  Cellar- 
storage,  no  persons;  1st  floor— stores  and  restaurant,  25 
persons ;  2nd  floor — dance  hall,  75  persons ;  3rd  floor — 
dancing  school,  20  persons;  and 

Whereas,  the  applicant  contends  that  the  building  is  of 
frame  and  stucco  construction  with  a  fireproof  stairs  to 
cellar,  half  of  the  cellar  (14th  street  side)  is  occupied  for 
storage  of  wines,  liquor  and  beer,  in  connection  with  the 
restaurant  occupancy  on  the  1st  floor,  the  other  half  for 
storage  of  shoes,  in  connection  with  the  shoe  store  occu¬ 
pancy  on  the  1st  floor;  that  these  two  portions  of  the 
cellar  are  divided  by  stud  and  plaster  partitions;  that  the 
cellar  ceilings  are  partly  covered  with  metal  on  the  joists, 
and  wood  sheathing  in  joists;  that  the  installation  of  an 
automatic  sprinkler  system  would  be  a  hardship  at  the 
present  time ;  that  demolition  of  the  building  is  contem¬ 
plated  in  1941  or  1942,  when  the  leases  expire. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
3944-LF,  be  and  it  hereby  is  modified,  and  that  the  appeai 
be  and  it  hereby  is  granted  on  condition  that  an  approved, 
non-automatic  dry  sprinkler  system,  complying  with  the 
requirements  of  the  building  code  therefor  shall  be  in¬ 
stalled,  except  that  the  automatic  alarm  need  not  be  in¬ 
stalled  ;  that  the  sprinkler  heads  may  be  spaced  25%  in 
excess  of  the  requirements;  that  all  horizontal  lines  may 
be  close  to  the  ceiling  with  proper  pitch  and  1%  in.  drain 
and  with  heads  pendant;  that  there  shall  be  a  single  hose 
inlet,  approved  type,  from  exterior  of  building  on  one 
street  front,  set  at  least  15  inches  above  sidewalk;  that  the 
cap  of  this  hose  inlet  and  sign  stating  area  covered  shall 
be  painted  aluminum  or  chromium-plated;  that  all  parts 
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of  the  cellar  shall  be  covered  by  this  system,  except  the 
front  portion  of  cellar  at  120  Third  avenue,  occupied  for 
beer  storage,  and  the  portion  of  the  cellar  under  store 
known  as  124  Third  avenue,  occupied  for  bottled  liquor 
storage. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  approve  the  appliance  known  as  the  Sharpe  Spray 
Guns,  Models  B-21,  C-21,  RA-21,  RC-21,  GA-37,  GC-37, 
Bear-Cat,  K,  KF,  KO,  L,  M-2,  M-4,  FA-36  and  FC-36 
for  use  in  New  York  City  when  manufactured,  operated  and 
labelled  in  accordance  with  the  above  report. 


APPLIANCES  SUBMITTED  FOR  APPROVAL 


604-38-SA. 

APPLICANT— General  Air  Brush  Mfg.  Co.  for  Sharpe 

SUBJECT— Sharpe  Spray  Guns,  Models  B-21,  C-21,  RA-21, 
RC-21,  GA-37,  GC-37,  Bear-Cat,  K,  KF  KO,  L, 
M-2.  M-4.  FA-36  and  FC-36— approval  of. 

APPEARANCES—  ,  TT  _ 

For  Applicant :  Isaac  Chasan  and  Harry  Starr. 
ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  the  engineer  of  the  board. 


THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  J 

Negative  .  n 

Absent  . 


THE  RESOLUTION— 

(604-38-SA) 

Whereas,  the  General  Air  Brush  Mfg.  Co.,  tor  Sharpe 
Mfg  Co.,  owner,  filed  July  12,  1938,  an  application  with 
theBoard  of  Standards  and  Appeals  for  approval  of  the 
appliance  known  as  the  Sharpe  Spray  Guns,  Models  B-21, 
C-21,  RA-21,  RC-21,  CA-37,  GC-37,  Bear-Cat,  IC,  KF,  KO, 
L  M-2,  M-4  FA-36  and  FC-36 ;  and  .  . 

Whereas,  this  appliance  was  submitted  to  the  engineer  ot 
the  board  for  test  and  report ;  and . 

Whereas,  the  report  of  the  engineer  of  the  board  reads 

as  follows : 

REPORT  OF  ENGINEER 


1200-38-SA. 

APPLICANT— Penberthy  Injector  Company,  owner. 

SUBJECT— Penberthy  Vacuum  Breaker— approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  the  engineer  of  the  board. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  J 

Negative  .  ® 

Absent  . 


Re:  Cal.  604-38-SA. 

March  6,  lydP 

Approval  of  Sharpe  Spray  Guns, 

Models  B-21,  C-21,  RA-21,  RC-21,  GA-3'/,  CC-3/, 

Bear-Cat,  K,  KF,  KO,  L,  M-2,  M-4,  FA-36  and 

FC-36.  ,  „  , 

The  General  Air  Brush  Mfg.  Company,  for  the 
Sharpe  Manufacturing  Co.,  owner,  filed  July  12,  1925, 
an  application  with  the  Board  of  Standards  and  Appeals 
known  as  Sharpe  Spray  Guns,  Models  B-21,  C-21,  RA- 
21,  RC-21,  GA-37,  GC-37,  Bear-Cat,  K,  KF,  KO, 
L,  M-2,  M-4,  FA-36  and  FC-36. 

These  spray  guns  are  used  with  the  Sharpe  Air 
Compressor  J4  H.P.  motor  maximum  pressure  60  lbs. 
—safety  set  at  57  lbs.— or  with  any  other  approved  com¬ 
pressor  and  tank. 

The  guns  are  suitable  for  use  as  syphon  feed  £Tn 
with  the  quart  cup  furnished  or  as  a  pressure  feed  gun 
with  a  pressure  tank  and  are  constructed  as  described 
in  the  drawings  filed  with  the  application.  The  guns 
have  finger  control.  The  pressure  types  have  safety 
blow  off. 

Models  K  and  KL  have  glass  containers. 

Models  FC-36  is  a  pressure  type  with  relief  valve. 

Model  FA-36  is  a  blow  type  with  air  blowing  out. 

Model  Bear-Cat  has  two  nozzles  for  pressure  and 


suction.  ,  . 

Models  GC  and  GA  are  for  use  of  artists. 

Model  C-21,  RH  and  RC  are  suction  type. 

It  is  recommended  that  the  Sharpe  Spray  Guns, 
Models  B-21,  C-21,  RA-21,  FC^  GA'37’,  GC-37 
Bear-Cat,  K,  KF,  KO,  L,  M-2,  M-4,  FA-36  and  FC-36, 
be  approved  for  use  with  the  Sharpe  Air  Compressor 
as  described  in  this  report  or  with. other  approved  pres¬ 
sure  tanks  or  appliances,  on  condition  that  the  appliance 
be  labelled,  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City,  under  Cal.  pf  604- 
38-SA.” 


0 


THE  RESOLUTION— 

(1200-38-SA) 

Whereas,  the  Penberthy  Injector  Company,  owner,  filed 
December  27,  1938,  an  application  with  the  Board  of  Stan¬ 
dards  and  Appeals-  for  approval  of  the  appliance  known 
as  the  Penberthy  Vacuum  Breaker;  and 

Whereas,  this  appliance  was  submitted  to  the  engineer 
of  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  engineer  of  the  board  reads 

as  follows : 

REPORT  OF  ENGINEER 
Cal.  1200-38-SA. 

Approval  of  Penberthy  Vacuum  Breaker. 

March  6,  1939 

The  Penberthy  Injector  Company,,  owner,  filed  De¬ 
cember  27,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Penberthy  Vacuum  Breaker. 

Penberthy  Vacuum  Breaker  is  a  riser  designed  for 
installations  in  water  systems  where  exist  possibilities 
of  contaminated  water  being  siphoned  into  fresh  water 
lines  when  a  partial  vacuum,  or  an  excessive  pressure 
drop  occurs  in  the  water  main. 

Atmospheric  pressure  acting  over .  the  diaphragm 
raises  the  valve  seat,  admitting  air  into  the  system. 
An  auxiliary  built-in  check  valve  throttles,  the  vacuum 
effect  down  to  a  degree  where  the  air  intake  valve 
can  easily  prevent  any  suction  lifting  of  foreign  water 

up  into  the  system.  .  „  ,  .  , 

The  vacuum  breaker  should  be  installed  in  the  service 
pipe  line  vertical  run,  and  as  near  ceiling  as  possible  or 
at  least  3  feet  above  the  faucet  or  valve  where  siphon¬ 
ing  may  take  place. 

On  installations  where  the.  basement  may  become 
flooded,  vacuum  breaker  location  should  be  above  the 

ground  level.  .  .  , 

A  combined  union  and  strainer  provided  at  inlet  end, 
permits  easy  installation  and  protects  valve  seat  against 
injury  from  scale,  chips,  etc. 

CHECK  VALVE :  Built-in,  especially  adapted  to  pre¬ 
vent  sticking  and  allow  ample  water  flow. 

DIAPHRAGM :  Laminated  phosphor  bronze  ot  extrc 
large  effective  area,  automatically  relieved  of  ovei 
stresses. 

SEAT:  Metallic. 

Shield  over  air  inlet  ports  excludes  dirt 
A  test  of  the  appliance  was  made  at  30  Vandewatei 

Street  • 

A  3/  inch  Penberthy  Vacuum  Breaker,  was  subjects 
to  a  vacuum  test  the  equivalent  of  26/4  inches  of.  me 
cury  and  did  not  draw  any  simulated  contaminate 
water  from  a  pail  into  the  distribution  piping. 
unit,  which  is  for  general  usage,  was  therefore  sud 
jected  to  a  low  pressure  test  and  successfully  functione 
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under  5  pounds  per  square  inch  static  pressure  without 
showing  any  leakage  or  waste. 

This  unit  is  actuated  by  a  combination  diaphragm 
and  checking  arrangement,  the  check  being  open  under 
positive  pressure  conditions  and  closing  under  vacuum 
conditions  in  the  supply  pipe.  The  energy  exerted  b 
the  vacuum  on  the  diaphragm  raises  this  member  to 
which  is  attached  a  circular  disc  closing  the  air  ports. 
The  area  of  these  air  ports  approximates  the  area  of 
the  pipe  it  is  designed  to  relieve  of  vacuum.  The  unit 
is  equipped  with  a  drain  port  to  discharge  water  con¬ 
tained  in  the  unit  when  the  diaphragm  opens  the  air 
port.  The  unit  is  designed  specifically  to  prevent  si- 
phonage  of  water  siphons  or  similar  apparatus  and  can 
be  used  for  general  vacuum  relief  on  any  submerged 
inlet. 

The  above  tests  indicate  that  the  Penberthy  Vacuum 
Breaker  in  sizes  of  inch  and  inch  warrants  ap¬ 
proval  for  general  use  under  the  requirements  of  Section 
C26-1277.0  Administrative  Code  (14.8.2.8  Building 
Code.) 

It  is  recommended  that  the  appliance  known  as  the 
Penberthy  Vacuum  Breaker,  be  approved  for  use  in 
New  York  City,  on  condition  that  the  appliance  be  la¬ 
belled,  “Approved  by  the  Board  of  Standards  and  Ap¬ 
peals  under  Cal  No.  1200-38-SA.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Penberthy 
Vacuum  Breaker,  for  use  in  New  York  City  when  manu¬ 
factured,  installed  and  labelled  in  accordance  with  the 
above  report. 


1206-38-SA. 

APPLICANT — Marshall  Brass  Co.,  owner. 

SUBJECT — Marshall  Brass  Co.,  “Lo-Lo”  Range  Connec¬ 
tor — approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  the  engineer  of  the  board. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


:the  resolution— 

(1206-38-SA) 

Whereas,  C.  O.  Kusel,  for  Marshall  Brass  Co.,  owner, 
filed  December  27,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
is  the  Marshall  Brass  Co.,  “Lo-Lo”  Range  Connector ;  and 

Whereas,  this  appliance  was  submitted  to  the  engineer 
if  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  engineer  of  the  board  reads 
is  follows : 

REPORT  OF  ENGINEER 
Re:  Cal.  1206-38-SA. 

Approval  of  Marshall  Brass  Co.  “Lo-Lo”  Range  Con¬ 
nector. 

March  6,  1939 

C.  O.  Kusel,  for  the  Marshall  Brass  Company,  owner, 
filed  December  27,  1938,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Marshall  Brass  Co.  “Lo-Lo”  Range  Con¬ 
nector. 

The  “Lo-Lo”  Connector  consists  of  one  threaded  brass 
elbow,  with  a  beveled  end  which  is  attached  to  a  length 
of  metal  tubing  with  flared  (upset)  ends,  so  designed  as 
to  fit  tightly  over  the  beveled  end  of  the  elbow  with  a  grip 
of  approximately  *4  in.  and  locked  in  place  with  an 
S.A.E.  flare  type  hexagon  compression  nut.  On  the 
other  end,  the  fitting  consists  of  a  threaded  female  con¬ 
nector  or  male  connector,  optional,  which  has  a  beveled 


end  which  is  attached  to  a  length  of  metal  tubing  with 
flared  (upset)  ends,  so  designed  as  to  fit  tightly  over 
the  beveled  end  of  the  female  or  male  connector,  op¬ 
tional,  with  a  grip  of  approximately  %  in.  and  locked  in 
place  with  an  S.A.E.  flare  type  hexagon  compression 
nut. 

The  inside  diameter  of  the  tubing  and  fittings  is 
in.  so  as  to  give  a  free  flow  to  the  gas.  The  intent 
is  to  allow  play  in  the  piping  so  that  the  gas  range 
can  be  properly  adjusted  as  to  location  after  it  is  con¬ 
nected.  The  tubing  is  aluminum,  conforming  to  the 
specifications  A.S.T.M.  The  “Lo-Lo”  Connector  is 
made  in  accordance  with  the  specifications  as  listed  by 
the  American  Gas  Association  for  the  construction  of 
a  certified,  semi-rigid,  range  connector. 

This  appliance  was  tested  at  the  Laboratory  of  the 
Consolidated  Edison  Co.,  111th  Street  and  First  Avenue, 
under  air  pressure  of  45  lbs.  without  leakage  and  under 
tension  without  loosening  of  connections.  The  appliance 
has  been  approved  by  the  American  Gas  Association. 
On  the  basis  of  these  tests,  it  is  recommended  that  the 
Marshall  Brass  Co.  “Lo-Lo”  Range  Connector  be  ap¬ 
proved  for  use  in  New  York  City,  on  condition  that  the 
appliance  bear  a  label  permanently  affixed  reading,  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  Use 
in  New  York  City  under  Cal.  1206-38-SA.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Marshall  Brass 
Co.  “Lo-Lo”  Range  Connector,  for  use  in  New  York  City 
when  manufactured,  installed  and  labelled  in  accordance 
with  the  above  report. 


109-39-SA. 

APPLICANT — Scovill  Manufacturing  Company,  owner. 

SUBJECT — Scovill  “S”  Vacuum  Breaker  Ballcock — ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  the  engineer  of  the  board. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(109-39-SA) 

Whereas,  the  Scovill  Manufacturing  Company,  owner, 
filed  January  27,  1939,  an  apnlication  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Scovill  “S”  Vacuum  Breaker  Ballcock;  and 
Whereas,  this  appliance  was  submitted  to  the  engineer  of 
the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  engineer  of  the  board,  sup¬ 
plemented  by  that  of  the  representative  of  the  Department 
of  Water  Supply,  Gas  and  Electricity,  reads  as  follows : 

REPORT  OF  ENGINEER 
No.  109-39-SA.” 

Approval  of  Scoville  “S”  Vacuum  Breaker  Ballcock. 

March  6,  1939 

Scovill  Manufacturing  Company,  owner,  filed  Janu¬ 
ary  27,  1939,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  appliance  known 
as  Scovill  “S”  Vacuum  Breaker  Ballcock,  under  the 
provision  of  Section  C26-1277.0  Administrative  Code 
(14.8.2.8  B.  C.) 

This  appliance  was  tested  at  30  Vandewater  Street. 
The  Scovill  “S”  Vacuum  Breaker  Ballcock  was  in¬ 
stalled  in  a  flush  tank  and  was  subjected  to  a  vacuum 
the  equivalent  of  2 6J4  inches  of  mercury  and  no  simu¬ 
lated  contaminated  water  was  drawn  under  these  con¬ 
ditions  from  the  flush  tank  into  the  riser.  The  ballcock 
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is  equipped  with  vacuum  relief  through  a  port  on  the 
upper  side  of  the  vent,  which  port  under  pressure  con¬ 
ditions  is  closed  with  a  cone  shaped  disc,  such  disc 
dropping  by  gravity  under  the  negative  pressure  con¬ 
ditions.  The  area  of  the  air  port  approximates  the 
area  of  the  pipe  and  is  so  designed  as  to  relieve  the 
vacuum.  The  refill  pipe  affords  supplementary  at¬ 
mosphere  relief  under  negative  pressure  conditions  in 
the  supply  pipe. 

It  is  recommended  that  the  Scovill  “S”  Vacuum 
Breaker  Ballcock  be  approved  for  use  in  New  York 
City,  on  condition  that  the  appliance  be  stamped  with 
a  label  reading,  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Cal. 
No.  109-39-SA.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Scovill  “S” 
Vacuum  Breaker  Ballcock,  for  use  in  New  York  City  when 
manufactured,  installed  and  labelled  in  accordance  with  the 
above  report. 


139-39-SA. 

APPLICANT— John  G.  Kelly,  Inc.,  for  Watts  Regulator 
Company,  owner. 

SUBJECT— Watts  Vacuum  Breaker  No.  68  and  Watts 
Relief  Valve  No.  32 — approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  disapproved  in  accor¬ 
dance  with  report  of  the  engineer  of  the  board. 

THE  VOTE  TO  APPROVE— 

Affirmative  . •  •  •_ .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Absent  .  0 


THE  RESOLUTION— 

(139-39-SA) 

Whereas,  John  G.  Kelly,  Inc.,  for  Watts  Regulator  Com¬ 
pany,  owner,  filed  February  7,  1939,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  ap¬ 
pliances  known  as  the  Watts  Vacuum  Breaker  No.  68  and 
the  Watts  Relief  Valve  No.  32;  and 

Whereas,  these  appliances  were  submitted  to  the  En¬ 
gineer  of  board  for  test  and  report;  and 

Whereas,  the  report  of  the  engineer  of  board,  supple¬ 
mented  by  that  of  the  representative  of  the  Department  of 
Water  Supply,  Gas'  and  Electricity,  reads  as  follows : 

REPORT  OF  ENGINEER 
Re:  Cal.  No.  139-39-SA. 

March  6,  1939 

Approval  of  Watts  Vacuum  Breaker  No.  68  and  Watts 
Vacuum  Relief  Valve  No.  32. 

John  G.  Kelly,  Inc.,  agent  for  Watts  Regulator  Com¬ 
pany,  owner,  filed  February  7,  1939,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
Appliance  known  as  Watts  Vacuum  Breaker  No.  68 
and  Watts  Relief  Valve  No.  32,  under  the  provisions  of 
Section  C26-1277.0  of  the  Administrative  Code  (14.8.2.8 
BC). 

WATTS  NO.  32. 

This  is  a  brass-bodied  vacuum  relief  valve,  having  a 
J4  in  male  I.P.S.  connection.  This  connection  is  on  the 
body  of  the  valve  and  for  the  purpose  of  installing  it 
in  any  standard  fitting,  such  as  an  elbow  or  tee.  The 
inner  valve  is  hexagon  shape,  and  carried  a  fiber  disc, 
which  closes  against  the  seat  in  the  body. 

The  valve  is  normally  held  to  its  seat  by  a  very 
light  phosphor  bronze  spring,  and  is  designed  to  open 
when  a  vacuum  is  created  equivalent  to,  from  approxi¬ 
mately  3 J4  in.  to  7  in.  in  the  system,  letting  air  into  the 
system  to  break  excess  vacuum. 

WATTS  N.  68.  .  ,  t  J 

Watts  No.  68  vacuum  breaker  is  made  up  of  a  body  or 


housing  having  in.  I.P.S.  male  thread  at  one  end 
and  a  in.  female  I.P.S.  thread  at  the  other.  Ex¬ 
tending  beyond  the  male  end  of  the  valve  is  a  sleeve 
which  acts  as  a  guide  and  also  acts  to  prevent  the  ac¬ 
cumulation  of  sediment  in  the  valve  body  This  sleeve 
extends  up  about  to  the  center  of  the  tee,  when  installed 
in  such  a  fitting,  and  any  dirt  which  enters  will  not 
tend  to  lodge  in  the  valve. 

The  valve  body  is  brass.  The  inner  valve  is  made  of 
hexagon-shaped  nickel  silver  with  a  cone  and  which 
fits  inside  the  valve  orifice.  The  hexagon  shape  is  for 
the  purpose  of  guiding  the  valve  properly  to  its  seat. 
This  is  a  loose-fitting  guide  designed  to  prevent  sticking. 

These  valves  were  tested  at  30  Vandewater  Street, 
New  York  City. 

The  Watts  Vacuum  Breaker  No.  68,  upon  being  sub¬ 
jected  to  a  vacuum  the  equivalent  of  26)4  in.  of  mercury, 
permitted  simulated  contaminated  water  to  be  drawn 
from  a  pail  with  a  submerged  inlet  and  the  suction  of 
this  water  did  not  cease  until  the  vacuum  gauge  regis¬ 
tered  less  than  1  in.  of  mercury.  The  unit  subjected 
was  in.  size  and  is  actuated  by  means  of  a  needle 
valve  closing  an  air  port,  the  diameter  of  which  ap¬ 
proximates  in* 

The  above  tests  clearly  indicate  that  the  Watts 
Vacuum  Breaker  No.  68  does  not  warrant  approval 
for  use  under  the  provisions  of  Section  14.8.2.8  of  the 
Building  Code. 

The  Watts  Vacuum  Relief  Valve  No.  32,  scheduled 
for  test  under  the  same  Board  of  Standards  and  Ap¬ 
peals  Cal.  No.  139-39-SA,  was  withdrawn  from  the 
test  by  Mr.  W.  F.  Muller  and  Mr.  W.  I.  Aube,  rep¬ 
resenting  the  Watts  Regulator  Company,  when  they 
witnessed  the  test  to  which  the  other  vacuum  breaker 
was  subjected,  with  the  statement  that  the  Watts 
Vacuum  Relief  Valve  No  32  was  designed  to  only 
function  under  vacuum  in  excess  of  the  equivalent  of 
7  in.  of  mercury. 

Upon  official  disapproval  of  these  units  for  use  under 
the  requirements  of  Section  C26-1277.0  of  the  Admin¬ 
istrative  Code  (14.8.2.8  B.C.),  it  U  suggested  that,  the 
Department  of  Housing  and  Buildings  be  especially 
notified  to  that  effect,  in  that  information  received  by 
this  department  indicates  that  these  units  are  being 
widely  advertised  and  installed  as  complying  with  the 
requirements  of  the  Building  Code. 

It  is  recommended  that  these  valves  be  disapproved 
and  the  Department  of  Housing  and  Buildings  be  noti¬ 
fied  specifically  as  stated  above. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  disapprove  the  appliances  known  as  the  Watts 
Vacuum  Breaker  No.  68  and  the  Watts  Relief  Valve  No. 
32,  and  that  their  use  in  New  York  City  be  and  it  hereby 
is  prohibited. 


191-39-SA. 

APPLICANT— Louis  M.  Barish,  for  The  Yale  and  Towne 
Manufacturing  Company,  owner. 

SUBJECT— Yale  and  Towne  Tri-Rotor  Pump  for  Fuel 
Oil — approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  the  engineer  of  the  board. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,.  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  ^ 

Negative  . 

THE  RESOLUTION— 

(191-39-SA) 

Whereas,  Louis  M.  Barish,  for  the  Yale  and  Towme 

manufacturing  Company,  owner,  filed  February  17,  1939, 
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m  application  with  the  Board  of  Standards  and  Appeals 
f or  approval  of  the  appliance  known  as  the  Yale  and  Towne 
iTri-Rotor  Pump  for  Fuel  Oil ;  and 
Whereas,  this  appliance  was  submitted  to  the  engineer 
of  the  board  for  test  and  report;  and 
Whereas,  the  report  of  the  engineer  of  the  board  reads 
is  follows : 

REPORT  OF  ENGINEER 
Re.  Cal.  191-39-SA. 

March  6,  1939 

Approval  of  Yale  and  Towne  Tri-Rotor  Pump  for 

Fuel  oil. 

Louis  M.  Barish,  for  The  Yale  and  Towne  Mfg. 
Co.,  owner,  filed  February  17,  1939,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of 
the  appliance  known  as  the  Yale  and  Towne  Tri-Rotor 
Pump  for  Fuel  Oil. 

The  design  of  these  units  consists  of  a  housing,  rotor, 
piston  shuttle,  block  and  cover.  The  rotor  is  concen¬ 
tric  with  the  shaft  and  is  a  liquid-tight  fit  in  the  hous- 
>  ing.  The  rotor  has  a  square  slot  across  its  face  (see 
!  illustration),  which  forms  a  double-end  square  cylinder. 
A.  corresponding  double-end  square  piston  operates  in 
this  slot,  and  the  piston  which  is  in  the  form  of  a  chan- 
i  nel,  receives  the  shuttle  block.  The  shuttle  has  a  hole 
in  the  center,  forming  a  bearing  operating  on  an  offset 
pin,  mounted  in  the  cover.  When  the  rotor  revolves, 
the  offset  relation  of  the  pin  to  the  rotor  shaft  imparts 
a  reciprocating  motion  to  both  the  piston  and  the  shuttle 
block.  This  gives  the  pump  a  piston  displacement  ac¬ 
tion. 

Two  openings  through  the  side  of  the  rotor  act  as 
ports  for  the  liquid  pumped  by  the  shuttle  block.  These 
openings  are  at  right  angles  to  the  square  piston  slot 
in  the  rotor,  making  four  pumping  strokes  for  each 
revolution.  These  start  every  90  degrees,  and,  as  the 
strokes  overlap  and  as  the  area  of  the  shuttle  and 
piston  are  equal,  the  resulting  discharge  is  a  smooth 
flow  of  liquid. 

This  pump  capacity  ranges  from  3  gallons  minimum 
to  200  gallons  maximum  per  minute,  with  a  pressure 
from  40  lbs.  minimum  to  150  lbs.  maximum,  %  H.P.  to 
15  H.P.  and  all  grades  of  fuel  oil.  The  bearings  are  of 
bronze. 

The  pump  was  inspected  and  tested  in  operation  at 
No.  43  Leonard  Street,  New  York  City  and  found  to 
operate  satisfactorily. 

This  pump  has  been  approved  by  the  Fire  Depart¬ 
ment  for  use  with  gasoline  Certificate  No.  951  and  has 
been  approved  by  the  Underwriters  Laboratories. 

It  is  recommended  that  the  Yale  and  Towne  Tri- 
Rotor  Pump  be  approved  for  use  with  fuel  oil,  on 
condition  that  the  pump  be  installed  in  accordance  with 
the  Oil  Burner  Rules  of  the  Board  of  Standards  and 
Appeals,  and  have  a  label  permanently  affixed  thereto 
reading  “Approved  by  the  Board  of  Standards  and  Ap¬ 
peals  for  use  in  New  York  City  under  Cal.  No.  191- 
39-SA.” 

.Resolved,  that  the  Board  of  Standards  and  Appeals  does 
:reby  approve  the  appliance  known  as  the  Yale  and  Towne 
ro-Rotor  Pump  for  Fuel  Oil,  for  use  in  New  York  City 
hen  manufactured,  installed  and  labelled  in  accordance 
ith  the  above  report. 


MATERIALS  SUBMITTED  FOR  APPROVAL 
’-39- SM. 

rTrn"ICANT — Watsontown  Brick  Company,  owner. 
UBJECT — Watsontown  Persian  2  inch  Veneer  Brick — 
„  approval  of. 

PPEARANCES — 

For  Applicant :  None. 

CTION  OF  BOARD — Material  approved  in  accordance 
rTT,  with  report  of  the  committee  on  tests. 

HE  VOTE  TO  APPROVE— 


Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . '.'.’.’.'.'.Y.Y.'.'.W  0 

Absent  .  .  q 

THE  RESOLUTION— 

(57-39-SM) 

Whereas,  the  Watsontown  Brick  Company,  owner,  filed 
January  16,  1939,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
the  Watsontown  Persian  2  inch  Veneer  Brick ;  and 
Wi-iereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  of  the 
board  reads  as  follows : 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  57-39-SM. 

Watsontown  Persian  2  inch  Veneer  Brick. 

The  Watsontown  Brick  Company,  owner,  filed  Janu- 
ary  16,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as 
Watsontown  Persian  2  inch  Veneer  Brick  under  the 
provision  of  C26-191.0  Administrative  Code  (2.2.3 
B.C.)  and  C26-439.0  Administrative  Code  (8.4.6  Build¬ 
ing  Code). 

The  material  of  these  veneer  bricks  is  a  red  matt 
texture  shale  burned  clay  brick  of  dimensions  face 
2 Va  by  8  inches — thickness  2  inches.  These  bricks  are 
used  as  a  veneer  or  covering  for  wood  frames  struc¬ 
tures  whose  surfacing  require  recovering.  A  report  of 
a  test  of  these  bricks  at  the  Robert  W.  Hunt  Co.  En¬ 
gineers  reads : 

COMPRESSIVE  STRENGTH: 


Tested  Flatwise 

as  load  in 

the  wall. 

Maxi - 

Crushing 

Area  under  mum 

Strength 

Dimensions, 

Compression,  Load, 

lbs.  per 

ins. 

sq.  ms. 

lbs. 

Sq.  in. 

1  15/16  x  2  7/16  x7  / 

15.02 

197500 

13150 

m  x  2  7/16  x  7% 

14.77 

190000 

12863 

1  15/16  x  2*4  x  7/ 

15.02 

174000 

11584 

iy8  x  2y4  x  7y8 

15.00 

147000 

9800 

1  15/16  X  2  3/16  X  77/s 

15.26 

158000 

10353 

Average : 

11550 

TRANSVERSE  TEST 

: 

Tester  Flatwise 

as  laid  in 

the  wall. 

Dimensions, 

Maximum 

Load 

Modulus  of 
Rupture 

ins.  Span  Ins. 

lbs. 

lbs.  per  sq.  in. 

V/  x  2  /  x  77/s  7 

2470 

3074 

V/sx2/s  x7  15/16  7 

2420 

3403 

\7/s  x  2*4  x  77/s  7 

2750 

3422 

1  15/16  x  2/s  x  77/s  7 

2970 

4074 

1  15/16  x  2  3/16  x  8  7 

2750 

3560 

Average :  3506 

WATER  ABSORPTION,  %: 

24  hrs.  Water 
72°  F. 


24  hrs.  Water 
72°  F. 

Average  of 
5  specimens 

2.48 


5  hrs.  Boiling  Water 

Average  of 
5  specimens 
4.24 


C/B 

Ratio 

Average  of 
5  specimens 
.582 


The  materials  has  also  been  tested  by  the  Common¬ 
wealth  of  Pennsylvania,  Depart,  of  Highways  Testing 
Laboratory,  the  bricks,  however,  being  3  9/16  by 
7  15/16  by  2  3/16,  but  as  a  comparative  study  indicated 
that  these  bricks  are  satisfactory. 
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The  committee  recommends  that  the  Watsontown 
Veneer  Brick  as  manufactured  by  the  Watsontown 
Brick  Company  of  Watsontown,  Pa.,  and  as  specified 
in  the  report,  be  approved  for  use  in  veneered  walls  of 
frame  constructed  houses  when  constructed  in  accord¬ 
ance  with  the  requirements  of  Group  6,  Administrative 
Code  (8.4.6  BC)  entitled  Veneered  Walls,  of  Sub 
Article  4,  entitled  Masonry  Construction,  and  that  the 
minimum  width  of  brick  be  maintained  at  2^4  in.  and 
that  the  tie  used  for  nailing  to  sheathing  shall  be  so 
designed  as  to  lay  in  the  mortar  between  the  brick 
and  that  each  truck  shipment  shall  have  a  sample  labeled, 
“Approved  by  the  Board  of  Standard^  and  Appeals  for 
use  in  New  York  City  under  Cal.  No.  57-39-SM”,  or 
in  lieu  thereof,  a  die  or  stamp  be  made  for  imprinting 
on  the  brick  the  following  inscription  within  a  circle, 
around  the  periphery,  at  the  top  the  word  “APP  VD  , 
along  the  bottom  “B.S.&A.”  in  the  center  two  lines, 
the  upper  line  reading  “N.Y.C.”,  lower  line  reading 
“57-39-SM  ” 

(Sg’d)  BERNARD  A.  SAVAGE 
CHARLES  M.  BLUM 
LESLIE  V.  HUBER 

Committee. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Watsontown  Persian 
2  inch  Veneer  Brick  for  use  in  New  York  City  when 
manufactured,  installed  and  labelled  in  accordance  with  the 
above  report. 


198-39-SM. 

APPLICANT— National  Fireproofing  Corporation,  owner. 
SUBJECT — Natco  Vertical  Cell  Backing  Tile— approval  of. 
APPEARANCES— 

For  Applicant:  J.  Marshall. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  the  committee  on  tests. 

THE  VOTE  TO  APPROVE—  .  . 

Affirmative :  Chairman  Murdock/  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ~ 

Absent  .  ^ 


THE  RESOLUTION— 

(198-39-SM) 

Whereas,  the  National  Fireproofing  Corporation,  owner, 
filed  February  21,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  the  Natco  Vertical  Cell  Backing  Tile  (for  exterior  wall 
construction)  ;  and 

Whereas,  this  material  was  submitted  to  the  committee 
on  Tests  of  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  of 
the  board  reads  as  follows : 

REPORT  OF  COMMITTEE  ON  TESTS 


Re:  Cal.  No  198-39-SM. 

Subject;  Natco  Vertical  Cell  Backing  Tile  (for  ex¬ 
terior  wall  construction).  ,  , 

March  4,  1939. 


The  National  Fireproofing  Corporation  of  Pittsburg, 
Pa.,  owner,  filed  on  February  21,  1939,  with  the  board, 
a  request  for  the  approval  of  their  load  bearing  tile 
under  C26-308.0  AC  (7.1. 1.3).  This  tile  is  known  as 
“Natco  Vertical  Cell  Backing  Tile”  for  exterior  wall 
construction  for  backing  of  face  brick  where  brick  fac¬ 
ing  is  laid  into  the  tile  backing  units  by  means  of  brick 
headers  projecting  into  a  recess  provided  for  in  the 
tile,  as  shown  in  figure  1. 

This  tile  is  made  at  the  plant  of  the  National  Fire¬ 
proofing  Corporation,  located  in  Perth  Amboy,  N._  J. 
It  is  manufactured  from  a  surface  clay  deposit  consist¬ 
ing  of  Si  02  52.22%,  Ah  03  29.43,  Fe2  03  2.78,  Cal 
Cao  .88,  Mg  O  .72,  K2  2.1,  Na2  O  .75  and  11.1  water. 


The  tile  is  extruded  into  the  required  size  with  allow¬ 
ance  for  shrinkage  caused  in  burning.  It  is  then  wire 
cut  and  sent  to  the  driers  for  preliminary  curing  and 
hardening,  after  which  it  is  placed  in  a  kiln  of  the 
Beehive  type  and  baked  at  a  temperature  of  approxi¬ 
mately  2000°  F.  for  48  hours,  after  which  the  tile  is 
cooled  and  ready  for  shipment.  This  particular  unit  is 
made  to  meet  the  conditions  _  as  they  occur  in  the  field 
to  accommodate  variations  in  the  sizes  of  the  brick 
used.  The  standard  size  approximates  7)4  in.  by  7)4  in. 
by  12  in.  with  the  largest  variation  in  any  dimension  of 
in.  and  is  finished  either  smooth  or  scarred. 


OF  lilt 


FIGURE  1 

Samples  of  this  tile  were  selected  and  tested  by 
Columbia  Universitv,  New  York  City  on  November 
30,  1938,  Laboratory  test  No.  66391-66400  inclusive. 
Five  samples  each  were  subjected  to  compression  and 
absorption  tests  in  accordance  with  the  requirements 
of  A.S.T.M.  C34-36  and,  also,  in  accordance  with  the 
procedure  for  sampling  and  testing  structural  clay  tile, 
A.S.T.M.  Cl  12-36.  The  results  of  these  tests  indicate 
an  average  compressive  strength  of  3520  p.s.i.  over  an 
average  area  of  94.89  sq.  in  per  tile.  The  average  ab¬ 
sorption  of  5  test  specimens  of  3  pieces  each  was  13.7%. 
These  figures  are  well  within  the  requirements  of  the 
A.S.T.M.,  wherein  for  Class  L.B.X.  the  average  com¬ 
pressive  value  is  1400  p.s.i.  and  4-19%  for  absorption. 
A  copy  of  the  Columbia  tests  is  filed  with  this  ap¬ 
plication. 

On  the  basis  of  this  data,  the  committee  recommends 
the  approval  of  the  Natco  Vertical  Cell  Backing  Tut 
(for  exterior  load  bearing  wall  construction)  as  made 
at  the  plant  of  the  National  Fireproofing  Corporation, 
Perth  Amboy,  N.  J.,  of  clay  of  the  composition  a; 
herein  provided,  under  C26-308.0  A.C.  (7.1. 1.3)^  Eac 
tile  shall  be  marked  L.B.X.,  indicating  that  this  is  £ 
load  bearing  tile  and  that  in  addition  to  this  marking 
each  tile  shall  be  stamped,  labeled  or  marked :  Ap¬ 
proved  for  use  in  New  York  City  by  the  Board  01 
Standards  and  Appeals,  under  Cal.  No.  198-39-SM 
or  in  lieu  thereof  a  die  or  stamp  be  made  and  eaci 
tile,  bearing  the  following  inscription  within  a  cnee, 
around  the  periphery,  at  the  top  the  word  AFr  MV- 
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I  along  the  bottom,  B.S.&A.,  in  the  center  two  lines, 
upper  line  reading  N.Y.C.,  lower  line  reading  198-39- 
SM. 

(Sgd)  BERNARD  A.  SAVAGE 
CHARLES  M.  BLUM 
LESLIE  V.  HUBER 

Committee. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  approve  the  material  known  as  the  Natco  Vertical 
'ell  Backing  Tile  (for  exterior  wall  construction),  for  use 
i  New  York  City  when  manufactured,  installed  and  labelled 
r  marked  in  accordance  with  the  above  report. 


Adjourned,  6 :00  P.  M. 

Edward  V.  Barton,  Chief  Clerk. 


CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 

M  Appeals  held  Wednesday,  February  15,  1939,  as  they 

ppeared  in  Bulletin  No.  8,  Vol.  24,  are  hereby  corrected 

p  read  as  follows : 

J0-32-SA. 

PPLICANT — Consolidated  Fire  Extinguisher  Co.,  Inc., 
manufacturer. 

UBJECT  Application  for  consideration-reopening  and 
rescindment  of  approval— re  Red  Cap  Fire  Ex¬ 
tinguisher. 

PPEARANCES — 

For  Applicant:  None. 

CTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  of  July  14,  1933,  rescinded. 

HE  VOTE  TO  REOPEN  AND  RESCIND  RESOLU¬ 
TION  OF  JULY  14,  1933- 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  . .  0 


HE  RESOLUTION— 

(600-32-SA) 

Whereas,  the  Red  Cap  Fire  Extinguisher  Co  .,  owner, 
ed  December  5,  1932,  a  petition  with  the  Board  of 
andards  and  Appeals  for  approval  of  the  appliance  known 
the  Red  Cap  Fire  Extinguisher  (one  quart  size)  ;  and 
\v  hereas,  the  appliance  was  approved  by  the  board  July 
1933 ;  and 

Whereas,  it  appears  that  the  manufacturing  of  the  Red 
ip.  Fire  Extinguisher  has  been  suspended  and  it  is  the 
iinion  of  the  board  that  the  approval  should  be  rescinded, 
itil  such  time  as  the  applicant  can  satisfy  the  board  that 
e.  manufacturing  facilities  are  adequate  to  produce  the 
tinguisher  as  approved  and  provide  for  recharging. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
ly  14,  1933,  approving  the  Red  Cap  Fire  Extinguishes 
’ne  quart  size),  be  and  it  hereby  is  rescinded. 


*CORRECTION 

„JhA  mitTte?  meeting  of  the  Board  of  Standards 

and  Appeals  held  Tuesday,  January  17,  1939,  as  they  ap¬ 
pealed  in  Bulletin  No.  4,  Vol.  24,  are  hereby  corrected  to 
read  as  follows : 

THE  RESOLUTION— 

(1215-38-A) 

ni^YIr?REAS’i_^ai?^lel,7'  Glaberson,  for  Mary  Eisner,  owner 
filed  December  30,  1938,  an  appeal  from  a  decision  of  the 
aCtin^°r ^Ugh  s!JPenntendent  of  buildings,  affecting  prem- 

'/ri  ' V  V C CcT*7 c  1  ’ V k w f Tv >  southeast  corner  of  Avenue  C 
(Block  No.  5375,  Lot  No.  1),  Borough  of  Brooklyn;  and 
W HEREAS  the  decision  of  the  acting  borough  superin- 
tenclent,  on  Applic.  No.  14167-38,  dated  December  29  1938 
reads :  ’  ’ 

‘‘Proposed  occupancy  of  attic  is  contrary  to  Sections 
.f-?-1*  °f.  Budding  Code.  See  Section 
/.l. o.o.  ot  Building  Code  for  change  of  occupancy  from 
one  to  two  families. 

department  records,  previous  permits 
-4_6  of  1899  and  5807  or  1919  do  not  show  attic  floor 
plan  with  living  rooms.” 
and 

.  Whereas,  the  building  is  two  stories  and  attic  (28  ft.) 
in  height,  22  ft.  by  62  ft.  in  area  at  1st  floor  and  22  ft.  hv 
u  i4oT°V-e  of  frame  construction,  erected  on  a  lot  34  ft 
by  130  ft.  in  area.  located  in  a  residence  use,  “C”  area  dis- 
trict,  erected  in  1898  and  occupied  as  a  one  family  dwelling 
throughout.  It  is  proposed  to  alter  the  building  and  oc¬ 
cupy  same  as  follows :  Cellar — boilerroom  and  storage — 
no  persons:  1st  floor — dwelling — one  family;  2nd  floor  and 
attic — one  family;  total — two  families  throughout  the  build¬ 
ing:  and 

Whereas,  the  applicant  contends  that  the  attic  rooms 
were  in  existence  at  the  time  the  present  owner  purchased 
the  house  14  years  ago;  that  no  added  hazards  are  r 
sented  by  the  proposed  alteration;  that  the  2nd  floor  and 
attic  will  be  occupied  bv  the  same  family  who  has  occupied 
same .  for  14  years  and  will  remain  essentially  unchanged; 
that  it  would  be  a  hardship  to  be  compelled  to  remove  the 
partitions  in  the  attic  at  this  time. 

Resolved,  that  the  decision  of  the  acting  borough  superin¬ 
tendent  on  Applic.  No.  14167-38,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  Granted,  permitting 
the  occupancy  of  the  building,  on  condition  that  the  build¬ 
ing  shall  not  be  occupied  by  more  than  two  (2)  families, 
one  on  the  1st  floor  and  one  on  the  2nd  floor  and  attic; 
that  there  shall  be  an  agreement  filed  by  the  owner,  with 
the  acting  borough  superintendent  of  buildings,  that  at  no 
time  will  the  building  be  occupied  for  more  than  two  (2) 
families ;  that  the  building  shall  not  be  further  extended  in 
height  or  area ;  that  there  shall  be  a  second  means  of  exit 
from  the  attic  storv  installed,  which  may  be  in  the  form  of  a 
metal  ladder  at  the  rear,  to  a  balcony  at  the  2nd  story 
level  and  a  counter-balanced  drop  ladder  from  thence  to 
the  ground;  that  in  all  other  respects  the  building  shall 
comply  with  all  laws,  rules  and  regulations  applicable  to 
the  occupancy  and  use. 


correction  The  date  “July  14,  1933,”  inserted  in  the  action 
the  board  and  vote  of  the  board. 


^Correction — the  word  “further,”  inserted  in  line  44  of 
resolution. 


NOTICE 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en- 
led  to  one  copy  of  Form  7NO. 

f  they  desire  additional  copies,  for  their  own  conveni- 
ce  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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RULES  GOVERNING  THE  INSTALLATION  OF  INTERIOR  FIRE  ALARM  SIGNAL  SYSTEMS,  ADOPTED 
BY  THE  BOARD  OF  STANDARDS  AND  APPEALS,  SEPTEMBER  27,  1917.  AMENDED  DECEMBER 
6  1917  AND  FEBRUARY  7,  1918  AND  REVISED  DECEMBER  11,  1936. 


[108-16-SR] 

Rules  for  Interior  Fire  Alarm  Signal  Systems 

Authority:  Sections  718A  and  718B  of  the  Charter  of 
the  City  of  New  York  to  carry  into  effect  the  provisions 
of  Chapter  19— 487E,  Administrative  Code  and  the  pro¬ 
visions  of  Section  279  of  the  Labor  Law. 


Scope  of  Rules 

These  rules  apply  to  all  hotels,  as  defined  in  the  Admin¬ 
istrative  Code  and  the  Multiple  Dwelling.  Law ;  to  a 
lodging  houses  having  more  than  15  sleeping  rooms,  or 
accommodating  more  than  15  lodgers  above  the  first  or 
ground  story;  to  all  public  and  private  hospitals  and 
asylums  having  more  than  15  rooms,  or  accommodating 
more  than  15  patients  or  inmates  above  the  first  or  ground 
story ;  to  all  nurseries  accommodating  more  than  3(J  cfiil- 
dren,  or  having  a  Board  of  Health  permit  for  the  accom¬ 
modation  of  more  than  30  children ;  to  all  Turkish  or  other 
special  treatment  bath  houses  where  there  are  sleeping 
accommodation  for  more  than  fifteen  persons  on  the  prem¬ 
ises*  to  all  department  stores  having  two  or  more  de¬ 
partments  where  the  public  is  admitted  above  the  second 
floor;  to  all  public  schools;  and  to  all  single  and  tenant 
factory  buildings,  as  defined  in  the  Labor  Law  and 
specifically  required  by  Section  279  of  said  Law. 


Law 

Section  279.  Fire  Alarm  Signal  Systems  and  Fire  Drills. 

1.  Fire  alarm  signal  systems..  Every  factory  building 
over  two  stories  in  height  in  which  more  than  twenty-n ve 
persons  are  employed  above  the  ground  floor  shall  be 
equipped  by  the  owner  thereof  with  a  .fire  alarm  signal 
system  having  a  sufficient  number  of  signals  clearly  au¬ 
dible  to  all  occupants  of  the  building,  and  so  arranged 
as  to  permit  the  sounding  of  .  all  the  alarms  within  the 
building  whenever  the  alarm  is  sounded  in  any  portion 
thereof.  Such  system  shall  be  maintained  in  good  work¬ 
ing  order  and  no  person  shall  tamper  with  same,  or  render 
ineffective  any  portion  thereof  except  to  repair  it.  A  per- 
son  discovering  a  fire  shall  cause  an  alarm  to  be  sounded 
immediately.  The  board  of  standards  and  appeals  in  the 
city  of  New  York,  may  make  rules  and  regulations  pre¬ 
scribing  the  number,  character  and  location  of  the  signals 
and  the  method  and  character  of  the  installation,  including 
that  of  all  appliances  in  connection  therewith. 

3  Exceptions.  Subdivisions  one  and  two  of  this  sec¬ 
tion  shall  not  apply  to  a  building  in  which  every  square 
foot  of  the  floor  area  on  all  stories  is  protected  with  an 
automatic  sprinkler  system,  having  two  adequate  sources 
of  water  supply  and  approved  by  the.  public  authorities 
having  jurisdiction  thereof,  and  in  which  also  the  maxi¬ 
mum  number  of  occupants  of  any  one  floor  does  not  ex¬ 
ceed  by  more  than  fifty  percentum  the  capacity  of  the 
exits,  as  determined  by  subdivisions  one,  two  and  three  of 
section  two  hundred  and  seventy-eight,  in  addition,  to  the 
prescribed  occupancy  under  subdivisions  five,  six  and 
seven  of  said  section.  If  the  commissioner  after  investi¬ 
gation  determines  that  the  spirit  of  this  chapter  is  ob¬ 
served  and  public  safety  secured,  he  may  permit  in  place 
of  the  automatic  sprinkler  system  before  specified,  an 
automatic  sprinkler  system  having  one  adequate  source. of 
water  supply  and  approved  by  the  public  authorities  having 
jurisdiction  thereof. 


Chapter  19-^l87E-2.0.c.l. 

Interior  Fire  Alarms:— In  every  hotel,  lodging-house, 
public  or  private  hospital  or  asylum,  department  store, 
and  public  school,  there  shall  be  placed  and  provided,  when 
required  by  the  fire  commissioner,  an  adequate  and  reli¬ 
able  electrical  or  other  interior  alarm  system,  to  be  ap. 
proved  by  the  said  commissioner,  by  means  of  which 
alarms  of  fire  or  other  danger  may  be  instantly  communi¬ 
cated  to  every  portion  of  the  building.  The  fire  alarm 
apparatus  and  all  other  appliances  placed  or  kept  .within 
any  of  such  buildings  for  the  purpose  of  preventing  or 
extinguishing  fires,  or  for  affording  means  of. escape  there¬ 
from  in  case  of  fire,  shall  be  kept  at  all  times  in  good 
working  order  and  proper  condition  for  immediate  use, 
and  any  member  of  the  uniformed  force  or  authorized 
representative  of  the  Fire  Department  may  enter  any  of 
the  said  buildings  at  any  time,  for  the  purpose  of  inspect¬ 
ing  such  apparatus  or  appliances. 


Rule  1.  Definition  of  Terms 

1 . 1  The  term  “non-coded  closed  circuit  fire  alarm  sig¬ 
nal  systems”  shall  mean  a  fire  alarm  signal,  systerr 
consisting  of  sending  stations  and  signaling  de 
vices  operated  on  supervised  closed  electric  al 
ternating  current  circuits,  so  arranged  that  th< 
operation  of  any  station  will  automatically  sount 
the  signaling  devices  throughout  all  portions  o 
the  building. 

1.2  The  term  “coded  closed  circuit  fire  alarm  signa 
systems”  shall  mean  a  fire  alarm  signal .  syster 
consisting  of  sending  stations  and  signaling  de 
vices  operated  on  supervised  closed  electric  cir 
cuits  which  transmits  rounds  of  coded  signals  t 
indicate  the  floor  or  portion  of  the  same  fror 
which  the  alarm  was  sent. 

1  3  The  term  “heretofore”  shall  mean  before  Decerr 
ber  31,  1936. 

1  4  The  term  “hereafter”  shall  mean  after  Decembe 
31,  1936. 

1.5  The  term  “approved”  shall  mean  approved  by  tl 
Board  of  Standards  and  Appeals. 

1.6  The  term  “commissioner”  shall  mean  the  Fire  Chii 
and  Commissioner  of  the  fire  department  sp 
cifically  charged  with  the  enforcement  of  law  r 
lating  to  interior  fire  alarm  systems  in  the  City  < 
New  York. 

Rule  2.  General 

2.1  All  fire  alarm  signal  systems  and  devices  shall  ' 
approved  by  the  Board  of  Standards  and  Appea 

2.2  All  devices  and  equipment  that  have  been  a 
proved  by  the  Board,  shall  have  securely  fasten 
thereon,  a  manufacturer’s  plate  bearing  the  wor 
“Approved  by  the  Board  of  Standards  and  A 

peals — No . ”,  together  with  any  other  electru 

data  that  the  Commissioner  may  require. 

Rule  3.  Examination  and  Approval  of  Plans 

3.1  Before  the  installation  or  extension  of  any  f 
alarm  system,  specifications  and  plans  there 
showing  complete  details  of  the  proposed  instal 
tion,  shall  be  submitted  by  the  owner,  or  his  ag< 
to  the  Commissioner  for  examination  and  < 
proval. 
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Rule  4.  Classification 

4.1  Fire  alarm  signal  systems  shall  be  classified  as 
follows : 

(a)  Non-coded  closed  circuit  fire  alarm  systems. 

(b)  Coded  closed  circuit  fire  alarm  systems. 

4.1.1  The  code  numbers  that  are  used  shall 
be  submitted  for  approval  to  the  Com¬ 
missioner  and  shall  be  sounded  at  least 
four  (4)  times  for  each  operation  of 
the  sending  station. 

4.2  A  non-coded  closed  circuit  system  shall  be  so  ar¬ 
ranged  that  the  operation  of  any  station  will  auto¬ 
matically  sound  the  signaling  devices  until  hook 
is  restored  to  its  original  position;  and  in  the 
break-glass  type  until  the  glass  has  been  replaced. 

4.3  Coded  closed  circuit  systems  shall  be  divided  into 
three  (3)  classes: 

Class  1 — General  Systems. 

Class  2 — Pre-signal  or  dual  operation  systems. 

Class  3 — Unit  and  general  systems — or  Duplex 
systems. 

Special  systems. 

4.4  Class  1  system  shall  be  a  general  alarm  system  ot 
the  coded  cfosed  circuit  type  so  arranged  that  the 
operation  of  any  station  will  cause  the  signaling 
devices  to  sound  the  code  number  of  that  station 
at  least  four  (4)  times  throughout  the  entire  build¬ 
ing. 

4.5  Class  2  system  shall  be  a  pre-signal  or  dual  opera¬ 
tion  system  of  the  coded  closed  circuit  type  so  ar¬ 
ranged  that  the  operation  of  any  station  will  cause 
the  sounding  of  the  signaling  devices  located  in 
the  engine  room,  elevator  shafts,  basement  or 
other  places  in  the  building  where  the  members 
of  the  fire  brigade  work  or  assemble. 

4.5.1  Approved  means  shall  be  provided  at  each 
station,  so  arranged  that  a  subsequent  opera¬ 
tion  of  any  station  shall  cause  the  sounding 
of  all  signaling  devices  throughout  the  build¬ 
ing. 

4.5.2  This  subsequent  operation  shall  be  per¬ 
formed  with  the  aid  of  a  key  or  plug  de¬ 
signed  so  as  to  prevent  unauthorized  sound¬ 
ing  of  the  general  alarm. 

4.5.3  The  pre-signal  or  dual  operation  key  or 
plug  shall  be  so  designed  that  it  can  be 
readily  identified  by  the  person  whose  duty 
it  would  be  to  use  same. 

4.6  Class  3  system  shall  be  a  unit  and  general  alarm 
or  Duplex  system  of  the  coded  closed  circuit  type 
so  arranged  that  the  operation  of  a  station  within 
a  unit  will  cause  all  of  the  signaling  devices  in 
that  unit  and  all  of  the  signaling  devices  on  the 
general  alarm  circuit  to  sound  the  code  numbers 
of  the  unit  and  zone  at  least  four  (4)  times. 

4.6.1  An  approved  register  and  time  stamp  may 
be  used  in  connection  with  a  Class  3  system 
when  approved  by  the  Commissioner. 

4.6.2  The  register,  if  of  closed  circuit  type,  shall 
be  operated  from  a  separate  closed  circuit 
control  board  or  from  separate  panel  isolated 
by .  barrier  from  main  control  panel  in 
main  control  board  cabinet. 

4.6.3  Approved  closed  circuit  trouble  and  unit 
annunciators  shall  be  installed  as  part  of 

all  Class  3  systems  when  required  by  the 
Commissioner. 

4.7  Special  systems  shall  include  a  complete  Class  1, 
i  or  3  system  supplemented  by  special  circuits 

or  the  operation  of  other  fire  alarm  devices  in 


the  systems;  or  electric  control  systems  for  stop¬ 
ping  machinery,  closing  doors  or  ventilators  as 
may  be  required  by  the  Commissioner;  or  to  call 
the  central  station  of  a  private  operating  company 
or  the  fire  department.  Automatic  fire  detecting 
systems  may  be  connected  to  operate  an  interior 
fire  alarm  system  when  connected  thereto  by  an 
approved  coded  transmitter.  In  no  case  shall  the 
transmitter  be  considered  to  replace  the  standard 
approved  interior  fire  alarm  station,  except  where 
a  transmitter  has  been  approved  for  both  pur¬ 
poses.  The  special  control  circuits  shall  be  sep¬ 
arate  and  distinct  from  the  fire  alarm  system  but 
shall  be  brought  into  action  whenever  the  fire 
alarm  system  is  set  in  operation. 

Rule  5.  Systems  Permitted  in  Factory  and  Other 
Buildings 

5.1  Non-coded  closed  circuit  fire  alarm  signal  systems 
shall  be  permitted  only  in  a  factory  building  not 
exceeding  five  (5)  stories  in  height  having  not 
more  than  twenty-five  hundred  (2500)  square  feet 
in  area  in  any  one  story  and  having  not  more  than 
one  hundred  (100)  persons  in  a  single  factory;  nor 
more  than  fifty  (50)  persons  in  a  multiple  tenant 
factory  above  the  first  or  ground  floor. 

5.2  Coded  closed  circuit  systems  shall  be  required  in  a 
factory  building  exceeding  the  requirements  of 

Rule  5.1. 

5.3  Special  fire  alarm  signal  systems  shall  be  per¬ 
mitted  in  factory  buildings  at  the  direction  of  the 
Commissioner. 

5.4  Coded  closed  circuit  systems  shall  be  required  in 
all  other  types  of  buildings  requiring  an  interior 
alarm  system. 

Rule  6.  Installation  and  Construction  Require¬ 
ments 

6.1  All  work  in  connection  with  the  installation  of  a 
fire  alarm  signal  system  shall  be  performed  in  a 
neat  and  workmanlike  manner  to  the  satisfaction 
of  the  Commissioner. 

6.2  In  any  fire  alarm  system  there  shall  be  not  more 
than  fourteen  (14)  direct  nor  more  than  ten  (10) 
alternating  current  gongs  or  other  approved 
sounding  devices  connected  in  one  circuit. 

6-3  There  shall  not  be  in  any  fire  alarm  system  more 
than  twenty  (20)  stations  connected  to  one  circuit 
or  loop. 

6.4  All  gongs  and  signaling  devices  shall  be  located 
not  less  than  eight  (8)  feet  to  the  center  above 
the  floor. 

6.5  All  fire  alarm  stations  shall  be  located  five  (5) 
feet  three  (3)  inches  from  handle  to  floor. 

6.6  An  approved  instruction  card  properly  marked  and 
framed  under  glass  shall  be  installed  at  each  fire 
alarm  station. 

6.7  All  materials  and  devices  used  in  fire  alarm  signal 
systems  shall  be  securely  fastened  in  position  in  a 
manner  satisfactory  to  the  Commissioner. 

6.8  For  fastening  to  masonry  walls,  through  bolts, 
metal  expansion  shields  or  toggle  bolts  shall  be 
used. 

6.9  Wood  screws  shall  be  used  for  fastening  equip¬ 
ment  to  wood  surfaces. 

6.10  The  use  of  nails  or  wood  or  fibre  plugs  is  pro¬ 
hibited. 

6.11  When  fire  alarm  apparatus  is  mounted  upon  a 
wooden  back  board,  such  back  board  shall  be  not 
less  than  seven-eighths  (7/s)  inch  thick,  impreg¬ 
nated  with  a  non-absorptive  compound.  The  back 
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board  shall  be  so  mounted  as  to  provide  an  air 
space  of  at  least  one-quarter  (%)  inch  between 
the  back  board  and  the  wall  for  free  circulation 
of  air. 

6.12  All  electrical  conductors  shall  be  installed  in 
standard  heavy  wall,  rigid  iron  or  steel .  conduits 
protected  with  an  approved  rust  preventive.  Ar¬ 
mored  cable  or  flexible  conduits  will  not  be  ac¬ 
cepted. 

6.13  All  conduits  shall  be  grounded  to  a  water  pipe  by 
approved  ground  clamps  with  a  conductor  equal 
to  the  largest  conductor  used  on  the  system  and 
the  smallest  size  ground  conductors  used  shall  not 
be  less  than  No.  10  B.  &  S.  gauge. 

6.14  Splices  in  electrical  conductors  in  vertical  risers 
shall  not  be  permitted.  Splices,  when  necessary 
in  horizontal  runs,  shall  be  made  in  approved  junc- 
tion  boxes  and  shall  be  properly  soldered  and 
taped.  The  cover  of  the  junction  box  shall  be 
painted  fire  department  red  to  indicate  that  it  con¬ 
tains  splices.  The  use  of  wire  nuts  or  other 
solderless  splicing  devices  shall  not  be  permitted. 

6.15  Electrical  conduits  shall  enter  only  at  .the  side 
or  the  bottom  of  the  control  cabinet. 

6.16  In  coded  fire  alarm  systems  using  break  glass  type 
stations,  at  least  one  (1)  extra  glass  shall  be  pro¬ 
vided  for  each  station  in  the  system. 

6.17  All  openings  in  walls,  floors  or  ceilings  where  con¬ 
duits  pass  through,  shall  be  properly  fire  stopped. 

6.18  Conduits  shall  contain  only  conductors  used  in 
connection  with  the  fire  alarm  system. 

6.19  When  special  care  is  taken  to  insure  the  wires 
against  injury,  four  (4)  wires  may  be  placed  in 
one-half  ( l/2 )  inch  rigid  iron  conduits.  Conduc¬ 
tors  shall  consist  of  not  less  than  No.  14  B.  &  S. 
gauge  copper  wire,  having  rubber  insulation  wall 
not  less  than  three-sixty-fourths  (3/64)  inch  thick. 

6.20  Where  necessary  to  assure  reliable  service,  con¬ 
nections  of  conductors  to  terminals  or  binding 
posts  shall  be  soldered.  The  use.  of  a  blow  torch 
for  soldering  connections  to  terminals  shall  not  be 
permitted. 

6.21  Where  wires  pass  underground  from  one  building 
to  another,  they  shall  be  enclosed  in  conduits,  and 
shall  be  lead  encased.  Wires  between  buildings, 
when  not  run  in  conduit,  shall  be  at  least  equiva¬ 
lent  in  conductivity  and  tensile  strength  to  No.  8 
B.  &  S.  gauge  copper  wire  for  box  and  signaling 
circuits  and  shall  be  supported  at  least  every 
seventy-five  (75)  feet  on  approved  glass  insulators 
and  brackets,  and  be  protected  by  approved  light¬ 
ning  arrestors  when  required  by  the  Commissioner. 
As  far  as  possible,  they  shall  be  run  under,  rather 
than  over,  electric  light  or  power  wires. 

Rule  7.  Sending  Stations 

7.1  There  shall  be  at  least  one  (1)  fire  alarm  sending 
station  in  each  story  of  any  building  requiring  a 
manual  fire  alarm  signal  system,  located,  in  a 
natural  path  of  escape  from  fire  at  a  readily  ac¬ 
cessible  location  designated  by  the  Commissioner, 
which  always  shall  be  kept  unobstructed.  Addi¬ 
tional  sending  stations  shall  be  installed  so.  that  no 
point  on  any  floor  in  a  non-fireproof  building  shall 
be  more  than  one  hundred  (100)  feet  distant  from 
the  nearest  sending  station  upon  such  floor.  In 
fireproof  or  sprinklered  buildings,  the  distance 
shall  not  be  more  than  one  hundred  and  fifty 
(150)  feet. 

Rule  8.  Sounding  Devices 

8.1  Sounding  devices  shall  be  sufficient  in  number  to 
be  clearly  audible  to  all  the  occupants  of  the 
building. 


Rule  9.  Sub-divided  Buildings 

9.1  Where  a  building  is  sub-divided  by  fire  walls,  each 
section  shall  be  deemed  a  separate  building  for 
the  purpose  of  fire  alarm  signal  system .  installa¬ 
tions.  One  control  board  may  be  used,  if  so  ar¬ 
ranged,  as  to  operate  the  signaling  devices  in  each 
section  of  the  building  independently;  or  may  be 
operated  as  one  unit  when  deemed  necessary  by 
the  Commissioner. 

Rule  10.  Mixed  Occupancy 

10.1  In  buildings  requiring  fire  alarm  signal  systems, 
of  which  parts  are  occupied  by  other  than  factory 
tenants  and  in  which  the  conditions  of  construc¬ 
tion  and  occupancy  warrant  the  establishment  of 
a  local  fire  brigade,  the  Commissioner  may  accept 
dual  operation  systems. 

Rule  11.  Existing  Installations 

11.1  Fire  alarm  signal  systems  heretofore  installed  in 
buildings  in  the  City  of  New  York,  and  installed 
in  accordance  with  the  rules  then  in  force,  shall 
be  accepted  as  long  as  they  are  maintained  in 
proper  working  order. 

Rule  12.  Sources  of  Electrical  Energy 

12.1  Sources  of  electrical  energy  used  in  operating  fire 
alarm  signal  systems  shall  be : 

1.  Generated  electric  power,  not  exceeding  a  po¬ 
tential  of  250  volts,  including: 

(a)  Central  Stations 

(b)  Isolated  Plants 

2.  Storage  battery  power 

12.1.1  Either  source  of  power  shall  be  used 
under  conditions  and  .  limitations  as 
set  forth  by  the  Commissioner. 

12.2  One  source  of  energy  shall  .be  connected  to  the 
fire  alarm  system  at  all  times.  All  auxiliary 
sources  of  energy  when  required  shall  be  so  ar¬ 
ranged  and  controlled  by  an  automatic  switch  that 
when  the  primary  source  of  energy  fails,  the 
secondary  source  will  be  automatically  connected 
to  the  fire  alarm  signal  system.  Intermediate  de¬ 
vices  are  prohibited  between  the  fire  alarm  con¬ 
trol  board  and  the  source  of  current  supply,  ex¬ 
cept  where  specifically  approved  by  the  board  for 
the  purpose  intended. 

Central  Stations 

12.3  When  the  energy  for  a  fire  alarm  signal  system  is 
supplied  by  a  central  station  power  system  it  shall 
be  accepted  as  the  sole  source  of  supply;  connec¬ 
tions  shall  be  made  on  the  street  side  of  the  service 
switch  except  that  in  cases  where  the  master 
meter  is  within  thirty  (30)  feet  of  the  main  switch 
of  the  premises,  permission  may  be  given  by  the 
Commissioner  to  connect  to  the  house  side  of  the 
meter  when  a  certificate  of  recent  date  from  an 
authority  of  competent  jurisdiction  has  certified 
that  the  electrical  wiring  throughout  the  premises 
is  in  a  safe  condition.  When  a  house  side  con¬ 
nection  is  made,  the  fire  alarm  cutout  shall  be  the 
first  connection  and  as  near  as  possible  to  the 
meter.  Same  shall  be  enclosed  in  a  locked  or 
sealed  metal  cabinet,  painted  fire  department  red 
and  stenciled  “Interior  Fire  Alarm.”  Fuses  shall 
be  of  the  enclosed  cartridge  type.  Screw  plug 
fuses  will  not  be  accepted.  The  cutout  shall  be  a 
three  pole  cartridge  fuse  cutout  with  neutral  fuse 
replaced  by  a  solid  copper  bar.  The  smallest  size 
fuse  used  on  a  fire  alarm  system  shall  be  fifteen 
(15)  amperes. 
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Isolated  Plants 

12.4  Energy  from  isolated  electric  light  and  power 
plants  shall  be  used  for  fire  alarm  signal  systems 
only  when  there  is  a  more  than  one  generating 
unit  and  the  plant  is  always  in  operation  when  the 
building  is  occupied.  When  only  one  generator 
unit  is  employed,  the  source  of  energy  shall  be 
supplemented  by  storage  battery  or  other  auxiliary 
service.  The  fire  alarm  service  connection  shall 
be  taken  from  the  main  bus  of  the  house  switch¬ 
board  and  installed  in  accordance  with  the  service 
requirements  under  central  stations.  When  a  house 
side  connection  is  made,  the  fire  alarm  cutout 
shall  be  the  first  connection  and  as  near  as  possible 
to  the  meter.  Same  shall  be  enclosed  in  a  locked 
or  sealed  metal  cabinet,  painted  fire  department 
red  and  stenciled  “Interior  Fire  Alarm.”  Fuses 
shall  be  of  the  enclosed  cartridge  type.  Screw 
plug  fuses  will  not  be  accepted.  The  cutout  shall 
be  a  three  pole  cartridge  fuse  cutout  with  neutral 
fuse  replaced  by  a  solid  copper  bar.  The  smallest 
size  fuse  used  on  a  fire  alarm  system  shall  be 
fifteen  (15)  amperes. 

Storage  Battery 

12.5  When  a  storage  battery  equipment  is  used  as  the 
sole  source  of  current  for  a  fire  alarm  signal  sys¬ 
tem,  the  storage  battery  shall  be  provided  in 
duplicate ;  or  an  approved  type  trickle  charger 
may  be  substituted  for  the  duplicate  storage  bat¬ 
tery  located  in  a  room  sufficiently  ventilated.  Such 
installations  shall  be  equipped  with  a  switchboard 
or  panel  of  approved  material  on  which  are 
mounted  volt  meters,  ammeters,  circuit  breakers, 
fuses,  resistances,  switches,  starting  devices  for 
motors,  field  rheostats  for  generator  and  other 
apparatus  required  for  charging  and  operating  the 
battery. 

12.6  Storage  batteries  shall  be  so  located  and  ventilated 
as  to  avoid  danger  of  sparking  contacts  igniting 
flammable  gases  or  vapors. 

In  no  case  shall  a  storage  battery  be  located  in 
the  same  room  with  a  gas  meter. 

Rule  13.  Acceptance  Test 

13.1  Upon  completion  of  a  fire  alarm  signal  system  and 
as  a  condition  of  acceptance,  a  test  of  the  entire 
installation  shall  be  made  under  the  direction  of 
the  Commissioner. 

13.2  All  systems  shall  show  an  insulation  resistance  of 
not  less  than  ten  (10)  megohms  with  signaling 
apparatus  disconnected. 

13.3  The  owner  or  contractors  shall  furnish  all  the 
necessary  tools,  instruments  and  labor  to  conduct 
this  test  when  required  by  the  Commissioner.  The 
contractor  shall  notify  the  Department  having 
jurisdiction  in  writing  at  the  start  and  upon  com¬ 
pletion  of  the  installation. 

Rule  14.  Daily  and  Monthly  Test 

14.1  Every  fire  alarm  system  shall  be  tested  each  morn¬ 
ing  immediately  after  the  hours  of  starting  work. 
No  such  system  shall  be  used  for  any  other  pur¬ 
pose,  except  that  the  daily  dismissal  signals  may 
be  given  if  authorized  by  the  Commissioner.  The 
use  of  the  system  for  fire  drill  purposes  may  be 
considered  a  test  of  those  parts  of  the  system  ac¬ 
tually  used. 

14.2  Each  sending  station  shall  be  tested  at  least  once 
a  month. 

14.3  All  apparatus  requiring  winding  shall  be  rewound 
after  each  operation  and  kept  in  normal  condition. 

14.4  A  complete  record  of  monthly  tests,  fire  drills 
and  other  operations  of  fire  alarm  systems  shall 
be  kept  subject  to  inspection  by  the  Commissioner. 


Rule  15.  Maintenance 

15.1  Interior  fire  alarm  systems  shall  be  maintained  in 
operating  condition  at  all  times,  unless  the  build¬ 
ings  are  vacated  for  a  period  longer  than  one 
week.  If  the  system  becomes  inoperative  at  any 
time,  it  shall  be  the  duty  of  the  owner  or  the  per¬ 
son  designated  by  him  to  be  in  charge  of  the 
system  to  notify  all  the  occupants  of  the  building 
and  to  take  immediate  steps  to  have  the  system 
restored  to  working  order.  He  shall  also  place 
cards  on  the  fire  alarm  boxes  indicating  that  the 
system  is  out  of  order. 

15.2  If,  for  any  reason,  it  becomes  necessary  to  discon¬ 
nect  the  source  of  current  of  any  system,  the  owner 
or  other  responsible  person  shall  notify  the  Com¬ 
missioner  in  advance  of  such  disconnection,  stating 
the  reason  therefor. 

15.3  In  systems  using  break  glass  ype  stations,  at 
least  one  (1)  extra  glass  for  each  station  in  the 
system  shall  be  kept  on  the  premises. 

Rule  16.  Alarm  Boxes 

16.1  In  fire  alarm  signal  systems  the  metal  case  en¬ 
closing  exposed  or  surface  alarm  boxes  shall  be 
of  cast  iron  and  drilled  and  tapped  to  receive  the 
conduit.  When  exposed  to  moisture  the  box  shall 
be  enclosed  in  a  suitable  weather-proof  outer  shell. 
In  new  buildings,  approved  back  boxes  embedded 
in  the  wall  may  be  used  and  the  conduits  shall  be 
properly  secured  by  lock  nuts  and  bushings. 

16.2  All  current  carrying  parts  shall  be  insulated  from 
parts  of  opposite  polarity  with  approved  insulating 
material. 

16.3  All  coded  pull  lever  type  stations  shall  be  fitted 
with  a  door  to  protect  the  pull  lever  against  ac¬ 
cidental  injury.  Such  door  shall  have  a  handle 
rigidly  secured  thereon  and  be  so  constructed  as 
to  open  readily.  The  wording  “In  Case  of  Fire 
Open  Door  and  Pull  Down  Lever”  in  raised  let¬ 
ters  or  equivalent  instructions  shall  appear  on  the 
door. 

16.4  All  break-glass  type  fire  alarm  boxes  shall  be  pro¬ 
vided  with  suitable  hammers  on  chains  of  ap¬ 
proved  type  attached  to  or  near  the  boxes  with 
which  the  glass  can  readily  be  broken ;  or  other 
methods  may  be  used  to  break  the  glass  when  ap¬ 
proved  by  the  Commissioner. 

16.5  All  break-glass  boxes  shall  have  in  raised  letters 
on  the  fronts,  the  words  “Fire  Alarm — In  Case  of 
Fire  Break  Glass,”  and  such  additional  instruc¬ 
tions  as  may  be  necessary  to  send  an  alarm. 

16.6  The  box  or  station  shall  be  so  designed  that  once 
started,  the  proper  transmission  of  a  complete  set 
of  signals  cannot  be  interfered  with  by  manipula¬ 
tion  of  its  starting  device. 

16.7  Each  closed  circuit  coded  box  or  station  shall  be 
arranged  to  send  a  definite  code  of  signals  to  in¬ 
dicate  the  floor  or  portion  of  same  on  which  it  is 
located. 

16.8  Not  less  than  three  (3)  or  more  than  twenty  (20) 
taps  or  blasts  shall  be  given  at  each  revolution 
of  the  code  wheel. 

16.9  The  code  wheel  shall  revolve  at  least  four  (4) 
times  for  each  operation  of  its  starting  device  and 
be  of  metal  properly  insulated  from  ground. 

16.10  Boxes  or  stations  used  in  systems  in  which 
whistles,  vibrating  bells  or  horns  are  employed 
shall  be  so  timed  that  the  sounding  devices  will 
give  the  code  signal  clearly. 

16.11  Contact  points  shall  be  in  multiple. 

16.12  Contact  points  and  contacts  of  the  testing  devices 
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shall  be  of  silver  or  other  approved  material  and 
be  of  the  scraping  type,  secured  in  a  substantial 
manner  to  phosphor  bronze  or  other  approved  ma¬ 
terial  springs,  and  be  so  designed  as  to  positively 
break  a  circuit  carrying  one-tenth  (1/10)  ampere 
at  two  hundred  and  fifty  (250)  volts  under  ac¬ 
tual  working  conditions. 

16.13  Lever  boxes  shall  be  so  designed  as  to  auto¬ 
matically  wind  when  the  lever  is  pulled  for  an 
alarm.  Boxes  requiring  glass  replacements  shall 
be  so  arranged  that  replacement  cannot  be  made 
without  resetting  mechanism  for  another  alarm. 

16.14  Where  it  becomes  necessary  to  install  more  than 
one  set  of  contacts  operating  from  code  wheel, 
permission  in  writing  in  advance  must  be  obtained 
from  the  Commissioner.  This  shall  not  include 
pre-signal  features. 

16.15  The  box  shall  have  plainly  marked  thereon  its 
code  signal  number. 

Rule  17.  Non-Coded  Boxes 

17.1  Non-coded  closed  circuit  fire  alarm  stations  may 
be  operated  by  a  break-glass  or  pull  lever  device  so 
arranged  that  the  alarm  cannot  be  interfered  with 
except  by  resetting  or  replacement  of  the  glass 
by  an  authorized  person. 

17.2  The  construction  and  materials  shall  be  equal  to 
that  of  the  standard  approved  type  coded  closed 
circuit  station  except  that  the  contacts  shall  be  of 
ample  capacity  to  safely  carry  the  entire  operating 
current  of  the  gong  circuit  without  excessive 
heating. 

Rule  18.  Station  Testing  Devices 

18.1  Each  fire  alarm  system  shall  be  provided  with  an 
auxiliary  device  to  test  the  signaling  devices,  lo¬ 
cated  in  one  of  the  alarm  boxes  or  mounted  on 
the  control  board  Such  testing  devices  shall  be 
arranged  to  make  the  test  without  operating  the 
break  wheel  of  the  box  or  interfering  with  the 
dual  operating  feature. 

18.2  Provision  shall  be  made  for  a  silent  test  of  coded 
alarm  box  mechanisms  without  operating  the  sig¬ 
naling  devices.  Such  device  shall  be  designed  to 
prevent  any  persons  except  those  in  authority 
from  operating  the  same  and  to  prevent  the  pos¬ 
sibility  of  the  box  being  left  inoperative  after  the 
test. 

Rule  19.  Supervising  Current 

19.1  A  small  current  flow  to  constantly  supervise  each 
circuit  shall  be  maintained.  A  milliammeter,  or 
other  approved  current  indicator  shall  be  provided 
and  so  connected  as  to  indicate  the  supervising 
current. 

19.2  The  supervising  circuit  shall  be  provided  with  a 
trouble  bell  operating  on  open  circuit  arranged  to 
ring  continuously  in  case  of  failure  of  the  system. 
The  trouble  bell  shall  be  so  located  that  it  will  be 
within  audible  range  of  some  responsible  person 
in  the  building  and  shall  be  connected  to  the  elec¬ 
tric  light  or  power  service  in  the  building.  Per¬ 
mission  may  be  granted  by  the  Commissioner  to 
connect  the  trouble  bell  to  a  battery  of  approved 
type. 

19.3  Trouble  bells  shall  not  be  fitted  with  silencing 
switches  except  in  such  a  manner  that  the  act  of 
silencing  the  bell  by  the  operation  of  the  switch, 
automatically  and  positively  transfers  the  trouble 
signal  to  a  red  lamp  on  the  control  board  fed  by 
some  auxiliary  source  of  current  supply.  This 
auxiliary  source  of  current  shall  be  a  house  light¬ 
ing  circuit  or  any  other  approved  source. 


19.4  The  trouble  bell  shall  be  of  an  approved  design  of 
the  vibrating  type  and  give  a  distinctive  signal. 

Rule  20.  Protection  of  Sending  and  Sounding 
Devices 

20.1  In  fire  alarm  signal  systems,  all  moving  parts  of 
sending  stations  and  sounding  devices  shall  be 
enclosed  in  metal  casings,  made  dust-proof  and 
damp-proof  when  necessary,  and  clearly  marked 
with  instructions  for  use. 

20.2  Whenever  necessary,  hammer  rods  of  gongs  shall 
be  suitably  protected  against  mechanical  injury 
or  derangement  by  the  use  of  a  guard  or  other 
suitable  means.  If  subject  to  mechanical  injury, 
the  entire  device  shall  also  be  enclosed  in  a  pro¬ 
tecting  case  made  of  approved  wire  netting  or 
perforated  metal.  All  casings  shall  be  insulated 
from  current  carrying  parts,  but  shall  be  grounded 
to  the  conduit 

Rule  21.  Standards  of  Electric  Alarm  Apparatus 

21.1  All  electrically  actuated  apparatus  used  in  fire 
alarm  systems  shall  be  so  designed  and  constructed 
that  it  will  operate  satisfactorily  at  a  current  flow 
of  twenty-five  (25)  per  cent  above  or  below  the 
normal  operating  current. 

Insulation 

21.2  Insulating  materials  used  in  electric  fire  alarm 
signal  systems  shall  be  varnished  cambric,  bake- 
lite,  mica  or  other  approved  insulating  material. 

21.2.1  The  use  of  fibre  or  paper  as  an  insulating 

material  for  fire  alarm  signal  systems  shall 
not  be  permitted. 

21.3  The  insulating  material  used  on  electric  fire  alarm 
signal  systems  shall  be  capable  of  withstanding  an 
insulation  break-down  test  of  one  thousand  (1000) 
volts  A.  C.  plus  twice  operating  voltage  applied 
for  one  (1)  minute. 

Electro-Magnets 

21.4  Electro-magnet  windings  shall  be  impregnateu 
with  an  insulating  moisture  repelling  compound 
or  shall  be  of  silk  enameled  wire. 

21.5  Electro-magnet  coils  to  be  used  on  alternating 
current  when  composed  of  enameled  wire  shall 
have  an  additional  approved  insulation  on  each 
wire.  The  coils  may  be  of  the  form  wound  type. 

21.6  A  protective  cover  to  prevent  mechanical  injury 
shall  be  provided  over  the  entire  coil. 

21.7  Electro-magnet  coils  shall  be  securely  fastened  to 
prevent  floating. 

21.8  Electro-magnet  cores  shall  be  of  the  best  grade 
of  ferrous  material  so  as  to  reduce  to  a  minimum 
the  possibility  of  failure  due  to  residual  mag¬ 
netism. 

21.9  Electro-magnet  cores  for  use  on  alternating  cur¬ 
rent  shall  be  of  laminated  construction  or  other 
approved  method  to  prevent  heating  and  promote 
efficiency. 

21.10  Electro-magnet  cores  of  relays  and  gongs  shall 
be  treated  to  prevent  corrosion. 

21.10.1  Paint  or  varnish  for  this  purpose  shall 
not  be  used. 

21.11  Non-magnetic  freeze  pins  shall  be  used  which  will 
prevent  two  magnet  surfaces  coming  in  actual 
contact. 

Gongs 

21.12  Gong  shells  shall  be  pinned  to  prevent  turning  and 
then  securely  fastened  to  its  support  by  a  machine 
cap  screw  at  least  three-eighths  Odj)  inch  in 
diameter. 
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21 . 13  Gong  shells  shall  be  covered  with  an  approved 
rust  preventive. 

21.14  The  gong  shell  support  and  gong  frames  shall  be 
cast  in  one  piece. 

Wiring 

21.15  All  connections  shall  be  properly  protected,  se¬ 
curely  made  and  where  subject  to  motion  shall  be 
of  approved  flexible  wire. 

21.16  All  wiring  of  control  board,  station  and  gong  cir¬ 
cuits  shall  be  at  least  No.  14  B.  &  S.  gauge. 

21.17  Binding  posts  shall  be  of  such  a  character  that 
the  wire  is  held  between  two  flat  surfaces. 

21.18  Binding  posts  shall  be  mounted  on  an  approved 
terminal  block  or  insulating  strip  spaced  not  nearer 
than  one-half  (J4)  inch  to  each  other,  unless  sepa¬ 
rated  by  approved  barriers. 

Relays 

21.19  The  armatures  of  all  relays  shall  depend  on  grav¬ 
ity  or  magnetic  attraction  for  their  operation. 

21.19.1  This  action  may  be  assisted  by  flat  type 
springs  when  approved  by  the  Commis¬ 
sioner. 

21.19.2  The  use  of  spiral  springs  is  prohibited. 

21.20  Adjustments  shall  be  of  such  a  character  that 
they  can  be  securely  locked. 

.  21.21  Contact  points  shall  be  ample  in  area  not  only  to 
take  care  of  current  used  in  operation  but  to 
insure  long  life  and  shall  be  of  pure  silver,  or 
other  approved  material,  properly  riveted  to  their 
support. 

21.22  Contact  arms  shall  be  of  phosphor  bronze  and  be 
of  the  dead  beat  type. 

21.23  Contact  assemblies  shall  be  of  such  a  character 
that  their  operation  will  be  of  a  scraping  self¬ 
cleansing  nature. 

21.24  The  use  of  condensers  across  contacts  to  absorb 
the  arc  or  in  any  part  of  a  fire  alarm  circuit  is 
prohibited. 

21.25  Relays  shall  be  free  from  objectionable  hum  when 
used  on  alternating  current. 


Rule  22.  Time  Limit  Delay  Device 

22.1  All  gong  circuits  shall  and  special  signal  apparatus 
may  when  required  by  the  Commissioner,  be  pro¬ 
tected  by  a  Time  Limit  Delay  Device. 

Note :  This  time  limit  delay  device  shall  consist 
of  a  heating  coil  so  designed  that  the  nor¬ 
mal  operating  current  will  have  little  or 
no  effect  upon  a  thermostatic  bi-metal  bar 
or  strip  contained  therein.  Any  abnormal 
increase  over  operating  current  or  the  con¬ 
tinued  accumulative  heating  effect  thereof 
after  a  period  of  not  less  than  three  (3) 
minutes  nor  more  than  twenty  (20)  min¬ 
utes  shall  cause  the  thermostatic  element 
to  expand.  The  expansion  of  this  element 
shall  automatically  open  the  source  of  cur¬ 
rent  supply  to  the  gongs  or  devices  pro¬ 
tected. 

22.2  The  operation  of  the  time  limit  delay  device  shall 
cause  the  trouble  bell  to  ring. 

22.3  Time  limit  delay  devices  shall  be  so  connected 
in  the  fire  alarm  circuit  that  their  operation  will 
not  open  the  fire  alarm  box  circuits. 

22.4  Where  due  to  the  extent  of  the  installation,  it  be¬ 
comes  necessary  to  install  a  number  of  time  limit 
delay  devices,  the  operation  of  a  single  time  limit 


delay  device  shall  not  affect  other  sounding  devices 
similarly  protected. 

22.5  A  contactor  relay  to  operate  the  sounding  devices 
shall  be  provided  on  all  direct  current  gong  cir¬ 
cuits  exceeding  three  (3)  and  all  alternating  cur¬ 
rent  gong  circuits  exceeding  two  (2)  in  number. 

22.6  Gong  circuits  not  requiring  contactor  relays  shall 
be  operated  by  contacts  properly  placed  on  the 
armature  of  the  box  circuit  relay. 

22.7  A  separate  time  limit  delay  device,  contactor 
relay,  contactor  supervisory  relay  and  gong  super¬ 
visory  relay  shall  be  provided  for  each  four  (4) 
gong  circuit  or  fraction  thereof. 

Switches 

22.8  Triple  pole,  double  throw,  broken  back  knife 
switches  properly  supervised  and  connected  to 
emergency  resistors  shall  be  provided  on  all  box 
and  gong  circuits  when  they  exceed  three  (3)  in 
number. 

Instruments 

22.9  A  separate  approved  milliammeter  or  other  ap¬ 
proved  current  indicating  device  shall  be  provided 
for  the  box  circuit  and  each  four  (4)  gong  circuit 
on  the  control  board  when  the  gong  circuits  exceed 
three  (3)  in  number.  A  separate  milliammeter 
shall  be  provided  to  indicate  the  supervisory  cur- 
rent  of  contactor  relays  and  emergency  switch 
circuits.  This  meter  shall  be  known  as  the  Board 
Meter. 

Resistors 

22.10  Resistors  shall  be  mounted  on  the  front  or  face 
of  control  panels  and  shall  be  of  vitreous  enam¬ 
eled  type. 

Note:  Wire  wound  resistors  when  protected  by 
a  suitable  metal  guard  may  be  used  in  spe¬ 
cial  cases  when  approved  by  the  Commis¬ 
sioner. 

22.11  Ferrule  or  knife  contact  type  resistors  shall  not 
be  used. 

22.12  A  protective  resistor  shall  be  placed  in  the  nega¬ 
tive  or  live  lead  of  all  box  circuits  to  protec*  the 
contacts  of  the  boxes  in  the  event  of  a  ground. 

22.12.1  This  resistor  shall  be  not  less  than  three- 
hundred  (300)  nor  more  than  seven  hun¬ 
dred  and  fifty  (750)  ohms  resistance. 

Rule  23.  Control  Boards 

23.1  All  relays,  current  indicators,  resistances,  time 
limit  delay  devices  and  other  apparatus  used  in 
connection  with  the  operation  and  supervision  of 
closed  circuit  fire  alarm  signal  systems  shall  be 
properly  mounted  on  a  panel  of  approved  material, 
in  a  metal  cabinet  provided  with  lock  and  key. 
The  control  board  shall  be  located  in  a  place  sub¬ 
ject  to  the  least  vibration,  free  from  moisture, 
inflammable  gases,  dust  and  mechanical  injury  and 
under  frequent  view  of  a  responsible  occupant  of 
the  building  delegated  by  the  owner  to  be  in 
charge. 

23.2  Control  board  panels  shall  be  of  insulating  mate¬ 
rial  such  as  ebony  asbestos,  bakelite  or  other  ap¬ 
proved  materials  at  least  one-half  ( y2 )  inch  in 
thickness. 

23.3  Control  boards  mounted  in  each  cabinet  shall  be 
securely  fastened  in  each  corner. 

23.4  Provision  shall  be  made  for  ample  wire  gutter 
space  around  the  panel. 
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23.5  Conduit  knockouts  shall  not  be  provided  in  top 
of  control  board  cabinet. 

23.6  An  approved  wiring  diagram  of  the  alarm  system 
and  card  of  instruction  properly  marked  and  se¬ 
curely  fastened  shall  be  provided  within  the  con¬ 
trol  board  cabinet.  When  it  becomes  necessary 
to  mount  the  diagram  outside  of  the  cabinet,  the 
diagram  shall  be  properly  framed  under  glass. 

23.7  All  control  board  cabinets  shall  be  provided  with 
sight  hole  and  glass  panel  _  to  make  meters  .  on 
the  inside  of  the  cabinets  visible  from  the  outside. 

23.8  Wires  in  gutter  spaces  shall  be  properly  laced  in 
a  neat  and  workmanlike  manner  on  all  control 
boards  having  a  capacity  for  more  than  three  (3) 
gong  circuits. 

Rule  24.  Battery  Cabinets 

24.1  All  electric  batteries  for  fire  alarm  signal  systems 
shall  be  placed  in  substantial  protecting  cabinets 
thoroughly  ventilated,  elevated  not  less  than  one 
(1)  nor  more  than  five  (5)  feet  above  the  floor 
and  located  in  clean,  dry  and  cool  places  where 
the  temperature  will  not  be  less  than  forty  (40) 
nor  more  than  one  hundred  and  ten  (110)  degrees 
Fahrenheit.  Main  battery  cabinets  shall  be  so 
constructed  that  the  condition  of  the  elements  may 
be  observed  without  disturbing  the  cells. 

24.2  Metal  battery  cabinets  shall  be  constructed  of  sheet 
iron  or  steel,  not  less  than  No.  14  U.  S.  gauge  in 
thickness,  properly  reinforced  by  angle  irons,  with 
self-closing  doors  provided  with  lock  and  key  and 
wood  shelves  not  less  than  seven-eighths  (7/s)  of 
an  inch  thick,  unless  the  battery  is  of  the  spray- 
proof  type,  properly  fastened  and  secured  to  pre¬ 
vent  sagging.  The  interior  and  the  exterior  of 
the  cabinet  shall  be  protected  with  three  (3)  coats 
of  asphaltum  compound,  each  coat  to  be  thor¬ 
oughly  dry  before  the  next  is  applied,  or  with 
baked  enamel. 

24.3  Wood  battery  cabinets  shall  be  constructed  of 
the  first  grade  of  kiln  dried  wood  not  less  than 
seven-eighths  (7/s)  of  an  inch  thick  and  shall  be 
provided  with  self-closing  door  and  approved  lock. 
The  shelves  shall  be  not  less  than  seven-eighths 
(7/s)  of  an  inch  thick  properly  fastened  and  se¬ 
cured  to  prevent  sagging.  The  cabinet  shall  be 
of  substantial  construction  painted  on  the  interior 
with  three  (3)  coats  of  asphaltum  compound  and 
on  the  exterior  with  three  (3)  coats  of  lead  paint 
or  two  (2)  coats  of  varnish. 

24.4  Storage  batteries  may  be  placed  on  enamaled  metal 
battery  racks,  provided  the  batteries  are  installed 
in  a  place  where  they  will  not  be  subject  to  me¬ 
chanical  injury,  and  will  be  ventilated  as  required 
in  Rule  12.6. 

Rule  25.  Painting  of  Equipment 

25.1  All  enclosing  cases  for  fire  alarm  apparatus  shall 
be  finished  in  fire  department  red,  except  where 
special  permission  is  given  by  the  Commissioner 
to  deviate  from  this  requirement. 

Rule  26.  Closed  Circuit  Annunciators 

26.1  Annunciators  used  in  connection  with  Class  3  fire 
alarm  systems  shall  be  of  an  approved  closed  cir¬ 
cuit  type. 

26.2  The  annunciator  shall  have  approved  type  of  re¬ 
lays  equipped  with  a  suitable  target,  shutter  or 
other  indicating  device. 

26.2.1  The  indicating  device  shall  have  marked 
thereon  a  suitable  description  of  the  pur¬ 
pose  it  serves. 


26.3  The  printed  designation  on  unit  or  building  annun¬ 
ciator’s  indicators  shall  be  legible.  The  mecha¬ 
nism  shall  be  so  arranged  that  once  operated  the 
indicating  device  shall  be  reset  manually. 

26.4  A  unit  annunciator  shall  be  so  designed  that  the 
operation  of  any  station  in  the  unit  shall  cause  a 
visible  and  audible  signal. 

26.5  The  unit  annunciator  shall  be  actuated  by  contact 
on  code  wheel  of  the  fire  alarm  station  or  by  con¬ 
tact  on  a  relay  connected  to  the  fire  alarm  box 
circuit.  In  no  case  shall  the  station  fire  alarm 
circuit  be  used  for  this  purpose. 

26.6  Trouble  annunciators  shall  be  so  arranged  that 
the  indicating  device  will  reset  automatically  when 
cause  of  trouble  has  been  removed. 

26.7  The  trouble  annunciator  shall  be  so  designed  that 
it  will  indicate  visible  and  audible  trouble  signals 
in  the  event  of  trouble  occurring  on  any  circuit, 
control  board  or  unit  annunciators. 

26.8  The  trouble  annunciator  shall  be  actuated  by  the 
operation  of  contacts  on  all  supervisory  relays. 

26.8.1  Each  relay  of  this  annunciator  shall  be 

provided  with  two  (2)  sets  of  contacts  so 
arranged  that  one  will  operate  the  one 
hundred  and  ten  (110)  volt  trouble  signal; 
the  other  set  to  actuate  the  register  if  a 
register  is  used. 

26.9  A  trouble  buzzer  switch  and  lamp  shall  be  mounted 
on  the  inside  of  each  unit  annunciator  cabinet  on 
the  panel. 

26.10  A  trouble  bell,  switch  and  lamp  shall  be  mounted 
on  the  inside  of  each  trouble  annunciator  cabinet 
on  the  panel.  Trouble  bell  may  be  placed  at.  a 
distance  from  the  annunciator  by  special  permis-i 
sion  of  the  Commissioner. 

26.11  Relay  drops  of  annunciator  shall  be  so  designee 
that  vibration  from  without  or  that  caused  by  the 
trouble  signal  within  will  not  operate  the  indicat¬ 
ing  devices. 

26.12  All  annunciators  shall  be  installed  in  a  separate1 
red  enameled  steel  cabinet  provided  with  an  ap 
proved  lock  and  key. 

26.13  Annunciators  shall  be  properly  marked  in  white 
letters  at  least  one  (1)  inch  high  with  the  words 
“Fire  Alarm  Annunciator”  Zone  —  or  “Fire  Alarn 
Trouble  Annunciator,”  whichever  the  case  may  be 

Rule  27.  Licensed  Contractors 

27.1  No  person  shall  install,  alter  or  repair  or  cause 
to  be  installed,  altered,  or  repaired  electrical  wir 
ing  or  apparatus  for  fire  alarm  systems  in  an; 
building,  except  a  person  holding  a  license,  or  ; 
special  license  in  accordance  with  Chapter  9  o 
the  Code  of  Ordinances  of  the  City  of  New  York 
The  enforcing  authority  shall  not  approve  an 
installation,  alteration  or  repair  done  in  violatio: 
of  this  rule. 

Rule  28.  Used  or  Rebuilt  Apparatus 

28.1  Used  apparatus  shall  not  be  re-used  for  any  ir 
terior  fire  alarm  system  under  these  Rules,  an 
Regulations  until  the  same  has  been  recondit.ione 
in  the  shop  of  a  reliable  manufacturer  buildin 
interior  fire  alarm  apparatus  which  has  been  aj 
proved  by  the  Board  of  Standards  and  Appeal 
Approval  in  writing  shall  be  obtained  from  the  er 
forcing  authority  prior  to  installation.  The  er 
forcing  authority  shall  not  approve  for  use,  use 
or  reconditioned  apparatus  that  may  not  give  sa 
is factory  service. 
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PUBtl 


C  HEARINGS 


Tuesdays,  at  10  a.  mi  and  2  p.  m. 

Special  meetings  a-s  published  in  this  Bulletin. 

All  hearings  are  hekf  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 


CONTENTS 


his  issue  of  the  Bulletin  contains  in  the  order  given— 
'ocket. 

ertiorari  Orders  Served  on  Board, 
ourt  Decisions, 
ules  Directory, 
he  Hearing  Calendar. 

linutes  of  Regular  Meeting,  March  14,  1939,  at  10  A.M., 
Affecting  Calendar  Numbers  540-37-BZ,  920-38-BZ, 
1086-38-BZ,  770-38-BZ,  1143-38-BZ  and  1193-38-BZ. 

linutes  of  Regular  Meeting,  March  14,  1939,  at  2  P.M., 
Affecting  Numbers  739-38-BZ,  176-39-*BZ,  11-33-BZ, 
230-34-BZ,  266-36-BZ,  209-39-A,  210-39-A,  37-39-A,  95- 
39-A,  254-39- A,  274-39- A,  275-39- A,  291 -39- A,  306-39- A, 
766-38- A,  1019-38-A,  118-39-S,  68-24-SA,  46-34-SA,  286- 
36-SA,  120-38-SA,  1022-38-SA,  124-38-SM  and  263-39-SM. 

rooking  in  Factory,  Rules. 

ules  for  Refrigerating  Systems. 

ules  for  Liquefiers  used  to  convert  solid  carbon  dioxide 
to  a  liquid  and/or  a  gas. 


No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  March  14,  1939 
Cal.  No.  Department  Premises  Affected 

292-39- SM . L.  A.  Cement  Blocks  manufac- 

factured  by  Charles  A.  Luisi, 

Material. 


293-39-SM . Nabcor  Steam  Cured  Cinder 

Concrete  Units,  manufactured 
by  National  Brick  Corpora¬ 
tion,  Material. 


294-39-BZ ...  H.B.B . 1523-1527  Bedford  avenue,  east 

side,  82  ft.  in.  north  of 
Eastern  parkway  (Block  1260, 
part  of  Lot  5),  Borough  of 
Brooklyn,  Applic.  318-39. 


295-39-BZ _ H.B.Q . 113-19  Jamaica  avenue,  north 

side,  25  ft.  west  of  114th 
street  (Block  4227,  Lot  77), 
Richmond  Hill,  Borough  of 
Queens,  Alt.  9208-36. 


296-39-A . H.B.Q . 74-12  88th  street,  west  side, 

208.59  ft.  north  of  Montauk 
Division  of  the  L.  I.  R.  R. 
(Block  3838,  Lot  54  ar¬ 
il  lock  3839,  Lot  67),  Glendale, 
Borough  of  Queens,  (Under 
Section  35,  General  City  Law : 
Re  Bed  of  Mapped  Street) 
N.B.  1238-39. 


297-39-BZ ...  .H.B.M . 842  First  avenue  and  400  East 

47th  street,  southeast  corner 
(Block  1358,  part  of  Lot  47), 
Borough  of  Manhattan, 

Alt.  531-39  and  Zone 
Viol.  2-39. 


298-39- A . H.B.M . 62  East  92nd  street,  south  side, 

153  ft.  3  in.  west  of  Park 
avenue  (Block  1503,  Lot  44), 
Borough  of  Manhattan, 

Alt.  392-39. 


299-39- A . F.D . 114-116  Reade  street,  16-22  Hud¬ 

son  street,  northeast  corner, 
158  Duane  street  and  110-116 
West  Broadway  (Block  144, 
Lot  1),  Borough  of  Manhat¬ 
tan,  2194-L.F.  and  Decision. 


300-39-A . F.D . ..1365  Jerome  avenue,  west  side, 

170  ft.  south  of  West  170th 
street  (Block  2856,  Lot  20), 
Borough  of  The  Bronx, 

Decision  re:  9218-C. 


301-39- A . F.D . 20-60  Imlay  street,  west  side, 

57  ft.  5  in.,  south  of  Summit 
street  and  23-43  Commercial 
Wharf  (Block  515,  part  of 
Lot  61),  Borough  of  Brook¬ 
lyn,  1749-L.F.  and  Decision. 


302-39-BZ. ..  .H.B.Q . 68-02  Grand  avenue,  southeast 

corner  of  Brown  place  (Block 
2776,  part  of  Lots  1  and  6), 
Maspeth,  Borough  of  Queens, 
Alt.  9060-38. 


303-39-A-WF.  .P.D . Re:  Permit  to  sail  Boat  with 

Advertising  Matter  thereon, 
in  Waters  of  Flushing  Bay, 
within  World’s  Fair  Area, 
Flushing,  Borough  of  Queens, 

Decision. 


304-39-SM . Atlantic  Hollow  Metal  Fire 

Door,  manufactured  by  At¬ 
lantic  Metal  Products,  Inc., 

Material. 


305-39-BZ.  ...H.B.Q . 150-43  to  150-47  114th  street, 

east  side,  115.47  ft.  north  of 
North  Conduit  avenue  (Old 
South  road)  ;  (Block  2677, 
Lot  13),  Ozone  Park,  Bor¬ 
ough  of  Queens, 

Alt.  159-39  and  B.N.  160-39. 


306-39-A . H.B.M . 136  East  57th  street  and  691-695 

Lexington  avenue,  southeast, 
corner  (Block  1311,  Lot  50), 
Borough  of  Manhattan, 

Alt.  724-39. 


307- 39-BZ. ..  .H.B.M . 315-347  West  58th  street,  north 

side,  220  ft.  6  in.  west  of 
Eighth  avenue  (Block  1049, 
Lots  9  to  23  inclusive),  Bor¬ 
ough  of  Manhattan, 

Decision  re  Certificate 
of  Occupancy. 

308- 39-A . H.B.M . 721-729  Lenox  avenue,  west  side, 

from  West  146th  street  to 
West  147th  street,  101-165 
West  146th  street  and  100-164 
West  147  th  street  (Block 
2015,  Lot  6),  Borough  of 
Manhattan, 

P.  &  D.  Applic.  2141-38. 


309-39-A . H.B.Bx . East  side  of  Cabot  street,  205.92 

ft.  south  of  Oak  Point  avenue 
(Block  2605,  Lot  350),  Bor¬ 
ough  of  The  Bronx,  (Under 
Section  35,  General  City  Law : 
Re  Bed  of  Mapped  Street), 
Alt.  77-39 


310-39-BZ  .  ..  H.B.M . 249-253  West  43rd  street,  nortl 

side,  200  ft.  east  of  Eight! 
avenue  (Block  1015,  Lots  If 
and  11),  Borough  of  Man¬ 
hattan, 

Decision  re  Certificate 
of  Occupancy 


31 1-39-SM . Magnolia  Stainless  Cement 

manufactured  by  Southerr 
Cement  Company,  Material 


312-39-A . H.B.Q . 174-10  and  174-14  Gladwin  ave 

nue,  south  side,  51  ft.  9  in 
and  91  ft.  9  in.  east  of  Fresl 
Meadow  road  and  48-11  Fresl 
Meadow  road,  southeast  cor 
ner  of  Gladwin  avenm 
(Block  5588,  Lot  1),  Flush 
ing,  Borough  of  Queens, 
N.B.  699-39  to  N.B.  704-3' 

inclusive 
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.175-08  to  175-52  Underhill  ave¬ 
nue  and  49-06  Utopia  park¬ 
way,  southwest  corner  and 
48-19  Fresh  Meadow  road, 
southeast  corner  of  Underhill 
avenue  (Block  5590,  Lot  19), 
Flushing,  Borough  of  Queens, 
N.B.  492-39  to  N.B.  505-39 
inclusive  and  N.B.  659-39 
to  N.B.  672-39  inclusive. 

.174-07  and  174-11  Gladwin  ave¬ 
nue  and  47-75  Fresh  Meadow 
road,  northeast  corner  and 
north  side  of  Gladwin  avenue, 
35  ft.  8  in.  and  75  ft.  8  in. 
east  of  Fresh  Meadow  road 
(Block  5587,  Lot  1),  Flush¬ 
ing,  Borough  of  Queens, 

N.B.  673-39  to  N.B.  678-39, 
inclusive. 


.175-05  to  175-51  Underhill  ave¬ 
nue  and  48-50  Utopia  park¬ 
way,  northwest  corner  and 
northeast  corner  of  Fresh 
Meadow  road  and  Underhill 
avenue  (Block  5589,  Lot  1), 
Flushing,  Borough  of  Queens, 
N.B.  480-39  to  N.B.  491-39 
inclusive  and  N.B.  647-39 
to  N.B.  658-39  inclusive. 


.48-52  to  48-60  186th  street  and 

185- 15  Underhill  avenue, 
northwest  corner  (Block  5621, 
Lot  1),  Flushing,  Borough  of 
Queens, 

N.B.  10087-38  to  N.B. 

10094-38,  inclusive, 

48-51  Utopia  parkway,  northeast 
corner  of  Underhill  avenue 
(Block  5621,  Lot  1),  Flush¬ 
ing,  Borough  of  Queens, 

N.B.  10095-38. 

.48-62  to  48-70  186th  street  and 

186- 05  LTnderhill  avenue, 
northeast  corner  and  east  side 
of  186th  street,  77.47  ft.  and 
37.47  ft.  north  of  Underhill 
avenue  (Block  5638,  Lot  1), 
Flushing,  Borough  of  Queens, 

N.B.  9898-39  to  N.B.  9905- 
39,  inclusive. 

229-231  Washington  street,  east 
side,  158  ft.  south  of  Concord 
street  (Block  115,  Lot  17), 
Borough  of  Brooklyn, 

Decision  re :  76292-C. 

1603  Avenue  U,  north  side,  20 
ft.  east  of  East  16th  street 
(Block  7321,  part  of  Lot  48), 
Borough  of  Brooklyn, 

Applic.  13800-38. 

Rear  of  301  to  305  Beach  101st 
street,  northwest  corner  of 
Long  Island  Railroad  (Block 
586,  Lot  65),  Rockaway 
Beach,  Borough  of  Queens, 


B.N.  220-39,  B.N.  221-39 
and  B.N.  223-39. 


322-39-A . H.B.Q . Rear  of  309,  313,  315  and  317 

Beach  101st  street,  northwest 
corner  of  Long  Island  Rail¬ 
road  (Block  586,  Lot  65), 
Rockaway  Beach,  Borough  of 
Queens, 

B.N.  224-39,  B.N.  227-39,  B.N. 
228-39  and  B.N.  229-39. 


323-39-A . H.B.Q . 160-08  12th  road,  southeast  cor¬ 

ner  of  160th  street  (Block 
4582,  Lot  22),  Beechhurst, 
Borough  of  Queens, 

Alt.  147-39. 


324-39-A . F.D . 41-57  Vestry  street  and  437-441 

Greenwich  street,  southeast 
corner  (Block  219,  Lots  11- 
13),  Borough  of  Manhattan, 
1863-L.F.  and  Decision. 


325-39-A . H.B.B . 388-626  Winthrop  street,  south¬ 

west  corner  of  Albany  avenue 
(Block  4829,  Lot  I),  Borough 
of  Brooklyn, 

Applic.  6453-38. 


Restored  to  Calendar 


46434-SA . May  Oil  Burner,  Models  B, 

NSJ,  F,  NSJ-1  and  W, 

Appliance. 

68-24-SA . May  Oil  Burner,  Models  C  and 

S,  Appliance. 


739-38-BZ. ..  .H.B.B . 880-900  Franklin  avenue,  west 

side,  25  ft.  south  of  Carroll 
street  (Block  1189,  part  of 
Lot  31),  Borough  of  Brook¬ 
lyn,  Applic.  74-39. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Build¬ 
ings:  H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn; 
H.B.M. — Department  of  Housing  and  Buildings,  Manhattan; 
H.B.Q. — Department  of  Housing  and  Buildings,  Queens; 
H.B.R. — Department  of  Housing  and  Buildings,  Richmond; 
H.B.Bx. — Department  of  Housing  and  Buildings,  Bronx;  H.D. — 
Health  Department  and  F.D.— Fire  Department. 


CERTIORARI  ORDERS  SERVED  ON  BOARD  OF 
STANDARDS  AND  APPEALS 

On  March  15,  1939,  Joseph  C.  Spano,  attorney,  served  on  Board 
petition  and  order  of  certiorari  on  behalf  of  Domenick  Schierripa, 
owner,  in  re  decision  of  Board  of  January  31,  1939,  denying  gasoline 
service  station,  under  section  21,  Cal.  No.  65-34-BZ,  at  premises 
5901-5911  13th  avenue  and  1302-1310  59th  street,  Borough  of 
Brooklyn. 

*  *  * 

On  March  16,  1939,  Goldfarb  and  Fleece,  attorneys,  served  on 
Board  Order  of  Certiorari  on  behalf  of  Harlem  Savings  Bank,  owner, 
in  re  decision  of  February  7,  1939,  denying  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  on  street  on  which  there  is  an 
exit  from  school,  under  section  21.  Cal.  No.  132-28-BZ,  premises 
439-445  W.  39th  street,  Borough  of  Manhattan. 


COURT  DECISIONS 

Friedland  vs.  Board  of  Standards  and  Appeals — On  November  16, 
1937,  Board  denied  parking  and  storage  of  more  than  five 
(5)  motor  vehicles  in  business  district,  under  section  7-h, 
Cal.  No.  109-37-BZ,  premises  55-01  to  55-23  Sixth  avenue, 
Borough  of  Brooklyn.  Mr.  Justice  Steinbrink  sustained 
Board  (N.  Y.  L.  J.  Mch.  21,  1939). 
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Macormack  vs.  Murdock— On  November  1,  1938,  Board  denied,  under 
section  7-h,  application  for  parking  of  more  than  five  (S) 
motor  vehicles,  under  Cal.  No.  604-37-BZ,  in  a  business 
district,  at  premises  266-276  Clarkson  avenue,  Borough  of 
Brooklyn.  Mr.  Justice  Steinbrink  referred  matter  back  to 
Board  for  consideration  in  view  of  many  affidavits  and 
consents  as  to  the  necessity  for  parking  at  this  premises. 
(N.  Y.  L.  J.  March  21,  1939.) 


RULES 


Last  Publication  in  Bulletin 


Carbon  Dioxide  Liquefier  Rules. ...  Mar. 
Certificate  of  Occupancy,  approved 

form  . Aug. 

Concrete  Flat  Slabs,  Rules... . July 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . Tune 

Factory  Exit  Rules . Feb. 

Fire  Alarm  Rules  (Interior) . Mar. 

Fire  Drill  Rules . Nov. 

Fire  Retarding  Rules  for  Garages, 

etc . Feb. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . ...Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Nov. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Oil  Burner  Rules . Jan. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . •.*•••. . Feb. 

Platform  Trucks,  Specifications  for. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply) . Feb. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.Mar. 
Smoking  in  Factories,  Rules  for.... Mar. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) .  .Apr. 


21,  1939— Vol.  24,  No.  12 

23,  1938— Vol.  23,  No.  34 

13,  1937— Vol.  22,  No.  28 

3,  1937— Vol.  22,  No.  31 

3,  1936— Vol.  21.  No.  9 

15,  1937 — Vol.  22.  No.  24 

21,  1939— Vol.  24.  No.  8 

14,  1939— Vol.  24,  No.  11 

22,  1938— Vol.  23,  No.  47 

7,  1939— Vol.  24,  No.  6 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

1,  193a— Vol.  23,  No.  44 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
3,  1939— Vol.  24,  No.  1 

28,  1939— Vol.  24,  No.  9 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 

7,  1939— Vol.  24,  No.  6 

7,  1937— Vol.  22,  No.  36 
21,  1939— Vol.  24,  No.  12 
21,  1939— Vol.  24,  No.  12 

29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

10,  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Mar.  5,  1935 — Vol.  20,  No.  10 

Fireline  Hose  Valves . Feb.  7,  1939 — Vol.  24,  No.  6 


Fuel  Oil  Burners  for  Domestic  and 


Commercial  Use  . 

3, 

1939- 

-Vol. 

24, 

No. 

1 

Fuel  Oil  Fill  Pipe  Terminals. 

. Feb. 

21, 

1939- 

-Vol. 

24, 

No. 

8 

Fuel  Oil  Burners  for  Industrial  Use.  Aug. 

30, 

1938- 

Vol. 

23, 

No. 

35 

Fuel  Oil  Pumps . 

3, 

1939- 

-Vol. 

24, 

No. 

1 

Gas  Heaters . . 

. Feb. 

21, 

1939- 

—Vol. 

24, 

No. 

8 

Paint,  Varnish  and  Lacquer 

Spray- 

—Vol 

,  No. 

ing  Equipment  . 

28, 

,  1939 

.  24. 

9 

Range  Oil  Burners  and 

Space 

Heaters  . 

3, 

1939- 

-Vol. 

24, 

No. 

1 

MARCH  21,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
21,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


cal.  no.  94-38-BZ — Application,  February  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Arthur  W.  Renander,  appli¬ 
cant,  on  behalf  of  Jeho  Co.,  Inc.,  owner 
(Jamaica  Parking  Co.,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  89-02  to  89-12  166th  street, 
southwest  corner  of  89th  avenue 
(Block  No.  866,  Lot  No.  72),  Jamaica, 
Borough  of  Queens. 


cal.  no.  840-38-BZ — Application,  October  3,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 


tion,  of  Francis  L.  Shea,  applicant,  on 
behalf  of  The  Trustees  of  the  Sailors 
Snug  Harbor,  owner  (Gertrude  I. 
Bergoff,  lessee),  to  permit  partly  in  a 
business  use  district  and  partly  in  an 
unrestricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  52-58  East  8th  street  and  305 
Mercer  street,  southwest  corner  (Block 
No.  548,  Lot  Nos.  32  to  35,  inclusive), 
Borough  of  Manhattan. 


cal.  no.  145-38-BZ — Application,  March  8,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  William  H.  Van  Hou- 
ten,  applicant,  on  behalf  of  Mabel 
Agassiz,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  475 
West  146th  street,  north  side,  100  ft. 
west  of  Amsterdam  avenue  (Block  No. 
2061,  Lot  Nos.  5  and  6),  Borough  of 
Manhattan. 


cal.  no.  663-38-BZ — Application,  July  25,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Max  Hirsch,  applicant,  on  behalf 
of  Augusta  Alexander,  owner,  to  per¬ 
mit  in  a  residence  use  and  “E”  area 
district,  the  maintenance  of  a  two  (2) 
car  garage ;  the  maintenance  of  which 
is  contrary  to  “E”  area  requirements: 
premises  3122  Avenue  L,  south  side 
20  ft.  west  of  East  32nd  street  (Bloch 
No.  7649,  Lot  No.  49),  Borough  ol 
Brooklyn. 


cal.  no.  1171-38-BZ — -Application,  December  16,  1938,  undei 
section  7h  of  the  building  zone  resolu 
tion,  of  Samuel  Falk,  applicant,  or 
behalf  of  Hilda  Lerner,  owner,  to  per 
mit  in  a  business  use  district,  for  i 
temporary  period  of  not  more  thai 
two  (2)  years,  the  parking  and  stor 
age  of  more  than  five  (5)  motor  ve 
hides;  premises  150-01  to  150-09  Hor 
ace  Harding  boulevard  and  60-09  tc 
60-15  150th  street,  northeast  cornei 
(Block  No.  6436,  Lot  No.  41),  Flush¬ 
ing,  Borough  of  Queens. 

cal.  no.  44-39-BZ — Application,  January  13,  1939,  unde: 

section  21  of  the  building  zone  resolu 
tion,  of  John  F.  Meehan,  applicant,  oi 
behalf  of  Sinclair  Refining  Company 
owner,  to  permit  in  a  business  use  dis 
trict,  the  erection  and  maintenance  o 
a  gasoline  service  station;  premise 
108-15  Northern  boulevard,  northwes 
corner  of  110th  street  (Block  No 
1703,  Lot  No.  44),  Corona,  Borougl 
of  Queens. 


cal.  no.  150-39-BZ — Application,  February  6,  1939,  unde 
section  7a  of  the  building  zone  resolu 
tion,  of  James  Whitford,  applicant,  oi 
behalf  of  Rubsam  and  Horrmani 
Brewing  Company,  owner,  to  permi 
in  a  business  use  district,  the  extensioi 
in  height  of  an  existing  building  whic. 
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is  part  of  an  existing  brewery;  prem¬ 
ises  191  Canal  street,  southeast  corner 
of  Boyd  street  and  Cedar  street  (Block 
No.  527,  Lot  No.  49),  Stapleton,  Bor¬ 
ough  of  Richmond. 

cal.  no.  921-38-BZ — Application,  October  25,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  V.  Iaricci,  applicant,  on 
behalf  of  Joseph  P.  Kissling,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  110-40  Horace 
Harding  boulevard  (Nassau  boule¬ 
vard),  southwest  corner  of  Colonial 
avenue  (Block  No.  2161,  Lot  Nos.  115 
and  118),  Corona,  Borough  of  Queens. 

i 

cal.  no.  1149-38-BZ — Application,  December  6,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Rutland  Parkway, 
Inc.,  owner,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance 
of  a  garage  for  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline 
service  station ;  premises  50-62  East 
98th  street,  west  side,  90  ft.  north  of 
Rutland  road  (Block  No.  4600,  Lot  No. 
30),  Borough  of  Brooklyn. 

al.  no.  540-37-BZ — Application,  November  15,  1937,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  Jessie  Fisher  and  Caroline 
Candidus,  owners  (Harry  Weissler, 
lessee),  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  are  located  on 
the  same  street  between  the  same  two 
(2)  intersecting  streets  in  which  there 
exists  an  exit  to  a  public  school ;  prem¬ 
ises  673-695  Livonia  avenue,  north  side, 
between  Wyona  street  and  Vermont 
street,  534-544  Wyona  street  and  571- 
581  Vermont  street  (Block  No.  3808, 
Lot  Nos.  1  and  48),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  21,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

114-39-A — 1510  Jessup  avenue,  east  side,  75  ft.  north  of 
West  172d  street  (Block  No.  2872,  Lot 
No.  287),  Borough  of  The  Bronx. 

84- 39-A — Northwest  corner  of  West  254th  street  and  Riv- 

erdale  avenue  (Block  No.  3425,  Lot  No. 
405),  Borough  of  The  Bronx  (Under 
Section  35,  General  City  Law:  Re  Bed  of 
Mapped  Street). 

85- 39-A — North  side  of  West  254th  street,  239  ft.  west  of 

Riverdale  avenue  (Block  No.  3425,  Lot 
No.  475),  Borough  of  The  Bronx  (Under 
Section  35,  General  City  Law :  Re  Bed  of 
Mapped  Street). 

55-39-A — 402-414  East  105th  street,  south  side,  1UU  tt. 

east  of  First  avenue  and  403-415  East 
104th  street  (Block  No.  1698,  Lot  No.  5), 
Borough  of  Manhattan. 


210-39-A — North  side  of  Borden  avenue,  intersection  of 
Vernon  boulevard,  51st  avenue  and  11th 
street  (Block  No.  39,  Lot  Nos.  1  to  48, 
inclusive),  Long  Island  City,  Borough  of 
Queens. 

289-39-A — 40-36  22nd  street  and  21-21  41st  avenue,  north¬ 
west  corner  (Block  No.  410,  Lot  No.  38 
part  of  Lot  No.  46),  Long  Island  City, 
Borough  of  Queens. 

288-39-A — 50-01  Rockaway  Beach  boulevard,  southeast 
corner  of  Beach  51st  street  (Block  No. 
336,  Lot  Nos.  20  and  28),  Edgemere, 
Borough  of  Queens. 

207-39- A — 115-44  180th  street  (Caxton  street),  west  side, 
680  ft.  south  of  114th  road  (Rulland 
street);  (Block  No.  1327,  Lot  No.  40), 
St.  Albans,  Borough  of  Queens. 

308-39-A— 721-729  Lenox  avenue,  west  side,  from  West 
146th  street  to  West  147th  street,  101-165 
West  146th  street  and  100-164  West  147th 
street  (Block  No.  2015,  Lot  No.  6),  Bor¬ 
ough  of  Manhattan. 

312- 39-A — 174-10  and  174-14  Gladwin  avenue  and  48-11 

Fresh  Meadow  road  and  south  side  of 
Gladwin  avenue,  51  ft.  9  in.  and  91  ft.  9 
in.  east  of  Fresh  Meadow  road  (Block  No. 
5588,  Lot  No.  1),  Flushing,  Borough  of 
Queens. 

313- 39-A — 175-08  to  175-52  Underhill  avenue  and  49-06 

Utopia  parkway,  southwest  corner  and 
southeast  corner  of  Underhill  avenue  and 
Fresh  Meadow  road  (Block  No.  5590, 
Lot  No.  19),  Flushing,  Borough  of  Queens. 

3 14- 39- A — 174-07  to  174-11  Gladwin  avenue  and  47-75 

Fresh  Meadow  road,  northeast  corner  and 
north  side  of  Gladwin  avenue,  35  ft.  8  in. 
and  75  ft.  8  in.  east  of  Fresh  Meadow 
road  (Block  No.  5587,  Lot  No.  1),  Flush¬ 
ing,  Borough  of  Queens. 

315- 39-A — 175-05  to  175-51  Underhill  avenue  and  48-50 

Utopia  parkway,  northwest  corner  and 
northeast  corner  of  Underhill  avenue  and 
Fresh  Meadow  road  (Block  No.  5589,  Lot 
No.  1),  Flushing,  Borough  of  Queens. 

316- 39-A — 48-52  to  48-60  186th  street  and  185-15  Underhill 

avenue,  northwest  corner  (Block  No. 
5621,  Lot  No.  1),  Flushing,  Borough  of 
Queens. 

317- 39-A — 48-51  Utopia  parkway,  northeast  corner  of  Un¬ 

derhill  avenue  (Block  No.  5621,  Lot  No. 
1),  Flushing,  Borough  of  Queens. 

3 18- 39- A — 48-62  to  48-70  186th  street  and  186-05  Underhill 

avenue,  northeast  corner  and  east  side  of 
186th  street,  77.47  ft.  and  37.47  ft.  north 
of  Underhill  avenue  (Block  No.  5638,  Lot 
No.  1),  Flushing,  Borough  of  Queens. 

338-39-A — 130-53  70th  avenue,  north  side,  120  ft.  west  of 
135th  street  (Block  No.  6548,  Lot  No.  6), 
Forest  Hills,  Borough  of  Queens. 


MARCH  28,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
28,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  1050-38-BZ— Application,  November  18,  1938,  un- 
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der  section  21  of  the  building  zone  res¬ 
olution,  of  Sidney  H.  Kitzler,  appli¬ 
cant,  on  behalf  of  John  Meurer,  owner, 
to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station,  office,  auto  laundry, 
lubritorium  and  brake  and  battery 
service;  premises  6411-6423  13th  ave¬ 
nue  and  1301-1305  65th  street,  north¬ 
east  corner  (Block  No.  5747,  Lot  Nos. 

1  and  5),  Borough  of  Brooklyn. 

cal.  no.  866-38-BZ — Application,  October  7,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Goldenthal  Brothers,  applicant, 
on  behalf  of  Lafayette  National  Bank 
of  Brooklyn,  as  trustee  (Herman  Eller- 
brock,  lessee),  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  21-23  to  21-33 
31st  street,  east  side,  225  ft.  south  of 
21st  avenue  (Block  No.  831,  Lot  Nos. 
20  to  24,  inclusive),  Astoria,  Borough 
of  Queens. 

cal.  no.  1006-38-BZ — Application,  November  9,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Rosella  I.  Wil¬ 
liams,  owner,  to  permit  in  a  business 
use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  1688  Eastern  boulevard,  south¬ 
west  corner  of  Soundview  avenue 
(Block  No.  3660,  Lot  Nos.  56  and  59), 
Borough  of  The  Bronx. 

cal.  no.  1105-38-BZ — Application,  December  2,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Dry  Dock  Savings  Institution, 
applicant  and  owner,  to  permit  in  a 
residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  224-230  West  18th 
street,  south  side,  325  ft.  west  of  Sev¬ 
enth  avenue  (Block  No.  767,  Lot  No. 
56),  Borough  of  Manhattan. 

cal.  no.  1184-38-BZ — Application,  December  19,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  221  Garage  Corporation,  ap¬ 
plicant,  on  behalf  of  Central  Park 
Realty  Corporation,  owner,  to  permit  in 
a  business  use  district,  the  conversion 
of  occupancy  of  part  of  an  existing 
building  to  a  motor  vehicle  repair  shop ; 
premises  217  and  rear  of  219  West 
58th  street,  north  side,  275  ft.  west  of 
Seventh  avenue  (Block  No.  1030,  Lot 
No.  22),  Borough  of  Manhattan. 

cal.  no.  43-39-BZ — Application,  January  11,  1939,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  Irving  M.  Fenichel,  ap¬ 
plicant,  on  behalf  of  Ken-Isle,  Inc., 
owner,  to  permit  in  a  residence  use 
district,  the  erection  and  maintenance 
of  a  building  to  be  used  for  fur  storage 
and,  also,  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  17-45  to 
18-05  Clintonville  street,  east  side,  800 


ft.  south  of  Locke  avenue  (Block  No. 
4732,  Lot  No.  9,  Block  No.  4729,  Lot 
No.  46,  Block  No.  4746,  Lot  No.  1  and 
Block  No.  4747,  Lot  No.  1),  White- 
stone,  Borough  of  Queens. 

cal.  no.  22-39-BZ — Application,  January  10,  1939,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  Robert  Helmer,  applicant, 
on  behalf  of  C.  T.  Silver,  Inc.,  owner, 
to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  3087- 
3103  Nostrand  avenue  and  1720-1734 
Gerritsen  avenue,  southeast  corner 
(Block  No.  6813,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  920-38-BZ — Application,  October  25,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Irving  Yarvin, 
owner,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as 
lubritorium  and  auto  laundry,  upon  an 
existing  gasoline  service  station ;  prem¬ 
ises  139-21  Springfield  boulevard, 
northeast  corner  of  140th  avenue 
(Block  No.  3746,  Lot  No.  1),  Spring- 
field,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  28,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

296-39- A— 74-12  88th  street,  west  side,  208.59  ft.  north  oi 
Montauk  Division  of  L.  I.  R.  R.  (Bloc! 
No.  3838,  Lot  No.  54  and  Block  No.  3839 
Lot  No.  67),  Glendale,  Borough  of  Queens 
(Under  Section  35,  General  City  Law 
Re  Bed  of  Mapped  Street). 

246-39-A — 111-117  47th  street,  north  side,  74  ft.  4  in.  eas 
of  First  avenue  (Block  No.  735,  Lot  No 
1),  Borough  of  Brooklyn. 

163-39-A — 92-98  Bogart  street  and  2  Ingraham  street 
northwest  corner  (Block  No.  3075,  Lo 
No.  1),  Borough  of  Brooklyn. 

171-39-A — 290-298  Dyckman  street  and  19-21  Henshav 
street,  southwest  corner  (Block  No.  224£ 
Lot  No.  28),  Borough  of  Manhattan. 

282-39-A — 352  Eighth  avenue,  east  side,  50  ft.  south  o 
West  28th  street  (Block  No.  777,  Lot  Nc: 
79),  Borough  of  Manhattan. 

298- 39-A — 62  East  92nd  street,  south  side,  153  ft.  3  in.  wes 

of  Park  avenue  (Block  No.  1503,  Lot  Nc 
44),  Borough  of  Manhattan. 

299- 39-A— 16-22  Hudson  street,  110-116  West  Broadwaj 

114-116  Reade  street  and  158  Duane  stree 
(Block  No.  144,  Lot  No.  1),  Borough  o 
Manhattan. 

301-39-A — 20-60  Imlay  street,  west  side,  57  ft.  5  in.  sout. 

of  Summit  street  and  23-43  Commercia 
wharf  (Block  No.  515,  part  of  Lot  Nc 
61),  Borough  of  Brooklyn. 

323-39-A — 160-08  12th  road,  southeast  corner  of  160t 
street  (Block  No.  4582,  Lot  No.  22) 
Beechhurst,  Borough  of  Queens. 


418 


CALENDAR 


325-39-A — 388-626  Winthrop  street,  southwest  corner  of 
Albany  avenue  (Block  No.  4829,  Lot  No. 
1),  Borough  of  Brooklyn. 

233-39-A — 429  Seventh  avenue,  east  side,  98  ft.  9  in.  south 
of  West  34th  street  (Block  No!  809,  Lot 
No.  5),  Borough  of  Manhattan. 

251-39-A — 91-01  Jamaica  avenue,  northeast  corner  of  91st 
street  (Block  No.  80,  part  of  old  Lot  No. 
63),  Woodhaven,  Borough  of  Queens. 

256-39-A — 185-01  Union  turnpike,  northeast  corner  of  185th 
street  (Block  No.  7202,  Lot  No.  32), 
Flushing,  Borough  of  Queens. 

261-39-A — 188-25  Linden  boulevard,  north  side,  40  ft.  west 
of  Farmers  boulevard  (Block  No.  1331, 
Lot  No.  64),  St  Albans,  Borough  of 
Queens. 

283-39-A — 235-237  West  14th  street,  north  side,  425  ft.  west 
of  Seventh  avenue  (Block  No.  764,  Lot 
No.  20),  Borough  of  Manhattan. 

[319-39-A — 229-231  Washington  street,  east  side,  158  ft. 

south  of  Concord  street  (Block  No.  115, 
Lot  No.  17),  Borough  of  Brooklyn. 

336-39-A — 579-591  Surf  avenue,  north  side,  66  ft.  5 in. 

east  of  West  8th  street  (Block  No.  7279, 
Lot  No.  262),  Borough  of  Brooklyn. 

79-39-A — 743-765  Lexington  avenue,  135-163  East  59th 
street,  140-176  East  bOth  street  and  990- 
1008  Third  avenue  (Block  No.  1394,  Lot 
No.  23),  Borough  of  Manhattan. 

343- 39-A — 92-28  FTorace  Harding  boulevard,  southeast  cor¬ 

ner  of  Queens  boulevard  (Block  No.  2075, 
Lot  Nos.  5  and  6),  Elmhurst,  Borough  of 
Queens. 

344- 39-A — 33-43  Debevoise  place,  east  side,  100  ft.  south  of 

Lafayette  street  and  432  Hudson  avenue 
(Block  No.  2085,  Lot  No.  7),  Borough 
of  Brooklyn. 

353-39-A — 124-126  Richmond  avenue,  west  side,  56  ft.  north 
of  Grove  avenue  (Block  No.  1073,  Lot 
No.  118),  Port  Richmond,  Borough  of 
Richmond. 

366-39-A — 122  West  23rd  street,  south  side,  200  ft.  west  of 
Sixth  avenue  (Block  No.  798,  Lot  No. 
56),  Borough  of  Manhattan. 


APRIL  4,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
irds  and  Appeals  of  a  public  hearing  under  the  provisions 
H  the  building  zone  resolution,  Tuesday  morning ,  April 
!’  ^939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

:al.  no.  103-38-BZ — Application  of  Joseph  A.  Lazarus, 
applicant,  on  behalf  of  Frank  L.  Weil, 
William  E.  Russell  and  Raymond  J. 
Scully,  trustees  of  Series  C-2,  New 
York  Title  and  Mortgage  Company, 
owner,  reopened  under  new  proposal, 
March  7,  1939,  under  section  21  of  the 
building  zone  resolution,  to  permit  in 
a  residence  use  district,  the  use  of  a 
plot  of  ground  as  a  tennis  court  and 
accessory  building  for  same  (previ¬ 
ously  denied  re  parking  and  storage  of 
more  than  five  (5)  motor  vehicles)  ; 
premises  42-56  Sutton  place  south,  west 


side,  from  East  54th  street  to  East  55th 
street,  423-457  East  54th  street  and 
422-456  East  55th  street  (Block  No. 
1366,  Lot  Nos.  16  and  19  and  part  of 
Lot  No.  33),  Borough  of  Manhattan. 

cal.  no.  763-38-BZ — Application,  September  1,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Herman  Kron,  applicant,  on 
behalf  of  New  York  Telephone  Com¬ 
pany,  owner,  to  permit  in  a  business 
use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  728-744 
Second  avenue,  east  side,  24.8  ft.  south 
of  East  40th  street  and  303  East  39th 
street  ( Block  No.  945,  Lot  Nos.  1,  4 
and  6),  Borough  of  Manhattan. 

cal.  no.  66-39-BZ — Application,  January  17,  1939,  under 
sections  7a,  7c  and  21  of  the  building 
zone  resolution,  of  Slee  and  Bryson, 
applicants,  on  behalf  of  Frank  Saccar- 
di  and  Lauretta  Saccardi,  owners,  to 
permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  part  of  an 
existing  building  to  a  gasoline  service 
station;  premises  7423  (7421  displayed) 
15th  avenue  and  1501  Bay  Ridge  park¬ 
way  (75th  street),  northeast  corner 
(Block  No.  6213,  Lot  No.  1),  Borough 
of  Brooklyn. 

cal.  no.  1181-38-BZ — Application,  December  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Jack  P.  Ganbarg,  applicant, 
on  behalf  of  B.  F.  Keith  Corporation, 
owner  (Little  Amity  Parking,  Inc., 
lessee),  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  203-207  West 
95th  street,  north  side,  86  ft.  west  of 
Amsterdam  avenue  (Block  No.  1243, 
Lot  Nos.  129,  130  and  131),  Borough 
of  Manhattan. 

cal.  no.  1053-38-BZ — Application,  November  22,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Brooklyn  Develop¬ 
ment  Company,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  2503- 
2537  65th  street,  northwest  corner  of 
McDonald  avenue  (Block  No.  6607, 
Lot  Nos.  34  and  42),  Borough  of 
Brooklyn. 

cal.  no.  1 103-38-BZ — Application,  December  1,  1938,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  Sara  Engelhard,  owner,  to 
permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  erection  and  maintenance  of  an 
extension  to  an  existing  business  build¬ 
ing;  premises  403  Howard  avenue,  east 
side,  68  ft.  2  in.  north  of  St.  Marks 
avenue  (Block  No.  1452,  Lot  No.  5), 
Borough  of  Brooklyn. 
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cal.  no.  807-28-BZ — Application,  reopened  November  22, 
1938,  under  section  21  of  the  building 
zone  resolution,  of  Alfred  H.  Eccles, 
applicant,  on  behalf  of  Harry  Rohdie, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  extension  in  area  of  a  gaso¬ 
line  service  station  by  the  removal  and 
re-location  of  the  walls  of  an  existing 
garage ;  premises  40-35  Union  street 
and  142-01  to  142-07  41st  avenue  (form¬ 
erly  80-84  Madison  avenue),  northeast 
corner  (Block  No.  5021  (848),  Lot  No- 
1),  Flushing,  Borough  of  Queens. 

cal.  no.  140-39-BZ — Application,  February  3,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Benjamin  Millstein,  ap¬ 
plicant,  on  behalf  of  Cimiez  Realty 
Corporation,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  160- 
186  Van  Cortlandt  Park  South  and 
3843-3855  Putnam  avenue  West,  south¬ 
west  corner  (Block  No.  3271  A,  Lot 
Nos.  165,  169  and  170),  Borough  of 
The  Bronx. 

cal.  no.  1018-38-BZ — Application,  November  14,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  John  F.  Meehan,  applicant,  on 
behalf  of  The  Rector,  Church  Wardens 
and  Vestrymen  of  Trinity  Church  in 
the  City  of  New  York,  owner  (Caswell 
Motor  Company,  lessee),  to  permit  in 
a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  3740 
Broadway,  northeast  corner  of  West 
155th  street  (Block  No.  2114,  Lot  No. 
1),  Borough  of  Manhattan. 

cal.  no.  82-39-BZ — Application,  January  20,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abram  Shlefstein,  applicant, 
on  behalf  of  Centreville  Realty  Cor¬ 
poration,  owner  (Harper  Oil  Co.,  Inc., 
lessee),  to  permit  in  a  business  use  dis¬ 
trict,  the  re-arrangement  and,  also,  the 
erection  of  an  accessory  building  on  an 
existing  gasoline  service  station ;  prem¬ 
ises  156-33  Woodhaven  boulevard,  east 
side,  100  ft.  north  of  157th  (Vandalia) 
avenue  (Block  No.  3867,  Lot  No.  45), 
Howard  Beach,  Borough  of  Queens. 

cal.  no.  3 1-39-BZ — Application,  January  11,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  William  F.  Regan,  ap¬ 
plicant*  on  behalf  of  Townsend  L. 
Conner,  Laura  Investing  Company  and 
Gertrude  Ederle,  owners  (Edward 
Malloy,  lessee),  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  331- 
339  West  53rd  street,  north  side,  390 
ft.  west  of  Eighth  avenue  (Block  No. 
1044,  Lot  Nos.  13  to  17,  inclusive), 
Borough  of  Manhattan. 

cal.  no.  185-39-BZ — Application  February  16,  1939,  under 


section  21  of  the  building  zone  resolu¬ 
tion,  of  Sloan  and  Behrens,  applicants; 
on  behalf  of  The  Arthur  A.  Johnson 
Corporation,  owner,  to  permit  partly 
in  a  business  use  district  and  partly  ir 
an  unrestricted  use  district,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  95-25  Queen: 
boulevard,  north  side,  from  62nd  drive 
to  Junction  boulevard  (Block  No.  2079 
Lot  Nos.  1  and  9),  Rego  Park,  Bor 
ough  of  Queens. 

cal.  no.  1086-38-BZ —  Application,  November  28,  1938,  un 
applicant,  on  behalf  of  Arthur  F 
der  sections  7h  and  21  of  the  buildinj 
zone  resolution,  of  Robert  Teichman 
Davies,  Trust  Office  for  City  Banl 
Farmers  Trust  Co.,  trustee  of  Estat 
of  William  Waldorf  Astor,  owner,  ti 
permit  partly  in  a  residence  use  distric 
and  partly  in  a  business  use  district,  fo 
a  temporary  period  of  not  more  tha: 
two  (2)  years,  the  parking  and  storag 
of  more  than  five  (5)  motor  vehicles 
premises  351-381  East  164th  stree’ 
north  side,  between  Clay  avenue  an 
Teller  avenue,  984-1008  Teller  avenu 
and  985-1009  Qay  avenue  (Block  Nc 
2424,  Lot  No.  1),  Borough  of  Th 
Bronx. 

HARRIS  H.  MURDOCK,  Chair  mat 


APRIL  4,  1939,  2  P.  M. 

Appeal  from  Administrative  Decision 

309-39-A — East  side  of  Cabot  street,  205.92  ft.  south  c 
Oak  Point  avenue  (Block  No.  2605,  L< 
No.  350),  Borough  of  The  Bronx  (Unde 
Section  35,  General  City  Law :  Re  Bed  c 
Mapped  Street). 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stan, 
ards  and  Appeals  of  a  public  hearing  under  the  provisioi 
of  the  building  zone  resolution,  Tuesday  afternoon,  Api 
4,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Buildin 
Manhattan,  on  the  following  matter: 

cal.  no.  738-38-BZ— Application,  August  23,  1938,  und' 
sections  7a  and  21  of  the  building  zoi 
resolution,  of  Bernard  Trencher,  app' 
cant,  on  behalf  of  Mary  T.  Hasselm: 
and  Anastasia  L.  Bartley,  owne 
(Socony- Vacuum  Oil  Company,  In 
lessee),  to  permit  in  a  residence  u 
district  the  extension  of  a  gasoline  se 
vice  station  and  the  erection  and  mai 
tenance  of  a  building  to  be  used  as 
gasoline  service  station  office,  lub: 
tory,  auto  laundry  and  for  the  sale 
accessories;  premises  1815-1825  Oce: 
avenue,  east  side,  280  ft.  south  of  Av 
nue  M  (Block  No.  7656,  Lot  No. 
and  part  of  Lot  Nos.  51,  54  and  58 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairma 


APRIL  11,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stan 
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,ards  and  Appeals  of  a  public  hearing  under  the  provisions 

of  the  building' zone  resolution,  Tuesday  morning,  April 

'll,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 

Manhattan,  on  the  following-  matters  : 

’cal.  no.  523-38-BZ — Application,  June  21,  1938,  under  sec¬ 
tions  7 h  and  21  of  the  building  zone 
resolution,  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  George  Ehret 
Properties,  Inc.,  owner  (Frank  W. 
Banfield,  lessee),  to  permit  partly  in 
a  business  use  district  and  partly  in 
a  residence  use  district,  for  &  temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
23-22  to  23-30  31st  street,  north  side, 
100  ft.  east  of  23rd  road  (Block  No. 
842,  Lot  No.  80),  Long  Island  City, 
Borough  of  Queens. 

;al.  no.  350-38-BZ — Application,  May  9,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Salvatore  M.  De- 
Pasquale,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  2858-2866  Webster 
avenue,  east  side,  51.43  ft.  south  of 
East  200th  street  and  410-416  East 
200th  street  (Block  No.  3273,  Lot  No. 
122),  Borough  of  The  Bronx. 

;al.  no.  931-38-BZ — Application,  October  26,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  Nordheim,  applicant, 
on  behalf  of  Antonio  DePunte,  owner, 
to  permit  in  a  residence  use  district, 
the  storage  of  more  than  three  (3) 
motor  vehicles ;  premises  252  East 
203rd  street,  south  side,  72.84  ft.  east 
of  Valentine  avenue  (Block  No.  3308, 
Lot  Nos.  50  and  51),  Borough  of  The 
Bronx. 

;al.  no.  1092-38-BZ — Application,  November  28,  1938,  un¬ 
der  section  7h  of  the  building  zone 
resolution,  of  James  J.  Millman,  ap¬ 
plicant,  on  behalf  of  Sambern  Realty 
Corporation,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises 
167-01  to  167-19  Depot  road,  north  side, 
entire  block,  between  167th  street  and 
168th  street,  36-27  to  36-39  167th 
street  and  36-34  to  36-42  168th  street 
(Block  No.  5294,  Lot  No.  1  and  part 
of  Lot  No.  6),  Flushing,  Borough  of 
Queens. 

al.  no.  54-39-BZ — Application,  January  13,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abram  Shlefstein,  applicant, 
on  behalf  of  William  Boylhart,  owner 
(Joseph  Diamond,  lessee),  to  permit  in 
a  residence  use  district,  the  extension 
of  an  existing  gasoline  service  station; 
premises  2645-2651  Ocean  avenue  and 
2001-2013  Gravesend  Neck  road,  north¬ 
east  corner  (Block  No.  7381,  Lot  No. 
15),  Borough  of  Brooklyn. 


cal.  no.  96-39-BZ — Application,  January  26,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Samuel  Schenkel, 
owner  (Midtown  Service  Station,  Inc., 
lessee),  to  permit  in  a  business  use 
district,  the  reconstruction  and  altera¬ 
tion  of  a  gasoline  service  station ; 
premises  1139-1151  Coney  Island  ave¬ 
nue  and  1101-1111  Avenue  H,  northeast 
corner  (Block  No.  6686,  Lot  No.  48), 
Borough  of  Brooklyn. 

cal.  no.  177-39-BZ-WF — Application,  February  14,  1939, 
under  section  7h  of  the  building  zone 
resolution,  of  Oscar  Goldschlag,  appli¬ 
cant,  on  behalf  of  United  Cigar- 
Whelan  Stores  Corporation,  owner,  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  108-50  to  108-80  Roosevelt 
avenue  and  40-02  to  40-10  111th  street, 
southwest  corner  (Block  No.  1996,  Lot 
Nos.  31  and  34),  Corona,  Borough  of 
Queens. 

cal.  no.  337-39-BZ — Application,  March  17,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  C.  Dale  Badgeley,  applicant, 
on  behalf  of  Angof  Holding  Co.,  Inc., 
owner  (New  York  World’s  Fair  1939, 
Inc.,  lessee),  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy 
of  an  existing  building  to  an  office 
building.  (Temporary  offices  for  the 
Mayor  of  the  City  of  New  York  dur¬ 
ing  the  New  York  World’s  Fair)  ; 
premises  130-53  70th  avenue,  north 
side,  120  ft.  west  of  135th  street  (Block 
No.  6548,  Lot  No.  6),  Forest  Hills, 
Borough  of  Queens. 

cal.  no.  177-27-BZ — Application  of  Seelig  and  Finkelstein, 
applicants,  on  behalf  of  Apex  Broker¬ 
age  Corporation,  owner,  reopened 
January  24,  1939,  under  sections  7b,  7c 
and  21  of  the  building  zone  resolution, 
to  permit  partly  in  a  residence  use 
district  and  partly  in  a  business  use 
district,  the  erection  and  maintenance 
of  a  business  building;  premises  north¬ 
east  corner  of  Cornaga  avenue  and 
Mott  avenue  (Block  No.  47,  Lot  Nos. 

1  and  78),  Far  Rockaway,  Borough  of 
Queens. 

cal.  no.  497-23-BZ — Application  of  Edwin  W.  Kleinert, 
applicant,  on  behalf  of  1590  Bedford 
Avenue  Corporation,  owner  (Bedford- 
President  Garage,  Inc.,  lessee),  re¬ 
opened  November  1,  1938,  under  section 
21  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  the 
alteration  and  conversion  of  occupancy 
of  part  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  denied 
by  the  Board  and  granted  by  the 
Court)  so  as  to  form  an  alcove  gaso¬ 
line  service  station;  premises  1572-1590 
Bedford  avenue  and  1049-1057  Presi¬ 
dent  street,  northwest  corner  (Block 
No.  1273,  Lot  No.  46),  Borough  of 
Brooklyn. 
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cal.  no.  657-38-BZ— Application  of  B.  Robert  Swartburg 
applicant,  on  behalf  of  Airport  Land 
Corporation,  owner,  reopened  February 
21,  1939,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a 
residence  use  district,  the  erection  and 
maintenance  of  fifty-four  (54)  indi¬ 
vidual  garages;  premises  21-12  77th 
street,  west  side,  150  ft.  and  252  ft. 
6  in.  south  of  21st  avenue  (rear  of 
lot)  ;  (Block  No.  972,  Lot  Nos.  45  and 
43  of  Lot  No.  12),  Astoria,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  18,  1939,  10  A.  M. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 


of  the  building  zone  resolution,  Tuesday  morning,  April 
18,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 

cal  no.  999-38-BZ — Application  of  Abram  Shlefstein,  ap¬ 
plicant,  on  behalf  of  Duam  Realty 
Holding  Co.,  Inc.,  owner  (Jack  Gold¬ 
stein,  lessee),  reopened  under  new  pro¬ 
posal,  March  7,  1939,  under  section  21 
of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  the 
extension  of  a  gasoline  service  station 
(previously  denied  re  extension  of  a 
gasoline  service  station, _  partly  in  a 
business  use  and  partly  in  a  residence 
use  district)  ;  premises  219-25  Merrick 
road,  northwest  corner  of  220th  street 
(Block  No.  3541,  part  of  Lot  No.  114), 
Springfield,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

_  _  1 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MARCH  14,  1939 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 

The  minutes  of  the  Regular  meeting  of  the  Board  held 
on  Tuesday  morning,  February  21,  1939  and  the  minutes  of 
the  Regular  meeting  of  the  Board  held  on  Tuesday  after¬ 
noon,  February  21,  1939,  were  approved  as  printed  in 
Bulletin  No.  9,  Vol.  24. 


BUILDING  ZONE  CASES 

540-37-BZ. 

APPLICANT— Jack  Z.  Cohen,  for  Jessie  Fisher  and  Caro¬ 
line  Candidus,  owners  (Harry  Weissler,  lessee). 

SUBJECT— Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  7h  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  are 
located  on  the  same  street  between  the  same  two 
(2)  intersecting  streets  in  which  there  exists  an 
exit  to  a  public  school. 

PREMISES  AFFECTED— 673-695  Livonia  avenue,  north 
side,  between  Wyona  street  and  Vermont  street, 
534-544  Wyona  street  and  571-581  Vermont  street 
(Block  No.  3808,  Lot  Nos.  1  and  48),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  S.  Parme  and  Murray  Levy. 
For  Opposition:  Charles  Tilgner,  Board  of  Educa¬ 
tion,  Joseph  F.  Kelly  and  Abraham  Carn. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1939  at 
10  a.m.,  on  request  of  present  attorney  for  appli¬ 
cant,  who  stated  a  new  attorney  has  been  retained, 
who,  because  he  is  engaged  in  Supreme  Court, 
was  unable  to  be  present. 


920-38-BZ.  i 

APPLICANT — Lama  and  Proskauer,  for  Irving  Yarvin, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  partly  in  a 
business  use  district  and  partly  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  build¬ 


ing  to  be  used  as  lubritorium  and  auto  laundry,  | 
upon  an  existing  gasoline  service  station. 

PREMISES  AFFECTED— 139-21  Springfield  boulevard, 
northeast  corner  of  140th  avenue  (Block  No.  3746, 
Lot  No.  1),  Springfield,  Borough  of  Queens. 

APPEARANCES— 

For1  Applicant:  Alfred  A.  Lama.  j 

For  Opposition:  Bertha  H.  Riemann,  Dorothy 
Amberman  and  Jessie  D.  Havens. 

ACTION  OF  BOARD— Laid  over  to  March  28,  1939  at 
10  a.m.,  after  argument,  for  further  consideration 
by  the  board. 

1086-38-BZ. 

APPLICANT— Robert  Teichman,  for  Arthur  F.  Davies, 
Trust  Officer  for  City  Bank  Farmers  Trust  Co., 
trustee  of  Estate  of  William  Waldorf  Astor, 
owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings  under  sections  7h  and  21  of, 
the  building  zone  resolution,  to  permit  partly  in  a 
residence  use  district  and  partly  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than, 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 351-381  East  164th  street,  north 
side,  between  Clay  avenue  and  Teller  avenue,  984- 
1008  Teller  avenue  and  985-1009  Clay  avenue 
(Block  No.  2424,  Lot  No.  1),  Borough  of  Thq 
Bronx. 

APPEARANCES— 

For  Applicant:  Isadore  V.  Herbst. 

For  Opposition:  Louis  Sanders,  George  V.  Granigo 
Lester  M.  Friedman,  Milton  Brand  and  others 

ACTION  OF  BOARD— Laid  over  to  April  4.  1939,  a 
10  a.m.,  on  request  of  objector  and  concurred  in 
by  the  applicant’s  representative. 


770-38-BZ. 

APPLICANT — Samuels  and  Samuels  for  Minnie  Zagarino 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super 
intendent  of  buildings)  under  section  21  of  thi 
building  zone  resolution  to  permit  in  a  business  usi 
district,  the  extension  and  reconstruction  of  a  gaso 
line  service  station  (previously  granted  by  th< 
board). 
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’REMISES  AFFECTED— 109-61  to  109-73  Van  Wyck 
boulevard  and  109-118  to  109-130  Lincoln  avenue, 
northeast  corner  (Block  No.  10066,  Lot  No.  1), 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lillian  Lamont 

For  Opposition:  Isaac  Chasan,  Martin  Cargill, 

Fred  Bryld  and  Harry  Starr. 
aCTION  OF  BOARD — Application  granted  on  condition. 

'HE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

'HE  RESOLUTION— 

(770-38-BZ) 

Whereas,  Samuels  and  Samuels,  for  Minnie  Zagarino, 
wner,  filed  August  29,  1938,  an  application  under  the  build- 
ig  zone  resolution,  to  permit  in  a  business  use  district,  the 
xtension  and  reconstruction  of  a  gasoline  service  station 
previously  granted  by  the  board)  ;  premises :  109-61  to 
09-73  Van  Wyck  boulevard  and  109-118  to  109-130  Lincoln 
venue,  northeast  corner  (Block  No.  10066,  Lot  No.  1), 
amaica,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
y  the  Board  of  Standards  and  Appeals,  at  its  regular 
ieeting,  March  14,  1939,  after  due  notice  by  publication  in 
(he  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
lg  zone  resolution  show  that  Van  Wyck  boulevard  is  in 
business  district ;  Lincoln  avenue  is  in  a  business  and 
esidence  use  district ;  138th  street  is  in  a  residence  and 
usiness  use  district  and  139th  street  is  in  a  residence  and 
usiness  use  district;,  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
uildings  dated  August  15,  1938,  re  N.B.  App.  No.  5900-38, 
eads : 

“The  erection  of  a  gasoline  service  station  on  a  plot 
located  in  a  business  district,  is  contrary  to  Art.  2, 
Section  4  of  the  Zone  Law.” 
nd 

Whereas,  the  premises  presently  consist  of  an  irregularly 
haped  plot  of  ground  having  a  frontage  of  100.3  ft.  on 
fan  Wyck  boulevard,  95.3  ft.  on  Lincoln  avenue  and  a  dis- 
mce  of  83.4  ft.  along  the  north  lot  line ;  upon  which  there 
f;  a  gasoline  service  station,  having  a  frontage  of  112.7  ft. 
n  Van  Wyck  boulevard  and  143.4  ft.  on  Lincoln  avenue, 
reviously  granted  by  the  board.  The  area  of  the  station 
as  been  diminished  by  street  widening  proceedings.  It 
s  proposed  to  incorporate  in  the  area  of  the  station,  a  plot 
■ff  ground  (to  north),  40  ft.  by  95  ft.  in  area.  The  pro- 
osed  station  will  have  a  frontage  of  100.3  ft.  on  Van  Wyck 
■oulevard,  95.3  ft.  on  Lincoln  avenue,  and  a  distance  of  83.4 
t.  along  the  north  lot  line.  It  is  proposed  to  demolish  the 
•tructure  on  the  site,  erect  a  one-story  accessory  building, 
5  ft.  by  25  ft.  in  area,  relocate  and  install  additional  pumps 
nd  occupy  the  premises  as  a  gasoline  service  station;  and 
Whereas,  these  premises  were  inspected  by  a  committee 
f  the  board  prior  to  the  hearing;  and 
Whereas,  the  board  deemed  that  the  applicant  had  sub- 
tantiated  a  basis  of)  appeal  under  section  21  of  the  build- 
ng  zone  resolution  and  was,  therefore,  entitled  to  relief 
n  the  grounds  of  practical  difficulty  and  unnecessary  hard- 
hip  to  permit  reconstruction  and  rearrangement  of  the 
xisting  state,  because  of  street  widening  and  to  extend 
rea,  under  section  7c. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  make  a  variation  in  the  requirements  of  the  use 
istrict  regulations  of  the  building  zone  resolution,  and 
hat  the  application  be  and  it  hereby  is  granted,  under 
ection  21  and  section  7,  subdivision  c,  to  permit  the 
earrangement  and  extension  of  the  existing  gasoline 
ervice  station,  substantially  as  indicated  on  revised 


plans  showing  plot  layout,  marked  “Received  February  14, 
1939”,  and  as  to  general  arrangement  of  accessory  building 
and  walls  on  the  northerly  lot  line,  as  indicated  on  plans 
marked  “Received  March  13,  1939”,  on  condition  that  the 
entire  plot  shall  be  levelled  substantially  to  the  grade  of  the 
adjoining  streets;  that  there  shall  be  a  wall  constructed 
along  the  northerly  lot  line  where  the  wall  of  the  accessory 
building  does  not  occur,  for  a  height  of  not  less  than  4  ft. 
to  the  building  line  of  Van  Wyck  boulevard;  that  the  en¬ 
tire  area,  where  not  covered  by  accessory  buildings,  walls 
and  planting,  shall  be  paved  with  new  cement  paving;  that 
street  curbs  shall  be  erected  on  Van  Wyck  boulevard  and 
Lincoln  avenue  and  sidewalks  constructed  surrounding  the 
premises  on  such  streets;  that  the  entrances  shall  be  re¬ 
stricted  to  two,  to  Van  Wyck  boulevard  and  two  to  Lincoln 
avenue,  no  entrance  to  exceed  25  ft.  in  width  with  curb 
cuts  opposite  of  similar  width ;  that  no  curb  cut  shall  be 
nearer  the  northerly  lot  line  on  Van  Wyck  boulevard,  than 
15  ft.  and  not  nearer  the  intersection  of  Van  Wyck  boule¬ 
vard  and  Lincoln  avenue,  than  10  ft. ;  that  there  shall  be 
no  entrance  to  the  premises  at  the  intersection  of  Van 
Wyck  boulevard  and  Lincoln  avenue ;  that  planted  areas 
shall  be  maintained  substantially  as  indicated  on  plans 
marked  “Received  February  14,  1939”  and  that  such  area 
shall  be  protected  with  concrete  curbs  not  less  than  6  in. 
in  width  and  6  in.  in  height;  that  gasoline  pumps  erected 
on  the  premises  shall  not  be  nearer  than  15  ft.  to.  the  build¬ 
ing  line  of  either  street  and  shall  be  of  the  design  as  ap¬ 
proved  by  the  park  department  for  parkways ;  that  during 
the  term  of  this  variance,  the  premises  shall  be  used  for 
no  other  use,  than  as  herein  permitted ;  that  no  automobile 
repairing  shall  be  carried  on  on  the  premises  and  no 
parking  of  cars  other  than  those  being  serviced ;  that  the 
accessory  building  shall  be  constructed  of  masonry  on 
either  stone  or  brick ;  that  the  roof  shall  be  surfaced  with 
natural  slate;  that  there  shall  be  no  windows  opening  on 
the  interior  lot  lines;  that  the  accessory  building  shall  be 
constructed  of  new  fireproof  materials,  except  that  the 
door  frames  and  doors,  window  frames  and  sash  may  be  of 
wood;  that  closure  doors  may  be  constructed  on  the  greas¬ 
ing  section,  provided  hydraulic  type  of  greasing  lifts  are 
installed ;  that  any  heating  boiler  installed  in  the  building 
shall  be  within  a  fireproof  enclosed  room  separated  from 
the  balance  of  the  building  by  fireproof  construction  and 
enterable  only  from  the  exterior,  unless  a  unit  heater,  as 
approved  by  the  Board  of  Standards  and  Appeals  for  such 
use,  is  installed;  that  signs  shall  be  Restricted  to  a  per¬ 
manent  sign  attached  to  the  facade  of  the  accessory  build¬ 
ing,  excluding  all  wall  and  roof  signs  and  all  temporary 
signs,  but  permitting  the  erection  of  not  over  three  (3) 
post  standards  within  the  building  line  for  advertising 
solely  the  brand  of  gasoline  on  sale  and  permitting  such 
signs,  which  may  be  illuminated,  to  extend  beyond  the 
building  line  for  a  distance  of  not  over  4  ft. ;  that  at  the 
intersection  of  Van  Wyck  boulevard  and  Lincoln  avenue, 
the  planting  areas  shall  be  extended  across  the  entire  dis¬ 
tance  between  the  two  streets ;  that  complete  working 
drawings  shall  be  submitted  for  the  approval  of  the  chair¬ 
man  on  behalf  of  the  board,  before  same  are  filed  with 
the  borough  superintendent  of  buildings ;  that  such  plans 
shall  be  submitted  within  one  month  from  the  date  of  this 
resolution  and  that  after  approval,  all  work  shall  be  com¬ 
pleted  within  one  (1)  year  therefrom. 


1143-38-BZ. 

APPLICANT— William  F.  Regan,  for  Anthony  Marzano, 
owner  (Beverly  Auto  Painting  Co.,  Inc.,  lessee). 

SUBJECT— Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings)  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  the  inclusion  of  a  motor 
vehicle  repair  shop  and,  also,  a  motor  vehicle  paint 
shop  in  an  existing  garage  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 1302-1306  60th  street  and  6001- 
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6007  13th  avenue,  southeast  corner  (Block  No. 
5719,  Lot  No.  7),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  William  F.  Regan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(1143-38-BZ) 

Whereas,  William  F.  Regan,  for  Anthony  Marzano, 
owner  (Beverly  Auto  Painting  Co.,  Inc.,  lessee),  filed 
December  9,  1938,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the  inclusion 
of  a  motor  vehicle  repair  shop  and  also  a  motor  vehicle 
paint  shop  in  an  existing  garage  for  more  than  five  (5) 
motor  vehicles;  premises:  1302-1306  60th  street  and  6001  - 
6007  13th  avenue,  southeast  corner  (Block  No.  5719,  Lot 
No.  7),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  14,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  13th  avenue  is  in  a  business 
and  unrestricted  use  district;  60th  street  is  in  a  business  use 
district;  61st  street  is  in  an  unrestricted  use  district  and 
59th  street  is  in  a  business,- unrestricted  and  residence  use 
district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  re  Application  No.  17515-38,  dated  December  7, 
1938,  as  amended  by  decision  of  February  8,  1939,  reads : 

“1 — Proposition  in  reference  to  portion  of  existing 
storage  garage  to  be  used  for  storage  of  more  than 
5  cars,  also  installation  of  motor  vehicle  repair  shop 
and  motor  vehicle  paint  shop  in  a  business  district, 
is  contrary  to  Art.  2,  Sec.  4A  of  the  Zoning  Reso¬ 
lution.” 

and 

Whereas,  the  building  is  of  non-fireproof  construction 
one  (1)  story  in  height,  with  a  frontage  of  100  ft.  on 
13th  avenue  and  60'ft.  on  60th  street,  to  be  occupied  as 
a  motor  vehicle  repair  shop  and  motor  vehicle  paint  shop 
and  a  garage  for  more  than  five  motor  vehicles ;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board;  and 

Whereas,  the  board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  entitled  to  relief  on 
the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  use 
district  regulations  of  the  building  zone  resolution,  and 
that  the!  application  be  and  it  hereby  is  granted  under  sec¬ 
tion  21,  to  permit  the  occupancy  of  the  building  as  a  motor 
vehicle  repair  shop,  on  condition  that  the  building  shall  not 
be  increased  in  height  or  area;  that  the  ceiling  throughout 
shall  be  fire-retarded,  in  accordance  with  the  rules  of  the 
Board  of  Standards  and  Appeals;  that  there  shall  be  no 
windows  or  other  openings  in  the  interior  lot  lines;  that  the 
building  shall  be  used  for  no  other  use  than  the  repairing 
herein  permitted,  except  that  paint  spraying  may  be  per¬ 
mitted,  provided  proper  permits  are  obtained ;  that  there 
shall  be  no  storage  of  cars  other  than  those  being  serviced 
and  no  gasoline  shall  be  stored  in  the  premises  other  than 
for  draining  the  tanks  of  the  cars  being  serviced;  that 
signs  shall  be  restricted  to  signs  attached  to  the  facades  of 
the  building,  excluding  temporary  signs  and  roof  signs; 
that  all  permits  shall  be  obtained  and  all  work  completed 
within  six  (6)  months  from  the  date  of  this  resolution. 


1193-38-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Emigrant  Indus¬ 
trial  Savings  Bank,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  retail  use  district, 
for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED' — 29-35  West  28th  street,  north 
side,  85  ft.  west  of  Broadway  (Block  No.  830,  part 
of  Lot  No.  17),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum,  Robert  L. 

O’Keefe  and  Edmund  J.  Carey. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(1193-38-BZ) 

Whereas,  Samuel  Rosenblum,  for  Emigrant  Industrial 
Savings  Bank,  owner,  filed  December  22,  1938,  an  applica¬ 
tion  under  the  building  zone  resolution,  to  permit  partly 
in  a  business  use  and  partly  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises :  29-35  West  28th  street,  north  side,  85  ft.  west  of  • 
Broadway  (Block  No.  830,  part  of  Lot  No.  17).  Borough 
of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  14,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  28th  street  is  in  a 
business,  retail  and  unrestricted  use  district;  West  29th 
street  is  in  a  business,  retail  and  unrestricted  use  district; 
Broadway  is  in  a  retail  use  district  and  Sixth  avenue  is  in 
an  unrestricted  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  December  13,  1938,  reads : 

“Your  application  for  a  certificate  of  occupancy  for 
the  use  of  the  above  premises  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  has  been 
denied,  as  the  premises  are  located  in  a  business  and 
retail  district  where  this  occupancy  is  prohibited  by 
Section  4,  subdivision  15,  Article  2,  Zone  Resolution.” 

and 

Whereas,  the  premises,  (part  of  a  larger  plot)  consist 
of  a  plot  of  ground  having  a  frontage  of  103  ft.  6  in.  and 
a  depth  of  98  ft.  9  in.  The  easterly  portion  of  the  plot  is 
in  a  retail  use  district  and  the  westerly  portion  is  in  a 
business  use  district.  It  is  proposed  to  use  the  plot  for  a 
temporary  period  of  not  more  than  two  (2)  years,  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board;  and 

Whereas,  the  board  deemed  that  this  was  a  proper  case 
to  exercise  its  discretion  under  section  7,  subdivision  h, 
of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  under  section 
7h  of  the  building  zone  resolution,  to  permit  that  portion 
of  the  plot  now  vacant  and  unbuilt  upon,  to  be  occupied 
for  transient  parking  of  more  than  five  (5)  motor  vehicles, 
for  a  period  of  two  (2)  years,  on  condition  that  the  plot 
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shall  be  levelled  substantially  to  the  grade  of  West  28th 
street  and  shall  be  surfaced  with  steam  cinders.,  clean 
gravel  oi4  other  suitable  material,  properly  rolled  or  bound 
to  prevent  dusting;  that  there  shall  be  erected  along  the 
-easterly  portion  and  parallel  to  the  east  wall  of  the  ad¬ 
joining  building  and  5  ft.  therefrom,  a  substantial  woven- 
wire  fence;  that  a  similar  woven-wire  fence,  not  less  than 
3  ft.  in  height,  shall  be  erected  along  the  building  line  of 
West  28th  street,  with  not  over  one  opening  therein  not 
exceeding  20  ft.  in  width,  with  curb  cut  opposite  of  similar 
kvidth ;  that  a  similar  fence  shall  be  erected  on  the  interior 
ot  lines,  where  walls  of  adjoining  buildings  do  not  occur; 
hat  during  the  term  of  this  variance,  this  portion  of  the 
dot  shall  not  be  used  for  any  other  purpose  than  herein 
jermitted ;  that  no  building  shall  be  erected  thereon,  except 


there  may  be  erected  a  building  not  over  one  story  in 
height,  not  over  100  sq.  ft.  in  area,  and  which  may  be  of 
frame  construction,  used  solely  as  an  office  and  shelter  for 
attendant;  that  proper  aisles  shall  be  maintained  at  all 
times  for  easy  entrance  and  exit  of  automobiles ;  that  such 
portable  fire-fighting  appliances  shall  be  installed  as  the 
fire  commissioner  shall  direct;  that  all  signs  shall  be  re¬ 
stricted  to  a  sign,  not  over  15  sq.  ft.  in  area,  attached  to 
the  fence,  advertising  the  transient  parking  use,  excluding 
all  other  signs,  on  adjacent  walls  or  overhanging  the  build¬ 
ing  line;  and  that  all  permits  shall  be  obtained  and  all 
work  shall  be  completed  within  two  months  from  the  date 
of  this  resolution. 


Adjourned,  11 :30  a.m. 

Edward  V.  Barton,  Chief  Clerk. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  MARCH  14,  1939 

Present :  Chairman  Murdock,  Commissioners  .Savage  and 

hum  and  Assistant  Chief  Walsh. 

BUILDING  ZONE  CASES 

39-38-BZ. 

\PPLICANT — Herman  Kron,  for  Brooklyn  and  Queens 
Transit  Corporation,  owner. 

UBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar,  having  been  previously 
withdrawn  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  sections  7c  and 
7h  of  the  building  zone  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  an  unre¬ 
stricted  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

'REMISES  AFFECTED- — 880-900  Franklin  avenue,  west 
side,  25  ft.  south  of  Carroll  street  (Block  No.  1189, 
part  of  Lot  No.  31),  Borough  of  Brooklyn. 

vPPEARAN  CES — 

For  Applicant:  None. 

UTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

HE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walshi  .  4 

Negative  .  0 

Absent  .  0 


76-39-BZ. 

PPLICANT — R.  H.  Shreve,  Chief  Architect,  Board  of 
Design,  Metropolitan  Housing  Project,  for  Met¬ 
ropolitan  Life  Insurance  Company,  owner. 

UBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  and,  also,  “B”  and  “C”  area  district,  the  erec¬ 
tion  and  maintenance  of  a  multiple  dwelling  not 
conforming  with  the  area  requirements  of  the 
building  zone  resolution. 

REAIISES  AFFECTED — North  side  of  McGraw  avenue, 
480  ft.  east  of  Metropolitan  avenue  (Building  S5 — 
Metropolitan  Housing  Project)  ;  (Block  No.  3938, 
part  of  Lot  No.  1),  Borough  of  The  Bronx. 
PPEARANCES — 

For  Applicant :  D.  V.  Rasahen. 

v-TION  OF  BOARD — Application  withdrawn  to  comply. 


THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . 0 

Absent  .  0 


11-33-BZ. 

APPLICANT — M.  Bache,  for  Richmond  Boro  Home  Sites 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  superintendent  of  buildings)  under  section  7f 
of  the  building  zone  resolution,  permitting  in  a 
business  use  district  the  erection  and  maintenance 
of  a  gasoline  service  station  for  a  temporary  period. 

PREMISES  AFFECTED — 2485  Hylan  boulevard,  north¬ 
west  corner  of  New  Dorp  lane  (Block  No.  3649, 
part  of  Lot  No.  1),  New  Dorp,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant :  M.  Bache. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT: 
Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(11-33-BZ) 

Whereas,  this  application  affecting  premises  2485  Hylan 
boulevard,  northwest  corner  of  New  Dorp  lane  (Block  No. 
3649,  part  of  Lot  No.  1),  New  Dorp,  Borough  of  Rich¬ 
mond,  was  granted  by  the  board  May  2,  1933,  resolution 
amended  June  20,  1933,  July  18,  1933,  March  19,  1935, 
October  6,  1936  and  March  30,  1937,  and  applicant  requests 
a  further  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  resolution  adopted  by  the  board  on  May  2, 
1933,  as  amended  on  June  20,  1933,  July  18,  1933,  March 
19,  1935,  October  6,  1936,  and  March  30,  1937,  .only  so  far 
as  it  has  reference  to  term  of  permit,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“.  .  .  granted  for  a  temporary  period  of  two  years, 
under  Section  7-f,  from  May  2,  1939,  on  condition  that 
other  than  as  amended  herein  the  resolution  adopted 
by  the  board  on  May  2,  1933,  as  amended  by  resolu¬ 
tions  adopted  June  20,  1933,  July  18,  1933,  March  19 
1935,  October  6,  1936,  and  March  30,  1937,  shall  be 
complied  with  in  all  respects.” 
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230-34-BZ 

APPLICANT— E.  Lenhart,  President,  Auto  Flywheel 
Dentists,  Inc.,  for  William  F.  Clark,  owner. 
SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  o 
the  commissioner  of  buildings)  under  section  Zi 
of  the  building  zone  resolution,  permitting  in  a 
business  use  district,  the  maintenance  of  an  exist¬ 
ing  motor  vehicle  repair  shop  for  a  temporary 

period.  . 

PREMISES  AFFECTED— 303-305  Fourth  avenue,  south¬ 
east  corner  of  2nd  street  (Block  No.  974,  part  of 
Lot  No.  6),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  E.  Lenhart. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commission- 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ~ 

Absent  .  u 

THE  RESOLUTION— 

(230-34-BZ) 

Whereas,  this  application  affecting  premises  303-305 

Fourth  avenue,  southeast  corner  of  2nd  street  (Block 
No.  974,  part  of  Lot  No.  6),  Borough  of  Brooklyn,  was 
granted  by  the  board  for  a  temporary  period  of  two  years 
November  20,  1934,  time  extended  December  8,  1936,  per¬ 
mitting  the  maintenance  of  a  motor  vehicle  repair  shop ; 

Whereas,  the  applicant  requested  a  reopening  of  this 

case  and  an  extension  of  the  temporary  period;  and 

Whereas,  the  application  was  reopened  by  vote  of  the 

board.  .  .  ,  . 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  November  20,  1934,  as 

amended  December  8,  1936,  so  that  as  amended  this  resolu¬ 
tion  will  read :  ,  ,  , 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
under  section  21,  and  that  the  application  be  and  it 
hereby  is  granted  for  a  period  of  two  years  from 
November  20,  1938,  permitting  the  existing  building  to 
be  used  for  a  motor  vehicle  repair  shop  on  condition 
that  there  shall  be  not  more  than  two  (2)  cars  under 
repair  at  any  one  time;  that  the  repairing  shall  be 
limited  to  the  repairing  of  gear  teeth;  that  the  ceilings 
throughout  shall  be  fire-retarded  in  accordance  with 
the  rules  of  the  Board  of  Standards  and  Appeals;  that 
the  use  of  one  acetylene  cutting  and  welding  equip¬ 
ment  and  the  use  of  an  electric  welder  be  permitted, 
provided  the  operator  thereof  obtains  and  holds  a  cer¬ 
tificate  of  fitness;  that  the  buildings  shall  not  be  in¬ 
creased  in  height  or  area ;  that  all  inflammable  material 
shall  be  removed  from  these  buildings  and  away  from 
the  rear  walls  thereof  for  a  distance  of  at  least  5  ft. ; 
that  all  gasoline  shall  be  removed  from  the  cars  under¬ 
going  repair  and  the  gasoline  so  removed  stored  in 
safety  cans  in  the  open  air  outside  of  the  building.” 

266-36-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Frederick  Reiner, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  re  Application,  previously 
granted  on  condition,  under  section  7c  of  the 
building  zone  resolution,  permitting  the  extension 
from  an  unrestricted  use  district  into  a  business 
use  district  of  an  existing  gasoline  service  station. 
PREMISES  AFFECTED— 92-15  to  92-33  (90-25  to  90-33) 
Horace  Harding  boulevard,  northeast  corner  of 
Queens  boulevard  (Block  No.  1876,  Lot  No.  1  and 
part  of  Lot  No.  21),  Elmhurst,  Borough  of  Queens. 


APPEARANCES—  T  ,  „  .  . , 

For  Applicant:  Alfred  A.  Lama  and  brederid 

Reiner. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU-, 

TION—  ,  ,  _ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  i 

Negative  .  ^ 

Absent  .  ^ 


THE  RESOLUTION— 

(266-36-BZ) 

Whereas,  this  application  of  Lama  and  Proskauer,  archi¬ 
tects  for  Frederick  Reiner,  owner,  under  section  7  sub 
division  C  of  the  building  zone  resolution,  to  permit  the 
extension,  from  an  unrestricted  use  district  into  a  business 
use  district,  of  un  existing  gasoline  service  station,  affecting 
premises  92-15  to  92-33  (90-25  to  90-33)  Horace  Harding 
boulevard  (Nassau  boulevard),  northeast  corner  of  Queen: 
boulevard  (Block  No.  1876,  Lot  No.  1  and  part  of  Lot  No 
21),  Elmhurst,  Borough  of  Queens,  was  withdrawn  Januar; 
5,  1937,  reopened  and  restored  to  calendar,  December  1-1 

1937 ;  and  ,  .  .  . 

Whereas,  this  application  was  granted  by  the  boan 
July  19  1938  on  certain  conditions,  resolution  amendec 

October’  11,  1938  and  applicant  requests  a  further  amend 
ment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  amend  the  resolution  adopted  by  the  Board  on  Jul; 
19,  1938,  as  amended  October  11,  1938,  so  that  as  amendei 
it  shall  read  * 

"  “Resolved,  that  the  Board  of  Standards  and  Appeal 
does  hereby  make  a  variation  in  the  application  of  th 
use  district  regulations  of  the  building  _  zone  reso 
lution,  and  that  the  application  be  and  it  hereby  i 
granted  under  section  7c,  on  condition  that  the  pic 
shall  be  levelled  substantially  to  the  grade  of  Queen 
boulevard  and  Horace  Harding  boulevard  and  sha 
be  surfaced  with  a  pavement  of  concrete,  colprovi 
or  other  similar  impervious  pavement ;  that  on  the  pic 
within  the  business  area,  there  shall  be  no  structure 
erected  and  no  equipment  other  than  two  twin  sets  o 
gasoline  pumps,  erected  not  nearer  than  15  ft.  to  eithe 
street  building  line,  as  indicated  on  plans  marked  Rf 
ceived  October  4,  1938’;  that  the  entrance  to  the  pk 
within  the  business  use  district,  shall  be  restricted  t 
one  20-ft.  curb  cut  to  Queens  boulevard  and  not  ove 
three  (3)  25-ft.  curb  cuts  to  Horace  Harding  boulc 
vard;  that  there  shall  be  planting  and  curbing  protec 
tion  maintained  on  the  plot  as  indicated  on  plai 
marked  ‘Received  October  4,  1938’ ;  that  this  plot  unde 
appeal  may  be  used  in  conjunction  with  the  existing  ga 
oline  station  on  the  adjoining  portion  of  premises  in  ut 
restricted  area;  that  all  permits  shall  be  obtained  an 
all  work  shall  be  completed  within  six  months  froi 
the  date  of  this  action ;  that  the  plan  marked  ‘Receive, 
October  4,  1938’  is  hereby  approved  as  in  substanti: 
compliance  with  the  requirements  of  this  resolution  ; 
to  arrangement  of  pumps,  planting  and  entrances.  ! 

Resolved  further,  that  in  the  event  the  owner  desir>, 
to  erect  any  addition  to  the  accessory  building,  c 
indicated  on  plans  filed,  marked  ‘Received,  Februat 
21,  1939,’  wholly  within  the  unrestricted  district,  sut 
extension  may  be  permitted,  on  condition  that  in  g 
other  respects  the  resolution  adopted  by  the  board  c< 
October  11,  1938  shall  be  complied  with  and  plat 
approved  as  in  substantial  compliance  therewith  a i 
marked  ‘October  4,  1938/  shall  be  carried  out.” 


APPEALS  FROM  ADMINISTRATIVE  DECISION! 
210-39-A. 

APPLICANT — Knickerbocker  Demolition  Corporation,  f 
New  York  City  Tunnel  Authority,  owner. 
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SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED’ — North  side  of  Borden  avenue, 
intersection  of  Vernon  boulevard,  51st  avenue  and 
11th  street  (Block  No.  39,  Lot  Nos.  1-48  inclu¬ 
sive),  Long  Island  City,  Borough  of  Queens. 

appearances— 

For  Applicant:  None. 

For  Administration :  Inspector  Meyer,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD — -Laid  over  to  March  21,  1939,  at 
2  P.M.,  for  report  from  Fire  Department. 

_ 

209-39-A. 

APPLICANT — Morris  Imber,  lessee,  for  Central  Savings 
Bank,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 907-913  Westchester  avenue 
and  928  Stebbins  avenue,  northeast  corner  (Block 
No.  2698,  Lot  No.  85),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:-  Sol  Imber. 

For  Administration :  Inspector  Meyer,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


37-39-A. 

;  APPLICANT — A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 113-11  to  113-13  Jamaica  ave¬ 
nue,  north  side,  100  ft.  east  of  114th  street  (Block 
No.  9227,  Lot  No.  80),  Richmond  Hill,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  A.  F.  Winter. 

For  Administration :  Thomas  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(37-39-A) 

Whereas,  A.  F.  Winter,  for  F.  W.  Woolworth  Company, 
lessee,  filed  on  January  12,  1939,  an  appeal  from  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
113-11  to  113-13  Jamaica  avenue,  north  side,  100  ft.  east 
of  114th  street  (Block  No.  9227,  Lot  No.  80),  Richmond 
Hill,  Borough  of  Queens ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  1139- 
LF,  dated  August  16,  1938,  reads : 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  cellar  having  at  least  one 
source  of  water  supply,  arranged  and  equipped  as 
provided  in  Article  16,  Administrative  Code.” 
and 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  January  3,  1939;  and 
Whereas,  the  building  is  two  stories  (30  ft.)  in  height, 
41  ft.  6  in.  by  95  ft.  in  area,  of  non-fireproof  construction, 
erected  prior  to  1915,  located  in  a  business  and  residence 
use  district,  and  occupied :  Cellar — stock  room — 1  person ; 


1st  floor — store — 100  persons  ;  2nd  floor — apartment — 3  per¬ 
sons;  and 

Whereas,  the  applicant  contends  that  there  is  an  iron 
ladder  with  cement  treads  from  the  basement  to  the  1st 
floor;  that  there  is  freight  slide  for  receiving  freight  from 
the  grade  to  the  basement,  provided  on  both  sides  with 
steps  leading  from  basement  to  grade  and  provided  with 
a  door  on  grade  side;  that  there  are  two  areaways,  one 
used  as  coal  chute  and  the  other  for  ventilation  of  the 
basement;  that  there  are  four  8  in.  by  24  in.  openings  in 
the  bulkhead  of  the  show  windows;  that  there  is  a  fire¬ 
proof  room  provided  in  the  basement  for  the  storage  of 
baled  paper ;  that  the  merchandise  stored  in  the  basement 
is  common  to  the  five  and  ten  cent  store  type  of  occupancy; 
that  the  amount  of  celluloid  stored  is  approximately  .8  of 
1%  of  the  entire  stock;  that  aisles  are  3  ft.  wide  and  are 
kept  clear ;  that  the  basement  ceiling  is  fire-retarded ;  and 
that  all  partitions  in  the  basement  are  fireproof. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1139-LF,  be  and  it  hereby  is  modified,  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  there  shall  be 
installed  throughout  the  cellar  a  non-automatic  dry  sprink¬ 
ler  system,  complying  with  the  requirements  of  the  Build¬ 
ing  Code  therefor,  except  that  the  automatic  alarm  need 
not  be  installed ;  that  the  sprinkler  heads  may  be  spaced 
25%  in  excess  of  the  requirements ;  that  all  fittings  and 
hangers  shall  be  of  malleable  iron;  that  all  horizontal  lines 
may  be  close  to  the  ceiling  with  proper  pitch  and  1%  inch 
drain  and  with  heads  pendant ;  that  there  shall  be  a  single 
hose  inlet  of  approved  type  on  the  exterior  of  the  building, 
on  one  street  front  only,  at  least  10  in.  above  sidewalk; 
that  the  cap  of  this  hose  inlet  and  sign  stating  area  covered, 
shall  be  painted  aluminum ;  that  in  addition,  there  shall  be 
wet  sprinkler  heads  attached  to  the  existing  domestic  water 
supply  line  of  the  building  in  the  kitchen,  unpacking  space 
and  waste  paper  room. 


95-39-A. 

APPLICANT — General  Outdoor  Advertising  Co.,  Inc., 
lessee,  for  45  West  87th  Street  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 141-153  Lincoln  avenue,  north¬ 
west  corner  of  East  134th  street  (Block  No.  2317, 
Lot  Nos.  43-49),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Emerson  F.  Davis. 

For  Administration :  Maurice  Harris,  Department 


of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(95-39-A) 


Whereas,  General  Outdoor  Advertising  Co.,  Inc.,  lessee, 
for  45  West  87th  Street  Corporation,  owner,  filed  January 
24,  1939,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings,  affecting  premises  141-153  Lincoln 
avenue,  northwest  corner  of  East  134th  street;  (Block  No. 
2317,  Lot  Nos.  43-49),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  28,  1938,  on  Roof  Sign  Applic.  No.  40-38, 
reads : 

“6.  The  building  may  not  (sic)  be  increased  in 
height.  Section  211  Multiple  Dwelling  Law.” 

and 

Whereas,  the  premises  consist  of  a  plot,  125  ft.  front  by 
100  ft.  in  depth,  upon  which  there  are  located  six  four- 
story  non-fireproof  tenement  houses  now  vacant,  45  ft.  in 
height,  52  ft.  in  depth,  located  in  an  unrestricted  use,  “B” 
area,  two  times  height  district ;  and 
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Whereas,  the  applicant  contends  that  on  June  11,  1938, 
it  filed  with  the  Department  of  Housing  and  Buildings, 
Bronx,  roof  sign  application,  No.  40-38,  for  the  erection 
of  a  “closed  roof  sign”,  which  application  was  disapproved 
by  the  borough  superintendent  with  various  objections, 
among  them  the  objection  appealed  herein;  that  on  July 
27,  1938  and  December  27,  1938,  amendments  to  the  above 
application  were  filed  by  which  amendments  all  other  objec¬ 
tions  were  removed ;  that  the  drawings  of  the  sign  struc¬ 
ture  submitted  with  the  application  and  amendments  there¬ 
to,  show  that  the  total  height  of  the  building,  plus  the 
proposed  sign  structure,  is  76  ft;  that  the  said  drawings 
and  the  City  map  show  that  the  width  of  Lincoln  avenue  in 
front  of  the  premises  in  question  is  100  ft. ;  that  the  statute 
defines  a  “story”  as  a  space  between  floor  levels  or  in  case 
of  the  top  story,  as  the  space  between  the  level  of  the 
highest  finished  floor  and  the  top  of  the  highest  roof  beams; 
that  the  statute  definition  of  a  “story”  excludes  the  possi¬ 
bility  that  a  sign  structure  is  a  “story” ;  that  the  applicant, 
therefore,  claims  that  the  proposed  sign  structure  in  no 
way  violates  section  211  of  the  Multiple  Dwelling  Law  and 
that  the  action  of  the  borough  superintendent  in  disap¬ 
proving  the  application  on  the  ground  stated,  was  un¬ 
reasonable  and  unjustified ;  and 

Whereas,  this  matter  was  laid  over  previously  for  a 
report  by  a  Committee  of  the  Board,  which  report  was 
read  at  this  hearing  and  is  as  follows: 

REPORT  OF  COMMITTEE 

March  13,  1939. 

Re:  Cal.  No.  95-39-A 

141-143  Lincoln  Ave.,  N.  W.  cor.  E.  134th  St. 

Borough  of  The  Bronx. 

This  is  an  appeal  from  the  decision  of  the  borough 
superintendent  of  buildings  who  has  disapproved  a 
roof  sign  application  for  the  reason,  among  others, 
that  under  section  211  of  the  Multiple  Law,  the  build¬ 
ings  may  not  be  increased  in  height.  The  buildings 
involved  are  six  old  law  tenement  houses  now  vacant 
or  in  process  of  renovation.  They  are  four  stories 
and  45  feet  in  height.  It  is  proposed  to  erect  upon  the 
roof,  a  closed  sign  across  the  six  buildings,  to  a  total 
height  of  31  feet  above  the  roof,  with  a  distance  of  7 
feet  between  the  roof  surface  and  the  bottom  of  the 
sign  presumably  as  required  by  section  B-26-11.0  of  the 
Administrative  Code.  If  this  sign  were  erected,  the 
total  height  of  the  building  and  sign  superstructure 
would  be  76  feet. 

Section  211  of  the  Multiple  Dwelling  Law  provides 
that  no  existing  non-fireproof  tenement  house  shall  be 
increased  in  height  so  that  it  shall  exceed  five  stories 
and  further  provides  that  where  there  are  existing 
bulkheads,  superstructures  and  pent  houses  ten  feet  in 
height,  the  measurement  of  height  shall  be  taken  to 
the  top  of  such  superstructures,  except  for  an  elevator 
bulkhead  not  exceeding  23  feet  in  height.  The  plans 
filed  indicate  there  are  no  such  bulkheads  or  super¬ 
structures.  Under  the  law  the  building  could  be  in¬ 
creased  in  height  by  one  story  not  exceeding  twelve 
feet  in  height. 

This  section  211  of  Article  7  and  section  4,  para¬ 
graph  15  of  Article  1,  clearly  set  forth  the  kinds  of 
roof  structures  permitted  and  the  latter  section  re¬ 
quires  the  approval  of  the  department  charged  with 
the  enforcement  of  the  law  for  such  roof  superstruc¬ 
tures.  As  to  issuing  a  permit,  the  borough  superin¬ 
tendent  is  the  officer  charged  with  the  enforcement. 
His  exercise  of  discretion  as  to  roof  structures  per¬ 
mitted  by  him  is  not  subject  to  modification  by  the 
board,  as  it  becomes  a  requirement  of  the  Multiple 
Dwelling  Law  which  the  board  is  not  empowered  to 
vary. 

In  the  opinion  of  the  Committee,  the  proposed  sign 
is  a  superstructure  and  is  therefore  to  be  included  in 
measuring  the  height  of  the  building.  The  extension 
in  height  by  the  addition  of  the  proposed  sign  super¬ 
structure  is  clearly  unlawful. 


The  Committee  recommends  that  the  appeal  be 
denied. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 
PATRICK  WALSH, 

Committee. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Roof  Sign  Application  No.  40-38,  be  and  it 
hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 
denied. 


254-39- A.  .  i 

APPLICANT — George  Alexander,  Jr.,  for  Third  Avenue 
and  Seventh  Street  Corp.,  owner  (Mack  Interna¬ 
tional  Truck  Corp.,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — 415-421  Third  avenue  and  209- 
239  Seventh  street,  northeast  corner  (Block  No 
992,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joseph  F.  Lonergan,  George  Alex¬ 
ander,  Jr.,  H.  Lehmann  and  A.  Breyer. 

For  Administration:  Benjamin  Saltzman,  Depart 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  z 

Negative  .  ( 

Absent  .  ( 

THE  RESOLUTION— 

(254-39-A) 

Whereas,  George  Alexander  Jr.,  for  Third  Avenue  anc 
Seventh  Street  Corp.,  owner  (Mack  International  True! 
Corp.,  lessee),  filed  February  28,  1939,  an  appeal  from  e 
decision  of  the  acting  borough  superintendent  of  buildings 
affecting  premises  415-421  Third  avenue  and  209-239  Sev¬ 
enth  street,  northeast  corner  (Block  No.  992,  Lot  No.  1) 
Borough  of  Brooklyn ;  and 

Whereas,  the  decision  of  the  acting  borough  superin 
tendent,  on  Sprinkler  Applic.  No.  19732-38,  dated  Febru 
ary  21,  1939,  reads: 

“1.  Proposition  to  provide  one  source  system  for 
sprinkler  system  is  denied — same  is  contrary  to  Sec 
C26-1370.0  of  the  Administrative  Code,  which  require: 
two  sources  of  supply  for  sprinkler  systems.” 

and 

Whereas,  the  proposed  building  is  to  be  one  and  twe 
stories  (30  ft.)  in  height,  with  a  frontage  of  100  ft.  oi 
Third  avenue  and  324  ft.  on  Seventh  street,  of  non-fire 
proof  construction,  divided  into  separate  fire  areas,  th< 
largest  of  which  will  be  15,000  sq.  ft.  and  to  be  occupiec 
throughout  as  showroom,  office,  stock  room,  service  sta 
tion  and  blacksmith  shop ;  and 

Whereas,  the  applicant  contends  that  the  building  i, 
being  erected  as  a  factory  branch  for  the  Mack  Interna 
tional  Motor  Corporation ;  that  the  service  station  portioi 
of  the  building  will  be  used  only  to  service  trucks  handle* 
by  the  lessee  and  is  not  a  storage  garage ;  that  the  servic 
portion  of  the  building,  which  is  15,000  sq.  ft.  in  area,  wil 
be  occupied  by  15  men  under  the  constant  supervision  o 
a  foreman  and  service  superintendent;  that  there  will  b 
no  hazard  such  as  exists  in  storage  garages  where  50  t<] 
100  cars  are  stored  and  numerous  owners  and  chauffeur 
congregate ;  that  the  building  faces  two  streets  and  is  par 
of  a  group  of  buildings,  taking  in  the  entire  Third  avenu 
block  front;  that  there  is  a  17  ft.  wide  right-of-way  leadin. 
to  Sixth  street  and  a  large  opening  to  the  side  yard,  whicl 
opens  on  Seventh  street. 

Resolved,  that  the  decision  of  the  acting  borough  superin 
tendent,  on  Sprinkler  Applic.  No.  19732-38,  Objection  N( 
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;  ; 

1,  be  and  it  hereby  is  modified ,  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  building  shall 
not  be  increased  in  height  or  area ;  that  the  occupancy  shall 
continue  as  proposed;  that  the  fire  wall,  between  the  serv¬ 
ice  station  and  the  stock  room,  shall  be  protected  with 
approved  labelled  underwriters’  doors  on  both  sides  at  each 
opening,  as  required  by  the  Building  Code ;  that  in  addition, 
there  shall  be  additional  sprinkler  heads  installed  on  the 
underneath  side  of  each  truss  within  the  service  station 
area,  spaced  as  required  by  the  Building  Code  and  the  heads 
shall  be  pendant. 


274-39-A. 

APPLICANT — A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 976-980  Third  avenue,  west 
side,  99  ft.  3  in.  south  of  East  59th  street  and  162 
East  59th  street  (Block  No.  1313,  Lot  No.  35), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  F.  Winter. 

For  Administration:  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(274-39-A) 

Whereas,  A.  F.  Winter,  for  F.  W.  Woolworth  Co.,  lessee, 
filed  on  March  3,  1939,  an  appeal  from  an  order  and  a  deci¬ 
sion  of  the  fire  commissioner,  affecting  premises  976-980 
,  Third  avenue,  west  side,  99  ft.  3  in.  south  of  East  59th 
street  and  162  East  59th  street  (Block  No.  1313,  Lot  No. 
35),  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  No.  1971- 
LF,  dated  August  13,  1938,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  in  cellar  having  at  least  one  source  of  water 
supply,  arranged  and  equipped  as  per  Article  16,  Chap¬ 
ter  26,  Administrative  Code.” 
and 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  February  2,  1939;  and 
Whereas,  the  building  is  two  stories  (31  ft.)  in  height, 
40  ft.  and  50  ft.  9  in.  by  100  ft.  and  150  ft.  in  area,  of  non- 
fireproof  construction,  erected  in  1927,  located  in  a  busi¬ 
ness  use  district  and  occupied :  Cellar — paper,  stock,  receiv¬ 
ing  rooms — -5  persons;  1st  floor — sales  floor — 70  persons; 
2nd  floor — girls’  rooms,  office,  restaurant  and  part  vacant — 
120  persons,  for  which  certificate  of  occupancy  No.  12423 
was  issued  on  April  16,  1927 ;  and 
Whereas,  the  applicant  contends  that  there  is  an  iron 
ladder  with  cement  treads  from  the  basement  to  the  1st 
floor,  enclosed  in  6  in.  terra  cotta  blocks,  provided  with 
self-closing  fireproof  doors ;  that  there  is  a  freight  elevator 
from  the  basement  to  the  sidewalk  at  the  Third  avenue 
front  of  the  building;  that  there  are  ventilating  openings 
provided  in  the  show  window  bulkheads,  8  in.  by  16  in.  and 
8  in.  by  24  in. ;  that  there  is  a  fireproof  room  provided  in 
the  basement  for  the  storage  of  baled  paper,  with  a  pair 
of  fireproof  doors;  that  the  merchandise  stored  in  the 
basement  is  common  to  the  five  and  ten  cent  store  type  of 
occupancy;  that  the  amount  of  celluloid  stored  is  approxi¬ 
mately  .7  of  1%  of  the  entire  stock;  that  aisles  are  3  ft. 
wide  and  are  kept  clear ;  that  the  basement  ceiling  is  fire- 
retarded  ;  and  that  all  partitions  in  the  basement  are  fire¬ 
proof. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1971-LF,  be  and  it  hereby  is  modified,  and  the  anpeal  be  and 


it  hereby  is  granted  on  condition  that  there  shall  be  in¬ 
stalled  throughout  the  cellar  a  non-automatic  dry  sprinkler 
system,  complying  with  the  requirements  of  the  building 
code  therefor,  except  that  the  automatic  alarm  need  not 
be  installed;  that  the  sprinkler  heads  may  be  spaced  25% 
in  excess  of  the  requirements;  that  all  fittings  and  hangers 
shall  be  of  malleable  iron;  that  all  horizontal  lines  may  be 
close  to  the  ceiling  with  proper  pitch  and  1%  inch  drain 
and  with  heads  pendant;  that  there  shall  be  a  single  hose 
inlet  of  approved  type  on  the  exterior  of  the  building,  on 
Third  avenue  side,  at  least  10  in.  above  sidewalk;  that  the 
cap  of  this  hose  inlet  and  sign  stating  area  covered,  shall 
be  painted  aluminum;  that  in  addition,  there  shall  be  wet 
sprinkler  heads  attached  to  the  existing  domestic  water 
supply  line  of  the  building  in  the  kitchen,  unpacking  space 
and  waste  paper  room. 


275-39-A. 

APPLICANT— A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 471-479  East  Tremont  avenue, 
northeast  corner  of  Washington  avenue  (Block 
No.  3043,  Lot  No.  1),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  A.  F.  Winter. 

For  Administration :  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  . -.  .  . .  4 

Negative  .  0 

Absent  . . .  0 

TFIE  RESOLUTION— 


(275-39-A) 

Whereas,  A.  F.  Winter,  for  F.  W.  Woolworth  Co., 
lessee,  filed  on  March  3,  1939,  an  appeal  from  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
471-479  East  Tremont  avenue,  northeast  corner  of  Wash¬ 
ington  avenue  (Block  No.  3043,  Lot  No.  1),  Borough  of  The 
Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  1879- 
LF,  dated  August  10,  1938,  reads: 

“1.  Install  an  approved  wet  sprinkler  system  in 
cellar  having  at  least  one  source  of  water  supply  ar¬ 
ranged  and  equipped  as  per  Article  16,  Chapter  26, 
Administrative  Code.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  March  3,  1939;  and 

Whereas,  the  building  is  two  stories  (26  ft.)  in  height, 
31  ft.  4  in.  and  21  ft.  2  in.  by  90  ft.  2  in.  and  118  ft.  4  in. 
in  area,  of  non-fireproof  construction,  erected  March  3, 
1931,  located  in  a  business  use  district  and  occupied:  Cellar 
■ — paper  and  girls’  rooms,  stock — 1  person;  1st  floor- — 400 
persons  ;  2nd  floor — office — 100  persons  ;  and 

Whereas,  the  applicant  contends  that  there  is  an  iron 
ladder  wfith  cement  treads  from  the  basement  to  the  1st 
floor,  enclosed  in  6  in.  terra  cotta  blocks,  provided  with 
self-closing  fireproof  doors;  that  there  is  a  freight  elevator 
from  the  basement  to  the  sidewalk  at  the  Washington 
avenue  front  of  the  building;  that  there  are  ventilating 
openings  provided  in  the  show  window  bulkheads ;  that 
there  is  a  fireproof  room  provided  in  the  basement  for  the 
storage  of  baled  paper ;  that  the  merchandise  stored  in  the 
basement  is  common  to  the  five  and  ten  cent  store  type  of 
occupancy;  that  the  amount  of  celluloid  stored  is  approxi¬ 
mately  .7  of  1%  of  the  entire  stock;  that  aisles  are  3  ft. 
wide  and  are  kept  clear ;  that  the  basement  ceiling  is  fire- 
retarded  ;  and  that  all  partitions  tin  the  basement  are  fire¬ 
proof. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1879-LF,  be  and  it  hereby  is  modified,  and  the  appeal  be 
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and  it  hereby  is  granted  on  condition  that  there  shall  be 
installed  throughout  the  cellar  a  non-automatic  dry  sprink¬ 
ler  system,  complying  with  the  requirements  of  the  build¬ 
ing  code  therefor,  except  that  the  automatic  alarm  need 
not  be  installed;  that  the  sprinkler  heads  may  be  spaced 
25%  in  excess  of  the  requirements ;  that  all  fittings  and 
hangers  shall  be  of  malleable  iron ;  that  all  horizontal  lines 
may  be  close  to  the  ceiling  with  proper  pitch  and  1*4  .  inch 
drain  and  with  heads  pendant ;  that  there  shall  be  a  single 
hose  inlet  of  approved  type  on  the  exterior  of  the  building, 
on  one  street  front  only,  at  least  10  in.  above  sidewalk; 
that  the  cap  of  this  hose  inlet  and  sign  stating  area  covered, 
shall  be  painted  aluminum;  that  in  addition,  there  shall 
be  wet  sprinkler  heads  attached  to  the  existing  domestic 
water  supply  line  of  the  building  in  the  kitchen,  unpacking 
space  and  waste  paper  room. 

291-39- A. 

APPLICANT — Aerocrete  Corporation  of  America,  for 
Board  of  Higher  Education,  City  of  New  York, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 57  East  68th  street,  54  East 
69th  street,  657-689  Park  avenue  and  924-942  Lex¬ 
ington  avenue  (Block  No.  1403,  Lot  No.  1),  Bor¬ 
ough  of  Manhattan.  < 

APPEARANCES— 

For  Applicant :  Charles  H.  Nichols  and  D.  U. 
Rasanen. 

P'or  Administration:  Fred  Dalilem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  . • .  0 


THE  RESOLUTION— 

(291-39-A) 

Whereas,  Aerocrete  Corporation  of  America,  for  Board 
of  Higher  Education,  of  the  City  of  New  York,  owner,  filed 
on  March  7,  1939,  an  appeal  from  a  decision  of  the  borough 
superintendent  of  buildings,  affecting  premises  657-689  Park 
avenue,  57  East  68th  street ;  924-942  Lexington  avenue  and 
54  East  69th  street  (Block  No.  1403,  Lot  No.  1),  Borough 
of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  3,  1939,  on  N.B.  Application  No.  211-1937, 
reads : 

“12.  This  material  ‘Gritcrete’  should  receive  the 
approval  of  the  Board  of  Standards  and  Appeals,  Sec. 
C26-191.0  of  Administrative  Code  and  (2.2.3  of  the 
Building  Code).” 

and 

Whereas,  the  proposed  building  is  to  be  16  stories,  base¬ 
ment,  cellar  and  sub-cellar  (238  ft.)  in  height  to  the  top 
of  bulkhead,  200  ft.  10  in.  by  305  ft.  2  in.  in  area,  of  fire¬ 
proof  construction,  equipped  with  a  standpipe  and  a 
sprinkler  system,  located  in  a  residence  and  business  use, 
“B”  area  district,  to  be  occupied  throughout  as  Hunter 
College ;  and 

Whereas,  it  is  proposed  to  use  the  material  “Gritcrete” 
in  lieu  of  cinder  concrete  for  arches  and  fireproofing ;  and 

Whereas,  the  applicant  contends  that  “Gritcrete”  has 
been  widely  used  in  buildings  located  within  the  City  of 
New  York  and  has  been  the  subject  of  test  by  the  Board 
of  Buildings,  by  the  borough  superintendent  of  Queens 
and  by  the  borough  superintendent  of  Manhattan ;  that 
these  tests  comprised  tests  of  weight,  compressive  strength, 
value  in  bond  and  shear  and  were  made  both  on  sample 
panels  and  in  the  field ;  that  in  view  of  these  tests,  permis¬ 
sion  is  requested  to  use  “Gritcrete”  in  the  building  in 
question  in  structural  arches  and  fireproofing,  in  lieu  of 
cinder  concrete  for  spans  up  to  8  ft.  6  in.  on  centers,  but 


not  exceeding  8  ft.  flange  to  flange  of  steel  supports  and  for 
total  load  not  exceeding  200  lbs.  per  square  foot,  of  which 
not  more  than  125  lbs.  shall  be  live  load ;  that  the  “Gritcrete” 
will  have  a  weight  of  108  lbs.  per  cubic  foot  and  an  ulti¬ 
mate  compressive  strength  in  excess  of  700  lbs.  per  square 
inch. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  acting  on  N.B.  Application  No.  211-1937,  Objection 
12,  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted,  permitting  the  material  as  proposed  as  a 
substitute  for  cinder  concrete,  on  condition  that  the  con¬ 
struction  of  the  arch  complies  with  the  requirements  of 
Sub-Article  5  of  Article  8  and  C-26-620.0  Administrative 
Code  (10.3.2.4BC). 


306-39-A. 

APPLICANT — David  Tishman,  Sr.,  for  Real  Holding 
Company,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 136  East  57th  street  and  691- 
695  Lexington  avenue,  southeast  corner  (Block  No. 
1311,  Lot  No.  50),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  David  Tishman,  Sr.,  Miss  Preston 
and  others. 

For  Administration :  Fred  D*ahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(306-39-A) 

Whereas,  David  Tishman,  Sr.,  for  Real  Holding  Com¬ 
pany,  owner,  filed  on  March  10,  1939,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings,  af¬ 
fecting  premises  136  East  57th  street  and  691-695  Lexington 
avenue,  southeast  corner  (Block  No.  1311,  Lot  No.  50),  1 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Application  No.  724-1939,  dated  March  10,  , 
1939,  reads : 

“1.  Exit  facilities  are  inadequate  for  the  number  of  , 
persons  you  propose  to  accommodate  on  the  6th,  7th, 
8th  and  9th  floors,  namely,  6th  floor — 126,  7th  floor —  ; 
225,  8th  floor — 155  and  9th  floor — 165,  and  maximum 
total  in  four  floors  at  any  one  time  of  465  persons. 
Section  6.4.1. 1.  Building  Code.” 

and 

Whereas,  the  building  is  19  stories  and  pent-house  (229 
ft.  6  in.)  in  height,  100  ft.  by  50.5  ft.  in  area;  of  fireproof 
construction;  located  in  a  business  use  district;  erected  in 
1930  and  occupied:  Cellar — storage,  0  persons;  1st  story- 
stores,  70  persons ;  2nd,  3rd,  4th  and  5th  stories — offices, 

55  persons  each  story;  6th  story — art  school,  126  persons; 
7th  story — art  school,  225  persons;  8th  story — art  school, 
155  persons;  9th  story — art  school — 165  persons;  10th,  11th, 
12tli,  13th,  14th  and  15th  stories — offices,  55  persons  each 
story;  16th  and  17th  stories— offices,  45  persons  each  story; 
18th  and  19th  stories — offices,  30  persons  each  story;  pent¬ 
house — apartment,  5  persons ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
rent  the  6th,  7th,  8th  and  9th  floors  to  the  New  York  School 
of  Fine  and  Applied  Arts ;  that  the  stair  landings  will  be 
enlarged,  so  as  to  give  an  allowable  occupancy  of  100  per¬ 
sons  per  floor,  as  shown  on  plans  filed  with  this  appeal ; 
that  the  school  occupancy  will  total  465  persons ;  that  per¬ 
mission  is  respectfully  requested  to  permit  the  occupancy 
on  the  6th  floor  of  126  persons,  on  the  7th  floor  225  per¬ 
sons,  on  the  8th  floor  155  persons  and  on  the  9th  floor  165 
persons,  provided  that  the  total  number  of  persons  on  these 
floors  shall  not  exceed  465  persons  at  any  one  time. 
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Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Application  No.  724-39,  objection  No.  1,  be  and  jt 
hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  permitting  the  occupancy  as  proposed  on  the  6th, 
7th,  8th  and  9th  floors,  on  condition  that  on  the  6th,  8th 
and  9th  floors,  a  stairway  enclosure  shall  be  enlarged  by 
the  construction  of  the  vestibules  as  proposed  and  on  the 
7th  floor  similar  vestibules,  except  approximately  double 
the  area,  shall  be  constructed ;  that  there  shall  be  con¬ 
structed  between  the  7th  floor  and  the  6th  floor,  an  addi¬ 
tional  stairway  with  treads  not  less  than  3  ft.  in  width, 
which  may  have  an  open  railing  on  the  7th  floor  level,  but 
enclosed  on  the  6th  floor,  according  to  the  requirements  of 
the  building  code;  that  the  occupancy  shall  not  exceed  at 
any  time  the  numbers  named  in  the  application  and  in  view 
of  this  permitted  increased  occupancy,  the  occupancy  of  the 
four  floors  directly  below  shall  not  exceed  the  occupancy 
of  55  persons  permitted  by  the  certificate  of  occupancy ;  that 
the  building  shall  have  no  manufacturing  or  other  occu¬ 
pancy  deemed  hazardous  by  the  borough  superintendent. 


766-38-A. 

APPLICANT — Henry  I.  Stetler,  Inc.,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 402-412  Bleecker  street  and  291 
West  11th  street,  northwest  corner  (Block  No. 
623,  Lot  Nos.  8  and  10),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Calvin  Bromley. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(766-38-A) 

Whereas,  Henry  I.  Stetler,  Inc.,  lessee,  for  Rockland  Co. 
Trust  Co.  trustee  Estate  Henry  I.  Stetler,  owner,  filed 
September  2,  1938,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner  affecting  premises  402-412  Bleecker  street  and  291 
West  11th  street,  northwest  corner  (Block  No.  623,  Lot 
Nos.  8  and  10),  Borough  of  Manhattan;  and 

Whereas,  Order  No.  1866-LF,  issued  by  the  fire  com¬ 
missioner  August  9,  1938,  reads : 

“1.  Install  an  approved  wet  automatic  sprinkler 
system  in  cellar  and  sub-cellar  having  at  least  one 
source  of  water  supply  arranged  and  equipped  as  per 
Art.  16,  Ch.  26,  Administrative  Code.” 

and 

Whereas,  the  building  is  5  stories  (60  ft.)  in  height,  130 
ft.  by  50  ft.  in  area,  of  mill  construction,  located  in  a  busi¬ 
ness  and  unrestricted  use  district,  erected  about  1890  and 
occupied  for  warehouse  throughout,  3  persons  per  floor ; 
and 

Whereas,  the  applicant  contends  that  the  sub-cellar  is 
only  40  ft.  by  44  ft.  in  area  and  is  located  under  No.  412 
Bleecker  street ;  that  the  present  tenant  has  occupied  the 
building  since  1917  and  that  compliance  with  the  order  at 
this  time  would  be  unnecessary  and  financially  impossible ; 
and 

Whereas,  this  appeal  was  granted  by  the  board  Novem¬ 
ber  9,  1938,  on  certain  conditions  and  applicant  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
November  9,  1938,  be  and  it  hereby  is  amended,  so  that  as 
amended  the  resolution  will  read: 

“Resolved,  that  the  order  of  the  fire  commissioner, 
No.  1866-LF,  Item  1,  be  and  it  hereby  is  modified, 
and  the  appeal  be  and  it  hereby  is  granted  on  condition 


that  a  non-automatic  dry  system  shall  be  installed 
throughout  the  cellar  and  sub-cellar,  complying  in  all 
respects  with  Article  16  of  the  Building  Code,  except 
that  the  thermostatic  alarm  need  not  be  installed ;  that 
the  sprinkler  heads  may  be  spaced  25%  in  excess  of 
the  requirements ;  that  all  horizontal  lines  may  be  close 
to  the  ceiling  with  proper  pitch  and  1(4  inch  drain  and 
with  heads  pendant;  that  there  shall  be  a  single  hose 
outlet  of  approved  type  on  the  exterior  of  the  building 
on  one  street  frontage  only ;  that  the  cap  of  this  hose 
outlet  and  sign  stating  area  covered,  shall  be  painted 
aluminum  and  that  all  pipe  fittings  shall  be  of  malle¬ 
able  iron.” 


1019-38-A. 

APPLICANT — Oscar  I.  Silverstone,  for  Bristol  Investing 
Corporation,  owner. 

SUBJECT- — -Application  for  consideration — reopening  and 
rescindment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  of  buildings. 

PREMISES  AFFECTED— 289  Utica  avenue  and  1767 
Union  street,  north  side,  80  ft.  east  of  Utica  ave¬ 
nue  (Block  No.  1397,  Lot  Nos.  1  and  80),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Oscar  I.  Silverstone. 

ACTION  OF  BOARD — -Appeal  reopened  and  resolution  of 
November  29,  1938,  rescinded. 

THE  VOTE  TO  REOPEN  AND  RESCIND  RESOLU¬ 
TION  OF  NOVEMBER  29,  1938: 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

N  egative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(1019-38-A) 


Whereas,  Oscar  I.  Silverstone,  for  Bristol  Investing 
Corporation,  owner,  filed  November  14,  1938,  an  appeal 
from  a  decision  of  the  borough  superintendent  of  buildings, 
affecting  premises  289  Utica  avenue  and  1767  Union  street, 
north  side,  80  ft.  east  of  Utica  avenue  (Block  No.  1397, 
Lot  Nos.  1  and  80),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  13,  1938,  re :  Arndt.  Applic.  No.  14923-38, 
reads : 

“2.  Specify  existing  use  of  building  on  east,  if 
dwelling,  give  date,  framing  of  floors,  also  if  building 
is  over  twenty  feet  in  height,  same  not  permitted.” 

and 

Whereas,  the  premises  consist  of  two  buildings  two 
stories  (25  ft.  6  in.)  in  height,  100  ft.  by  100  ft.  in  total 
area,  of  non-fireproof  construction,  located  in  a  business 
use  “B”  area  district,  erected  in  1905  and  1927  and  occu¬ 
pied  as  follows:  289  Utica  avenue:  cellar — storage;  1st 
floor — stores  and  public  market,  120  lbs.  L.L. ;  2nd  floor — 
restaurant  and  one  family,  100  lbs.  and  40  lbs.  L.L. ;  prem¬ 
ises  1767  Union  street;  one  family  throughout;  and 
Whereas,  certificate  of  occupancy  No.  68462  was  issued 
for  premises  289  Utica  avenue  on  September  16,  1932  and 
certificate  of  occupancy  No.  7496  was  issued  August  16, 
1926  for  premises  1767  Union  street;  and 
Whereas,  it  is  proposed  to  join  both  buildings  and  oc¬ 
cupy  same  as  follows :  cellar — storage,  check  room,  boiler 
room  and  lavatories,  50  persons;  1st  floor — -stores  and 
catering  establishment,  50  persons ;  2nd  floor — offices  and 
catering  establishment,  200  persons;  and 

Whereas,  the  applicant  contends  that  1767  Union  street 
purchased  for  the  specific  use  now  applied  for;  that  the 
amendment,  which  is  the  subject  of  this  appeal  was  made 
to  an  open  permit  No.  13129-36  and  that  the  40  ft.  height 
limitation  for  public  occupancy  in  the  old  Code  should 
apply;  that  the  alteration  as  proposed,  provides  additional 
means  of  egress  from  the  corner  building  and  that  the 
exits  provided  are  in  excess  of  the  legal  minimum  require¬ 
ments;  and 
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Whereas,  this  appeal  was  granted  by  the  board  Novem¬ 
ber  29,  1938,  with  the  following  resolution  adopted : 

" Resolved ,  that  the  decision  of  the  borough  super¬ 
intendent,  in  acting  on  Arndt.  Applic.  No.  14923-38,  be 
and  it  hereby  is  modified,  and  that  the  appeal  be  and  it 
hereby  is  granted,  as  to  Objection  2,  on  condition  that 
the  building  at  1767  Union  street  shall  comply  in  all 
other  respects,  other  than  for  the  excessive  height,  with 
all  requirements  of  the  Building  Code  for  the  use  and 
occupancy  proposed,  and  that  the  proposed  openings  in 
the  brick  wall  on  the  second  floor  between  the  proposed 
party  room  “A”  and  the  corner  building,  occupied  as 
office,  shall  be  protected  with  underwriters’  labeled 
fire  doors  on  both  sides  of  the  wall  at  each  opening. 

and 

Whereas,  the  applicant  requested  that  the  resolution 
adopted  by  the  board  on  November  29,  1938,  be  rescinded, 
inasmuch  as  the  use  therein  proposed,  will  not  be  effected. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
November  29,  1938,  be  and  it  hereby  is  rescinded. 


VARIATION  OF  LABOR  LAW 

118-39-S. 

APPLICANT — Harold  Perine,  for  Breyers  Ice  Cream 
Company,  Inc.,  owners. 

SUBJECT — Variation  of  the  Labor  Law  as  cited  in  a 
decision  of  the  borough  superintendent  of  build¬ 
ings. 

PREMISES  AFFECTED — East  side  of  34th  street.  62  ft. 
north  of  Queens  boulevard  and  34-09  Queens 
boulevard  (Block  No.  212,  Lot  No.  9),  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  A.  J.  Eldon. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


APPLIANCES  SUBMITTED  FOR  APPROVAL 

68-24-SA. 

APPLICANT — Louis  G.  Imperato,  for  May  Oil  Burner 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  re  approval  of  additional  models — re 
May  Oil  Burner,  Model  L,  previously  approved  by 
the  board. 

APPEARANCES— 

For  Applicant :  Louis  G.  Imperato. 

ACTION  OF  BOARD — Application  reopened  and  referred 
to  the  engineer  of  the  board  for  test  and  report. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 


286-36-SA. 

APPLICANT— Od  Industry  Laboratories.  Inc.,  owner. 
SUBJECT— Oil  Industry  Laboratories  Anti-Syphon  Oil 
Check  Valve,  Model  426— approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD' — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

N  egative  .  9 

Absent  .  9 

THE  RESOLUTION— 

(286-36-SA) 

Whereas,  the  Oil  Industry  Laboratories,  Inc.,  owner, 
filed  on  September  24,  1936,  with  the  Board  of  Standards 
and  Appeals,  an  application  for  the  approval  of  their  appli¬ 
ance  known  as  the  Oil  Industry  Laboratories  Anti-Syphon 
Oil  Check  Valve,  Model  426;  and 

Whereas,  the  applicant  has  failed  to  provide  a  loca¬ 
tion  where  this  appliance  could  be  tested,  although  duly 
notified  to  do  so. 

Resolved,  that  the  application,  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


120-38-SA. 

APPLICANT — William  C.  Mason,  owner. 

SUBJECT— Mason  Duplex  and  Commercial  Industrial  Oil 
Burner — approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

N  egative  .  9 

Absent  .  9 

THE  RESOLUTION— 

(120-38-SA) 

Whereas,  William  C.  Mason,  owner,  filed  on  February 
28,  1938,  with  the  Board  of  Standards  and  Appeals,  an 
application  for  the  approval  of  his  appliance  known  as  the 
Mason  Duplex  and  Commercial  Industrial  Oil  Burner ;  and 

Whereas,  the  applicant  failed  to  provide  a  location 

where  this  appliance  could  be  tested,  although  duly  notified 

to  do  so. 

Resolved,  that  the  application,  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


1022-38-SA. 

APPLICANT— The  Dayton  Pump  and  Manufacturing 


46-34-SA. 

APPLICANT — Louis  G.  Imperato,  for  May  Oil  Burner 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  re  approval  of  additional  models — re 
May  Oil  Burner,  Type  BB,  previously  approved  by 
the  board. 

APPEARANCES— 

For  Applicant :  Louis  G.  Imperato. 

ACTION  OF  BOARD — Application  reopened  and  referred 
to  the  engineer  of  the  board  for  test  and  report. 

THE  VOTE  TO  REOPEN— 


Company,  owner. 

SUBJECT— Rapidayton  Centrifugal  Gasoline  Pumping 
Unit,  Model  G-6500 — approval  of. 

APPEARANCES— 

For  Applicant :  G.  W.  Eichoff. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

N  egative  .  9 

Absent  .  9 
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THE  RESOLUTION— 

(1022-38-SA)  - 

Whereas,  P.  W.  Eichoff,  manager,  Eastern  Division  for 
the  Dayton  Pump  and  Manufacturing  Company,  owner,  filed 
November  15,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Rapidayton  Centrifugal  Gasoline  Pumping  Unit, 
Model  G-6500;  and 

Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  board  for  test  and  report;  and 
Whereas,  the  report  of  the  committee  on  tests  reads  as 
follows : 

REPORT  OF  COMMITTEE  ON  TESTS. 

March  10,  1939. 

RE:  Cal.  No.  1022-38-SA 

Approval  of  Rapidayton  Centrifugal  Gasoline 

Pumping  Unit,  Model  G-6500. 

P.  W.  Eichoff,  manager,  Eastern  Division  for  the 
Dayton  Pump  and  Manufacturing  Co.  of  Dayton,  Ohio, 
owner,  filed  November  15,  1938  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
appliance  known  as  the  Rapidayton  Centrifugal  Gaso¬ 
line  Pumping  Unit,  Model  G-6500. 

This  is  a  power  operated  centrifugal  pump  with  di¬ 
rect  connected  explosion  proof  thermal  motor  of 
H.P.  3450  R.P.M.  for  installation  on  underground 
storage  tank.  Housing  for  motor  and  discharge  head 
mounted  on  adapter  flange  provided  with  threads  for 
3/4  or  4  inch  tank  opening.  Pump  impeller  intended  to 
be  located  near  bottom  of  tank.  This  Rapidayton  Cen¬ 
trifugal  Pump  is  installed  through  the  opening  in  top 
of  underground  storage  tank.  The  impeller  is  at  the 
bottom  inside  the  tank  and  directly  connected  to  an 
underwriters  approved  explosion  proof  motor.  This 
motor  is  mounted  on  a  bracket  fastened  to  top  of  pump 
discharge  head.  The  impeller  shaft  is  housed  in  a 
bearing  tube  and  operates  freely  within  a  two  inch 
pipe,  wherein  bearings  for  the  shaft  are  lubricated  by 
the  gasoline  as  it  passes  through  the  bearing  tube  to 
a  reservoir  at  the  top,  after  which  it  returns  by  gravity 
into  the  underground  storage  tank.  Above  the  impeller 
a  positive  check  valve  is  located,  which  maintains  the 
liquid  _  column ;  immediately  below  this  check  valve, 
there  is  a  1/16  inch  orifice  venting  directly  into  the 
underground  storage  tank,  eliminating  any  air  which 
may  accumulate,  should  the  tank  be  pumped  dry.  Be¬ 
cause  of  the  location  of  the  impeller  at  the  bottom  of 
the  tank,  the  gasoline  is  maintained  at  a  pressure,  thus 
precluding  vaporization.  Where  the  tank  is  empty  the 
pump  will  not  operate.  The  feature  of  this  pump  is  the 
absence  of  the  usual  stuffing  box,  thus  eliminating  the 
danger  of  leaking  when  the  gasoline  is  under  pressure. 
Draining  of  gasoline  is  prevented  by  the  foot  valve. 
At  the  metal  bushing  an  oil  seal  is  located,  which  seals 
the  gasoline  vapors  and  prevents  their  passage  from  the 
underground  storage  tank  to  the  motor.  A  fire 
underwriter’s  approved  composition  cork  gasket  is  pro¬ 
vided  between  the  motor  mounting  casting  and  flange 
casting,  that  supports  the  pit  tank  to  the  underground 
storage  tank,  a  similar  cork  gasket  of  smaller  size  is 
furnished  between  the  ground  joint  connections  in  the 
discharge  side  of  pump  to  the  supply  line. 

This  complete  pumping  unit  is  enclosed  by  a  metal 
water  tight  tank,  approximately  22  in.  diameter,  20  in. 
high,  provided  with  a  metal  cover  with  the  edges  turned 
down  so  as  to  prevent  water  infiltration.  To  provide 
for  reexamination  of  this  pumping  equipment,  a  cast 
iron  manhole  cover  is  placed  directly  over  small  pit 
tank.  The  switch  controlled  by  the  hose  hook,  the  New 
York  hose  pull  attachment  and  the  computer  dial  are 
so  connected  and  interlocked  that  pump  will  not  func- 
tion,  unless  all  the  other  switches  are  closed. 

This  equipment  has  been  tested  and  approved  by  the 
Underwriters  Laboratories  approval  name  plate  num¬ 
ber  W-1045. 

This  pump  and  its  supplementary  mechanism  was  in¬ 


spected  by  a  committee  of  the  Board  on  February  16, 
1939,  at  172-02  Hillside  avenue,  Jamaica,  at  which  in¬ 
spection  were  present  Chairman  Murdock,  Commis¬ 
sioners  Savage -and  Blum,  and  Inspector  Charles  E. 
Johnson  of  the  Division  of  Combustibles  of  the  Fire 
Department. 

On  the  basis  of  this  data,  the  committee  recommends 
the  approval  of  the  Rapidayton  Centrifugal  Gasoline 
Pumping  Unit,  Model  G-6500,  when  constructed  as 
herein  described  and  as  shown  on  Drawing  G  6500-6 
and  7,  filed  with  this  application,  on  condition  that 
whenever  the  pumping  unit  is  removed  for  inspection  or 
exchange,  all  existing  cork  gaskets  shall  be  replaced 
with  new  cork  gaskets  and  that  the  pit  tank  cover  be 
made  of  the  hinged  type  with  hinge  fixed  to  tank  and 
secured  by  draw  bolts,  and  that  each  pump  and  unit  be 
provided  with  a  metal  label  reading,  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  No.  1022-38-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM. 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Rapidayton 
Centrifugal  Gasoline  Pumping  Unit,  Model  G-6500,  for  use 
in  New  York  City  when  manufactured,  installed,  operated 
and  labelled  in  accordance  with  the  above  report. 

MATERIALS  SUBMITTED  FOR  APPROVAL 
124-38-SM. 

APPLICANT — North  American  Cement  Corporation, 
owner. 

SUBJECT — Blue  Bond  Mortar  Cement — approval  of 
APPEARANCES— 

For  Applicant:  William  G.  Lush. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  q 

Absent  .  q 


THE  RESOLUTION— 

(124-38-SM) 

Whereas,  the  North  American  Cement  Corporation, 
owner,  filed  March  1,  1938,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  their  materials 
known  as  North  American  Portland  Cement,  Berkeley 
Masons  Hydrated  Lime  and  Blue  Bond  Masonry  Cement; 
and 

Whereas,  this  material  was  referred  to  the  committee 
on  tests  for  test  and  report;  and 

Whereas,  a  report  of  the  committee  on  tests  dated  June 
20,  1938,  recommended  approval  of  this  material;  and 

Whereas,  on  June  21,  1938,  the  board  approved  the  ma¬ 
terial  known  as  the  North  American  Portland  Cement  the 
Berkeley  Masons  Hydrated  Lime  and  the  Blue  Bond  Mor¬ 
tar  Cement ;  and 

Whereas,  the  manufacturer  has  changed  the  specifica¬ 
tions  of  the  Blue  Bond  Mortar  Cement  and  a  further  re¬ 
port  of  the  committee  on  tests,  dated  March  13,  1939,  reads 
as  follows : 


REPORT  OF  COMMITTEE  ON  TESTS. 

March  13,  1939. 

Cal.  No.  124-38-SM 

Blue  Bond  Mortar — Approval  of. 

On  June  21,  1938,  the  Board  approved  Blue  Bond 
Mortar  Cement  as  manufactured  by  the  North  Ameri¬ 
can  Cement  Corporation  for  use  in  New  York  City 
under  C  26-313.0  and  C  26-314.0  of  the  Administrative 
Code  except  as  limited  by  C  26-418.0  of  the  Admin¬ 
istrative  Code. 
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The  applicant  has  since  changed  this  material  as 
stated  below  and  requested  approval  of  the  new  prod- 


Tests  were  made  at  the  applicant’s  plant  at  Hudson, 
New  York,  with  the  following  results : 


Test 

Soundness 
Initial  Set 
Final  Set 
Fineness  (200) 
Water  Retention 
Water  Repelling 


Test 

Results 

Sound 
3  hr.  30  min. 
5  hr.  30  min. 
97.0% 

76% 

.42 


Compressive  strength: 
P.S.I.  7  days  1318 

P.S.1. 28  days  1439 


Requirements 
Fed.  Spec.  YY-C-181  b 
Sound 

Not  less  than  60  min. 
Not  more  than  24  hr. 

88% 

65% 

Not  more  than  .90 


500 

1000 


CHEMICAL  ANALYSIS 

Silica  17.70  Lime  _ 

Alumina  3.82  Magnesia 

Ferric  Oxide  2.45  Sulfuric  Anhydride 

Loss  on  ignition  17.56 


54.31 

2.72 

1.01 


This  material  consists  of  55%  North  American  Port¬ 
land  Cement,  45%  of  a  modifier  and  of  1%  of  a 


plasticizing  material.  .  , 

It  is  accordingly  recommended  that  the  application  be 
reopened  and  that  the  approval  given  for  the  use  of 
Blue  Bond  Mortar  Cement  on  June  21,  1938  be  re¬ 
scinded  and  that  the  new  Blue  Bond  Mortar  Cement  as 
tested  by  the  Committee  on  Tests  March  9th,  1939,  the 
results  of  which  tests  are  given  above,  be  approved  for 
use  in  New  York  City  as  a  masonry  mortar  cement  un¬ 
der  Sections  C26-312.0-C-2  Administrative  Code 
(7.1. 1.7.3  BC),  C26-313.0  b-2  Administrative  Code 
(7.1. 1.8.2)  and  C26-314.0  Administrative  Code  (7.1. 1.9). 

This  material  is  marketed  in  Paper  and  Cloth  bags 
and  in  bulk.  When  packed  in  paper  or  cloth  bags  fc>r 
use  in  New  York,  it  shall  be  tagged,  labeled  or  marked, 
“Approved  by  the  Board  of  Standards  and  Appeals  un¬ 
der  Cal  124-38-SM”  and  when  marketed  in  bulk  for 
use  in  New  York  City,  its  bill  of  lading  shall  be  sim¬ 
ilarly  marked.  .  OATTA/-P 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 


CHARLES  M.  BLUM,. 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reaffirm  its  approval  of  North  American  Portland 
Cement  and  Berkeley  Mason  s  Hydrated  Lime  and  rescinds 
its  approval  of  June  21,  1938  of  Blue  Bond  Mortar  Cement, 
substituting  therefor  its  approval  of  this  date,  of  the  Blue 
Bond  Mortar  Cement,  for  use  in  New  York  City,  when 
manufactured  and  used  in  accordance  with  the  above  report 
on  condition  that  the  material  when  marketed  in  paper  or 
cloth  bags  or  in  bulk  shall  be  tagged,  labeled  or  marked 
“Approved  by  the  Board  of  Standards  and  Appeals  under 
Cal.  No.  124-38-SM.” 


263-39- SM. 

APPLICANT— The  New  Jersey  Hollow  Tile  Corporation, 
owner. 

SUBJECT— Nu-Raritile  (Vertical  Two  Cell  Backing  Tile) 
— approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(263-39-SM) 

Whereas,  the  New  Jersey  Hollow  Tile  Corporation, 
owner,  filed  March  2,  1939,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  material 
known  as  Nu-Raritile  (Vertical  Two  Cell  Backing  for  ex¬ 
terior  wall  construction  and  for  backing  face  brick  where 
brick  facing  is  bonded  into  the  tile  backing  units  by  means 
of  brick  headers  projecting  into  a  recess  provided  for  in  the 

tile)  ;  and  ,  .  ,  , 

Whereas,  this  material  was  submitted  to  the  committee 

on  tests  of  board  for  test  and  report;  and 

Whereas,  the  report  of  the  committee  on  tests  reads  as 
follows : 

REPORT  OF  COMMITTEE  ON  TESTS. 

March  13,  1939. 

Cal.  No.  263-39-SM 

Subject:  Nu-Raritile  (Vertical  2  Cell  backing 
tile  for  exterior  wall  construction). 

The  New  Jersey  Hollow  Tile  Corporation  of  New 
York  City,  owner,  filed  March  2,  1939,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  Nu-Raritile  (Vertical  2  Ceil  Backing  Tile  for 
exterior  wall  construction  and  for  backing  face  brick 
where  brick  facing  is  bonded  into  the  tile  backing  units 
by  means  of  brick  headers  projecting  into  a  recess  pro¬ 
vided  for  in  the  tile,  as  shown  by  Fig.  1. 


FIGURE  1 


The  tile  is  made  at  the  plant  of  the  New  Jersey  Hol¬ 
low  Tile  Company,  located  at  South  River,  New  Jersey. 
It  is  manufactured  from  a  surface  clay  deposit  of  an 
approximate  composition  of  silica  56.1  yo,  alumina 
27.42%,  ferric  oxide  2.68%,  magnesia  .18%,  potash  and 
soda  2.71%,  titanium  oxide  1%,  water  and  moisture 
8.9%,  average  dry  weight  40.7  lbs.,  average  gross  area, 
93  sq.  in.  ...  .« 

In  the  manufacture,  the  tile  is  extruded  into  the 
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required  size  with  allowance  provided  for  shrinkage 
due  to  burning.  After  wire  cutting,  it  is  preliminary 
cured  and  hardened  in  a  dryer  and  then  placed  in  a 
beehive  type  kiln,  where  it  is  baked  at  a  temperature  of 
about  2100  degrees  F.  for  approximately  two  days  and 
then  cooled,  ready  for  the  market.  The  standard  size 
of  tile  approximates  7J4  by  7J4  by  12  inches  and  is 
varied  to  meet  the  conditions  as  they  occur  in  the  field 
to  accommodate  variations  and  sizes  of  the  brick  used, 
with  limitations  of  plus  or  minus  inch.  Samples  of 
the  red  tile  were  tested  by  the  Haller  testing  labora¬ 
tories.  Their  report,  dated  October  31,  1938  on  five 
specimens,  gives  an  average  compressive  value  of  2317 
P.S.I.  A  similar  test  was  performed  by  E.  L.  Conwell 
&  Company,  whose  report,  dated  January  6,  1937,  lab¬ 
oratory  No.  232011,  gives  a  compressive  value  on  an 
average  of  five  specimens  of  2478  P.S.I.,  both  tests 
being  on  end  constructions.  The  absorption  in  this  test, 
after  five  hours  of  immersion  of  the  five  specimens 
average  10.8  and  showed  no  evidence  of  disintegration. 

This  latter  test  satisfactorily  met  the  requirements  of 
Federal  Specification  S.S.T.-341  for  H  grade  structural 
clay  load  bearing  hollow  wall  tile.  On  the  basis  of 
these  values  the  Nu-Raritile  Vertical  2  Cell  Backing 
Tile  meets  the  requirements  of  A.S.T.M.  C34-36, 
wherein  for  Class  L.B.X.  tile  the  average  compressive 
value  is  1400  P.S.I.  and  the  absorption  value  4.19%. 

On  the  basis  of  this  data,  the  committee  recommends 
the  approval  of  the  Nu-Raritile  (Vertical  2  Cell  Back¬ 


ing  Tile)  for  exterior  load  bearing  wall  construction, 
as  made  at  the  plant  of  the  New  Jersey  Hollow  Tile 
Corporation,  South  River,  N.  J.,  of  clay  of  the  compo¬ 
sition  as  herein  provided  under  C26-308  A.C.  (7.1. 1.3). 
Each  tile  shall  be  marked  L.B.X.,  indicating  that  the 
tile  is  load  bearing,  and  that  in  addition  to  this  mark- 
ing,  each  tile  shall  be  stamped,  labeled  or  marked : 

Approved  for  use  in  New  York  City  by  the  Board  of 
Standards  and  Appeals  under  Cal.  No.  263-39-SM”, 
or  in  lieu  thereof,  a  die  or  stamp  be  made  for  imprint¬ 
ing  on  the  tile  the  following  inscription  within  a  circle: 
around  the  periphery,  at  the  top  the  word  “APPV’D”, 
along  the  bottom  “B.S.&A.”,  in  the  center  two  lines,  the 
39*SM” nC  reading  “N-Y-C-”>  lower  bne  reading  “263- 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

„  ,  Chief  Engineer. 

Kesolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Nu-Raritile  (Vertical 
Two  Cell  Backing  Tile),  for  use  in  New  York  City  when 
manufactured,  installed  and  labeled  or  marked  in  ac¬ 
cordance  with  the  above  report. 


Ajourned,  5  :00  P.M. 

Edward  V.  Barton,  Chief  Clerk. 


SMOKING  IN  FACTORIES 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined'  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
iin  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
af  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories,  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
-^ber  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
cor  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
nade  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
jpon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de¬ 
ermining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
cnder  which,  the  hours  between  which,  and  the  place  or 
’  aces  jn  such  factory  where  smoking  may  be  permitted, 
end  this  permit  shall  be  framed  and  kept  posted  in  a  con- 
■picuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
pecified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
?use  *?r.  the  revocation  of  such  permit  by  the  administra¬ 
te  official,  and  shall  not  again  issue  a  permit  for  the 
ame  premises  until  at  least  one  year  has  elapsed. 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in : — 

.  (a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or 
fire-resisting  partitions,  with  all  openings  therein 
protected  by  self-closing  fire  doors,  and,  further, 
unless  the  building  is  of  fireproof  construction 
or  required  with  an  approved  automatic  sprink¬ 
ler  system,  the  floor  and  ceiling  of  such  room 
shall  be  covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the 
administrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting  ; 

Stone  or  monumental  works ; 

provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the 
administrative  official  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 
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EXTRACTS 


FROM  CHAPTER  19,  ARTICLE  18  OF  THE  ADMINISTRATIVE  CODE  OF  THE 
CITY  OF  NEW  YORK,  RELATING  TO  REFRIGERATING  SYSTEMS 


ARTICLE  1. 

General  Provisions. 

§C19-2.0.  Definitions. 

Unless  otherwise  expressly  stated,  whenever  used  in  this 
chapter  the  following  terms  shall  respectively  be  deemed 
to  mean : 

34.  Refrigerating  system,  a  combination  of  apparatus  in 
which  a  refrigerant  is  circulated  for  the  purpose  of  ex¬ 
tracting  heat. 

(a)  The  parts  of  the  system  are  the  compressor,  gen¬ 
erator,  condensor,  absorber,  receiver,  shell  type  or  tube  type 
apparatus,  pipes,  vessels,  or  other  parts,  containing  refrig- 

(b)  Direct  refrigeration,  a  system  in  which  the  refrig¬ 
erant  is  circulated  to  the  substance  or  space  refrigerated. 

(c)  Indirect  refrigeration,  a  system  in  which  brine 
cooled  by  the  refrigerant  is  circulated  to  the  substance  or 
space  refrigerated. 

(d)  Refrigerant  is  the  chemical  agent  other  than  brine 

used  to  produce  refrigeration.  _  .... 

(e)  Irritant  refrigerant,  any  refrigerant  which  when 
breathed  attacks  the  throat  or  lungs. 

(f)  Hydrocarbon  refrigerants,  any  refrigerant  of  the 
hydrocarbon  class. 

(g)  Flammable  refrigerant,  any  refrigerant  which  will 
burn  or  explode  when  mixed  with  certain  proportions  of 

(h)  Refrigerating  machinery  room,  a  room  in  which 
is  located  a  refrigerating  system  containing  refrigerant,  but 
not  including  expansion  coils  when  located  in  cold  storage 
rooms  or  expansion  coils  when  located  in  refrigerator  boxes. 

(i)  Factor  of  safety,  the  multiple  three  and  one-third 
(3^5),  the  product  of  which  and  the  test  pressure,  con¬ 
stitutes  the  probable  rupture  pressure. 

(j)  Pressure  imposing  element,  that  apparatus  which 
draws  the  refrigerant  from  the  low  pressure  or  low  tem¬ 
perature  side  of  the  system  and  discharges  it  into  the  high 
pressure  or  high  temperature  side  of  the  system. 

(k)  Pressure  limiting  device,  a  pressure  or  temperature 
responsive  mechanism  for  automatically  stopping  the  oper¬ 
ation  of  the  pressure  imposing  element. 

(l)  Brine,  any  liquid  which  having  been  cooled  by  the 
refrigerating  system  is  used  for  the  transmission  of  heat. 

(m)  Pressure  relief  device,  a  pressure  relief  valve,  a 
rupture  member,  fusible  plug  or  other  approved  device  for 
relieving  the  pressure. 

(n)  Pressure  relief  valve,  a  valve  held  shut  by  a  spring 
or  other  means  to  automatically  relieve  pressure  in  excess 
of  its  setting. 

(o)  Rupture  member,  a  device  that  will  automatically 
rupture  at  a  pre-determined  pressure. 

(p)  Liquid  receiver,  a  vessel  permanently  connected  to 
a  system  by  inlet  and  outlet  pipes  for  storage  of  a  liquid 
refrigerant. 

(q)  Container,  a  cylinder  for  the  shipment  of  refrig¬ 
erant  constructed  to  conform  to  the  regulations  of  the 
Interstate  Commerce  Commission. 

(r)  Mixer,  a  vessel  or  device  in  a  system  for  mixing 
the  ammonia  or  other  soluble  vapor  with  water. 

(s)  Stop  valve,  a  cut-off  valve  for  use  during  normal 
operation. 

(t)  Service  valve,  a  key-operated  shut-off  valve  used 
only  during  shipment,  installation  or  repairs. 

(u)  Fusible  plug,  a  device  having  a  predetermined- 
temperature  fusible  member  for  the  relief  of  pressure. 

(v)  Public  buildings,  commercial  buildings  and  resi¬ 
dence  buildings  are  buildings  as  so  defined  by  Article  4, 
C26-235.0  of  the  Administrative  Code  of  the  City  of  New 
York. 

(a)  Public  Buildings.  Public  buildings  are  structures 
or  parts  of  structures  in  which  persons  congregate  for 


civic,  political,  educational,  religious  or  recreational  pur¬ 
poses,  or  in  which  persons  are  harbored  to  receive  medical, 
charitable  or  other  care  or  treatment,  or  in  which  persons 
are  held  or  detained  by  reason  of  public  or  civic  duty,  or 
for  correctional  purposes,  including  among  others,  court 
houses,  schools,  colleges,  libraries,  museums,  exhibition 
buildings,  lecture  halls,  churches,  assembly  halls,  lodge 
rooms,  club  houses  with  more  than  five  sleeping  rooms, 
dance  halls,  theatres,  bath  houses,  hospitals,  asylums,  armo¬ 
ries,  fire  houses,  police  stations,  jails  and  passenger  depots. 

(b)  Residence  Buildings.  Residence  buildings  are 
structures  or  parts  of  structures  in  which  sleeping  accom¬ 
modations  are  provided,  except  such  as  may  for  other 
reasons  be  classed  as  public  buildings,  including  multiple 
dwellings  as  defined  in  the  Multiple  Dwelling  Law. 

(c)  Commercial  Buildings.  Commercial  buildings  are 
structures  or  parts  of  structures,  which  are  not  public 
buildings  or  residence  buildings,  including  among  others, 
office  buildings,  factory  buildings,  salesrooms  (stores), 
markets,  restaurants,  warehouses,  freight  depots,  car  barns, 
stables,  garages,  motor  vehicle  repair  shops,  factories, 
laboratories,  smoke  houses,  grain  elevators,  coal  pockets, 
central  station  power  plants  and  electric  sub-stations. 

ARTICLE  3. 

Bonds  and  Fees. 

§09-24.0.  Fees  for  Permits. 

Applicants  for  permits  under  the  provisions  of  this  chap¬ 


ter  shall  pay  annual  fees  as  follows : 

35.  Refrigerating  systems: 

Class  A  systems .  $20.00 

Class  B  systems . ; .  10.00 

Class  C  systems  containing  over  six  pounds 

of  refrigerant  .  5.00 

Class  C  systems  containing  six  pounds  or 

less  of  refrigerant .  LOO 


C19-  96.0. 
C26-214.0. 
C19-  97.0. 
C19-  98.0. 
C19-  99.0. 
09-100.0. 
09-101.0. 
09-102.0. 
09-103.0. 
09-104.0. 
09-105.0. 
09-106.0. 
09-107.0. 


ARTICLE  18. 

Refrigerating  Systems. 

Permits. 

Supervision. 

Classification. 

Permissible  locations.  _  . 

Refrigerating  machinery  rooms  and  ventilation. 
Open  flames  and  electrical  equipment. 

Testing. 

Piping. 

Safety  devices. 

Size  of  safety  devices. 

Location  and  discharge  of  safety  devices. 
Operating  precautions. 

Equipment  diagrams. 


§09-96.0.  Permits. 

(a)  Except  as  hereinafter  provided  in  this  article  it 
shall  be  unlawful  to  maintain  or  operate  a  refrigerating 
system  without  a  permit. 

(b)  A  permit  will  not  be  required  for  a  Class  C  system 
when  maintained  or  operated  in  the  residence  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house  or  a  business 
building. 

(c)  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 

frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions  of  this  article, 
as  are  deemed  by  the  fire  commissioner  necessary  in  the 
interest  of  public  safety.  _  , 

NOTE: — The  Fire  Chief  and  Commissioner  prescribed 
under  date  of  April  4,  1934,  the  following: 
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1  That  the  refrigerants  dichlorodifluoromethane,  known 
as  “Freon”  (“Kinetic  No.  12”  also  “F-12”)  CC1*F»  also 
dichlorotetrafluoroethane  (“F-114”)  CjC1jF<  and  mono- 
fluorotrichloromethane  (“F-ll”  CFCls  are  non-flammable 
and  non-irritant,  unless  otherwise  hereinafter  provided,  and 
shall  be  regulated  in  accordance  with  the  provisions  of 
Article  18  of  Chapter  19  of  the  Administrative  Code,  as 
such,  except,  when  used  in  a  room  or  rooms  in  which  there 
■is  an  open  flame  or  apparatus  to  produce  an  open  flame, 
.when  the  provisions  of  said  article  covering  irritant  re¬ 
frigerants  shall  apply. 

2.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114  are  restricted  to  parts  of  a  building  so  specified  in 
Section  C19-98.0  (b)  for  refrigerants  other  than  non¬ 
irritant  and  non-flammable. 

3.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114  used  for  air  conditioning  are  restricted  to  the  indi¬ 
rect  method  except  that  the  direct  method  may  be  used  in 
parts  of  a  building  so  specified  in  Section  C19-98.0  (b) 

'  for  refrigerants  other  than  non-irritant  and  non-flam¬ 
mable. 

4.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114  shall  not  be  installed  or  maintained  in  or  on  the 
stairways,  halls,  lobbies,  entrances,  exits  or  auditoriums  of 
any  building. 

5.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114,  shall  not  be  installed  or  maintained  in  a  hospital,  un¬ 
less  the  entire  system  is  confined  in  a  fireproof  machinery 
room,  used  for  no  other  purpose,  and  in  which  no  open 
flame  shall  be  employed,  except  that  the  Class  “C”  system 
containing  not  more  than  10  pounds  of  refrigerant  may  be 
used  in  a  diet  kitchen  which  shall  be  cut  off  from  the  rest 
of  the  building  by  a  tight  fitting  self-closing  door  or  doors 
and  provided  with  a  window  or  windows  to  the  outside 
air.  All  open  flames,  and/or  apparatus  for  producing  an 
open  flame,  in  diet  kitchens  where  these  refrigerants  are 
used  shall  be  vented  to  the  outside  air  as  herinafter  re¬ 
quired  in  Paragraph  8. 

6.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114  may  be  installed  or  maintained  in  a  hospital  private 
room,  having  tight  partitions  and  tight  fitting  self-closing 
door  or  doors  and  where  not  more  than  two  persons  are 
helpless  and/or  given  medical  treatment,  provided  there  is 
no  open  flame  and/or  apparatus  for  producing  an  open 
flame  in  such  room  and  when  the  system  contains  not  more 
than  10  pounds  of  refrigerant. 

7.  That  a  refrigerating  system  employing  F-ll;  F-12  or 
F-114  shall  not  be  installed  or  maintained  in  a  theatre 
and/or  motion  picture  theatre  unless  the  entire  system  is 
confined  in  a  fireproof  machinery  room,  used  for  no  other 
purpose,  and  in  which  no  open  flame  and/or  apparatus  to 
produce  such  open  flame  shall  be  employed. 

8.  That  a  refrigerating  system  employing  F-ll;  F-12  or 
F-114  when  used  in  a  room  or  rooms  in  which  there  is  an 
open  flame  or  apparatus  to  produce  such  open  flame,  such 
open  flame  and/or  apparatus  shall  be  provided  with  a  hood 
and  independent  mechanical  ventilation  so  arranged  as  to 
convey  all  the  products  of  combustion  to  the  outside  of  the 
building.  This  provision  shall  apply  only  to  diet  kitchens 
of  hospitals  and  to  Class  “C”  systems  in  schools,  churches, 
dance  halls,  court  rooms,  police  stations,  jails,  asylums, 
subways,  passenger  depots,  rooms  opening  into  passenger 
depots  and/or  subways  and  such  other  places  as  are  deemed 
by  the  Fire  Commissioner  necessary  in  the  interest  of  pub¬ 
lic  safety. 

9.  That  each  refrigerating  machinery  room  in  any 
building  in  which  F-ll;  F-12  or  F-114  are  used,  shall  be 
maintained  vapor-tight  and  provided  with  tight  fitting,  self¬ 
closing  doors,  in  accordance  with  Section  C19-99.0  (a). 

10.  That  each  refrigerating  machinery  room  in  which 
F-ll;  F-12  or  F-114  is  used,  shall  be  adequately  ventilated 
directly  to  the  outside  air  in  accordance  with  Section 
C19-99.0  (b),  1,  2,  3  and  4. 

11.  Tests  pressures  and  setting  of  safety  valves  for  sys- 
tems.  employing  F-ll,  F-12  or  F-114,  shall  he  included  in 
Section  C19-101.0  as  follows: 


Refrigerant  Column  No.  1  Column  No.  2  Column  No.  3 


F-ll 

25 

15 

15 

F-12 

180 

120 

135 

F-114 

60 

30 

30 

12.  That  the  size  of  pressure  relief  valves  for  systems 
in  which  F-ll,  F-12  or  F-114  is  employed,  shall  be  as 
follows : 


Capacity  of  System 
Up  to  30  tons 
30  to  60 
60  to  100 
100  to  175 
175  to  250 
250  to  450 
450  to  900 


Number  Required 
One  Yz  inch 
One  3/4  “ 

One  1  _  “ 

One  1  y4  inches 
One  IY  “ 

One  2 
Two  2 


13.  That  the  storage  of  F-ll,  F-12  or  F-114  shall  con¬ 
form  with  Section  C19-106.0  (c)-5  for  other  refrigerants. 

14.  That  all  other  sections  or  parts  of  Article  18  of  the 
Administrative  Code  not  so  mentioned,  shall  be  com¬ 
plied  with. 

15.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114,  installed  prior  to  May  19,  1932,  shall  be  inspected, 
and  if  found  to  comply  with  the  rules,  or  if  in  the  opinion 
of  the  Fire  Commissioner,  the  installations  are  of  a  non- 
hazardous  character,  a  permit  may  be  issued.  Installations 
which  have  been  made  in  hospitals,  theatres,  asylums  and 
places  of  public  assembly  shall  be  made  to  comply  strictly 
with  these  rules. 

(d)  A  permit,  where  required,  shall  be  applied  for 
forty-eight  hours  after  installation  is  completed,  contain¬ 
ing  the  name  of  the  person  for  whom  the  system  is  in¬ 
stalled  and  the  place  of  location  of  the  system. 

(e)  Only  the  refrigerant  specified  in  the  permit  shall 
be  used  in  the  system. 

(f)  Refrigerating  systems  to  which  these  provisions 
cannot  be  applied,  may  be  maintained  and  operated  subject 
to  such  conditions  as  are  deemed  necessary  by  the  fire 
commissioner. 

§C26-214.0.  Refrigeration  System  Operators; 
Certificate  of  Qualification. 


(a)  It  shall  be  unlawful  to  maintain  or  operate  in  any 
building  any  refrigerating  system  containing  more  than 
fifty  (50)  pounds  of  refrigerant  except  under  the  per¬ 
sonal  supervision,  direction  or  control  of  either  a  duly 
licensed  engineer  or  a  person  who  has  obtained  a  certificate 
of  qualification  from  the  superintendent  to  operate  such  a 
system.  Where  the  system  contains  two  hundred  (200) 
pounds  or  less  of  refrigerant  and  is  fully  automatic,  only 
one  qualified  operator  will  be  required. 

(b)  It  shall  be  unlawful  to  maintain  or  operate  in  a 
public  building  or  exhibition  hall  any  Class  C  system  per¬ 
mitted  for  exhibition  or  demonstration  purposes  except 
under  the  personal  supervision,  direction  or  control  of 
either  a  duly  licensed  engineer  or  a  person  who  has  ob¬ 
tained  a  certificate  of  qualification  from  the  superintendent 
to  operate  such  a  system. 

(c)  Upon  receipt  of  such  certificate  the  applicant  there¬ 
for  shall  pay  an  annual  license  fee  as  follows :  For  the  in¬ 
itial  fee  $5,  and  for  renewal  thereof  the  sum  of  $1  pro¬ 
vided  application  for  such  renewal  be  made  for  within 
thirty  days  prior  to  the  expiration  of  such  certificate.  Any 
such  certificate  may  be  revoked  or  suspended  for  cause  at 
any  time  by  the  superintendent. 

§C19-97.0.  Classifications. 

(a)  The  total  amount  of  refrigerant  common  to  a  system 
operating  through  one  or  more  evaporators,  shall  be  con¬ 
sidered  the  capacity  of  the  system  and  determine  its  class. 

(b)  A  Class  A  system  is  a  system  containing  one  thou¬ 
sand  (1,000)  pounds  or  over  of  refrigerant,  or  capable  of 
thirty  (30)  tons  capacity  or  over. 

(c)  A  Class  B  system  is  a  system  capable  of  less  than 
thirty  (30)  tons  capacity,  or  containing  less  than  one  thou¬ 
sand  (1,000)  pounds  of  refrigerant  and  more  the  amounts 
provided  for  in  a  Class  C  system. 

(d)  A  Class  C  system  is  a  system  containing  not  more 
than  twenty  (20)  pounds  of  refrigerant. 
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§09-98.0.  Permissible  Locations. 

(a)  It  shall  be  unlawful  to  install  any  Class  A  or  Class 
B  systems  in  any  public  building  as  defined  by  subdivision  a 
of  section  C26-235.0  of  the  code,  until  plans  have  been  filed 
with  and  approved  by  the  fire  commissioner,  and  no  re 
frigerant  shall  be  placed  in  the  system  until  a  permit  has 
been  obtained  from  the  fire  commissioner. 

(b)  The  direct  method  of  refrigeration  shall  not  be 
used  in  any  building,  whether  or  not  a  permit  is  required 
for  installation  therein,  outside  of  the  retrigeiating  ma¬ 
chinery  room  except  in  buildings  used  exclusively  tor  ice 
making  or  for  refrigerating  purposes,  or  when  such  method 
is  not  carried  above  the  first  floor  in  business  buildings  or 
in  the  business  sections  of  business  buildings  provided  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a  resi¬ 
dence  building  occupied  by  not  more  than  two  families,  o 
in  any  building  provided  a  non-irritant  and  non-flammable 
refrigerant  is  used.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 

prior  to  December  13,  1927.  ...  .  •  • 

(c)  It  shall  be  unlawful  to  use  brine  in  any  brine  cir¬ 
culating  system  that  will  generate  flammable  vapor  at  a 
temperature  below  100  degrees  Fahrenheit  when  tested  in 
a  Tagliabue  open  cup  tester,  and  no  refrigerant  shall  be 

used  3.S  <1  brine.  .  .  /-i  a 

(d)  It  shall  be  unlawful  to  install  or  maintain  a  Class  A 

system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  used  exclusively  for  ice 
making  or  refrigerating  purposes.  The  provisions  of  this 
subdivision  shall  not  apply  to  a  building  in  which  installa¬ 
tion  was  made  prior  to  December  13,  1927 

(e)  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 

(10)  pounds  of  refrigerant.  .  .  .  .  „  M 

(f)  It  shall  be  unlawful  to  install  or  mamtain  a  re 
frigerating  system  employing  an  irritant  or  inflammable 

refrigerant  in  or  on :  , , .  A  __ 

1.  The  stairways,  halls,  lobbies,  entrances,  exits  or 

auditoriums  of  any  building;  . 

2.  Dance  halls,  court  rooms,  police  stations,  jails,  sub¬ 
ways,  theatres,  or  motion  picture  theatres ; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger 
depot  or  rooms  opening  directly  therein ; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre,  or  where  persons  are  detained 

onfined  * 

°V°  aTcIiooI  unless  the  refrigerating  system  is  used  ex¬ 
clusively  for  instructions  or  research  purposes; 

6.  A  hospital  or  asylum  in  which  persons  are  confined 
or  given  medical  treatment  or  helpless. _  Unless  otherwise 
required  by  this  section,  such  refrigerating  system  shall  be 
cut  off  from  the  building  by  unpierced  fireproof  construc- 

tl0The  foregoing  provisions  do  not  apply  to  hermetically 
sealed  unit  systems  containing  not  more  than  six  CD 
pounds  of  refrigerant  when  located  in  dance  halls,  polic 
stations,0  diet  kitchens  of  hospitals  or  laboratories  and 
when  located  in  rooms  shut  off  from  the  rest  of  t 
building  by  tight  partitions  and  tight-fitting,  solid,  self 
closing  donrs  and  located  in  a  room  having  a  window  to 

(V)  An  intermittent  absorption  type  of  refrigerating 
machine  shall  not  be  permitted  in  a  Class  A  system.  Such 
a  type  of  machine  shall  be  permitted  in  a  Class  B  system 
only  when  a  heating  medium  of  low  pressure  steam  is  used 

m  (h)  ^heTuse  of  methyl  and  ethyl  chloride,  sulphur  diox¬ 
ide,  or  a  hydro-carbon  refrigerant  will  not  be  permitted 

m(i)aSA  Cla^B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  Borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  m  height 
and  shall  be  located  on  the  ground  floor,  which  shall  be  of 


unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  ot  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
(8")  of  brick  or  six  inches  (6  )  of  reinforced  concrete. 
Direct  exit  therefrom  leading  to  the  open  air  and  not  to 
any  other  part  of  the  building  shall  be  maintained  and 
shall  be  provided  with  vapor-tight,  self-closing,  fireproof 
doors.  # 

§09-99.0.  Refrigerating  Machinery  Rooms  and 

Ventilation. 

a.  Refrigerating  machinery  rooms. 

1.  All  refrigerating  machinery  rooms  in  which  an 
irritant  refrigerant  is  used  shall  be  maintained  \apor-tight 
except  that  all  doors  which  open  to  other  parts  of  the 
building  shall  only  be  required  to  be  self-closing  and  close 
fitting,  and  shall  be  kept  closed  at  all  times,  except  during 
entrance  or  exit.  All  other  openings  that  may  permit  the 
passage  of  vapor  to  other  parts  of  the  building  s  ia  e 
vapor-tight  and  kept  closed.  No  opening  from  elevator 
shafts  shall  be  permitted  in  the  refrigerating  machinery 
room.  This  provision,  however,  shall  not  apply  to  dumb¬ 
waiter  shafts  the  door  openings  of  which  are  protected 
with  self-closing  fire  doors  or  to  a  system  containing  less 
than  six  (6)  pounds  of  refrigerant.  Closets  solely  con¬ 
tained  within  and  opening  only  into  the  refrigerating  ma¬ 
chinery  room  shall  be  considered  as  part  of  the  room  in 

which  it  opens.  .  .  , 

2.  In  Class  A  and  Class  B  systems  in  which  an  irri¬ 
tant  refrigerant  is  used,  the  doors  of  the  refrigerating, 
machinery  rooms  shall  open  outwardly. 

b.  Ventilation. 

1.  Each  Class  A,  B  and  C  refrigerating  machinery 
room  of  any  system  shall  be  independently  provided  with 
means  for  adequate  ventilation  to  the  outer  air.  The  ven¬ 
tilation  shall  consist  of  a  window  _  or  windows  opening, 
directly  to  the  open  air,  or  mechanical  means  capable  of 
exhausting  the  foul  air  from  the  room. 

2  When  a  window  or  windows  are  used,  it  placed  lr 
opposite  walls  so  as  to  provide  a  through  air  circulation  tc; 
the  outer  air,  a  total  area  of  inlet  and  outlet,  respectively 
of  not  less  than  that  specified  in  Column  D  of  the  table  h 
subdivision  4  shall  be  provided.  When  a  window  oi 
windows  are  placed  in  one  wall  a  total  area  shall  be  pro 
vided  not  less  than  that  specified  in  column  E  of  suet 
tciblc 

3.  When  mechanical  means  are  used  they  shall  consis 
of  a  power-driven  exhaust  fan  of  the  enclosed  case  blowe 
type  which  shall  be  capable  of  removing  from  the  refrig 
crating  machinery  room  the  amount  of  air  specified  in  col 
umn  B  of  the  table  in  subdivision  4.  The  inlet  to  the  la' 
shall  be  located  near  the  refrigerating  equipment,  lhe  out 
let  from  the  fan  shall  terminate  not  less  than  six  (o)  le< 
above  the  sidewalk  and  in  no  case  under  a  stairway  or  nr 
escape.  Where  air  ducts  are  used  on  either  the  inlet  c. 
discharge  side  of  the  fan  they  shall  each  have  an  area  n< 
less  than  that  specified  in  Column  C  of  such  table,  bhai 
bends  in  the  run  of  the  ducts  shall  be  avoided.  The  cot 
trol  for  such  mechanical  means  of  ventilation  shall  t 
easily  accessible  and  located  outside  of  the  refngeratu 
machinery  room. 

4.  _ _ _ J- 


Mechan- 
Pounds  of  ical  Cu. 
Refriger-  Ft.  per 
ant  in  Minute 
System.  Discharge 


Window  Area 
Meehan-  in  Sq.  Ft. 
ical  Sq.  for  each 

Ft.  Duct  Opposite 


Area. 


Side. 


Window  Are 
in  Sq.  Ft.  fc 
One  Side 
Only. 


A 

B 

C 

D 

Up  to  ...  20 

150 

1/4 

1 

50 

250 

1/3 

1  1/2 

100 

400 

1/2 

2 

150 

550 

2/3 

2  1/2 

200 

680 

2/3 

3 

250 

800 

1 

3  1/2 

300 

900 

1 

4 

400 

1,100 

1  1/4 

4  1/2 

500 

1,275 

1  1/4 

5 

E 

6 

12 

16 

19 

25 

29 

32 

38 

42 
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600 

1,450 

1  1/2 

6 

45 

700 

1,630 

1  1/2 

6  1/2 

48 

800 

1,800 

2 

7 

51 

900 

1,950 

2 

7  1/2 

55 

1,000 

2,050 

2 

8 

59 

1,250 

2,350 

2  1/4 

9 

68 

1,500 

2,800 

2  1/2 

11 

78 

1,750 

3,150 

3 

12  1/2 

87 

2,000 

3,500 

3  1/2 

14 

95 

2,500 

4,150 

4 

16 

113 

3,000 

4,500 

4  1/2 

18 

130 

4,000 

6,000 

6 

24 

167 

5,000 

7,500 

7  1/2 

30 

204 

6,000 

9,000 

9 

36 

241 

7,000 

10,500 

10  1/2 

42 

278 

8,000 

12,000 

12 

48 

315 

9,000 

13,000 

13 

52 

342 

10,000 

14,000 

14 

56 

360 

12,000 

17,000 

17 

68 

425 

14,000 

19,000 

19 

75 

470 

16,000 

22,000 

22 

86 

540 

18,000 

24,000 

24 

92 

580 

20,000 

26,500 

26 

100 

630 

25,000 

33,000 

33 

121 

760 

30,000 

39,000 

39 

142 

870 

35,000 

44,000 

44 

155 

940 

40,000 

51,000 

51 

176 

1,060 

45,000 

56,000 

56 

190 

1,120 

Note— Door  openings  leading  directly  to  the  open  air 
hall  be  considered  equivalent  to  windows  for  the  require¬ 
ments  specified  in  columns  “D”  and  “E”  of  this  table. 

5.  Where  a  non-irritant  or  nonflammable  refrigerant 
!  employed,  the  requirements  as  given  in  the  table  in  sub- 
ivision  4  may  be  reduced  by  one-half.  When  air  or  water 
;  employed  as  the  refrigerant  no  ventilation  shall  be  re- 
uired. 

6.  In  lieu  of  mechanical  means  of  ventilation  in  re- 
rigerating  machinery  rooms  where  a  Class  A  system 
r  a  Class  B  system  using  ammonia  is  installed,  a 
'fater  deluge  may  be  provided  which  shall  consist  of  a 
prinkler  system  having  open  heads  of  not  less  than 
ne-quarter  inch  (A")  orifice  spaced  not  more  than  eight 
eet  apart  in  any  direction,  and  such  system  shall  be 
Seated  above  all  the  refrigerating  apparatus  and  piping 
i  the  refrigerating  machinery  room.  Not  more  than  one 
ead  shall  be. installed  on  a  34-inch  pipe;  five  heads  on  a 
-inch  pipe;  six  heads  on  a  1^4-inch  pipe.  The  deluge  sys- 
-m  shall  be  permanently  connected  with  the  main  house 
upply  or  other  assured  source  from  which  a  constant 
rater  pressure  of  not  less  than  twenty  pounds  per  square 
ach  can  be  maintained  on  the  inlet  side  of  the  main  con- 
rol  valve  or  valves  at  all  times.  The  control  valve  or 
alves  for  such  water  deluge  system  shall  be  manually 
perated  and  easily  accessible,  and  shall  be  labeled  and 
icated  outside  of  the  refrigerating  machinery  room. 

C19-100.0.  Open  Flames  and  Electrical  Equip¬ 
ment. 

a.  Open  flames. 

No  fire-flame  or  arc  light  will  be  permitted  in  a  Class  A 
rf  .  refrigerating  machinery  room  in  which  a  flammable 
eingerant  is  used. 

b.  Electrical  equipment. 

b  All  Class  A  and  B  refrigerating  systems  containing 
■ore  than  fifty  (50)  pounds  of  refrigerant  shall  have  an 
aiergency  switch  controlling  all  of  the  electrically-oper- 
ted  refrigerating  machinery  or  the  remote  control  of 
■ch  a  switch  located  outside  of  the  refrigerating  machin- 
ry  room  where  it  can  be  quickly  reached  and  operated  in 
ise  of  necessity. 

2.  Where  the  operating  mechanism  in  any  system  is 
ependent  upon  electrical  control,  such  control  in  a  pressure 
miting  device  shall  be  on  a  closed  circuit.  Nothing  herein 
untamed  shall  require  a  hand  reset  on  an  automatic  type 
t  refrigerating  machine. 


§C19-101.0.  Testing. 

Every  part  of  any  refrigerating  system,  except  pres¬ 
sure  gauges  and  control  mechanism  shall  be  tested  to  at 
least  the  following  pressures:  Class  A  and  B  systems  con¬ 
taining  over  fifty  (50)  pounds  of  refrigerant  shall  be  tested 
after  installation  and  proved  tight  before  being  operated. 
A  dated  declaration  of  such  test,  signed  by  the  tester,  shall 
be  posted  in  the  machinery  room. 


Refrigerant. 

Col.  1. 

High 

Pressure 

Side. 

Col.  2.  Col.  3. 

Low  Pressure  Side. 

A 

With 

Safety- 

Valves. 

Without 

Safety 

Valves. 

Carbon  dioxide  . 

1,500 

750 

1,000 

Ethane  . 

1,050 

520 

760 

Ammonia  . 

300 

150 

225 

Propane  . 

250 

115 

175 

Methyl  chloride  . 

155 

80 

120 

Sulphur  dioxide  . 

135 

100 

100 

Iso-butane  . 

90 

45 

70 

Butane  . 

75 

35 

50 

Ethyl  chloride  . 

30 

15 

25 

Dichloromethane  . . 

12 

12 

12 

Dichloroethylene  . 

12 

12 

12 

Trichloroethylene  . 

12 

12 

12 

§09-102.0.  Piping. 

a.  Piping. 

1.  .  All  piping,  liquid  receivers  or  vessels  containing  the 
refrigerant,  shall  be  supported  on  or  by  strong  and  durable 
materials.  This  provision  shall  not  apply  to  Class  C  in¬ 
stallations. 

2.  The  arrangement  of  stop  valves,  relief  devices,  and 
other  similar  devices,  when  used  shall  be  as  shown  on  the 
diagram  for  Class  A  and  B  systems  in  section  C19-107.0 
of  the  code. 

3.  Every  system  which  may  be  charged  after  installa¬ 
tion  shall  have  the  charging  connection  located  on  its  low 
pressure  side. 

b.  Gauge  glasses. 

Liquid  level  gauge  glasses,  except  those  of  the  bull’s 
eye  type,  shall  have  automatic  closing  shut-off  valves  and 
such  glasses  shall  be  adequately  protected  against  injury 
by  slotted  metal  casings. 

§09-103.0.  Safety  Devices. 

a.  Construction  and  setting. 

1.  Pressure  relief  valves,  pressure  limiting  devices  and 
rupture  members  shall  be  set  to  prevent  the  pressure  from 
exceeding  the  test  pressure.  The  pressure  at  which  the  de¬ 
vice  is  set  to  function  shall  be  indicated  thereon.  (See 
section  09-101.0  of  the  code,  columns  1  and  2  of  table.) 

2.  Fusible  plugs  shall  relieve  the  pressure  at  a  tempera¬ 
ture  not  exceeding  280  degrees  Fahrenheit. 

b.  Use  of  stop  valves. 

1.  It  shall  be  unlawful  to  locate  a  stop  valve  between  a 
pressure  relief  device  or  pressure  limiting  device  and  the 
part  of  the  system  protected  thereby,  unless  two  pressure 
relief  devices  of  required  size  are  used,  and  so  arranged 
that  only  one  pressure  relief  device  can  be  cut  off  for 
repair  purposes  at  any  one  time. 

2.  A  Class  B  system  in  which  no  stop  valves  are  used 
and  in  which  the  pressure  will  equalize  throughout  the 
system  when  the  pressure  imposing  element  is  not  in  opera¬ 
tion  may  be  protected  by  only  one  pressure  relief  device 
located  on  the  high  pressure  side. 

c.  Ammonia  mixer. 

1.  The  low  pressure  side  of  a  Class  A  ammonia  sys¬ 
tem  shall  be  provided  with  a  hand-operated  valve  for  dis¬ 
charging  the  ammonia  into  water  through  a  mixer  to  the 
sewer  in  case  of  emergency. 

2.  The  ammonia  mixer  shall  be  constructed  of  steel 
and  shall  be  capable  of  withstanding  a  pressure  of  at  least 
fifty  (50)  pounds  per  square  inch. 

3.  It  shall  be  unlawful  to  locate  a  valve  in  the  ammonia 
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emergency  discharge  line,  except  for  the  manually-oper¬ 
ated  valve  discharging  into  the  water  and  ammonia  mixer, 
but  there  may  be  one  stop  valve  located  inside  the  building 
for  repair  purposes  only.  This  valve  shall  be  sealed  open 
and  labeled  “Keep  Open.” 

4.  The  manually  operated  pressure  relief  valve  shall  be 
located  in  a  locked  box  which  can  be  opened  by  members  oi 
the  Fire  Department  by  means  of  a  Fire  Department  key. 
The  door  of  the  box  shall  be  on  the  public  thoroughfare 
side  of  the  building  in  an  easily  accessible  location  and  not 
less  than  eighteen  (18)  inches  or  more  than  five  (5)  leet 
above  the  sidewalk  level.  The  box  shall  be  permanently 
labeled  with  letters  of  not  less  than  one  (1)  inch  reading 
“For  Fire  Department  Use  Only.”  The  relief  valve  shall  be 
labeled  “Ammonia.”  A  sign  shall  be  posted  within  the  box 
reading  “Do  Not  Open  Valve  Until  Water  Is  Flowing. 

5.  A  single  standard  three  (3)  inch  fire  department 
connection  shall  be  provided  through  which  the  necessary 
water  may  be  supplied  to  the  mixer.  The  fire  department 
connection  shall  be  located  near  the  box  and  not  less  than 
eighteen  (18)  inches  or  more  than  twenty-four  (24)  inches 
above  the  sidewalk  level  and  shall  be  permanently  labeled- 
having  letters  not  less  than  one  (1)  inch  high  reading  io 
Ammonia  Mixer.”  A  check  valve  so  set  as  to  prevent  gases 
from  reaching  the  fire  department  connection  shall  be  in¬ 
stalled  in  the  water  line  between  the  fire  department  con¬ 
nection  and  the  water  and  ammonia  mixer. 

6.  The  fire  department  shall  have  sole  use  of  the 
mixer  and  supply  the  necessary  water. 

7.  In  systems  using  over  twenty-seven  thousand 
(27,000)  pounds  of  ammonia  there  shall  be  provided  one 
additional  water  and  ammonia  mixer  for  each  twenty-seven 
thousand  (27,000)  pounds  of  ammonia  or  fraction  thereof 

so  used  in  excess.  . 

8.  The  ammonia  mixer  and  its  connection  for  a  Uass 
A  system  shall  conform  to  the  diagram  in  section  C19-107.0 
of  the  code. 

§09-104.0.  Size  of  Safety  Devices. 

(a)  The  size  of  pressure  relief  valves  shall  be  as  follows  : 


Capacity 
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Other 
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equivalent  area  of  the  relief  valve  specified  must  be  pro- 
vided. 

(c)  Fusible  plugs  may  be  used  on  all.  Class  C  systems 
and  on  all  Class  B  systems  of  the  hermetically  sealed  com¬ 
pression  type  containing  not  more  than  fifty  (50)  pounds 
of  refrigerant.  The  free  discharge  opening  shall  be  one- 
sixteenth  (1/16)  inch  in  diameter. 

§09-105.0.  Location  and  Discharge  of  Safety 
Devices. 

a.  Location. 

A  pressure  limiting  device  shall  be  provided  on  the 
high  pressure  side  of  each  water-cooled  refrigerating  sys¬ 
tem  containing  more  than  six  (6)  pounds  of  refrigerant. 
A  pressure  relief  valve  shall  be  provided  on  the  high  pres¬ 
sure  side  of  each  water-cooled  refrigerating  system  con¬ 
taining  twenty  (20)  pounds  or  more  of  refrigerant,  but  it 
shall  not  be  necessary  to  discharge  the  refrigerant  to  the 
outside  air  or  water  tank  from  any  such  refrigerating  sys¬ 
tem  containing  fifty  (50)  pounds  or  less  of  refrigerant,  any 
other  provision  of  part  1,  of  this  title,  to  the  contrary  not¬ 
withstanding. 

b.  Location  and  discharge  of  safety  devices. 

1.  Each  compressor  or  generator  of  a  Class  A  or  B 
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'Stem  containing  more  than  100  pounds  of  refrigerant 
lall  be  protected  by  a  pressure  relief  valve  connected  into 
te  high  pressure  side  between  the  main  stop  valve  and  the 
>mpressor  or  generator  to  relieve  excessive  pressure  as 
;reinafter  provided. 

2.  A  rupture  member  may  be  substituted  for  the  relief 
live  in  COj  systems  or  systems  operating  below  atmos- 
leric  pressure. 

3.  Shell  type  apparatus  such  as  liquid  receivers,  con- 
msers,  evaporators,  liquid  separators  and  absorbers  of 
lass  A  and  Class  B  systems  containing  more  than  fifty 
50)  pounds  of  refrigerant,  and  Class  B  systems  containing 
tty  (SO')  pounds  or  less  of  refrigerant  which  can  be  shut 
f  by  stop  valves,  shall  each  be  equipped  with  a  pressure 
■lief  valve,  discharging  as  hereinafter  provided. 

4.  Class  C  systems  and  Class  B  systems  containing 
tty  (SO)  pounds  or  less  of  refrigerant  so  constructed  that, 
hen  subjected  to  abnormal  outside  temperature  such 
;  that  generated  in  a  fire,  they  may  burst  due  to  the  ex- 
insion  of  the  refrigerant,  shall  be  protected  by  a  pressure 
lief  device. 

5.  A  pressure  relief  valve  shall  be  required  on  the  low 
•essure  side  of  a  Class  B  system  into  which  the  relief 
live  or  valves  on  the  high  pressure  side  discharge,  as  so 
;own  on  equipment  diagram  of  section  C19-107.0  of  the 
de. 

c.  Discharge  of  pressure  relief  valve. 

1.  Where  ammonia  is  used  in  Class  A  systems,  the 
scharge  from  relief  valves  must  be  conducted  to  the  out- 
de  atmosphere  or  into  that  part  of  the  low  pressure 
le  protected  by  the  mixer  as  specified  in  subdivision  C,  of 
■ction  09-103.0  of  the  code.  If  it  is  discharged  to  the 
itside  atmosphere  it  must  be  piped  above  the  roof  or  not 
ss  than  12  feet  above  the  grade.  The  discharge  pipe 
tall  be  not  less  than  the  size  of  the  relief  valve  outlet.  The 
scharge  from  more  than  one  relief  valve  may  be  run 
to  a  common  header,  the  area  of  which  shall  be  equal 

the  area  of  the  pipes  connected  thereto.  The  outlet 
ifice  shall  be  turned  downward. 

2.  Where  more  than  fifty  (50)  pounds  of  ammonia 

used  in  a  Class  B  system,  the  discharge  from  relief  valves 
•all  be  piped  to  the  outside  atmosphere  as  specified  for 
lass  A  systems,  or  to  the  low  pressure  side  as  shown  in 
agrams  in  section  C19-107.0  of  the  code,  or  into  a  tank  of 
ater  which  shall  be  used  for  no  purpose  except  ammonia 
scharge.  At  least  one  gallon  of  fresh  water  shall  be  pro- 
ded  for  every  pound  of  ammonia  contained  in  the  system, 
he  water  used  shall  be  prevented  from  freezing  without 
e  use  of  salt  or  chemicals.  The  tank  shall  be  substantially 
■nstructed  of  not  less  than  one-eighth  (y8)  of  No.  11  U.  S. 
luge  iron.  No  horizontal  dimensions  of  the  tank  shall  be 
'eater  than  one-half  04)  the  height.  The  tank  shall  have 
hinged  cover  or,  if  of  the  enclosed  type,  shall  have  a 
mt  hole  at  the  top.  All  pipe  connections  shall  be  through 
e  top  of  the  tank  only.  The  discharge  pipe  from  the 
essure  relief  valves  shall  discharge  the  ammonia  in  the 
nter  of  the  tank  near  the  bottom.  The  tank  shall  be  as 
curely  supported  as.  any  other  portion  of  the  system. 
?  no  °Per,5ng  ’n  the  tank  below  the  water  level. 

.  Where  more  than  fifty  (50)  pounds  of  any  re- 
lgerant  other  than  ammonia  is  used,  the  discharge  from 
■ Ie*  valves  shall  be  to  the  atmosphere  as  specified  for 
lass  A  ammonia  systems.  Carbondioxide  may  be  dis- 
>arged  into  the  room  if  the  same  contains  at  least  10 
ibic  feet  of  capacity  per  pound  of  refrigerant  used. 

4.  Arrangements  of  pressure  relief  devices  for  Class  A 

In  ,n,snyst'ms  shall  conform  to  the  diagrams  in  section 
iv-lU/.O  of  the  code. 

Cl  9-1 06.0.  Operating  Precautions. 

a.  Masks  and  helmets. 

k  _  In  a  Class  A  system  which  operates  above  atmos- 
ieric  pressure,  there  shall  be  provided  at  least  two  helmets 
'  masks. 

Jn  a  Class  B  system  in  which  more  than  fifty  (50) 
>unds  of  ammonia,  sulphur  dioxide  or  other  irritant  re¬ 


frigerant  is  used,  there  shall  be  provided  at  least  one  hel¬ 
met  or  mask. 

3.  Only  helmets  or  masks  that  have  been  approved  by 
the  United  States  Bureau  of  Mines  as  suitable  for  the 
refrigerant  employed  shall  be  used,  and  they  shall  be  kept 
in  operative  condition  in  an  easily  accessible  case  or  cab¬ 
inet  located  immediately  outside  the  refrigerating  machin¬ 
ery  room. 

b.  Signs. 

1.  On  Class  A  and  Class  B  systems  containing  more 
than  fifty  (50)  pounds  of  refrigerant  there  shall  be  painted 
on  and  affixed  in  a  permanent  manner  to  the  main  steam 
control,  main  electrical  and  remote  control  switches,  re¬ 
ceivers,  containers  and  shell  type  coolers,  signs  having  letters 
not  less  than  one  and  one-half  inches  (1  y2")  high,  desig¬ 
nating  the  part  and  refrigerant  contained  therein. 

2.  The  seller  of  every  Class  A  or  B  system  shall  fur¬ 
nish  the  purchaser  with  a  sign  bearing  his  name  at  least 
8 'A  by  11"  in  size,  which  gives  the  rated  refrigeration 
capacity  and  the  quantity  and  kind  of  refrigerant  required 
for  the  satisfactory  operation  of  the  system.  The  pur¬ 
chaser  shall  conspicuously  and  permanently  display  this 
sign  in  the  machinery  room.  The  quantity  and  name  of 
the  proper  refrigerant  content  and  the  rated  refrigeration 
capacity  shall  be  stamped  on  all  Class  C  systems  near  to 
or  on  the  name  plate. 

3.  The  following  information  shall  be  posted  in  Class 
A  and  B  machinery  rooms  where  over  fifty  (50)  pounds  of 
refrigerant  is  used:  (a)  The  names  and  addresses  of  the 
engineers  or  operators  in  charge;  (b)  Location  of  nearest 

r6  aJar.m.  ^ox  ’  ^  ^*e  name,  address  and  telephone  number 
of  physician  to  be  called  in  case  of  emergency;  (d)  Instruc¬ 
tions  for  safely  shutting  down  the  plant  in  case  of  emer¬ 
gency. 

c.  Storage,  of  refrigerant. 

1.  Refrigerant  not  contained  in  the  refrigerating  system 
shall  be  stored  only  in  non-inflammable  or  non-irritant 
containers  conforming  to  the  regulations  prescribed  by  the 
Interstate  Commerce  Commission  for  the  transportation  of 
such  refrigerant. 

2.  Only  two  containers  holding  not  more  than  a  total 
of  three  hundred  (300)  pounds  of  inflammable  or  irritant 
refrigerant  shall  be  stored  in  the  refrigerating  machinery 
room  of  a  Class  A  system. 

3.  Only  one  container  holding  not  more  than  one  hun¬ 
dred  and  fifty  (150)  pounds  of  inflammable  or  irritant  re- 
frigerant  shall  be  stored  in  the  refrigerating  machinery 
room  of  a  Class  B  system. 

4.  In  a  Class  C  system  no  refrigerant  other  than  that 
used  in  the  system  shall  be  stored  in  the  refrigerating 
machinery  room. 

5.  If  a  greater  amount  of  inflammable  or  irritant  re¬ 
frigerant  than  that  permitted  in  a  refrigerating  machinery 
room  is  desired,  it  shall  be  stored  in  a  fireproof  building 
or  enclosure  used  for  no  other  purpose. 

..  6.  When  the  refrigerant  is  withdrawn  from  a  system 
it  shall  be  discharged  only  into  a  suitable  absorbent  or  con¬ 
tainers  conforming  to  the  regulations  of  the  Interstate 
Commerce  Commission  for  the  transportation  of  such  re¬ 
frigerant.  .  It  shall  be  unlawful  to  permit  any  refrigerant 
to  escape  into  the  refrigerating  machinery  room. 

7..  Containers  shall  be  connected  to  the  system  only 
during  period  of  charging  or  withdrawing  the  refrigerant. 

§C1 9-107.0.  Equipment  Diagrams. 

(See  arrangement  of  pressure  relief  devices  for  Class  A 
and  Class  B  equipment.) 

ARTICLE  27. 

Penalties. 

§C19-152.0.  Violations. 

Any  person  who  shall  wilfully  violate  or  neglect  or  refuse 
to  comply. with  any  provisions  of  part  1,  of  this  title,  except 
the  provisions  of  article  twenty-six,  in  addition  to  any  other 
penalties  prescribed  by  law,  shall,  upon  conviction,  be  pun¬ 
ished  by  a  fine  of  not  more  than  $500,  or  by  imprisonment 
not  exceeding  six  months,  or  by  both. 
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AND/OR  A  OAJ,  QF  TH£  ADMINISTRATIVE  CODE. 


ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  26,  1936. 

EFFECTIVE,  JULY  27,  1936. 


(262-35-SR) 

Authority:  #  , 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666  of  the  New  York  City 
Charter,  for  the  carrying  into  effect  the  provisions  of  sec¬ 
tion  C  19-94.0  of  the  Administrative  Code. 


10.  Elastic  expansion  obtained  on  cylinder  before  con- 


Rule  1.  Certificate  of  Approval. 

A  Certificate  of  Approval  shall  be  obtained  by  the  manu¬ 
facturer  from  the  Fire  Chief  and  Commissioner  for  each 
type  of  liquefier  or  converter  to  be  used  for  the  conversion 
of  solid  carbon  dioxide  to  liquid  carbon  dioxide  as  in  iu 
compliance  with  these  Rules.  A  Certificate  of  Approval 
shall  also  be  obtained  from  the  Fire  Chief  and  Commis¬ 
sioner  for  each  system  used  to  convert  solid  carbon  dioxide 
to  liquid  carbon  dioxide  for  filling  portable  cylinders  or 
other  containers  as  in  full  compliance  with  these  Rules. 


Rule  2.  Certificate  of  Fitness. 

A  Certificate  of  Fitness  shall  be  obtained  from  the  Fire 
Chief  and  Commissioner  for  each  operator  of  a  liquener 
system  used  to  convert  solid  carbon  dioxide  to  liquid  car¬ 
bon  dioxide  for  filling  portable  cylinders  or  other  con¬ 
tainers. 


version. 

11.  Outside  diameter  and  length  of  cylinder  before 


conversion. 

12  A  statement  that  the  above  cylinders  before  con¬ 
version  into  liquefiers  were  tested  in  a  water  jacket 
in  accordance  with  these  Rules  and  I.  C.  C.  Regu¬ 
lations  and  the  results  appear  above.  < 

13.  A  statement  that  the  top  thickness,  opening  for 
cover  plate  and  distance  across  the  corner  where 
the  side  wall  meets  the  bottom  and  at  45°  to  the 
side  wall,  was  measured  and  the  dimensions  were 
found  to  conform  with  Rule  6,  F.  G.  H  and  I. 

14.  A  statement  that  after  assembly  each  liquefier  was 
given  an  open  hydrostatic  test  to  3,000  lbs.  and 
this  pressure  was  held  for  at  least  two  minutes 
without  showing  a  pressure  recession  of  more  than 

15.  The  liquefier  was  marked  as  follows:  (See  Rule 
“11  Marking”  for  requirements.) 

16  A  statement  that  these  liquefiers  conform  to  these 
Rules,  and  that  the  type  of  liquefier  has  been  ap-  i 
proved  under  New  York  City  Fire  Department 
Certificate  of  Approval  Number 


Rule  3.  Inspection  Test  Report. 

A  disinterested  inspection  service,  approved  by  the  Fire 
Chief  and  Commissioner,  shall  inspect  all  material  and 
workmanship  of  all  liquefiers  at  the  place  of  manufacture 
and  shall  verify  compliance  with  these  Rules,  witness  all 
tests  and  shall  furnish  the  Fire  Chief  and  Commissioner 
with  a  test  report  as  follows: 

A  Test  reports  for  liquefiers,  other  than  redesigned  portable 
cylinders,  shall  show  all  information  called  for  m  para¬ 
graph  23,  I.  C.  C.  Specification  3A,  except  as  follows: 

1  “Marks  stamped  into  shoulder  of  cylinder.”  This 
shall  be  as  per  Rule  “11  Marking”  hereinafter  speci¬ 
fied.  Actual  markings  shall  be  shown  on  test  report. 

2  “Record  of  hydrostatic  tests.”  This  shall  be  as 
per  Rule  “9  Testing”  hereinafter  specified. 

3.  Statement  shall  be  furnished  that  liquefier  covered 
in  said  test  report  comply  with  these  Rules,  and 
Certificate  of  Approval  Number  for  the  type  ot 
liquefier  covered  in  said  test  report. 

B  Test  report  for  converted  portable  cylinders  for  liquefier 
’  use  shall  show  for  each  converted  cylinder  the  follow¬ 
ing: 

1.  Liquefier  Serial  Number. 

2.  Original  number  of  cylinder  used  for  conversion. 

3.  Original  ownership  initials  of  cylinders  used  for 
conversion. 

4.  Original  I.  C.  C.  marking  of  cylinder  used  for  con¬ 
version. 

5.  Original  manufacturing  test  date  of  cylinder  used 
for  conversion,  and  name  of  original  manufacturer. 

6.  Test  pressure  applied  to  cylinder  before  conversion. 

7.  Total  expansion  obtained  on  cylinder  before  con¬ 
version. 

8.  Permanent  expansion  obtained  on  cylinder  before 
conversion. 

9.  Per  cent  expansion  obtained  on  cylinder  before  con¬ 
version. 


Rule  4. 


Construction  Other  Than  Screw  Thread 
Type. 


New  liquefiers  designed  for  the  purpose  of  converting 
solid  CO3  to  liquid  CO’  shall  be  constructed  of  seamless 
drawn  steel  in  accordance  with  Specifications  of  1.  UR 
governing  cylinders  for  CO*.  Closure  devices  other  than 
screw  thread  type  shall  conform  with  the  following. 

A  The  minimum  wall  thickness  for  a  test  pressure  o  , 
3,000  lbs.  per  sq.  in.  shall  be  in  accordance  with  the. 

following  formula: 

t  =  OD  x  P  x  .43 


Where  OD  =  Outside  diameter  of  container 
t  =  Wall  thickness. 

P  =  3,000  lbs.  PST.  .  f  ,  ,  t  .  /  l 

S  =  Minimum  yield  point  of  hfrd  steel iL  'i 
to  be  figured  in  excess  of  50,000  lbs.). 

B  The  “Top”  is  defined  as  that  portion  of  the  liquefier 
in  which  the  closure  device  is  installed  and  where  the 
ice  is  introduced.  .  . 

C  The  minimum  thickness  of  the  top  before  machimn 
shall  be  at  least  3}4  times  the  wall  thickness.  _ 

D  The  minimum  thickness  of  the  top  after  machining, 
shall  be  at  least  3  times  the  wall  thickness. 

E.  The  minimum  distance  from  edge  of  the  hole  cu °i 
shaped  for  the  closure  device >  to  the  outside  of 
shall  be  4}4  times  the  wall  thickness. 

F.  The  maximum  width  of  the  machined  seat  shall  not 
more  than  times  the  wall  thickness. 

G.  The  outside  radius  connecting  the  top 

to  its  side  wall  shall  not  be  more  than  1J4  times 

wall  thickness. 

H.  The  inside  radius  connecting  the  side  wall  to  the  to. 
before  machining,  shall  not  be  less  than  2J4  times 

Li^lieu^of  Cthe  requirements  as  set  forth  in  C  to  I 

The^top6  portion  of  the  liquefier  including  closure  plat 


I 
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shall  be  designed  with  a  factor  of  safety  of  not  less 
1  than  two  at  a  test  pressure  of  3000  lbs.  per  sq.  inch. 
The  design  shall  be  proven  by  a  test  to  destruction  for 
each  type  of  liquefier  before  a  certificate  of  approval 
shall  have  been  issued. 

A  large  fillet  shall  be  provided  in  the  corner  of  the 

machined  seat  where  it  meets  the  inside  radius. 

ule  5.  Construction  Screw  Thread  Type. 

New  liquefiers  designed  for  the  purpose  of  converting 
lid  CO"  to  liquid  CO2  shall  be  constructed  of  seamless 
•awn  steel  in  accordance  with  specifications  of  I.  C.  C. 
>verning  cylinders  for  COJ.  Closure  device  of  the  screw 
read  type  shall  conform  with  the  following: 

t  The  minimum  wall  thickness  for  a  test  pressure  of 
3,000  lbs.  per  sq.  in.  shall  be  in  accordance  with  the 
following  formula: 

t  =  OD  x  P  x  .43 


Where  OD  —  Outside  diameter  of  container, 
t  =  Wall  thickness. 

P  =  3,000  lbs.  PSI. 

S  —  Minimum  yield  point  of  hard  steel  (not 
to  be  figured  in  excess  of  50,000  lbs.) 

j  The  thread  of  the  device  shall  be  designed  with  a  factor 
of  safety  of  not  less  than  4  at  a  test  pressure  of  3,000 
lbs.  per  sq.  in.  and  the  wall  thickness  after  cutting 
thread  shall  not  be  less  than  that  specified  in  Rule  5-A 
above. 

ule  6.  Conversion  of  Portable  Cylinders  for 
Liquefier  Use. 


Seamless  portable  cylinders  made  to  T.  C.  C.  Specifica- 
I'n  3  or  3A  for  oxygen  or  carbon  dioxide  and  originally 
[(signed  and  used  for  the  transportation  of  compressed  or 
luefied  gases  shall  be  acceptable  for  alteration  or  conver- 
!>n  into  carbon  dioxide  liquefiers  only  under  the  follow- 
conditions; 


Cylinders  which  have  been  in  a  fire  shall  not  be  used 
for  conversion  into  liquefiers  until  they  have  been 

properly  heat  treated  and  retested  as  specified  in  para¬ 
graph  423,  of  the  I.  C.  C.  Regulations. 

Cylinders  which  show  surface  dents,  or  which  fail  to 
give  a  clear  ring  on  being  struck  with  a  hammer,  shall 
not  be  used  for  conversion  into  liquefiers. 

Before  conversion  into  liquefiers,  each  cylinder  shall  be 
submitted  to  a  hydrostatic  test  of  3,000  lbs.  pressure 
in  a  water  jacket  under  the  conditions  specified  in 
paragraph  424  of  the  T.  C.  C.  Regulations  and  the 
total  and  permanent  expansion  shall  be  recorded.  A 
cylinder  shall  be  condemned  when  it  leaks  or  when  the 
permanent  expansion  exceeds  10  per  cent  of  the  total 
expansion. 


If  in  the  hydrostatic  test  in  the  water  jacket  the  net 
e  astic  expansion  ( total  expansion  less  permanent  ex¬ 
pansion)  at  3,000  lbs.  exceeds  the  allowable  limit  given 
m  the  following  table  for  the  type  of  cylinder  involved, 
cylmder  shall  not  be  used  for  conversion  into  a 
liquefier.  If  the  cubic  capacity  of  a  cylinder  to  be  tested 
varies  from  the  standard  capacity  given  in  the  table 
tor  that  type,  then  the  allowable  limit  of  elastic  expan¬ 
sion  will  be  varied  in  the  same  proportion. 


Type 

220  ft.  oxygen 
200  ft.  oxygen 
50  lbs.  CO5 


TABLE  I. 

Cubic 
Capacity 
2,660  cu.  in. 
2,660  cu.  in. 
2,360  cu.  in. 


Elastic  Expansion 
Allowable  Limit 
170  c.c. 

170  c.c. 

150  c.c. 

.  •  "  ,  ,  - - - — -  for  a  portable  con¬ 

tainer  shall  have  the  thickness  of  the  side  wall  reduced 


No  cylinders  designed  and  used 
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by  any  cutting  of  threads  in  the  process  of  conversion 
into  a  liquefier,  except  as  specified  in  Rule  “5-B  Con¬ 
struction  Screw  Thread  Type.” 

F.  If  the  closure  is  formed  by  using  a  portion  of  the 

former  bottom  as  a  seat,  this  shall  only  be  permissibly 
if  the  dimensions  of  the  liquefier  conform  to  thost 
shown  in  the  Tables  II,  III  and  IV. 


TABLE  II. 


Type 

220  ft.  oxygen 
200  ft.  oxygen 
50  lbs.  COJ... 


Minimum 
Bottom  Thickness 
.66  in. 

.66  in. 

.66  in. 


TABLE  III. 


Type 

220  ft.  oxygen 
200  ft.  oxygen 
50  lbs.  CO.L . . 


Maximum 
Opening  Permitted 
6 A  in.  x  7%  in. 
6A  in.  x  7%  in. 
5^4  in.  x  6^4  in. 


G. 


H. 


I. 


TABLE  IV. 


Type 

220  ft.  oxygen 
200  ft.  oxygen 
50  lbs.  COJ... 


Minimum  Thickness  across 
corner  at  Point  where  the 
outside  of  the  side  wall 
meets  the  inside  radius  of 
bottom  and  at  45°  to  side 
wall. 

5A  in. 

5A  in. 

5A  in. 


The  maximum  width  of  the  machined  seat  for  the 
gasket  of  liquefier  shall  be  5/16  in.,  and  the  inside 
radius  connecting  this  seat  to  the  side  wall  of  the 
cylinder  shall  not  be  less  than  A  in. 

The  minimum  thickness  of  closure  plate  shall  be  5 
times  the  wall  thickness  of  the  cylinder.  The  closure 
plate  shall  be  of  a  good  grade  of  billet  steel.  Castings 
not  permitted. 

Before  conversion  into  a  liquefier,  the  cylinder  shall 
meet  a  new  hydrostatic  test  at  the  pressure  at  which 
such  cylinder  was  originally  tested,  provided  however, 
that  no  cylinder  shall  be  converted  unless  for  its  origi¬ 
nal  use  it  was  tested  to  3,000  lbs.  pressure.  Such  new 
test  shall  be  in  a  water  jacket  before  conversion  into  a 
liquefier. 


Rule  7.  Spuds. 

Spuds  for  chain  connections  or  for  reinforcing  valve  or 
pipe  connections  of  not  over  A  in.  pipe  size  shall  be  welded 
before  heat  treatment  at  place  of  manufacture  of  the 
liquefier. 


Rule  8.  Safety  Devices. 

Each  liquefier  shall  be  provided  with  two  safety  devices 
of  frangible  disc  type  attached  to  the  liquefier  at  a  point 
not  lower  than  6  inches  from  the  top.  The  cross  section 
area  of  the  discharge  channel,  or  channels  (of  the  safety 
device,  or  devices)  shall  be  at  least  .006  sq.  in.  for  each  25 
lbs.  of  liquefier  water  capacity  and  .00024  sq.  in.  additional 
f<pr  each  additional  pound  of  water  capacity.  Safety  de¬ 
vices  having  two  or  more  outlets  shall  be  so  constructed 
that  these  outlets  will  have  a  combined  total  area  of  not 
less  than  one  and  one-half  times  that  prescribed  for  the 
safety  discharge  channel.  The  frangible  disc  of  the  safety 
devices  shall  be  designed  to  release  at  a  pressure  of  not 
more  than  2,000  lbs.  per  sq.  in. 

Rule  9.  Testing. 

Each  liquefier  after  assembly  shall  be  tested  hydrostati¬ 
cally  by  an  approved  independent  testing  agency  for  not 
less  than  two  minutes  to  a  pressure  of  3,000  lbs.  per  sq.  in. 
without  showing  a  pressure  recession  of  more  than  75  lbs. 
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per  sq.  in.  The  inspection  service  shall  file  a  satisfactory 
record  on  test  report  stating  that  the  liquefier  passed  the 
above  required  test. 

Rule  10.  Quinquennial  Test. 

Liquefiers  used  for  any  purpose  shall  be  retested  at.  least 
every  five  years  to  a  pressure  of  3,000  lbs.  per  sq.  in.  in 
the  same  manner  and  under  the  same  requirements  as  at 
the  time  and  place  of  manufacture  and  the  date  of  retest 
shall  be  stamped  thereon. 

Rule  11.  Marking. 

Each  liquefier  shall  bear  marking  as  follows: 

A.  Name  of  owner. 

B.  Serial  number. 

C.  Name  or  trade  mark  of  manufacturer. 

D.  Date  of  manufacture. 

E.  Test  pressure. 

F.  Inspection  service  mark. 

G.  Maximum  filling  charge  based  on  filling  to  not  more 
than  68  per  cent  of  the  water  content  by  weight. 

Rule  12.  Filling. 

Each  liquefier  shall  be  placed  and  used  in  a  vertical  posi¬ 
tion  with  filling  effected  while  liquefier  is  properly  secured. 

Rule  13.  Maximum  Charge. 

Liquefiers  shall  not  be  filled  with  solid  carbon  dioxide  in 
excess  of  150  lbs.  nor  in  excess  of  68  per  cent  by  weight 
of  the  water  capacity  of  the  liquefier. 

Rule  14.  Use  of  CO2  Systems  and  Liquefiers. 

A.  Carbon  dioxide  liquefier  converting  systems  for  filling 
portable  cylinders  shall  not  be  used  in  any  building 
occupied  in  whole  or  in  part  as  a  residence  or  as  a 
multiple  dwelling,  or  as  place  of  public  assembly,  or 
in  a  building  not  used  exclusively  for  manufacturing 
purposes. 

B.  Except  in  buildings  used  exclusively  for  the  manufac¬ 
ture  of  carbon  dioxide  or  other  compressed  gases,  not 
more  than  8  liquefiers  of  a  maximum  combined  ca¬ 
pacity  of  1,200  lbs.  of  carbon  dioxide  shall  be  headed 
in  a  battery  and  not  more  than  one  such  battery  shall 
be  permitted  in  a  building. 

C.  Liquefiers  may  be  manifolded  only  by  the  use  of  extra 
heavy  steel  or  wrought  iron  pipe,  or  extra  heavy  seam¬ 
less  copper  or  brass  tubing,  of  not  larger  than  Y  in. 
I.  P.  S.  Fittings  shall  be  high  pressure  forged  steel  or 
extra  heavy  bronze  hydraulic  type. 

D.  Each  manifold  shall  be  protected  by  a  frangible  disc 
safety  device  of  the  same  size  and  type  as  those  pre¬ 
scribed  for  the  liquefier,  and  designed  to  release  at  a 
pressure  of  not  more  than  2,000  lbs.  per  sq.  in.  In 
addition,  the  liquid  manifold  shall  be  protected  by  a 
spring  safety  valve  so  set  as  to  relieve  the  pressure 
at  not  more  than  1,600  lbs.  per  sq.  in. 

E.  When  carbon  dioxide  gas  is  conducted  through  pres¬ 
sure  reducing  valve  between  liquefier  and  point  of  use, 
the  use  of  a  heater  will  be  permitted,  but  said  heater 


shall  be  so  arranged  that  heat  may  be  applied  indi 
rectly.  This  heater  shall  consist  of  a  coil  immersed  in 
water.  The  source  of  heat  shall  then  be  applied  to  the 
water  but  not  directly  to  the  coil. 

Rule  15.  Test  of  Piping. 

Each  liquefier  or  battery  of  liquefiers  to  be  used  for 
the  filling  of  portable  cylinders  or  other  containers  with 
liquid  carbon  dioxide  and  all  the  piping  connected  thereto, 
shall  be  hydrostatically  tested  in  the  presence  of  the  rep¬ 
resentatives  of  the  Fire  Chief  and  Commissioner  before 
the  solid  carbon  dioxide  is  first  put  into  the  system.  A 
hydrostatic  pressure  of  2400  lbs.  per  sq.  in.  shall  be  main¬ 
tained  for  fifteen  minutes,  released  for  five  minutes,  and 
again  applied  for  a  period  of  fifteen  minutes  without  any 
visible  leak  or  reduction  of  pressure.  This  test  shall  be 
repeated  at  least  every  five  years. 

Rule  16.  Approval  Systems  for  Filling  Portable 
Cylinders. 

Each  liquefier  or  battery  of  liquefiers  used  for  filling 
portable  cylinders  or  other  containers,  shall  be  permanently 
labeled  or  marked  showing  the  Fire  Department  Certificate 
of  Approval  Number  together  with  date  of  last  test. 

Rule  1 7.  Acceleration. 

Defrosting,  or  acceleration  of  liquefaction,  shall  be  by 
use  of  water  only,  the  water  shall  be  of  a  temperature  not 
above  85°  Fahrenheit. 

Rule  18.  CO2  Portable  Cylinders. 

A.  Portable  cylinders  or  other  containers  to  be  filled  with 
liquid  carbon  dioxide  shall  be  constructed  and  marked 
in  accordance  with  the  Specifications  of  the  Interstate 
Commerce  Commission  for  carbon  dioxide  cylinders 
and  shall  have  been  tested  within  intervals  of  not 
more  than  five  years  as  evidenced  by  official  marking. 
Cvlinders  not  so  constructed  and  marked  shall  not  be 
filled  with  carbon  dioxide. 

B.  The  maximum  filling  of  liquid  carbon  dioxide,  with 
one  pound  allowable  variation  in  each  cylinder,^  shall 
not  be  over  20  lbs.  for  standard  cylinders  5 m.  in 
diameter  by  51  in.  long,  nor  over  50  lbs.  for  standard 
cvlinders  8T/2  in.  in  diameter  by  51  in.  long  and  larger. 
No  cylinder  shall  be  filled  with  carbon  dioxide  to  more 
than  68  per  cent  of  the  water  capacity,  by  weight,  ot 
the  cylinder. 

C  The  amount  of  liquid  carbon  dioxide  charged  into 
portable  cylinders  or  other  containers  shah  be  deter¬ 
mined  by  weight  by  use  of  a  dial  scale  having  a  mov¬ 
able  indicator,  and  this  weight  shall  also  be  checked 
after  disconnecting  from  the  charging  line. 

Rule  19.  Existing  Installations. 

Liquefiers  or  converters  to  which  these  rules  and  regu¬ 
lations  cannot  be  applied,  may  be  maintained  and  operated 
if  approved  by  the  Board  of  Standards  and  Appeals,  unde 
such  conditions  as  are  deemed  necessary  in  the  interest  oi 
public  safety. 


NOTICE 


MULTIPLE  DWELLING  LAW  ON  SALE 
Copies  of  the  Multiple  Dwelling  Law  are  now  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office,  Room 
2213,  Municipal  Building,  Manhattan.  Price  50c;  by  mail  54c. 
Copies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  am 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs  am 
Fire  Towers  are  now  on  sale  at  the  Distribution  Livisioi 
of  the  City  Record  Office,  Room  2213,  Municipal  Build 
ing,  Manhattan.  Price  10c;  by  mail  12c. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

m  hearings  are  held  in  Room  1013,  Municipal  Building 
Borough  of  Manhattan. 


Edward  V.  Barton,  Chief  Clerk  HOURS  F0R  CONSULTATION 

-  10  A.  M.  to  1  P.  M. 


ffice — Municipal  Building,  Rooms  1000  to  1018. 
:lephone — WOrth  2-0184. 

ffice  Hours  for  Public — 9  a.  m.  to  4  p.  m.  Saturdays 
9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman. 


Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CONTENTS 


iis  issue  of  the  Bulletin  contains  in  the  order  given — 
ticket. 

■  urt  Decision. 

■les  Directory, 
le  Hearing  Calendar. 

mutes  of  Regular  Meeting,  March  21,  1939,  at  10  A.M., 
vffecting  Calendar  Numbers  145-38-BZ,  94-38-BZ,  540- 
7-BZ,  663-38-BZ,  840-38-BZ,  921-38-BZ,  1149-38-BZ, 
171-38-BZ,  44-39-BZ  and  150-39-BZ. 

mutes  of  Regular  Meeting,  March  21,  1939,  at  2  P.M., 
effecting  Numbers  787-19-BZ,  968-24-BZ,  93-33-BZ, 
35-38- BZ,  694-38-BZ,  708-38-BZ,  55-39-A,  114-39-A,  284- 
9-A,  285-39-A,  207-39-A,  210-39-A,  288-39-A,  289-39-A, 
18-39-A,  312-39-A,  313-39-A,  314-39-A,  315-39-A, 

16-39-A,  317-39-A,  318-39-A,  338-39-A,  493-24-SA, 

1-24-SA,  46-34-SA,  122-38-SM,  341-38-SM,  1144-38-SM, 
161-38-SM,  12-39-SM  and  149-39-SM. 

sections  Affecting  Calendar  Numbers  151-39-A,  152- 
l-A,  159-39-A,  160-39- A  and  162-39-A. 

es  for  Interior  Fire  Alarm  Signal  Systems. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 


Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 


At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  March  21,  1939 

Cal.  No.  Department  Premises  Affected 

326-39- A . F.D . 50  Court  street,  southeast  corner 

of  Joralemon  street  (Block 
No.  265,  Lot  No.  43),  Bor¬ 
ough  of  Brooklyn, 

2259-L.F.  (Old  order  1155 
L.F.)  and  Decision. 


327-39- SM . Asbestolith  Magnesite  Composi¬ 

tion,  manufactured  by  As¬ 
bestolith  Manufacturing  Com¬ 
pany,  Material. 


328-39-BZ _ H.B.M . 405  East  75th  street,  north  side, 

88  ft.  east  of  First  avenue 
(Block  No.  1470.  Lot  No.  5), 
Borough  of  Manhattan, 

Decisions  re  Certificate 
of  Occupancy. 


329-39-A . H.B.Bx . Northwest  corner  of  Ferris  ave¬ 

nue  and  Seaman  avenue 
(Block  No.  5610,  Lot  No. 
112),  Borough  of  The  Bronx, 
N.B.  440-37. 


330-39-A . H.B.Bx . Northeast  corner  of  Schley  ave¬ 

nue  and  Ferris  avenue  (Block 
No.  5609,  Lot  No.  2),  Bor¬ 
ough  of  The  Bronx, 

N.B.  441-37. 


33 1-39- A . F.D . 639-647  Kent  avenue,  northeast 

corner  of  Keap  street  (Block 
No.  2191,  Lot  Nos.  1  and  3), 
Borough  of  Brooklyn, 

Decision  re :  7732-L.C. 


332-39-SM . FS  Hollow  Concrete  Hollow 

Block,  manufactured  by  Frank 
Selleto, 

Material. 


337-39-BZ _ H.B.Q . 130-53  70th  avenue,  north  side, 

120  ft.  west  of  135th  street 
(Block  No.  6548,  Lot  No.  6), 
Forest  Hills,  Borough  of 
Queens, 

Alt.  75-39, 


338-39-A . H.B.Q . 130-53  70th  avenue,  north  side, 

120  ft.  west  of  135th  street 
(Block  No.  6548,  Lot  No.  6), 
Forest  Hills,  Borough  of 
Queens, 

Alt.  75-39. 


339..39-SA . Carrier  Room  Ventilator,  Mode 

56B, 

Appliance 


340-39-SA . Spee  Dee  Range  Connector, 

Appliance 


341-39-SM . Steelcrete  Metal  Lath,  manu 

factured  by  Consolidated  Ex 
panded  Metal  Companies, 

Materia] 


342-39-SM . Gold  Bond  Metal  Lath  am 

Lathing  Accessories,  manu 
factured  by  National  Gyp 
sum  Company, 

Materia 


343-39-A . H.B.Q . 92-28  Horace  Harding  boule 

vard,  southeast  corner  c 
Queens  boulevard  (Block  N< 
2075,  Lot  Nos.  5  and  6),  Elm 
hurst,  Borough  of  Queens, 
N.B.  5251-3: 


344-39-A . H.B.B . 33-43  Debevoise  place,  east  sid 

100  ft.  south  of  Lafayet 
street  and  432  Hudson  aveni 
(Block  No.  2085,  Lot  No.  7 
Borough  of  Brooklyn, 

Alt.  791-3 


333-39-SM . Deyorgi  Solid  12  inch  Concrete 

Block,  25%  air  space,  Deyorgi 
Solid  12  inch  Concrete  Block, 
40%  air  space  and  Deyorgi 
Solid  8  inch  Concrete  Block, 
40%  air  space,  manufactured 
by  Deyorgi  Brothers,  Inc., 

Material. 


334-39-SA . Carrier  Oil  Burner,  Models  62C 

and  62D, 

Appliance. 


335-39-A . F.D . 165-13  to  165-27  Jamaica  avenue, 

northwest  corner  of  166th 
street  (Block  No.  9795,  Lot 
No.  1),  Jamaica,  Borough  of 
Queens, 

F.P.  30-39  re  987-L.F. 

and  Decision. 


336-39-A . F.D . 579-591  Surf  avenue,  north  side, 

66  ft.  5%  in.  east  of  West  8th 
street  (Block  No.  7279,  Lot 
No.  262),  Borough  of  Brook¬ 
lyn, 

78938-L.C.  and  Decision. 


345-39-A . H.B.Q . 72-17  to  72-19  Austin  stre< 

north  side,  55.10  ft.  east  i 
Roman  avenue  (Block  N 
3258,  Lot  No.  28),  Fore 
Hills,  Borough  of  Queens, 
Alt.  7679-5 


346- 39-SA . Watts  Vacuum  Breaker,  No.  f 

Appliam 

347- 39-SM . Lone  Star  Portland  Cement  a; 

“Incor”  High  Early  Streng 
Portland  Cement,  manuh 
tured  by  Lone  Star  Ceme 
Corporation, 

Materi 


348-39-SA . Absolute  Oil  Separator, 

Applian 


349-39-BZ.  ..  .H.B.Bx.  ..  .3114  Griswold  avenue  and  V 

MacDonough  place,  southw 
corner  (Block  No.  5411,  I 
No.  31),  Borough  of  1 
Bronx, 

Alt.  44- 
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50-39-S . H.B.M . 40  West  38th  street,  south  side, 

514  ft.  west  of  Fifth  avenue 
(Block  No.  639,  Lot  No.  69), 
Borough’  of  Manhattan. 

Decision  re  Certificate 
of  Occupancy. 


51-39-A . F.D . 127  Pennsylvania  avenue  and  363 

Liberty  avenue,  northeast  cor¬ 
ner  (Block  No.  3687,  Lot  No. 
1),  Borough  of  Brooklyn, 

Decision  re :  40795-L.C. 


52-39-SM . Invincible  Asphalt  Roll  Roofing 

and  Shingles,  manufactured 
by  Lloyd  A.  Fry  Roofing 
Company, 

Material. 


53-39-A . F.D . 124-126  Richmond  avenue,  west 

side,  56  ft.  north  of  Grove 
avenue  (Block  No.  1073,  Lot 
No.  118),  Port  Richmond, 
Borough  of  Richmond, 

2648-L.F.  and  Decision. 


'4-39  BZ - H.B.Bx . 3525-3529  White  Plains  road, 

west  side,  115.44  ft.  north  of 
Gun  Hill  road  (Block  No. 
4643,  Lot  No.  9),  Borough  of 
The  Bronx), 

N.B.  698-38. 


5-39-BZ - H.B.R . South  side  of  St.  Johns  avenue, 

125  ft.  west  of  Bay  street 
(Block  No.  2860,  Lot  Nos.  20 
and  39),  Rosebank,  Borough 
of  Richmond, 

B.N.  136-39. 


6-39- A . F.D . 146-03  111th  avenue,  north  side, 

150  ft.  west  of  147th  street 
(Block  No.  2747,  Lot  No.  17), 
Jamaica,  Borough  of  Queens, 

78700-L.C. 


n10  :  H.B.— Department  of  Housing  and  Build- 

n  m  department  of  Housing  and  Buildings,  Brooklyn; 

Ji'vr'  Department  of  Housing  and  Buildings,  Manhattan; 
no- department  of  Housing  and  Buildings,  Queens; 
B.R.— Department  °f  Housing  and  Buildings,  Richmond; 

R  Department  of  Housing  and  Buildings,  Bronx;  H.D  — 

*alth  Department  and  F.D.— Fire  Department. 


COURT  DECISION 

Feeney  vs.  Murdock— On  February  23,  1938,  Board  denied  exten- 
s??n  of  existing  garage  and  also  denied  inclusion  of  gas- 
oline  station  in  part  of  existing  garage,  under  sect.  7-c 
and  21,  Cal.  No.  383-37-BZ,  business  use  district,  prem- 
lses  2178-2188  Clarendon  road.  Borough  of  Brooklyn. 
Mr.  Justice  Steinbrink  upheld  Board,  stating — “The  de¬ 
termination  of  the  Board  refusing  petitioner  relief  either 
under  sec.  7-c  or  sec.  21  of  the  Building  Zone  Resolution 
was  well  within  its  discretion  upon  the  proof  disclosed 
by  the  return.”  (N.Y.L.J.  March  22,  1939.) 


RULES 


Last 

bon  Dioxide  Liquefier  Rules. . . .  Mar. 

■  tihcate  of  Occupancy,  approved 

•  form  . . Aug. 

'Crete  Flat  Slabs,  Rules . July 

:  Crete  Rules  (Hydrated  Lime)  . .  .Aug. 

^ator  Rules  . Mar. 

■!  Ku,«  (Revolving  Doors) . Tune 

.toiyr  Exit  Rules . Feb. 

Alarm  Rules  (Interior) . Mar. 

:  Drill  Rules . Nov. 


Publication  in  Bulletin 
21,  1939— Vol.  24,  No.  12 

23,  1938— Vol.  23,  No.  34 
13,  1937— Vol.  22,  No.  28 
3,  1937— Vol.  22,  No.  31 
3,  1936 — Vol.  21,  No.  9 
15,  1937— Vol.  22,  No.  24 

21,  1939— Vol.  24,  No.  8 
28,  1939— Vol.  24,  No.  13 

22,  1938— Vol.  23,  No.  47 


Firc^  Retarding  Rules  for  Garages, 

Fireproof  '  Wood," '  Testing '  of'. !  '.Apr. 

Frame  Garages,  Ruling  for .  Jan 

Fusion  Welding  and  Gas  Cutting  ' 

„  Rules  .  6n 

Gas  Shut-Off  Rules .  Apr' 

Hatchway  Protection . .'.’."Tune 

Oil  Burner  Rules . jan 

Paint,  Varnish  and  Lacquer  Spray- 

mg  Rules  . Feb. 

Platform  Trucks,  Specifications  for. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Prevention  of  Con- 
tamination  of  Water  Supply)  Feb 

Procedure,  Rules  of . .  "  "'Sept 

Refrigerating  Systems,  Extract  A.C.Mar! 

smoking  m  Factories,  Rules  for _ Mar 

Sprinkler  Rules  . rune 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. .  .June 

F  ^  Trucks,  Fuel  Oil,  etc . Nov. 

tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code).. Apr. 


7,  1939— Vol.  24,  No.  6 

13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

1,  1938— Vol.  23,  No.  44 

7,  1925— Vol.  10,  No.  1-1 

5,  1928— Vol.  13,  No.  23 

3,  1939— Vol.  24,  No.  1 

28,  1939— Vol.  24,  No.  9 

24,  1936— Vol.  21,  No.  47 

3,  1937— Vol.  22,  No.  31 

7,  1939— Vol.  24,  No.  6 

7,  1937— Vol.  22,  No.  36 

21,  1939— Vol.  24,  No.  12 

21,  1939— Vol.  24,  No.  12 

29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 

7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 

24,  1936 — Vol.  21,  No.  47 

10,  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED 

Anti-Siphon  Valves  .  Mar 

Fireline  Hose  Valves . Feb' 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  .  Tan 

Oil  Fill  Pipe  Terminals . Feb! 

pi  ®urners  for  Industrial  Use.  Aug. 

fuel  Oil  Pumps .  Jan 

Gas  Heaters . .Feb 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Feb. 

Range  Oil  Burners  and  Space 


Heaters 


Jan. 


APPLIANCES 

5,  1935— Vol.  20,  No.  10 
7,  1939— Vol.  24,  No.  6 

3,  1939— Vol.  24,  No.  1 
21,  1939— Vol.  24,  No.  8 
30,  1938— Vol.  23,  No.  35 
3,  1939— Vol.  24,  No.  1 
21,  1939— Vol.  24,  No.  8 

28,  1939— Vol.  24,  No.  9 

3,  1939— Vol.  24,  No.  1 


makl-h  za,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
r  fu  u  ^Ppea* *s  a  Public  hearing  under  the  provisions 
9q  imn  U1<G  ?^ne,  re.so*ut’on>  Tuesday  morning,  March 
“7  at  10  o  clock,  in  Room  1013,  Municipal  Building 
Manhattan,  on  the  following  matters : 


cal.  no.  1050-38-BZ— Application,  November  18,  1938,  un¬ 
der  section  21  of  the  building  zone  res¬ 
olution,  of  Sidney  H.  Kitzler,  appli¬ 
cant,  on  behalf  of  John  Meurer,  owner, 
to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station,  office,  auto  laundry, 
lubritorium  and  brake  and  battery 
service;  premises  6411-6423  13th  ave¬ 
nue  and  1301-1305  65th  street,  north¬ 
east  corner  (Block  No.  5747,  Lot  Nos. 
1  and  5),  Borough  of  Brooklyn. 


cal.  no.  866-38-BZ — Application,  October  7,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Goldenthal  Brothers,  applicant, 
on  behalf  of  Lafayette  National  Bank 
of  Brooklyn,  as  trustee  (Herman  Eller- 
brock,  lessee),  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  21-23  to  21-33 
31st  street,  east  side,  225  ft.  south  of 
21st  avenue  (Block  No.  831,  Lot  Nos. 
20  to  24,  inclusive),  Astoria,  Borough 
of  Queens. 


cal.  no.  1006-38-BZ — Application,  November  9,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Rosella  I.  Wil¬ 
liams,  owner,  to  permit  in  a  business 
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use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  1688  Eastern  boulevard,  south¬ 
west  corner  of  Soundview  avenue 
(Block  No.  3660,  Lot  Nos.  56  and  59), 
Borough  of  The  Bronx. 

cal  no.  1105-38-BZ— Application,  December  2,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Dry  Dock  Savings  Institution, 
applicant  and  owner,  to  permit  in  a 
residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  224-230  West  18th 
street,  south  side,  325  ft.  west  of  Sev¬ 
enth  avenue  (Block  No.  767,  Lot  No. 
56),  Borough  of  Manhattan. 

cal.  no.  1184-38-BZ— Application,  December  19,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  221  Garage  Corporation,  ap¬ 
plicant,  on  behalf  of  Central  Park 
Realty  Corporation,  owner,  to  permit  in 
a  business  use  district,  the  conversion 
of  occupancy  of  part  of  an  existing 
building  to  a  motor  vehicle  repair  shop ; 
premises  217  and  rear  of  219  West 
58th  street,  north  side,  275  ft.  west  of 
Seventh  avenue  (Block  No.  1030,  Lot 
No.  22),  Borough  of  Manhattan. 

cal.  no.  43-39-BZ— Application,  January  11,  1939,  under  sec¬ 
tions  7 a  and  21  of  the  building  zone 
resolution,  of  Irving  M.  Fenichel,  ap¬ 
plicant,  on  behalf  of  Ken-Isle,  Inc., 
owner,  to  permit  in  a  residence  use 
district,  the  erection  and  maintenance 
of  a  building  to  be  used  for  fur  storage 
and,  also,  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  17-45  t<? 
18-05  Clintonville  street,  east  side,  800 
ft.  south  of  Locke  avenue  (Block  No. 
4732,  Lot  No.  9,  Block  No.  4729,  Lot 
No.  46,  Block  No.  4746,  Lot  No.  1  and 
Block  No.  4747,  Lot  No.  1),  White- 
stone,  Borough  of  Queens. 

CAL.  NO.  22-39-BZ— Application,  January  10,  1939,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  Robert  Helmer,  applicant, 
on  behalf  of  C.  T.  Silver,  Inc.,  owner, 
to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  3087- 
3103  Nostrand  avenue  and  1720-1734 
Gerritsen  avenue,  southeast  corner 
(Block  No.  6813,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

CAL.  NO.  920-38-BZ— Application,  October  25,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Irving  Yarvin, 
owner,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as 
lubritorium  and  auto  laundry,  upon  an 
existing  gasoline  service  station ;  prem¬ 
ises  139-21  Springfield  boulevard, 
northeast  corner  of  140th  avenue 
(Block  No.  3746,  Lot  No.  1),  Spring- 
field,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  28,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

296-39- A— 74-12  88th  street,  west  side,  208.59  ft.  north  c 
Montauk  Division  of  L.  I.  R.  R.  (Bloc 
No.  3838,  Lot  No.  54  and  Block  No.  383 
Lot  No.  67),  Glendale,  Borough  of  Queen 
(Under  Section  35,  General  City  Law 
Re  Bed  of  Mapped  Street). 

246-39- A— 111-117  47th  street,  north  side,  74  ft.  4  in.  ea 
of  First  avenue  (Block  No.  735,  Lot  N 
1),  Borough  of  Brooklyn. 

163-39-A— 92-98  Bogart  street  and  2  Ingraham  strec 
northwest  corner  (Block  No.  3075,  L 
No.  1),  Borough  of  Brooklyn. 

171-39-A— 290-298  Dyckman  street  and  19-21  Hensha 
street,  southwest  corner  (Block  No.  224 
Lot  No.  28),  Borough  of  Manhattan. 

282-39-A— 352  Eighth  avenue,  east  side,  50  ft.  south  < 
West  28th  street  (Block  No.  777,  Lot  N 
79),  Borough  of  Manhattan. 

298- 39-A— 62  East  92nd  street,  south  side,  153  ft.  3  in.  we 

of  Park  avenue  (Block  No.  1503,  Lot  N 
44),  Borough  of  Manhattan. 

299- 39-A— 16-22  Hudson  street,  110-116  West  Broadwc 

114-116  Reade  street  and  158  Duane  stre 
(Block  No.  144,  Lot  No.  1),  Borough 
Manhattan. 

301 -39- A— 20-60  Imlay  street,  west  side,  57  ft.  5  in.  sou 
of  Summit  street  and  23-43  Commerc: 
wharf  (Block  No.  515,  part  of  Lot  K 
61),  Borough  of  Brooklyn. 

323-39-A— 160-08  12th  road,  southeast  corner  of  16C 
street  (Block  No.  4582,  Lot  No.  21 
Beechhurst,  Borough  of  Queens. 

325-39-A— 388-626  Winthrop  street,  southwest  corner 
Albany  avenue  (Block  No.  4829,  Lot  h 
1),  Borough  of  Brooklyn. 

233-39-A — 429  Seventh  avenue,  east  side,  98  ft.  9  in.  sot 
of  West  34th  street  (Block  No.  809,  I 
No.  5),  Borough  of  Manhattan. 

25 1-39-A— 91-01  Jamaica  avenue,  northeast  corner  of  9 
street  (Block  No.  80,  part  of  old  Lot  I 
63),  Woodhaven,  Borough  of  Queens. 

256-39-A— 185-01  Union  turnpike,  northeast  corner  of  18. 

street  (Block  No.  7202,  Lot  No.  3 
Flushing,  Borough  of  Queens. 

261-39-A — 188-25  Linden  boulevard,  north  side,  40  ft.  w 
of  Farmers  boulevard  (Block  No.  13 
Lot  No.  64),  St.  Albans,  Borough 
Queens. 

283-39-A — 235-237  West  14th  street,  north  side,  425  ft.  w 
of  Seventh  avenue  (Block  No.  764,  . 
No.  20),  Borough  of  Manhattan. 

3 19-39- A— 229-231  Washington  street,  east  side,  158  _ 
south  of  Concord  street  (Block  No. 
Lot  No.  17),  Borough  of  Brooklyn. 

336-39-A — 579-591  Surf  avenue,  north  side,  66  ft.  5j6 
east  of  West  8th  street  (Block  No.  7. 
Lot  No.  262),  Borough  of  Brooklyn. 

79-39-A- — 743-765  Lexington  avenue,  135-163  East  3 
street,  140-176  East  oOth  street  and  ‘ 
1008  Third  avenue  (Block  No.  1394, 
No.  23),  Borough  of  Manhattan. 

343-39-A— 92-28  Horace  Harding  boulevard,  southeast  < 
ner  of  Queens  boulevard  (Block  No.  2 
Lot  Nos.  5  and  6),  Elmhurst,  Borougl 
Queens. 
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344-39-A — 33-43  Debevoise  place,  east  side,  100  ft.  south  of 
Lafayette  street  and  432  Hudson  avenue 
(Block  No.  2085,  Lot  No.  7),  Borough 
of  Brooklyn. 

353-39-A — 124-126  Richmond  avenue,  west  side,  56  ft.  north 
of  Grove  avenue  (Block  No.  1073,  Lot 
No.  118),  Port  Richmond,  Borough  of 
Richmond. 

366-39-A — 122  West  23rd  street,  south  side,  200  ft.  west  of 
Sixth  avenue  (Block  No.  798,  Lot  No. 
56),  Borough  of  Manhattan. 


APRIL  4,  1939,  10  A.  M. 

Building  Zone  Applications 

i  NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
af  the  building  zone  resolution,  Tuesday  morning,  April 
4,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


:al.  no.  103-38-BZ — Application  of  Joseph  A.  Lazarus, 
applicant,  on  behalf  of  Frank  L.  Weil, 
William  E.  Russell  and  Raymond  J. 
Scully,  trustees  of  Series  C-2,  New 
York  Title  and  Mortgage  Company, 
owner,  reopened  under  new  proposal, 
March  7,  1939,  under  section  21  of  the 
building  zone  resolution,  to  permit  in 
a  residence  use  district,  the  use  of  a 
plot  of  ground  as  a  tennis  court  and 
accessory  building  for  same  (previ¬ 
ously  denied  re  parking  and  storage  of 
more,  than  five  (5)  motor  vehicles)  ; 
premises  42-56  Sutton  place  south,  west 
side,  from  East  54th  street  to  East  55th 
street,  423-457  East  54th  street  and 
422-456  East  55th  street  (Block  No. 
1366,  Lot  Nos.  16  and  19  and  part  of 
Lot  No.  33),  Borough  of  Manhattan. 


M..  no.  763-38-BZ — Application,  September  1,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Herman  Kron,  applicant,  on 
behalf  of  New  York  Telephone  Com¬ 
pany,  owner,  to  permit  in  a  business 
use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  728-744 
Second  avenue,  east  side,  24.8  ft.  south 
of  East  40th  street  and  303  East  39th 
street  (Block  No.  945,  Lot  Nos.  1,  4 
and  6),  Borough  of  Manhattan. 

u-  N0-  66-39-BZ — Application,  January  17,  1939,  under 
sections  7a,  7c  and  21  of  the  building 
zone  resolution,  of  Slee  and  Bryson, 
applicants,  on  behalf  of  Frank  Saccar- 
di  and  Lauretta  Saccardi,  owners,  to 
permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  part  of  an 
existing  building  to  a  gasoline  service 
station;  premises  7423  (7421  displayed) 
15th  avenue  and  1501  Bay  Ridge  park¬ 
way  (75th  street),  northeast  corner 
(Block  No.  6213,  Lot  No.  1),  Borough 
of  Brooklyn. 

no.  1 181  -38-BZ — Application,  December  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Jack  P.  Ganbarg,  applicant, 
on  behalf  of  B.  F.  Keith  Corporation, 


owner  (Little  Amity  Parking,  Inc., 
lessee),  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  203-207  West 
95th  street,  north  side,  86  ft.  west  of 
Amsterdam  avenue  (Block  No.  1243, 
Lot  Nos.  129,  130  and  131),  Borough 
of  Manhattan. 

cal.  no.  1053-38-BZ— Application,  November  22,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Brooklyn  Develop¬ 
ment  Company,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  2503- 
2537  65th  street,  northwest  corner  of 
McDonald  avenue  (Block  No.  6607, 
lot  Nos.  34  and  42),  Borough  of 
Brooklyn. 

cal.  no.  1 103-38-BZ — Application,  December  1,  1938,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  Sara  Engelhard,  owner,  to 
permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  erection  and  maintenance  of  an 
extension  to  an  existing  business  build¬ 
ing;  premises  403  Howard  avenue,  east 
side,  68  ft.  2  in.  north  of  St.  Marks 
avenue  (Block  No.  1452,  Lot  No.  5), 
Borough  of  Brooklyn. 

cal.  no.  807-28-BZ — Application,  reopened  November  22, 
1938,  under  section  21  of  the  building 
zone  resolution,  of  Alfred  H.  Eccles, 
applicant,  on  behalf  of  Harry  Rohdie, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  extension  in  area  of  a  gaso¬ 
line  service  station  by  the  removal  and 
re-location  of  the  walls  of  an  existing 
garage ;  premises  40-35  Union  street 
and  142-01  to  142-07  41st  avenue  (form¬ 
erly  80-84  Madison  avenue),  northeast 
corner  (Block  No.  5021  (848),  Lot  No. 
1),  Flushing,  Borough  of  Queens. 

cal.  no.  140-39-BZ — Application,  February  3,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Benjamin  Millstein,  ap¬ 
plicant,  on  behalf  of  Cimiez  Realty 
Corporation,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  160- 
186  Van  Cortlandt  Park  South  and 
3843-3855  Putnam  avenue  West,  south¬ 
west  corner  (Block  No.  3271A,  Lot 
Nos.  165,  169  and  170),  Borough  of 
The  Bronx. 

cal.  no.  1018-38-BZ — Application,  November  14,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  John  F.  Meehan,  applicant,  on 
behalf  of  The  Rector,  Church  Wardens 
and  Vestrymen  of  Trinity  Church  in 
the  City  of  New  York,  owner  (Caswell 
Motor  Company,  lessee),  to  permit  in 
a  business  use  district,  for  a  temporary 
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period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  3740 
Broadway,  northeast  corner  of  West 
155th  street  (Block  No.  2114,  Lot  No. 
1),  Borough  of  Manhattan. 

cal.  no.  82-39-BZ — Application,  January  20,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abram  Shlefstein,  applicant, 
on  behalf  of  Centreville  Realty  Cor¬ 
poration,  owner  (Harper  Oil  Co.,  Inc., 
lessee)  to  permit  in  a  business  use  dis¬ 
trict,  the  re-arrangement  and,  also,  the 
erection  of  an  accessory  building  on  an 
existing  gasoline  service  station ;  prem¬ 
ises  156-33  Woodhaven  boulevard,  east 
side,  100  ft.  north  of  157th  (Vandalia) 
avenue  (Block  No.  3867,  Lot  No.  45), 
Howard  Beach,  Borough  of  Queens. 

cal.  no.  31-39-BZ — Application,  January  11,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  William  F.  Regan,  ap¬ 
plicant,  on  behalf  of  Townsend  L. 
Conner,  Laura  Investing  Company  and 
Gertrude  Ederle,  owners  (Edward 
Malloy,  lessee),  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  331  - 
339  West  53rd  street,  north  side,  390 
ft.  west  of  Eighth  avenue  (Block  No. 
1044,  Lot  Nos.  13  to  17,  inclusive), 
Borough  of  Manhattan. 

cal.  no.  185-39-BZ— Application  February  16,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sloan  and  Behrens,  applicants, 
on  behalf  of  The  Arthur  A.  Johnson 
Corporation,  owner,  to  permit  partly 
in  a  business  use  district  and  partly  in 
an  unrestricted  use  district,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  95-25  Queens 
boulevard,  north  side,  from  62nd  drive 
to  Junction  boulevard  (Block  No.  2079, 
Lot  Nos.  1  and  9),  Rego  Park,  Bor¬ 
ough  of  Queens. 

cal.  no.  1086-38-BZ —  Application,  November  28,  1938,  un¬ 
der  sections  7h  and  21  of  the  building 
zone  resolution,  of  Robert  Teichman, 
applicant,  on  behalf  of  Arthur  F. 
Davies,  Trust  Office  for  City  Bank 
Farmers  Trust  Co.,  trustee  of  Estate 
of  William  Waldorf  Astor,  owner,  to 
permit  partly  in  a  residence  use  district 
and  partly  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  351-381  East  164th  street, 
north  side,  between  Clay  avenue  and 
Teller  avenue,  984-1008  Teller  avenue 
and  985-1009  Qay  avenue  (Block  No. 
2424,  Lot  No.  1),  Borough  of  The 
Bronx. 


cal.  no.  145-38-BZ — Application,  March  8,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  William  H.  Van  Hou- 
ten,  applicant,  on  behalf  of  Mabel 


Agassiz,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  475 
West  146th  street,  north  side,  100  ft. 
east  of  Amsterdam  avenue  (Block  No. 
2061,  Lot  Nos.  5  and  6),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  4,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

309-39-A — East  side  of  Cabot  street,  205.92  ft.  south  of 
Oak  Point  avenue  (Block  No.  2605,  Lot 
No.  350),  Borough  of  The  Bronx  (Under 
Section  35,  General  City  Law:  Re  Bed  of 
Mapped  Street). 

284- 39-A — Northwest  corner  of  West  254th  street  and  Riv- 

erdale  avenue  (Block  No.  3425,  Lot  No. 
405),  Borough  of  The  Bronx  (Under 
Section  35,  General  City  Law :  Re  Bed  of 
Mapped  Street). 

285- 39-A — North  side  of  West  254th  street,  239  ft.  west  of 

Riverdale  avenue  (Block  No.  3425,  Lot 
No.  475),  Borough  of  The  Bronx  (Under 
Section  35,  General  City  Law :  Re  Bed  of 
Mapped  Street). 

1133-38- A — 27-29  Broadway  and  1-7  Dunham  place,  north¬ 
west  corner  (Block  No.  2468,  Lot  No.  26), 
Borough  of  Brooklyn. 

324-39-A — 41-47  Vestry  street  and  437-441  Greenwich  street, 
southwest  corner  (Block  No.  219,  Lot 
Nos.  11-13),  Borough  of  Manhattan. 

358-39- A — 116-19  to  116-33  Metropolitan  avenue,  northwest 
corner  of  Richmond  Hill  avenue  (Block 
No.  3324,  Lot  No.  50),  Kew  Gardens, 
Borough  of  Queens. 

361-39-A — 1465-1467  Broadway,  west  side,  158-162  West 
42nd  street  and  597-599  Seventh  avenue 
(Block  No.  994,  Lot  No.  58),  Borough  of 
Manhattan. 

365-39- A- — 1133  Nielson  avenue,  west  side,  325  ft.  north  of 
Dinsmore  avenue  (Block  No.  37,  Lot  No. 
70),  Far  Rockaway,  Borough  of  Queens. 

381-39- A — 32-44  East  170th  street,  south  side,  206  ft.,  10)4 
in.  west  of  Walton  avenue  (Block  No. 
2842,  Lot  No.  43),  Borough  of  The  Bronx. 

383- 39-A — 1777-1787  46th  street  and  4526  18th  avenue, 

northwest  corner  (Block  No.  5435,  Lot 
No.  52),  Borough  of  Brooklyn. 

384- 39- A — 401-405  Ninth  avenue,  west  side,  98  ft.  south 

of  West  33rd  street  and  404-410  West 
33rd  street  (Block  No.  730,  Lot  Nos.  53, 
54,  55,  56  and  part  of  Lot  No.  46),  Bor¬ 
ough  of  Manhattan. 

252-39-A — 125  West  45th  street,  north  side,  300  ft.  west  of 
Sixth  avenue  (Block  No.  998,  Lot  No. 
18),  Borough  of  Manhattan. 

320-39- A — 1603  Avenue  U,  north  side,  20  ft.  east  of  East 
16th  street  (Block  No.  7321,  part  of  Lot 
No.  48),  Borough  of  Brooklyn. 

335-39-A — 165-13  to  165-27  Jamaica  avenue,  northwest 
corner  of  166th  street  (Block  No.  9795, 
Lot  No.  1),  Jamaica,  Borough  of  Queens. 

371-39-A — 22-21  Birdsall  avenue,  southeast  corner  of  Pin¬ 
son  place  (Block  No.  158,  Lot  No.  11), 
Far  Rockaway,  Borough  of  Queens. 
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1/2-39- A— 22-17  Cornaga  avenue,  south  side,  125  ft.  west 
of  Beach  22nd  street  (Block  No.  253,  Lot 
No.  61),  Far  Rockaway,  Borough  of 
Queens. 

73-39-A — 16-18  West  8th  street,  south  side,  147  ft.  east 
of  Washington  street  (Block  No.  551 
Lot  Nos.  25  and  26),  Borough  of  Man¬ 
hattan. 

^5-39- A  192-210  Third  avenue,  west  side,  between  DeGraw 
street  and  Douglas  street  (Block  No.  419 
Lot  No.  1),  Borough  of  Brooklyn. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
ds  and  Appeals  of  a  public  hearing  under  the  provisions 
building  zone  resolution,  Tuesday  afternoon,  April 
1939,  at  2  o  clock,  in  Room  1013,  Municipal  Building 
anhattan,  on  the  following  matter: 

,l.  no.  738-38-BZ— Application,  August  23,  1938,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Bernard  Trencher,  appli¬ 
cant,  on  behalf  of  Mary  T.  Hasselman 
and  Anastasia  L.  Bartley,  owners 
( Socony- Vacuum  Oil  Company,  Inc., 
lessee),  to  permit  in  a  residence  use 
district  the  extension  of  a  gasoline  ser¬ 
vice  station  and  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gasoline  service  station  office,  lubri- 
tory,  auto  laundry  and  for  the  sale  of 
accessories:  premises  1815-1825  Ocean 
avenue,  east  side.  280  ft.  south  of  Ave¬ 
nue  AT  (Block  No.  7656,  Lot  No  55 
and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 


HARRIS  H.  MURDOCK,  Chairman. 

APRIL  11,  1939,  10  A.  M. 

Building  Zone  Applications 

^  HEREBY  GIVEN  by  the  Board  of  Stand- 
oiv  05?ea  s  of  a  Public  hearing  under  the  provisions 
no™  .  ing  ,z?ne,  resolution,  Tuesday  morning,  April 
39  at  10  o  clock  in  Room  1013,  ATunicipal  Building, 

1  'hattan,  on  the  following  matters : 

'  Na  S23-38-BZ — Application,  June  21,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Sidney  L.  Strauss,  ap¬ 
plicant,  .  on  behalf  of  George  Ehret 
Properties,  Inc.,  owner  (Frank  W. 
Banfield,  lessee),  to  permit  partly  in 
a  business  use  district  and  partly  in 
a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2) 
5'ears,  the  parking  and  storage  of  more 
rnotor  vehicles;  premises 
inn  r  ^3-30  3 1  st  street,  north  side, 
100  ft.  east  of  23rd  road  (Block  No. 
84„,  Lot  No.  80),  Long  Island  City, 
Borough  of  Queens. 

-w.  350-38-BZ— Application,  May  9,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Salvatore  M.  De- 
Pasquale,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2858-2866  Webster 
avenue,  east  side,  51.43  ft.  south  of 
Last  200th  street  and  410-416  East 


200th  street  (Block  No.  3273,  Lot  No. 
122),  Borough  of  The  Bronx. 

cal.  no.  931-38-BZ— Application,  October  26,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  Henry  Nordheim,  applicant, 
on  behalf  of  Antonio  DePunte,  owner, 
to  permit  in  a  residence  use  district,’ 
the  storage  of  more  than  three  (3) 
motor  vehicles;  premises  252  East 
203rd  street,  south  side,  72.84  ft.  east 
of  Valentine  avenue  (Block  No.  3308, 
Lot  Nos.  50  and  51),  Borough  of  The 
Bronx. 

cal.  no.  1092-38-BZ— Application,  November  28,  1938  un¬ 
der  section  7h  of  the  building  zone 
resolution,  of  James  J.  Afillman,  ap¬ 
plicant,  on  behalf  of  Sambern  Realty 
Corporation,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
9X9  motor  vehicles;  premises 

167-01  to  167-19  Depot  road,  north  side, 
entire  block,  between  167th  street  and 
168th  street,  36-27  to  36-39  167th 
street  and  36-34  to  36-42  168th  street 
(Block  No.  5294,  Lot  No.  1  and  part 
of  Lot  No.  6),  Flushing,  Borough  of 
Queens. 

cal.  no.  54-39-BZ— Application,  January  13,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abram  Shlefstein,  applicant, 
on  behalf  of  William  Boylhart,  owner 
(Joseph  Diamond,  lessee),  to  permit  in 
a  residence  use  district,  the  extension 
of  an  existing  gasoline  service  station; 
PI"emises  2645-2651  Ocean  avenue  and 
2001-20 13  Gravesend  Neck  road,  north¬ 
east  corner  (Block  No.  7381,  Lot  No. 
15),  Borough  of  Brooklyn. 

cal.  no.  96-39-BZ— Application,  January  26,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Samuel  Schenkel 
owner  (Midtown  Service  Station,  Inc.,’ 
lessee),  to  permit  in  a  business  use 
district,  the  reconstruction  and  altera¬ 
tion  of  a  gasoline  service  station; 
premises  1139-1151  Coney  Island  ave¬ 
nue  and  1101-1111  Avenue  H,  northeast 
corner  (Block  No.  6686,  Lot  No.  48) 
Borough  of  Brooklyn. 

cal.  no.  177-39-BZ-WF — Application,  February  14,  1939, 
under  section  7h  of  the  building  zone 
resolution,  of  Oscar  Goldschlag,  appli- 
991)9  behalf  of  United  Cigar- 
Whelan  Stores  Corporation,  owner,  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles- 
premises  108-50  to  108-80  Roosevelt 
avenue  and  40-02  to  40-10  111th  street, 
southwest  corner  (Block  No.  1996,  Lot 
Nos.  31  and  34),  Corona,  Borough  of 
Queens. 

cal.  no.  337-39-BZ— Application,  March  17,  1939,  under 
section  21  of  the  building  zone  resolu- 
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tion,  of  C.  Dale  Badgeley,  applicant, 
on  behalf  of  Angof  Holding  Co.,  Inc., 
owner  (New  York  Worlds  Fair  1939, 
Inc.,  lessee),  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy 
of  an  existing  building  to  an  office 
building.  (Temporary  offices  for  the 
Mayor  of  the  City  of  New  York  dur¬ 
ing  the  New  York  World’s  Fair)  ; 
premises  130-53  70th  avenue,  north 
side,  120  ft.  west  of  135th  street  (Block 
No.  6548,  Lot  No.  6),  Forest  Hills, 
Borough  of  Queens. 

cal.  no.  177-27-BZ— Application  of  Seelig  and  Finkelstein, 
applicants,  on  behalf  of  Apex  Broker¬ 
age  Corporation,  owner,  reopened 
January  24,  1939,  under  sections  7b,  7c 
and  21  of  the  building  zone  resolution, 
to  permit  partly  in  a  residence  use 
district  and  partly  in  a  business  use 
district,  the  erection  and  maintenance 
of  a  business  building;  premises  north¬ 
east  corner  of  Cornaga  avenue  and 
Mott  avenue  (Block  No.  47,  Lot  Nos. 
1  and  78),  Far  Rockaway,  Borough  of 
Queens. 

cal  no  497-23-RZ — Application  of  Edwin  W.  Kleinert, 
applicant,  on  behalf  of  1590  Bedford 
Avenue  Corporation,  owner  (Bedford- 
President  Garage,  Inc.,  lessee),  re¬ 
opened  November  1,  1938,  under  section 
21  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  the 
alteration  and  conversion  of  occupancy 
of  part  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  denied 
by  the  Board  and  granted  by  the 
Court)  so  as  to  form  an  alcove  gaso¬ 
line  service  station;  premises  1572-1590 
Bedford  avenue  and  1049-1057  Presi¬ 
dent  street,  northwest  corner  (Block 
No.  1273,  Lot  No.  46),  Borough  of 
Brooklyn. 

cal.  no.  657-38-BZ— Application  of  B.  Robert  Swartburg, 
applicant,  on  behalf  of  Airport  Land 
Corporation,  owner,  reopened  February 
21,  1939,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a 
residence  use  district,  the  erection  and 
maintenance  of  fifty-four  (54)  indi¬ 
vidual  garages;  premises  21-12  77th 
street,  west  side,  150  ft.  and  252  ft. 
6  in.  south  of  21st  avenue  (rear  uf 
lot)  ;  (Block  No.  972,  Lot  Nos.  45  and 
43  of  Lot  No.  12),  Astoria,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  11,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

55-39-A — 402-414  East  105th  street,  south  side,  IUU  tt. 

east  of  First  avenue  and  403-415  East 
104th  street  (Block  No.  1698,  Lot  No.  5), 
Borough  of  Manhattan. 

300-39- A— 1365  Jerome  avenue  (Macombs  road),  west  side, 
170  ft.  south  of  West  170th  street  (Block 
No.  2856,  Lot  No.  20),  Borough  of  The 
Bronx. 


APRIL  18,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stan 
ards  and  Appeals  of  a  public  hearing  under  the  provisio 
of  the  building  zone  resolution,  Tuesday  morning,  Ap 
18,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Buildii 
Manhattan,  on  the  following  matters : 

cal.  no.  999-38-BZ— Application  of  Abram  Shlefstein,  a 
plicant,  on  behalf  of  Duam  Rea' 
Holding  Co.,  Inc.,  owner  (Jack  Gol 
stein,  lessee),  reopened  under  new  pr 
posal,  March  7,  1939,  under  section 
of  the  building  zone  resolution, 
permit  in  a  business  use  district,  t 
extension  of  a  gasoline  service  stati 
(previously  denied  re  extension  of 
gasoline  service  station, _  partly  in 
business  use  and  partly  in  a  resider 
use  district)  ;  premises  219-25  Merri 
road,  northwest  corner  of  220th  str< 
(Block  No.  3541,  part  of  Lot  No.  lb 
Springfield,  Borough  of  Queens. 

I; 

cal.  no.  35-20-BZ— Application  of  Samuel  Rosenblum,  a 
plicant,  on  behalf  of  Charlove  Corpoi 
tion,  owner,  reopened  March  7,  19. 
under  section  21  of  the  building  zo 
resolution,  to  permit  in  a  business  r 
district,  the  alteration  and  conversi 
of  occupancy  of  part  of  a  garage  f, 
more  than  five  (5)  motor  vehic. 
(garage  previously  granted  by  t 
board)  so  as  to  include  a  gasoli 
service  station ;  premises  2102-21 
Neptune  avenue,  southwest  corner 
West  21st  street  (Block  No.  7017,  I 
No.  9),  Borough  of  Brooklyn. 

cal.  no.  517-30-BZ — Application  of  Morris  Canter,  app 
cant  and  lessee,  on  behalf  of  Harris 
Canter,  owner,  reopened  under  n< 
proposal  Julv  19,  1938,  under  secti 
21  of  the  building  zone  resolution, 
permit  in  a  residence  use  district,  1 
parking  and  storage  of  more  than  f 
(5)  motor  vehicles  (previously  deni 
re  erection  and  maintenance  of  a  bu 
ness  building)  ;  premises  1385  Frank 
avenue,  west  side,  133.65  ft.  south 
East  170th  street  (Block  No.  2931,  p; 
of  Lot  No.  64),  Borough  of  T 
Bronx. 

J 

cal.  no.  932-38-BZ — Application,  October  11,  1938,  urn, 
section  7h  of  the  building  zone  reso 
tion,  of  Adelaide  Walsh,  applicant  a 
lessee,  on  behalf  of  Long  Island  R< 
road,  owner,  to  permit  in  a  busin 
use  district,  for  a  temporary  period 
not  more  than  two  (2)  years,  the  pai 
ing  and  storage  of  more  than  five  ( 
motor  vehicles ;  premises  Hills 
avenue,  bounded  by  Bessemer  str 
and  Babbage  street  (Land  under  Lc 
Island  Railroad)  ;  (Block  No.  3258,1 
No.  54  and  Block  No.  9262,  Lot  1 
180),  Richmond  Hill,  Queens. 

cal.  no.  122-39-BZ — Application,  February  2,  1939,  un( 
sections  7c  and  21  of  the  building  zc 
resolution,  of  Theobald  H.  Engelhar 
applicant,  on  behalf  of  T  he  C 
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Meyer  Company,*  owner,  to  permit 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the 
erection  and  maintenance  of  a  business 
building  (stores  and  motion  picture 
theatre)  ;  premises  88-20  to  88-28 
Roosevelt  avenue,  south  side,  97  05  ft 
west  of  Case  street,  89-27  to  89-41  Elm¬ 
hurst  avenue  and  40-19  to  40-35  Den¬ 
man  avenue  (Block  No.  1510,  part  of 


Lot  No.  1),  Elmhurst,  Borough  of 
(Jueens. 

HARRIS  H.  MURDOCK,  Chairman. 

APRIL  25,  1939,  2  P.  M. 

Appeal  from  Administrative  Decision 

114-39-A-1510  Jessup  avenue,  east  side,  75  ft.  north  of 

m  street  (Block  No-  2872>  Lot 

_  No.  287) .  Borough  of  The  Bronx. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MARCH  21,  1939 

Present.  Chaiiman  Murdock,  Commissioners  Savage  and 
lum  and  Assistant  Chief  Walsh. 

The  minutes  of  the  Regular  meeting  of  the  Board  held 
i  Tuesday  morning,  February  28,  1939,  the  minutes  of  the 
gular  meeting  of  the  Board  held  on  Tuesday  afternoon 
:bruary  28,  1939  and  the  minutes  of  the  Special  meeting 
'  the  Board  held  on  Friday  morning,  March  3,  1939  were 
;  proved  as  printed  in  Bulletin  No.  10,  Vol.  24. 


BUILDING  ZONE  CASES 

CPLICANT— William  H.  Van  Houten,  for  Mabel 
Agassiz,  owner. 

JBJECT  Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  sections  7h  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

MISES  AFFECTED — 475  West  146th  street,  north 
side,  100  ft.  west  of  Amsterdam  avenue  (Block  No. 

i  PEARANCES^°S"  ^  anC^  Borough  °f  Manhattan. 

For  Applicant:  William  H.  Van  Houten  and  Mit¬ 
chell  V.  Schweitzer. 

Lor  Opposition :  Leo  L.  Hoffman. 

iTION  OF  BOARD — Laid  over  to  April  4,  1939  at  10 
a.  m.,  on  request  of  applicant’s  representative. 

1 8-BZ. 

PLICANT— Arthur  W.  Renander,  for  Jeho  Co.  Inc. 

f, TT?r^r,ne.r  (Jamaica  Parking  Co.,  Inc.,  lessee). 

aJf^Ll  Application  (re  decision  of  the  borough  super- 
mtendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 

F  *han  five  (5)  motor  vehicles. 

E, MISES  AFFECTED — 89-02  to  89-12  166th  street, 
southwest  corner  of  89th  avenue  (Block  No.  866, 

PEARANCES— ’  ^amaica’  BorouSh  of  Queens. 

'  For  Applicant:  None. 

-  Lor  Opposition:  None. 

ON  OF  BOARD— Application  withdrawn  without 
on  written  request  of  applicant. 

•  VOIE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commission- 

Ae,r,S ,  , :avage  and  Blum  and  Assistant  Chief 

Walsh .  A 

Negative  . .  ’ .  n 

Absent  . ’  * .  ^ 

•7-BZ. 

Z-  Cohen>  for  Jessie  Fisher  and  Caro¬ 
line  Candidus,  owners  (Harry  Weissler,  lessee). 


UBJECT  Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  7h  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  are 
located  on  the  same  street  between  the  same  two 
(2)  intersecting  streets  in  which  there  exists  an 
exit  to  a  public  school. 

PREMISES  AFFECTED — 673-695  Livonia  avenue,  north 
c^r^een  ^yona  street  and  Vermont  street, 
5A,  ,  ^Vy°™Street  and  571-581  Vermont  Street 

Brooklyn^0'  ^  LOt  NoS<  1  ^  48)  Borough  of 

APPEARANCES— 

Foi  Applicant :  Harold  A.  Spiegelman. 

For  Opposition:  Jerome  A.  Wanshel,  J.  F.  Kellv 

and  Abraham  Corn.  y 

For  Administration:  Charles  Tilgner,  Board  of 

Education. 

ACTION  OF  BOARD — Application  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  . '  . .  q 

THE  RESOLUTION— 

(540-37-BZ) 

Whereas,  Jack  Z.  Cohen,  for  Jessie  Fisher  and  Caroline 
Candidus,  owners  (Harry  Weissler,  lessee),  filed  November 
io,  fy3/,  an  application  under  the  building  zone  resolution 
to  permit  in  a  business  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises  are  located 
01? .  ,  e  same  street  between  two  intersecting  streets  in 
Si1™  e.*ists  an  exit  to  a  public  school;  premises: 
0/3-595  Livonia  avenue,  northside,  between  Wyona  street 
and  Vermont  street,  534-544  Wyona  street  and  571-581 
Vermont  street  (Block  No.  3808,  Lot  Nos.  1  and  48), 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 

;nyt  MBOnrC9i0fin!3nnd^rds  jnci  APPeals,  at  its  regular  meet- 
ma  Maich  21,  1939  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Livonia  avenue  is  in  a  busi¬ 
ness  use  district;  Wyona  street  is  in  a  residence  and  business 
use  district;  Vermont  street  is  in  a  residence  and  business 
use  district  and  Dumont  avenue  is  in  a  business  use  district; 
and 

,  Whereas,  the  decision  of  the  borough  superintendent  of 
buildmgs  dated  August  3,  1937,  as  modified  by  decision 
dated  February  24,  1939,  reads: 

.  “L  Auto  parking  and  storage  of  more  than  5  cars 
in  business  zone  and  also  on  same  street  within  the 
same  intersecting  streets  as  exit  from  public  school, 
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prohibited  by  Art.  II,  Sec.  4  (A15)  and  Art.  V,  Sec.  21 
of  Zone  Resolution.” 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  200  ft.  on  Livonia  avenue,  100  ft.  on 
Wyona  street  and  100  ft.  on  Vermont  street.  It  is  proposed 
to  occupy  the  site  for  a  temporary  period  of  not  more  than 
two  (2)  years,  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  and  _ 

Whereas,  in  view  of  the  public  school  and  playground 
extending  within  the  same  block  as  the  premises,  under 
appeal,  from  Wyona  street  to  Vermont  street,  with  en¬ 
trances  thereto,  within  the  same  streets  between  the  inter 
secting  streets  as  the  proposed  parking  lot,  the .  board 
deemed  that,  it  was  without  power  to  grant  this  application 
under  section  7  subdivision  H,  because  of  the  prohibition  in 
section  21,  as  determined  by  court  decisions ;  and  . 

Whereas,  the  board  deemed  that  further  hearing  was 
not  necessary,  in  view  of  the  lack  of  jurisdiction  to  consider 

the  application  favorably.  . 

Resolved ,  that  the  decision  of  the  borough  superintendent 
dated  February  24,  1939,  be  and  it  hereby  is  affirmed,  and 
that  the  application  be  and  it  hereby  is  denied. 


663-38-BZ. 

APPLICANT— Joseph  Caccavajo,  substituted  for  Max 
Hirsch,  for  Augusta  Alexander,  owner. 

SUBJECT— Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  and  “E”  area  district,  the  maintenance 
of  a  two  (2)  car  garage;  the  maintenance  of  which 
is  contrary  to  “E”  area  requirements. 

PREMISES  AFFECTED— 3122  Avenue  L,  south  side,  20 
ft.  west  of  East  32nd  street  (Block  No.  7649,  Lot 
No.  49),  Borough  of  Brooklyn. 

APPEARANCES—  „  .  .  . 

For  Applicant:  Joseph  Caccavajo  and  Charles 

Alexander. 

For  Opposition:  None.  . 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  .  ,  ^ 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . 

Absent  .  ^ 

THE  RESOLUTION— 

(663-38-BZ) 

Whereas,  Joseph  Caccavajo,  substituted  for  Max  Hirsch, 
for  Augusta  Alexander,  owner,  filed  July  25,  1938,  an  ap¬ 
plication  under  the  building  zone  resolution,  to  permit  in  a 
residence  use  and  “E”  area  district,  the  maintenance  of  a 
two  (2)  car  garage;  the  maintenance  of  which  is  contrary 
to  “E”  area  requirements;  premises:  3122  Avenue  L,  south 
side,  20  ft.  west  of  East  32nd  street  (Block  No.  7649,  Lot 
No.’ 49),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  21,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Avenue  L  is  in  a  residence 
use  and  also  “E”  and  “D”  area  district;  East  32nd  street 
is  in  a  residence  use  and  also  “E”  area  district ;  East  31st 
street  is  in  a  residence  use  and  also  “E”  area  district  and 
New  York  avenue  is  in  a  business  use  and  also  “E”  area 

district;  and  . 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  re  application  No.  21211-1937,  dated  July  21,  1938, 
reads * 

“Area  occupied  in  excess  of  50%  for  an  “E”  and 
residential  use  area,  also  rear  yard  occupied  in  excess 
of  40%.  Proposition  denied.” 

and 


Whereas,  the  premises  consist  of  a  plot  of  ground  hai 
ing  a  frontage  of  20  ft.  and  a  depth  of  100  ft.  Upon  tt 
front  portion  of  the  plot  there  is  located  a  two  story  frarr 
dwelling  13  ft.  by  56  ft.  (including  enclosed  porch)  1 
area,  for  one  family ;  upon  the  rear  of  the  plot  there 
located  a  one  story  cement  block,  2  car  garage,  18  ft.  1 
18  ft.  in  area.  The  combined  area  of  the  dwelling  an 
garage  at  grade,  is  52  square  feet  in  excess  of  the  allov 
able  area  at  grade  in  an  “E”  area  district.  Also,  the  garag; 
is  approximately  68  feet  in  excess  of  the  allowable  area  r 
grade  in  an  “E”  area  district;  and 

Whereas,  these  premises  and  the  surrounding  area  we 
inspected  by  a  committee  of  the  board ;  and  . 

Whereas,  the  board  deemed  that  the  applicant  was  ei 
titled  to  relief  under  section  21,  on  the  grounds  of  practic 
difficulty  and  unnecessary  hardship.  i 

Resolved,  that  the  Board  of  Standards  and  Appeals  dpi 
hereby  make  a  variation  in  the  application  of  the  use  di 
trict  regulations  of  the  building  zone  resolution  and  th; 
the  application  be  and  it  hereby  is  granted  under  section  2 
to  permit  the  continuation  of  the  two-car  garage  as  ereett 
in  the  rear,  on  condition  that  the  residence  building  and  tl 
garage  shall  not  be  further  extended  in  height  or  are: 
that  the  garage  shall  be  used  solely  for  the  storage  of  aut 
mobiles  belonging  to  the  owner  or  tenants  of  the  dwellii, 
on  the  plot  and  that  the  garage  shall  comply  in  all  oth 
respects  with  all  laws,  rules  and  regulations  applicab 
thereto. 


840-38-BZ. 

APPLICANT— Francis  L.  Shea,  for  The  Trustees  of  t 
Sailors  Snug  Harbor,  owner  (Gertrude  I.  Bergo 
lessee) . 

SUBJECT— Application  (re  decision  of  the  borough  sup( 
intendent  of  buildings)  under  section  7h  of  t 
building  zone  resolution  to  permit  partly  in  a  bu 
ness  use  district  and  partly  in  an  unrestricted  u] 
district,  for  a  temporary  period  of  not  more  th 
two  (2)  years,  the  parking  and  storage  of  me 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 52-58  East  8th  street  and  3 
Mercer  street,  southwest  corner  (Block  No.  5- 
Lot  Nos.  32  to  35  inclusive)  Borough  of  Manhatt: 


APPEARANCES— 

For  Applicant :  Francis  L.  Shea  and  T.  Siccama 
For  Opposition:  Louis  A.  Jackson,  H.  D.  Fric 
and  Karl  A.  Kortum. 


Ar'mm'M  HI?  RAAPU — Annliration  ^ranted 


/'nnrlitii 


THE  VOTE—  ^  .  . 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief  t 

Walsh  . . 

N  egative  . 

Absent  . 


THE  RESOLUTION— 

(840-38-BZ) 

Whereas,  Francis  L.  Shea,  for  The  Trustees  of  1 
Sailors  Snug  Harbor,  owner  (Gertrude  I.  Bergoff,  lesse1 
filed  September  18,  1938,  an  application  under  the  buildi 
zone  resolution,  to  permit  partly  in  a  business  use  and  par 
in  an  unrestricted  use  district,  for  a  temporary  period  > 
not  more  than  two  (2)  years  the  parking  and  stora 
of  more  than  five  (5)  motor  vehicles;  premises:  32 
East  8th  street  and  305  Mercer  street,  southwest  cori. 
(Block  No.  548,  Lot  Nos.  32  to  35  inclusive),  Borough 

Manhattan ;  and  .  ..  ..] 

Whereas,  a  public  hearing  was  held  on  this  appncati 
by  the  Board  of  Standards  and  Appeals,  at  its  regu 
meeting,  March  21,  1939,  after  due  notice  by  publican 
in  the  Bulletin  of  the  Board  of  Standards  and  Appea 

Whereas,  the  use  district  maps  accompanying  the  bui 
ing  zone  resolution  show  that  East  8th  street  is  in  a  busm 
use  district ;  Mercer  street  is  in  an  unrestricted  and  busm 
use  district;  Breen  street  is  in  an  unrestricted  and  busm 
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ise  district  and  \\  averly  place  is  in  an  unrestricted  use 

listrict ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
uildings  dated  September  7,  1938,  reads : 

“Your  application  dated  August  18,’ 1938,  for  a  certifi¬ 
cate  of  occupancy  for  the  use  of  the  above  premises 
for  the  parking  and  storage  of  more  than  five  motor 
vehicles  has  been  denied,  for  the  reason  that  there  are 
buildings  still  on  this  plot  and  also  that  the  premises 
is  located  in  a  business  and  unrestricted  district  and 
this  use  in  a  business  district  is  prohibited  by  Art  2 
Sec.  4a,  subdiv.  15  of  the  Zone  Resolution  ” 
id 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
-  frontage  of  102  ft.  on  East  8th  street  and  12  ft  on 
.ercer  street  1  he  southerly  portion  of  the  plot  extends 
to  an  unrestricted  use  district  for  a  distance  of  approxi- 
ately  24  ft.,  the  remainder  of  the  plot  is  in  a  business  use 
strict.  It  is  proposed  to  demolish  the  four  (4)  buildings 
,w  ®  the  sde  and  to  use  the  plot,  for  a  temporary  period 
■  not  more  than  2  years,  for  parking  and  storage  of  more 
an  five  motor  vehicles;  and 

.Whereas,  these  premises  and  the  surrounding  area  were 
ispected  by  a  committee  of  the  board;  and 
[Whereas,  the  board  deemed  that  this  was  a  proper  case 
i  which  to  exercise  its  discretion  under  section  7,  subdivi- 
:'n  h  of  the  building  zone  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
eby  make  a  variation  in  the  application  of  the  use  dis- 
_t  regulations  oi  the  building  zone  resolution  and  that 
,  application  be  and  it  hereby  is  granted  under  section 
!<  thereof  to  permit  the  plot  to  be  occuoied  for  the 
msient  parking  of  more  than  five  (5)  motor  vehicles  of 
pleasure-car  type  only,  for  a  temporary  period  of  two 
years,  on  condition  that  there  shall  be  no  storage  of 
omobiles;  that  the  plot  shall  be  levelled  substantially  to 

•  grade  of  the  surrounding  streets  and  surfaced  with 

!  rnlwTn  grTf  OT°&er  suitable  material,  prop- 
rolled,  bound  and  levelled;  that  on  the  interior  lot 

&  ^’here  T1,  s  of  adjoining  buildings  do  not  exist,  there 
}  be  erected  a  substantial  woven  wire  fence  not  less 
i  six  feet  m  height ;  that  a  similar  fence  shall  be  erected 

*  20  fp6*  ^Ulldl"? , lines  with  no  opening,  except  one  not 
r  20  feet  in  width  to  East  8th  street  with  a  curb  cut 

"ed  at  allSt-mi  arfWltith:  tHat  Pr°per  aisles  sha11  be  main- 
ftprm  for.easy  entrance  and  egress;  that  during 

r”of  thls  variance,  the  plot  shall  be  occupied  for 

i5rPnfUrPn0S-m;  that  n°  buiIding  shall  be  erected  there- 

(^nPLfaOrU1  dVngnn0t  OVf  100  S(p  ft  in  area  and  one 
b wblch  may  be  of  frame  construction,  for 

°c1Cu  and  she|ter  for  the  attendant;  that  such 
.  e  infighting  appliances  shall  be  maintained  as  the 
commissioner  shall  direct;  that  no  signs  shall  be  erected 

f  fence"  near6  t’h ^ xcept  a  sign  which  may  be  attached  to 
e  near  the  entrance  but  not  extending  beyond  the 

tifi„^th,an,d  "0t  «■"#*  15  feet  m  a“a! 

i  d  shall  transient  parking  use;  that  all  permits  re- 

>  hs  Eon?  tt?bt^^ed  and  .a11  w?rk  completed  within  two 
ms  irom  the  date  of  this  action. 


tm  r  vat/  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negathe.  Chairman  Murdock,  Commissioners 
baviige  and  Blum  and  Assistant  Chief 

Walsh ' .  4 

Absent  .  q 

THE  RESOLUTION— 

(921-38-BZ) 

Whereas  Joseph  V  Iaricci,  for  Joseph  P.  Kissling 

bid’ldin.  led  °Ct^ber  2S’  1938’  an  aPPiication  under  the 
building  zone  resolution,  to  permit  in  a  business  use  district 

le  erection  and  maintenance  of  a  gasoline  service  station  • 
premises:  110-40  Horace  Harding  (Nassau)  boulevard 
southwest  corner  of  Colonial  avenue  (Block  No.  2161,  Lot 
A  os  115  and  118)>  Corona,  Borough  of  Queens;  and 
.Whereas,  a  public  hearing  was  held  on  this  application 
\  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting  March  21,  1939,  after  due  notice  by  publicltion 
and^e  Bulletm  °f  the  B°ard  of  Shards  and  Appeals" 

.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Horace  Harding  boulevard 
is  in  a  business  and  residence  use  district ;  Colonial  avenue 
is  in  a  residence  and  business  use  district  and  Van  Doren 
street  is  in  a  residence  and  business  use  district;  and 
Whereas  the  decision  of  the  borough  superintendent  of 
?S»S'  N‘B’  appbcatlon,  No-  7477-38,  dated  September 
reads-  ’  ^  amended  by  decision  dated  October  20,  1938, 

1.  The  erection  of  a  gasoline  service  station  in  a 

iS!m  13  contrary  to  the  Zone  Law  (Sec.  4, 

subd.  46  Bldg.  Zone  Resolution).” 
and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  120  ft.  on  Horace 
arding  boulevard  and  90  ft.  on  Colonial  avenue  It  is 
proposed  to  erect  upon  the  plot,  a  one  story  building  24  ft. 
y  40  It.  in  area,  to  be  used  as  office,  lubritorium  and  auto 
laundry,  and  also,  to  install  the  necessary  tanks  and  pumps 
lor  a  gasoline  service  station ;  and 

.  Whereas,  these  premises  and  the  surrounding  area  were 
inw6Cted  by  a  committee  of  the  board;  and 

Whereas,  the  board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  relief 

hardship  gr°UndS  °f  practical  difficulty  and  unnecessary 

Resolved,  that  the  decision  of  the  borough  superintendent, 
N.B  application  No.  7477-38,  be.  and  it  hereby  is  affirmed 
a  id  that  the  application  be  and  it  hereby  is  denied. 


L8-BZ. 

]Ll^wneT~J°Seph  V‘  Iaricd’  f°r  J°Seph  P<  Kissling, 
Application  (re  decision  of  the  borough  super- 

Sw  °f  bUlId!ngs)  Under  sectioa  21  of  Pthe 
“  zone  resolution,  to  permit  in  a  business 

as  dlStnCt’  .the  erection  and  maintenance  of  a 
,fT^asallne  service  station. 

S  wJCV13-!10-40  Horace  Hardi"S  (Was- 
nue}  fj  S°9i^e St  COr"er  o£  Colonial  ave¬ 

nue  (Block  No.  2161,  Lot  Nos.  115  and  118) 

L  RANGES-011811  °f  QueenS< 

For  Applicant :  Joseph  V.  Iaricci. 

AdParkstrati°n :  Har°ld  Klorfein>  DePt-  of 


1149-38-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Rutland  Park¬ 
way  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  acting  borough 
supiermtenclent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles  and, 
a  Sasobne  service  station. 

PREMISES  A FFECTEB' — 50-62  East  98th  street,  west 
side,  9°  ft  north  of  Rutland  road  (Block  No.  4600, 

appearances-’  “gh  o£  Erooklyn- 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Jerome  A.  Wanshel  and  Leslie 
Kirsel. 

THE1  VOTU^-BOARD_"Applicati°n  granted  on  condition. 

Affirmative:  Commissioners  Savage  and  Blum  and 

Assistant  Chief  Walsh  .  3 

Negative:  Chairman  Murdock .  1 

Absent  .  q 
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THE  RESOLUTION— 

(1149-38-BZ) 

Whereas,  Lama  and  Proskauer,  for  Rutland  Parkway, 
Inc.,  owner,  filed  December  6,  1938,  an  application  unde 
the  building  zone  resolution,  to  permit  in  a  business  us 
district  the  erection  and  maintenance  of  a  garage  tor  more 
than  five  (5)  motor  vehicles  and,  also,  a  gasoline  service 
station;  premises:  50-62  East  98th  street  west  side  90  ft 
north  of  Rutland  road  (Block  No.  4600,  Lot  No.  30), 

BW°“lLt  a  pothPLaring  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  mee 
ing  March  21,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  98th  street  is  in  a  busi¬ 
ness  use  district;  Rutland  road  is  in  a  business  use  district; 
Sutter  avenue  is  in  a  business  use  district  and  Rockaway 
boulevard  is  in  a  residence  and  business  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent  ot 
buildings,  re  N.B.  application  No.  6465-38,  dated  December 

2,  1938,  reads:  .  ,  , c 

“1.  Gasoline  service  station  and  public  garage  tor 
over  5  cars  not  permitted  in  business  use  zone.  Sec.  4 
("al5)  Sec.  4  (a46)  of  Art.  2  of  Zone  Resolution. 


Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  110  ft.  on  East  98th  street,  a  distance  of 
100  ft.  along  the  north  lot  line  and  120  ft.  along  the  south 
lot  line.  It  is  proposed  to  erect  upon  the  plot  a  one  story 
garage  for  more  than  5  motor  vehicles,  110  ft.  by  75  ft.  in 
area  and,  also,  a  gasoline  service  station,  office  and  lubri- 
torium  across  the  street  front  of  the  plot  and  for  a  depth 

of  25  ft.;  and  ,  ,  ^  ,  ,  . , 

Whereas,  the  board  deemed  that  the  applicant  had  sub- 
stantiated  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  entitled  to  relief. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  21 
to  permit  the  plot  under  appeal  to  be  occupied  as  a  gasoline 
service  station  and  storage  garage,  on  condition  that  the 
building  shall  be  constructed  substantially  as  indicated  on 
plans  filed  with  this  appeal ;  that  the  building  shall  not  be 
further  extended  in  height  or  area ;  that  no  pumps  shall  be 
erected  nearer  than  10  ft.  to  the  building  line  of  East  98th 
street ;  that  curb  cuts  shall  not  exceed  two,  not  over  30  ft. 
in  width  each;  that  there  shall  be  no  openings  on  the 
interior  lot  lines;  that  any  skylights  erected  shall  be  not 
nearer  than  15  ft.  to  the  interior  lot  lines;  that  no  cellar 
shall  be  constructed  under  the  building  except,  as  indicated 
for  boiler  room,  provided  such  boiler  room  is  separated 
from  the  balance  of  the  building  by  fireproof  construction 
and  enterable  only  from  the  exterior  of  the  building;  that 
signs  shall  be  restricted  to  permanent  signs  attached  to  the 
front  of  the  building  and  illuminated  globes  of  the  pumps, 
excluding  all  roof  signs  and  temporary  signs  and  signs  ex¬ 
tending  beyond  the  building  line;  that  no  motor  vehicle 
repairing  shall  be  carried  on ;  that  no  portable  gasoline  tanks 
shall  be  used  on  the  premises  or  adjacent  sidewalk;  that 
before  filing  plans  with  the  borough  superintendent,  plans 
shall  be  filed  with  the  board  and  approved  by  the  chairman 
in  behalf  of  the  board;  that  such  plans  shall  be  filed  within 
two  (2)  months  from  the  date  of  this  action;  that  after 
such  approval,  all  permits  shall  be  obtained  and  all  work 
completed  within  one  year  from  the  date  of  this  action. 


1171-38-BZ. 

APPLICANT— Samuel  Falk,  for  Hilda  Lerner,  owrie*. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 


PREMISES  AFFECTED— 150-01  to  150-09  Horace  Hard¬ 
ing  boulevard  and  60-09  to  60-15  150th  street,  north¬ 
east  corner  (Block  No.  6436,  Lot  No.  41),  blushing 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Samuel  Falk. 

For  Opposition:  Emma  Wolf,  Josephine  Pilt,  John 
Dahler  and  Paul  Bauer. 

ACTION  OF  BOARB<— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . . ;  ■  . .  ' 

Negative:  Chairman  Murdock,  Commissioners 
1  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  1 

Absent  .  ^ 

THE  RESOLUTION— 

(1171-38-BZ) 

Whereas,  Samuel  Falk,  for  Hilda  Lerner,  owner,  filec 
December  16,  1938,  a.n  application  under  the  building  zoru 
resolution,  to  permit  in  a  business  use  district,  for  a  tempo 
rary  period  of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  prem 
ises :  150-01  to  150-09  Horace  Harding  boulevard  and  60-0' 
to  60-15  150th  street,  northeast  corner  (Block  No.  6436,  Lo 
No.  41),  Flushing,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet 
ing,  March  21,  1939,  after  due  notice  by  publication  in  tb 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build 
ing  zone  resolution  show  that  Horace  Harding  boulevan 
is  in  a  business  use  district ;  60  th  avenue  is  in  a  residenc 
use  district  and  150th  street  is  in  a  residence  and  busines 
use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  o 
buildings,  re  application  No.  9290,  dated  December  15,  193t| 

reads:  »  .  , 

“Your  application  for  certificate  of  occupancy  to 
parking  and  storage  of  more  than  five  motor  vehicle 
at  the  above  premises  is  hereby  denied,  as  same  is i  cor 
trary  to  Article  2,  Section  4,  subdiv.  15  of  the  Buildin 
Zone  Resolution.” 

Whereas,  the  premises  consist  of  a  plot  of  ground  hai 
ing  a  frontage  of  183  ft.  on  Horace  Harding  boulevar 
and  100  ft.  on  150th  street.  It  is  proposed  to  use  the  sit 
for  a  temporary  period  of  not  more  than  two  (2)  year 
for  the  parking  and  storage  of  more  than  five  (5)  mote 
vehicles;  and 

Whereas,  these  premises  and  the  surrounding  area  wei, 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  applicant  at  the  hearing  amended  his  a; 
plication  to  include  section  7,  subdivision  F ;  and 

Whereas,  the  board  deemed  that  this  was  not  a  case 
which  the  board  should  exercise  its  discretion  under  sectioi 
7-F  and  7-H  of  the  building  zone  resolution,  in  view  ot  tt 
fact  that  there  appears  to  be  no  community  need  for 
parking  lot  on  these  premises  and  that  the  property  may 
developed  for  conforming  use.  .  .  , 

Resolved,  that  the  decision  of  the  borough  superintenae, 
re  application  No.  9290,  be  and  it  hereby  is  affirmed  at 
that  the  application  be  and  it  hereby  is  denied  witno 
prejudice  to  reopening  and  rehearing  within  a  year  but  n 
sooner  than  three  (3)  months  from  the  date  of  this  actio 


44-39-BZ. 

APPLICANT— John  F.  Meehan,  for  Sinclair  Refinu 
Company,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  supt 
intendent  of  buildings)  under  sections  7-c  and 
of  the  building  zone  resolution,  to  permit  in  a  bu 
ness  use  district,  the  erection  and  maintenance 
a  gasoline  service  station. 

PREMISES  AFFECTED— 108-15  Northern  boulevai 
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northwest  corner  of  110th  street  (Block  No.  1703, 
Lot  No.  44),  Corona,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  F.  Meehan,  Bernard  F.  Pat¬ 
ten,  2nd,  Anthony  Valente  and  James  Cole. 
For  Opposition :  John  W.  Dolan. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative .  f) 

Absent . o 

THE  RESOLUTION— 

(44-39-BZ) 

Whereas,  John  F.  Meehan,  for  Sinclair  Refining  Com- 
'.any,  owner,  filed  January  13,  1939,  an  application  under 
lie  building  zone  resolution,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
Station;  premises:  108-15  Northern  boulevard  northwest 
rorner  of  110th  street  (Block  No.  1703,  Lot  No  44) 
_orona,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
py  Oe  B°ard  of  Standards  and  Appeals,  at  its  regular 
nee  ting,  March  21,  1939,  after  due  notice  by  publication  in 
lb!:  Bld .  In  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
ng  zone  resolution  show  that  Northern  boulevard  is  in  a 
jusmess  use  district;  110th  street  is  in  a  business  and  resi¬ 
lence  use  district ;  109th  street  is  in  a  residence  and  business 
se  district  and  108th  street  is  in  a  business  use  district;  and 
i  Whereas,  the  decision  of  the  borough  superintendent  of 
mldings  dated  January  10,  1939,  re  N.B.  Applic.  No  7597- 
8,  reads : 

i  Br°P0Slti°n  to  erect  a  gasoline  service  station, 
lubritorium  and  wash  stall  in  a  business  zone,  is  con¬ 
trary  to  Article  II,  Section  4a  (46)  of  the  Building 
Zone  Resolution, 
nd 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
frontage  of  90  ft.  on  Northern  boulevard  and  100  ft.  on 
Kith  street.  Part  of  the  plot  is  used  as  a  gasoline  service 
ation;  it  is  proposed  to  demolish  the  two  (2)  buildings 
°ll  re  ?lte’  t0  erect  thereon  a  one-story  building  40 
'  ^  ,  in  area,  to  be  used  as  office,  lubritorium  and 

ito  laundry  and,  also,  to  use  the  entire  site  as  a  gasoline 
rvice  station ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
spected  by  a  committee  of  the  board  prior  to  the  hearing; 

Whereas,  the  board  deemed  that  the  provisions  of  sec- 
l1?  ['  ^division  C  of  the  building  zone  resolution,  under 
inch  this  application  was  made,  empowered  the  board  to 
■erase  its  discretmn  and  deemed  that  the  applicant  had 
instantiated  a  basis  of  appeal  under  section  21  of  the 
Ming  zone  resolution  and  was,  therefore,  entitled  to 
rdship  thC  grounds  of  Practlcal  difficulty  and  unnecessary 

ZZ0hei  that  tbe  Board  of  Standards  and  Appeals  does 
iy»]L%ake  r  ZairU1W-lln  the  aPPhcation  of  the  use  district 
inlicahAn  ff  bfU1!din?  z?ne  resolution,  and  that  the 
r  Bon  be  and  it  hereby  is  granted  under  sections  7c 

t:  the,  extension  in  area,  as  proposed,  and 

tn  ,Iict'(jn  and  rearrangement  of  the  gasoline  sta- 
3  "eal  1  a\indlLcated  on  plans  filed  with  this 

r  :  tbe  plot  shal1  be  levelled  substan- 

;  °f  Nor]hern  boulevard  and  110th  street; 

;'m  al  L  1  be  er,f ted  on  the  interior  lot  lines,  a  suU 
.  ?ury  Wa  and  fence  not  ,ess  than  6  ft.  in 
cen’Jr^Vfif  aTfsory  buddinfr  sball  be  located  toward 
i  COVPrP^fH  He  P  0t’  aS  that  the  entire  Plot>  where 

;  t  II  ,by  accessory  building,  shall  be  cement  paved  ; 

'the  Jg&F  PurmP.s  shall  be  erected  nearer  than  15  ft. 
i  ^lmC  °f  eith.er.  street;  that  the  entrances  shall 

<  Northern  iS^n0W/X1S]ing-  namely>  two  25  ft.  in  width 
northern  boulevard  and  one  not  over  30  ft.  in  width  to 
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110th  street;  that  there  shall  be  erected  a  masonry  wall 
and  fence  on  110th  street,  for  a  distance  of  not  less  than  50 
tt.  southerly  from  the  northerly  interior  lot  line;  that  the 
accessory  building  shall  be  constructed  of  fireproof  mate¬ 
rials,  except  that  the  roof  beams  and  roof  boarding,  door 
frames  and  doors,  window  frames  and  sash  may  be  of 
wood,  piovided  all  ceilings  throughout  are  fire-retarded  in 
accordance  with  the  rules  of  the  board;  that  the  heater 
room  shall  be  separated  from  the  balance  of  the  building 
r  ,ePro?f  materials  and  enterable  only  from  the  exterior 
of  the  building;  that  any  greasing  rack  installed  shall  be 
ot  the  hydraulic  type  without  open  pits;  that  signs  shall  be 
restricted  to  permanent  signs  attached  to  the  facade  of  the 
accessory  building,  excluding  all  roof  signs  and  temporary 
signs,  but  permitting  the  erection,  within  the  building  lines 
near  the  intersection  of  Northern  boulevard  and  110th 
stieet,  of  a  post  standard  for  supporting  a  sign  advertising 
only  the  brand  of  gasoline  sold  and  permitting  such  sign 
to  be  illuminated  and  to  extend  beyond  the  building  line  for 
a  distance  of  not  more  than  4  ft. ;  that  no  automobile  repair¬ 
ing  shall  be  carried  on  and  no  parking  of  cars,  other  than 
those  being  serviced ;  that  complete  working  drawings  shall 
be  submitted  and  approved  by  the  chairman  in  behalf  of 
the  board,  before  same  are  filed  with  the  borough  superin¬ 
tendent;  that  such  plans  shall  be  filed  within  one  (1)  month 
fjom  the  date  of  this  action  and  after  approval,  permits 
shall  be  obtained  and  all  work  completed  within  six  (6) 
months  thereafter. 


150-39-BZ. 

APPLICANT— James  Whitford,  for  Rubsarn  and  Horr- 
mann  Brewing  Company,  owner. 

SUBJECT— Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  7a  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district,  the  extension  in  height  of  an  existing 
building  which  is  part  of  an  existing  brewery. 
PREMISES  AFFECTED — 191  Canal  street,  southeast  cor¬ 
ner  of  Boyd  street  and  Cedar  street  (Block  No. 
527,  Lot  No.  49),  Stapleton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  James  Whitford  and  James  Whit¬ 
ford,  Jr. 

For  Opposition:  None. 

For  Administration :  A.  B.  Comins,  Dept,  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
i  tit,  VUl  t — 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . q 

Absent  . 0 

THE  RESOLUTION— 

(150-39-BZ) 

Whereas,  James  Whitford,  for  Rubsarn  and  Horrmann 
Brewing  Company,  owner,  filed  February  6,  1939,  an  appli¬ 
cation  under  the  building  zone  resolution,  to  permit  in  a 
use.  district,  the  extension  in  height  of  an  existing 

im  r^ng  iWb*cb  *s  paid  an  listing  brewery;  premises: 
191  Canal  street,  southeast  corner  of  Boyd  street,  and  Cedar 
street  (Block  No.  527,  Lot  No.  49),  Stapleton,  Borough  of 
Richmond ;  and 

W_hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  March  21,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Canal  street  is  in  a  business 
use  district;  Boyd  street  is  in  a  business  and  residence 
use  district  and  Cedar  street  is  in  a  business  and  residence 
use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  Alteration  No.  12-1939,  dated  January  30  1939 
reads:  ’  ’ 
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“Your  application,  Alteration  No.  12-1939  filed  on 
January  23,  1939  for  an  addition  to  a  brewery  in  a 
business  use  district  at  premises  191  Canal  street, 
Borough  of  Richmond,  which  addition  is  to  be  used  for 
a  part  of  the  process  of  brewing  beer,  is  hereby  denied, 
it  being  contrary  to  the  Zoning  Resolution,  Sec.  4  (a) 
(6).” 

and 

Whereas,  the  building  is  of  fireproof  construction  4 
stories  in  height,  with  a  frontage  of  73  ft.  3)4  in.  and  a 
depth  of  62  ft.  8  in. ;  it  is  proposed  to  increase  the  height 
two  additional  stories,  the  entire  building  to  be  used  in 
conjunction  with  other  buildings  now  on  site,  as  an  acces¬ 
sory  building  to  an  existing  brewery ;  and 

Whereas,  the  board  deemed  that  under  the  provisions 


of  section  7,  subdivision  A  of  the  building  zone  resolution, 
under  which  this  application  was  made,  the  board  should 
exercise  its  discretion  and  grant  this  application. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted,  under  section  7a,  to 
permit  the  extension  of  the  building,  as  proposed,  on  con¬ 
dition  that  in  all  other  respects  the  building  comply  with 
all  laws,  rules  and  regulations  applicable  thereto,  and  that 
all  permits  shall  be  obtained  and  work  completed  within 
one  (1)  year  from  the  date  of  this  action. 


Adjourned,  12:15  P.M. 

Edward  V.  Barton,  Chief  Clerk. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  21,  1939 
Present:  Chairman  Murdock,  Commissioners  Savage  and 

Blum  and  Assistant  Chief  Walsh. 

BUILB'ING  ZONE  CASES 

787-19-BZ. 

APPLICANT — J.  Di  Stasio  and  Co.,  for  General  Outdoor 
Advertising  Company,  Inc.,  for  Polytechnic  In¬ 
stitute  of  Brooklyn,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  as  to  roof  sign — (re  decision  of  the 
acting  borough  superintendent  of  buildings) — re 
Application,  previously  granted  on  condition,  under 
section  7g  of  the  building  zone  resolution,  permit¬ 
ting  in  a  business  use  district,  the  erection  of  a 
garage  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 343-361  Fourth  avenue,  east 
side,  from  Fourth  street  to  Fifth  street  (Block  No. 


984,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  William  Hurd. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  . 0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 


968-24-BZ. 

APPLICANT — Sylvester  Kerrigan,  for  Barry  and  Co., 
Chemists,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  as  to  signs  (re  decisions  of  the  acting 
borough  superintendent  of  buildings)  re  Applica¬ 
tion,  previously  granted  on  condition,  under  section 
21  of  the  building  zone  resolution,  permitting  in  a 
residence  use  district  the  erection  and  maintenance 
of  buildings  to  be  used  for  store  purposes  on  first 
story  and  for  dwelling  use  above. 

PREMISES  AFFECTED  —  1922  -  1932  Kings  Highway 
(Block  No.  6782,  Lot  Nos.  19  to  23,  inclusive), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sylvester  Kerrigan. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Absent  .  0 


93-33-BZ. 

APPLICANT— John  J.  Beatty,  for  T.  H.  Fraser  Mortgage 
Corporation,  owner. 

SUBJECT— Application  for  re-consideration — approval  of 
plans — (re  decision  of  the  commissioner  of  build¬ 
ings)  under  section  7c  of  the  building  zone  resolu¬ 
tion,  permitting  partly  in  an  unrestricted  use  district' 
and  partly  in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 246-250  Atlantic  avenue,  south¬ 
west  corner  of  Boerum  place  (Block  No.  278,  Lot 
Nos.  38,  39  and  40),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Beatty. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn,  ap¬ 
plicant  to  file  new  plans. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  L 

N  egative  .  ( 

Absent  .  \ 


685-38-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Gulf  Oil  Cor 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  an( 
amendment — re  Application  (decision  of  the  bor 
ough  superintendent  of  buildings)  under  section:; 
7c  and  21  of  the  building  zone  resolution,  permit 
ting  partly  in  a  business  use  district  and  partly  ii 
a  residence  use  district,  the  reconstruction  and  ex 
tension  of  an  existing  gasoline  service  station. 

PREMISES  AFFECTED— 112-02  to  112-12  Northen 
boulevard,  southeast  corner  of  112th  street  (Blocl 
No.  1727,  Lot  Nos.  1  and  5),  Corona,  Borough  o 
Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened  and  resolu 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU, 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  ‘ 

Negative  . 

Absent  .  1 
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THE  RESOLUTION— 

(68S-38-BZ) 

Whereas,  Lama  and  Proskauer,  for  Gulf  Oil  Corpora- 
ion,  owner,  filed  August  3,  1938,  an  application  under  the 
uilding  zone  resolution,  to  permit  partly  in  a  business  use 
istrict  and  partly  in  a  residence  use  district,  the  recon- 
truction  and  extension  of  an  existing  gasoline  service  sta- 
ion;  premises:  112-02  to  112-12  Northern  boulevard  south- 
ast  corner  of  112th  street  (Block  No.  1727,  Lot  Nos.  1  and 
),  Corona,  Borough  of  Queens;  and 

Whereas,  this  application  was  granted  by  the  board 
)ctober  18,  1938,  on  certain  conditions  and  applicant  re- 
nested  an  amendment  of  the  resolution. 

Resolved,  that  the  resolution  adopted  bv  the  board  on 
)ctober  18,  1938,  be  and  it  hereby  is  amended,  only  so  far 
;  it  has  reference  to  the  requirement  for  the  design  of  the 
amp,  so  that  as  amended,  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted 
under  sections  7-C  and  21,  to  permit  the  premises  under 
appeal  to  be  extended  for  the  use  and  occupancy  of  an 
existing  gasoline  service  station  and  to  permit  the 
reconstruction  of  the  accessory  building  substantiallv  as 
indicated  on  plans  filed,  with  this  appeal,  on  condition 
that  the  accessory  building  shall  be  constructed  of  fire- 
l  Pr°of  materials,  except  that  the  window  frames  and 
sash,  door  frames  and  doors,  roof  beams  and  boarding 
may  be  of  wood,  provided  the  ceilings  throughout  are 
hre-retarded  in  accordance  with  the  Rules  of  the  Board 
1  °f  standards  and  Appeals;  that  the  roofs  shall  be  sur¬ 
faced  with  non-flammable  material ;  that  the  heater  com- 
partment  shall  be  separated  from  the  balance  of  the 
building  with  fireproof  construction  and  enterable  only 
from  the  exterior ;  that  the  greasing  equipment  shall  be 
of  the  hydraulic-lift  type;  that  the  entire  plot  shall  be 
1  evened  substantially  to  the  grade  of  Northern  boulevard 
and  shall  be  paved  throughout  with  concrete  paving, 
except  where  occupied  by  accessory  building,  pumps  and 
planting;  that  there  shall  be  erected  along  the  interior 
lot  line  to  the  east  continuously  from  Northern  boule- 
vard  to  the  rear  lot  line,,  a  masonry  wall  not  less  than 
b  tt.  in  height  agreeing  in  design  with  the  materials  of 
the  accessory  building;  that  this  wall,  however,  mav  be 
not  over  4  ft.  in  height  for  a  distance  of  15  ft.  southerly 
from  the  street  line  of  Northern  boulevard ;  that  along 
the  southerly  lot  line  there  shall  be  constructed  a  sub¬ 
stantial  wall  or  fence  not  less  than  6  ft.  in  height,  unless 
the  plot  is  graded  for  its  full  depth  to  the  grade  of 
northern  boulevard,  in  which  case  a  similar  wall  shall 
'  cLH0nnStrUCt^d  as  hereinbefore  required;  that  planting 
.hall,  be  maintained  along  the  easterly  and  southerly 

°t_  KM,a.nd  t^ie11spa1ce  to  the  south  and  east  of  acces¬ 
sory  building  shall  also  be  planted,  except  for  necessary 
driveways,  to  permit  exit  from  the  servicing  section; 
that  where  such  planting  is  maintained,  a  protecting 
ise^c^u  mstalIed:  that  the  entrances  to  the  prem- 
■  ’  vlSVrnie  .restr!cted  to  two  (2)  from  112th  street,  not 

v  K  V  MmtrdthLea,ch’  and  t0  two  (2>  of  similar 
mS-  to^orthern  boulevard;  that  the  sidewalks  sur- 

;  and  curb-  he  £r?,prty.’  sha”be  constructed  of  concrete 
Kn  *1?  sha  1  be  stalled;  that  within  the  building 
at  tbe  intersection  of  Northern  boulevard  and  112th 
meet,  there  shall  be  constructed  a  triangle  block  of 

forCared-’fn0t  leSS  than  12  incbes  in  be,^bt  and  extending 
!  £  1? T,C  n0t  °vei;  5„ft  alon&  either  street  building 
anv’b  -ii-a  ,?UmpS  sba11  not  be  nearer  than  15  ft.  to 
cA.  dmg  me-:  *iat  aU  pumps  shal1  be  of  a  design 
9  low  ”  rfm~d  Han’  marked  ‘Reived  February 
tkfrJnttu  tbe  Rapidayton  pumping  equipment  used 
](]?? Ta appr°ved  by  Me  board  under  Cal.  No 

monv  JiV\i?nda  th*  Col°/  ,of  the  pumps  to  be  in  har- 
de?T  °f  the  building;  that  the  prem- 

P Snfii  .  A  wld  f°rLn,”  ,otber  use  except  as  herein 
P  tted,  that  there  shall  be  no  parking  or  storage  of 
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automobiles  except  those  being  serviced ;  that  signs  shall 
be  restricted  to  permanent  signs  attached  to  accessory 
building  and  to  the  illuminated  globes  of  the  pumps 
excluding  all  roof  signs,  except  that  the  tower  may  be 
illuminated,. but. which  shall  not  be  for  other  occupancy 
and  permitting  the  erection  of  a  post  standard  near  the 
budding  line  near  the  intersection  of  112th  street  for 
supporting  two  signs,  which  may  be  illuminated,  adver¬ 
tising  only  the  brand  of  gasoline  on  sale,  provided  such 
signs  do  not  extend  beyond  the  building  line  for  a 
distance  of  more  than  four  feet;  that  no  portion  of  any 
curb  cut  shall  be  nearer  any  interior  lot  line  as  extended 
than  3  ft.;  that  no  portable  gasoline  tanks  shall  be 
used  on  or  from  the  premises ;  that  any  lights  for  gen¬ 
eral  illumination  shall  be  equipped  with  metallic  re¬ 
flectors  and  so.  arranged  as  to  reflect  towards  the 
center  of  premises  and  away  from  adjoining’  occu- 
pancies  and  that  all  permits  shall  be  obtained  and  all 
work  shall  be  completed  within  one  year  from  De¬ 
cember  7,  1938.” 

694-38-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Gulf  Oil  Cor¬ 
poration,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment  re  Application  (decision  of  the  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  extension  of  an  existing  gaso¬ 
line  service  station. 

PREMISES  AFFECTED — 85-06  Queens  boulevard  and 
Grand  avenue,  southwest  corner  (Block  No 

APPEARANCES—0'  16)’  Elmburst’  Borough  of  Queens. 

.  __T_  Applicant:  Alfred  A.  Lama. 

ACTION.  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

thevote  to  reopen  and  AMEND  RESOLU- 

Affirmative :  Chairman  Murdock,  Commission- 
ers  Samige  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . ..." .  n 

Absent  .  .  « 

THE  RESOLUTION— 

(694-38-BZ) 

Whereas,  Lama  and  Proskauer,  for  Gulf  Oil  Corpora¬ 
tion  owner,  filed  August  4,  1938,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  extension  of  an  existing  gasoline  service  station ; 
Premises :  85-06  Queens  boulevard  and  86-71  Grand  avenue 
southwest  corner  (Block  No.  2477,  Lot  No.  16),  Elmhurst! 
Borough  of  Queens;  and 

app,ic?tion  was  granted  by  the  board  Oc- 
18,  1938,  on  certain  conditions  and  applicant  requested 
an  amendment  of  the  resolution. 

RefoM,  that  the  resolution  adopted  by  the  board  on 
October  18  1938,  be  and  it  hereby  is  amended,  only  so  far 
as  it  has  reference  to  the  reouirements  for  the  design  of  the 
pump,  so  that  as  amended,  the  resolution  shall  read : 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  21,  to  permit  the  reconstruction  and  re¬ 
arrangement  of  the  existing  gasoline  station  substan- 
tifilly  as  indicated  on  plans  filed  with  this  appeal,  on 
condition  that  the  plot  and  building  shall  not  be  further 
extended;  that  there  shall  be  erected  in  line  with  the 
rear  wall  of  accessory,  building  of  the  lot  line,  a  sub¬ 
stantial  wall  to  the  building  lines  of  Grand  avenue  and 
Queens  boulevard ;  that  such  wall  shall  be  not  less  than 
6  ft.  in  height  and  in  harmony  with  existing  accessory 
building ,  that  planting,  as  indicated,  shall  be  maintained 
at  all  times;  that  the  entire  plot,  when  not  occupied  by 
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accessory  buildings,  walls  and  pumps,  shall  be  paved 
with  concrete ;  that  the  curb  cuts  to  premises  shall  not 
exceed  those  shown,  namely,  two  (2)_,  30  ft.  in  width 
each,  to  Grand  avenue,  and  two  (2)  not  over  35  it.  m 
width  each  to  Queens  boulevard;  that  there  shall  be 
erected  along  the  building  line,  at  the  intersection  o 
Queens  boulevard  and  Grand  avenue,  a  triangle  block  ot 
concrete,  not  less  than  one  foot  in  height,  and  extending 
5  ft.  along  each  street  line;  that  no  pumps  shall  be 
erected  nearer  than  12  ft.  to  any  building  line;  that  all 
pumps  shall  be  of  a  design  as  shown  on  revised  plan, 
marked  ‘received  February  9,  1939’  and  the  Rapidayton 
pumping  equipment  used  therewith,  as  approved  by  the 
board  under  Cal  No.  1022-38-W4,  and  the  color  of  the 
pumps  to  be  in  harmony  with  the  design  of  the  building , 
that  the  accessory  building  shall  be  constructed  of  fire¬ 
proof  materials,  not  exceeding  one  story  in  height,  with 
tower,  said  tower  portion  not  to  be  used  for  any  occu¬ 
pancy,  except  that  the  window  frames  and  sash,  door 
frames  and  doors,  roof  beams  and  boarding  may  be  of 
wood,  provided  the  ceilings  throughout  are  fire-retarded 
in  accordance  with  the  rules  of  the  Board  of  Stand  iri  s 
and  Appeals,  and  the  roof  surfaced  with  non-flammable 
material;  that  the  room  for  heating  shall  be  separated 
from  the  balance  of  the  building  with  fireproof  material 
and  enterable  only  from  the  exterior ;  that  the  window 
shown  on  rear  lot  line,  shall  be  of  fireproof  fixed  sash, 
glazed  with  wire  glass  and  shall  remain  unopenable  at 
all  times ;  that  the  greasing  equipment  shall  be  of  the 
hydraulic  lift  type;  that  there  shall  be  no  parking  or 
storage  of  cars  on  the  premises  other  than  those  being 
serviced;  that  the  pumps  shall  be  of  the  parkway  design ; 
that  no  portable  gasoline  pumps  shall  be  .  used  on  or 
from  the  premises;  that  signs,  shall  be  limited  to. fixed 
signs  attached  to  accessory  buildings  and  to  illuminated 
globes  of  the  pumps,  excluding  all  roof  signs  and  tem¬ 
porary  signs,  except  there  may  be  erected  on  the  budd¬ 
ing  line  at  the  intersection  of  Queens  boulevard  and 
Grand  avenue,  a  standard  for  supporting  a  sign  which 
may  be  illuminated,  advertising  only  the  brand  of  gaso¬ 
line  on  sale,  permitting  the  erection  of  two  such  signs 
on  such  standard,  provided  no  sign  extends  beyond  the 
building  line  for  a  distance  of  more  than  4  ft. ;  that 
any  existing  curb  cut  not  included  in  curb  cuts  herein 
permitted,  shall  be  restored;  that  any  lights  for  illu¬ 
mination  shall  be  so  arranged  as  to  reflect  inwardly 
towards  the  centre  of  premises ;  and  that  all  permits 
shall  be  obtained  and  all  work  shall  „  be  completed 
within  one  year  from  October  18,  1938.” 


708-38-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Patrick  Carroll, 
owner.  .  , 

SUBJECT— Application  for  consideration— reopening  and 
amendment — re  Application  (decision  of  the  bor¬ 
ough  superintendent  of  buildings)  under  sections 
7c  and  21  of  the  building  zone,  resolution,  per¬ 
mitting  partly  in  a  business  use  district  and  partly 
in  an  unrestricted  use  district,  the  extension  of  a 
gasoline  service  station. 

PREMISES  AFFECTED— 92-28  Horace  Harding  boule¬ 
vard,  southeast  corner  of  Queens  boulevard  (Block 
No.  2075,  Lot  Nos.  5  and  6),  Elmhurst,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  ,  „ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  £ 

THE  RESOLUTION— 


(708-38-BZ) 

Whereas,  Lama  and  Proskauer,  for  Patrick  Carroll 
owner,  filed  August  9,  1938,  an  application  under  the  build 
ing  zone  resolution,  to  permit  partly  in  a  business,  use  am 
partly  in  an  unrestricted  use  district,  the  extension  of  ; 
gasoline  service  station;  premises:  92-28  Horace  Hardin; 
boulevard,  southeast  corner  of  Queens  boulevard  (Blocl 
No.  2075,  Lot  Nos.  5  and  6),  Elmhurst,  Borough  of  Queens 

Whereas,  this  application  was  granted  by  the  Board  No 
vember  15,  1938,  on  certain  conditions,  resolution  amende 
December  20,  1938,  and  applicant  requested  a  further  amend 
ment  of  the  resolution. 

Resolved,  that  the  resolution  adopted  by  the  board  o 
November  15,  1938,  as  amended  December  2.0,  1938,  be  an 
it  hereby  is  further  amended  only  so  far  as  it  has  referenc 
to  the  design  of  pumps  so  that  as  amended,  it  shall  read 
“Resolved,  that  the  Board  of.  Standards,  and  Appeal 
does  hereby  make  a  variation  in  the  application  of  th 
use  district  regulations  of  the  building  zone  resolutioi 
and  that  the  application  be  and  it  hereby  is  grantci 
under  Section  7-C,  to  permit,  the  premises  under  ai 
peal  within  the  business  use  district  to  be  used  in  cot 
junction  with  the  portion  of  the  premises  ,  in  the  ui 
restricted  district  as  a  gasoline  service  station  on  coi 
dition  that  the  plot  shall  be  levelled  substantially  1 
the  grades  of  surrounding  streets ;  that  the  arrang* 
ment  of  the  accessory  building  and  pumps  shall  be  sul 
stantially  as  indicated  on  revised  plans  filed  at  tl 
hearing,  except  that  no  pumps  shall  be  erected  nean 
than  15  ft.  to  the  street  line  of  either  street ;  that  cor 
plete  working  drawings  shall  be  submitted  to  tl 
board  for  approval  and  for  the  imposition  of  any  add. 
tional  conditions  considered  necessary,  before  filing  wi. 
the  Borough  Superintendent  of  Buildings  and  that  sui 
plans  shall  be  filed  within  one  month  from  the  date  < 
this  action. 

“Resolved  further,  that  the  plans  submitted,  mark 
“received  December  12,  1938”  are  hereby  approved 
complying  with  the  requirements  of  the  resolution,  < 
condition  that  the  requirements  shall  be  maintained 
indicated  on  such  plans ;  that  the  entire  plot  shall 
graded  substantially  to  the  grade  of  the  surroundr 
streets:  that  no  gasoline  pumps  or  any  part  of  t! 
foundation  for  pumps  shall  be  nearer  than  21  ft.  to  t 
building  line  of  Horace  Harding  boulevard;  nor  neat 
than  18  ft.  to  the  building  line  of  Queens  boulevar 
that  the  accessory  buildings  shall  not  be  extend 
beyond  those  shown ;  that  the  planting  areas,  with  pi 
tecting  curbs  shall  be  maintained  of  the  sizes  as 
dicated,  as  determined  by  measurements  and  by  sea 
that  the  rear  portion  of  the  premises  may  be.  pav 
with  clean  gravel  for  a  temporary  period,  until  stj 
time  as  the  owner  determines  the  use  desired  the 
for,  which  shall  be  subject  to  further  considerat 
of  the  board;  that  all  pumps  shall  be  of  a  design 
shown  on  revised  plan  marked  ‘received  February . 
1939’  and  the  Rapidayton  pumping  eauipment  usedfhc‘ 
with  as  approved  by  the  board  under  Cal.  No.  1022- 
SA  and  the  color  of  the  pumps  to  be  in  harmony  n 
the  design  of  the  buiidinq ;  that  the  construction  of. 
building  shall  complv  with  all  laws,  rules  and  regulatu 
applicable  thereto;  that  signs  shall  be  limited  to  si 
signs  as  are  indicated  on  the  plans,  excluding  all  t( 
porary  signs  and.  any  additional  signs^other  than  t 
shown,  but  permitting  the  erection  within  the  bull 
line  of  post  standards  at  a  point  indicated,  for  support 
signs  which  may  be  illuminated,  advertising  solely 
brand  of  gasoline  on  sale  and  permitting,  such  signs 
extend  beyond  the  building  line  for  a  distance  o 
more  than  4  ft.;  that  the  plot,  where  not  occupied 
accessory  buildings  and  planting,  shall  be  concrete  . 
asphalt  paved  where  so  indicated ;  that  no  repairing 
he  done  on  the  premises ;  that  there  shall  be  no  park 
of  cars  other  than  those  being  serviced:  that  all  pen 
shall  be  obtained  and  all  work  completed  within 
year  from  November  15,  1938.” 
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PPEALS  FROM  ADMINISTRATIVE  DECISIONS 

5-39- A. 

PPLICANT— John  Arthur  Rofrano,  for  John  A  Alex¬ 
ander,  lessee. 

UBJECT  Appeal  fiom  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

REMISES  AbbEClED  402-414  East  105th  street,  south 
side  100  ft.  east  of  First  avenue  and  403-415  East 
KMth  street  (Block  No.  1698,  Lot  No.  5),  Borough 
of  Manhattan. 

PPEARANCES — 

For  Applicant:  None. 

CTION  OF  BOARD — Laid  over  to  April  11,  1939  at  2 
P.M.,  on  written  request  of  applicant. 


4-39-A. 

PPLICANT— Rebecca  Kross,  tenant  lessee,  A  Haskel 
owner.  ’ 

r  EJECT  Appeal  from  an  order  and  a  decision  of  the 
Deputy  Commissioner,  Division  of  Housing  De¬ 
partment  of  Housing  and  Buildings. 

REMISES  AbbEClED  1510  Jessup  avenue,  east  side, 

t  ;xin0^o^°fT)Vest  172nd  street  (Block  No.  2872, 
DDT, .  Lot  No  287)  ^ ,  Borough  of  The  Bronx. 

3PEARAN  CES — 

For  Applicant:  None. 

TI°N  SF  E°ARD— Laid  over  to  April  25,  1939  at  2 
P.M.,  for  decision  by  the  Board.  No  further  ar¬ 
gument. 


!  -39-A. 

!'PLICANT  William  H.  Wright,  for  Central  Hanover 

•  u? k  f nn-  rrUn  ??•’  Executor  and  Trustee  under 
.  ™  of  Giulia  P.  Morosini,  owner. 

5  •*  .  Appeal  from  a  decision  of  the  borough  super¬ 

intendent  of  buildings. 

EMISES  AFFECTED;  —  Northwest  corner  of  West 
234th  street  and  Riverdale  avenue  (Block  No.  3425 
ot  No.  405),  Borough  of  The  Bronx  (under  Sec- 

Street)  General  °ty  Law :  Re  Bed  of  Mapped 

iPEARANCES — 

Eor  Applicant :  Edgar  J.  Moeller 
For  Administration:  Maurice  Harris,  Dept  of 
Housing  and  Buildings. 

‘ri°  P  8F  ,B0ARD— Laid  over  to  April  4,  1939  at  2 
D  xVi  to  permit  two  publications  in  the  bulletin 
ot  the  Board. 


S39-A. 

LICB^nkT^dViTam,  r •  ^ight’  f°r  CentraI  Hanover 
Lank  and  Trust  Co,  Executor  and  Trustee  under 

t'UPrm  Af  Elulla  B-  Morosini,  owner. 

B  DL,  I-  Appeal  from  a  decision  of  the  borough  super- 
intendent  of  buildings.  g  P 

CMISES  AFFECTED  —  North  side  of  West  254th 
street  239  ft.  west  of  Riverdale  avenue  (Block  No. 
5nLo‘Nor  475)>  Borough  of  The  Bronx  (under 
Street)1  35’  General  Clty  Law :  Re  Bed  of  Mapped 
BEARANCES— 

For  Applicant:  Edgar  J.  Moeller 
bor  Administration:  Maurice  Harris,  Dept,  of 
^  Housing  and  Buildings. 

10  P  MF  B0ARP— Laid  over  to  April  4,  1939,  at  2 
the  Boa°rd  Crmit  tW°  publications  in  the  bulletin  of 


PREMISES  AFFECTED' — 115-44  180th  street  (Caxton 
street),  west  side,  680  ft.  south  of  114th  road  (Rul- 

land  Stllet)  ;  (Block  No‘  1327>  L°t  No.  40),  St. 
Albans,  Borough  of  Queens 
APPEARANCES- 

bor  Apphcant:  William  A.  Kennedy  and  Thomas 
G.  Crane. 

For  Administration :  Joseph  Ferro,  D-ept.  of  Hous- 
ing  and  Buildings. 

THE,1  VOItT  B0ARD~Appeal  Sranted  on  condition. 

Affirmative:  Chairman  Murdock,  Commission- 

,vage  and  Blum  and  Assistant  Chief 
Walsh  .  a 

Negative  . ’  ’  ’  ’  ’  ’ .  n 

Absent  . #  ’  .  q 

THE  RESOLUTION— 

(207-39-A) 

Whereas,  Louis  S.  Weeks,  for  Charles  R.  Hoe  and 
Paul  G.  Gravenhorst,  trustees  of  Peter  S.  Hoe  Trust 
owners,  filed  February  23,  1939,  an  appeal  from  a  decision 
of  the  borough  superintendent  of  buildings,  affecting 
premises  115-44  180th  street  (Caxton  street),  west  side,  680 
ft.  south  of  114th  road  (Rulland  street),  (Block  No.  1327 
Lot  No.  40),  St.  Albans,  Borough  of  Queens;  and 

'Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  A.pplic.  No.  9540-38,  dated  February  17,  1939,  reads: 

.  1  he  use  of  more  than  two  stories  for  living  quarters 

in  a  two- family  frame  residence  building  is  contrary  to 
section  8.7.2.1,  Bldg.  Code.” 
and 

Whereas,  _  the  building  is  three  stories  (approximately 
27  H'C  ln  height,  24  ft.  by  45  ft.  in  area  at  1st  floor,  24  ft 
by  37  ft.  in  area  above,  on  a  plot  40  ft.  by  100  ft.  in  area ; 
of  frame  construction  located  in  a  residence  use,  “F”  area 
district,  erected  in  1929  and  occupied  throughout  as  a  one- 
family  dwelling.  It  is  proposed  to  increase  the  occupancy  to 
two  famihes,  one  family  on  the  1st  floor  and  one  family  on 
the  2nd  and  3rd  floors ;  and 

Whereas,  the  applicant  contends  that  the  1st  floor  is 
iirranged  for  living  rooms  and  kitchen,  with  sleeping  rooms 
and  baths  on  the  2nd  and  3rd  floors ;  that  the  proposed  ar¬ 
rangement  for  one  family  on  the  1st  floor  and  one  family 
on  the  2nd  and  3rd  floors  combined  uses  all  existing  rooms  • 
that  the  exit  from  the  2nd  and  3rd  floors  is  improved,  in 
that  it  is  direct  to  the  street,  instead  of  passing  through ’the 
living  room  on  the  1st  floor  as  at  present  and  that  the 
building  is  stuccoed  on  the  exterior. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  9540-38,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  permitting 
the  occupancy  of  the  building  for  two  families,  one  on  the 
first  and  one  on  the  second  and  attic  floors,  on  condition  that 

i  if  u1C  S  iad  not  be  used  for  co°hing  purposes ;  that  there 
shall  be  an  agreement  signed  by  the  owner  and  filed  with  the 
borough  superintendent,  that  the  building  at  no  time  shall  be 
occupied  by  more  than  two  families ;  that  the  building  shall 
not  be  increased  in  height  or  area  nor  the  lot  diminished  in 
area ,  that  there  shall  be  provided  a  second  means  of  exit 
from  the  3rd  story,  which  may  be'  an  exterior  steel  fire 
escape  or  steel  ladder  from  the  3rd  story  to  a  platform  at  the 
2nd  story  and  thence  by  means  of  a  drop  ladder  or  counter¬ 
balanced  ladder  to  grade. 


'  9-A. 

LI<pR|TrLrlliS  Sv Weeks  Charles  R.  Hoe  and 
.  TVust  ownerrasVenh0rSt’  'rUS,eeS  °f  Petcr  S-  H“ 

'JEte™deP„Tof  bunding^1"0"  °f  the  b°r0Ush 


210-39- A. 

APPLICANT— Knickerbocker  Demolition  Corporation  for 
CTT  N,ew  York  City  Tunnel  Authority,  owner. 
bUDJhCI— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED-North  side  of  Borden  avenue 
intersection  of  Vernon  boulevard,  51st  avenue  and 
11th  street  (Block  No.  39,  Lot  Nos.  1  to  48  in¬ 
clusive),  Long  Island  City,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Inspec.  Meyer,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  .  ~ 

Negative  . V 

Absent:  Assistant  Chief  Walsh .  1 


THE  RESOLUTION— 


(210-39-A) 

Whereas,  Knickerbocker  Demolition  Corporation,  for 
New  York  City  Tunnel  Authority,  owner,  filed  on  February 
24  1939  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  north  side  of  Borden  avenue,  intersection 
of  Vernon  boulevard,  51st  avenue  and  11th  street  (Block 
No.  39,  Lot  Nos.  1  to  48  inclusive),  Long  Island  City, 

Borough  of  Queens;  and  .  .  ,,  70100 

Whereas,  the  order  of  the  fire  commissioner,  No.  78190- 

LC,  dated  February  2,  1939,  reads: 

“1  Discontinue  the  maintenance  of  a  bon  fire  for  the 
burning  of  rubbish  and  debris  resulting  from  the 
demolition  of  buildings  at  Borden  avenue,  Vernon 
boulevard  and  11th  street,  Long  Island  City,  for 
the  reason  that  a  recent  inspection  of  the  premises 
by  a  representative  of  the  F  ire  Department,  indi¬ 
cates  that  a  bon  fire  at  this  location  would  create  a 
fire  hazard.  Flying  sparks  would  endanger  timber 
in  open  cut  of  the  tunnel  and  the  passenger  and 
freight  trains  in  Long  Island  Railroad  yard. 

^Whereas,  the  plot  has  a  frontage  of  450  ft.  on  Borden 
avenue,  125  ft.  on  51st  avenue,  125  ft.  on  Vernon  avenue, 
500  ft.  on  51st  avenue  and  200  ft.  on  11th  street  and  is  in 
an  unrestricted  district;  and 

Whereas,  it  is  proposed  to  burn  the  wood  resulting  from 
the  demolished  buildings  on  the  block;  the  fires  will  be  made 
in  the  cellars  of  the  demolished  buildings  and  are  to  be  fed 
by  men  so  as  to  regulate  the  sizes  of  the  fires ;  extra  care 
will  be  taken  and  men  will  be  stationed  at  the  fires  with 
hoses  and  the  surrounding  ground  will  be  well  watered ; 
there  are  no  adjoining  buildings;  fires  will  be  300  ft.  from 
the  cut  of  the  tunnel;  and 

Whereas,  the  report  of  the  battalion  chief,  dated  March 
17,  1939,  states  that  the  hazard  has  now  been  eliminated  and 
that  the  work  is  practically  completed,  the  four  remaining 
buildings  as  of  this  date  to  be  entirely  demolished  by  March 
24  1939. 

Resolved ,  that  the  appeal  be  and  it  hereby  is  dismissed. 


Sales  Inc.  owner,  filed  March  7,  1939,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings,  affect¬ 
ing  premises  50-01  Rockaway  Beach  boulevard,  southeast 
corner  of  Beach  51st  street  (Block  No.  336  Lot  Nos.  20 
and  28),  Edgemere,  Borough  of  Queens;  and  _ 

Whereas  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  28-39,  dated  March  1,  1939,  reads: 

“Objection  No.  19.  ....  .  . 

It  is  proposed  to  use  this  building  as  a  skating  arena. 

Since  the  structure  is  of  Class  3  construction  and  the 
area  exceeds  5000  sq.  ft.,  same  is  contrary  to  sec.  4.2.1 
(use  classification  3).  N.Y.C.  Building  Code. 

^Whereas,  the  building  is  160  ft.  by  164  ft.  in  area,  one 
story  (18  ft.)  in  height,  of  Class  3  construction  erected  in 
1919  located  in  an  unrestricted  use,  “D”  area  district  and 
occupied  as  a  roller  skating  rink,  3550  persons;  and 

Whereas,  the  applicant  contends  that  the  building  was 
originally  built  for  garage  purposes,  but  has  been  occupied 
as  a  roller  skating  rink  since  1936,  when  it  was  converted 
to  such  use,  under  plans  approved  by  the  building  depart¬ 
ment  ■  that  no  certificate  of  occupancy  was  issued  at  the 
time  of  the  alteration  in  1936;  that  the  work  which  it  is 
now  proposed  to  do,  is  to  remove  24  iron  columns  which 
support  the  present  roof  trusses  and  to  install  heavy  stee 
girders  on  eight  new  H  columns  to  support  these  trusses . 
that  the  purpose  of  the  alteration  is  to  eliminate  iron  col 
umns  so  as  to  create  better  facilities  for  roller  skating. 

Resolved,  that  the  decision  of  the  borough  superintended 
on  Alt.  Applic.  No.  28-39  be  and  it  hereby  is  modified  anc 
that  the  appeal  be  and  it  hereby  is  granted,  permitting  thi 
occupancy  of  the  building  as  a  roller  skating  rink,  on  con. 
dition  that  sufficient  exits  shall  be  installed  meeting  th 
requirements  of  the  building  code  as  to  occupancy;  tha 
the  building  shall  not  be  further  increased  in  height  o< 
area ;  that  there  shall  be  no  excavation  under  the  building 
that  the  boiler  room  shall  be  separated  from  the  balanc 
of  the  building  by  fireproof  construction  and  enterable  onl; 
from  the  exterior  of  the  building ;  that  the  sprinkler  syster 
shall  be  maintained  to  the  satisfaction  of  the  fire  commis¬ 
sioner  ;  that  in  all  other  respects  the  building  and  occr 
pancy  shall  comply  with  the  requirements  of  the  bulletin 
code  for  Class  3  construction ;  and  as  to  the  requirement 
of  the  administrative  code  for  places  of  public  assemb  \ 
waiving  the  requirements  for  subdividing  partitions,  so  Ion. 
as  the  building  is  used  as  proposed  and  no  other  occupanc; 
is  maintained  that  is  considered  hazardous. 


288-39-A. 

APPLICANT— Joseph  H.  Cornell,  for  Edgemere  Garage 
Sales,  Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED' — 50-01  Rockaway  Beach  boule¬ 
vard,  southeast  corner  of  Beach  51st  street  (Block 
No.  336,  Lot  Nos.  20  and  28),  Edgemere,  Borough 
of  Queens. 

APPEARANCES—  , 

For  Applicant :  J.  H.  Cornell  and  S.  Seidman. 
For  Administration:  Joseph  Ferro,  Dept,  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  0 

Absent  .  0 


289-39-A. 

APPLICANT — Edgar  J.  Moeller,  for  Fairchild  Aerial  Su 
veys  Corp.,  lessee. 

SUBJECT — Appeal  from  a  decision  of  the  borough  supe 
intendent  of  buildings.  . 

PREMISES  AFFECTED — 40-36  22nd  street  and  2U 
41st  avenue,  northwest  corner  (Block  No.  41U,  l 
No.  38  and  part  of  Lot  No.  46),  Long  Island  Lit, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Edgar  J.  Moeller. 

For  Administration:  Joseph  Ferro,  Dept,  ot  Hot 
ing  and  Buildings. 

ACTION  OF  BOARD' — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission-  | 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . 

Absent  . . 


THE  RESOLUTION— 


THE  RESOLUTION— 

(288-39-A) 

Whereas,  Joseph  H.  Cornell,  for  Edgemere  Garage 


(289-39-A)  _ 

Whereas,  Edgar  J.  Moeller,  for  Fairchild  Aerial  St 
veys  Corp.,  lessee  filed  March  7,  1939,  an  appeal  fro 
decision  of  the  borough  superintendent  of  buildings,  ane 
ing  premises  40-36  22nd  street  and  21-21  41st  avenue,  non. 
west  corner  (Block  No.  410,  Lot  No.  38  and  part  o 
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No  46),  Long  Island  City,  Borough  of  Queens;  and 
VY  here  as,  the  clecision  of  the  borough  superintendent,  on 
Rp.  Apphc  No.  39,  dated  February  20,  1939,  reads : 

.  A  An  automatic  sprinkler  required  in  a  structure 
in  which  mtro-cellulose  products  are  manufactured 

?inrn  ?r„  ,pt’  under  the  provisions  of  section  C19- 
H0.0,  shall  be  supplied  from  two  of  the  automatic 
sources  specified  in  section  C26-1351.0,  but  such  sources 
shall  consist  of  gravity  tank  and  pressure  tank  supplies 
or  two  gravity  tank  supplies,  when  the  latter  will  pro¬ 
vide  a  minimum  working  pressure  of  at  least  25  pounds 

C26  1375r()  inC^  at  b*gbest  hne  of  sprinklers,  Sec. 

3  Install  an  approved  type  standpipe  as  per  Art  16 
Bldg  Code  and  in  accordance  with  the  rules  of  the 
Board  of  Standards  and  Appeals. 

Standpipe  requirements  previously  waived  by  the 
Board  of  Standards  and  Appeals  under  Cal.  615-25-A 

'  unchanged  tbe  present  use  an<4  occupancy  remain 

nd 

;  Whereas  the  building  is  basement  and  5  stories  (65  ft.) 

rwhSw  fy  7?  ^'-in  area’  of  hiproof  construction, 

rected  in  1913,  located  in  an  unrestricted  use  “B”  area 

istrict,  equipped  with  a  sprinkler  system  and  occupied, 
asement— storage  cardboard  boxes — 3  persons;  1st  floor — 
.orage  of  household  furniture— 2  persons;  2nd  floor— 
rfices  100  persons;  3rd  floor — manufacturing  furniture _ 

tmWnS^4th  floor— ' offices  and  storage  of  household 
ture  37  persons;  5th  floor— vacant.  It  is  proposed  to 
ase  one-half  of  the  5th  floor  to  the  Fairchild  Aerial 
urveys  Corp.  as  office  and  workroom  for  photographic 
□oratories,  to  be  occupied  by  20  persons ;  and 
Whereas,  the  applicant  contends  that  the  building  is  of 
mforced  concrete  construction  (Kahn  system),  is  100% 
(•nnklered,  having  a  source  of  supply  from  a  25,000  gallon 
f™, °Tthe  roof  of  the  adjoining  building;  that  the  supply 
om,  this  tank  is  run  to  the  basement  of  the  buildin°-  in 
•lestion,  where  it  is  connected  to  an  independent  6  inch 
.y  main  connection  provided  with  a  check  valve  at  the 
reet  and  at. the  tank;  that  at  the  present  time,  the  bulk  of 
e  building  is  being  used  for  storage  and  offices,  very  little 
mufacturing ;  that  the  space  which  it  is  proposed  to  lease, 

II  be  used  for  developing,  printing  and  enlarging  of  aerial 
.otographs,  assembling,  drafting  and  mounting  of  photo- 

!-rewithS-  thntPS+band  -detailed  .information  in  connection 
-  th ,  that  there  is  no  projection  room  or  cabinet  on 

at,tHe  filmS  Wil1  be  Stored  in  masonry 
losed  spnnklered  rooms  with  double  self-closing  flee¬ 
ter  a1r°^L  htn’em  5  that  V6ntS  Wdl  be  Provided  to  the 
ter  air  and  the  maximum  amount  of  nitrate  base  film 

('red  is  at  present  3300  lbs.  which  will  be  increased  as 
teZTS;Ihat  the  USe  of  such  nitrate  base  films 

:  ed  IS  2mUed  S°°n  aS  acetate  base  films  are  per- 
'  •  ’  mat  the  maximum  amount  of  films  in  use  on  the 

'  that ih? fit  °f  the  ,vauits  at  any  °ne  time  will  be  30 
■  ,  mat  the  films  are  dried  at  room  temperature. 

tmSonVpatlhereCiSi0n  °,n  thTe  borough  superintendent, 
g  on  KP  Apphc.  No.  39,  Items  2  and  3  be  and  it 
eby  !S  modified  reaffirming  the  decision  of  the  board1 

ito  tbPred  Under  CaL  ?°’  61S~25'A  °n  October  27,  1925 
}  ao2Sl  f°!"  the  standPiPe  system  and  that 

|  sprinkler  s  S  JpP  1S  punted  on  condition  that 
he  firSn  y  -em  sha  ho  maintained  to  the  satisfaction 


)the  •  lie  iiKtuuainea  ro  the  satisiaction 

l  adioininSSSM51011^’  Wlth  the  existing  gravity  tank  on 
.  a  suDn  v  tob  tidmK  uVing  a.,caPacity  of  25,000  gallons 
■  er  resnert^ iin  buddlI]g  under  aPPeal  and  that  in  all 
1  builrhW*  h  awS’  rules  and  regulations  applicable  to 
bufldmg  and  occupancy  and  the  storage  of  nitro-cellu- 
-  -  p  oducts  as  proposed,  shall  be  complied  with. 

•-39-A.  ‘ 

RLBTANT— Francis  Seaman,  for  New  York  City  Omni- 
Dus  Corporation,  owner. 

BJECT— AppeaI  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings.  p 


PREMISES  AFFECTED  721-729  Lenox  avenue,  west 

ime’lir°w  We^  46th  street  to  West  147th  street, 
10L165  West  146th  street  and  100-164  West  147th 

ESaS**  N°-  2W5-  L“*  N-  «•  Borough  of 

APPEARANCES— 

For  Applicant:  Francis  Seaman. 

Bor  Administration— Fred  Dahlem  and  Herman 

ACTION  OF'^WnAPpJl6?'  °fi  Housing  and  Buildings. 
THE  VOTE— L0ARD  ApPCa  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commission¬ 
er;3  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . .  it 

Absent  .  . 

THE  RESOLUTION— 
w  T-.  .  (308-39- A) 

Whereas,  Francis  Seaman,  for  New  York  City  Omnibus 

?  deSonn’„f  Tb  r’  I  °t  MarchA  1939,  an  appeal  from 
a  decision  of  the  borough  superintendent  of  buildings 

iAMhtW*  Premises  721-729  Lenox  avenue,  101-165  West 

fxi4  ^  A00'164  West  147th  street  (Block  No 
2015  Lot  No.  6),  Borough  of  Manhattan;  and  ' 

actinJn^P  ihn  dAClsl,?n  ?f  tbe  borough  superintendent, 

aS  20,  ?939,  ^-eSis  PP  "  N°'  214M938’  dated  Febru-’ 

Jbe  ab°^?  amendment  is  disapproved  as  Catch 

ing  Code  ”  Permitted'  See  Art  2.2.1. 1.  of  New  Build- 

and 

lQQVf?EmA-S’  ?e  baiIding >  one  story  (21  ft.)  in  height 
99  ft.  10  in.  by  648  ft.  9^8  in.  in  area,  of  Class  1  construe- 

resmictediPuseed  RV’  &  sp"nfkler  astern,  located  in  an  un¬ 
restricted  use,  A  area  district,  occupied  throughout  as  a 

garage  and  motor  vehicle  repair  shop;  and 
•  Whereas,  the  applicant  contends  that  it  is  proposed  to 

buflt  of"  aPPrEV6fi  T1  ,seParator  and  in  addition  a  tank, 
heremetir^n  mcb  s|,eeI  P^tes  of  welded  construction  with 
heremetically  sealed  cover  and  interior  plate  baffles  as  a 

ebse  t^PthSC^Dd  ^  thet  fl°°r  drainage  astern  at  a  point 
l  th  .  separator,  and  cross-connected  into  the 

inrf rpt0IA  V^nt ;  Wltb  a  mch  water  cleanout  and  a  4 

tiand  cleaaoat.  near  the  base  of  the  settling  chamber  • 
at  the  use  of  this  tank  is  predicated  on  the  desirability 
of  disposing  of  sand,  dirt  and  sludge  occurring  in  large 
quantities  in  the  garage  floor  drainage,  before  these  sub¬ 
stances  reach  the  separator,  thus  allowing  the  separator  to 

rC?LP,roP7ly'-  a"d  f°,r-  '°nger  peri°3s  between  cten- 
mgs  this  need  arises  in  this  particular  building  by  reason 

of  the  great  number  of  large  buses  which  carry  m to  the 
building  an  abnormal  amount  of  sand  and  dirt ;  that  there 
are  four  systems  of  floor  drainage  in  this  building  which 
covers  an  area  of  199  ft.  10  in.  in  width  and  649  ft  9 VA 
in  in  length;  the  separators  to  be  used  in  connection  with 

fatorsP7tP?«edf  Slt  mg  chambers  would  be  approved  sepa- 
rators,  it  is  further  proposed  to  locate  both  the  settling 

chambers  and  the  separators  in  waterproof  concrete  pit? 

havmg  removable  floor  plates  over  the  entire  area  of  the 

aedng0?/'  p  tlia tutl n  decifj°n.of  the  borough  superintendent, 

E?  °  /-l  lnd  P ■  .aPP llcat ion  No.  2141-38,  objection  No! 
•>ub  and.lt:  hereby  is  modified  and  that  the  appeal  be  and 
t  hereby  is  granted  on  condition  that  the  sand  trap  shall 
be  constructed  substantially  as  indicated  on  plans  filed  with 
1S  appeal,  except  it  shall  be  vented  by  a  separate  vent 
not  connected  with  the  approved  oil  separator  and  extended 

slrM  comnlvrOU-th  r°°f-’  that  the  aPProved  oil  separator 
shall  comply  with  all  requirements  therefor  and  that  in  all 

other  respects  all  requirements  of  the  building  code  as  to 
plumbing  and  drainage  and  the  requirements  of  the  fire 
commissioner  shall  be  complied  with. 


312-39-A. 

APPLICANT— A.  Paul  Loshen,  for  Roth  Developments 
Inc.,  owner.  ’ 
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SUBJECT _ Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings.  ,  . 

PREMISES  AFFECTED— 174-10  and  174-14  Gladwin  ave¬ 
nue  48-11  Fresh  Meadow  road,  southeast  corner  and 
south  side  of  Gladwin  avenue,  51  ft.  9m  and  91 
ft.  9  in.  east  of  Fresh  Meadow  road  (Block  No. 
5588,  Lot  No.  1),  Flushing,  Borough  of  Queens. 

A1  1  EAPot^  Applicant :  Leonard  Lazarus,  Abraham  M. 
Roth  and  Sterling  Palm 

For  Administration:  Joseph  Ferro,  Dept,  ot  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD' — Appeal  granted  on  condition. 
THE  VOTE _ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  q 

Negative  .  n 

Absent  . 


is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  buildings  shall  be  constructed  sub¬ 
stantially  as  set  forth  on  plans  filed  herein  and  shall  comply 
with  all  requirements  for  residential  buildings  outside  the 
fire  limits  and  with  the  requirements  of  the  zoning  law  or 
an  “F”  area  district;  that  the  buildings  shall  be  restricted 
to  residential  use  only  for  one  family  each  and  that  the 
distance  between  buildings  on  adjoining  lots  shall  be  in  no 
case  less  than  fifteen  (15)  feet  as  to  the  residences,  but 
permitting  the  garages  to  be  erected  not  nearer  than  one 
footto  a  lot  line;  and  except  that  the  entrance  vestibules 
may  extendTnto  the  front  or  side  yards  for  a  distance  of  not 
more  than  five  feet,  provided  same  are  not  more  than  one 

story  in  height. 


THE  RESOLUTION— 

(312-39-A) 

Whereas,  A.  Paul  Loshen,  for  Roth  Developments,  Inc., 
owner,  filed  March  13,  1939,  an  appeal  from  a  decision  of 
the  borough  superintendent  of  buildings  affecting  premises 
174-10  and  174-14  Gladwin  avenue  and  48-11  Fresh  Meadow 
road,  southwest  corner  (Block  No.  5588,  Lot  No.  1),  Flush- 

m  Whereas,  the  decision  of  the  borough  superintendart, 
dated  February  14,  1939,  on  N.B.  Applic.  Nos.  699  to  704 

inclusive,  e  ^  frame  buildings,  3  dwellings  and  three 
F  a  i  o  n  f  fYm<;trnr.- 


and 


garages,  are  contrary  to  4-1-2  C-26-2470.  (Construc¬ 
tion  within  the  fire  limits).” 


Whereas,  the  premises  consist  of  a  plot  fronting  101.25 
ft.  on  Fresh  Meadow  road,  131.9  ft.  on  Gladwin  avenue, 
located  in  a  business  and  residence  use  D  area  district, 
which  it  is  proposed  to  sub-divide  into  three  parcels,  front- 
ins?  519  ft  40  ft.  and  40  ft.  respectively  on  Gladwin 
avenue,  with  a  depth,  of  100  ft.  and  to  erect  thereon  three 
one  or  IV2  story  frame  one-family  dwellings,  22  ft.  by  48  ft. 

6  in.  in  area,  and  three  private  garages;  the  corner  building 
will  be  18  ft.  in  height,  with  provisions  on  the  2nd  floor 
for  one  or  two  future  rooms;  surfaced  on  the  exterior  with 
brick  veneer  up  to  the  plate  line ;  gable  exterior  of  stucco 
on  metal  lath,  asbestos  shingles  or  brick  veneer;  roofed 
throughout  with  asphalt  shingles;  the  buildings  on  the  in¬ 
terior  portion  of  the  plot  will  be  one  story,  15  ft.  in 
height  brick  veneer  on  front  elevation  up  to  plate  line  with 
gable  ends  on  front  and  rear  elevations  of  stucco  or  as¬ 
bestos  shingles;  side  and  rear  elevations  will  be  of  clapboard, 
stucco  on  metal  lath  or  asbestos  shingles;  roofs  throughout 
will  be  surfaced  with  asphalt  shingles ;  the  garages  will  be 
of  masonry  construction  with  frame  front  gables  and 
asphalt  shingle  roofs ;  and 

Whereas,  the  applicant  contends  that  it  is  the  owner  of  a 
tract  of  land  consisting  of  forty-five  (45)  acres  bounded 
on  the  east  by  189th  street,  on  the  west  by  Fresh  Meadow 
road,  on  the  north  by  48th  avenue  and  on  the  south  by 
Underhill  avenue  and,  therefore,  owns  all  of  the  property 
fronting  on  both  sides  of  Underhill  avenue  from  5Uth 
avenue  to  Fresh  Meadow  road ;  that  it  has  already  con¬ 
structed  or  is  in  the  process  of  constructing  over  one 
hundred  houses  located  on  both  sides  of  186th  street, 
187th  street  and  188th  street,  and  intends  to  improve 
this  entire  area  for  residences  only;  that  the  con¬ 
struction  of  an  entire  community  of  frame  residences  in 
this  said  area  is  a  reasonable  and  proper  use  and  no  fire 
hazard  whatsoever  can  be  found  jn  the  existence  of  frame 
residences  adjacent  to  other  buildings  of  identical  construc¬ 
tion  and  materials;  that  the  building  code  requirements 
should  be  waived  so  as  to  permit  the  construction  of  the 

buildings,  as  proposed.  _  .  .  ,  . 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  N.B.  Applic.  Nos.  699  to  704  inclusive,  be  and  it  hereby 


313-39- A. 

APPLICANT — A.  Paul  Loshen,  for  Roth  Developments, 

Inc.,  owner.  .  ,  ,  .  . 

SUBJECT _ Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings.  ,  , 

PREMISES  AFFECTED — 175-08  to  175-52  Underhill  ave¬ 
nue  49-06  Utopia  parkway,  southwest  corner  and 
southeast  corner  of  Underhill  avenue  and  Fresh 
Meadow  road  (Block  No.  5590,  Lot  No.  19),  Flush¬ 
ing,  Borough  of  Queens. 

API  E,A^^N^pplicant .  Leonard  Lazarus,  Abraham  M 

Roth  and  Sterling  Palm. 

For  Administration:  Joseph  Ferro,  Dept,  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD' — Appeal  granted  on  condition. 
THE  VOTE _ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  ‘( 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(313-39-A)  ,  t  T 

Whereas,  A.  Paul  Loshen,  for  Roth  Developments,  Inc 
owner,  filed  March  13,  1939,  an  appeal  from  decisions  o 
the  borough  superintendent  of  buildings  affecting  P(emis 

48-19  Fresh  Meadow  road,  175-08  to  175-52  Underhill  ave 
nue  south  side,  between  Fresh  Meadow  road  and  U topi 
parkway  (Block  No.  5590,  Lot  No.  19),  Flushing,  Boroug 

°f\^HEREAS,  the  decisions  of  the  borough  superintenden 
on  N.B.  Applic.  Nos.  492  to  505,  inclusive,  dated  March  t 

1939  reads  ,  . .  • 

“The  erection  of  frame  buildings  in  the  fire  limits 

contrary  to  the  code,  Sec.  4.1.2  (The  use  and  area  zor 
for  the  above  locations  are  business  and  C,  respo 
tively.” 

^Whereas,  the  decisions  of  the  borough  superintender 
on  N.B.  Applic.  Nos.  659  to  672,  inclusive,  dated  March 

1939  reads i  • 

“Gabies  front  and  rear  of  proposed  garages  are  me 

cated  as  frame  construction.  Frame  construction  pr 
hibited  in  the  fire  limits.  Business  C.” 

^Whereas,  the  premises  consist  of  an  entire  block  fro 
subdivided  into  12  lots,  39  ft.  front  by  100  ft.  deep  and 
corner  lots,  one  of  which  is  34  ft.  front  and  the  other 
57.36  ft.  front  on  Underhill  avenue.  It  is  proposed  to  er 
14  one-family  frame  dwellings  and  14  private  garages,  t 
dwellings  to  be  22  ft.  by  38  ft.  6  in.  in  area  one  and  o 
and  a  half  stories  in  height,  brick  veneer  on  front  eleva 
to  plate  line  with  gable  ends,  generally  of  clapboards  ( 
varied  in  some  instances  by  the  use  of  stucco  on  metal 
asbestos  shingles  or  brick  veneer ;  the  side  and  rear  eie 
tion  will  be  clapboards  stucco  on  metal  lath  or  asDes 
shingles;  roofs  throughout  will  be  asphalt  shingles , 
garages  will  be  of  masonry  construction  with  frame  m 
gables  and  asphalt  shingle  roofs ;  and 

Whereas,  the  applicant  contends  that  it  is  the  owner  o 
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tract  of  land  consisting  of  forty-five  (45)  acres  bounded  on 
the  east  by  189th  street,  on  the  west  by  Fresh  Meadow 
road,  on  the  north  by  48th  avenue  and  on  the  south  by 
'Underhill  avenue,  and,  therefore,  owns  all  of  the  property 
fronting  on  both  sides  of  Underhill  avenue  from  50th  ave¬ 
nue  to  Fresh  Meadow  road;  that  it  has  already  constructed 
or  is  in  the  process  of  constructing  over  one  hundred 
houses  located  on  both  sides  of  186th  street,  187th  street 
and  18Sth  street,  and  intends  to  improve  this  entire  area 
for  residences  only;  that  the  construction  of  an  entire  com¬ 
munity  of  fiatne  residences  in  this  said  area  is  a  reasonable 
and  proper  use  and  no  fire  hazard  whatsoever  can  be  found 
in  the  existence  of  frame  residences  adjacent  to  other  build¬ 
ings  of  identical  construction  and  materials ;  that  the  build¬ 
ing  code  requirements  should  be  waived  so  as  to  permit  the 
construction  of  the  buildings,  as  proposed. 

Resolved,  that  the  decisions  of  the  borough  superintend 
a*  on  N-B,  Applic.  Nos.  492  to  505,  inclusive,  and  Nos. 
i59  to  672,  inclusive,  be  and  they  hereby  are  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
he  buildings  shall  be  constructed  substantially  as  set  forth 
on  ptafls  filed  herein  and  shall  comply  with  all  requirements 
'or  residential  buildings  outside  the  fire  limits  and  with  the 
requirements  of  the  zoning  law  for  an  “F”  area  district; 
hat  the  buildings  shall  be  restricted  to  residential  use  only 
or  one  family  and  that  the  distance  between  buildings  on 
idjoinmg  lots  shall  be  in  no  case  less  than  fifteen  (15) 
eet  as  to  the  residences,  but  permitting  the  garages  to  be 
rected  not  nearer  than  one  foot  to  a  lot  line ;  and  except 
hat  the  entrance  vestibules  may  extend  into  the  front  or 
ide  yards  for  a  distance  of  not  more  than  five  feet  pro- 
lded  same  are  not  more  than  one  story  in  height '•  and 
xcept  that  on  the  building  at  the  southwest  corner  of 
Jnderhill  avenue  and  Utopia  parkway  the  side  yard  along 
Jtopia  parkway  may  be  not  less  than  nine  feet  at  any  point 
xcept  for  the  extension  of  entrance  vestibule,  as  herein- 
etore  provided. 


14-39-A. 

APPLICANT— A.  Paul  Loshen,  for  Roth  Developments 
Inc.,  owner.  ’ 

UBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings.  p 

REMISES  AFFECTEDt174-07  and  174-11  Gladwin  ave- 
nue,  4/  75  fresh  Meadow  road,  northeast  corner 
7cr*nor-h  Slde  of  GIadwin  avenue,  35  ft.  8  in.  and 
I'8  1"VTeasUofTl'resh  Meadow  road  (Block  No. 

; PPEAR AN CES— °'  1 ’  Flushlng’  BorouSh  of  Queens. 

For  Applicant:  Leonard  Lazarus,  Abraham  M 
Roth  and  Sterling  Palm. 

For  Administration :  Joseph  Ferro,  Dept,  of  Hous¬ 
er PT„.r  and  Paddings. 

hFvOIT— B°ARD"_ApPeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commission- 
wiLge  and  Blum  and  Assistant  Chief 

Negative  . ’  '  ’  . .  it 

Absent  . "...  .  n 

HE  RESOLUTION—  . 

(314-39-A) 

Whereas,  A.  Paul  Loshen,  for  Roth  Developments  Inc 
frolfih  March  ',3-  1939-  311  -PPeal  from  dSons  if  tfe 

Tiffin  °L^h S  V&  EtS 

i7BZnhgf‘fC0Qru“rns(,Bi0nCdk  N°'  ^  L°‘  N°'  Fhsh~ 

1B  HAppiic  A'1"'  Borough  superintendent,  on 

l!9,  read :  N  673  °  678  inclusive-  dated  February  14, 

three  Fr°posed  frame  buiIdin&s-  three  dwellings  and 

sfrnrfg  geu’-  ar,e  contrary  to  4-1-2  C-26— 2470  (Con - 
t|  struction  within  the  fire  limits.)” 

V HEREAS>  the  premises  consist  of  a  plot  fronting  100  ft. 


on  Fresh  Meadow  road  and  115.8  ft.  on  Gladwin  avenue, 
which  it  is  proposed  to  subdivide  into  three  lots  and  to  erect 
t  lcieon  three  one-family  frame  dwellings  and  three  garages 
1  he  dwelling  will  be  22  ft.  by  38  ft.  6  in.  in  area,  surfaced 
on  the  ii  out  elevation  with  brick  veneer  up  to  the  plate 
line,  with  gab  e  ends  of  clapboards,  stucco  on  metal  lath 
asbestos  shingles  or  brick  veneer;  the  side  and  rear  eleva¬ 
tions  will  be  brick  veneer,  stucco  on  metal  lath,  or  asbestos 
shingles,  roofs  throughout  will  be  surfaced  with  asphalt 
shingles ;  the  garages  will  be  of  masonry  construction  with 

roofs6  and  6S  PD  the  fr°nt  elevations  and  asPhalt  shingle 

Whereas,  the  applicant  contends  that  it  is  the  owner  of  a 
tract  of  land  consisting  of  forty-five  (45)  acres  bounded  on 
the  east  by  189th  street,  on  the  west  by  Fresh  Meadow  road 
on  the  north  by  48th  avenue  and  on  the  south  by  Underhill 
avenue  and  therefore  owns  all  of  the  property  fronting  on 
both  sides  of  Underhill  avenue  from  50th  avenue  to  Fresh 
Meadow  road;  that  it  has  already  constructed  or  is  in  the 
process  of  constructing  over  one  hundred  houses  located  on 
both  sides  of  186th  street,  187th  street  and  188th  street  and 
intends  to  improve  this  entire  area  for  residences  only  i 
the  construction  of  an  entire  community  of  frame  residences 
in  this  said  area  is  a  reasonable  and  proper  use  and  no  fire 
hazard  whatsoever  can  be  found  in  the  existence  of  frame 
residences  adjacent  to  other  buildings  of  identical  construc- 
. and  mat.enals ;  that  the  building  code  requirements 
should  be  waived  so  as  to  permit  the  construction  of  the 
buildings,  as  proposed. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
on  N.B.  Applic  Nos.  673  to  678,  inclusive,  be  and  they  here¬ 
by  are  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  buildings  shall  be  constructed 
substantially  as  set  forth  on  plans  filed  herein  and  shall 
comply  with  all  requirements  for  residential  buildings  out¬ 
side  the  fire  limits  and  the  requirements  of  the  Zoning  Law 
for  an  F  area  district ;  that  the  buildings  shall  be  restricted 
to  residential  use  only  for  one  family  and  that  the  distance 
between  buildings  on  adjoining  lots  shall  be  in  no  case 
less  than  fifteen  (15)  feet  as  to  the  residences,  but  per¬ 
mitting  the  garages  to  be  erected  not  nearer  than  one  foot 
to  a  lot  line;  and  except  that  the  entrance  vestibules  may 
extend  into  the  front  or  side  yards  for  a  distance  of  not 
more  than  five  feet,  provided  same  are  not  more  than  one 
story  m  height  and  except  that  on  the  lot  on  the  northeast 
corner  of  Gladwin  avenue  and  Fresh  Meadow  road  the 
setback  from  Fresh  Meadow  road  shall  not  be  less  than  8 

,  b  at  any  Poiati  except  for  entrance  vestibule  as  herein¬ 
before  provided. 

315-39-A. 

A1  I  LI  CANT  A.  Paul  Loshen,  for  Roth  Developments 
Inc.,  owner.  ’ 

SUBJECT.  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED-175-05  to  175-51  Underhill  ave- 
nue,  45  3(J  Utopia  Parkway,  northwest  corner  and 
northeast  corner  of  Llnderhill  avenue  and  Fresh 
Meadow  road  (Block  No.  5589,  Lot  No.  1)  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard-  Lazarus,  Abraham  M 
Roth  and  Sterling  Palm. 

For  Administration :  Joseph  Ferro,  Dept,  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD-— Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission- 
STp  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  a 

Negative  .  . ... .  o 

Absent  . . ’  ’  . .  q 

THE  RESOLUTION— 

(315-39-A) 

Whereas,  A.  Paul  Loshen,  for  Roth  Developments,  Inc., 
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owner,  filed  March  13,  1939,  an  appeal  from  a  decision  of 
the  borough  superintendent  of  buildings  affecting  premises 
175-05  to  175-51  Underhill  avenue,  48-50  Utopia  parkway, 
northwest  corner  and  northeast  corner  Underhill  avenue 
and  Fresh  Meadow  road,  (Block  No.  5589,  Lot  No.  1), 
Flushing,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings  on  N.B.  Applic.  Nos.  480  to  491  inclusive,  dated 

March  8,  1939,  reads:  .  .  ..  •  • 

“The  erection  of  frame  buildings  in  the  fire  limits  is 
contrary  to  the  code,  Sec.  4,  1.2  (Ihe  use  and  area  zone 
for  the  above  locations  are  business  area  C,  respec¬ 
tively).’1' 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings  on  N.B.  Applic.  Nos.  647-658  inclusive  dated 
March  8,  1939,  reads: 

“Gables  front  &  rear  of  proposed  garages  are  in¬ 
dicated  as  frame  construction.  Frame  construction 
prohibited  in  the  fire  limits.  Business  C. 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  on  the 
north  side  of  Underhill  avenue  between  Fresh  Meadow  road 
and  Utopia  parkway,  which  it  is  proposed  to  sub-divide  into 
12  separate  lots  and  to  erect  thereon  12  one- family  dwell¬ 
ings  one  and  one-half  stories  in  height,  brick  veneer  on  the 
front  elevation  up  to  the  plate  line,  with  gable  ends  of  clap¬ 
boards,  stucco  on  metal  lath  asbestos  shingles  or  brick 
veneer ;  side  and  rear  elevations  will  be  brick  veneer,  stucco 
on  metal  lath,  clapboards  or  asbestos  shingles;  roofs 
throughout  will  be  surfaced  with  asphalt  shingles  and  12 
private  garages  of  masonry  construction  with  frame  front 
gables,  surfaced  on  the  roofs  with  asphalt  shingles ,  and 
Whereas,  the  applicant  contends  that  it  is  the  owner  of  a 
tract  of  land  consisting  of  forty-five  (45)  acres  bounded  on 
the  east  by  189th  street,  on  the  west  by  Fresh  Meadow  road 
on  the  north  by  48th  avenue  and  on  the  south  by  Underhill 
avenue,  and,  therefore,  owns  all  of  the  property  fronting 
on  both  sides  of  Underhill  avenue  from  50th  avenue  to 
Fresh  Meadow  road;  that  it  has  already  constiucted  or  is 
in  the  process  of  constructing  over  one  hundred  houses 
located  on  both  sides  of  186th  street,  187th  street  and 
188th  street,  and  intends  to  improve  this  entire  area  for 
residences  only ;  that  the  construction  of  an  entire  com- 
munity  of  frame  residences  in  this  said  area  is  a  reasonable 
and  proper  use  and  no  fire  hazard  whatsoever  can  be  found 
in  the  existence  of  frame  residences  adjacent  to  other  build¬ 
ings  of  identical  construction  and  materials ;  that  the  build¬ 
ing  code  requirements  should  be  waived  so  as  to  permit 
the  construction  of  the  buildings,  as  proposed. 

Resolved,  that  the  decisions  of  the  borough  superin¬ 
tendent  on  N.B.  Applic.  Nos.  480-491  inclusive,  and  647-658, 
inclusive,  be  and  they  hereby  are  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
buildings  shall  be  constructed  substantially  as  set  forth  on 
plans  filed  herein  and  shall  comply  with  all  requirements 
for  residential  buildings  outside  the  fire  limits  and  with 
the  requirements  of  the  zoning  law  for  an  F  area  district; 
that  the  buildings  shall  be  restricted  to  residential  use  only 
for  one  family  and  that  the  distance  between  buildings  on 
adjoining  lots  shall  be  in  no  case  less  than  fifteen  (15) 
feet  as  to  the  residences,  but  permitting  the  garages  to  be 
erected  not  nearer  than  one  foot  to  a  lot  line ;  and  except 
that  the  entrance  vestibules  may  extend  into  the  front  or 
side  yards  for  a  distance  of  not  more  than  five  feet,  pro¬ 
vided  same  are  not  more  than  one  story  in  height  and 
except  that  the  set  backs  from  the  streets  for  the  houses 
located  on  corner  lots,  shall  be  not  less  than  ten  feet  at 
any  point,  except  for  the  entrance  vestibule  hereinbefore 
provided,  and  permitting  the  houses  proposed  under  N.B. 
Application  491  and  490  to  be  not  nearer  than  12  feet  from 
each  other;  and  that  the  houses  proposed  on  N.B.  App.  Nos. 
480,  481,  482  and  483  may  exceed  the  coverage  permitted  for 
an  F  residential  area,  provided  the  rear  yard  is  not  less 
than  15  feet  in  any  case  and  the  front  yard  at  the  least  point 


not  less  than  11  feet  and  the  one  side  yard  not  less  than 
4  feet,  provided  the  requirements  are  met  in  all  other 

respects. 

316-39-A. 

APPLICANT— A.  Paul  Loshen,  for  Roth  Developments, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED-— 48-52  to  48-60  186th  street  and 
185-15  Underhill  avenue,  northwest  corner  (Block 
No.  5621,  Lot  No.  1),  Flushing,  Borough  of  Queens. 

APPEARANCES—  _  ...  „ 

For  Applicant :  Leonard  Lazarus,  Abraham  M. : 

Roth  and  Sterling  Palm. 

For  Administration:  Joseph  Ferro,  Dept,  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD-— Appeal  granted  on  condition. 

THE  VOTE—  .  „  J  ^ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  . 

Absent  . _  ” 

THE  RESOLUTION— 

(316-39-A) 

Whereas,  A.  Paul  Loshen,  for  Roth  Developments,  Inc., 
owner,  filed  March  13,  1939,  an  appeal  from  a  decision  of 
the  borough  superintendent  of  buildings  affecting  premises: 
48-52  to  48-60  186th  street  and  185-15  Underhill  avenue, 
northwest  corner  (Block  No.  5621,  Lot  No.  1),  Flushing, 
Borough  of  Queens,  and 

Whereas,  the  decision  of  the  borough  superintendent 
on  New  Building  Applications  10087-10094,  inclusive,  dated 
March  8,  1939,  reads: 

“Proposed  frame  buildings,  4  dwellings  and  4  garages 
are  contrary  to  4-1-2.  ....  „ 

C-26— 2470.  Construction  within  the  fire  limits. 

Whereas,  the  premises  consist  of  a  plot  fronting  127.55 
ft.  on  Underhill  avenue,  196  ft.  on  186th  street,  which  it 
is  proposed  to  sub-divide  into  4  separate  lots  and  to  erect 
thereon  four  one-family  frame  dwellings  and  four  private 
garages;  the  corner  dwelling  will  be  surfaced  on  the  ex¬ 
terior  with  brick  veneer  up  to  the  plate  line ;  gable  exterior 
of  stucco  on  metal  lath,  asbestos  shingles  or  brick  veneer: 
the  buildings  on  the  interior  portions  of  the  plot  will  bt 
one  story,  15  ft.  in  height,  brick  veneer  on  front  elevatior 
up  to  plate  line  with  gable  ends  on  front  and  rear  elevation; 
of  clapboards,  stucco,  asbestos  shingles  or  brick  veneer 
side  and  rear  elevation  will  be  stucco  on  metal  lath,  clap 
boards  or  asbestos  shingles;  roofs  throughout  will  be  stir 
faced  with  asphalt  shingles  and  garages  will  be  of  masonr) 
construction  with  frame  front  gables,  surfaced  on  the  root, 
with  asphalt  shingles ;  and  , 

Whereas,  the  applicant  contends  that  it  is  the  owner  oi  ■ 
tract  of  land  consisting  of  forty-five  (45)  acres  bounded  oij 
the  east  by  189th  street,  on  the  west  by  Fresh  Meadow  road, 
on  the  north  by  48th  avenue  and  on  the  south  by  UnderniJ 
avenue,  and,  therefore,  owns  all  of  the  property  fronting  oi 
both  sides  of  Underhill  avenue  from  50th  avenue  to  fires: 
Meadow  road;  that  it  has  already  constructed  or  is  in  tn 
process  of  constructing  over  one  hundred  houses  located  o 
both  sides  of  186th  street,  187th  street  and  188th  street,  an: 
intends  to  improve  this  entire  area  for  residences  only;  ttia 
the  construction  of  an  entire  community  of  frame  residence 
in  this  said  area  is  a  reasonable  and  proper  use  and  no  nr 
hazard  whatsoever  can  be  found  in  the  existence  of  Ram 
residences  adjacent  to  other  buildings  of  identical  construe, 
tion  and  materials;  that  the  building  code  requirement 
should  be  waived  so  as  to  permit  the  construction  ot  tr 

buildings,  as  proposed.  .  ,  ... 

Resolved,  that  the  decision  of  the  borough  superintend^ 
on  N.B.  Applic.  Nos.  10087-10094,  inclusive,  _  be  and 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
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;  granted  on  condition  that  the  buildings  shall  be  constructed 
substantially  as  set  forth  on  plans  filed  herein  and  shall 
comply  with  all  the  requirements  for  residential  buildings 
outside  the  fire  limits  and  with  the  requirements  of  the 
zoning  law  for  an  F  area  district;  that  the  buildings  shall 
be  restricted  to  residential  use  only  for  one  family  and 
that  the  distance  between  buildings  on  adjoining  lots  shall 

I  be  in  110  c.as.e  less,  than  fifteen  (IS)  feet  as  to  the  residences 
but  permitting  the  garages  to  be  erected  not  nearer  than 
one  foot  to  a  lot  line;  and  except  that  the  entrance  vesti¬ 
bules  may  extend  into  the  front  or  side  yards  for  a  distance 
r  of  not  more  than  five  feet,  provided  same  are  not  more 

tbaa  ?”e0|tory  VLmlguht\eXCept.  that  as  t0  N-B-  Applic. 
Nos.  10093  and  10094  the  least  dimension  of  the  rear  yard 

shall  not  be  less  than  8  ft.,  and  the  setback  from  Underhill 
avenue  no  less  than  5  ft.  to  the  dwelling,  provided  the  total 
area  of  the  buildings  does  not  exceed  the  permitted  cover¬ 
age  for  an  F  area  residential  district,  and  permitting  the 
accessory  garage  to  be  attached  to  the  house  and  to  extend 
into  the  rear  yard  for  a  distance  of  not  over  five  (5)  feet. 

317-39-A.  ' 

APPLICANT  A.  Paul  Loshen,  for  Roth  Developments 
inc.,  owner.  ’ 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 48-51  Utopia  Parkway,  north- 
east  corner  of  Underhill  avenue  (Block  No.  5621, 

APPEARANCES-  ”g’  Borough  of  Queens. 

For  Applicant;  Leonard  Lazarus,  Abraham  M 
Roth  and  Sterling  Palm. 

For  Administration :  Joseph  Ferro,  Dept,  of  Hous- 
,  mg  and  Buildings. 

UNVOTE—' BOARD'— Appeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commission¬ 
er8  iiVage  and  Blum  and  Assistant  Chief 

Negative  . '  ’  ’  ’ '  \  \\ .  it 

Absent  . ]  .  q 

JHE  RESOLUTION— 

(317-39-A) 

Whereas,  A.  Paul  Loshen,  for  Roth  Developments  Inc. 
vner  filed  March  13,  1939,  an  appeal  from  a  decision  of 
ie  borough  superintendent  of  buildings  affecting  premises 

lue  fSn°eilaMParfeaiy’  Tnortfeast  corner  of  Undihill  ave- 
ueeS;  and  ’  Lot  N°'  1}’  Flushing’  Borou^h  of 

Whereas,  the  decision  of  the  borough  superintendent  of 
Hidings,  on  N.B.  Applic.  No.  10095,  dated  March  8,  1939, 

Proposed  frame  building  dwelling  and  attached 
4'F2  c-26-247a  c“- 

ieYnnnS’  t'1?,,premises  consist  of  the  plot  fronting  66.77 

»on  whYchditr  R  avenue/nd  72A0  £eet  on  Utopia  parkway, 

■a"  nnpbfo  MPr?°S^d  to  erect  a  one  and  one-half  story 
.  40  } Z  'o  ^l  yu  dw.elhnS  with  attached  garage  22  feet 
ea  distrlr  ^  l  mi  r  ^  1((Cated  in  a  business  use  C 
ineer  un  to  ,mddrg  wdl  fe  surfaced  with  brick 
•E  «L  1  the  plate  lme;  roof  wil1  be  surfaced  with 
Siding  bvSanS  ^  separated  from  the  main 

! rage^side  withT5  bfnng  Partition  faced  on  the 

de?  Side  h  1  Vnchej  of  terra'cotta  blocks  carried  to 
aer  side  of  roof  boards;  and 

.'  rac?  oEfALa1G  app-bcant  contends  that  it  is  the  owner  of 

c  the  east  hv  ^  f°f  for^-five  (45)  acres  bounded 

J  nn  iby  189,th  street,  on  the  west  by  Fresh  Meadow 

&hiuiUrh  ^i8tht«enue  and  on  ,l,e  south  by 
aermp  avenue,  and,  therefore,  owns  all  of  the  property 

rie  to  Fr°e=hbMh  !}des  °f  Underhill  avenue  from  50th  ave- 

:  is  in  the^rad°W  r°rd;  that  i£  has  already  constructed 

uses  located  n°CnSSfV,°£-/0nStJUCting  over  one  hundred 
;  0cated  on  both  sides  of  186th  street,  187th  street 


and  188th  street,  and  intends  to  improve  this  entire  area 
tor  residences  only ;  that  the  construction  of  an  entire 
community  of  frame  residences  in  this  said  area  is  a  rea¬ 
sonable  and  proper,  use  and  no  fire  hazard  whatsoever  can 

fn  nSVi/6  exJstence  of  frame  residences  adjacent 
?  °tber  buildings  of  identical  construction  and  materials; 
that  the  building  code  requirements  should  be  waived  so 
as  to  permit  the  construction  of  the  buildings,  as  proposed. 
Resolved  that  the  decision  of  the  borough  superintendent 

and^W  t^PP  1C’  Vn  ibe  and  lt  hereby  is  m°dified 

f,  !  t  at  {he  appeal  be  and  it  hereby  is  granted  on  condition 

thut  the  building  shall  be  constructed  substantially  as  set 
forth  on  plans  filed  herein  and  shall  comply  with  all  re¬ 
quirements  for  a  residential  building  outside  the  fire  limits 
and  with  the  requirements  of  the  Zoning  Law  for  an  F 
area  district ;  that  the  building  shall  be  restricted  to  resi¬ 
dential  use  only  for  one  family  and  that  the  distance  be- 
'dlngs  cm  adjoining  lots  shall  be  in  no  case  less 
”  ?  feet  as  to  the  residences;  and  except 

that  the  least  distance  between  the  building  and  the  street 
line  as  to  the  front  yard  shall  be  not  less  than  six  feet 
provided  the  rear  yard  is  not  less  than  seven  feet  and  the 
total  area  of  the  plot  unbuilt  upon  meets  the  requirements 
of  the  F  area  residential'  district. 

318-39-A. 

APPLICANT— A.  Paul  Loshen,  for  Roth  Developments 
Inc.,  owner.  ’ 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED  48-62  to  48-70  186th  street  and 
loo-lb  Underhill  avenue,  northeast  corner  and  east 
side  of  186th  street,  77.47  ft.  and  37.47  ft.  north  of 
Underhill  avenue  (Block  No.  5638,  Lot  No  1) 
iushmg,  Borough  of  Queens. 

APPEARANCES— 

F°r  APpbca.nt :  Leonard  Lazarus,  Abraham  M 
Roth  and  Sterling  Palm. 

For  Administration :  Joseph  Ferro,  Dept,  of  Hous- 
mg  and  Buildings. 

THE1  VOTE— B°ARD~APPeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commission- 
f.rrs  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . *  ’  ’  ’  ’  ] .  n 

Absent  .  .  q 


467 


THE  RESOLUTION— 

(318-39-A) 

Whereas  A.  Paul  Loshen,  for  Roth  Developments,  Inc., 
owner,  filed  March  13,  1939,  an  appeal  from  a  decision  of 

4R  ,„UP,eSendent  of  buildings  affecting  premises 

48-62  to  48-70  186th  street  and  186-05  Underhill  avenue 
northeast  corner  and  east  side  186th  street,  77.47  ft.  and 
nftpi°r}  of  Underhill  avenue  (Block  No.  5638,  Lot 
No  1),  Flushing,  Borough  of  Queens,  and 

Whereas,  the  decision  of  the  borough  superintendent  of 

8U11939gSreadf;  ^  AppllCa'  Nos’  9898  to  9905>  dated  Marcb 
I  loposed  frame  buildings,  4  dwellings  and  4  garages 

Z  firflSs)0”4-1'2  °  26“247'0  <C—ti°ngwi.L 

Whereas  the  premises  consist  of  a  plot  fronting  134.12 
ft.  on  Underhill  avenue  and  117.47  ft.  on  186th  street,  which 
it  is  proposed  to  sub-divide  into  4  lots  and  to  erect  thereon 
four  one- family  frame  dwellings  and  4  private  garages,  lo- 
cated  in  a.  business  use  C  area  district;  the  corner  dwelling 
will  be  surfaced  with  brick  veneer  up  to  the  plate  line;  with 
g  lie  ends  of  clapboards,  stucco,  asbestos  shingles  or  brick 
veneer  ;  the  interior  buildings  will  be  brick  veneer  on  front 
o  plate  line  side  and  rear  elevations  and  gable  ends  will 
be  of  stucco  on  metal  lath  clapboards  or  asbestos  shingles- 
roofs  throughout  will  be  surfaced  with  asphalt  shingles  and 
garages  will  be  of  masonry  construction  with  frame  front 
gables,  surfaced  on  the  roof  with  asphalt  shingles;  and 
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Whereas,  the  applicant  contends  that  it  is  the  owner  of  a 
tract  of  land  consisting  of  forty-five  (45)  acres  bounded  on 
the  east  by  189th  street,  on  the  west  by  Fresh  Meadow  road, 
on  the  north  by  48th  avenue  and  on  the  south  by  Underhill 
avenue,  and,  therefore,  owns  all  of  the  property  fronting  on 
both  sides  of  Underhill  avenue  from  50th  avenue  to  bresh 
Meadow  road ;  that  it  has  already  constructed  or  is  in  the 
process  of  constructing  over  one  hundred  houses  located  on 
both  sides  of  186th  street,  187th  street  and  188th  street,  and 
intends  to  improve  this  entire  area  for  residences  only , 
that  the  construction  of  an  entire  community  of  frame 
residences  in  this  said  area  is  a  reasonable  and  proper  use 
and  no  fire  hazard  whatsoever  can  be  found  m  the  existence 
of  frame  residences  adjacent  to  other  buildings  of  identical 
construction  and  materials;  that  the  building  code  require¬ 
ments  should  be  waived  so  as  to  permit  the  construction 

of  the  buildings,  as  proposed.  .  ,  ,  . 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
on  N  B  Applic.  Nos.  9898  to  9905,  inch,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  buildings  shall  be  constructed  substantially 
as  set  forth  on  plans  filed  herein  and  shall  comply  with  al 
requirements  for  residential  buildings  outside  the  fire  limits 
and  with  the  requirements  of  the  Zoning  Law  for  an  r  area 
district;  that  the  buildings  shall  be  restricted  to  residential 
use  only  for  one  family  and  that  the  distance  between  build¬ 
ings  on  adjoining  lots  shall  be  in  no  case  less  than  fifteen 
(15)  feet  as  to  the  residences,  but  permitting  the  garages  to 
be  erected  not  nearer  than  one  foot  to  a  lot  line;  and  except 
that  the  entrance  vestibules  may  extend  into  the  front  or 
side  yards  for  a  distance  of  not  more  than  five  feet  pro¬ 
vided  same  are  not  more  than  one  story  in  height  and  ex¬ 
cept  as  to  buildings  under  N.  B.  Nos.  9904  and  9905-38,  the 
least  dimension  of  the  front  yard  shall  be  not  less  than 
feet  and  the  least  dimension  of  the  rear  yard  not  less  than 
eight  feet,  provided  the  unbuilt  upon  area  meets  the  require¬ 
ments  of  the  F  area  residential  district. 


338-39-A.  . 

APPLICANT— C.  Dale  Badgeley,  for  Angof  Holding  Co., 
Inc.,  owner.  (New  York  World  s  Fair  1939  Inc., 
lessee.) 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 130-53  70th  avenue,  north  side, 
120  ft.  west  of  135th  street  (Block  No.  -6548,  Lot 
No.  6),  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOAREL-Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  ~ 

Absent  .  h 

THE  RESOLUTION— 

(338-39-A) 

Whereas,  C.  Dale  Badgeley,  for  Angof  Holding  Co., 
Inc.,  owner,  filed  on  March  17,  1939,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings,  affect¬ 
ing  premises  130-53  70th  avenue,  north  side,  120  ft.  west 
of  135th  street,  (Block  No.  6548,  Lot  No.  6),  Forest  Hills, 

Queens;  and  .  , 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  28,  1939  on  Alteration  Application  No. 

75_39  i*03.ds  * 

’  “4.  A  frame  building  for  non-residential  use  is 

contrary  to  the  code  (sec.  4.1.3,  sub.  la;  sec.  4.1.3,  sub. 

5a.)  .  . 

5.  A  place  of  detention  (police  station)  is  contrary 
to  the  code,  sec.  4.2.1  (sec.  3.1.1,  considers  a  police 
station  as  a  public  building).” 

and 


Whereas,  the  building  is  3  stories  (37  ft.)_  in  height, 

76  ft.  1  in.  by  140  ft.  in  area,  of  frame  construction,  located 
in  a  residence  use  district,  erected  in  1930  and  occupied 
under  certificate  of  occupancy  No.  45180  as  a  golf  and 
country  club;  and 

Whereas,  it  is  proposed  to  alter  the  building  so  as  to 
provide  temporary  offices  for  the  Mayor  and  the  Comp¬ 
troller  of  the  City  of  New  York,  and  for  a  police  station, 
waiting  room  and  dining  room;  and 

Whereas,  the  applicant  contends  that  there  will  be  no 
structural  changes,  all  new  partitions  will  be  of  cement 
plaster  on  metal  lath,  an  air  cooling  system  with  metal 
ducts  will  be  installed  and  new  entrance  constructed. 
Present  porte  cochere  and  cupolas  on  roof  will  be  removed. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  Alt.  No.  75-39,  objections  4  and  5,  be  and  it  hereby 
is  modified,  and  that  the  appeal  be  and  it  hereby  is  gi  anted, 
permitting  the  use  of  the  frame  building  during  the  dura¬ 
tion  of  the  World’s  Fair,  for  use  as  office  of  the  City  of 
New  York  and  appurtenances  thereto,  including  a  police 
station,  on  condition  that  the  building  shall  not  be  used 
for  other  purposes  and  shall,  in  all  other  respects,  comply 
with  the  requirements  of  all  laws,  rules  and  regulations 
applicable  thereto,  other  than  as  herein  varied. 

APPLIANCES  SUBMITTED  FOR  APPROVAL 
493-24-SA. 

APPLICANT— Samuel  W.  Ross  for  Faultless  Distributing 
Co.  Inc.,  owner. 

SUBJECT— Application  for  reopening  —  amendment  re 
Faultless  Oil  Burner;  additional  names— Fadco,  S 
and  W  Air  King  and  Consumers  Golden  Glow. 

APPEARANCES— 

For  Applicant :  Samuel  W.  Ross. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  report  of  the 
engineer  of  the  board. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU-  1 

TI0N—  .  ,  ,  „  .  . 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  " 

Absent  .  ^ , 

THE  RESOLUTION— 

(493-24-SA) 

Whereas,  the  Board  of  Standards  and  Appeals  approved 
the  Faultless  Oil  Burner  for  use  with  Grade  A  and  Grade 
B  fuel  oil,  when  equipped  with  nump  feed  in  domestic  and 
commercial  installations ;  and  . 

Whereas,  the  owner,  through  his  agent,  Samuel  W. 
Ross,  requested  an  amendment  of  the  resolution,  so  that , 
the  construction  and  controls  of  the  burner  could  be  re¬ 
tested  and  that  permission  be  granted  to  market  the  burner , 
as  “Fadco”,  “Consumers  Golden  Glow”,  and  S  and  W  Air 

King ;  and  . 

Whereas,  this  appliance  was  submitted  to  the  engineer 
of  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  engineer  of  board,  reads  as 

follows :  „ 

REPORT  OF  ENGINEER 

Re :  Cal.  493-24-SA 

Amendment  to  resolution  to  permit  marketing  of  the 
Faultless  Oil  Burner  as  the  “Fadco”  “Consumers  Golden 
Glow”  and  S  and  W  Air  King  and  to  bring  the  de¬ 
scription  and  test  of  burner  up  to  date. 

Under  date  of  December  22,  1925  the  Board  ot 
Standards  and  Appeals  approved  the  _  Faultless  W. 
Burner  for  use  with  Grade  B  Fuel  Oil  in  domestic 
installations,  resolution  was  amended  October  5,  19^° 
to  permit  domestic  and  commercial  installations  witn 
Grade  B  fuel  oil  and  with  Grade  A  fuel  oil  when 
equipped  with  pump  feed  further  amended  June  3, 
1928  for  commercial  installation  with  a  certihe 
operator. 
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.  Application  now  filed  February  24,  1939  for  the 
improved  Faultless  Oil  Burner. 

This  burner  is  a  mechanical  draft  domestic  oil  burner 
suitable  tor  installation  in  hot  water  or  domestic  steam 
boilers  and  warm  air  furnaces. 

Tbs  appliance  was  inspected  and  tested  at  405  East 
87th  street  on  March  2,  1939. 

This  appliance  has  been  approved  by  the  Underwriters 

No  37  0611’  PnI  13’  1937 ’  Lab'  FUe  MP  1113’  Appli- 

1  /6  R  P cTis7  of  a  single  phase 
1/6  H.P.  1750  R  P.M.  110  volt  60  cycle  General  Elec¬ 
tric  motor  a  Webster  110  volt  60  cycle  primary  10  000 

Inds  SeAn fransf£ormer  with  Push  type  terminal 
ends  A  Webster  two  stage  fuel  unit,  a  Monarch 

»  °r  ,S-min/ri^°Z,zle’  Dia-Electric  or  Isolantite 
glazed  porcelain  9/16'  diameter,  5  inch  length  Nich- 
rome  electric  tips  and  shielded  Rajah  connections  with 
approved  high  tension  cable. 

P,nw-^0ntir0lSoC0nsist  °f  Minneapolis  or  Honeywell— 
Protecto-relay  Pressuretrol— Thermostat— Housing  and 

air  tube  bus  bar  and  adjustable  cone  are  of  cast  iron 
Mounting  bracket  is  cast  iron.  It  is  recommended  that 
this  amendment  be  approved ;  and 

theWresXtion!l’iS  reP°rt  recomme"ds  amendment  of 

L  • June  s' 1928  be  amended 

“Resolved,  that  the  Board  of  Standards  and  Appeals 

les?  OnreBnnPPPr°fVe  tHe  appll^nce  kl?own  as  the  Fault- 

instalktion?  UiSG  -,n  domestlc  and  commercial 

installations  with  fuel  oil  not  heavier  than  No  3 

U  S.  Dept  of  Commerce  Standards,  when  installed 

-  accorpdance  ^th  the  above  report  and 

andhippe?is.EUrner  R“  65  °f  the  B°ard  °f  Standards 

m ?v°!VAd’  turthfr>  that  this  burner  may  also  be 

Glowtnd  ^^dW  names  Fadco>  Consumer’s  Golden 
<jiow  and  S.  and  W.  Air  King  on  condition  that  under 

whichever  name  so  marketed  it  shall  bear  a  label 
permanently  affixed,  reading :  ‘Approved  by  the  Board 
of  Standards  and  Appeals  for  Use  in  New  York  Citv 
under  Cal.  No.  493-24-SA.’”  Uty 


3-24-SA. 

ppLICA^NT-Louis  G.  Imperato,  for  May  Oil  Burner 
ITTUpot  Pa  n’  owner. 

nfentA?eP h\G0nm0Ppened  March  14’  1939-amend- 
models  M  0l  Burner’  t0  delude  additional 

ppearanc'es— 

rTH/^?7TppIicant:  Louis  G.  Imperato 

10 w‘dF  B0ARL  Resolution  amended  in  accordance 
HE  VOTE  TPn0rt4i\reer  °f  the  board  aCC°rdance 

v  aIF  to  amend  resolution— 

Aff~  ^  Chair,m^  Murdock.  Commission- 
\WEh  gC  and  B  Um  and  Assistant  Chief 

Negative  . 4 

Absent  .  9 

'LE  RESOLUTION—  .  ° 

w  (68-24-SA) 

.nuaryRElA7Sj  1924  ^an^nr  Burner  Corporation,  owner,  filed 
Hs  and  Appeals  for  annr  T  Tt  the  Board  of  Stand- 
S  May  OiJBurner,-  and  "  aPpHance  kn°Wn  as 

w®  appliance  was  approved  by  the  board  Mav 
resolution  amended  Anril  ?i  10-31  f  iUa/ 
°ugh  its  attorney  LonFT  T™  1931’  and  owner 

ut  of  the  resolution  tand  ?  °’  requested  an  amend- 

9,HandAtbthtdPtiCtahe°n  WaS  reopen,ed  ou  March  14, 

!  ^port;  anT  h  engineer  of  the  board  for  test 

■^n“l939,erSras°Li™S:ngineer  °f  b°ard-  dated 


REPORT  OF  ENGINEER 
Cal.  No.  68-24-SA 

MMo2i11TBrearTrmen)drt  of  Res°iution  to  include 
Model  L,  Model  C  and  Model  S 

anynAdnnedfte  °f  1’  1925>  the  Board  of  Standards 
a  d  Appeals  approved  the  May  Oil  Burner  for  domestic 

and  industrial  Installations  with  Grade  A  and  B  fuel 

on  the  Resolution  was  amended  April  21  1931  to 

M,vdR  CZ%er-  ial  installati°ns.  A  letter  under  date  of 
May  8,.  19-6,  in  a  request  to  reopen  states  that  the 

denied  dn  °l  i6  r,edesip,ned  type  L.  This  request  was 
denied  due  to  the  fact  that  the  Fuel  Oil  Rules  at  that 

suggested  ^  permit  tke  use  °f  the  type  of  controls 

It  is  now  proposed  to  market  the  three  original  models 
under  the  name  May  &  Quiet  May. 

These  original  models  were  approved  bv  the  Under- 
iQ??erSA/r^ Laboratory  Guide  #300-10-4,  September  2, 
Model  L  has  not  been  changed  since  the  original 
approval  except  for  the  addition  of  the  controls  noted 
Inspection  and  test  was  made  at  Fontbonne  Hall,  Shore 
Road  and  99th  Street. 

recommended  that  the  resolution  of  the  Board 
adopted  Apnl  21  1931,  be  amended  to  read  that  the 
May  Oil  Burner  Models  L,  S  and  C  be  approved  for 

•Jf® ’  “  \ew  York  Clty  when  manufactured  and  installed 
m  accordance  with  this  report  and  with  the  Oil  Burner 

d nil:!  the  B°arid  °f,  ,Standards  and  Appeals  for 
domestic  commercial  and  industrial  operation  with  fuel 

oil  not  heavier  than  #3  U.  S.  Dept,  of  Commerce 

manenat1dS  C°ndltlon  that  the  burner  has  a  label  per¬ 
manently  affixed  thereto  reading  approved  by  the  Board 

under  Cdjr#68-24-SAPea'S  f°r  ““  N'W  Y°rk  Ci»- 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

Ztiy2r^  ^  IT Uti0n  °l  5’  1925’  as  amended 

April  Zl,  1931,  so  that  as  amended  the  resolution  shall  read- 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  appliance  known  as  the  May 

M^rneraaTld^9UcTMay  011  Burner-  Model  L, 

„  jde*  f  and  Model  S,  for  use  in  domestic,  commercial 

th  d  XTdoU  I  IT  cnSn  laTn|,  Tith  flleI  oil  not  heavier 
install?'*3  U'  Dept'  -°l  Cornrnerce  Standards,  when 
mstalled  in  accordance  with  the  Oil  Burner  Rules  of  the 

B°ard  of  Standards  and  Appeals  and  with  the  above 
report,  on  condition  that  the  appliance  shall  have  a  label 

sSnffiflf  y  aFAXCd  7aciing  “Approved  by  the  Board  of 

cS  #68  2TsAPPea  f°r  USe  ^  NeW  Y°rk  City  Under 


46-34-SA. 

APPLICANT— Louis  G.  Imperato,  for  May  Oil  Burner 
Corporation,  owner. 

SUBJECT— Application  reopened  March  14,  1939^-amend- 
modelsre  7  011  BUrner>  t0  indude  additional 

appearances— 

F01  Applicant :  Louis  G.  Imperato. 

ACTION  OF  BOARD  Resolution  amended  in  accordance 
^TTT,  Wlth  rePort  of  engineer  of  the  board. 

™E  V9IF  T0  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commission- 

Walsh  and  BIUm  and  Assistant  Chief 

Negative  . .  n 

Absent  .  . .  p 

THE  RESOLUTION— 

(46-34-SA) 

Whereas,  William  G.  Shrews,  Jr.,  for  the  May  Oil 
juiner  Corp.,  owner,  filed  February  16,  1934  an  application 

r  Boa1  °f  Standards  and  Appeals  for  approval  of 
the  appliance  known  as  tile  May  Oil  Burner,  Type  BB; 
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Whereas,  this  appliance  was  approved  by  the  board  April 
17,  1934,  and  the  owner  through  its  attorney,  Louis  G.  lm- 
pe’rato,  requested  an  amendment  of  the  resolution ;  and 

Whereas,  this  application  was  reopened  on  March  14, 
1939,  and  submitted  to  the  engineer  of  the  board  for  test 

and  report;  and  .  ,  ,  , 

Whereas,  the  report  of  the  engineer  of  the  board  dated 

March  20,  1939,  reads  as  follows : 

REPORT  OF  ENGINEER 

March  20,  1939. 


SUBJECT— Schuster  Monoplate  System— approval  of. 


APPEARANCES—  „ ,  ,  T  c  . 

For  Applicant:  K.  R.  Schuster  and  J.  W.  Sands. 


ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE—  .  . 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  J 

Negative  .  ® 

Absent  .  ® 


Re.  Cal.  No.  46-34-SA 

Amendment  to  Resolution  adopted  April  17,  1934,  ap¬ 
proving  the  May  Oil  Burner  Type  BB  to  include 
Models  B,  NSJ,  F,  NSJ  1,  and  W. 

Under  date  of  April  17,  1934,  the  Board  of  Standards 
and  Appeals  approved  the  May  Oil  Burner,  Model  BB. 
Request  has  been  made  to  include  in  the  approval  Models 
B  NSJ  F  NSJ  1  and  W,  and  to  permit  use  of  name 


Quiet  May. 

These  models  differ  from  the  original  model  approved 
in  the  following  Model  B— this  is  identical  with  Model 
BB  except  that  the  ornamental  cover  has  been  removed. 

Model  NSJ  the  same  as  BB  except  for  shape  of  base 
which  is  horseshoe  in  shape  and  the  blower  housing  and 

windpipe  painted  red.  ,  , 

Model  F — The  transformer  which  in  BB  is  suspended 
from  windpipe  is  attached  to  top  of  blower  housing 

and  the  base  has  3  prongs.  ... 

Model  NSJ  1— same  as  Model  F— the  only  dif¬ 
ference  is  type  of  strainer.  Model  F  using  a  Cuno 
strainer  and  NSJ  1  a  Commercial  Filters  Corp. 

Model  W — same  as  BB  without  cover  but  uses  a 
larger  blower  fan,  larger  housing  and  windpipe. 

There  have  been  no  changes  in  the  controls,  lhe 
oil  pump  now  used  is  manufactured  by  the  Waltham 
Pump  Co.  The  motor  is  a  Century  or  Ohio.  lhe 
original  burner  was  approved  by  the  Underwriters 

Laboratories  MP  166.  ,  t 

An  inspection  and  test  of  Model  F  was  made  at  182 
fWan  Parkwav  on  March  20,  1939,  and  the  burner  was 


found  to  operate  properly.  ,  ,  . 

It  is  recommended  that  the  resolution  adopted  by  the 
Board  April  17,  1934,  be  amended  to  read  that  the 
May  Oil  Burner,  and  Quiet  May  Oil  Burner  Models 
BB,  B,  NSJ,  F,  NSJ  1  and  W,  be  approved  for  rise 
in  domestic,  commercial  and  industrial  installations  with 
fuel  oil  not  heavier  than  #3,  U.  S.  Department  of  Com¬ 
merce  Standards,  where  manufactured  and  installed  in 
accordance  with  this  report  and  the  report  set  forth  in 
the  original  resolution  of  April  17,  1934,  and  in  accord¬ 
ance  with  the  oil  burner  rules,  on  condition  that  the 
burner  bear  a  label  permanently  attached  reading  ‘Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  Citv  under  Cal.  #46-34-SA.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  amend  its  resolution  of  April  17,  1934,  so  that  as 
amended  it  shall  read : 


“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  appliance  known  as  May  Oil 
Burner  and  Quiet  May  Oil  Burner,  Models  BB,  B 
NSJ,  F,  NSJ  1  and  W  for  use  in  domestic,  commercial 
and  industrial  installation  with  fuel  oil  not  heavier  than 
#3  U.  S.  Department  of  Commerce  standards,  when 
installed  in  accordance  with  the  oil  burner  rules  of  the 
Board  of  Standards  and  Appeals  and  with  the  above 
report,  on  condition  that  the  appliance  shall  have  a 
label  permanently  affixed  reading  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  46-34-SA.” 


MATERIALS  SUBMITTED  FOR  APPROVAL 
122-38-SM. 

APPLICANT— K.  R.  Schuster,  owner. 


THE  RESOLUTION— 

(122-38-SM) 

Whereas,  K.  R.  Schuster,  owner,  filed  February  28, 1938, 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  material  known  as  the  Schuster  Mono¬ 
plate  System;  and  .  .  ,  , 

Whereas,  this  material  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  committee  on  tests  of  the 
board,  reads  as  follows : 

REPORT  OF  COMMITTEE  ON  TESTS 

Re:  Cal.  No.  122-38-SM. 

Approval:  Schuster  Monoplate  System. 

K  R  Schuster  filed  February  28,  1938,  an  applicatior 
with  the  Board  of  Standards  and  Appeals  for  the 
approval  of  the  Schuster  Monoplate  System  of  Twcj 
Way  Reinforced  Hollow  Tile  Monoplate  Floor  Systerr 
as  hereinafter  described  under  C.26-628.0  Administra: 
tive  Code  (10.3.8  BC)  and  C.26-191.0  Administrative 
Code  (2.2.3  BC)  and  C.26-178.0.b  Administrative  Code 


BS5x/3.9* 


6"xI2"xI2"  6  Cell , 
Structural  Ctay  Tile 


Top  of  Beam 
Flush  with  Top  of  Slab 

/0"xi“x0L/0"P/. 
'~P"x8"x48*Co/. 


i 


SECTION  )'A*A" 

THE  SCHUSTER  MONOPLATE  SYSTEM 

Figure  1 
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design  of  the  slab  is  predicated  on  an  empirical  moment 
formula  developed  by  the  applicant  wherein  the  posi- 
ive  bending  moment  is  taken  as  1/48  W  and  the  nega- 
ive  bending  moment  as  1/24  W.  The  claims  for  this 
form  ol  construction  are  a  reduction  of  the  bending 
moment  in  the  beams  by  virtue  of  the  action  of  the 
top  and  bottom  reinforcing  rods  with  the  beams  and 

pfflUrTnS’  structural  members  having  a  stiffening 
effect  on  the  slab  to  create  a  cantilever  action  on  the 
slab  which  is  of  the  same  depth  as  the  beams.  These 
beams  act  as  struts  for  the  columns  during  their  erec¬ 
tion  and  as  reinforcement  for  the  slab  wherein  the 
rvniorcmg  rods,  imbedded  in  upper  chord  of 
the  slab  and  the  usual  reinforcing  rods  along  with,  the 
structural  members  are  encased  in  concrete  into  a  slab 
so  as  to  reduce  the  bending  moment.  The  beams  act 
as  struts  between  the  columns  and  as  slab  reinforce¬ 
ments  ultimately  wherein  they  absorb  punching  shear. 
This  slab  is  predicated  upon  the  stresses  being  radial 
to  the  columns  and  accordingly  negative  reinforcement 
eK  £rea  surrounding  the  columns  and 

mDosedal  flnh  1  cooPe™tmB  with  the  struts  and 
'X  ,  f  ,5  oads  °n  the  struts  which  being  con- 
the  columns  °  '  r6S1StS  the  punchinS  sh ear  of 

Tests  were  conducted  of  a  typical  slab  with  canti¬ 
levers  (See  Figure  2)  to  simulate  a  continuous  floor 


Figure  2 

Bayonne31  °r  ^  dnter”at.ionaI.  Nickel  Co.  at 

i-  y  ■  ’  N.  J-  by  Columbia  University  under  the 

dated'^Novemberf  lV'  f™#2 « 

was  28'  6"  square  supported  on  4-8  Tnch  '  H  T// 

Tbe?Urai  Sted  columns  spaced  18  feet  on  centers’ 

concre^'footfaUoT  V'-  hi*h’  “ch  ■ 

To  the  ton  nf°tE  SUC^i  SIZC  as  to  avcdd  settlement, 
heamc  t0p- ?-f  these  columns  structural  nickel  steel 

>  means  of^  °f  /  Uth  H~18'9  »*•  were  attached 
uy  means  of  4 %  inch  bolts,  two  of  the  beams  heW 

we^e  sTced^1'  thl' colulTins  while  the  remaining  two 
spliced  over  the  columns  by  5A"  x  7"  x  4'  7Va" 

Zl t  Zl  Xhr  P,a,“  rive«  *VanXd  tot7,! 

The  webs  of  Jeams  Were  at  the  same  elevation. 

the  reinftraS  ba?smSTheerh„nPP  ed*fith  h°les  for 
thp  ci-aU  •  ;  oars,  i  he  bottom  reinforcement  of 

s'  0/c  in  botTcr'  f  def°red  round  bars  !ced 
levers  and  evlCd  “f’"5  ln  ,he  Panel  an''  the  hull- 
lines  ’  R^inf^  Ptm?  f°r  an  area  28"  within  column 

hn's 'and  onsisTof  5/"  ??  waa  J>'aced  across  column 
pv^rr  Lynsists  of  Ys  deformed  round  bars  16"  c/r 

were  ho<fked°  the^t  ^  °-f  the  cantilevers  where  they 
lines  into  the  intend  &  P°!nt  6  £e^  beyond  the  column 
it  approximated  th  P-f^e  straiffht  rods.  Two  bars 
emitted  Tl  be  drd  P°lrd  from  each  edge  were 
*  inches ^ndCU/retehOVer  the  inte^cting  bars  was 
his  reinforcement^  !?cbef  resPectively.  In  between, 

actually  ”  i5  ler /o1-  Tas  placed  nominally  6 
y  i>3A  )  x  12  x  12  inches,  6  cell  ribbed  faced 


•  ,  re  -  This  tile  was  spaced  16  inches  on  centers 
with  top  surfaces  at  the  same  elevation  as  the  five  inch 
nckel  steel  beams.  Spaces  between  this  tile  after  con 

excepffo^cTumn11]3  4  wide  in  both  directions 

except  tor  column  lines  where  a  so  id  concrete  band  28 

inches  wide  surrounded  the  5  inch  beams  ’ 

the  average  compression  stresses  of  the  tiles  which 

are  structural  units  with  cells  vertical  was  4603  p  s  i 

aud  „„h  cells  horizontal,  1514  p.s.i.  The  „iSel  steel 

remforcemem  for ■  %  in.  bar  included  38%  carbon 

.64%  manganese,  3.58%  nickel  and  having  other  aver' 

90  000  Tfi  U!  H?  :  -EI5nf ti0"  y«ld  po?„, 

ttiV  U  .P  ’  (as,  determmed  by  the  offset  method! 

28  427!  P.S.I.,  Modulus  of  elasticity 

28,4^0,000,  while  the  Yk"  bars  consisted  of  carbon  38% 

manganese  .76%,  nickel  3.45%,  average  values  of  elon 

P-Sd-  <as  determined 

1 a  m S1t  i  meth°d).  Ultimate  strength  127  100  nsi 
and  Modulus  of  elasticity  28,460,000.  *  ’  P' 

j-/  1S  apparerd  from  these  figures  that  the  Yk  inch 
deformed  round  bar  has  developed  higher  values  due 
to  the  working  of  the  metal  and  the  smaller  area  The 
structural  nickel  steel  I  beam  used  consisted  of  carbon 
.26%,  manganese  .56%,  nickel  3.46%,  with  average 
values  of  elongation  13.2%,  yield  point  68  900  p  s  i 

length "TlSO  ^  off“f  ,  -^od).^  Ultimate 

53  j  000  Ti  30  Pi'U’  and,  ^odubis  of  elasticity  28,- 
333,000.  These  figures  being  average  for  snerifiV 
analysis  of  web,  top,  bottom  and  middle.  For  the  top 
and  bottom  flange  the  average  values  of  elongation  ar? 

n^IlTod)1  and°88  5S308  P.-S-U  (as  determined  by  offset 
mernoci )  and  88,530  p.s.i.  ultimate  strength  with  a 
modulus  of  elasticity  28,516,000.  th  a 

Concrete  was  made  up  in  proportion  of  1  to  2  3  to  3 
consisting  of  coarse  Long  Island  sand,  graded  gravel 

iuches  /bteX‘m“m  and  a"  a«r!  slump8/!  4 

inches..  I  his  concrete  was  poured  to  a  thickness  nf 

(act,,ally  a"  allow- 

+ailpec!ime^  cyI.mders  °f  concrete  6  inches  by  12  inches 

!nkth!  fiUMng.fet.COnstruction  of  the  sIab  Ind  stored 
the  field  with  the  test  slab  were  tested  at  the  end  of 

70  days  with  average  results  as  follows:  for  12  speci¬ 
mens  tested — Compressive  strength  3  afSQ  P  . 

of  elasticity,  4,927,500  5’  P  -U’  W°dulus 


mr 


Figure  3 


j  ,  105  to  tb.^.  Pacing  of  the  concrete,  means  were 
taken  to  Provide  for  reaching  the  steel  bars,  concrete 
and  top  and  bottom  flanges  of  two  I  beams,  with  a 

then  nr?Trfea'  f  T°UCh  g&U^e  h°les  were  cleaned  and 

then  protected  from  corrosion  with  vaseline.  Means 
nf^h3  S?  t0  observe  bending  in  the  columns  and 

ldV!ab  a4  °ng  c°luiFn  hnes  and  center  lines  with 
steel  T  inserts  at  .  the  bottom  and  contact  established 
wi  h  reference  points  on  the  ground  directly  below 
Afd  tmna  bench  marks  distant  from  the  footings  were 
established  to  observe  footing”  settlement. 
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This  slab  was  essentially  a  two  way  reinforced  tile 
concrete  rib  type  approximately  6  (actually  5n  )  inches 
in  depth,  with  a  flat  ceiling.  The  test  panel  provided 
cantilevers  extending  5  ft.  3  inches  on  all  sides  of  co - 
umns,  which  were  18  ft.  on  centres  and  loaded  uni¬ 
formly  to  produce  conditions  approximating  continu¬ 
ous  slab  construction.  The  loading  material  consisted 
of  pig  lead  and  was  so  placed  as  to  approximate  a 
uniformly  distributed  load  (See  Figure  3)  in  mcre- 
ments  of  superimposed  loads  as  fa flows .the  dead  load 
assumed  at  50  lbs.  per  sq.  ft.)  125,  253,  311  and  372  lbs. 
Under  this  last  loading  a  steel  cover  plate  over  one  ot 
the  struts  failed  which  ended  the  test  of  the  slab  so 
far  as  continuous  slab  construction  was  concerned. 
The  test  was  however  continued  to  develop  the  strength 
of  the  central  portion  of  the  slab  by  testing  the  slab 
to  destruction  by1  shoring  along  the  edges  of  the  panel 
on  four  sides  simulating  an  edge  supported  slab.  At 
the  time  this  was  done  the  central  deflection  of  t  e 
column  band  was  2)4  inches.  The  loading  of  t  is 
panel  was  finally  carried  to  700  lbs.  p.s.f.  by  shifting 
some  of  the  load  from  the  cantilevers  to  the  panel. 
Stress  and  strain  readings  were  taken  of  the  slab  (lur¬ 
ing  these  loadings  and  all  strains  reduced  to  values 
corresponding  to  70  degrees  F.  During  the  entire 
tests  precautions  were  taken  during  the  loading  ot  the 
cantilever  portion  to  attempt  to  maintain  a  balance 
with  the  loading  of  the  panel,  by  placing  more  of  the 
cantilever  load  nearer  the  columns. 

The  deflections  for  applied  loads  in  the  centre  of  the 
panel  were  as  follows : 


TABLE  4 

SUMMARY  OF  CENTER  DEFLECTIONS 


Applied 

Load 

p.s.f. 

Total  Load 
including 
dead  loach 

Total  center 

Center  deflection  deflection 

for  Applied  Load,  including  dead 
inches.  load,  inches. 

0 

50 

— 

0.25 

50* 

100 

.25 

0.50 

100* 

150 

.53 

0.78 

125 

175 

.64 

0.89 

196 

246 

1.10 

1.35 

253 

303 

2.24 

2.49 

311 

361 

2.75 

3.00 

372 

422 

3.97 

4.22 

the  observed  data. 


At  the  loading  of  700  p.s.f.  failure  in  the  concrete 
and  tile  was  produced  due  to  crushing  of  the  concrete 
along  the  column  line,  with  no  rupture  of  either  the 
beam  or  the  reinforcing  bars.  The  deflection  when 
failure  occurred  was  approximately  9.8  inches  at  the 
slab  centre,  which  increased  after  an  hour  to  10.45 
inches  At  10.55"  the  slab  failed.  After  unloading,  the 
slab  recovered  4J4".  At  125  lb.  load  fine  cracks  formed 
on  the  top  along  the  edge  of  the  I  beam  flange  with  a 
small  opening  along  the  juncture  of  tile  and  concrete 
at  the  bottom,  and  in  the  general  direction  of  the  center 
lines  of  the  panel.  At  the  203  p.s.f.  load,  additional 
cracks  formed  along  the  edges  and  corners  of  the  first 
row  of  tile  and  in  the  bottom  of  the  slab.  At  372  p.s.  1., 
pronounced  cracking  occurred  at  the  corners  without 
appreciable  opening  and  diagonal  cracks  in  the  imme¬ 
diate  vicinity  of  columns  opened.  All  cracking  seemed 
to  occupy  zones  of  high  positive  movement  along  centre 
lines  of  slab.  The  actual  failure  at  700  p.s.f.  was 
along  lines  almost  on  a  circle  described  between  col¬ 
umn  lines  except  at  final  failure  there  was  no  spalling 
of  either  concrete  or  tile  and  no  pronounced  opening 


of  major  cracks,  indicating  that  the  reinforcement  he 
not  ruptured.  A  value  of  85,300  p.s.i.  in  tension  o- 
curred  at  station  N  10  and  5A  under  load  of  372  p.s. 
indicating  a  condition  of  over  stressing  of  the  ren 
forcement  exclusive  of  dead  load  conditions  where  tl 
increment  due  to  dead  load  would  give  higher  stre 
values  in  accordance  with  the  straight  line  formal 
It  is  apparent  therefore,  that  the  total  stresses  exceedi 
the  yield  points  in  the  reinforcement  at  this  point 
loads  prior  to  372  p.s.f. 

As  a  result  of  this  test  and  observations  therefroi 
and  in  the  field,  the  committee  cannot  recommend  tl 
construction,  predicated  upon  the  applicants  formi 
for  the  slab  upon  which  a  design  load  of  150  p.s 
dead  load  of  50  p.s.f.  (exclusive  of  surface  finish 
approximately  22  lbs.  p.s.f.)  was  based.  When  t 
slab  failed  after  al  superimposed  load  ot  5/2  p.s.f.  h 
the  failure  in  the  coverplate  not  occurred,  undoubted 
better  results  would  have  been  obtained  as  indicated 
the  reserve  strength  of  the  central  panel  which  fai. 
at  700  p.s'.f.  applied  after  supporting  the  slab  alo 
the  four  sides.  While  the  stresses  observed  were  hi 
the  condition  of  the  slab  and  high  ultimate  strenf 
of  the  nickel  steel  reinforcement  indicate  a  resei 
strength  in  both  the  steel  and  the  slab  and  justify 
committee  in  recommending  the  approval  of 
Schuster  Monoplate  System  under  C26-1  >1.0  Admir 
trative  Code  (22.3  BC)  and  C26-178.0b  Admimstrat 
Code  (2. 1.2.5  BC)  provided  that  the  empirical,  form 
used  in  the  design  of  the  slab  as  tested  be  mcrea 
from  1/48  W.  to  1/36  W.  for  the  positive  bend 
moment  and  from  1/24  W  to  1/18  W  for  the  negai 
bending  moment  wherein  W  is  the  total  dead  and 
load  and  that  the  deflection  of  any  span  shall 
limited  to  1/360  of  its  length  in  the  shortest  direcl 
and  provided  further  that  no  structural  value  be 
tributed  to  the  beams  connecting  the  columns  but  i 
struts  and  their  connections  to  the  columns  shall 
strong  enough  to  resist  punching  shear  due  to  coll 
action.  It  is  further  recommended  that  the  unit  st 
of  the  nickel  steel  for  reinforcement  be  of  the  con 
sition  as  provided  herein  be  reduced  from  35,UUU  \ 
to  25,500  p.s.i.  (see  C26-368.0  subdiv.  b.l.b.)  whe 
25  500  p  s  i.  is  assigned  nickel  steel  structural  sh; 
in  tension  and  in  C26-366.0  wherein  higher  unit  stre 
are  assigned  structural  steel  having  yield  points  hi| 
than  for  normal  steels.  In  all  other  respects  the  m 
rials  and  construction  of  the  Schuster  Monoj 
System  shall  comply  with  the  requirements  of  sul 
5  of  Art.  8,  Administrative  Code  entitled  Reinto 
Concrete  Construction’.  . 

It  is  further  recommended  that  each  design  sub 
ted  to  the  Building  Department  shall  carry  an  ins. 
tion  thereon  reading  as  follows :  “Schuster  Mono 
System  designed  in  accordance  with  the  requiren 
of  the  approval  granted  by  the  Board  under  La  . 

122-38-SM”.  _  .  p...Arr 

(Sgd.)  BERNARD  A.  SAVAGE 

Commission 

CHARLES  M.  BLUM,. 

Commission 

LESLIE  V.  HUBER, 

Chief  Engine 
Committee  on  Tes 

Resolved,  that  the  Board  of  Standards  and  Appeals 
hereby  approve  the  material  known  as  the  Schuster  A 
plate  System,  for  use  in  New  York  City  when  man 
tured,  installed  and  labelled  in  accordance  with  the  < 
report. 


341-38-SM. 

APPLICANT— Bird  and  Son,  Inc.,  owner. 
SUBJECT— Application  for  reopening— amendmen 
resolution — re  Bird  Roofing  Materials,  _ Parou 
Neponset,  manufactured  by  Bird  and  Son,  it 
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APPEARANCES— 

For  Applicant:  None. 

ACTION  OP  BOARD  Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  recommendation 
of  committee  on  tests. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . .  0 

Absent  .  ’  ’  q 

THE  RESOLUTION— 

(341-38-SM) 

Whereas,  Bird  and  Son,  Inc.,  owner,  filed  May  6,  1938 
m  application  with  the  Board  of  Standards  and  Appeals 
or  approval  of  the  material  known  as  the  Bird  Roofing 
daterials,  Paroid  and  Neponset,  Brand  Specifications  201 
02,  203  and  204;  and 

Whereas,  this  material  was  approved  by  the  board  July 
2,  1938,  resolution  amended  October  11,  1938  approving 
dditional  materials  and  applicant  requests  approval  of 
|'lat  Shingles  of  Square  Butt  Type. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  amend  its  resolution  of  May  6,  1938  as  amended 
petober  11  1938  and  January  31,  1939  to  include  the  Flat 
hingles  of  Square  Butt  Type  12"  Giant  3-Tab  Shingle 
-aving  the  following  specifications : 

Flat  Shingles  of  Square  Butt  Type— 12"  Giant 
2-Tab  Shingle 

ize  of  Shingle  .  12"  x  36" 

tandard  shipping  weight  .  255  lbs 

aterial  per  square  .  236  sq.  ft 

xposure  on  Roof  .  5  inches 

-rcent  of  roof  covered  by  1,  2  and  3  layers  1—4% 
respectively  . *. .  2—59% 

|  3 _ 

pderwriters’  Classification  — C 

)tcb  — 4"  to  1  foot  and  up 


44-38-SM. 

PPLICANT— Atlantic  Salenite  Chemical  Co.,  agent  and 
part  owner  for  John  FI.  Dirkes  and  associates 
owners. 

PPEA^rfcES—  Flameproofing~aPproval  o£- 

'TTnv°^Pr?^C?£U  Lawrence  J •  McNamara. 
i-TION  OF  BOARD— Material  approved  in  accordance 
ijp  report  of  committee  on  tests. 

he  vote  to  approve— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . ’  *  ’  ’  ‘  ‘  ’  ’  . .  n 

Absent  .  ’  . .  q 

11E  RESOLUTION— 

(1144-38-SM) 

(Voiirfw’  rEi  Atlan,Fc  Salenite  Co.,  agent-part  owner 
jonn  a.  Dirkes  and  associates,  owners,  filed  December 

heX  T  appllcatlon  with  the  Board  of  Standards  and 

:me  Proo'fingfand  ^  kn°Wn  aS  Salenite 

£*$•«**  material  was  submitted  to  the  committee 

/wltJu  .U  board  for  test  and  reP°rt;  and 

-Is  a? follows reP°rt  °f  thC  committee  on  tests  of  board, 

Cal.  i^4™0F  COMMITTEE  ON  TESTS 

Approval  of  Salenite  Flameproofing. 
lhe  Atlantic  Salenite  Chemical  Co.  for  John  H. 


Dirkes  and  Associates,  owners,  filed  December  9  1938 
an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  material  known  as  Salenite 
Flameproofing,  under  the  provisions  of  sub.  art  6  of 

OccScy  StnrguSctu«sSCene  ^  °f  Art  12'  Special 
Hus  material  consists  of  two  solutions: 

Ammonium  Sulphate  .  58  lbs 

Ammonium  Phosphate  . in  mT 

Boric  Acid  .  '  '  y?  iu  ' 

Sodium  Floride  . 3 

Carbolic  Acid  or  Commercial  Phenol.  1  lb. 
Mercuric  Chloride  Corrosive  Sublimate  Va  lbs. 

-me  Chloride  .  .  50%  so]ution 

F  he  ingredients  are  added  to  100  gallons  of  water. 

,  he.,watjfr  *s  Pour_ed  into  a  mixing  tank  and  heated 

whiF  ethp°i  m?  P°int  anr  kept  at  that  temperature 
while  the  various  ingredients  are  thoroughly  mixed 

therein  and  agitated  to  produce  a  solution 

MW  °/m! 

ofTe^olCig ^  ii/edTems0:111'10"  a"d  ls  C°mpOSed 

Barium  hydroxide  .  3 

Aluminium  Ammonium  Sulphate  . 1  lb 

1  in  Chloride  .  1  lb 

Copper  Solium  Alginate . ’  ’  .  . 3  iy‘ 

Benzaldehide  .  "  1  oz 

Bicarbonate  of  Sode . .  ’1 

These  are  mixed  to  form  a  solution  in  about  % 
gallon  of  the  ammonia  solvent. 

When  the  solution  is  complete  it  is  strained  from 
the  mixing  tank  into  storage  barrels  from  which  it 
is  poured  and  added  to  solution  A,  while  solution  A 
is  hot  and  agitated.  There  may  be  added  to  this 

fn  this  solution  01  plgments  which  will  be  effective 

1  Tbe,  maferial  is  intended  for  the  treatment  of  com¬ 
bustible  material  so  that  they  will  neither  ignite  nor 
suppoi  t  combustion  by  being  thoroughly  impregnated 
and  then  dried. 

Tests  were  conducted  at  the  California  Institute  of 
technology  report  dated  June  3,  1933,  wherein  textile 
abrics,  including  cotton  ball  and  plain  cellophane 
weie  separately  tested  first  immersed  in  gasoline  and 
then  test  repeated  after  immersion  in  oil  in  a  new- 
untested  piece,  ignition  being  furnished  by  matches 
with  satisfactory  results  as  indicated  therein  for  the 
mateiials  normally  used  as  hanging’s  in  theatres. 

On  this  basis  of  this  data  and  similar  tests  on 
sample  fabrics  submitted  by  the  board  to  fire  tests 
wherein  it  was  found  that  the  sample  when  treated 
with  salenite  was  rendered  so  that  it  will  neither 
ignite  nor  support  combustion,  the  committee  recom¬ 
mends  that  the  use  of  Salenite  be  permitted  under 
sub.  Art.  6  of  Art.  12  (12.6  BC)  and  Sect.  C26-720.0 
paia.  C,  subdiv.  4  Administrative  Code  (12.1.5.  BC). 

It  is  further  recommended  that  the  Salenite  treat¬ 
ment  be  repeated  at  least  once  each  year  and  the  article 
so  treated  shall  be  identified  as  having  been  so  treated 
and  further,  if  any  Salenite  treated  fabrics  are  cleaned 
brushed  or  whipped  upon,  thereof,  they  shall  be  re- 
treated.  Each  fabric  treated  shall  carry  a  label  fas- 
toned  thereto  reading  as  follows:  “Treated  with 
Salenite  as  approved  lor  use  in  New  York  City  under 
Cal.  No  1144-38-SM”  and  that  each  subsequent  treat¬ 
ment  shall  have  this  date  of  the  last  treatment  directly 
under  this  label. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Salemte  Plame 
Proofing,  for  use  in  New  York  City  when  manufactured 
and  used  and  material  treated  and  labelled  in  accordance 
with  the  above  report. 

1161-38-SM. 

APPLICANT — Perforit  Paving  Block  Corporation,  owner. 
SUBJECT — Perforit  Concrete  Building  Bricks  and  Con¬ 
crete  Paving  Bricks— approval  of. 
APPEARANCES— 

For  Applicant :  None.  . 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  ^ 

Negative  .  j; 

Absent  . 

THE  RESOLUTION— 

(1161-38-SM) 

Whereas,  the  Perforit  Paving  Block  Corporation,  owner 
filed  November  4,  1938,  an  application  with  the  Board  ot 
Standards  and  Appeals  for  approval  of  the  material  known 
as  the  Perforit  Concrete  Building  Bricks  and  Concrete 

Paving  Bricks;  and  .  .  ...  „ 

Whereas,  this  material  was  submitted  to  the  committee 

on  tests  of  the  board  for  test  and  report;  and 
Whereas,  the  report  of  the  committee  on  tests  ot  board, 

reads  as  follows : 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  No.  1161-38-SM 

Approval  of  Perforit  Concrete  Building  Bricks 
and  Concrete  Paving  Bricks 

The  Perforit  Paving  Block  Corporation  filed  No¬ 
vember  4,  1938  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known 
as  Perforit  Concrete  Building  Bricks  and  Perforit 
Concrete  Paving  Brick  for  use  in  building  construction 
under  C-26-309  Administrative  Code  (7.1.1.4  BC)  and 
tested  in  accordance  with  requirements  of  G.26-3Z0.U 
Administrative  Code  (7.2.1  BC)  for  solid  umts  as 
provided  for  in  ASTM — B'  C  67-37  and  ASTM  5o-37 
for  Grade  D  brick,  size  of  bricks  approximate  2/8 
x  3)4  x  8  in.  for  brick  and  for  the  paving  brick  8  x 
8  x  3) 4  in. 

The  Perforit  building  bricks  are  manufactured  in 
the  plant  of  the  applicant  at  Woodside,  L.  I.  of  ap¬ 
proved  Portland  Cement  with  sand  purchased  to  meet 
ASTM  standards,  graded  bluestone  ¥%  inches  lime¬ 
stone  screenings  limestone  dust  and  are  colored  as 
required  with  mineral  pigments.  The  materials  are 
carefully  proportioned  and  after  a  thorough  mixing 
are  then  placed  in  forms  and  compressed  into  required 
shapes  by  four  to  six  strokes  of  a  hammer  exerting 
a  pressure  of  five  tons  per  sq.  in.  The  mix.  is  then 
removed  and  cured  under  warm  moist  conditions  for 
a  period  of  28  days.  The  material  is  mixed  in  the 

following  proportions:  . 

Samples  of  the  Perforit  building  block  were  sub¬ 
mitted  to  the  R.  W.  Hunt  Co.  Engineers,  January  11, 
1929,  with  results  as  follows: 

Brick  flat  wise  span  7  ft.  for  an  average  of  5  samples. 
Modulus  of  Rupture  844  p.s.i; 

Crushing  Strength  3292  p.s.i. 

These  tests  were  conducted  in  accordance  with  re¬ 
quirements  of  ASTM  DC-67-37  standard  methods  of 
testing  brick  ASTM  DC-55-37  standard  specification 
for  concrete  building  brick,  wherein  the  requirements 
for  grade  D  include  compressive  strength  (average 
of  5  specimen)  2000  p.s.i.  or  over  with  individual 
minimum  not  less  than  2000  p.s.i.  and  similarly  with 
modulus  of  rupture  requirements  of  480  p.s.i.  or  over 


(average  of  5  specimens)  with  an  individual  minimum 
of  300  p.s.i.  Hunt  laboratory  test  No.  70931.  Tests 
were  also  conducted  by  the  same  laboratory  test  No. 
67940  wherein  the  average  absorption  of  3  specimens 
tested  was  4.04%.  A  further  test  was  conducted  by 
the  same  laboratory  report  No.  71110  of  Perforit 
concrete  building  blocks  flat  wise  as  laid  in  wall 
average  compressive  value  of  5  specimens  tested  2720 
p.s.i. 

On  the  basis  of  these  tests  the  committee  recom¬ 
mends  the  approval  of  Perforit  concrete  building 
brick  of  colored  concrete  when  made  in  sizes  2*4  x 
3^4  x  8  inches  with  a  permitted  variation  of  y&  inch 
for  use  in  brick  masonry  as  meeting  the  requirements] 
of  C26  309  subdiv.  B,  Administrative  Code  (7.1. 1.4 
BC)  wherein  this  concrete  building  brick  has  met  thei 
requirements  of  ASTM  DC  55-37  standard  specifics- 
tion  for  concrete  building  brick  Grade  B,  as  tested  in 
accordance  with  the  requirements  of  AS  1 M  DC  67-37. 

Approval  is  also  recommended  for  the  Perforit 
colonial  concrete  paving  brick  for  use  in  building 
construction  when  made  in  sizes  3)4  x  7)4  x  2%  and 
8  x  8  x  3)4  in.  for  use  as  a  paving  surface  wherever 
the  use  of  this  material  may  be  required. 

It  is  further  recommended  that  Perforit  concrete 
building  brick  or  paving  brick  be  marked  as  follows: 
Within  a  circle,  around  the  periphery,  at  the  top,  the 
word  APP’VD.,  along  the  bottom  B.  S.  &  A.,  in  the 
centre  two  lines  upper  line  reading  N.  Y.  C.,  lower 
line  reading:  1161-38-SM. 

(Sgd.)  BERNARD  A.  SAVAGE.  ; 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner.  I 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Perforit  con¬ 
crete  building  bricks  and  Perforit  concrete  paving  bucks 
for  use  in  New  York  City  when  manufactured,  used  and 
marked  in  accordance  with  the  above  report. 


12-39-SM. 

APPLICANT— Harold  Perrine,  for  Owens-Coming  Fiber 
glas  Corporation,  owner. 

SUBJECT— Application  for  reopening— amendment  tc 
resolution — approving  Red  Top  Insulating  Wool. 

APPEARANCES—  _  , 

For  Applicant :  Harold  Perrine  and  E.  B.  Johnson 

ACTION  OF  BOARD — Application  reopened  and  resolu. 

tion  amended,  in  accordance  with  recommendatioi1 
of  committee  on  tests. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU 

TION—  „  .  . 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  ‘ 

Negative  .  ( 

Absent  . 

THE  RESOLUTION— 

(12-39-SM) 

Whereas,  Harold  Perrine,  for  Owens-Corning  Fiber 
glas  Corporation,  owner,  filed  January  6,  1939,  an  applica 
tion  with  the  Board  of  Standards  and  Appeals  for  approve 
of  the  material  known  as  the  Red  Top  Insulating  Woo 

Whereas,  the  material  was  approved  by  the  board  Janu 
ary  17,  1939  in  accordance  with  the  report  of  the  commit 
tee  on  tests  and  applicant  requested  an  amendment  ot  tn 
resolution  as  to  paper  backing ;  and  ...  ■ 

Whereas,  this  matter  was  submitted  to  the  comtruue 
on  tests  for  further  test  and  report;  and 

Whereas,  the  further  report  of  the  committee  on  test 

reads  as  follows : 
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REPORT  OF  COMMITTEE  ON  TESTS 
Re  Cal.  No.  12-39-SM 
Subject:  Amendment  to  Resolution 
approving  Red  Top  Insulating  Wool 
Under  date  of  January  17,  1939,  the  board  approved 
the  use  of  Red  Top  insulating  wool  on  the  basis  of 
*  report  by  the  committee  on  tests,  providing  therein 
that  the  paper  used  therewith  shall  be  treated  to  make 
it  fire  resisting,  and  no  paper  shall  be  used  that  will 
support  combustion.” 

Tests  on  four  types  of  treated  papers  were  per¬ 
formed  at  Columbia  University— report  dated  Decem¬ 
ber  2..,  19o8,  filed  herewith.  The  following  papers 
were  tested  :  a  v  ^ 

Bag  Co-  pap?r>  consisting  of  one  sheet  of 
o bV-craB  paper  treated  to  make  it  fire  resisting. 

2: “Central  Paper  Co.  paper,  SO  lbs.,  also  treated  to 
make  it  fire  resisting. 

3  Maguire  Paper  Co.  Same. 

on4TTRexf?fd  Paper  Co->  consisting  of  two  sheets  of 
3U  lb.  craft  paper  cemented  together  and  treated  to 
make  it  fire  resisting. 

In  this  test,  all  four  papers  indicated  good  fire 
resistive  properties  in  that  they  did  not  support  com¬ 
bustion  or  glow  for  any  appreciable  time  after  the 
flame  was  removed. 

Accordingly,  it  is  recommended  that  the  report  of 
the  committee  on  tests  be  amended  to  include  these 
fire  resistive  papers  for  use  specifically  with  Red  Top 
^•SUptl?^r  ^  °o1  and  whichever  paper  is  used  with 
fnll  Red  ^P  InSul.f1lng  Wool.  Jt  shall  be  marked  as 
:  f  Approve(!  bytbe  Board  of  Standards  and 
Appels  for  use  with  Red  Top  Insulating  Wool  as 

nfPMpd  J>l-  Pwens-Corning  Fiberglas  Corporation 
of  Newark,  Ohio,  under  Cal.  No.  12-39-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

„  Chief  Engineer. 

J  n°/%1otKat  tha  r.es°lutl°n  adopted  by  the  board  Janu- 
1/,^  iy39,  be  and  it  hereby  amended  to  read : 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  materials  known  as  the  Red 
lop  Insulating  Wool,  for  use  in  New  York  City 
when  manufactured,  used,  stamped,  labelled  or  tagged 

lo-?oCCOnJa?tCe  ^lth  the  reP°rt  published  January  24, 
1939,  and  the  above  report. 


-39- SM. 

v  PLICANT— Harold  Perrine,  for  Owens-Corning  Fiber- 
,  £,as  Corporation,  owner. 

,LJLCT— Owens-ComiHg  Fiberglas  Fabrics— approval 
^PEARANCES— 

TT^°j3pplicant:  Hurold  Perrine. 

"  I0N  OF  BOARD— Material  approved  in  accordance 

'  tr  vninn  r£P°rt  of  committee  on  tests. 

E  VOTE  TO  APPROVE— 

Affiimative.  Chairman  Murdock,  Commission- 

\  ers  bavage  and  Blum  and  Assistant  Chief 

Walsh  .  a 

Negative  . ‘  ‘  ‘ '  . .  ? 

Absent  .  ’  ’  . .  q 

-E  RESOLUTION— 

(149-39-SM) 

-  J*arold  Perrine,  for  Owens-Corning  Fiber- 

•nCwfthrafhpnR°Waer’rfilCd  Pebruary  6,  1939,  an  appli- 
n  with  the  Board  of  Standards  and  Appeals  for  ap- 

Dcs;  and"  matGnal  known  as  Owens-Corning  Fiberglas 

i?ofS’ttIhin  mate£rial  Was  submitted  to  the  committee 

-Sts  of  the  board  for  test  and  report ;  and 


asYoflowsf’  thC  reP°rt  °f  the  Committee  on  tests  reads 


REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  No.  149-39-SM 
Owens-Corning  Fiberglas  Fabrics 

'pi  o  /-*  .  March  17,  1939. 

i ng  Flbreglas  Corporation  of  Tole- 
do  Ohm  filed  February  6,  1939,  an  application  with 
the  Board  of  .Standards  and  Appeals  for  approval  of 
the  Owens-Corning  Fiberglas  Fabric  under  provisions 
of  scenery  fittings  and  scene  Decks,  subart.  6  of  Art 

7?0SnaCAa  rCThnry  SjrUGtVres.(12-6  BC>  and  C26- 
/  U  para  C.  Subdiv.  4,  Administrative  Code  (12.1.5 

-L»C)  auditorium  for  school  structures. 

biberglas  Fabric  is  a  woven  material  of  tempered 

blow  or  drawn  glass  threads  as  manufactured  by 

Owens-Corning  Fiber  Glass  Corporation  at  Newark 

Ohio  from  molten  glass.  This  glass  is  made  Horn 

silica  sand,  soda  and  boric  oxide,  etc.  This  material 

s  melted  and  drawn  and  blown  into  threads  after 

which  it  is  spun  to  the  desired  type  of  thread  and 

ryi  USUal  Jextile  methods  of  weaving  into 
the  finished  fabric  to  be  used  for  decorative  hangings 

tioned  ^  requirements  of  code  as  heretofore  men- 

The  committee  of  the  board  witnessed  the  manu¬ 
facture  and  weaving  of  this  fabric  and  subjected 

dete?m?nf  ‘Y  f2 ”  t0  —  whlppin£  and  feme  tests  to 
determine  its  fire  resistive  properties  after  whipping 

several  _  samples  for  a  period  of  four  minutes  each 

in  a  wind  tunnel  with  a  wind  velocity  of  720  lineai 

eet  per  minute,  the  samples  were  then  subjected  to 

a  1 phlC1  co£slsted  ia  placing  these  strips  over 

seconds  H  BunSen  Burner  flame  for  a  period  of  12 

There  was  no  effect  on  the  samples,  so  the  flame  was 
increased  in  height,  so  that  it  fully  enveloped  the 
sample  for  a  period  of  five  minutes  with  no  effect  as 
°  aming  or  glowing  after  the  flame  was  removed. 

,  the  basis  of  these  tests  the  committee  recom¬ 
mends  the  approval  of  Owens-Corning  Fiberglas 
fabric  as  described  herein  as  meeting  the  requirements 
as  a  hre  resistive  incombustible  matter  and  approval 
1/SioTC°^ended  under  Subdiv.  6  of  Art.  12,  A.  C. 
(1?15^)  and  C26'720-0’  para-  C>  Subdiv.  4,  AC 

It  is  further  recommended  that  each  bolt  of  fabric 
and  each  manufactured  drapery  be  provided  with  a 
stamp,  label  or  tag  reading,  “Approved  by  the  Board 
°t  Standards  and  Appeals  for  use  in  New  York  Citv 
under  Cal.  No.  149-39-SM”.  y 

The  manufacturer  is  cautioned  against  the  use  of 
combustible  matter  applied  to  the  surface  of  the  fabric. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hei  eby  approve  the  material  known  as  the  Owens-Corning 
hiberglas  Fabrics  for  use  in  New  York  City  when  manu¬ 
factured,  installed,  stamped  and  labelled  or  tagged  in  ac¬ 
cordance  with  the  above  report. 

Adjourned,  5:10  P.  M. 

Edward  V.  Barton,  Chief  Clerk. 


^CORRECTION 

me,eting  of  the  Board  of  Standards 
and  Appeals  held  Tuesday,  February  28,  1939  as  tliev 
appeared  in  Bulletin  No.  10,  Vol.  24,  are  hereby ’corrected 
to  read  as  follows : 

THE  RESOLUTION— 
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(15 1-39- A) 

Whereas,  Rollin  C.  Bastress,  for  Douglaston  Park  Cor¬ 
poration,  owner,  filed  on  February  6,  1939,  an  appea1  from 
decisions  of  the  borough  superintendent  of  buildings,  affect 
ing  premises  49-16,  49-36,  50-04  Douglaston  parkway,  west 
side,  between  Hanford  street  (Forest  drive)  and  Maryland 
road  and  49-49  Hanford  street  (Block  No.  8171,  Lot  No. 
19),  Douglaston,  Borough  of  Queens;  and 

Whereas,  the  decisions  of  the  borough  superintendent  on 
N.B.  Application  Nos.  327,  329,  331  and  333-39,  dated  Janu¬ 
ary  31,  1939,  read:  .  r  ,  () 

“1.  Type  of  proposed  construction  not  as  per  Lode. 

aUWHEREAS,  the  premises  consist  of  a  plot  248.69  ft.  by 
150  0  ft.,  irregular  in  area,  located  in  a  residence  use,  r 
area  district  upon  which  it  is  proposed  to  erect  four  .(4) 
two-story  non-fireproof ,  Class  “A”  multiple  dwellings,  2a  ft 
in  height,  49.3  ft.  by  42  ft.  in  area  and  49  ft.  1  in.  by  3a 
ft.  4 in.  in  area;  it  is  proposed  to  use  Harmschfeger  Pre-hab 
Construction  for  the  interior  structural  parts,  as  shown  on 
plans  filed  with  this  appeal;  the  construction  consists  of  a 
system  of  shop  made  open  frame  floor,  wall  and  partition 
panels  of  steel,  having  provisions  for  assembling  and  con¬ 
necting  into  rigid  structures,  and  for  the  attachment  ot 
flooring,  wall  and  ceiling  finished  surfaces ;  and 

Whereas,  the  applicant  contends  that  the  strength  of  the 
proposed  construction  is  far  in  excess  of  that  required  to 
sustain  the  loads  resulting  from  occupancy  as  well  as  the 

el<J Reived,  that  the  decisions  of  *e  borough  superintendent, 

acting  on  N.B.  Application  Nos.  327,  329,  331  and  333  1939, 
be  and  they  hereby  are  modified,  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  no  members  shall  be  used 
having  steel  lighter  than  15  gauge  in  thickness;  that  the 
steel  shall  comply  with  the  requirements  of  the  admin¬ 
istrative  code  C  26-322.0  (7. 1.3.3)  and  that  shelf  brackets 
shall  be  furnished  for  all  supporting  beams  m  compli¬ 
ance  with  revised  drawing  marked  “Received  February  if, 
1939”  and  marked  drawing  “Ao  14-23  M” ;  and  that  in 
all  other  respects  all  the  requirements  of  the  building  code 
and  all  laws,  rules  and  regulations  applicable  thereto  shall 
be  complied  with. 


necting  into  rigid  structures,  and  for  the  attachment  o 
flooring,  wall  and  ceiling  finished  surfaces ,  and 

Whereas,  the  applicant  contends  that  the  strength  of  th< 
proposed  construction  is  far  in  excess  of  that  required  tc 
sustain  the  loads  resulting  from  occupancy  as  well  as  thi 

6  ^Resolved,  that  the  decisions  of  the  borough  superintendent 
acting  on  N.B.  Application  Nos.  328,  330  and  33— -1939 
be  and  they  hereby  are  modified,  and  the  appeal  be  and  i 
hereby  is  granted  on  condition  that  no  members  shall  be  usee 
having  steel  lighter  than  15  gauge  in  thickness;  that  th. 
steel  shall  comply  with  the  requirements  of  the  admin 
istrative  code  C  26-322.0  (7. 1.3.3)  and  that  shelf  bracket 
shall  be  furnished  for  all  supporting  beams  in  compli 
ance  with  revised  drawing  marked  “Received  February  2/ 
1939”  and  marked  drawing  “Ao  14-23  M  ;  and  that  n 
all  other  respects  all  the  requirements  of  the  building  cod 
and  all  laws,  rules  and  regulations  applicable  thereto  shat 
be  complied  with. 


^Correction — The  words  “of  fireproof  masonry,”  delete- 
in  line  36  of  resolution. 


^CORRECTION 


The  minutes  of  the  meeting  of  the  Board  of  Standard 
and  Appeals  held  Tuesday,  March  7,  1939,  as  the>  ap 
peared  in  Bulletin  No.  11,  Vol.  24,  are  hereby  corrected  t 
read  as  follows : 


^Correction — The  words  “of  fireproof  masonry,  deleted 
in  line  36  of  resolution. 


^CORRECTION 


The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Tuesdav,  February  28,  1939,  as  they 
appeared  in  Bulletin  No.  10,  Vol.  24,  are  hereby  corrected 
to  read  as  follows  : 

THE  RESOLUTION— 

(152-39-A) 

Whereas,  Rollin  C.  Bastress,  for  Douglaston  Park  Cor¬ 
poration,  owner,  filed  on  February  6,  1939,  an  appeal  from 
decisions  of  the  borough  superintendent  of  buildings,  affect¬ 
ing  premises  49-20,  49-24,  49-30  Hanford  street  (Forest 
drive),  south  side,  373.11  ft.  west  of  Douglaston  parkway 
(Block  No.  8167,  Lot  No.  98),  Douglaston,  Borough  of 
Queens ;  and 

Whereas  the  decisions  of  the  borough  superintendent  on 
N.B.  Application  Nos.  328,  330  and  332-39,  dated  January 

31,  i939,  read:  .  ,  „ 

“1.  Type  of  proposed  construction  not  as  per  Lode. 

a  Whereas,  the  premises  consist  of  a  plot  218.1  ft.  by 
160.01  ft.  irregular  in  area,  located  in  a  residence  use,  b 
area  district,  upon  which  it  is  proposed  to  erect  three  ^(3) 
two-story  non-fireproof,  Class  “A”  multiple  dwellings,  25  ft 
in  height,  49.3  ft.  by  42  ft.  in  area  and  49  ft.  1  in.  by  3d 
ft.  4 in.  in  area;  it  is  proposed  to  use  Harnischfeger  Pre-Fab 
Construction  for  the  interior  structural  parts,  as  shown  on 
plans  filed  with  this  appeal;  the  construction  consists  of  a 
system  of  shop  made  open  frame  floor,  wall  and  partition 
panels  of  steel,  having  provisions  for  assembling  and  con- 


THE  RESOLUTION— 

(159-39-A) 

Whereas,  Nathan  Zarnin,  for  Home  Construction  Coir 
panv  of  New  York  City,  owner,  filed  February  7,  19o( 
an  appeal  from  a  decision  of  the  borough  superintendei 
of  buildings,  affecting  premises  89-02  217th  street  soutl 
west  corner  of  89th  avenue  (Block  No.  1618,  part  of  Lc 
No.  9),  Queens  Village,  Borough  of  Queens;  and 

Whereas  the  decision  of  the  borough  superintendent,  o 
N  B.  Application  No.  550-39,  dated  January  30,  1939  reads 
“The  erection  of  a  frame  building  withm  the  hi 
limits  is  contrary  to  Section  4.1.2  Building  Lode,  L2( 
247  Administrative  Code.” 

Whereas,  the  premises  consist  of  a  plot,  40  ft.  by  100  f 
in  area,  upon  which  it  is  proposed  to  erect  a  two-stor 
frame,  one-family  dwelling  and  a  one-car  garage,  dwellir 
to  be  26  ft.  by  25  ft.  in  area,  24  ft.  in  height;  located  in 
business  use  “D”  area  district ;  and 

Whereas,  the  applicant  contends  that  the  dwelling  wi 
be  brick  veneered  on  the  outside  on  the  1st  floor;  2nd  Hex 
—wood  siding,  approved  asphalt  shingle  or  slate  roo 
garage  to  be  of  frame,  brick  veneered,  and  roof  surlact 
with  slate  or  approved  asphalt  shingles ;  and 

Whereas,  applicant  contends  that  217th  street  is  zone 
for  business ;  that  below  90th  avenue  it  has  been  solid 
built  up  with  frame  buildings  on  both  sides ;  that  the  bud' 
ing  in  question  is  part  of  a  proposed  development  o 
small  buildings;  that  restrictive  covenants  will  be  piact 
in  the  deed,  restricting  the  use  of  the  land  in  question  - 
residential  purposes. 

Resolved,  that  the  decision  of  the  borough  superintendei 
acting  on  N.B.  Application  No.  5504939,  be  and  it  here! 
is  modified,  and  the  appeal  be  and  it  hereby  is  granted  <, 
condition  that  the  requirements  of  the  F  ,  resident 
district  shall  be  complied  with,  except  that  the  Slfe  ya 
along  89 th  avenue  may  be  not  less  than  mne  (9)  feet,  n 
including  entrance  vestibule;  that  the  lot  shall  not 
reduced  in  area;  that  the  building  at  all  tunes  shall 
occupied  for  residential  purposes  for  one  (1)  family  ,  w 
a  garage  may  be  constructed,  as  accessory  to  the  buiiaii 
complying  with  the  requirements  for  a  residential  dtst  \ 
and  that  the  construction  of  building  and  garage  shall  De 
represented,  except  that  the  side  yard  on  one  side  ne 
not  exceed  5  ft.  in  width. 


^Correction— The  words  “except  that  the  side  yard  alo 
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89 th  avenue  may  be  not  less  than  nine  (9)  feet  not  includ-  rq tu  , 

taser,ed  in  lin“  34,  35  and  36  of  Mnes  52,  53^54  o”°re/oktl°"  <W>  insertcd  in 


*CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
ana  Appeals  held  Tuesday,  March  7,  1939,  as  they  ap- 
geared  in  Bulletin  No.  11,  Vol.  24,  are  hereby  corrected  to 
read  as  follows : 


*CORRECTION 

JhpT -Lfd  ‘hhe;Bo,^  1  s;h" 

N° ■  H-  ™  24>  «  ^  correctedTo 


THE  RESOLUTION— 

(160-39- A) 

Whereas,'  Nathan  Zarnin,  for  Ingelwood  Holding  Cor¬ 
poration,  owner,  filed  February  7,  1939,  an  appeal  from 
leasions  of  the  borough  superintendent  of  buildings  af- 
ectmg  premises  88-16,  88-20,  88-24  and  88-28  217th  street 
lorthwest  corner  of  89th  avenue  and  west  side  of  217th 
treet,  40  ft.,  80  ft,  and  120  ft.  north  of  89th  avenue  (Block 
Jo.  1623,  part  of  Lot  No.  1),  Queens  Village,  Borough  of 
lueens;  and 

Whereas,  the  decisions  of  the  borough  superintendent 

n  N-B-  ^ppbcatlon  ]^os-  548,  549,  554  and  556-39,  dated 
anuary  30,  1939,  read  : 

The  erection  of  a  frame  building  within  the  fire 
hunts  is  .contrary  to  Section  4.1.2  Building  Code  C26- 
247  Administrative  Code.” 
ad 

Whereas  the  premises  consist  of  a  plot  160  ft.  by  100 
.  m  area;  located  in  a  business  use  “D”  area  district,  on 
hich  it  is  proposed  to  erect  four  one-family  frame  dwell- 
gs;  the  building  to  be  located  on  the  portion  of  the  plot 
the  corner  will  be  1 34  stories  in  height,  25  ft  by  42  ft 
area  of  brick  veneer  on  the  1st  floor  and  gable  ends 
iiccoed  or  finished  with  wood  siding,  roof  surfaced  with 
? r.  aPPr°ved  asp^ halt  shingles — the  garage  will  be  in- 
tAnu  the  buildmg  ’  the  bmlding  on  the  portion  of  the 
A  '  th-  corner  wil1  be  stories  in  height, 

‘  C  b9  ft  6  in-  19  area,  of  similar  construction,  ex- 
pt  that  the  garage  will  be  detached,  of  brick  veneer  on 

'  rrfrlf  n°t[  ate,  °r  aPProved  asphalt  shingles 

)l  80ffV  tHat  ff6  fboni<ilng  located  on  the  portion  of  the 
^  80  ft..  north  of  89th  avenue  will  be  ty  stories,  25  ft 

t  57  ft.  in  area,  of  brick  veneer  on  the  1st  story,  gable 
ft/  ^ed  i°r  sur£aced  Wlth  wood  siding,  the  roof  sur- 
,  ^.tb  ,slate.  °r  approved  asphalt  shingles— garage 
iided  in  the  building;  the  building  on  the  portion  of  the 
]  J  .  north  °f  the  corner  will  be  two  stories,  26  ft 
];  "•  la  ar?a>,  of  brick  veneer  on  the  1st  story  wood 

IKLrs  2nd  floor-  roof  surfaced  with  approved  as- 
r;jhl5bs’  or  sIate  and  provided  with  a  detached  frame 
» age,  brick  veneer  and  surfaced  on  roof  with  slate  or 
proved  asphalt  shingles;  and 

Vhereas,  applicant  contends  that  217th  street  is  zoned 
'  t  urTwith'f that  beI°™  90th  avenue  it  has  been  solidly 
i  in  aue?t,An  dwe  llnp  on  both  sides;  that  the  build- 
r,  11  bSr  nf  fpart  4°f  a-  Pr°P°sed  development  of  40 
nla  j  gS’  -that  restnctive  covenants  will  be  nlaced 

“pi“g  ,he  “se  of  la"d  “ 

Acfine  onatNhR  df  isi°ns  .of  the  borough  superintend- 
>39  be  and  ApuP  1Catl°n  ?°s‘  548-  S49-  554  and 

3  it’herebv  is  ,ejeby  are  j l.odtfied>  and  the  appeal  be 

f he  “F”  y  ■A^ra^l\ed  on  condition  that  the  requirements 
sVreSldeiltf  dlStrict  sha11  be  complied  with  except 

(10 )  ttZt  aJT  *9threnue  mQy  be  *ot  less  han 

J  ■  VJ  that  the  lot  shall  not  be  reduced  in  area  • 

‘ial  niltn1  dmgS  ^r311  timeS  sha11  be  occupied  for  resi- 
ccePsor^°toS Mrb  0)  fa™ly  each  - that  a  garage 

tvith  the  rpn.e-a  h  bui  dlng  may  be  constructed,  comply- 
'SnstrucZ  nfeiJenMS  f°r  a  Tidential  district,’ and  that 
^ted  excem  and  garages  sha11  be  as  rep- 

itd  5  ft  in  width  hC  SldC  °n  006  Side  need  not 


THE  RESOLUTION— 

(162-39-A) 

Whereas  Nathan  Zarnin,  for  Ingelwood  Holding  Cor¬ 
poration  and  Home  Construction  Company  of  NeWg  York 

2,?;  of/ntheS’hfi  ed  februar7  7-  1939,  an  appeal  from  deci- 
sions  of  the  borough  superintendent  of  buildings  affecting 

premises  88-15  88-19,  88-23  and  88-27  217th  street  north 

40  ft0^^  °f  d9!^^6"116  lnd  east  side  of  217tb  street, 
1624  "T^  M  /  12?  ft  norrthT  of  89th  avenue  (Block  No. 
1624,  Lot  Na  3  and  part  of  Lot  No.  1),  Queens  Villaee 
Borough  of  Queens;  and  w  village, 

Whereas,  the  decisions  of  the  borough  superintendent 
on  N.B.  Application  Nos.  547,  551,  553  and  555-39,  read : 

The  erection  of  a  frame  building  within  the  fire 
lirmts  is  contrary  to  Section  4.1.2  Building  Code  C26- 
247  Administrative  Code.”  ’ 

and 

Whereas,  the  premises  consist  of  a  plot  160  ft.  by  100 
ft.  in  area;  located  in  a  business  use,  “D”  area  district 
upon  which  it  is  proposed  to  erect  four  (4)  frame  one 
family  dwellings,  each  having  a  one-car  frame  garage  in 
connection  therewith;  the  corner  building  will  be  W2 
s  ones  in  height  25  ft.  by  42  ft.  in  area;  brick  veneered  on 
the  1st  story  and  gable  ends  stuccoed  or  finished  with  wood 
su  ing,  roof  surfaced  with  _  slate  or  approved  asphalt 
shingles  the  garage  will  be  included  in  the  building  •  the 

wd  d£ga0ni^e  ?°rtl°rn  °f  th^  pIot  40  ft  north  ^  the  corner 
will  be  a  \/2  story  frame  dwelling,  25  ft.  by  39  ft  6  in 

ZrYv?’  Fmi  ar  C°4nstruct,ion-  havin8  a  detached  frame 
garage,  brick  veneered  on  the  exterior  with  slate  or  ap- 

of°thee  r0°ffi  thf6  ,bllllding  located  on  the  portion 

of  the  Plot  80  ft.  north  of  the  corner  will  be  iy2  stories,  25 

i  ir  47  ft'  ar^a’  o£  simdar  construction  to  the  other 
dwellings  on  the  plot,  garage  to  be  included  in  the  build¬ 
ing;  on  the  portion  of  the  parcel  located  120  ft.  north  of 
the  corner  the  proposed  dwelling  will  be  2  stories,  frame 
with  attached  garage,  26  ft.  by  25  ft.  in  area,  the  1st  floor  to 
be  surfaced  on  the  exterior  with  brick  veneer,  the  2nd 

shingleT  or  YateVand"8'  ^  ‘°  ^  S“rfaCed  Wkh  aspte,t 

Whereas  the  applicant  contends  that  217th  street  is 
zoned  for  business;  that  below  90th  avenue  it  has  been 

tbl^AFr !  t  UP  Wlth  ^rame  dwelIings  on  both  sides;  that 
men?  r!fd4ngS  arC  ,part  of  a  ProP°sed  develop- 

bl  nl.  f  l4°  STia  buddings  i  .^at  restrictive  covenants  will 
*beppl-aced  in  the  1 deed,  restricting  the  use  of  the  land  in 
question  foi  residential  purposes. 

Resolved,  that  the  decisions  of  the  borough  superintend- 

55539' 'hegan°]ntpN‘Bn  Appllcation  Nos-  547,  551,  553  and 
^nrl ifU  k  d  they  herfby  are  modified,  and  the  appeal  be 
ard,P  bH,eby  granted  on  condition  that  the  requirements 
J  4  f,  F  .-residential  district  shall  be  complied  with  excebt 

tken  ^  f9th°™nue  maybe  not  less  than 

:fn.  ( Je.et>  that  the  lot  shall  not  be  reduced  in  area  • 
that  the  buildings  at  all  times  shall  be  occupied  for  resi- 
ential  purposes  and  for  one  (1)  family  each;  that  a  garage 

iW  whhSt°by  °  eaCh  building  may  be  constructed,  comply- 
ng  with  the  requirements  for  a  residential  district,  and  that 
the  construction  of  buildings  and  garages  shall  be  as  rep- 

exceed  5  itfn  UdtE  Slde  ^  °n  °ne  side  need  not 


orrection  The  words  “except  that  the  side  yard  along 


JCorrection— The  WOrds  “except  that  the  side  yard  along 

bni  mnbe?ot  I™*  than  ten  (10)  feet,”  inserted  in 

lines  5U,  51  and  52  of  resolution. 
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RULES 


RULES  GOVERNING  THE  INSTALLATION  OF  INTERIOR  FIRE  ALARM  SIGNAL  SYSTEMS,  ADOPTED 
BY  THE  BOARD  OF  STANDARDS  AND  APPEALS,  SEPTEMBER  27,  1917,  AMENDED  DECEMBER 
6,  1917  AND  FEBRUARY  7,  1918  AND  REVISED  DECEMBER  11,  1936. 


[108-16-SR] 

Rules  for  Interior  Fire  Alarm  Signal  Systems 

Authority:  Sections  718A  and  718B  of  the  Charter  of 
the  City  of  New  York  to  carry  into  effect  the  provisions 
of  Chapter  19 — 487E,  Administrative  Code  and  the  pro¬ 
visions  of  Section  279  of  the  Labor  Law. 


Scope  of  Rules 

These  rules  apply  to  all  hotels,  as  defined  in  the  Admin¬ 
istrative  Code  and  the  Multiple  Dwelling.  Law ;  to  all 
lodging  houses  having  more  than  15  sleeping  rooms  or 
accommodating  more  than  15  lodgers  above  the  first  or 
ground  story;  to  all  public  and  private  hospitals  an 
asylums  having  more  than  15  rooms,  or  accommodating 
more  than  15  patients  or  inmates  above  the  first  or  ground 
story ;  to  all  nurseries  accommodating  more  than  oU  chil¬ 
dren,  or  having  a  Board  of  Health  permit  for  the  accom¬ 
modation  of  more  than  30  children ;  to  all  Turkish  or  other 
special  treatment  bath  houses  where  there  are  sleeping 
accommodation  for  more  than  fifteen  persons  on  the  prem¬ 
ises-  to  all  department  stores  having  two  or  more  de¬ 
partments  where  the  public  is  admitted  above  the  secon 
floor ;  to  all  public  schools .  and  to  all  single  and  tenant 
factory  buildings,  as  defined  in  the  Labor  Law  and 
specifically  required  by  Section  279  of  said  Law. 


Law 


Section  279.  Fire  Alarm  Signal  Systems  and  Fire  Drills: 

1.  Fire  alarm  signal  systems..  Every  factory  building 
over  two  stories  in  height  in  which  more  than  twenty-five 
persons  are  employed  above  the  ground  floor  shall  be 
equipped  by  the  owner  thereof  with  a  .fire  alarm  signal 
system  having  a  sufficient  number  of  signals  clearly  au¬ 
dible  to  all  occupants  of  the  building,  and  so  arranged 
as  to  permit  the  sounding  of  .  all  the  alarms  within  the 
building  whenever  the  alarm  is  sounded  in  any  portion 
thereof.  Such  system  shall  be  maintained  in  good  work¬ 
ing  order  and  no  person  shall  tamper  with  same,  or  render 
ineffective  any  portion  thereof  except  to  repair  it.  A  per¬ 
son  discovering  a  fire  shall  cause  an  alarm  to  be  sounded 
immediately.  The  board  of  standards  and  appeals  in  the 
city  of  New  York,  may  make  rules  and  regulations  pre¬ 
scribing  the  number,  character  and  location  of  the  signals 
and  the  method  and  character  of  the  installation,  including 
that  of  all  appliances  in  connection  therewith. 

3  Exceptions.  Subdivisions  one  and  two  of  this  sec¬ 
tion  shall  not  apply  to  a  building,  in  .  which  every  square 
foot  of  the  floor  area  on  all  stories  is  protected  with  an 
automatic  sprinkler  system,  having  two  adequate  sources 
of  water  supply  and  approved  by  the  public  authorities 
having  jurisdiction  thereof,  and  in  which  also  the  maxi¬ 
mum  number  of  occupants  of  any  one  floor  does  not  ex¬ 
ceed  by  more  than  fifty  percentum  the  capacity  of  the 
exits,  as  determined  by  subdivisions  one,,  two  and  three  of 
section  two  hundred  and  seventy-eight,  in  addition,  to  the 
prescribed  occupancy  under  subdivisions  five,  six  and 
seven  of  said  section.  If  the  commissioner  after  investi¬ 
gation  determines  that  the  spirit  of  this  chapter  is  ob¬ 
served  and  public  safety  secured,  he  may  permit  in  place 
of  the  automatic  sprinkler  system  before  specified,  an 
automatic  sprinkler  system  having  one.  adequate  source,  of 
water  supply  and  approved  by  the  public  authorities  having 
jurisdiction  thereof. 


Chapter  19— 487E-2.0.C.1. 

Interior  Fire  Alarms:— In  every  hotel,  lodging-house, 
public  or  private  hospital  or  asylum,  department  store, 
and  public  school,  there  shall  be  placed  and  provided,  when 
required  by  the  fire  commissioner,  an  adequate  and  reli¬ 
able  electrical  or  other  interior  alarm  system,  to  be  ap¬ 
proved  by  the  said  commissioner,  by  means  of  which, 
alarms  of  fire  or  other  danger  may  be  instantly  communi¬ 
cated  to  every  portion  of  the  building.  The  fire  alarm 
apparatus  and  all  other  appliances  placed  or  kept  within 
any  of  such  buildings  for  the  purpose  of  preventing  or 
extinguishing  fires,  or  for  affording  means  of  escape  there¬ 
from  in  case  of  fire,  shall  be  kept  at  all  times  in  good 
working  order  and  proper  condition  for  immediate  use. 
and  any  member  of  the  uniformed  force  or  authorized 
representative  of  the  Fire  Department  may  enter  any  of 
the  said  buildings  at  any  time,  for  the  purpose  of  inspect¬ 
ing  such  apparatus  or  appliances. 


Rule  1.  Definition  of  Terms 

1 . 1  The  term  “non-coded  closed  circuit  fire  alarm  sig¬ 
nal  systems”  shall  mean  a  fire  alarm  signal,  system; 
consisting  of  sending  stations  and  signaling  de¬ 
vices  operated  on  supervised  closed  electric  al-1 
ternating  current  circuits,  so  arranged  that  the 
operation  of  any  station  will  automatically  sound! 
the  signaling  devices  throughout  all  portions  of 
the  building. 

1.2  The  term  “coded  closed  circuit  fire  alarm  signal 
systems”  shall  mean  a  fire  alarm  signal .  system 
consisting  of  sending  stations  and  signaling  de¬ 
vices  operated  on  supervised  closed  electric  cir¬ 
cuits  which  transmits  rounds  of  coded  signals  to 
indicate  the  floor  or  portion  of  the  same  from 
which  the  alarm  was  sent. 

1.3  The  term  “heretofore”  shall  mean  before  Decem¬ 
ber  31,  1936. 

1.4  The  term  “hereafter”  shall  mean  after  December 
31,  1936. 

1.5  The  term  “approved”  shall  mean  approved  by  the 
Board  of  Standards  and  Appeals. 

1 .6  The  term  “commissioner”  shall  mean  the  Fire  Chid 
and  Commissioner  of  the  fire  department  spe¬ 
cifically  charged  with  the  enforcement  of  law  re¬ 
lating  to  interior  fire  alarm  systems  in  the  City  oi 
New  York. 

Rule  2.  General 

2.1  All  fire  alarm  signal  systems  and  devices  shall  be 
approved  by  the  Board  of  Standards  and  Appea  s. 

2.2  All  devices  and  equipment  that  have  been  ap¬ 
proved  by  the  Board,  shall  have  securely  fastener 
thereon,  a  manufacturer’s  plate  bearing  the  worm 
“Approved  by  the  Board  of  Standards  and  Ap 

peals — No . ”,  together  with  any  other  electrica 

data  that  the  Commissioner  may  require. 

Rule  3.  Examination  and  Approval  of  Plans 

3.1  Before  the  installation  or  extension  of  any 
alarm  system,  specifications  and  plans 
showing  complete  details  of  the  proposed  install* 
tion,  shall  be  submitted  by  the  owner,  or  his  agen 
to  the  Commissioner  for  examination  ana  v 
proval. 
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{ule  4.  Classification 

4.1  Fire  alarm  signal  systems  shall  be  classified  as 
follows : 

(a)  Non-coded  closed  circuit  fire  alarm  systems. 

(b)  Coded  closed  circuit  fire  alarm  systems. 

4.1.1  The  code  numbers  that  are  used  shall 
be  submitted  for  approval  to  the  Com¬ 
missioner  and  shall  be  sounded  at  least 
four  (4)  times  for  each  operation  of 
the  sending  station. 

4.2  A  non-coded  closed  circuit  system  shall  be  so  ar¬ 
ranged  that  the  operation  of  any  station  will  auto¬ 
matically  sound,  the  signaling  devices  until  hook 
is  restored  to  its  original  position;  and  in  the 
break-glass  type  until  the  glass  has  been  replaced. 

4.3  Coded  closed  circuit  systems  shall  be  divided  into 
three  (3)  classes: 

Class  1 — General  Systems. 

Class  2  Pre-signal  or  dual  operation  systems. 

Class  3  Unit  and  general  systems — or  Duplex 
systems. 

Special  systems. 

4.4  Class  1  system  shall  be  a  general  alarm  system  ot 
the  coded  closed  circuit  type  so  arranged  that  the 
operation  of  any  station  will  cause  the  signaling 
devices  to  sound  the  code  number  of  that  station 

at  least  four  (4)  times  throughout  the  entire  build¬ 
ing. 

4.5  Class  2  system  shall  be  a  pre-signal  or  dual  opera¬ 
tion  system  of  the  coded  closed  circuit  type  so  ar¬ 
ranged  that  the  operation  of  any  station  will  cause 
the  sounding  of  the  signaling  devices  located  in 
the  engine  room,  elevator  shafts,  basement  or 

Peaces  in  the  building  where  the  members 
ox  the  fire  brigade  work  or  assemble. 

4.5.1  Approved  means  shall  be  provided  at  each 
station,  so  arranged  that  a  subsequent  opera- 
tion  of  any  station  shall  cause  the  sounding 
of  all  signaling  devices  throughout  the  build¬ 
ing. 

4.5.2  This  subsequent  operation  shall  be  per¬ 
formed  with  the  aid  of  a  key  or  plug  de¬ 
signed  so  as  to  prevent  unauthorized  sound¬ 
ing  of  the  general  alarm. 

4.5.3  The  pre-signal  or  dual  operation  key  or 
plug  shall  be  so  designed  that  it  can  be 
readily  identified  by  the  person  whose  duty 
it  would  be  to  use  same. 

6  SafWl  SySten?  shaIJ  b,e  a  unit  and  general  alarm 
or  Duplex  system  of  the  coded  closed  circuit  type 
o  arranged  that  the  operation  of  a  station  within 

that  7Uue  f  ,°£  tbe  paling  devices  in 

eenlra?  1  iand  a-  °£  the  paling  devices  on  the 
genera1  alarm  circuit  to  sound  the  code  numbers 
ot  the  unit  and  zone  at  least  four  (4)  times. 

4.6.1  An  approved  register  and  time  stamp  may 
be  used  in  connection  with  a  Class  3  system 
wben  approve(i  by  the  Commissioner. 

•  The  register,  if  of  closed  circuit  type,  shall 

rnJ tedJro™  a  separate  closed  circuit 
control  board  or  from  separate  panel  isolated 
by .  barrier  from  main  control  panel  in 
main  control  board  cabinet. 

4.6.3  Approved  closed  circuit  trouble  and  unit 
aanU^iat0Iis  shall  be  installed  as  part  of 
an  Class  3  systems  when  required  by  the 
Commissioner. 

2Po?a3  SySt5ms  sha11,  indude  a  complete  Class  1, 
for  the  nn  ?  supPlemcnted  by  special  circuits 
the  operation  of  other  fire  alarm  devices  in 


the  systems;  or  electric  control  systems  for  stop¬ 
ping  machinery  closing  doors  or  ventilators  as 
may  be  required  by  the  Commissioner;  or  to  call 

o^the11^3  S,$atl0n  °f  a  private  operating  company 
or  the  fire  department.  Automatic  fire  detecting 
systems  may  be  connected  to  operate  an  interS? 
fire  alarm  system  when  connected  thereto  by  an 
approved  coded  transmitter.  In  no  case  shalf  the 

loDrovfd  im  e-C°nfilderfd  t0  replace  the  standard 
pproved  interior  fire  alarm  station,  except  where 

L^"Sruter  h3S  ,been  apProved  f°r  bo*''  Pur¬ 

poses.  The  special  control  circuits  shall  be  seD- 

shah  hnVIStm£  fr°m  the  fire  alarm  system  but 
alarm  bc  ,brought  m*0  action  whenever  the  fire 
alarm  system  is  set  in  operation. 

Rule  5.  Systems  Permitted  in  Factory  and  Other 
Buildings 

5.1  Non-coded  closed  circuit  fire  alarm  signal  system* 

exceedie„!rPer;ttr^0n;y  •“  a-  buildtagnol 

exceeding  five  (5)  stories  in  height  having  not 

more  than  twenty-five  hundred  (2500)  square  feet 

on^lnmdmW U¥D  ^  ^  not  *£2 

more  than  fi/f  °°A^erSOnS  ln  a  slngle  factory ;  nor 

Sctorv  aLfif  ^(S2}  persons  m  a  multiple  tenant 
factory  above  the  first  or  ground  floor. 

5.2  Coded  closed  circuit  systems  shall  be  required  in  a 
Rules'. I  s  exceeding  the  requirements of 

5.3  Special  fire  alarm  signal  systems  shall  be  oer- 

Confmissioner0^  at  ** 

5'4  S?dotdhef°wCirCfULl  ?7Pems  sha"  be  re<iu!red  in 

alarm  system  d'"gS  reqmring  an  inter!or 

Rule  6.  Installation  and  Construction  Require- 
ments 

6J  ^^'^Sntht^insjajladon  of  a 

ofatheaCommtSoSerke  *°  ,he  satisfa«io" 

6.2  In  any  fire  alarm  system  there  shall  be  not  more 
fourteen  04)  direct  nor  more  than  ten  (10) 
al  ernating  current  gongs  or  other  approved 
sounding  devices  connected  in  one  circuit. 

'3  than'tw^ntv^O^f^-^  fire  alarm  system  more 
orlooJT  20)  a  connected  to  one  circuit 

6-4  g°ugs  and  signaling  devices  shall  be  located 
the  £  ^  Clght  (8)  feet  t0  the  center  above 

6,5  f^et  fhrePal s^tio"s  shall  be  located  five  (5) 
feet  three  (3)  inches  from  handle  to  floor. 

6  framed"^  ins,tructi°nJ1card  properly  marked  and 
alaarm  dstaSom  g  ShaI1  be  lnStaIled  at  each  fire 

6.7  All  materials  and  devices  used  in  fire  alarm  signal 
systems  shall  be  securely  fastened  in  position  in  a 
anner  satisfactory  to  the  Commissioner. 

'8  mpLifaStemn?  t0  masonry  walls,  through  bolts 
usee?  expansion  shields  or  toggle  bolts  shall  be 

6'9  mpnfdf  screws  shall  be  used  for  fastening  equip¬ 
ment  to  wood  surfaces.  sup 

6'W  hibftelT  °f  "ailS  °r  W°°d  °r  fibre  p,ugs  is  pr°- 

6.11  When  fire  alarm  apparatus  is  mounted  upon  a 
wooden  back  board,  such  back  board  shall  be  not 
l“s  ' han  seven-eighths  (%)  inch  thick,  impregi 
nated  with  a  non-absorptive  compound.  The  back 
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board  shall  be  so  mounted  as  to  provide  an  air 
space  of  at  least  one-quarter  04)  inch  between 
the  back  board  and  the  wall  for  free  circulation 
of  air. 

6.12  All  electrical  conductors  shall  be  installed  m 
standard  heavy  wall,  rigid  iron  or  steel  conduits 
protected  with  an  approved  rust  preventive.  Ar¬ 
mored  cable  or  flexible  conduits  will  not  be  ac¬ 
cepted. 

6.13  All  conduits  shall  be  grounded  to  a  water  pipe  by 
approved  ground  clamps  with  a  conductor  equal 
to  the  largest  conductor  used  on  the  system  and 
the  smallest  size  ground  conductors  used  shall  not 
be  less  than  No.  10  B.  &  S.  gauge. 

6.14  Splices  in  electrical  conductors  in  vertical  risers 
shall  not  be  permitted.  Splices,  when  necessary 
in  horizontal  runs,  shall  be  made  in  approved  junc¬ 
tion  boxes  and  shall  be  properly  soldered  an 
taped.  The  cover  of  the  junction  box  shall  be 
painted  fire  department  red  to  indicate  that  it  con- 
tains  splices.  The  use  of  wire  nuts  or  other 
solderless  splicing  devices  shall  not  be  permitted. 

6.15  Electrical  conduits  shall  enter  only  at  the  side 
or  the  bottom  of  the  control  cabinet. 

6.16  In  coded  fire  alarm  systems  using  break  glass  type 
stations,  at  least  one  (1)  extra  glass  shall  be  pro¬ 
vided  for  each  station  in  the  system. 

6  17  All  openings  in  walls,  floors  or  ceilings  where  con¬ 
duits  pass  through,  shall  be  properly  fire  stopped. 

6.18  Conduits  shall  contain  only  conductors  used  in 
connection  with  the  fire  alarm  system. 

6.19  When  special  care  is  taken  to  insure  the  wires 
against  injury,  four  (4)  wires  may  be  placed  in 
one-half  0/2)  inch  rigid  iron  conduits  Conduc¬ 
tors  shall  consist  of  not  less  than  No.  14  B.  &  b. 
gauge  copper  wire,  having  rubber  insulation  wall 
not  less  than  three-sixty-fourths  (3/64)  inch  thick. 

6.20  Where  necessary  to  assure  reliable  service,  con¬ 
nections  of  conductors  to  terminals  or  binding 
posts  shall  be  soldered.  The  use  of  a  blow  torch 
for  soldering  connections  to  terminals  shall  not  be 
permitted. 

6.21  Where  wires  pass  underground  from  one  building 
to  another,  they  shall  be  enclosed  in  conduits  and 
shall  be  lead  encased.  Wires  between  buildings, 
when  not  run  in  conduit,  shall  be  at  least  equiva¬ 
lent  in  conductivity  and  tensile  strength  to  No.  8 
B.  &  S.  gauge  copper  wire  for  box  and  signaling 
circuits  and  shall  be  supported  at  least  every 
seventy-five  (75)  feet  on  approved  glass  insulators 
and  brackets,  and  be  protected  by  approved  light¬ 
ning  arrestors  when  required  by  the  Commissioner. 
As  far  as  possible,  they  shall  be  run  under,  rather 
than  over,  electric  light  or  power  wires. 


Rule  7.  Sending  Stations 

7.1  There  shall  be  at  least  one  (1)  fire  alarm  sending 
station  in  each  story  of  any  building  requiring  a 
manual  fire  alarm  signal  system,  located  in  a 
natural  path  of  escape  from  fire  at  a  readily  ac¬ 
cessible  location  designated  by  the  Commissioner, 
which  always  shall  be  kept  unobstructed.  Addi¬ 
tional  sending  stations  shall  be  installed  so  that  no 
point  on  any  floor  in  a  non-fireproof  building  shall 
be  more  than  one  hundred  (100)  feet  distant  from 
the  nearest  sending  station  upon  such  floor.  In 
fireproof  or  sprinklered  buildings,  the  distance 
shall  not  be  more  than  one  hundred  and  fifty 
(150)  feet. 

Rule  8.  Sounding  Devices 

8  1  Sounding  devices  shall  be  sufficient  in  number  to 
be  clearly  audible  to  all  the  occupants  of  the 
building. 


Rule  9.  Sub-divided  Buildings 

9.1  Where  a  building  is  sub-divided  by  fire  walls,  eac 
section  shall  be  deemed  a  separate  building  fc 
the  purpose  of  fire  alarm  signal  system  installs 
tions.  One  control  board  may  be  used,  if  so  ai 
ranged,  as  to  operate  the  signaling  devices  in  eac 
section  of  the  building  independently;  or  may  [ 
operated  as  one  unit  when  deemed  necessary  b 
the  Commissioner. 

Rule  10.  Mixed  Occupancy 

10.1  In  buildings  requiring  fire  alarm  signal  system 
of  which  parts  are  occupied  by  other  than  factoi 
tenants  and  in  which  the  conditions  of  constru* 
tion  and  occupancy  warrant  the  establishment  c 
a  local  fire  brigade,  the  Commissioner  may  accej 
dual  operation  systems. 

Rule  11.  Existing  Installations 

11.1  Fire  alarm  signal  systems  heretofore  installed 
buildings  in  the  City  of  New  York  and  instalk 
in  accordance  with  the  rules  then  in  force,  sha 
be  accepted  as  long  as  they  are  maintained 
proper  working  order. 


Rule  12.  Sources  of  Electrical  Energy 

12.1  Sources  of  electrical  energy  used  in  operating  fi 
alarm  signal  systems  shall  be : 

1.  Generated  electric  power,  not  exceeding  a  p 
tential  of  250  volts,  including : 

(a)  Central  Stations 

(b)  Isolated  Plants 

2.  Storage  battery  power 

12.1.1  Either  source  of  power  shall  be  usi 
under  conditions  and  _  limitations 
set  forth  by  the  Commissioner. 

12  2  One  source  of  energy  shall  be  connected  to  t 
fire  alarm  system  at  all  times.  All  auxilia 
sources  of  energy  when  required  shall  be  so  a 
ranged  and  controlled  by  an  automatic  switch  th 
when  the  primary  source  of  energy  fails,  t 
secondary  source  will  be  automatically  connect 
to  the  fire  alarm  signal  system.  Intermediate  0 
vices  are  prohibited  between  the  fire  alarm  co 
trol  board  and  the  source  of  current  supply,  e 
cept  where  specifically  approved  by  the  board  t 
the  purpose  intended. 


Central  Stations 

12.3  When  the  energy  for  a  fire  alarm  signal  system 
supplied  by  a  central  station  power  system  it  sti 
be  accepted  as  the  sole  source  of  supply  ;  conrn 
tions  shall  be  made  on  the  street  side  of  the  servi 
switch  except  that  in  cases  where  the  masr 
meter  is  within  thirty  (30)  feet  of  the  main  swi 
of  the  premises,  permission  may  be  given  by 
Commissioner  to  connect  to  the  house  side  ot  1 
meter  when  a  certificate  of  recent  date  frot” 
authority  of  competent  jurisdiction  has  cerun 
that  the  electrical  wiring  throughout  the  prem  • 
is  in  a  safe  condition.  When  a  house  side  ( 
nection  is  made,  the  fire  alarm  cutout  shall  be 
first  connection  and  as  near  as  possible 
meter.  Same  shall  be  enclosed  in  a  lockea 
sealed  metal  cabinet,  painted  fire  department 
and  stenciled  “Interior  Fire  Alarm.  Fuses 
be  of  the  enclosed  cartridge  type.  b CI £ 
fuses  will  not  be  accepted.  The  cutout  sha 
three  pole  cartridge  fuse  cutout  with  neu|r 
replaced  by  a  solid  copper  bar.  The  srna 
fuse  used  on  a  fire  alarm  system  shall  be  n 
(15)  amperes. 
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Isolated  Plants 

4  Energy  from  isolated  electric  light  and  power 
plants  shall  be  used  for  fire  alarm  signal  systems 
only  when  there  is  a  more  than  onf  generating 
unit  and  the  plant  is  always  in  operation  when  the 
budding  is  occupied  When  only  one  generator 
unit  is  employed,  the  source  of  energy  shall  be 
supplemented  by  storage  battery  or  other  auxiliary 
service.  The  fire  alarm  service  connection  shall 
be  taken  from  the  main  bus  of  the  house  switch¬ 
board  and  installed  in  accordance  with  the  service 
requirements  under  central  stations.  When  a  house 

L0I??eci10n  is  made>  the  fire  alarm  cutout 
shall  be  the  first  connection  and  as  near  as  possible 
to  the  meter.  Same  shall  be  enclosed  in  a  locked 
°L  S^1,ed  ,metal  cabinet,.  Painted  fire  department 
ndn  Ld  st-encded  Interior  Fire  Alarm.”  Fuses 
shall  be  of  the  enclosed  cartridge  type  Screw 
plug  fuses  will  not  be  accepted.  The  cutout  shall 
be  a  three  pole  cartridge  fuse  cutout  with  neutral 
fuse  replaced  by  a  solid  copper  bar.  The  smallest 

n^USCd  °n  a  fire  alarm  astern  shall  be 
fifteen  (15)  amperes. 

Storage  Battery 

5  When  a  storage  battery  equipment  is  used  as  the 

tern  S?hICef°f  CUrreKnt  for  a  fire  alarm  signal  sys¬ 
tem  the  storage  battery  shall  be  provided  in 

duphcate;  or  an  approved  type  trickle  charger 

may  be  substituted  for  the  duplicate  storage  bat- 

tery  located  in  a  room  sufficiently  ventilated.  Such 

installations  shall  be  equipped  with  a  switchboard 

or  panel  of  approved  material  on  which  are 

mounted  volt  meters,  ammeters,  circuit  breakers 

moStoSrs  refiplrfnCr’  fwltcl?es’  starting  devices  for 
“n°ra;„f  d  rhe°S,tats  Lfor  generator  and  other 
battery  required  for  charging  and  operating  the 

6  STo^H  C^eS  ShaII,be  50  located  and  ventilated 
as  to  avoid  danger  of  sparking  contacts  igniting 
flammable  gases  or  vapors.  g  g 

the  ns°ampSrnSha11  ?,storaSe  battery  be  located  in 
the  same  room  with  a  gas  meter. 


13.  Acceptance  Test 

' 1  cS°n0f1ccepr,Lacea,™  tefToVth?  emSe 

the^irection'of 

2  SiyStei?u  Sha11  show  an  insulation  resistance  of 

,  Apparatus t^hsco^nnected)  ^  ^ 

'  neces sar v Z rh "  factors  shall  furnish  all  the 
thZtT/Z  1  ’  lns.truments  and  labor  to  conduct 

contrn  !  When  [1equired  by  the  Commissioner.  The 

furiii?t?r  S-ha  notlfy  the  Department  having 
junsdichon  in  writing  at  the  start  and  upon  com¬ 
pletion  of  the  installation. 

e  14.  Daily  and  Monthly  Test 

4,1  fzer-y  fire,aIai:ra  system  shall  be  tested  each  morn¬ 
ing  immediately  after  the  hours  of  starting  work 
No  such  system  shall  be  used  for  any  other  pur¬ 
pose,  except  that  the  daily  dismissal  signals  mav 
usegoVfeithlf  authonz,ed  by  the  Commissioner.  The 
consider^  SyfStefm  /°[  fire  dri11  purposes  may  be 
tually  used.3  ^  °f  th°Se  PartS  °f  the  system  ac- 

l'2  aEmSnthnding  Stati°n  ShaI1  be  tCSted  at  least  once 

L3  ^fterTarlfnn  requiring  winding  shall  be  rewound 
1.4  A  comnt,P  Of  ard  kept  in  normal  condition, 
fnd  rX  reC°-rd  of  monthly  tests,  fire  drills 

be  kept  snhXX™5  °f  -fire  aIarm  systems  shall 
kept  subject  to  inspection  by  the  Commissioner. 


Rule  15.  Maintenance 

15.1  leri?r  fire  alarm  systems  shall  be  maintained  in 

ings^are*  5?ndlt\°”  at  &I1  tin?es>  lmIess  the  build- 
wfek  Tf  X  edf£°r  na  PCnod  ,onger  than  one 
time  it  ILul  becTes  inoperative  at  any 

ime,  it  shall  be  the  duty  of  the  owner  or  the  ner 

son  designated  by  him  to  be  in  charge  of  the 

and  S  taknp°-lfy  ^  X  0CCUPants  of  the  building 
and  to  take  immediate  steps  to  have  the  system 

cardT™  tfieT^T  He  sha11  also  pIace 

xes  ,ndicatlng  that  ,he 

15.2  If,  for  any  reason,  it  becomes  necessary  to  discon- 
nect  the  source  of  current  of  any  system,  the  owner 

.  other  responsible  person  shall  notify  the  Com- 
°£  SUCh  O—?™.  mating 

15  3  leastSyoneemrnUSinf  brfk  faSS  stali°ns,  at 

least  one  (1)  extra  glass  for  each  station  in  the 

system  shall  be  kept  on  the  premises. 

Rule  1 6.  Alarm  Boxes 

16.1  In  fire  alarm  signal  systems  the  metal  case  en¬ 
closing  exposed  or  surface  alarm  be  tes  shall  be 

condui  'whand  drilled  and  tapped  to  receive  . he 
conduit.  When  exposed  to  moisture  the  box  shall 
e  enclosed  in  a  suitable  weather-proof  outer  shell 

in  th7  b?/ldlngs;  aPPr°ved  back  boxes  embedded 
n  the  wall  may  be  used  and  the  conduits  shall  be 
_  pr°perly  secured  by  lock  nuts  and  bushings. 

vzrtZnTnn  Ca^ryin^  p?rts  s.had  be  insulated  from 
material  PP°Slte  poIanty  Wlth  approved  insulating 

16-3  ^-!pCOdad  pUl1  lever  type  stations  shall  be  fitted 
with  a  door  to  protect  the  pull  lever  against  ac- 

tr Such  door  sha11  have  a  handle 
g  y  secured  thereon  and  be  so  constructed  as 
to  open  readily.  The  wording  “In  Case  of  Fire 
Open  Door  and  Pull  Down  Lever”  in  raised  let- 
door  ^  equiva  ent  instructions  shall  appear  on  the 

16.4  All  break-glass  type  fire  alarm  boxes  shall  be  pro¬ 
vided  with  suitable  hammers  on  chains  of  ?ap- 
Iirovecl  type  attached  to  or  near  the  boxes  with 

mpIkVhe  ganS  can,readiIy  be  broken;  or  other 
“rSjL°i Ishmay  be  used  to  break  the  glass  when  ap¬ 
proved  by  the  Commissioner. 

16.5  All  break-glass  boxes  shall  have  in  raised  letters 
on  the  fronts  the  words  “Fire  Alarm— In  Case  of 
,-ire  Break  Glass,”  and  such  additional  instruc¬ 
tions  as  may  be  necessary  to  send  an  alarm 

16'6  2 Stati0"  ShaI1  be  SO  designed  that  once 
started,  the  proper  transmission  of  a  complete  set 

of  signals  cannot  be  interfered  with  by  manipula¬ 
tion  of  its  starting  device. 

16.7  Each  closed  circuit  coded  box  or  station  shall  be 
arranged  to  send  a  definite  code  of  signals  to  in- 

locatedthe  ” °°r  °F  pordon  same  on  which  it  is 

16.8  Not  less  than  three  (3)  or  more  than  twenty  (20) 

taps  or  blasts  shall  be  given  at  each  revolution 
ot  the  code  wheel. 

16.9  The  code  wheel  shall  revolve  at  least  four  (4) 
times  for  each  operation  of  its  starting  device  and 
be  ot  metal  properly  insulated  from  ground. 

16.10  Boxes  or  stations  used  in  systems  in  which 
whistles,  vibrating  bells  or  horns  are  employed 
shall  be  so  timed  that  the  sounding  devices  will 
give  the  code  signal  clearly. 

16.11  Contact  points  shall  be  in  multiple. 

16.12  Contact  points  and  contacts  of  the  testing  devices 
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shall  be  of  silver  or  other  approved  material  and 
be  of  the  scraping  type,  secured  in  a  substantial 
manner  to  phosphor  bronze  or  other  approved  ma- 

terial  springs,  and  be  so  designed  a,s,  }?o?°amoeK 
break  a  circuit  carrying  one-tenth  ( 1/10)  ampere 
at  two  hundred  and  fifty  (250)  volts  under  ac¬ 
tual  working  conditions. 

16.13  Lever  boxes  shall  be  so  designed  as  to  auto¬ 
matically  wind  when  the  lever  is  pulled  for  a 
alarm.  Boxes  requiring  glass  replacements  shall 
be  so  arranged  that  replacement  cannot  be  made 
without  resetting  mechanism  for  another  alarm. 

16  14  Where  it  becomes  necessary  to  install  more  than 
one  set  of  contacts  operating  from  code  wheel, 
permission  in  writing  in  advance  must  be  obtained 
from  the  Commissioner.  This  shall  not  include 
pre-signal  features. 

16.15  The  box  shall  have  plainly  marked  thereon  its 
code  signal  number. 


19.4  The  trouble  bell  shall  be  of  an  approved  design  c 
the  vibrating  type  and  give  a  distinctive  signal. 


Rule  20.  Protection  of  Sending  and  Soundin 
Devices 


Rule  17.  Non-Coded  Boxes 

17  1  Non-coded  closed  circuit  fire  alarm  stations  may 
‘  be  operated  by  a  break-glass  or  pull  lever  device  so 
arranged  that  the  alarm  cannot  be  interfered  with 
except  by  resetting  or  replacement  of  the  glass 
by  an  authorized  person. 

17  2  The  construction  and  materials  shall  be  equal  to 
that  of  the  standard  approved  type  coded  closed 
circuit  station  except  that  the  contacts  shall  be  oi 
ample  capacity  to  safely  carry  the  entire  operating 
current  of  the  gong  circuit  without  excessive 

heating. 


Rule  18.  Station  Testing  Devices 


18  1  Each  fire  alarm  system  shall  be  provided  with  an 
auxiliary  device  to  test  the  signaling  devices  lo¬ 
cated  in  one  of  the  alarm  boxes  or  mounted  on 
the  control  board  Such  testing  devices  shall  be 
arranged  to  make  the  test  without  operating  t  e 
break  wheel  of  the  box  or  interfering  with  the 
dual  operating  feature. 

18.2  Provision  shall  be  made  for  a  silent  test  of  coded 
alarm  box  mechanisms  without  operating  the  sig¬ 
naling  devices.  Such  device  shall  be  designed  to 
prevent  any  persons  except  those  in  authority 
from  operating  the  same  and  to  prevent  the  pos¬ 
sibility  of  the  box  being  left  inoperative  after  the 

test. 


20.1  In  fire  alarm  signal  systems,  all  moving  parts  c 
sending  stations  and  sounding  devices  shall  t 
enclosed  in  metal  casings,  made  dust-proof  an 
damp-proof  when  necessary,  and  clearly  marke 
with  instructions  for  use. 

20  2  Whenever  necessary,  hammer  rods  of  gongs  sha 
be  suitably  protected  against  mechanical  mjui 
or  derangement  by  the  use  of  a  guard  or  othi 
suitable  means.  If  subject  to  mechanical  injur 
the  entire  device  shall  also  be  enclosed  in  a  pr 
tecting  case  made  of  approved  wire  netting  < 
perforated  metal.  All  casings  shall  be  insulati 
from  current  carrying  parts,  but  shall  be  groundi 
to  the  conduit. 


Rule  19.  Supervising  Current 

19.1  A  small  current  flow  to  constantly  supervise  each 
circuit  shall  be  maintained.  A  milliammeter,  or 
other  approved  current  indicator  shall  be  provided 
and  so  connected  as  to  indicate  the  supervising 
current. 

19.2  The  supervising  circuit  shall  be  provided  with  a 
trouble  bell  operating  on  open  circuit  arranged  to 
ring  continuously  in  case  of  failure  of  the  system. 
The  trouble  bell  shall  be  so  located  that  it  will  be 
within  audible  range  of  some  responsible  person 
in  the  building  and  shall  be  connected  to  the  elec¬ 
tric  light  or  power  service  in  the  building,  rer- 
mission  may  be  granted  by  the  Commissioner  to 
connect  the  trouble  bell  to  a  battery  of  approved 
type. 

19.3  Trouble  bells  shall  not  be  fitted  with  silencing 
switches  except  in  such  a  manner  that  the  act  oi 
silencing  the  bell  by  the  operation  of  the  switch, 
automatically  and  positively  transfers  the  trouble 
signal  to  a  red  lamp  on  the  control  board  fed  by 
some  auxiliary  source  of  current  supply.  lhis 
auxiliary  source  of  current  shall  be  a  house  light- 
ing  circuit  or  any  other  approved  source. 


Rule  21.  Standards  of  Electric  Alarm  Apparati 

21.1  All  electrically  actuated  apparatus  used  in  fi 
alarm  systems  shall  be  so  designed  and  construct 
that  it  will  operate  satisfactorily  at  a  current  flo 
of  twenty-five  (25)  per  cent  above  or  below  t 
normal  operating  current. 

Insulation 

21.2  Insulating  materials  used  in  electric  fire  ala 
signal  systems  shall  be  varnished  cambric,  bal 
lite,  mica  or  other  approved  insulating  maten 

21.2.1  The  use  of  fibre  or  paper  as  an  insulati 

material  for  fire  alarm  signal  systems  sh 
not  be  permitted. 

21.3  The  insulating  material  used  on  electric  fire  ala 
signal  systems  shall  be  capable  of  withstanding 
insulation  break-down  test  of  one  thousand  (1UJ 
volts  A.  C.  plus  twice  operating  voltage  appl 
for  one  (1)  minute. 

Electro-Magnets 

21.4  Electro-magnet  windings  shall  be  impregna 
with  an  insulating  moisture  repelling  compoi 
or  shall  be  of  silk  enameled  wire. 

21.5  Electro-magnet  coils  to  be  used  on  alternat 
current  when  composed  of  enameled  wire  si 
have  an  additional  approved  insulation  on  e 
wire.  The  coils  may  be  of  the  form  wound  t; 

21.6  A  protective  cover  to  prevent  mechanical  inj 
shall  be  provided  over  the  entire  coil. 

21.7  Electro-magnet  coils  shall  be  securely  fastenec 
prevent  floating. 

21.8  Electro-magnet  cores  shall  be  of  the  best  gi 
of  ferrous  material  so  as  to  reduce  to  a  minin 
the  possibility  of  failure  due  to  residual  n 
netism. 

21  9  Electro-magnet  cores  for  use  on  alternating 
rent  shall  be  of  laminated  construction  or  o 
approved  method  to  prevent  heating  and  pror 
efficiency. 

21.10  Electro-magnet  cores  of  relays  and  gongs 
be  treated  to  prevent  corrosion. 

21.10.1  Paint  or  varnish  for  this  purpose  ! 
not  be  used.  , .  , 

21.11  Non-magnetic  freeze  pins  shall  be  used  whicn 
prevent  two  magnet  surfaces  coming  i 
contact. 

Gongs 

21.12  Gong  shells  shall  be  pinned  to  prevent  turning 
then  securely  fastened  to  its  support  by  a  ma 
cap  screw  at  least  three-eighths  (H)  inc 
diameter. 
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21.19 


21.13  Gong  shells  shall  be  covered  with  an  approved 
rust  preventive. 

21.14  The  gong  shell  support  and  gong  frames  shall  be 
cast  in  one  piece. 

Wiring 

21.15  All  connections  shall  be  properly  protected  se¬ 
curely  made  and  where  subject  to  motion  shall  be 
ot  approved  flexible  wire. 

21.16  All  wiring  of  control  board,  station  and  gong  cir¬ 
cuits  shall  be  at  least  No.  14  B.  &  S.  gauge 

21.17  Binding  posts  shall  be  of  such  a  character  that 
the  wire  is  held  between  two  flat  surfaces. 

21.18  Binding  posts  shall  be  mounted  on  an  approved 
terminal  block  or  insulating  strip  spaced  not  nearer 
than  one-half  (}4>  inch  to  each  other,  unless  sepa¬ 
rated  by  approved  barriers. 

Relays 

The  armatures  of  all  relays  shall  depend  on  grav¬ 
ity  or  magnetic  attraction  for  their  operation. 

21.19.1  This  action  may  be  assisted  by  flat  type 
springs  when  approved  by  the  Commis¬ 
sioner. 

21.19.2  The  use  of  spiral  springs  is  prohibited 

Adjustments  shall  be  of  such  a  character  that 
they  can  be  securely  locked. 

Contact  points  shall  be  ample  in  area  not  only  to 
take  care  of  current  used  in  operation  but  to 
insure  long  life  and  shall  be  of  pure  silver,  or 

suppor^PPr°Ved  matena1,  Pr°Perly  riveted  to  their 

nf0ntifCt/r^SkSha11  be  of  PhosPhor  bronze  and  be 
ot  the  dead  beat  type. 

.assembli<:S  shall  be  of  such  a  character 
that  their  operation  will  be  of  a  scraping  self¬ 
cleansing  nature.  K 

The  use  of  condensers  across  contacts  to  absorb 

proved  any  Par'  °f  a  6re  aIarm  cira*  is 

used^n^H  be  l-ee  fr0m  obiectionable  hum  when 
used  on  alternating  current. 


21.20 

21.21 

11.22 

1.23 

1.24 

1.25 


22.  Time  Limit  Delay  Device 

!2'1  *lg™hLCirCuil?  S5a|‘  “4  s£ecial  .si«nal  apparatus 
,  I  a  ^en  r^?.mred  by  the  Commissioner,  be  pro- 
teted  by  a  Time  Limit  Delay  Device.  P 

0te:  This  time  limit  delay  device  shall  consist 
of  a  heating  coil  so  designed  that  the  nor¬ 
mal  operating  current  will  have  little  or 
no  effect  upon  a  thermostatic  bi-metal  bar 
or  strip  contained  therein.  Any  abnormal 
increase  over  operating  current  or  the  con¬ 
tinued  accumulative  heating  effect  thereof 
after  a  period  of  not  less  than  three  (3) 
minutes  nor  more  than  twenty  (20)  min¬ 
utes  shall  cause  the  thermostatic  element 

cLnXPa?d'  The„  expansion  of  this  element 
shall  automatically  open  the  source  of  cur- 

tectedSUPP  y  t0  the  g°ngs  or  devices  pro- 

2  cau s e° t h ° ° M f  time.limit  delay  device  shall 

,  cause  the  trouble  bell  to  ring. 

in  The  fiTTaf6^  devices  shall  be  so  connected 

not  onen  thTfi™  c,ircuit, that  .their  operation  will 
open  the  nre  alarm  box  circuits. 

Zlr:±e  t0  the  e?tent  of  the  installation,  it  be- 

deSS  r  arl  t0  lnStaI1  a  number  of  time  limit 
delay  devices,  the  operation  of  a  single  time  limit 


delay  device  shall  not  affect  other  sounding  devices 
similarly  protected.  B  devices 

22.5  A  contactor  relay  to  operate  the  sounding  devices 
shall  be  provided  on  all  direct  current  gong  cir? 
cmts  exceeding  three  (3)  and  all  alternating  cu?- 
??  *  r  g°ng  arCmtS  exceeding  two  (2)  in  number. 
^.6  Gong  circuits  not  requiring  contactor  relays  shall 

arem°a?urre  oT  £  ?r0perly  gIaced  on  the 

armature  of  the  box  circuit  relay 

22'7rAelavPra„r„Te,time  '“!*  ^vice,  contactor 

relay,  contactor  supervisory  relay  and  gong  super- 

visory  relay  shall  be  provided  for  each  four  (4) 
gong  circuit  or  fraction  thereof.  w 

Switches 

22.8  Triple  pole,  double  throw,  broken  back  knife 
.witches  properly  supervised  and  connected  to 
emergency  resistors  shall  be  provided  on  all  box 

number^  ClrCmts  wben  tbey  exceed  three  (3)  in 
Instruments 

22.9  A  separate  approved  milliammeter  or  other  ap- 

fnrTff  J,Urrei?t  ^mating  device  shall  be  provided 
for  the  box  circuit  and  each  four  (4)  gong  circuit 

thTee'nT-01  ^  whenA  the  gon&  circuits*  exceed 
shaH  hi3r,  in.  nnmber.  A  separate  milliammeter 
provided  to  indicate  the  supervisory  cur- 
rent  of  contactor  relays  and  emergency  switch 

MeterT'  ThlS  metCr  ShaH  be  kn°Wn  as  the  Board 
Resistors 

22.10  Resistors  shall  be  mounted  on  the  front  or  face 
e°ledC°type?  PandS  ^  ShaI1  be  °f  vitreous 

Note :  Wire  wound  resistors  when  protected  by 
a  suitable  metal  guard  may  be  used  in  spe¬ 
cial  cases  when  approved  by  the  Commis¬ 
sioner. 

22.11  beusTd  °r  knifC  C°ntaCt  tyPC  resistors  shall  not 

22.12  A  protective  resistor  shall  be  placed  in  the  nega¬ 
tive  or  live  lead  of  all  box  circuits  to  protecMhe 
“Tf  5  °f.  the  boxes  in  tbe  event  of  a  ground. 

22.12.1  This  resistor  shall  be  not  less  than  three- 

hundred  (300)  nor  more  than  seven  hun¬ 
dred  and  fifty  (750)  ohms  resistance. 

Rule  23.  Control  Boards 

23.1  All  relays,  current  indicators,  resistances  time 
limit  delay  devices  and  other  apparatus  used  in 
connection  with  the  operation  and"  supervision  o f 
closed  circuit  fire  alarm  signal  systems  shall  be 
properly  mounted  on  a  panel  of  approved  material 
in  a  metal  cabinet  provided  with  lock  and  key.’ 

iert  tn  5.°  S-ua  1  be  located  in  a  place  sub- 

infllrl  east  ^lbratlon»  free  from  moisture, 

mflammiddc  gases,  dust  and  mechanical  injury  and 

dCn  fLequenti  Ylew  a  responsible  occupant  of 
charge11  dmg  de  egated  by  the  owner  t0P  be  in 

23.2  Control  board  panels  shall  be  of  insulating  mate¬ 
rial  such  as  ebony  asbestos,  bakelite  or  other  ap- 

fhTckness1!1^61"13  ^  kaSt  °ne'half  (I/2)  inch  *n 

23.3  Control  boards  mounted  in  each  cabinet  shall  be 
securely  fastened  in  each  corner. 

23.4  Provision  shall  be  made  for  ample  wire  gutter 

space  around  the  panel.  5 
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23.5  Conduit  knockouts  shall  not  be  provided  in  top 
of  control  board  cabinet. 

23.6  An  approved  wiring  diagram  of  the  alarm  system 
and  card  of  instruction  properly  marked  and  se¬ 
curely  fastened  shall  be  provided  within  the  con¬ 
trol  board  cabinet.  When  it  becomes  necessary 
to  mount  the  diagram  outside  of  the  cabinet,  the 
diagram  shall  be  properly  framed  under  glass. 

23  7  All  control  board  cabinets  shall  be  provided  with 

sight  hole  and  glass  panel  to  make  meters  on 
the  inside  of  the  cabinets  visible  from  the  outside. 

23.8  Wires  in  gutter  spaces  shall  be  properly  laced  in 
a  neat  and  workmanlike  manner  on  all  control 
boards  having  a  capacity  for  more  than  three  (3) 
gong  circuits. 

Rule  24.  Battery  Cabinets 

24  1  All  electric  batteries  for  fire  alarm  signal  systems 

shall  be  placed  in  substantial  protecting  cabinets 
thoroughly  ventilated,  elevated  not  less  than  one 
(1)  nor  more  than  five  (5)  feet  above  the  noor 
and  located  in  clean,  dry  and  cool  places  where 
the  temperature  will  not  be  less  than  forty  (4U) 
nor  more  than  one  hundred  and  ten  (110)  degrees 
Fahrenheit.  Main  battery  cabinets  shall  be  so 
constructed  that  the  condition  of  the  elements  may 
be  observed  without  disturbing  the  cells. 

24.2  Metal  battery  cabinets  shall  be  constructed  of  sheet 
iron  or  steel,  not  less  than  No.  14  U.  S.  gauge  m 
thickness,  properly  reinforced  by  angle  irons,  with 
self-closing  doors  provided  with  lock  and  key  and 
wood  shelves  not  less  than  seven-eighths  (Vs)  of 
an  inch  thick,  unless  the  battery  is  of  the  spray- 
proof  type,  properly  fastened  and  secured  to  pre¬ 
vent  sagging.  The  interior  and  the  exterior  of 
the  cabinet  shall  be  protected  with  three  (3)  coats 
of  asphaltum  compound,  each  coat  to  be  thor- 
oughly  dry  before  the  next  is  applied,  or  with 
baked  enamel. 

24.3  Wood  battery  cabinets  shall  be  constructed  of 
the  first  grade  of  kiln  dried  wood  not  less  than 
seven-eighths  (Vs)  of  an  inch  thick  and  shall  be 
provided  with  self-closing  door  and  approved  lock. 
The  shelves  shall  be  not  less  than  seven-eighths 
(V)  of  an  inch  thick  properly  fastened  and  se¬ 
cured  to  prevent  sagging.  The  cabinet  shall  be 
of  substantial  construction  painted  on  the  interior 
with  three  (3)  coats  of  asphaltum  compound  and 
on  the  exterior  with  three  (3)  coats  of  lead  paint 
or  two  (2)  coats  of  varnish. 

24.4  Storage  batteries  may  be  placed  on  enamaled  metal 
battery  racks,  provided  the  batteries  are  installed 
in  a  place  where  they  will  not  be  subject  to  me- 
chanical  injury,  and  will  be  ventilated  as  required 
in  Rule  12.6. 

Rule  25.  Painting  of  Equipment 

25.1  All  enclosing  cases  for  fire  alarm  apparatus  shall 
be  finished  in  fire  department  red,  except  where 
special  permission  is  given  by  the  Commissioner 
to  deviate  from  this  requirement. 

Rule  26.  Closed  Circuit  Annunciators 

26.1  Annunciators  used  in  connection  with  Class  3  fire 
alarm  systems  shall  be  of  an  approved  closed  cir¬ 
cuit  type. 

26  2  The  annunciator  shall  have  approved  type  of  re¬ 
lays  equipped  with  a  suitable  target,  shutter  or 
other  indicating  device. 

26.2.1  The  indicating  device  shall  have  marked 
thereon  a  suitable  description  of  the  pur¬ 
pose  it  serves. 


26.3  The  printed  designation  on  unit  or  building  annun¬ 
ciator's  indicators  shall  be  legible.  The  mecha¬ 
nism  shall  be  so  arranged  that  once  operated  the 
indicating  device  shall  be  reset  manually. 

26.4  A  unit  annunciator  shall  be  so  designed  that  the 
operation  of  any  station  in  the  unit  shall  cause  a 
visible  and  audible  signal. 

26.5  The  unit  annunciator  shall  be  actuated  by  contact 
on  code  wheel  of  the  fire  alarm  station  or  by  con¬ 
tact  on  a  relay  connected  to  the  fire  alarm  box 
circuit.  In  no  case  shall  the  station  fire  alarm 
circuit  be  used  for  this  purpose. 

26.6  Trouble  annunciators  shall  be  so  arranged  that 
the  indicating  device  will  reset  automatically  when 
cause  of  trouble  has  been  removed. 

26.7  The  trouble  annunciator  shall  be  so  designed  that 
it  will  indicate  visible  and  audible  trouble  signals 
in  the  event  of  trouble  occurring  on  any  circuit, 
control  board  or  unit  annunciators. 

26.8  The  trouble  annunciator  shall  be  actuated  by  the 
operation  of  contacts  on  all  supervisory  relays. 

26.8.1  Each  relay  of  this  annunciator  shall  be 

provided  with  two  (2)  sets  of  contacts  so 
arranged  that  one  will  operate  the  one 
hundred  and  ten  (110)  volt  trouble  signal, 
the  other  set  to  actuate  the  register  if  a 
register  is  used. 

26.9  A  trouble  buzzer  switch  and  lamp  shall  be  mounted 
on  the  inside  of  each  unit  annunciator  cabinet  on1 
the  panel. 

26.10  A  trouble  bell,  switch  and  lamp  shall  be  mounted1 
on  the  inside  of  each  trouble  annunciator  cabinet' 
on  the  panel.  Trouble  bell  may  be  placed  at.  a; 
distance  from  the  annunciator  by  special  permis¬ 
sion  of  the  Commissioner. 

26.11  Relay  drops  of  annunciator  shall  be  so  designed; 

that  vibration  from  without  or  that  caused  by  the 
trouble  signal  within  will  not  operate  the  indicat¬ 
ing  devices.  1 

26.12  All  annunciators  shall  be  installed  in  a  separate 
red  enameled  steel  cabinet  provided  with  an  ap¬ 
proved  lock  and  key. 

26.13  Annunciators  shall  be  properly  marked  in  white- 
letters  at  least  one  (1)  inch  high  with  the  words  . 
“Fire  Alarm  Annunciator”  Zone  —  or  “Fire  Alarm 
Trouble  Annunciator,”  whichever  the  case  may  be 

Rule  27.  Licensed  Contractors 

27.1  No  person  shall  install,  alter  or  repair  or  cause 
to  be  installed,  altered,  or  repaired  electrical  wir¬ 
ing  or  apparatus  for  fire  alarm  systems  in  any 
building,  except  a  person  holding  a  license,  or  i 
special  license  in  accordance  with  Chapter  9  oi 
the  Code  of  Ordinances  of  the  City  of  New  York 
The  enforcing  authority  shall  not  approve  anj 
installation,  alteration  or  repair  done  in  violatior 
of  this  rule. 

Rule  28.  Used  or  Rebuilt  Apparatus 

28.1  Used  apparatus  shall  not  be  re-used  for  any  in¬ 
terior  fire  alarm  system  under  these  Rules  a 
Regulations  until  the  same  has  been  reconditioned 
in  the  shop  of  a  reliable  manufacturer  buildm! 
interior  fire  alarm  apparatus  which  has  been  ap 
proved  by  the  Board  of  Standards  and  Appeal, 
Approval  in  writing  shall  be  obtained  frorn  the  e. 
forcing  authority  prior  to  installation.  lhe 
forcing  authority  shall  not  approve  for  use,  us 
or  reconditioned  apparatus  that  may  not  give 
isfactory  service. 
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Edward  V.  Barton,  Chief  Clerk 


]  fice— Municipal  Building,  Rooms  1000  to  1018. 
Ilephone — WOrth  2-0184. 

-FICE  Hours  for  Public— 9  a.  m.  to  4  p.  m.  Saturdays 
9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman. 


CONTENTS 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 


[is  issue  of  the  Bulletin  contains  in  the  order  given — 
leket. 

[irt  Decisions, 
t  es  Directory. 
j>  Hearing  Calendar. 

1  lutes  of  Regular  Meeting,  March  28,  1939,  at  10  A.M., 
ffecting  Calendar  Numbers  866-38-BZ,  1006-38-BZ, 
!-39-BZ,  920-38-BZ,  1050-38-BZ,  1105-38-BZ,  1184-38- 
Z  and  43-39-BZ. 

1  iutes  °f  Regular  Meeting,  March  28,  1939,  at  2  P.M., 
ffecting  Numbers  645-29-BZ,  61-32-BZ,  267-35-BZ 
t3oAB*Z’  296'39-A>  301 -39- A,  85-37- A,  15-39- A,  79-39-A, 
7-39-A,  246-39-A,  163-39-A,  171-39-A,  233-39-A,  251- 
-A,  256-39-A,  261 -39- A,  282-39- A,  283-39- A,  298-39- A, 
319-39-A,  323-39-A,  325-39-A,  336-39-A, 

;3-39-A,  344-39-A,  353-39-A,  366-39-A,  552-37-A,  505- 
A  1U.26SA,  187-33-SA,  48-35-SA,  110-36-SA,  308- 

id^’^lf'cJc^’c255'39'3"^’  642-38-SM>  643-38-SM, 
4-38-SM,  645-38-SM,  313-38-SM,  821-38-SM,  1176-38- 
•d  and  228-39-SM. 

■-eo«°I1S  Affect‘ng  Calendar  Numbers  191-39-SA  and 
o-39- A. 

jce  of  Public  Hearing  on  Proposed  Rules  Relative  to 
es  of  Insulating  Fibre  Board. 

»  oved  Fuel  Oil  Fill  Pipe  Terminals. 

1 'oved  Gas  Heaters. 

'S  re,ftlV*  to  Submerged  Inlets  and  Protective  Meth- 
to  be  Applied  to  Prevent  Contamination  of  Water 
■ppfy. 

oved  Vacuum  Breakers. 

Retarding  Rules  for  Garages,  etc. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 


New  Cased  Filed  up  to  March  28,  1939 


Cal  No„ 
357-39-SM . . 

Department 

Premises  Affected 

Porete  Precast  Lightweight  Con- 
crete  Slabs  for  Moors  and 
Roofs,  manufactured  by 
Porete  Manufacturing  Com¬ 
pany,  Material. 

358-39-A . . . 

•  H.B.Q . 

.116-19  to  116-23  Metropolitan 
avenue,  northwest  corner  of 
Richmond  Hill  avenue  (Block 
No.  3324,  Lot  No.  50),  Kew 
Gardens,  Borough  of  Queens, 
N.B.  1148-38. 

359-39-SM. 

. Flintkote  Rock  (Mineral)  Wool 
Insulation,  manufactured  by 
The  Flintkote  Company, 

Material. 

360-39- A. .  . 

..H.B.M . 

.206  East  52nd  street,  south  side, 
100  ft.  east  of  Third  avenue 
(Block  No.  1325,  Lot  No.  50), 
Borough  of  Manhattan, 

Alt.  3702-38. 

361 -39- A.  .  . 

.  .H.B.M . 

,  1465-1467  Broadway,  west  side, 
158-162  West  42nd  street  and 
597-599  Seventh  avenue 
(Block  No.  994,  Lot  No.  58), 
Borough  of  Manhattan, 

Alt.  326-39. 

362-39- A. . . 

.H.B.Q... 

..89-25  Queens  boulevard,  north 
side,  100  ft.  west  of  57th  ave¬ 
nue  (Block  No.  1845,  Lot  No. 
59),  Elmhurst,  Borough  of 
Queens,  N.B.  618-39. 

363-39- A.. . 

..H.B.Bx... 

. .  1999  Gleason  avenue,  north  side, 
100  ft.  west  of  Pugsley  ave¬ 
nue  (Block  No.  3793,  Lot  No. 
55),  Borough  of  The  Bronx, 
Alt.  934-37. 

364-39-A . . 

...F.D . 

..163-19  to  163-23  Jamaica  avenue, 
north  side,  118  ft.  6  in.  west 
of  164th  street  (Block  No. 
9793,  Lot  No.  7),  Jamaica, 
Borough  of  Queens, 

2173-L.F.  and  Decision. 

365-39- A. . 

...H.B.Q... 

..1133  Nielson  avenue,  west  side, 
325  ft.  north  of  Dinsmore 
avenue  (Block  No.  37,  Lot 
No.  70),  Far  Rockaway,  Bor¬ 
ough  of  Queens, 

Alt.  257-39. 

366-39- A.. 

.  ..H.B.M.. . . 

..122  West  23rd  street,  south  side, 
200  ft.  west  of  Sixth  avenue 
(Block  No.  798,  Lot  No.  56), 
Borough  of  Manhattan, 

N.B.  65-39. 

367-39- A.. 

...H.B.Bx.. 

. . .  West  side  of  Greystone  avenue, 
100  ft.  north  of  West  238th 

street  (Block  No.  3414,  Lot 
Nos.  254  and  255),  Borough 
of  The  Bronx, 

N.B.  567-38. 


368-39-BZ.  . .  .H.B.M . 268-276  Tenth  avenue  and  464 

466  West  26th  street,  south 
east  corner  (Block  No.  723 
Lot  Nos.  71-76  inclusive) 
Borough  of  Manhattan, 

N.B.  16-39 


369- 39-SA . ...Gillen  Vacuum  Breaker,  foi 

Llushometer,  Appliance 

370- 39- SA . Ca  dwell'  Syphon  Breaker  anc 

Agitator  No.  115, 

Appliance 

371- 39-A..  H.B.Q . 22-21  Birdsall  avenue,  southeas 


corner  of  Pinson  stree 
(Block  No.  158,  Lot  No.  11) 
Par  Rockaway,  Borough  o 
Queens,  Alt.  8411-38 


372-39-A . H.B.Q . 22-17  Cornaga  avenue,  soutl 

side,  125  ft.  west  of  Bead 
22nd  street  (Block  No.  253 
Lot  No.  61),  Par  Rockawa> 
Borough  of  Queens, 

Alt.  589-39 

l 


373-39-A. .  .  .H.B.M . 16-18  West  8th  street,  south  side 

147  ft.  east  of  Washingto: 
street  (Block  No.  551,  Lc 
Nos.  25  and  26),  Borough  o 
Manhattan,  Alt.  4506-37 


374-39-SM . Wilson  Steel  Rolling  Fire  Door 

and  Shutters,  manufacture 
by  The  J.  G.  Wilson  Cor 
poration,  Materia 


375-39-SM . Wilson  Sliding  and  Swingin 

“Airkore”  Fire  Doors,  mane 
factured  by  The  J.  G.  Wilso 
Corporation,  Materia 


376-39-A . H.B.Bx . 3112  Griswold  avenue,  sout 

side,  25  ft.  west  of  MacDor 
ough  place  (Block  No.  541 
Lot  No.  30),  Borough  of  Th 
Bronx,  Alt.  45-3' 


377-39-BZ  ..H.B.Bx . 280  East  167th  street  and  Ea: 

side  of  Morris  avenue,  150  f 
south  of  East  167th  stre< 
(Block  No.  2438,  Lot  No.  45. 
Borough  of  The  Bronx, 
Decision  re  Certificate  c 
Occupanc; 


378-39-BZ  H.B.B . 307  Sumpter  street,  north  sid 

350  ft.  east  of  Hopkmsc 
avenue  (Block  No.  1521,  D 
No.  64),  Borough  of  Brool 
]yn,  Alt.  603-3 


379-39-SA . Delany  Vacuum  Breaker  f< 

Flush  Valves,  D.  V.  No.  9 
Apphanc 


380-39-A.  ..F.D . 390-396  Fourth  avenue,  we 

side,  46.3  ft.  north  of  La 
27th  street  (Block  No.  o- 
Lot  No.  40),  Borough  ' 
Manhattan,  16119- 


381-39-A . F.D . 32-44  East  170th  street,  sou 
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382-39-BZ. . .  . 


side,  206  ft.  10^4  in.  west  of 
Walton  avenue  (Block  No. 
2842,  Lot  No.  43),  Borough 
of  The  Bronx, 

1894  L.F.  and  Decision. 

.545-549  Albany  avenue  and  630- 
640  Maple  street,  southeast 
corner  (Block  No.  4800,  Lot 
No.  9),  Borough  of  Brooklyn, 
N.B.  581-39. 


183-39-A . H.B.B.. 


.1777-1787  46th  street  and  4526 
18th  avenue,  northwest  corner 
(Block  No.  5435,  Lot  No.  52), 
Borough  of  Brooklyn, 

„  Alt.  684-39. 

Restored  to  Calendar 

45-29-BZ. . .  .H.B.B . 1601-1611  Avenue  J  northeast 

corner  of  East  16th  street 
(Block  No.  6709,  part  of  Lot 
Nos.  47,  49  and  51),  Borough 
of  Brooklyn, 

N.B.  72-39. 


ESIGNATIONS :  H.B.— Department  of  Housing  and  Build- 

‘gsiK.RB.— Department  of  Housing  and  Buildings,  Brooklyn: 
.B.M.  Department  of  Housing  and  Buildings,  Manhattan  * 
.B.Q.— Department  of  Housing  and  Buildings,  Queens-’ 
.B.R.— Department  of  Housing  and  Buildings,  Richmond’ 

.B.Bx. — Department  of  Housing  and  Buildings,  Bronx;  H.D _ 

ealth  Department  and  F.D.— Fire  Department. 


COURT  DECISIONS 

atter  of  600  11th  Ave.,  Inc.  (Murdock) — On  October  11,  1938,  under 
Cal.  No.  554-38-A,  Board  affirmed  decision  of  Supt.  of  Build- 
ings  denying  N.  B.  Application  257-37  for  extension  of  parking 
area  on  street  on  which  there  exists  a  school  between  the 
same  intersecting  streets,  as  prohibited  by  sect.  21  of  the 
Zoning  Resolution,  Premises  594-606  11th  Avenue,  E.  S., 
bet.  W.  44th  and  W.  45th  Streets,  Manhattan.  Mr.  Justice 
Noonan  sustained  Board  (N.  Y.  L.  J.  March  29,  1939)  stating: 

‘This  is  a  motion  to  vacate  an  order  of  certiorari  to 
review  the  determination  of  the  board  of  standards  and 
appeals  and  to  confirm  the  board’s  ruling.  Petitioner  is 
the  lessee  of  premises  located  on  the  east  side  of 
Eleventh  avenue,  occupying  the  entire  block  front  be¬ 
tween  Forty-fourth  and  Forty-fifth  streets,  Borough  of 
Manhattan,  New  York  City.  The  premises  are  located 
within  an  unrestricted  use  district  as  defined  by  the 
Amended  Building  Zone  Resolution  and  are  used  as 
a  gasoline  service  station  and  automobile  parking  lot. 
A  public  school  is  located  on  the  same  block  as  peti¬ 
tioner  s  premises  between  Tenth  and  Eleventh  avenues, 
with  entrances  on  Forty-fourth  and  Forty-fifth  streets. 

In  February,  1938,  petitioner  obtained  a  permit  from 
the  department  of  housing  and  buildings  authorizing 
it  to  cut  the  curbs  fronting  on  Eleventh  avenue.  Sub¬ 
sequently  the  department  approved  a  building  applica¬ 
te0”  for  the  erection  of  a  one-story  office,  lubritorium 
and  the  accessory  building,  the  plans  for  which  showed 
the  contemplated  use  of  the  premises  for  parking  pur¬ 
poses.  These  plans  indicated  that  iron  fences  were  to 
be  placed  on  the  Forty-fourth  and  Forty-fifth  street  sides 
K-ij-6  Pl;oPertJr  about  23  feet  and  6  inches  behind  the 
building  lines.  There  were  to  be  no  entrances  or  exits 
on  these  streets.  An  amendment  to  this  plan  was  later 
filed  providing  for  the  relocation  of  the  fences  on  the 
building  lines  of  these  two  streets.  This  amendment 
was  disapproved  by  the  borough  superintendent  of  the 
department  of  housing  and  buildings,  who  refused  to 
issue  a  certificate  of  occupancy  and  proceeded  to  place 
a  violation  on  the  premises.  An  appeal  from  the  super¬ 
intendent  s  action  was  taken  to  the  Board  of  Standards 
and  Appeals.  The  board,  after  hearing  on  the  merits, 
denied  the  petitioner’s  application. 

In  this  certiorari  proceeding  petitioner  contends  that 
the  board  rejected  its  application  on  an  erroneous 
theory.  The  board  held  that  it  was  without  power  to 
grant  the  application  under  section  21  of  the  Amended 
wuilding  Zone  Resolution,  since  the  relocation  of  the 
fences  would  result  in  the  extension  of  the  parking 
area  on  streets  on  which  a  public  school  was  located, 
the  pertinent  provisions  of  section  21  are  as  follows: 

No  garage  for  more  than  five  cars  may  be 
erected  or  extended  and  no  building  not  now 
used  as  a  garage  for  more  than  five  cars  may 


have  its  use  changed  to  a  garage  for  more  than 
five  cars  and  no.  premises  may  be  used  for  the 
storage  or  parking  of  more  than  five  motor 
vehicles  on  any  portion  of  a  street  between  two 
intersecting  streets,  in  which  portion  there  exists 
an  exit  from  or  entrance  to  a  public  school  *  *  * 
and  in  no  case  within  a  distance  of  200  feet 
from  the  nearest  exit  from  or  entrance  to  a 
public  school.  *  *  *  No  gasoline  service  station 
may  be  erected  or  extended  on  any  portion  of 
a  street  between  two  intersecting  streets  in 
which  portion  there,  exists  an  exit  from  or  an 
entrance  to  a  public  school;  and  in  no  case 
within  a  distance  of  200  feet  from  the  nearest 
.  exit  from  or  entrance  to  a  public  school.’ 
Petitioner  contends  that  the  board  treated  its  appeal 
as  an  application  for  a  permit  to  operate  a  parking  lot 
on  a  street  between  two  intersecting  streets  in  which 
there  is  located  a  public  school.  The  real  question, 
it  insists,  between  the  board  was  not  whether  petitioner 
was  entitled  to  a  permit  from  the  Board  of  Standards 
and  Appeals  to  operate  a  parking  lot  and  gasoline  sta¬ 
tion,  but  whether  petitioner  had  a  legal  right  to  have 
the  fences  enclosing  it  properly  placed  on  the  building 
lines  or  at  a  distance  of  23  feet  6  inches  therefrom.  It 
points  out  that,  the  legality  of  its  prior  permit  to  con¬ 
struct  the  gasoline  station  and  parking  lot  under  section 
21  is  not  bere  i”  issue.  The  claim  is  made  that  the 
building  department  and  the  board  had  no  power  to  pro¬ 
hibit  the  re-location  of  the  fences,  as  there  is  no 
statute  or  ordinance  endowing  the  board  with  control 
oyer  fence  locations..  The  board  at  the  hearing  in¬ 
dicated  that  the  building  superintendent  erred  in  grant¬ 
ing  the  permit  to  erect  the  gasoline  station  and  parking 
lot  in  the  first  instance  (cf.  Fourteenth  St.  Warehouse 
Corpn  v.  Murdock,  163  Misc.,  399)  and  that  the 
original  error  did  not  preclude  the  denial  of  the  ap¬ 
plication  with  regard  to  the  relocation  of  the  fence. 

.  Petitioner  apparently  takes  position  that  a  permit  hav¬ 
ing  been  granted  to  put  the  property  to  uses  prohibited 
by  the  ordinance,  there  is  no  power  to  deny  an  exten¬ 
sion  of  the  prohibited  use  on  a  school  street.  This  view 
is  manifestly  unsound.  Although  the  application  takes 
the  form  of  a  request  for  a  permit  to  relocate  the 
fence,  its  effect  is  to  extend  the  use  of  the  premises 
for  parking  purposes.  Assuming  the  legality  of  the 
original  permit,,  the  board  was  amply  justified  in  deny¬ 
ing  an  application  for  an  extension  of  the  parking  lot 
on  a  school  street.  Even  if  the  original  permit,  were 
unlawful,  as  would  appear  to  be  the  case,  petitioner  is 
m  no  position  to  complain  that  the  board  refuses  to 
permit  an  extension  of  the  area  of  the  premises  to  be 
devoted  to  the  illegal  use..  The  ordinance  by  its  terms 
relates  both  to  the  erection  and  extension  of  gasoline 
stations  (Boyd  v.  Walsh,  217  App.  Div..  461,  aff’d  244 
N.  Y„  512;  Fourteenth  St.  Warehouse  Corp’n  v.  Mur¬ 
dock,  supra). 

The  board’s  determination  was  correct  and  the  city’s 
motion  should  be  granted.  Certiorari  is  dismissed 
Settle  order.” 

*  #  * 

Matter  of  King  (Murdock)— July  3,  1934,  Board  granted  2-year 
temporary  variation  for  gasoline  station  in  business  district, 
under  section  21,  Cal.  No.  100-34-BZ,  premises  southeast  corner 
Jamaica  avenue  and  138th  place,  Jamaica,  Borough  of  Queens. 
July  19,  1935,  board  granted  modification  changing  time  of  tern- 
porary  variance  to  five  years.  Mr.  Justice  Conway  held  review 
limited  to  last  action  of  board  on  July  19,  1935,  and  that 
statutory  time  hmit  had  expired  for  review  of  action  of 
July  3,  1934.  (N.  Y.  L.  J.  Oct.  30,  1935.)  (App.  Div.  affirmed 
order  of  special  term  sustaining  board  and  limiting  appeal 
to  last  action  of  board.  (N.  Y.  L.  J.  Oct.  17,  1936.) 

Mr.  Justice  Steinbrink  (N.  Y.  L.  J.  March  31,  1939)  vacated 
order  of  certiorari  and  sustained  determination  of  the  Board 
of  standards  and  Appeals. 


RULES 

r-  .  n-  j  r  •  „  .  Cast  Publication  in 

Larbon  Dioxide  Liquefier  Rules. ...  Mar.  21,  1939 — Vol 
Certificate  of  Occupancy,  approved 

Concrete  Flat  SlVbs,  Rules . July'  13’,  lW— Vol. 

Concrete  Rules  (Hydrated  Lime)... Aug.  3,  1937— Vol. 

Elevator  Rules  . . Mar.  3,  1936— Vol. 

Exit  Rules  (Revolving  Doors) . Tune  15,  1937 — Vol 

Factory  Exit  Rules.. . Feb.  21,  1939— Vol. 

£'re  K ^u,es  (lutenor) . Mar.  28,  1939— Vol. 

. . Nov.  22,  1938— Vol. 

Fire  Retarding  Rules  for  Garages, 

etc’  *  ••.Yr*  •  V  *  U  •  . . Apr-  4-  1939— Vol. 

Fireproof  Wood,  Testing  of . Apr.  13,  1937— Vol. 

frame  Garages,  Ruling  for . Jan.  21  1919 _ Vol 

Fusion  Welding  and  Gas  CuttingJ  ’ 

cwSn«’i>’\ . Nov.  1.  1938 — Vol. 

Gas  Shut-Off  Rules . Apr.  7,  1925— Vol. 

Hatchway  Protection  . June  5.  1928— Vol. 

Oil  Burner  Rules...  . Jan.  3,  1939— Vol. 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules  . Feb.  28,  1939— Vol. 


Bulletin 

24,  No.  12 

23.  No.  34 
22,  No.  28 
22,  No.  31 

21,  No.  9 

22,  No.  24 

24,  No.  8 
24,  No.  13 

23,  No.  47 

24,  No.  14 

22,  No.  15 
4,  No.  3 

23,  No.  44 
10,  No.  14 
13,  No.  23 

24,  No.  1 

24,  No.  9 
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Platform  Trucks,  Specifications  for. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply) . Apr. 

Procedure,  Rules  of .  Sept. 

Refrigerating  Systems,  Extract  A.C.Mar. 
Smoking  in  Factories,  Rules  for.... Mar. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Apr. 


24,  1936 — Vol.  21,  No.  47 

3,  1937— Vol.  22,  No.  31 

4,  1939 — Vol.  24,  No.  14 

7,  1937— Vol.  22,  No.  36 

21,  1939— Vol.  24,  No.  12 

21,  1939— Vol.  24,  No.  12 

29,  1937— Vol.  22,  No.  26 

8>  1937— Vol.  22,  No.  23 

7,  1932— Vol.  17.  No.  23 

24,  1936— Vol.  21,  No.  47 

24,  1936— Vol.  21,  No.  47 

10,  1923— Vol.  8,  No.  15 


CAL.  NO.  1181-38-BZ- 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Mar.  5,  1935 — Vol.  20,  No.  10 

Fireline  Hose  Valves . Feb.  7,  1939 — Vol.  24,  No.  6 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Tan.  3,  1939 — Vol.  24,  No.  1 

Fuel  Oil  Fill  Pipe  Terminals . Apr.  4,  1939— Vol.  24,  No.  14 

Fuel  Oil  Burners  for  Industrial  Use.Aug.  30,  1938 — Vol.  23.  No.  35 

Fuel  Oil  Pumps . Jan.  3,  1939 — Vol.  24,  No.  1 

Gas  Heaters . Apr.  4,  1939 — Vol.  24,  No.  14 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Feb.  28,  1939 — Vol.  24,  No.  9 

Range  Oil  Burners  and  Space 

Heaters  .  Jan.  3,  1939 — Vol.  24.  No.  1 

Vacuum  Breakers . Apr.  4,  1939 — Vol.  24,  No.  14 


cal.  no.  1053-38-BZ- 


APRIL  4,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  bearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April 
4,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


cal.  no.  103-38-BZ — Application  of  Joseph  A.  Lazarus, 
applicant,  on  behalf  of  Frank  L.  Weil, 
William  E.  Russell  and  Ravmond  J. 
Scully,  trustees  of  Series  C-2,  New 
York  Title  and  Mortgage  Company, 
owner,  reonmed  under  new  proposal, 
March  7,  1939,  under  section  21  of  the 
building  zone  resolution,  to  permit  in 
a  residence  use  district,  the  use  of  a 
plot  of  ground  as  a  tennis  court  and 
accessory  building  for  same  (previ¬ 
ously  denied  re  parking  and  storage  of 
more  than  five  (5)  motor  vehicles)  ; 
premises  42-56  Sutton  place  south,  west 
side,  from  East  54th  street  to  East  55th 
street.  423-457  East  54th  street  and 
422-456  East  55th  street  (Block  No. 
1366,  Lot  Nos.  16  and  19  and  part  of 
Lot  No.  33),  Borough  of  Manhattan. 


cal.  no.  1 103-38-BZ 


cal.  no.  807-28- BZ- 


cal.  no.  763-38-BZ — Application,  September  1,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Herman  Kron,  applicant,  on 
behalf  of  New  York  Telephone  Com¬ 
pany,  owner,  to  permit  in  a  business 
use  district,  for  a  Ic—iporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  728-744  cal.  no.  140-39-BZ 
Second  avenue,  east  side,  24.8  ft.  south 
of  East  40th  street  and  303  East  39th 
street  fBlcck  No.  945,  Lot  Nos.  1,  4 
and  6),  Borough  of  Manhattan. 


cal.  no.  66-39-BZ — Application,  January  17,  1939,  under 
sections  7a,  7c  and  21  of  the  building 
zone  resolution,  of  Slee  and  Bryson, 
applicants,  on  behalf  of  Frank  Saccar- 
di  and  Lauretta  Saccardi,  owners,  to 
permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  part  of  an 
existing  building  to  a  gasoline  service 


station;  premises  7423  (7421  displayed) 
15th  avenue  and  1501  Bay  Ridge  park¬ 
way  (75th  street),  northeast  corner 
(Block  No.  6213,  Lot  No.  1),  Borough 
of  Brooklyn. 

—Application,  December  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Jack  P.  Ganbarg,  applicant, 
on  behalf  of  B.  F.  Keith  Corporation, 
owner  (Little  Amity  Parking,  Inc., 
lessee),  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  203-207  West 
95th  street,  north  side,  86  ft.  west  of 
Amsterdam  avenue  (Block  No.  1243, 
Lot  Nos.  129,  130  and  131),  Borough 
of  Manhattan. 

—Application,  November  22,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Brooklyn  Develop¬ 
ment  Company,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  2503- 
2537  65th  street,  northwest  corner  of 
McDonald  avenue  (Block  No.  6607, 
Lot  Nos.  34  and  42),  Borough  of 
Brooklyn. 

—Application,  December  1,  1938,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  Sara  Engelhard,  owner,  to 
permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  erection  and  maintenance  of  an 
extension  to  an  existing  business  build¬ 
ing  ;  premises  403  Howard  avenue,  east 
side,  68  ft.  2  in.  north  of  St.  Marks 
avenue  (Block  No.  1452,  Lot  No.  5), 
Borough  of  Brooklyn. 

— Application,  reopened  November  22, 
1938,  under  section  21  of  the  building 
zone  resolution,  of  Alfred  H.  Eccles, 
applicant,  on  behalf  of  Harry  Rohdie, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  extension  in  area  of  a  gaso¬ 
line  service  station  by  the  removal  and 
re-location  of  the  walls  of  an  existing 
garage ;  premises  40-35  Union  street 
and  142-01  to  142-07  41st  avenue  (form¬ 
erly  80-84  Madison  avenue),  northeast 
corner  (Block  No.  5021  (848),  Lot  No. 
1),  Flushing,  Borough  of  Queens. 

—Application,  February  3,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Benjamin  Millstein,  ap¬ 
plicant,  on  behalf  of  Cimiez  Realty 
Corporation,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  160- 
186  Van  Cortlandt  Park  South  and 
3843-3855  Putnam  avenue  West,  south¬ 
west  corner  (Block  No.  3271  A,  Lot 
Nos.  165,  169  and  170),  Borough  of 
The  Bronx. 
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vl.  no.  1018-38-BZ — Application,  November  14,  1938,  undem 
section  7 h  of  the  building  zone  resolu¬ 
tion,  of  John  F.  Meehan,  applicant,  on 
behalf  of  The  Rector,  Church  Wardens 
and  yestrymen  of  Trinity  Church  in 
the  City  of  New  York,  owner  (Caswell 
Motor  Company,  lessee),  to  permit  in 
a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  3740 
Broadway,  northeast  corner  of  West 
155th  street  (Block  No.  2114,  Lot  No. 
1),  Borough  of  Manhattan. 


cl.  no.  82-39-BZ  Application,  January  20,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abram  Shlefstein,  applicant, 
on  behalf  of  Centreville  Realty  Cor¬ 
poration,  owner  (Harper  Oil  Co.,  Inc., 
lessee)  to  permit  in  a  business  use  dis¬ 
trict,  the  re-arrangement  and,  also,  the 
erection  of  an  accessory  building  on  an 
existing  gasoline  service  station ;  prem¬ 
ises  156-33  Woodhaven  boulevard  east 
side,  100  ft.  north  of  157th  (Vandalia) 
avenue  (Block  No.  3867,  Lot  No.  45) 
Howard  Beach,  Borough  of  Queens.  ’ 

:.r  no.  31-39-BZ— Application,  January  11,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  W:!bam  F.  Regan,  ap¬ 
plicant,  on  behalf  of  Townsend  L. 
Conner,  Laura  Investing  Company  and 
Gertrude  Ederle,  owners  (Edward 
Malloy,  lessee),  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  331- 
339  West  53rd  street,  north  side,  390 
ft.  west  of  Eighth  avenue  (Block  No. 
1044,  Lot  Nos.  13  to  17,  inclusive), 
Borough  of  Manhattan. 


A  no.  185-39-BZ — Application  February  16,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sloan  and  Behrens,  applicants, 
on  behalf  of  The  Arthur  A.  Johnson 
Corporation,  owner,  to  permit  partly 
in  a  business  use  district  and  partly  in 
an  unrestricted  use  district,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  95-25  Queens 
boulevard,  north  side,  from  62nd  drive 
to  Junction  boulevard  (Block  No  2079 
Lot  Nos.  1  and  9),  Rego  Park,  Bor¬ 
ough  of  Queens. 

lno.  1086-38-BZ —  Application,  November  28,  1938.  un¬ 
der  sections -7h  and  21  of  the  building 
zone  resolution,  of  Robert  Teichman, 
applicant,  on  behalf  of  Arthur  F. 
Davies,  Trust  Office  for  City  Bank 
Farmers  Trust  Co.,  trustee  of  Estate 
of  William  Waldorf  Astor,  owner,  to 
permit  partly  in  a  residence  use  district 
and  partly  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles* 
premises  351-381  East  164th  street, 
north  side,  between  Clay  avenue  and 
Teller  avenue,  984-1008  Teller  avenue 


and  985-1009  Clay  avenue  (Block  No. 
2424,  Lot  No.  1),  Borough  of  The 
Bronx. 


cal.  no.  145-38-BZ— Application,  March  8,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  William  H.  Van  Hou- 
ten,  applicant,  on  behalf  of  Mabel 
Agassiz,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
J*ve  (5)  motor  vehicles;  premises  475 
West  146th  street,  north  side,  100  ft. 
east  of  Amsterdam  avenue  (Block  No. 
2061,  Lot  Nos.  5  and  6),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  4,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

309-39-A— East  side  of  Cabot  street,  205.92  ft.  south  of 
Oak  Point  avenue  (Block  No.  2605,  Lot 
No.  350),  Borough  of  The  Bronx  (Under 
Section  35,  General  City  Law:  Re  Bed  of 
Mapped  Street). 

284- 39-A— Northwest  corner  of  West  254th  street  and  Riv- 
erdale  avenue  (Block  No.  3425,  Lot  No 
405),  Borough  of  The  Bronx  (Under 
Section  35,  General  City  Law:  Re  Bed  of 
Mapped  Street). 

285- 39-A— North  side  of  West  254th  street,  239  ft.  west  of 
Riverdale  avenue  (Block  No.  3425.  Lot 
No.  475),  Borough  of  The  Bronx  (Under 
Section  35,  General  City  Law:  Re  Bed  of 
Mapped  Street). 

296-39-A— 74-12  88th  street,  west  side,  208.59  ft.  north  of 
Montauk  Division  of  L.  I.  R.  R  (Block 
No.  3838,  Lot  No.  54  and  Block  No.  3839, 
Lot  No.  67),  Glendale,  Borough  of  Queens. 
(Under  Section  35,  General  City  Law: 
Re  Bed  of  Mapped  Street). 

30 1-39- A— 20-60  Imlav  street,  west  side,  57  ft.  5  in.  south 
of  Summit  street  and  23-43  Commercial 
wharf  (Block  No.  515,  part  of  Lot  No. 
61),  Borough  of  Brooklyn. 

11 33 -38- A— 27-29  Broadway  and  1-7  Dunham  place,  north¬ 
west  corner  (Block  No.  2468,  Lot  No.  26), 
Borough  of  Brooklyn. 

324-39- A  41-47  Vestry  street  and  437-441  Greenwich  street, 
southwest  corner  (Block  No.  219,  Lot 
Nos.  11-13),  Borough  of  Manhattan. 

358-39- A  116-19  to  116-33  Metropolitan  avenue,  northwest 
corner  of  Richmond  Hill  avenue  (Block 
No.  3324,  Lot  No.  50),  Kew  Gardens, 
Borough  of  Queens. 

361-39-A— 1465-1467  Broadway,  west  side,  158-162  West 
42nd  street  and  597-599  Seventh  avenue 
(Block  No.  994,  Lot  No.  58),  Borough  of 
Manhattan. 

365-39-A — 1133  Nielson  avenue,  west  side,  325  ft.  north  of 
Dinsmore  avenue  (Block  No.  37,  Lot  No. 
70),  Far  Rockaway,  Borough  of  Queens." 

38 1-39- A— 32-44  East  170th  street,  south  side,  206  ft.,  10% 
in.  west  of  Walton  avenue  (Block  No. 
2842,  Lot  No.  43),  Borough  of  The  Bronx. 

383-39-A  1777-1787  46th  street  and  4526  18th  avenue, 
northwest  corner  (Block  No.  5435,  Lot 
No.  52),  Borough  of  Brooklyn. 
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-3CM  'iQ  a _ 401-405  Ninth  avenue,  west  side,  98  ft.  south 

384-39-A  4U5f  3^d  ,  treet  and  404-410  West 

33rd  street  (Block  No.  730,  Lot  Nos.  53, 
54,  55,  56  and  part  of  Lot  No.  46),  Bor¬ 
ough  of  Manhattan. 

252-39-A — 125  West  45th  street,  north  side,  300  ft.  west .of 
Sixth  avenue  (Block  No.  998,  Lot  JNo. 
18),  Borough  of  Manhattan. 


320-39- A— 1603  Avenue  U,  north  side,  20  ft  east  of  East 
16th  street  (Block  No.  7321,  part  of  Lot 
No.  48),  Borough  of  Brooklyn. 


335-39-A— 165-13  to  165-27  Jamaica  avenue  northwest 
corner  of  166th  street  (Block  No.  9795, 
Lot  No.  1),  Jamaica,  Borough  of  Queens. 


371-39-A — 22-21  Birdsall  avenue,  southeast  corner  of  Pin¬ 
son  place  (Block  No.  158,  Lot  No.  11), 
Far  Rockaway,  Borough  of  Queens. 


372-39- A— 22-17  Cornaga  avenue,  south  side,  125  ft  west 
of  Beach  22nd  street  (Block  No.  253,  Lot 
No.  61),  Far  Rockaway,  Borough  of 
Queens. 


373-39-A— 16-18  West  8th  street,  south  side,  147  ft.  east 
of  Washington  street  (Block  No.  551, 
Lot  Nos.  25  and  26),  Borough  of  Man¬ 
hattan. 


period  of  not  more  than  two  (2 
years,  the  parking  and  storage  of  mor 
than  five  (5)  motor  vehicles;  premise 
23-22  to  23-30  31st  street,  north  sid< 
100  ft.  east  of  23rd  road  (Block  N( 
842,  Lot  No.  80),  Long  Island  Citj 
Borough  of  Queens. 


cal.  no.  350-38-BZ— Application,  May  9,  1938,  under  se< 
tions  7h  and  21  of  the  building  zor 
resolution,  of  Henry  Nordheim,  appl 
cant,  on  behalf  of  Salvatore  M.  D< 
Pasquale.  owner,  to  permit  in  a  bus 
ness  use  district,  the  parking  an 
storage  of  more  than  five  (5)  mote 
vehicles ;  premises  2858-2866  Webst< 
avenue,  east  side,  51.43  ft.  south  c 
East  200th  street  and  410-416  Ea 
200th  street  (Block  No.  3273,  Lot  N 
122),  Borough  of  The  Bronx. 


385-39- A— 192-210  Third  avenue,  west  side,  between  DeGraw 
street  and  Douglas  street  (Block  No.  419, 
Lot  No.  1),  Borough  of  Brooklyn. 


Building  Zone  Application 


cal.  no.  931-38-BZ— Application,  October  26,  1938,  und 
section  21  of  the  building  zone  resol 
tion,  of  Henry  Nordheim,  applicar 
on  behalf  of  Antonio  DePunte,  owns 
to  permit  in  a  residence  use  distri* 
the  storage  of  more  than  three  (i 
motor  vehicles;  premises  252  Ea 
203rd  street,  south  side,  72.84  ft.  ea 
of  Valentine  avenue  (Block  No.  33( 
Lot  Nos.  50  and  51),  Borough  of  T 


NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April 
4,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 


cal.  no.  738-38-BZ— Application,  August  23,  1938,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Bernard  Trencher,  appli¬ 
cant,  on  behalf  of  Mary  T.  Hasselman 
and  Anastasia  L.  Bartley,  owners 
( Socony-Vacuum  Oil  Company,  Inc., 
lessee),  to  permit  in  a  residence  use 
district  the  extension  of  a  gasoline  ser¬ 
vice  station  and  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gasoline  service  station  office,  lubri- 
tory,  auto  laundry  and  for  the  sale  of 
accessories;  premises  1815-1825  Ocean 
avenue,  east  side,  280  ft.  south  of  Ave¬ 
nue  M  (Block  No.  7656,  Lot  No.  55 
and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  11,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April 
11,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal  no  523-38-BZ— Application,  June  21,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  George  Ehret 
Properties,  Inc.,  owner  (Frank  W. 
Banfield,  lessee),  to  permit  partly  in 
a  business  use  district  and  partly  in 
a  residence  use  district,  for  a  temporary 


CAL.  NO. 


1092-38-BZ— Application,  November  28,  1938,  u 
der  section  7h  of  the  building  zo 
resolution,  of  James  J.  Millman,  a 
plicant,  on  behalf  of  Sambern  Rea 
Corporation,  owner,  to  permit  in 
business  use  district,  for  a  tempora 
period  of  not  more  than  two  (2)  yea 
the  parking  and  storage  of  more  th 
five  (5)  motor  vehicles;  premn 
167-01  to  167-19  Depot  road,  north  si 
entire  block,  between  167th  street  a 
168th  street,  36-27  to  36-39  16, 
street  and  36-34  to  36-42  168th  str 
(Block  No.  5294,  Lot  No.  1  and  p: 
of  Lot  No.  6),  Flushing,  Borough 
Queens. 


cal.  no.  54-39-BZ 


—Application,  January  13,  1939,  urn 
section  21  of  the  building  zone  reso 
tion  of  Abram  Shlef stein,  apphea 
on  behalf  of  William  Boylhart,  owi 
(Joseph  Diamond,  lessee),  to  permit 
a  residence  use  district,  the  extens 
of  an  existing  gasoline  service  statu 
premises  2645-2651  Ocean  avenue  < 
2001-2013  Gravesend  Neck  road,  nor 
east  corner  (Block  No.  7381,  Lot 
15),  Borough  of  Brooklyn. 


cal.  no.  96-39-BZ 


—Application,  January  26,  1939,  un 
section  21  of  the  building  zone  resc 
tion,  of  Lama  and  Proskauer,  ap 
cants,  on  behalf  of  Samuel  Schen 
owner  (Midtown  Service  Station,  i 
lessee),  to  permit  in  a  business 
district,  the  reconstruction  and  altf 
tion  of  a  gasoline  service  stati 
premises  1139-1151  Coney  Island  a 
nue  and  1101-1111  Avenue  H,  north* 
corner  (Block  No.  6686,  Lot  No. 
Borough  of  Brooklyn. 
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.L.  NO. 


177-39-BZ-WF — Application,  February  14,  1939, 
under  section  7h  of  the  building  zone 
resolution,  of  Oscar  Goldschlag,  appli¬ 
cant,  on  behalf  of  United  Cigar- 
Whelan  Stores  Corporation,  owner,  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles: 
premises  108-50  to  108-80  Roosevelt 
avenue  and  40-02  to  40-10  111th  street 
southwest  corner  (Block  No.  1996,  Lot 
Nos.  31  and  34),  Corona,  Borough  of 
Queens. 

no.  337-39-BZ— Application,  March  17,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  C.  Dale  Badgeley,  applicant, 
on  behalf  of  Angof  Holding  Co.,  Inc 
owner  (New  York  World’s  Fair  1939, 
Inc.,  lessee),  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy 
of  an  existing  building  to  an  office 
building.  (Temporary  offices  for  the 
Mayor  of  the  City  of  New  York  dur¬ 
ing  the  New  York  World’s  Fair)  ; 
premises  130-53  70th  avenue,  north 
side,  120  ft.  west  of  135th  street  (Block 
No.  6548,  Lot  No.  6),  Forest  Hills, 
Borough  of  Queens. 

\  no.  177-27-BZ— Application  of  Seelig  and  Finkelstein 
applicants,  on  behalf  of  Apex  Broker¬ 
age  Corporation,  owner,  reopened 
January  24,  1939,  under  sections  7b,  7c 
and  21  of  the  building  zone  resolution, 
to  permit  partly  in  a  residence  use 
district  and  partly  in  a  business  use 
district,  the  erection  and  maintenance 
of  a  business  building;  premises  north¬ 
east  corner  of  Cornaga  avenue  and 
Mott  avenue  (Block  No.  47,  Lot  Nos. 

1  and  78),  Far  Rockaway,  Queens. 

[NO.  497-23-BZ— Application  of  Edwin  W.  Kleinert 
applicant,  on  behalf  of  1590  Bedford 
Avenue  Corporation,  owner  (Bedford- 
President  Garage,  Inc.,  lessee),  re¬ 
opened  November  1,  1938,  under  section 
21  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  the 
alteration  and  conversion  of  occupancy 
of  Part  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  denied 
by  the  Board  and  granted  by  the 
Court)  so  as  to  form  an  alcove  gaso¬ 
line  service  station;  premises  1572-1590 
Bedford  avenue  and  1049-1057  Presi¬ 
dent  street,  northwest  corner  (Block 
No.  1273,  Lot  No.  46),  Borough  of 
Brooklyn. 


cal.  no.  22-39-BZ— Application,  January  10,  1939,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  Robert  Helmer,  applicant, 
on  behalf  of  C.  T.  Silver,  Inc.,  owner, 
to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  3087- 
3103  Nostrand  avenue  and  1720-1734 
Gerritsen  avenue,  southeast  corner 
(Block  No.  6813,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  11,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

55-39-A  402-414  East  105th  street,  south  side,  1U0  tt 
east  of  First  avenue  and  403-415  East 
104th  street  (Block  No.  1698,  Lot  No.  5) 
Borough  of  Manhattan. 

300-39- A— 1365  Jerome  avenue  (Macombs  road),  west  side 
170  ft.  south  of  West  170th  street  (Block 
No.  2856,  Lot  No.  20),  Borough  of  The 
Bronx. 


262-39-A- 

321 - 39- A- 

322- 39-A — 


356-39-A- 

360-39-A- 

363- 39-A- 

364- 39-A- 


-345  Westminster  road,  east  side,  155  ft.  north 
of  Cortelyou  road  (Block  No.  5143,  Lot 
No.  90),  Borough  of  Brooklyn. 

-Rear  of  301-305  Beach  101st  street  and  north¬ 
west  corner  of  L.I.R.R.  and  Beach  101st 
street  (Block  No.  586,  Lot  No.  65),  Rock¬ 
away  Beach,  Borough  of  Queens. 

Rear  of  309,  311,  313  and  317  Beach  101st  street 
and  northwest  corner  of  L.I.RR  and 
Beach  101st  street  (Block  No.  586,  Lot 
No.  65),  Rockaway  Beach,  Borough  of 
Queens. 

-146-03  111th  avenue,  north  side,  150  ft.  west  of 
147th  street  (Block  No.  2747,  Lot  No.  17) 
Jamaica,  Borough  of  Queens. 

-206  East  52nd  street,  south  side,  100  ft.  east  of 
Third  avenue  (Block  No.  1325,  Lot  No. 
50),  Borough  of  Manhattan. 

-1999  Gleason  avenue,  north  side,  100  ft.  west  of 
Pugsley  avenue  (Block  No.  3793,  Lot  No. 
55),  Borough  of  The  Bronx. 

-163-19  to  163-23  Jamaica  avenue,  north  side, 
118  ft  6  in.  west  of  164th  street  (Block 
N°-  9793,  Lot  No.  7),  Jamaica,  Borough 
of  Queens. 


APRIL  18,  1939,  10  A.  M. 

Building  Zone  Applications 


ro.  657-38-BZ— Application  of  B.  Robert  Swartburg 
applicant,  on  behalf  of  Airport  Land’ 
Corporation,  owner,  reopened  February 
21,  1939,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a 
residence  use  district,  the  erection  and 
maintenance  of  fifty-four  (54)  indi¬ 
vidual  garages;  premises  21-12  77th 
street,  west  side,  150  ft.  and  252  ft. 
6  in.  south  of  21st  avenue  (rear  of 
lot)  ;  (Block  No.  972,  Lot  Nos.  45  and 
43  of  Lot  No.  12),  Astoria,  Borough 
of  Queens. 


NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
f  Suani  ';P?eals  a  public  hearing  under  the  provisions 
?  ,z?ne,  r9s°luffon,  Tuesday  morning,  April 

18,  1939,  at  10  o  clock,  in  Room  1013,  Municipal  Building 
Manhattan,  on  the  following  matters : 

cal.  no.  999-38-BZ  Application  of  Abram  Shlefstein,  ap¬ 
plicant,  on  behalf  of  Duam  Realty 
Holding  Co,  Inc,  owner  (Jack  Gold¬ 
stein,  lessee),  reopened  under  new  pro¬ 
posal,  March  7,  1939,  under  section  21 
of  the  _  building  zone  resolution,  to 
permit  in  a  business  use  district,  the 
extension  of  a  gasoline  service  station 
(previously  denied  re  extension  of  a 
gasoline  service  station,  partly  in  a 
business  use  and  partly  in  a  residence 
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use  district)  ;  premises  219-25  Merrick 
road,  northwest  corner  of  220th  street 
(Block  No.  3541,  part  of  Lot  No.  114), 
Springfield,  Borough  of  Queens. 

cal.  no.  35-20-BZ— Application  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Charlove  Corpora¬ 
tion,  owner,  reopened  March  7,  1939, 
under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district,  the  alteration  and  conversion 
of  occupancy  of  part  of  a  garage  for 
more  than  five  (5)  motor  vehicles 
(garage  previously  granted  by  the 
board)  so  as  to  include  a  gasoline 
service  station;  premises  2102-2110 
Neptune  avenue,  southwest  corner  of 
West  21st  street  (Block  No.  7017,  Lot 
No.  9),  Borough  of  Brooklyn. 


not  more  than  two  (2)  years,  the  pai 
ing  and  storage  of  more  than  five  ( 
motor  vehicles;  premises  21-23  to  21 
31st  street,  east  side,  225  ft.  south 
21st  avenue  (Block  No.  831,  Lot  N 
20  to  24,  inclusive),  Astoria,  Borou 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairnu 


APRIL  25,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stai 
ards  and  Appeals  of  a  public  hearing  under  the  provisic 
of  the  building  zone  resolution,  Tuesday  morning,  Af 
25,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Buildi 
Manhattan,  on  the  following  matters : 


cal.  no.  517-30-BZ— Application  of  Morris  Canter,  appli¬ 
cant  and  lessee,  on  behalf  of  Harris  1. 
Canter,  owner,  reopened  under  new 
proposal  Julv  19,  1938,  under  section 
21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles  (previously  denied 
re  erection  and  maintenance  of  a  busi¬ 
ness  building)  ;  premises  1385  Franklin 
avenue,  west  side,  133.65  ft.  south  of 
East  170th  street  (Block  No.  2931,  part 
of  Lot  No.  64),  Borough  of  The 
Bronx. 

cal  no.  932-38-BZ— Application,  October  11,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Adelaide  Walsh,  applicant  and 
lessee,  on  behalf  of  Long  Island  Rail¬ 
road,  owner,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park- 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  Hillside 
avenue,  bounded  by  Bessemer  street 
and  Babbage  street  (Land  under  Long 
Island  Railroad)  ;  (Block  No.  32o8,  Lot 
No.  54  and  Block  No.  9262,  Lot  No. 
180),  Richmond  Hill,  Borough  of 
Queens. 

cal  no  122-39-BZ— Application,  February  2,  1939,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Theobald  H.  Engelhardt, 
applicant,  on  behalf  of  Ihe  Cord 
Meyer  Company,  owner,  to  permit 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the 
erection  and  maintenance  of  a  business 
building  (stores  and  motion  picture 
theatre)  ;  premises  88-20  to  88-28 
Roosevelt  avenue,  south  side,  97.05  ft. 
west  of  Case  street,  89-27  to  89-41  Elm¬ 
hurst  avenue  and  40-19  to  40-35  Den¬ 
man  avenue  (ITock  No.  1510,  part  of 
Lot  No.  1),  Elmhurst,  Borough  of 
Queens. 

cal.  no.  866-38-BZ— Application,  October  7,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Goldenthal  Brothers,  applicant, 
on  behalf  of  Lafayette  National  Bank 
of  Brooklyn,  as  trustee  (Herman  Eller- 
brock,  lessee),  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 


cal.  no.  1006-38-BZ— Application,  November  9,  1938,  un 
sections  7c  and  21  of  the  building  z< 
resolution,  of  Lama  and  Proskai 
applicants,  on  behalf  of  Rosella  I.  V 
liams,  owner,  to  permit  in  a  busin 
use  district,  the  erection  and  mt 
tenance  of  a  gasoline  service  stati 
premises  1688  Eastern  boulevard,  soi 
west  corner  of  Soundview  ave 
(Block  No.  3660,  Lot  Nos.  56  and  5 
Borough  of  The  Bronx. 

cal  no.  787-38-BZ— Application,  September  12,  1938,  un 
section  7h  of  the  building  zone  resc 
tion,  of  Du  Pont  Holding  Corpora! 
apolicant  and  lessee,  on  behalf 
Robert  Walton  Goelet,  owner,  to  i 
mit  partly  in  a  business  use  dist 
and  partly  in  a  residence  use  disti 
the  parking  and  storage  of  more  t 
five  (5)  motor  vehicles;  premises' 
437  Edgecombe  avenue,  southwest  < 
ner  of  West  155th  street  and  90-98 
Nicholas  place  (Block  No.  2054,  ] 
of  Lot  No.  69),  Borough  of  Manhat 


cal.  no.  1069-38-BZ— Application,  November  26,  1938,  ui 
sections  7c  and  21  of  the  building  i 
resolution,  of  Lama  and  Proska 
applicants,  on  behalf  of  7516  Rocka 
Blvd.  Corporation,  owner,  to  pei 
on  a  lot  located  partly  in  a  busi 
use  district,  and  partly  in  a  resid< 
use  district,  the  extension  of  a  g 
line  service  station ;  premises  7 
Rockaway  boulevard,  southwest 
ner  of  76th  street  (Block  No.  8946, 
No.  7).  Ozone  Park,  Borough 
Queens. 


CAL.  NO. 


1085-38-BZ— Application,  November  28,  1938, 
der  section  21  of  the  building 
resolution,  of  Jack  Z.  Cohen,  appL 
on  behalf  of  Loha  Realty  Corpora 
owner,  to  permit  in  a  residence 
district,  the  erection  and  mainten 
of  a  gasoline  service  station;  pren 
5307-5321  21st  avenue  and  1U/* 
Dahill  road,  southeast  corner  V 
No.  5495,  Lot  No.  462),  Borougl 
Brooklyn. 


CAL.  NO. 


33-39-BZ— Application,  Tanuary  11,  1939,  u 
section  7e  of  the  building  zone  r  . 
tion,  of  Paul  Friedman,  applicant 
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behalf  of  Max  Freed  and  Lincoln  Sav- 
ings  Bank  of  Brooklyn,  owners,  to 
permit  in  a  business  use  district,' the 
extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles’ 
owvt*1 16/  875-381  1  hroop  avenue  and 
81-91  Van  Buren  street,  northeast  cor- 
ner  (Block  No.  1792,  Lot  Nos.  1  and 
o),  Borough  of  Brooklyn. 

ii..  NO.  167-39-BZ— Application,  February  9,  1939,  under 
sections  7b,  7c  and  21  of  the  building 
zone  resolution,  of  Samuel  Rosen- 
blum,  applicant,  on  behalf  of  John  E. 
McNamara,  as  Administrator  of  Es¬ 
tate  of  Henrietta  McCoy,  owner,  to 
permit  partly  in  a  business  use  district 
and  partly  m  a  residence  use  district 
the  maintenance  and  extension  of  a 
store  (erected  since  1916)  in  part  of  a 
multiple  dwelling;  premises  2062  Mor¬ 
ris  avenue,  east  side,  94  ft.  north  of 
Burnside  avenue  (Block  No.  3169,  Lot 
No.  1  y2),  Borough  of  The  Bronx. 

V  N0-  684-38-BZ  -Application,  August  2,  1938;  dismissed 
tor  lack  of  prosecution,  January  31, 
1939;  reopened  and  restored  to  cal¬ 
endar,  April  4,  1939,  under  section  7h 
ot  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles’ 
premises  2050-2066  White  Plains  road’ 
southeast  corner  of  Brady  avenue  and 
northeast  corner  of  Bronxdale  avenue 
(Block  No.  4284,  Lot  Nos.  5-11-13-15) 
Borough  of  The  Bronx 


HARRIS  H.  MURDOCK,  Chairman. 

APRIL  25,  1939,  2  P.  M. 

Appeal  from  Administrative  Decision 

U-39-A-1510  Jessup  avenue,  east  side,  75  ft.  north  of 

M  Street,  (Block  No-  2872>  Lot 

No.  287),  Borough  of  The  Bronx. 


MAY  2,  1939,  10  A.  M. 

Building  Zone  Application 

<^ndCAnneaRE^EBYKrI\EN  by  the  Board  of  Stand- 

he  builE  3  pub  m  hearing  under  the  provisions 

139  at  10  nVl  T  reS(?]utlon>  Tuesday  morning,  May 

ihattan,  'o°„  »  “  £°ZZ'?'  ^ 

i  NO.  17-38-BZ— Application,  January  13,  1938,  under  sec- 
7h  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 
of  Harlem  Savings  Bank,  owner 
(Kosemol  Realty  Corporation,  lessee), 
to  permit  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two 
(4)  years,  the  parking  of  more  than 
S?  CD  motor  vehicles;  premises  324- 
328  West  34th  street,  south  side,  325 
ft.  west  of  8th  avenue  (Block  No.  757, 
Lot  Los.  51  to  53,  inclusive),  Borough 
of  Manhattan.  6 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  2,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

376-39-A— 3112  Griswold  avenue,  south  side,  25  ft.  west  of 
MacDonough  place  (Block  No.  5411,  Lot 
No.  30),  Borough  of  The  Bronx. 

427- 39-A— East  side  of  Ferris  avenue  from  Philip  avenue 
to  Randall  avenue  and  the  north  and 

M^th  Randa11  avenue  (Block 

Nos.  5554,  5557,  5558,  5573  5574  s S7 5 
5609  and  5616),  Baxter  Creek,  East’ River,’ 
Borough  of  1  he  Bronx  (Under  Section 

.Streete)nera  C'ty  '  Re  Bed  °f  Mapped 

428- 39-A  East  side  of  Ferris  avenue,  from  Philip  avenue 

to  Randall  avenue  and  the  north  and 
south  sides  of  Randall  avenue  (Block 
Nos.  5554,  5557,  5558,  5573,  5574^  557s 
5609  and  5616),  Baxter  Creek,  East’ River’ 
Borough  of  The  Bronx.  ner' 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand 

of  WHPpealS  °f  a  putilic.  heari,'K  “nder  the  provisbtt 

2  1939  at  Vo'  lZ0Ile  rCS"oUtlon'  Tuesday  afternoon,  Hay 

on'the^foilowing^mattersf  MU"idpal 

cal.  no.  426-39-BZ— Application,  April  5,  1939,  under  sec- 
tl°nT?/  °(  tlie  building  zone  resolution, 

?  ,  Jacques  Kahn,  applicant,  on 
behalf  of  Henry  Sonn  and  Co.,  Inc. 
owner  (Trailer  town,  Inc.,  lessee),  to 
permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district 
the  alteration  and  extension  of  an 
existing  building  to  be  occupied  as 
offices,  the  erection  and  maintenance  of 
business  buildings  (stores),  a  gasoline 
service  station  and  the  maintenance  of 
a  trailer  camp,  and  a  space  for  the 
parking  and  storage  of  more  than  five 
(3)  motor  vehicles ;  premises  East  side 
of  Ferris  avenue,  from  Philip  avenue 
to  Randall  avenue  and  the  north  and 
south  sides  of  Randall  avenue  (Block 
Nos.  5554,  5557,  5558,  5573,  5574,  5575, 
5609  and  5616),  Baxter  Creek,  East 
River,  Borough  of  The  Bronx. 

CAI..  NO.  349-39-BZ— Application,  March  20,  1939,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Leon  F.  Scully,  applicant 
on  behalf  of  Madge  Murphy,  owner,  to 
permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district 
and,  also,  partly  in  an  “E”  area  and 
partly  in  a  “C”  area  district,  the  erec¬ 
tion  of  a  dwelling  and,  also,  a  garage 
not  conforming  .with  the  area  require¬ 
ments  of  the  building  zone  resolution  • 
pr.emises  3114  Griswold  avenue  and 
1445  MacDonough  place,  southwest 
corner  (Block  No.  5411,  Lot  No  31) 
Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  5,  1939,  10  A.  M. 

RULES 

170-39-SR-Proposed  Rules  on  Uses  of  Insulating  Fibre 
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REGULAR  MEETING 
TUESDAY  MORNING,  MARCH  28,  1939 


ACTION  OF  BOARD — Laid  over  to  April  11,  1939,  at  10 
A.M.,  on  request  of  objector’s  representative. 


Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 

The  minutes  of  the  regular  meeting  of  the  board  held  °n 
Tnesdav  morning  March  7,  1939,  and  the  minutes  of  the 
regula/meeting  of  the  board  held  on  Tuesday  afternoon, 
March  7  1939,  were  approved  as  printed  in  Bulletin  No. 

11,  Vol.  24. 


BUILDING  ZONE  CASES 


866-38-BZ.  T  -  ..  ~ 

APPLICANT— Goldenthal  Brothers,  for  Lafayette  Na¬ 
tional  Bank  of  Brooklyn,  as  trustee  (Herman 

Ellerbrock,  lessee).  _  ,  , 

SUB  TECT— Application  (re  decision  of  the  borougn 
superintendent  of  buildings)  under  section  7h  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 21-23  to  21-33  31st  street,  east 
side  225  ft.  south  of  21st  avenue  (Block  No.  831, 
Lot  Nos.  20  to  24,  inclusive),  Astoria,  Borough  ot 
Queens. 

APPEARAN ^pplicant .  Na1Ran  A.  Goldenthal  and  Her¬ 
man  Ellerbrock. 

For  Opposition:  John  S.  Fatseas,  Barbara 
Balurin  and  Harry  C.  Laimone 
ACTION  OF  BOARD— Laid  over  to  April  18,  1930,  at  iu 
A.M.,  for  further  consideration  by  the  board. 


920-38-BZ.  T  •  v  ■ 

APPLICANT— Lama  and  Proskauer,  for  Irving  Yarvin, 

SUB  TECT— Application  (re  decision  of  the  borough 
J  superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  partly  in  a 
business  use  district  and  partly  in  a  residence  use 
district  the  erection  and  maintenance  ot  a  build¬ 
ing  to  be  used  as  lubritorium  and  auto  laundry 
upon  an  existing  gasoline  service  station. 

PREMISES  AFFECTED — 139-21  Springfield  boulevard 
northeast  corner  of  140th  avenue  (Block  No.  3746 
Lot  No.  1),  Springfield,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Dorothy  Ambernan  and  HaroU 
Klorfein,  Park  Dept.  _ 

ACTION  OF  BOARD— Application  withdrawn  atte 
argument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . 

Absent  . 


1006-38-BZ.  r>  i,  t 

APPLICANT— Lama  and  Proskauer,  for  Kosella  i. 

Williams,  owner.  .  ,  , 

SUB  TECT— Application  (re  decision  of  the  borougn 
superintendent  of  buildings)  under  sections  7c 

and  21  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED  -  1688  Eastern  boulevard, 
southwest  corner  of  Soundview  avenue  (Block 
No.  3660,  Lot  Nos.  56  and  59),  Borough  of  The 
Bronx. 

APPEARANCES—  ,  0  T 

For  Applicant :  Alfred  A.  Lama  and  Rosella  . 

Williams.  _ 

For  Opposition :  Antoinette  Renna,  Elizabeth 
Slamka,  Rudolph  Slamka,  Rosa  Bacsy  and 
Victor  De  Negris.  ..  „  .  in 

ACTION  OF  BOARD— Laid  over  to  April  25,  1939,  at  1U 
A.M.,  for  further  consideration.  Applicant  to  hie 
revised  plans. 


1050-38-BZ.  T  . 

APPLICANT— Sidney  H.  Kitzler,  for  John  Meure 

SUB  TECT— Application  (re  decision  of  the  acting  boi 
ough  superintendent  of  buildings)  under  sectio 
21  of  the  building  zone  resolution,  to  permit  in 
business  use  district,  the  erection  and  maint. 
nance  of  a  gasoline  service  station,  office,  au 
laundry,  lubritorium  and  battery  service. 
PREMISES  AFF ECT ED — 641 1  -6423  13th  avenue  ar 
1301-1305  65th  street,  northeast  corner  (Block  N 
5747.  Lot  Nos.  1  and  5),  Borough  of  Brooklyn. 

APPEARANCES—  XT  ,  .. 

For  Applicant:  Harry  K.  Nadell. 

For  Opposition :  None. 

ACTTON  OF  BOARD — Application  withdrawn  witno 
argument  on  request  of  applicant’s  representatn 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Cniei 

Walsh  . 

Negative  . 

Absent  . 


22-39- BZ. 

APPLICANT— Robert  Helmer,  for  C.  T.  Silver,  Inc., 

owner.  .  .  .  , 

SUB  TECT— Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings)  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED— 3087-3103  Nostrand  avenue 
and  1720-1734  Gerritsen  avenue,  southeast  corner 
(Block  No.  6813,  Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Robert  Helmer. 

For  ODDOsition:  G.  A.  Cartier. 


1105-38-BZ. 

APPLICANT— Dry  Dock  Savings  Institution,  owner. 

SUB  TECT— Application  (re  decision  of  the  boro 
superintendent  of  buildings)  under  section  2 
the  building  zone  resolution  to  permit  mar 
dence  use  district,  the  parking  and  storage 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED  224-230  West  18th  stre 
south  side,  325  ft.  west  of  Seventh  avenue  (W 
No.  767,  Lot  No.  56),  Borough  of  Manhattan. 

APPEARANCES—  „  _  ,  . 

For  Applicant:  Joseph  R.  Truesdale 
For  Opposition:  Louis  A.  Jackson,  Ashe 
gath,  Anna  Di  Menna,  Conrad  Hase 
Arthur  Marks,  John  T.  Dooling  and  J 
Palestin. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 
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Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 


HE  RESOLUTION— 

(1105-38-BZ) 

Whereas,  Dry  Dock  Savings  Institution,  owner,  filed 
[cember  2,  1938,  an  application  under  the  building  zone 
r  olution,  to  permit  in  a  residence  use  district,  the  park- 
F  and  storage  of  more  than  five  (5)  motor  vehicles; 
ymises:  224-230  West  18th  street,  south  side  325  ft. 
ijst  of  Seventh  avenue  (Block  No.  767,  Lot  No.  56), 
Erough  of  Manhattan;  and 

Vhereas,  a  public  hearing  was  held  on  this  application 
3  the  Board  of  Standards  and  Appeals,  at  its  regular 
isting,  March  28,  1939,  after  due  notice  by  publication  in 
1  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Vhereas,  the  use  district  maps  accompanying  the  build- 
i  zone  resolution  show  that  West  18th  street  is  in  a 
1  dence  and  retail  use  district;  West  17th  Street  is  in 
:esidence  and  retail  use  district  and  Seventh  and  Eighth 
.  nues  are  both  in  a  retail  use  district;  and 
Vhereas,  the  decision  of  the  borough  superintendent 
bed  November  9,  1938,  as  amended  by  decision  dated 
i  e  9,  1938,  reads  : 

“\our  application  for  a  certificate  of  occupancy  for 
use  of  the  above  premises  for  the  parking  of  motor 
vehicles  has  been  denied  as  the  premises  are  located 
in  a  residence  district  where  this  occupancy  is  pro¬ 
hibited  by  the  Zone  Resolution.” 

fi 

Vhereas,  the  premises  consist  of  a  plot  of  ground  hav- 
i  a  frontage  of  100  ft.  and  a  depth  of  144  ft.  6  in. 
!>n  the  front  of  the  plot  there  are  located  two  5  story 
itiple  dwellings.  It  is  proposed  to  use  the  rear  of  the 
1  for  parking  and  storage  of  more  than  5  motor  vehicles ; 

/hereas,  the  board  deemed  that  the  applicant  failed  to 
ntantiate  a  basis  of  appeal  under  section  21  of  the  build- 
1  zone  resolution  and  was  therefore,  not  entitled  to 
■f  on  the  grounds  of  practical  difficulty  and  unnecessary 
dship. 

? solved ,  that  the  decision  of  the  borough  superintendent, 
nnd  it  hereby  is  affirmed,  and  that  the  application  be 
i  it  hereby  is  denied. 


I-38-BZ. 

PLICANT— 221  Garage  Corporation,  for  Central  Park 
Realty  Corporation,  owner. 

->JECT  Application  (re  decision  of  the  borough 
s^PeJ''Iffe.ndent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  conversion  of  occupancy  of 
part  of  an  existing  building  to  a  motor  vehicle 
repair  shop. 

'.MISES  AFFECTED — 217  and  rear  of  219  West  58th 
street  north  side,  275  ft.  west  of  Seventh  avenue 
(Block  No.  1030,  Lot  No.  22),  Borough  of  Man¬ 
hattan. 

3EARANCES— 

For  Applicant:  Jesse  Donnello. 

For  Opposition :  H.  M.  Thompson,  Louis  Bevier 
Hardy,  P.  J.  W.  Ahrens,  Jr.  and 
L.  U.  Carruth,  Jr. 

For  Administration :  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

^ VOTE  B°ARD~Application  8«nted  on  condition. 

Affirmative  :  Chairman  Murdock,  Commission¬ 
er,.5  i  ,avage  and  Blum  and  Assistant  Chief 

M  Walsh  .  4 

Negative  .  n 

Absent . .  JJ 


THE  RESOLUTION— 

(1184-38-BZ) 

Whereas,  221  Garage  Corporation,  for  Central  Park 
Realty  Corporation,  owner,  filed  December  19,  1938,  an 
application  under  the  building  zone  resolution,  to  permit 
in  a  business  use  district,  the  conversion  of  occupancy  of 
part  of  art  existing  building  to  a  motor  vehicle  repair 
shop;  premises:  217  and  rear  of  219  West  58th  street, 
north  side,  275  ft.  west  of  Seventh  avenue  (Block  No.  1030| 
Lot  No.  22),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  28,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build- 
mg>  zone  resolution  show  that  West  58th  street  is  in  a 
business  and  retail  use  district;  that  Central  Park  south 
is  in  a  residence  and  retail  use  district;  West  57th  street 
is  in  a  retail  and  restricted  retail  use  district,  and  Sev¬ 
enth  avenue  and  Broadway  are  both  in  a  retail  use  dis¬ 
trict;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  2,  1938,  as  amended  by  decision  of  December 
15,  1938,  reads: 

“Answering  your  letter  of  December  14,  1938,  re¬ 
questing  a  denial  of  your  application  for  a  certificate 
of  occupancy  for  the  use  of  the  above  premises  as 
a  motor  vehicle  repair  shop  so  that  the  matter  may  be 
appealed  within  thirty  (30)  days  and  explaining  that 
the  thirty  (30)  day  requirement  has  expired  since  our 
denial  of  June  2,  1938,  you  are  advised  that  this  de¬ 
partment  has  no  authority  to  extend  such  time.  There¬ 
fore,  the  denial  of  June  2,  1938,  is  herewith  repeated: 

Vour  application  for  a  certificate  of  occupancy  for 
the  use  of  the  cellar  and  1st  story  of  217  West  58th 
street  and  the  rear  section  of  219  West  58th  street,  as 
a  motor  vehicle  repair  shop  has  been  denied,  as  this 
occupancy  is  contrary  to  building  zone  resolution,  as 
premises  is  located  in  a  business  district/  ” 
and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction  two  stories  and  basement  in  height,  with  a 
of  28  ft.  and  a  depth  of  85  ft.  4  in.  and  a  distance 
of  50  ft.  8  in.  along  the  rear  lot  line,  irregular  in  area. 

It  is  proposed  to  occupy  a  portion  of  the  premises  as  a 
motor  vehicle  shop;  and 

Whereas,  these  premises  were  inspected  by  a  committee 
of  the  board;  and 

Whereas,  the  board  deemed  that  the  applicant  is  en¬ 
titled  to  temporary  relief  under  section  21  of  the  building 
zone  resolution,  practical  difficulty  and  unnecessary  hard- 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  building  zone  resolution  and 
that  the  application  be  and  it  hereby  is  granted  under 
section  21  thereof  for  a  temporary  period  of  two  years,  to 
permit  the  premises  under  appeal  to  be  used  as  a  motor 
11  u  rjpair  S^°P)  on  condition  that  no  brake  servicing 
shall  be  done  and  no  heavy  repairing;  that  there  shall  be 
Uu  uSu  v  anvi  s  or  acetylene  torches  and  that  the  work 
shall  be  limited  solely  to  electrical  work  in  connection  with 
tuning  motors  and  similar  electrical  work;  that  all  work 
shall  be  done  with  hand  tools  and  light  motor  driven  tools 
not  greater  than  h.  power ;  that  there  shall  be  no  paint- 
pa^nt  sPraying  done  on  the  premises;  that  there 
shall  be  no  opening  to  adjoining  buildings;  that  in  all 
other  respects  all  laws,  rules  and  regulations  applicable  to 
the  building  and  its  occupancy  shall  be  complied  with. 


43-39-BZ. 

APPLICANT — Irving  M.  Fenichel,  for  Ken-Isle,  Inc., 
owner. 

SUBJECT  Application  (re  decision  of  the  borough 
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superintendent  of  buildings)  under  sections  7 a 
and  21  of  the  building  zone  resolution,  to  permit 
in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for  fur  storage 
and,  also,  a  garage  for  more  than  five  (5)  motor 

PREMISESClAFFECTED— 17-45  to  18-05  Clintonville 
street,  east  side,  800  ft.  south  of  Locke  avenue 
(Block  No.  4732,  Lot  No.  9;  Block  No  4729,  Lot 
No  46;  Block  No.  4746,  Lot  No.  1  and  Block  No. 
4747,  Lot  No.  1),  Whitestone,  Borough  of  Queens. 

APPEARANCES—  r  ^  .  ,  ,  ,  c  - 

For  Applicant:  Irving  M.  Femchel  and  Sydney 

Paul. 

For  Opposition:  None.  . 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  ,,  ,  .  _ 

Affirmative  :  Chairman  Murdock,  Commission- 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . .  ^ 

THE  RESOLUTION— 

(43-39-BZ) 

Whereas,  Irving  M.  Fenichel,  for  Ken-Isle,  Inc.,  owner, 
filed  January  11, ,  1939,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used  for  fur 
storage  and  also  a  garage  for  more  than  five  (5)  motor 
vehicles;  premises:  17-45  to  18-05  Clintonville  street,  east 
side,  800  ft.  south  of  Locke  avenue  (Block  No.  4747,  Lot 
No.  1;  Block  No.  4732,  Lot  No.  9;  Block  No.  4729,  Lot 
No.  46;  Block  No.  4746,  Lot  No.  1),  Whitestone,  Borough 

of  Queens;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  28,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Clintonville  stieet  is  in  a 
business  use  district;  18th  avenue  is  in  a  residence  and 
business  use  district;  157th  street  is  in  a  residence  use 
district  and  17th  road  and  19th  road  are  each  in  a  resi¬ 
dence  and  business  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  January  9,  1939,  as  amended  February  20,  1939, 
reads : 


“Proposed  fur  storage  building  and  garage  buildin 
for  storage  of  more  than  5  motor  vehicles  located  i 
a  residence  district,  is  contrary  to  Article  2,  section 
of  the  Zone  Resolution  (not  further  considered). 

Whereas,  the  premises  consist  of  an  irregular  shape 
plot  of  ground  having  a  frontage  of  494  ft.  on  Clintonvill 
street  and  a  maximum  depth  of  780  ft. ;  the  westerly  poi 
tion  of  the  plot  is  located  in  a  business  use  district, - 
the  remainder  is  in  a  residence  use  district ;  upon  the  froi 
portion  of  the  plot  there  is  located  a  one  story  Dry  Clear 
ing  and  Dyeing  Plant  (operating  under  legally  authorize 
permits),  438  ft.  by  148  ft.  6  in.  in  area.  At  the  northerl 
rear,  there  is  located  an  additional  dyeing  and  dry  cleanin 
structure  granted  by  the  board.  It  is  proposed  to  erei 
upon  the  plot,  a  one  story  structure  120  ft.  by  80  ft.  in  are: 
to  be  used  as  a  garage  for  more  than  5.  motor  vehicle 
(used  in  the  conduct  of  the  owner’s  business)  and  als 

as  fur  storage;  and  . 

Whereas,  the  board  deemed  that  this  is  a  proper  case  i 
which  to  exercise  its  discretion  under  section  7,  subdivisic 
A,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  dot 
hereby  make  a  variation  in  the  application  of  the  u: 
district  regulations  of  the  building  zone  resolution  and  th; 
the  application  be  and  it  hereby  is  granted,  to  permit  tl 
erection  of  the  additional  building  for  a  garage  and  storaj 
room,  as  indicated  on  plans  filed  with  this  application,  ; 
amended  by  revised  plans  filed  at  this  hearing,  sub j e 
to  all  legal  requirements  for  construction,  occupancy  ar 
exits,  on  condition  that  the  building  shall  be  used  sole 
as  accessory  to  the  main  business  on  the  plot  and  that  r 
car  shall  be  stored  within  the  garage,  except  such  cars  s 
are  owned  by  the  concern  occupying  the  premises  or  l 
employees ;  that  a  gasoline  pump  and  tank,  solely  for  ser 
ing  such  cars,  may  be  installed,  provided  the  tank  does  n 
exceed  550  gallons  capacity;  that  all  permits  required  shr 
be  obtained  and  all  work  involved,  completed,  within  oi 
year  from  the  date  of  this  resolution;  that  m  all  oth 
respects  all  laws,  rules  and  regulations  applicable  to  tl 
construction  and  occupancy  of  the  plot  shall  be  compln 
with  as  modified  under  resolution  adopted  by  the  boa 
on  February  2,  1937,  under  Cal.  No.  34-35-BZ. 


Adjourned:  12:45  P.M. 

Edward  V.  Barton,  Chief  Clerk. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING  AFPEA?„ArNACpptant:  William  M.  Smith.  , 

TUESDAY  AFTERNOON,  MARCH  28,  1939  ACTION  OF  BOARD— Application  reopened,  restor 

_  ,  to  calendar,  subject  to  usual  procedure. 

Present:  Chairman  Murdock,  Commissioners  Savage  and  THE  yQTE  TO  REOPEN  AND  RESTOKF 
Blum  and  Assistant  Chief  Walsh.  CALENDAR—  ^  .  . 

- -  Affirmative  :  Chairman  Murdock,  Commission- 

tvtttt  mvr  vriXTTT  rAQTT«;  ers  Savage  and  Blum  and  Assistant  Lhie 

645-29-BZ.  Negative  . 

APPLICANT— Charles  B.  Meyers,  for  William  M.  Smith,  Absent  . 


owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
restoration  to  calendar  re  decision  of  the  acting 
borough  superintendent  of  buildings  re  Applica¬ 
tion  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  business  building 
(previously  withdrawn). 

PREMISES  AFFECTED— 1601-1611  Avenue  J,  northeast 
corner  of  East  16th  street  (Block  No.  6709,  part 
of  Lot  Nos.  47,  49  and  51),  Borough  of  Brooklyn. 


61-32-BZ.  . 

APPLICANT— Harry  Teichner,  for  Tolstoi  Realty  k< 
poration,  owner.  . 

SUBJECT— Application  for  consideration— reopening  * 
extension  of  time — re  Application  (decision  o 
superintendent  of  buildings)  under  section 
the  building  zone  resolution,  permitting  in  a  du 
ness  use  district  the  erection  and  maintenanc 
a  gasoline  service  station. 
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REMISES  AFFECTED — 64-70  Neptune  avenue  south¬ 
west  corner  of  Hoff  street  (Block  No.  7516  Lot 
No.  2371),  Borough  of  Brooklyn 
TPEARANCES — 

For  Applicant:  Harry  Teichner. 

ATION  OF  BOARD — Application  reopened  and  time 
extended. 

HE  VOTE  TO  REOPEN  AND  EXTEND  TIME _ 

Affirmative  :  Chairman  Alurdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . .  0 

Absent  .  ’  ’  . .  q 

IlE  RESOLUTION— 

(61-32-BZ) 

Vhereas,  this  application  affecting  premises  64-70  Nep- 
te  avenue,  southwest  corner  of  Hoff  street  (Block  No. 
.3,  Lot  No.  2371),  Borough  of  Brooklyn,  was  granted 
'jthe  board  May  13,  1932,  on  certain  conditions,  time  ex- 

'  end„MayI15v19^4’^p"1  P’  ]93S-  APril  K  1936,  March 
(1937,  and  March  22,  1938  and  applicant  requests  a  fur- 
h;  extension  of  time  to  complete  the  work. 

e  solved,  that  the  Board  of  Standards  and  Appeals  does 
t‘by  amend  its  resolution  of  May  13,  1932  as  last 
r,nded  on  March  22,  1938,  only  so  far  as  it  refers  to 
i  completion  of  the  work,  so  that  as  amended  this  por- 
c  of  the  resolution  shall  read: 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this  reso- 
utioti-,  that  prior  to  filing  plans  with  the  commissioner 
ot  buildings,  complete  working  drawings  shall  be  filed 
with  this  board  and  approved  by  the  chairman  in  b°- 
half  of  the  board  and  that  such  plans  shall  be  filed 
within  three  (3)  months  from  the  date  of  this  amended 
resolution. 


the  work,  in  view  of  statement  made  by  representative  of 
°lw'1?.er,  tbat  al*  Permits  have  been  obtained,  that  all  work 
shall  be  completed  within  one  year  from  the  date  of  this 
amended  resolution. 


'B5-BZ. 

I  LICANT  Bay  Front  Realties  Company,  present 
owner. 

-JECT  'Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
commissioner  of  buildings)  under  section  21  of  the 
building  zone  _  resolution,  permitting  partly  in  a 
usiness  use  district  and  partly  in  an  unrestricted 
use  district,  the  erection  and  maintenance  of  an 
‘  oil  storage  plant. 

EFFECTED — 73-02  to  73-20  and  74-02  to 
/4-16  Amstel  boulevard,  north  side,  260  ft.  west 
Beacb  72nd  street  (Block  No.  524,  Lot  Nos.  1 

5E  4RANCES— rVei"ne’  Borough  of  Queens- 
'rrt\^°!^^pp^cant :  Jblius  Singer. 
0iIxt?ndedB0ARD~AppliCati°n  reopened  and  Bme 

I  VOTE  TQ  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commission- 

Wals^^  and  B,Um  and  Assistant  Chief 

Negative  _ .  n 

Absent  . "  ’  ‘  . .  ~ 

:  RESOLUTION— 

(267-35-BZ) 

W74MiStoa&P¥?S0n  a£ect\ng  Premises  73-02  to 
(iSt  of  pi?  L %94'!6  Amstel  boulevard,  north  side,  260 
^st  of  Beach  72nd  street  (Block  No.  524,  Lot  Nos  1 

lard  °f  Q"“"s'  ™  S™,ed  by 

l<  February  24  urn  °n  condltl°ns»  time  ex- 

imt  renuesmd.r19;!7,  and  F.ebruary  IS,  1938,  and 
lork.  QUe  4  d  further  extension  of  time  to  complete 

ilVamen BTrd  °f  Standards  and  Appeals  does 

Has r  °f  ¥aUb  24’  1936>  only  so 

e  ence  to  time  within  which  to  complete 


32-38- BZ. 

APPLICANT— Samuel  Rosenblum,  for  Borden’s  Farm 

QTTRTT7r'm°dACtSi-B)l^S*onr  The  Borden  Company,  owner, 
o UrJUL i  Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
commissioner  of  buildings)  under  section  7c  of  the 
building  zone  resolution,  permitting  in  a  residence 
use  district,  the  extension  in  area  of  an  existing 
DDT7nfT^  b,°ltbng  and  pasteurizing  plant. 

REMISES  AFFECTED — 80-92  Third  avenue,  286-304 
Dean  street,  southwest  corner  and  271-283  Bergen 
street  (Bbck  No  197,  Lot  Nos.  25,  26,  27  and 
28),  Borough  of  Brooklyn. 

APPEARANCES— 

Ar-^T^01^pplicant:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO,  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  ^ 

Negative  .  .  r> 

Absent  . ’ .  q 

THE  RESOLUTION— 

(32-38-BZ) 

Whereas,  Samuel  Rosenblum,  for  Borden’s  Farm  Prod- 

°£  Thr  B?rden  Company,  owner,  filed  Janu- 
a  y  18,  1938,  an  application  under  the  building  zone  resolu¬ 
tion  tof  permit  in  a  residence  use  district  the  extension  in 
area  of  an  existing  milk  bottling  and  pasteurizing  plant; 
remises .  80  92  Third  avenue,  286-304  Dean  street  south- 

No?  2°Srn2e6  77d  27j1^  Bpergen  (Block  No  197?  Lot 
Na  25,  26,  27  and  28),  Borough  of  Brooklyn;  and 

Anbffww  thlS  app!ication  was  granted  by  the  board 
April  5,  1938,  on  certain  conditions  and  applicant  requested 

an  extension  of  time  to  obtain  permits  and  complete  the 
work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  April  5,  1938,  only  so  far 
as  it  refers  to  the  time  within  which  to  obtain  permits  and 
complete  the  work  so  that  as  amended  it  shall  read  • 

that  al  permits  required  shall  be  obtained  and  all 
work  involved,  completed  within  one  year  from  the 
date  of  this  amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

296-39-A. 

APPLICANT— Brown  and  Matthews,  Inc.,  for  Fan-Bar 
Holdmg  Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— -74-12  88th.  street,  west  side, 
2U8.68  ft.  north  of  Montauk  Division  of  the  L  I 

T(B1°NCTk  N<i  3838>  Lot  No-  54  and  Block  No.' 
3839  Lot  No.  67)  Glendale,  Borough  of  Queens 
(Under  Section  35,  General  City  Law :  Re  Bed  of 
Mapped  Street). 

APPEARANCES— 

.  For  Applicant :  Edward  G.  Gough. 

ACTION  OF  BOARD — Laid  over  to  April  4.  1939,  at  2 
p.  m.  to  amend  application;  also  to  permit  ad¬ 
ditional  publication  in  the  bulletin  of  the  board 


301 -39- A. 

APPLICANT— L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUBJECT — Appeal  from  an 
the  fire  commissioner. 


order  and  a  decision  of 
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PREMISES  AFFECTED — 20-60  Imlay  street  west  side, 
57  ft.  5  in.  south  of  Summit  street  and  16-45  Com¬ 
mercial  wharf  (Block  No.  515,  part  of  Lot  No. 
61),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  E.  W.  Euler.  .  9 

ACTION  OF  BOARD— Laid  over  to  April  4,  1939,  at  Z 
p.  m.,  on  request  of  applicant’s  representative. 


85-37-A. 

APPLICANT— Samuel  Gardstein  and  Son,  for  A.  Gutter- 
man  &  Sons,  Inc.,  owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
amendment  to  change  occupancy  re  Appeal  from 
a  decision  of  the  acting  borough  superintendent 

of  buildings.  ..  . 

PREMISES  AFFECTED— 2241-2243  (2239  displayed) 

Church  avenue,  north  side,  329  ft.  1  in.  east  of 
Flatbush  avenue  (Block  No.  5089,  Lot  No.  64), 
Borough  of  Brooklyn. 

APPEARANCES—  . 

For  Applicant :  Samuel  Gardstein. 

ACTION  OF  BOARD — Application  to  reopen,  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN—  .  ,  ,  _ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  4 

Absent  .  ^ 


PREMISES  AFFECTED— 108-66  51st  avenue,  south  sidt 
100  ft.  west  of  111th  street  (Block  No.  2007,  Lc 
Los.  32,  34,  35  and  37),  Corona,  Borough  o 
Queens. 

APPEARANCES— 

For  Applicant:  Rudolph  Boehler. 

ACTION  OF  BOARD— Appeal  withdrawn  on  request  o 
applicant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . . 

Negative  . 

Absent  . 


246-39-A. 

APPLICANT— Interlock  Metal  Units,  Inc.,  lessee. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  tb 
fire  commissioner. 

PREMISES  AFFECTED— 111-117  47th  street,  north  sid 
74  ft.  4  in.  east  of  First  avenue  (Block  No.  73 
Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  F.  H.  Tucker. 

ACTION  OF  BOARD— Appeal  withdrawn  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . 

Absent  . 


15-39- A. 

APPLICANT— Globe  Truck  Renting  Corporation,  owner 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance — Appeal  from  orders 
of  the  fire  commissioner,  re.  Transportation  of  light 
fuel  oil  and  bunker  oil  in  tank  trucks  (not  of  ap¬ 
proved  types)  in  New  York  City. 

APPEARANCES— 

For  Applicant :  Sarah  Ober. 

For  Administration:  George  Lacas,  Fire  Dept. 

ACTION  OF  BOARD— Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock  .  1 

Negative:  Commissioners  Savage  and  Blum 

and  Assistant  Chief  Walsh .  3 

Absent  .  ^ 


79-39-A. 

APPLICANT— W.  E.  Duncanson,  for  Bloomingdale 
Brothers,  Inc.,  lessees. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 743-765  Lexington  avenue,  east 
side,  from  East  59th  street  to  East  60th  street, 
135-163  East  59th  street,  140-176  East  60th  street 
and  990-1008  Third  avenue  (Block  No.  1394,  Lot 
No.  23),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant — Fred  Braunstem. 

For  Administration — Jacob  S.  Scharf,  Dept,  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW — < 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  . .  4 

Negative  .  0 

Absent  .  0 


137-39- A. 

APPLICANT — Bartolo  Maggiore,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 


163-39- A. 

APPLICANT— Standard  Fibre  Specialty  Corporate 
lessee,  for  Lebrod  Holding  Corporation,  owner.  _ 
SUBJECT— Appeal  from  an  order  of  the  fire  commi 
sioner. 

PREMISES  AFFECTED— 92-98  Bogart  street  and 
Ingraham  street,  northwest  corner  (Block  No.  30/ 
Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Fred  Braunstein.  _ 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  ,  _ 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(163-39-A) 

Whereas,  Standard  Fibre  Specialty  Corporation,  less 
for  Lebrod  Holding  Corporation,  owner,  filed  February 
1939,  an  appeal  from  an  order  of  the  fire  commission 
affecting  premises  92-98  Bogart  street  and  2  Ingrai. 
street,  northwest  corner  (Block  No.  3075,  Lot  No. 
Borough  of  Brooklyn ;  and  .  .  » 

Whereas,  the  order  of  the  fire  commissioner, 
77788-LC,  dated  January  4,  1939,  reads: 

“4.  Discontinue  the  maintenance  of  any  open  nar 
or  sparking  device  within  floor  area  where  spray  coa 
is  carried  on,  or  separate  said  open  flames  or  spar 
device  by  partitions  constructed  of  fireproof  or  n 
resisting  material.  Rule  6.1.8-a  Spray  Rules. 

7.  Provide  an  additional  sprinkler  head  in  the  ia 
spray  booth,  so  as  to  cover  the  entire  area  ot  boo 

Whereas,  the  building  is  2  stories  (30  ft.)  in 

ft.  by  100  ft.  in  area,  of  fireproof  construction,  erect 
1914,  located  in  a  business  use  district  and  occupies 
one  tenant  for  the  manufacture  of  fibre  containers,  to 
certificate  of  occupancy  has  been  issued;  and 

Whereas,  the  applicant  contends  as  to  Item  N°.  > 
the  bending  machines  are  gas  fired,  approxima  e  y 
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3U  that  the  gas  burner  emits  a  very  small  flame;  that 
( <e  burners  are  used  to  heat  steel  plates  which  are  used 
pending  of  the  fibre  material;  that  the  bending  machine 
;  00  ft.  from  the  spray  rooms;  that  pipe  line  has  been 
i^ded  from  the  basement  to  these  bending  machines- 
i  the  machines  are^used  only  at  certain  times  of  the 
■  As  to  Item  No.  7,  there  is  one  sprinkler  head  in  the 
Lth,  approximately  3*/2  ft.  from  one  end  and  that  all 
jtying  is  done  m  front  of  the  sprinkler  head  and  one 
iji  operates  the  booth. 

*e  solved,  that  the  order  of  the  fire  commissioner  No 
7’3 'LQ  be  and  it  hereby  is  modified,  and  that  the  a’ppeai 
i.nd  it  hereby  is  granted,  as  to  Item  4,  on  condition  that 
iqpen  flames  referred  to  shall  not  be  nearer  the  spraying 
jpment  than  60  ft.;  on  further  condition  that  a  window 
he  rear  in  the  wall  behind  the  spray  booth,  shall  be 
i  rranged  with  a  fusible  link  as  to  readily  open  in  the 
>t  of  fire. 

hsolyed  further,  that  the  appeal  as  to  Item  7,  be  and  it 
•  by  is  withdrawn  to  comply. 


J59-A. 

I  LICANT  Joseph  Lau,  for  Sheffield  Farms  Co  Inc 
owner.  ’’ 

-JECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

'.MISES  AFFECTED — 290-298  Dyckman  street  and 

xt  aaIUt  aw  street>  southwest  corner  (Block 

r- a  ?  Na  28)>  Borough  of  Manhattan. 

:  EARANCES — 

For  Applicant:  Joseph  Lau. 

For  Administration:  Jacob  S.  Scharf,  Dept  of 
Housing  and  Buildings. 

Mm-nF  BOARD— Appeal  granted  on  condition. 

1  VOTE — 

Affirmative  .  Chairman  Murdock,  Commission- 

FLS  ,Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . .  n 

Absent  .  ^ 

r  RESOLUTION— 

(171-39-A) 

!IER£ASJ  I°feph  Lau>  for  Sheffield  Farms  Co.,  Inc., 

,  filed  February  10,  1939,  an  appeal  from  a  decision 

?S°?08hnSl!Penntendent  of  Buildings,  affecting 
tZ  J90'298  D7^m,an  street  and  19-21  Henshaw  street, 

Kt£[;"jBl0Ck  N°'  ^  LOt  N°'  28)’  B°™^h 

taEAs  ihe  decision  of  the  Borough  Superintendent, 
;<iA^llc-  No.  3729-38,  dated  January  12,  1939,  reads: 

-juice  the  buildings  are  2  stories  in  height,  they 
V-  a  i\f  ^reproof  construction,  Class  I  or  II 
r?wa114  w  BuiIdlI?S  Code-t  There  must  be  a  proper 

tructlon  be  used.'*  'W°  buildings  i£  Class  11  con' 

1  KhemAUiHing  is  2  Stories  (32  ft)  in  height, 

-nuionefl  ^ 'tl4  f11  uon-fireproof  construc¬ 
ted  ?  standP1Pe  system,  located  in  an  un- 

e  d^trict.  erected  m  1920,  and  occupied:  Cellar, 

'iroDoll  t! utab  6  fnd  garage 2nd  boor,  stable. 
t  lft  ft!  to  change  the  occupancy  to:  Cellar,  boiler 
and  fl00r'  garage>  60  cars;  2nd  floor,  garage,  60 

-XS48a84PnfaTo9C90ritend?  that  Certificate  of  Occu- 
;.or  «S4  of  ,1922  was  lssued  for:  Cellar,  storage 

igis  1704S  ?d  garage-:  2nd  fl00r’  stable-'  that  the 
■by  a  12  inr?Tr-ei!eet  »  are^’  dlvided  into  2  separate 
1  self-closing bnCk  Ta  e9ulPPed  with  double  fire- 
i  first  stnrv  pP,roved  type  gravity  doors  at  open- 
doors  in  fu and  one,  palr  °f  d°uble  fireproof  self 
>  and  5  60(1  s  10  sec?nd  story;  that  the  fire  areas  art 
oxterinr  u  feetj  that  the  building  has  12  inch 

‘ted  on  JSll8’  a  r°d  r°?f.and  has  2nd  tier  beams 
eu  on  steel  girders  and  iron  columns;  that  the 


first  floor  is  concrete  on  earth  and  the  entire  2nd  floor 
is  covered  with  3  inches  of  concrete  over  the  wood  floor 
beams;  that  there  is  a  fireproof  stairway  from  the  2nd 
floor  to  street  at  the  northeast  corner,  and  at  the  southeast 
corner  there  is  another  fireproof  stairway  leading  from  1st 
floor  to  street  level  on  the  2nd  floor ;  that  there  is  a  stand¬ 
pipe  line  at  each  stairway;  that  inasmuch  as  the  building 
was  originally  approved  for  stable  purposes,  it  is  believed 
that  the  only  logical  use  for  the  building  is  as  a  public 
garage.  v 

Resolved,  that  the  decision  of  the  Borough  Superin- 
tendent  on  Alt  Applic.  No.  3729-38,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  columns  throughout  the  1st  floor 
shall  be  protected  with  metal  lath  and  2  inches  of  cement 
with  protective  metal  guards;  that  the  1st  floor  ceiling 
iroughout  shall  be  fire-retarded  in  accordance  with  the 
rules  ot  the  Board  of  Standards  and  Appeals;  that  the 
boi  er  room  shall  be  separated  from  the  balance  of  the 
building  by  fireproof  construction  and  enterable  only  from 
the  exterior;  that  the  building  shall  not  be  further  in- 

CuCuSeu  m  fi.eigbt  °,r  areai  that  the  existing  means  of  exit 
snail  be  maintained  and  enclosed  in  accordance  with  the 
legal  requirements;  that  the  east  and  west  division  wall 
s  all  remain,  as  shown,  through  both  stories  and  that  anv 
openings  therein,  shall  be  protected  with  fireproof  self- 
closing  doors  on  both  sides;  that  the  standpipe  system 
shall  be  maintained  in  accordance  with  the  requirements 
therefor  and  that  the  building  shall  be  occupied  only  as  a 
non-storage  garage.  — 


233-39-A. 

APPLICANT— Edward  Brueckner,  for  Miniature  Photo 
Laboratories  Co.,  lessee. 

UBJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 429  Seventh  avenue,  east  side, 
98ft;  V™  S°^h  West  34th  street  (Block  No. 

appearances-'  gh  of  Manhattan- 

.  Bor  Appli^nt:  Edward  Brueckner. 

THE1  VOTE^  B0ARD~ApPeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commission¬ 
er5  i  ,avage  and  Blum  and  Assistant  Chief 
Walsh  .  4 

Negative  .  a 

Absent  .  a 

THE  RESOLUTION— 

(233-39-A) 

Whereas,  Edward  Brueckner,  for  Miniature  Photo 

Laboratories  Co.  lessee,  filed  February  25,  1939,  an  appeal 
So™  an  order  of  the  fire  commissioner,  affecting  premises 
429  Seventh  avenue,  east  side,  98  ft.  9  in.  south  of  West 

MLnhalSn;  a(nBd°Ck  N°'  ^  L°‘  N°'  5)'  Borough  of 

t  IjEREfSI tbe  order  °f  the  fire  commissioner,  No  15801- 
LC,  dated  January  30,  1939,  reads: 

“YOU  ARE  HEREBY  ORDERED  AND 
n.  .  REQUIRED  TO  : 

Discontinue  the  maintenance  or  operation  of  a  still 
turn  laboratory  on  the  premises  mentioned  above  for  the 
following  reason : 

1.  Building  is  not  equipped  with  an  approved  sys¬ 
tem  ot  automatic  sprinklers.  Sec  09-117-5” 
and 

28VftH8Rin\theinbnUiIfng  is  three  5tories  (3°  ft>  in  height, 

hv  Of)  fr  iby  100  /  •  ln  ?rea  at  lst  floor  afld  28  ft.  8  in. 
by  90  ft.  above;  of  non-fireproof  construction,  located  in 

a  business  use  district,  erected  in  1922  and  occupied  •  Cellar 

-storage-no  persons;  lst  floor-restaurant-25  persons- 

sonsfand~°fflCeS~10  perSOns  ;  3rd  Aoor-factory-10  per- 

_ Whereas  the  applicant  contends  that  5  ft.  lengths  of 
4b  mm  films  are  processed  exclusively;  that  only  one- 
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third  of  the  floor  space  is  used  for  this  purpose  the  re¬ 
maining  two-thirds  being  occupied  as  a  retail  store  and 
office  by  the  same  tenant;  that  not  more  than  300  ft.  or 
aonroximately  1  lb.  of  the  film  are  processed  at  any  one 
time,  of  which  10  to  25%  is  safety  film;  that  such  a  small 
amount  of  film  constitutes  no  fire  hazard,  as  there  is  no 
heating  apparatus  used  in  drying  and  the  films  are  kept  in 
metal  containers  during  the  time  they  are  in  the  care 
of  an  operator;  that  chemical  fire  extinguishers  and  water 
pails  have  been  provided  in  the  processing  room ;  that  this 
room  is  constructed  with  solid  metal  partitions;  that  tie 
applicant  moved  into  these  premises  on  January  1,  !*<«, 
for  the  purpose  of  building  up  a  retail  trade  and  has  a 
lease  which  will  run  for  three  years. 

Resolved ,  that  the  order  of  the  fire  commissioner,  No 
15801-LC  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  amount 
of  film  handled  does  not  exceed  the  amount  stated  herein 
and  that  the  equipment  and  operation  is  carried  on  to  the 
satisfaction  of  the  fire  commissioner. 


Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1101-LF,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  'it  hereby  is  granted  on  condition  that  there  shall 
be  installed  throughout  the  cellar  a  non-automatic  dry 
sprinkler  system,  complying  with  requirements  of  the 
Building  Code  therefor,  except  that  the  automatic  alarm 
need  not  be  installed;  that  the  sprinkler  heads  may  be 
spaced  25%  in  excess  of  the  requirements  ;  that  all  fittings 
and  hangers  shall  be  of  malleable  iron;  that  all  horizontal 
lines  may  be  close  to  the  ceiling  with  proper  pitch  and 
l/^i  inch  drain  and  with  heads  pendant,  that  there  shal 
be  a  single  hose  inlet  of  approved  type  on  the  exterior  ol 
the  building  at  least  10  inches  above  the  sidewalk;  tha 
the  cap  of  this  hose  inlet  and  sign  stating  area  covered 
shall  be  painted  aluminum ;  that  in  addition,  there  shal 
be  wet  sprinkler  heads  attached  to  the  existing  domestn 
water  supply  line  of  the  building  installed  in  the  kitchen 
unpacking  space  and  waste  paper  room. 


25 1-39- A. 

APPLICANT — A.  F.  Winter,  for  F.  W.  Woolworth 
Company,  lessee.  .  .  .  , 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 91-01  Jamaica  avenue,  north¬ 
east  corner  of  91st  street  (Block  No.  80,  part  of 
Old  Lot  No.  63),  Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  A.  F.  Winter. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  .  ^  ^ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  “ 

Absent  .  u 

THE  RESOLUTION— 

(251-39-A) 

Whereas  A.  F.  Winter,  for  F.  W.  Woolworth  Company, 
lessee,  filed  February  28,  1939,  an  appeal  from  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
91-01  Jamaica  avenue,  northeast  corner  of  91st  street 
(Block  No.  80,  part  of  old  Lot  No.  63),  Woodhaven, 
Borough  of  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  1101- 
LF,  dated  August  10,  1938,  reads:  ,  A 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  in  cellar  having  at  least  one  source  of 
water  supply,  arranged  and  equipped  as  provided  in 
Article  16,  Administrative  Code.” 

and 

Whereas,  this  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  January  30,  1939;  and 

Whereas,  the  building  is  cellar,  one  and  two  stories 
(24  ft.)  in  height,  42  ft.  by  93  ft.  9  in.  in  area;  of  non- 
fireproof  construction,  located  in  a  business  use  district, 
erected  in  1914,  and  occupied :  Cellar, — coal,  boiler,  paper, 
stock  rooms — 1  person;  1st  floor — sales  floor — 400  persons  ; 
2nd  floor — office — 10  persons,  for  which  no  certificate  of 
occupancy  has  been  issued ;  and 

Whereas,  the  applicant  contends  that  there  is  a  stair- 
way  from  the  basement  level  terminating  at  the  first  floor 
at  the  rear;  that  there  is  a  sidewalk  elevator  with  a  pair 
of  sidewalk  doors  above;  that  there  are  openings  in  the 
granite  base  underneath  the  show  window  platforms  with 
case  bronze  grilles  to  give  ventilation  to  the  basement , 
that  the  stock  room  is  used  for  the  receiving  and  mark¬ 
ing  of  merchandise;  that  the  amount  of  celluloid  mer¬ 
chandise  stored  in  the  basement  is  approximately  .7  of 
1  per  cent  of  the  entire  stock;  that  all  the  aisles  are  3 
ft.  wide  and  wider  and  kept  clear  at  all  times ;  that  the 
partitions  in  this  basement  are  fireproof  and  that  there  is 
adequate  fire  protection  already  provided  in  this  basement. 


256-39-A. 

APPLICANT— Kenneth  M.  Lothringer,  for  Helen  Weis 
Lothringer,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  supei 
intendent  of  buildings. 

PREMISES  AFFECTED — 185-01  Union  Turnpike,  nortf 
east  corner  of  185th  street  (Block  No.  7202,  L( 
No.  32),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Henry  Salamon  and  Kenneth  Loti 
ringer.  . 

For  Administration :  Willis  C.  Hanning,  Dept.  ( 
Housing_and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  . 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . 

Absent  . 


THE  RESOLUTION— 

(256-39-A) 

Whereas,  Kenneth  M.  Lothringer,  for  Helen  Wei 
Lothringer,  owner,  filed  March  1,  1939,  an  appeal  from 
decision  of  the  Borough  Superintendent  of  Buddings,  aife< 
ing  premises  185-01  Union  I  urnpike,  northeas  cor 
185th  street  (Block  No.  7202,  Lot  No.  32),  Flushn 

Borough  of  Queens ;  and  .  , 

Whereas,  the  decision  of  the  borough  superintende 
on  N.B.  Applic.  No.  879-39,  dated  February  21,  1939,  rea 
“1.  The  erection  of  a  frame  dwelling  in  the  i 
limits  is  contrary  to  section  4.1.2  of  the  Building  Cod 

Whereas,  the  premises  consist  of  a  plot  54.45  ft. 
185th  street  and  128.02  ft.  on  Union  Turnpike,  upon  wh 
it  is  proposed  to  erect  a  one  and  one-halt  story 
dwelling,  21  ft.  in  height,  60  ft.  by  33  ft.  10  in.  in 
and  located  in  a  business  use  district;  and  .... 

Whereas,  the  applicant  contends  that  the  building 
be  surfaced  on  the  exterior  with  4  inches  of  brick  ven 
and  roof  will  be  covered  with  slate;  that  the  use  o 
street  for  business  purposes  is  impracticable,  masmuen, 
there  are  sufficient  business  streets  in  the  neighborhoo 
serve  any  residential  area;  that  to  leave  the  spot  lino 
would  constitute  a  detriment  and  eyesore  to  the  neig 
hood  for  many  years  to  come,  for  the  plot  may  neve 
any  commercial  value. 

Resolved,  that  the  decision  of  the  borough  supenntenc 

on  N  B.  Applic.  No.  879-39  be  and  it  hereby  is  modi 
and  that  the  appeal  be  and  it  hereby  is  granted  on  co 
tion  that  the  requirements  of  the  Zoning  Resolution  f 
“E”  area,  residential  use  district  shall  be  compile 
except  that  the  yard  along  Union  Turnpike  may 
feet  in  width  at  its  narrowest  point  and  that  the 
be  a  yard  along  the  northerly  lot  fine  not  less  tnau 

(4)  feet  at  its  narrowest  width;  that  the  building 
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a  times  be  used  for  residential  purposes,  single  family 
vich  may  include  a  doctor’s  office;  that  the  building  shall’ 
b  faced  with  masonry  veneer  on  all  sides  of  the  plate 
that  the  roof  shall  be  surfaced  with  natural  slate- 
t  in  all  other  respects  the  building  shall  comply  with 
requirements  for  a  residential  building  outside  the 
limits. 


!t-39-A. 

\  PLICANT  Sidney  Daub,  for  Zelart  Realty  Corpora¬ 
tion,  owner. 

5  BJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

■’EMISES  AbFEC  TED — 188-35  Linden  boulevard  north 
side,  40  ft.  west  of  Farmers  boulevard  (Block  No. 

1331,  Lot  No.  64),  St.  Albans,  Borough  of  Queens 
tPEARANCES —  8  queens. 

For  Applicant :  Sidney  Daub. 

BO-A-RC* — Appeal  granted  on  condition. 

E  VOIE — 

Affirmative  .  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  ^ 

Negative  . .  .  .  .  .  .  . .  0 

Absent  .  . .  q 

IE  RESOLUTION— 

(261-39-A) 

'here  as,  Sidney  Daub  for  Zelart  Realty  Corporation, 
\sr,  filed  March  1,  1939,  an  appeal  from  an  order  and 
vision  of  the  fire  commissioner,  affecting  premises 
?5  Linden  boulevard  north  side,  40  ft.  west  of  Farm- 
sboulevard  (Block  No.  1331,  Lot  No.  64),  St.  Albans, 
mugh  of  Queens;  and 

1  hereas,  the  order  of  the  fire  commissioner,  No  1  (Do¬ 
nated  August  9,  1938,  reads: 

1.  Provide  a  separate  and  distinct  system  of  Auto- 
natic  Sprinklers  throughout  cellar  having  at  least  one 
source  of  water  supply,  arranged  and  equipped  as 
provided  in  Article  16,  Administrative  Code” 
c 

Vhereas,  this  order  was  referred  to  in  a  decision  of 
-  re  commissioner,  dated  January  31,  1939;  and 

teBRKAS  the  building  is  one  story  and  penthouse  (14 
)n  height  44  ft.  by  99  ft.  in  area,  Class  3  construction, 
<-d  in  a  business  use  district,  erected  in  1935  and  oc- 
?•  „f. lar~ st°ck  room— 2  persons;  1st  floor— store— 

|  sons,  penthouse— girls  rest  room— 5  persons;  and 
hereas,  the  applicant  contends  that  the  cellar  is  ac- 
i  fn  m  n f  a  fireproof  enclosed  stairway  termin- 
ear  near.JanJ  entrance  to  the  building  at 

i  at  Sf  uS  15  5r?V1C¥  Wlth  self-closing  fireproof 
ivbt^l  *  ar  a^,ls.t  floor  Ievels;  that  there  is  also 
iigexteIdV<ftfr’  WmCh  f  fiiieproof  enclosed  at  the  rear 
/is  venbl JlTl  hC  1-t  flo?r  to  the  cellari  that  the 

,  window  h,  u  iy  °pemnugS  m  the  granite  base  of  the 
bulk  heads;  that  the  cellar  is  used  for  the 

v  that  tlPmai-kinf  °f  ™erchandise  and  storage  of 

!’o  at  nf  EI  u  a  Sd  a  bfeproof  room,  provided  for 

I-  baIed  paper-  whlch  13  baled  every  night  and 

“’se  carr>ed  in  this  cellar  is  common  to  /his 

,,  .  ccupancy ,  that  all  the  aisles  are  at  least  3  ft 

tt  ,dea/  at  aI1  tim,es  and  that  the  cellar 

,Mlar  are  firep7o/fdmg  matenal  and  a11  partitions  in 

)°F lhai  -!ie,  order  of  the  Fire  Commissioner,  No. 
l  1  it  u  3kd  -!t  hereby  is  modified  and  that  the  appeal 
Eed  th^^  lS  9rantfd  on  condition  that  there  shall  be 
er  system  ^  Cellar  "  n°“-a«tomatic  dry 

W  Col  th- ?P  W11 th9he  re9u*rernents  of  the 

be  i„sMed0r'tI«eK  automatic  alarm 

■i  25%  in  noStalled>  that  the  sprinkler  heads  may  be 

mgers  /hajff  S  °/  th  n  re9Uirements ;  that  all  fittings 

1  nay  be  hclosebeto°ftpma  C  ir0-r\:  that  a11  horizontal 
y  e  t0  the  ceiling  with  proper  pitch  and 


IYa  inch  drain  and  with  heads  pendant;  that  there  shall 
~e  a  single  hose  inlet  of  approved  type  on  the  exterior  of 
the  building  at  least  10  inches  above  the  sidewalk;  that 
uenC?P  °  •  *  ,  hose  inlet  and  sign  stating  area  covered, 
shall  be  painted  aluminum ;  that  in  addition,  there  shall  be 
wet  sprinkler  heads  attached  to  the  existing  domestic 
water  supply  line  of  the  building  installed  in  the  kitchen 
unpacking  space  and  waste  paper  room. 

282-39- A. 

APPLICIeAsfJ-Ge0rge  G'  LakC’  f°r  J°hn  Campbell>  Jr-» 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFLECTED — 352  Eighth  avenue,  east  side, 

50  ft.  south  of  West  28th  street  (Block  No  777 

APPEARANCES—  ’  B°r°Ugh  °f  Manhat‘an' 
a  George  G.  Lake. 

BOARD— Appeal  granted  on  condition. 

I  tlil  V  U  I E — 

Affirmative  :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . q 

Absent  .  q 

THE  RESOLUTION— 

(282-39- A) 

Whereas,  George  G.  Lake,  for  John  J.  Campbell,  Jr., 
lessee,  filed  February  6,  1939,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises  352 

M  en777  erast  l1?6’  JR  ftF  south  of  West  28th  street 

(Block  No.  7/7,  Lot  No.  79),  Borough  of  Manhattan;  and 

t  ^^^ereas,  Lie  order  of  the  fire  commissioner,  No  7845- 
LC,  dated  June  29,  1937,  reads: 

o  ki  ^f™ove  or  cut  °ff  the  refrigerating  system  from 
the  building  or  parts  of  the  building,  by  unpierced 
fireproof  construction,  as  per  Section  219  (f)  Chapter 
10,  Code  of  Ordinances.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  February  8,  1939;  and 

25^ftHEWA«k  R?  building  K4  s£ories  (45>  ft>  in  height, 

erected  in  1000  Y?’-  °f  0rdmary  brick  construction, 

erected  in  1900,  located  in  an  unrestricted  and  retail  use 

distuct,  and  occupied:  1st  floor— stores ;  2nd  floor— lodging 

/aSmeTH?PerSOnS’  3rd  fl,oor— same— 42  persons;  4th  floo? 

— same — 42  persons ;  and 

Whereas,  the  applicant  contends  that  the  water  cooler 
uses  one  and  one-half  pounds  of  Methyl  Chloride  is 
of  the  condenser  type  and  is  situated  in  the  reading  room 
which  is  of  large  size,  well  ventilated,  and  is  under  the 

to  ?  TrT  °f  a  dfrk:  that  in  case  of  accident 
!??  °  there  1S  ample  space  for  the  chemical  to 

dissolve  in  the  constant  ventilation,  and  the  escane  of 

charge^  would  be  immediately  noticed  by  the  clerk  in 

78 d(l°reh  thait  0I)der.  o£  the  fire  commissioner,  No. 

beLdnbLati?  hereby  \s  modlficd,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  in  all  other 

KomVied  3.“  °f  lhe  Code  S 


283-39-A. 

APPLICANT— Samuel  Roth,  for  Lexington  Builders,  In- 
corporated,  owner. 

UBJECT— Appeal  from  a  decision  of  the  borough  super- 
-r.T-.T-Tr  mtendent  of  buildings. 

PREMISES  AFFECTED-235-237  West  14th  street,  north 
Elpe>  tt-  west  of  Seventh  avenue  (Block  No 

APPEA?S«-  20)'  B°™*h  M-ha,(ta„.  N°' 
Tor  Applicant  .*  Henry  G.  Harris. 
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For  Administration:  Jacob  S.  Scharf,  department 
of  housing  and  buddings.  £ 

ACTION  OF  BOARD— Appeal  dismissed  for  lack  oi 
jurisdiction. 

THE  VAffFnna?iv?:ISChaPrman  Murdock  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  0 

Negative  .  0 

Absent  . 


THE  RESOLUTION- 2g3  39  A) 

Whereas  Samuel  Roth,  for  Lexington  Builders,  Inc.or- 
decisRn  oFTe  S^SennSffltV&nj,  af- 

SsSM  At  ** 

B  wSlLt  thedeS  oTthe  borough  superintendent  on 

Sprinkler  Applic.  No.  1033-38,  dated  February  15,  1939, 
ieadS:“5.  There  should  be  sufficient  water  pressure  at  all 


and 


times. 


'Vhereas,  the  building  is  five  stories  (62  ft) >  J J^tfon’ 

31  ft  7  in  by  63  ft.  1J4  in.  in  area,  of  Class  3  construction, 
located  in  a  business  use  district,  erected  prior  to  1922 a 
occupied  throughout  as  a  heretofore  converted  multiple 

d'w1HEMAs’dthe  applicant  has  filed  a  copy  of  a  communi- 
rafion  addressed  to  the  owner  by  the  borough  engineer  de- 
partment  of  water  supply,  gas  and  electricity,  dated  Janu- 
arv  31  1939  stating  that  the  static  pressure  taken  o 

hvdrant  opposite  205  West  14th  street  was  47  lbs.  on  Janu- 
a?v  30  1939  at  11:15  a.  m.  and  that  the  static  pressure 
fnythis  area  may  be  reduced  by  10  lbs.  between  7  p.  m.  and 

8  Whereas,  the  applicant  contends  that  the  pressure  read 
ings  taken  during  the  night  of  February  2,  1939,  at  a  point 
57  ft.  above  the  street  level,  indicate  a  pressure  of  28  lbs. 
at  10  p.  m.  29  lbs.  at  midnight  and  at  2  a.  m.  and  23  lbs. 
at  8  a  m  ;  that  this  would  indicate  a  pressure  in  excess  of 
47  lbs’  at  street  level ;  that  the  multiple  dwelling  law  allows 
the  sprinkler  system  to  be  constructed  and  arranged  in 
such  a  manner  and  the  tank  to  be  of  such  capacity  as  the 
department  charged  with  the  enforcement  shall  require 
but  the  law  is  silent  about  the  method  of  obtaining  the 
normal  minimum  water  pressure  at  street  ^veL  that  the 
certificate  of  the  water  department  is  not  mandatory  under 
the  multiple  dwelling  law  and  any  method  of  establishing 
the  minimum  pressure  satisfactory  to  the  department  en¬ 
forcing  the  multiple  dwelling  law,  should  be  permitted ;  t  a 
to  arbitrarily  claim  that  the  pressure  at  the  street  level  is 
what  the  water  department  states  it  is,  when  actual  readings 
show  otherwise,  is  not  consistent  with  the  requirements 
of  the  multiple  dwelling  law ;  that  such  a  letter  is  mere  y 
presumptive  evidence  and  can  be  controverted  by  actua 
readings  made  at  the  building,  corrected  to  the  street  level 

10  Whereas,  the  board  deemed  that  the  board  was  without 
power  to  modify  a  provision  of  the  multiple  dwelling  law 
lr  the  rules  legally  adopted  thereunder,  by  the  department 
charged  with  the  enforcement  of  the  multiple  dwelling  law 
Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack}  of  jurisdiction. 


APPEARANCES^  _  sherman  Baldwin,  C.  PI.  Simmons 

and  Doctor  Wolf.  ,  , 

For  Administration:  Jacob  S.  Scharf,  department 
of  housing  and  buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
TT-TF  VOTE _ 

Affirmative:  Chairman  Murdock  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  J 

Negative  .  f 

Absent  . 

THE  RESOLUTION— 

(298-39-A) 

Whereas  the  Corporation  of  the  Brick  Presbyteriai 
Ch^rTta  the  City  of  New  York,  for  Mrs.  Jean  Ferry 
owner  filed  March  9,  1939  an  appeal  from  a  decision  o 
Z  borough  superintendent  of  bu. Ida, ngs  affechnE  premise 
62  East]  92nd  street,  south  side,  153  ft.  3  in.  west  ot  tar 
avenue  (Block  No.  1503,  Lot  No  44),  Manhattan;  am 
Whereas,  the  decision  of  the  borough  supermtenden 

on  Alt.  Applic.  No.  392-39,  reads : 

“1  As  this  building  is  being  converted  into  a  publi 
building  same  must  be  of  fireproof  constructio 
throughout,  Section  3.1.1.,  (C-26-235.0  subdiv.  a)  nei 
Building  Code  and  Administrative  Code. 

aI1\VHEREAS  the  building  is  5  stories  and  pent  house  (<j 
ft  )  tafeight  31  ft.  10  in.  by  65  ft.  11  in.  in  area,  of  no, 

fireproof  instruction,  erected  in  1923,  located  m  a  res,den, 
use  district,  occupied  as  a  private  residence,  to  be  occupu 
by  the  church  for  its  administration,  social  and  welfa 
work  with:  Cellar,  service,  1  person ;  mezzanine, -rece 
tion  and  administrative,  25  persons,  2nd  floor  dining  roo 
and  lounge  50  persons ;  3rd  floor,  library  and  conferen 
room,  50S persons;  4th  floor  same,  40  persons;  5th  floe 
studio  40  persons;  pent  house,  sun  room,  20  persons , 
Whereas,  the  applicant  contends  that  it  is  propose 
replace  the  present  wood  open  stairway  with  a  legal  hi 
proof  stairway  and  to  install  an  exterior  passage  c 
mg  this  building  with  the  adjoinmg  church  that 
ceilings  and  partitions  are  covered  with  metal  lath  a 
claster  •  that  there  will  be  no  sleeping  rooms  in  the  bu 
fncr  •  that  it  is  proposed  to  erect  a  new  parish  house 
East  92nd  street  in  the  future  and  applicant  requests J 
mission  to  use  the  building  in  question,  until  such  propo, 

"“decision  of  the  borough  superintend, 

on  Alt  Applic.  No.  392-39,  be  and  it  hereby  is  moH 
and  that  the  appeal  be  and  it  hereby  is  Vontedoncori- t 
that  the  1st  floor  construction  throughout  sh; a  1  b  t 
Droof  •  that  the  heater  room  in  the  cellar  shall  be  cnci 
with  fireproof  walls,  with  fireproof  door ;  that  the  prop 
new  stairway  complying  with  the  reqmremeni B 
building  code,  shall  be  continued  from  the  lowest  leve 
and  through  the  roof;  that  the  existing  um 
be  removed  above  the  2nd  floor  ceiling  and  Pr°P^f 
stopped  at  the  top  of  the  shaft  with  fi^Proof  ma 
that  exit  from  the  roof  to  an  adjoining  building,  sha^ 
maintained-  and  that  this  modification  shall  continu 
ro  Tong  as  the  building  is  used  in  conjunction  ** 
church  on  the  adjoining  plot,  at  East  91st 
Park  avenue. 


298-39-A. 

APPT  ICANT — The  Corporation  of  the  Brick  Presbyterian 
Church  in  the  City  of  New  York,  for  Mrs.  Jean 

Ferry,  owner.  .  , 

SUBJECT _ Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings.  .  , 

PREMISES  AFFECTED — 62  East  92nd  street,  south  side 
153  ft.  3  in.  west  of  Park  avenue  (Block  No.  15U3, 
t  rot  "\Tn  44A  Roroueh  of  Manhattan. 


299-39-A. 

APPLICANT— Ansonia  Fire  Prevention  Engineering 
Inc.,  for  Estate  of  George  E •  Chisholm .  (Hen 
Chisholm  and  John  R.  Chisholm,  co 

SUBJECT— Appeal  from  an  order  and  a  decisio 

fire  commissioner.  .  ■ 

PREMISES  AFFECTED— 1 14-116  Reade  sheet  . 

Hudson  street,  northeast  corner,  158  Du  ^ 
110-116  West  Broadway  (Block  No.  144, 

1  \  D  Aron  rrVi  n'f 
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APPEARANCES— 

For  Applicant:  George  E.  Green. 

CTION  OF  BOARD — Appeal  granted  on  condition 
HE  VOTE — 

Affirmative :  Chairman  Alurdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . 0 

Absent  .  0 

HE  RESOLUTION— 

(299-39-A) 

Vhereas,  Ansonia  Fire  Prevention  Engineering  Co. 
I:.,  for  Estate  of  George  E.  Chisholm  (Henry  C.  Chisholm 

d  John  R.  Chisholm,  co-trustees),  owner,  filed  Alarch 

1 1939,  an  appeal  from  an  order  and  a  decision  of  the 
L  commissioner,  affecting  premises  114-116  Reade  street 
122  Hudson  street,  northeast  corner,  158  Duane  street 
d  110-116  West  Broadway  (Block  No.  144,  Lot  No  1) 
[rough  of  Alanhattan;  and  ’  ’ 

Vhereas,  the  order  of  the  fire  commissioner  No  2194-F 
l  ed  August  26,  1938,  reads : 

“1-.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  in  cellar  and  sub-cellar  having  at  least  one  source 
of  water  supply  arranged  and  equipped  as  per  Art  16 
Ch.  26,  Adm.  Code.” 

.([ 

Vhereas,  said  order  was  referred  to  in  a  decision  of 
1  fire  commissioner,  dated  Afarch  1,  1939;  and 

Vhereas  the  building  is  subcellar,  cellar  and  6  stories 
ft.)  in  height,  164  ft.  10  in.  by  84  ft.  10%  in.  in  area 
■  non-fireproof  construction,  erected  prior  to  1883,  lo- 
?;d  in  an  unrestricted  use  district  and  occupied:  Sub- 
tar,  storage  and  boiler  room,  5  persons;  Cellar — storage 
ersons;  1st  floor,  storage,  40  persons;  2nd  floor,  stores! 
(persons;  3rd  floor,  storage,  and  offices,  16  persons; 
floor  storage,  7  persons ;  5th  floor,  radio  assembling, 
.rsons ,  6th  floor,  storage  of  tools,  12  persons; 

/hoieas,  certificate  of  occupancy  No.  9571  was  issued 
iy25,  permitting  the  occupancy  of  the  cellar  for  storage; 
s floor  stores,  15  persons;  2nd  floor  to  6th  floor,  factory 
-persons;  and 

/hereas  the  applicant  contends  the  cellar  and  sub- 
ar  are  divided  into  numerous  small  areas  by  gypsum 
'  k  Partitions  and  all  these  small  areas,  with  the  excep- 
(  oi  one  F1  the  cellar  and  two  in  the  sub-cellar,  have 
'  means  of  egjess  consisting  of  an  interior  wood  stair- 
*  and  an  exit  into  a  mam  corridor,  which  has  a  stairway 
«mg  to  entrance  hall  at  street  level;  that  the  building 
s  on  tour  streets  and  is  within  easy  access  to  two  city 
alarm  boxes  and  12  city  fire  hydrants  of  ordinary  and 

tn^SSU,remVarie,ty  and  that  in  addition  the  premises 
equipped  throughout  with  an  interior  fire  alarm  system. 

esohed,  that  the  order  of  the  fire  commissioner.  No 

-nH-rLan5  ll-  hereby  1S  modified,  and  that  the  appeal 
(  dltbereby  1S  granted  on  condition  that  there  shall  be 
ailed  throughout  the  cellar  and  sub-cellar,  a  non-auto- 
:  Ld7  spunkier  system  complying  with  the  requirements 
^n  din?  ,code  thf,re,£or’  excePt  that  the  automatic 
Z  n?ered  Pot  be  installed;  that  sprinkler  heads  may  be 
•\tlS5  m  exces.s,°,f  thf  requirements;  that  there  shall 
'■ J ,  SpVn,kler  head  in  each  subdivided  area; 

!  a  S lgs*n(j.  hangers  shall  be  of  malleable  iron; 
(emit!  ?  ,  '/neS  may  be  close  t0  tbe  ceiling  with 
;  the?e  shall"?  1/4  -m'  dram  and  with  heads  pendant; 

i  side  S  be  a  s>ngle  bose  inlet  on  tbe  West  Broad- 
sulf’  of  approved  type  and  which  may  be  16  inches 

r  stanw'deWa  k’  that,tb?  cap  of  tbis  bose  inlet  and  the 

eitstinl  ZT  COve/ed’  Sha11  be  painted  aluminum;  that 
-xisting  means  of  entering  the  cellar  from  the  street 

from  within  the  building  shall  be  maintained. 

'19- A. 

^/H^^TT^ck  Z.  Cohen,  for  Sadie  Stein,  owner 
(Alarathon  Garage,  Inc.,  lessee). 


SUBJECT  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREAUSES  AKFECTED — 229-231  Washington  street,  east 
side,  158  ft.  south  of  Concord  street  (Block  No 

APPEARANCE'  '7)>  B°r0Ugl'  o£  BrookI^ 

For  Applicant:  Larry  Aleltzer. 

BOARD— Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative .  Chairman  Alurdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  4 

Negative  . !!!.'!'.!!!''!!’"*  0 

Absent  . .  q 

THE  RESOLUTION— 

(319-39-A) 

Whereas,  Jack  Z.  Cohen,  for  Sadie  Stein,  owner  (Afara- 
thon  Garage  Inc.,  lessee),  filed  Alarch  13,  1939,  an  appeal 
from  an  order  and  a  decision  of  the  fire  commissioner, 
affecting  premises  229-231  Washington  street,  east  side,’ 
158  ft  south  of  Concord  street  (Block  No.  115,  Lot  No 
1/),  Borough  of  Brooklyn;  and 

7^9o?Hr'RE7]S’  jtb»  order  °f  the  fire  commissioner,  No. 
76292-C,  dated  August  16,  1938,  reads : 

4.  Locate  oil  separator  ejector  pump  and  motor 

?nm  90  PAt,oaS  ,sb°wn  on  Fire  Department  Plan 
5001-29.  C-19-68,  Administrative  Code. 

5  Remove  gasoline  pumps  from  basement  walls  and 
make  same  integral  with  dispensing  outfit  as  ner 
Plan  5001-29.  C-19-13,  Administratis  Code.  P 
7.  Close  up  opening  in  ceiling  of  1st  floor  with  fire 
retarding  material.  C-19-11,  Administrative  Code.” 
and 

Whereas,  this  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  February  27,  1939;  and 
,  WnEREAs  the  buiHing  is  three  stories  (40  ft.)  in  height, 

fC  ,  ,8  .in‘  116  ft  6  in-  in  area,  of  Class  3  construction, 
located  in  a  business  use  district,  erected  prior  to  1870  and 
occupied:  Cellar— public  garage  for  more  than  5  cars; 
1st  floor— public  garage  for  more  than  5  cars  and  gasoline 
station,  2nd  and  3rd  floors — vacant,  for  which  certificate 
of  occupancy  No.  62387  was  issued  November  19  1930- 

Whereas,  the  applicant  contends  that  the  building  was 
converted  from  a  stable  to  a  public  garage  and  gasoline 
service  station  under  fire  department  plan  5001-29;  that 
this  plan  indicates  an  oil  separator  and  ejector  pump 
located  in  separate  pits_  as  shown  on  plans  filed  with  this 

hvPflf  h  'uv  tbe  scuffle  in  the  1st  story  ceiling  was  required 
by  the  building  department,  as  a  means  of  access  to  the  un- 
occupied  upper  floors;  that  there  have  been  no  changes 
since  929;  that  it  is  intended  to  build  up  a  wall  betwfen 
the  oil  separator  and  ejector  pump,  thus  creating  separate 

are  IT  ’  that  lbc  gasoll”e  pumps  on  the  cellar  walls 
are  set  5  ft.  over  the  cellar  floor  and  the  motors  are  of 
the  induction  type. 

7 fOQ-?°rVid’  tbat.th.e  order.  °f  the  fire  commissioner,  No. 
7629--C  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  as  to  Item  4,  on  condition  that 
the  oil  separator  and  ejector  pumps  shall  be  located  in 
separate  pits,  substantially  as  located  on  plans  filed  with 
this  appeal;  as  to  objection.  5,  that  the  motors  shall  be  of 
the  sparkproof  type  and  maintained  to  the  satisfaction  of 
the  fire  commissioner;  as  to  objection  7  that  the  opening 

Cf,mg  jfa  1  b,e  Protected  with  sheet  asbestos  and 
sheet  metal  on  the  underneath  side  and  hinged  and  counter- 
weighted  so  as  to  remain  normally  closed 

323-39-A. 

ciITDTJi^mNT~Louise  SPieIman>  owner. 
bU EJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREAUSES  AFFECTED-160  08  12th  road,  southeast  cor¬ 
ner  of  160th  street  (Block  No.  4582,  Lot  No  22) 
Beechhurst,  Borough  of  Queens.  ’ 
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A1  1  i;  A F«jr^AppHcant :  Albert  Spielman  and  Louise  Spiel- 

For  Administration :  Willis  _  C.  Hanning,  depart¬ 
ment  of  housing  and  buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

VOTE _ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chiet 

Walsh  .  J 

Negative  .  « 

Absent  . 

THE  RESOLUTION— 

(323-39-A) 

Whereas,  Louise  Spielman,  owner,  filed  March  14,  1939, 
an  appeal  from  a  decision  of  the  borough  superintendent 
of  buildings,  affecting  premises  ifiO'08  12th  road,  southeast 
corner  of  160th  street  (Block  No.  4582,  Lot  No. 
Beechhurst,  Borough  of  Queens ,  and  .  ,  , 

Whereas,  the  decision  of  the  borough^upermtendenf,  o 
Alt  Applic.  No.  147-39,  dated  March  10,  1939,  reads. 

“A  2-family  dwelling  with  living  quarters  on  more 
than  two  floors  (contrary  to  Section  8.7.2.1  Bw 

^Whereas,  the  building  is  2*4  stories  (30  ft.)  in  height, 
33  ft.  by  36.21  ft.  in  area,  (on  a  lot  100  ft.  by  100  ft  in 
area),  of  frame  and  terra  cotta  block  construcUon  ocated 
in  a  residence  use  “F”  area  district,  erected  in  1919  and 
occupied  throughout  as  a  one  family  dwelling,  and 

Whereas,  it  is  proposed  to  convert  the  building  into 
two  family  occupancy,  one  family  on  the  1st  floor  and 
one  family  on  the  2nd  and  attic  stories,  and 

Whereas,  the  applicant  contends  that  at  no  time  will  a 
third  family  occupy  the  attic ;  that  there  are  two  stairways 
from  the  1st  to  2nd  floors ;  that  there  are  3  finished  rooms 
and  a  bath  on  the  attic  floor,  with  no  kitchen  or  cooking 
apparatus. 

Resolved ,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  No.  147-39  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
permitting  the  attic  story  to  be  used  for  living  purposes  in 
connection  with  the  second  story,  on  condition  that  the 
building  at  no  time  shall  be  occupied  by  more  than  two 
families,  one  occupying  the  1st  floor  and  one  occupying 
the  2nd  floor  and  attic ;  that  a  second  means  of  exit  shall 
be  maintained  from  the  attic  story,  which  may  be  an  ex¬ 
terior  fire  escape  or  steel  ladder  to  the  roof  of  the  porch 
extension  and  a  removable  ladder  maintained  on  the  root 
for  access  to  grade;  or  if  erected  at  the  rear,  such  stair¬ 
way  or  ladder  may  be  constructed  to  a  balcony  at  the 
second  floor  level,  with  a  drop  ladder  to  grade ;  that  an 
agreement  signed  by  the  owner,  shall  be  filed  with  the 
borough  superintendent,  stating  that  at  no  time  will  he 
building  be  occupied  by  more  than  two  families  and  that 
the  building  shall  not  be  increased  in  height  or  area  and 
the  lot  shall  not  be  reduced. 


325-39- A. 


APPLICANT— Theodore  H.  Vought,  of  Tachau  and 
Vought,  for  The  Department  of  Public  Works, 
City  of’ New  York,  owner.  . 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 388-626  Winthrop  street,  south¬ 
west  corner  of  Albany  avenue  (Block  No.  482y, 
Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES- 

For  Applicant:  Theodore  H.  Vought. 

For  Administration:  Benjamin  Saltzman,  depart¬ 
ment  of  housing  and  buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  ,,  .  ,  _ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(325-39-AI 

Whereas,  Theodore  H.  Vought,  of  Tachau  and  Vought, 
for  department  of  public  works,  City  of  New  York, 
owner,  filed  March  14,  1939,  an  appeal  from  a  decision  of 
the  acting  borough  superintendent  of  buildings,  affecting 
premises  388-626  Winthrop  street,  southwest  corner  of 
Albany  avenue  (Block  No.  4829,  Lot  No.  1),  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  on’  Applic.  No.  6453-38,  dated  March  13,  1939, 

reads  * 

“1  Provide  a  fire  tower  as  required  by  Sections 
6.1. 2.2.3  and  6.5.1  of  the  Building  Code.” 

WAereas,  the  proposed  building  will  be  8  stories  (81  ft.) 
in  height,  305  ft.  by  168  ft.,  irregular  in  area,  of  Class  1 
construction  equipped  with  a  standpipe  system,  located  in 
a  business  use  district  and  occupied  throughout  as  a 
Psychiatric  Pavilion  of  Kings  County  Hospital ,  and 
Whereas,  the  applicant  contends  that  the  building  is 
but  6  ft  over  the  height  where  a  fire  tower  would  not  be 
required;  that  to  comply,  would  require  the  conversion 
of  the  easterly  and  westerly  interior  stairways  into  fire 
towers  that  to  so  modify  the  arrangement  would  serve  no  - 
purpose ;  as  the  exit  facilities  would  not  be  improved  and 
the  necessary  control  of  such  exits  would  be  destroyed , 
that  above  the  entrance  level,  all  floors  will  be  occupied  by 
insane  patients,  the  6th  floor  being  designed  as  a  prison 
for  the  criminally  insane,  all  being  under  legal  restraint, 
that  if  such  fire  tower  is  provided,  it  will  be  beyond  the 
proper  control  of  the  attendants  and  offer  a  ready  avenue 
for  the  escape  of  patients  as  well  as  the  criminally  insane 
who  are  under  the  jurisdiction  of  the  department  ot 
correction;  that  security  and  detention  under  adequate 
control  are  the  fundamental  requirements  of  a  building  ot 
this  type ;  that  a  public  building  with  the  same  number  ot 
stories  and  the  same  population  can,  under  the  provisions 
of  the  code,  be  erected  without  a  fire  tower ;  and 

Whereas,  the  commissioner  of  hospitals  has  certified 
that  the  legal  and  medical-administrative  responsibility  ot 
the  department  requires  that  the  exits  to  the  stairs  sha 
be  in  direct  line  of  sight  from  the  control  station  and  that 
this  question  is  of  great  importance  to  the  department  ot 
hospitals  from  the  standpoint  of  proper  control  ot  psyem- 
atric  patients,  who  constitute  a  special  group,  for  whom 
unusual  physical  and  other  conditions  of  treatment  mu 
be  provided. 

Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent  on  Applic.  No.  6453-38,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  o 
condition  that  in  all  other  respects  all  laws,  rules  ana 
regulations  applying  to  the  construction  and  occupancy  01 
the  building,  shall  be  complied  with. 

336-39-A. 

APPLICANT— Edwin  W.  Kleinert,  for  Bug  Ride,  in 
corporated.  lessee.  .  .  , 

SUBJECT— Appeal  from  an  order  and  a  decision  ot 
fire  commissioner. 

PREMISES  AFFECTED— 579-591  Surf  avenue  north  sm 
66  ft.  5 7/s  in.  east  of  West  8th  street  (Block  Me 
7279,  Lot  No.  262),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Edwin  W.  Kleinert. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE _ 

Affirmative:  Chairman  Murdock.  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Bnie 

Walsh  . 

Negative  . 

Absent  . . 
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'HE  RESOLUTION— 

(336-39- A) 

Whereas,  Edwin  W.  Kleinert,  for  Bug  Ride,  Incorpo- 
] ted,  lessee,  hied  March  16,  1939,  an  appeal  from  an  order 
;d  a  decision  of  the  fire  commissioner,  affecting  premises 
19-591  Surf  avenue,  north  side,  66  ft.  5V&  in.  east  of  West 
h  street  (Block  .No.  7279,  Lot  No.  262),  Borough  of 
1  ooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No  78038- 
L,  dated  January  24,  1939,  reads: 

.  “I-  You  are,  therefore,  ordered  to  remove  all  vola- 
tile  inflammable  oil  from  the  premises,  and  discontinue 
the  storage  and  use  of  same  on  above  premises.” 
ad 

Whereas,  this  order  was  referred  to  in  a  decision  of 
ti  fire  commissioner,  dated  March  14,  1939;  and 

Whereas,  the  premises  consist  of  a  plot,  135  ft.  10$£  in. 
b  252  ft.  8 5^  in.  in  area,  located  in  a  business  use  district 
upn  which  there  has  been  erected  a  one  story  building 
1  ft.  in  height,  30  ft.  by  100  ft.  in  area,  of  Class  4  con- 
Sfuction ,  the  entire  premises  are  used  for  an  amusement 
Lice  (miniature  automobile  ride)  ;  and 

Whereas,  the  applicant  contends  that  the  tanks  in  the 
iiividual  cars  (miniature  automobiles),  hold  one  gallon 
3  gasoline  and  are  filled  from  a  five  gallon  safety  can; 

:  t  lor  the  past  three  or  four  years  these  cans  have  had 
i  special  storage  compartment ;  that  it  is  now  proposed 
(provide  an  underground  concrete  box,  with  a  steel  plate 
.<er,  as  shown  on  the  plans  filed  with  this  appeal  to  store 
u  of  these  safety  cans  with  five  gallons  of  gasoline  in 
.  caa>  making  a  maximum  of  ten  gallons  at  any  one 
re;  that  the  buildings  are  merely  sheds,  open  to  the 
rer  air  on  three  sides,  hence  the  possibility  of  accumu- 
ad  gasoline  fumes  is  entirely  eliminated. 

tkat,  tbe  order  of  the  fire  commissioner,  No. 
W8-LC,  be  and  it  hereby  is  modified,  and  that  the  appeal 
itand  it  hereby  is  granted  on  condition  that  not  more 
™  ten  (10)  gallons  of  gasoline  shall  be  stored  at  any 
i  time;  that  such  gasoline  shall  be  stored  in  five  (5) 
con  approved  safety  cans  and  stored  within  a  concrete 
rlosure,  vented  to  the  outer  air  and  with  hinged  cover 
sndicated  on  plans  filed  with  this  appeal. 


and 


1.  Individual  gasoline  tank  in  excess  of  550  gal¬ 
lons  capacity  is  contrary  to  provisions  of  Chapter  19 
of  the  Administrative  Code.” 


™^1ErEAS’-  the  Premises  consist  of  a  plot  224.24  ft.  by 
2UU.56  ft.,  irregular  in  area,  upon  which  there  will  be 
erected  a  gasoline  service  station,  as  permitted  by  the  board 
under  Cal.  No.  708-38-BZ ;  and 

Whereas,  it  is  proposed  to  install  six  (6)  1000  gallon 
approved  type  gasoline  tanks  instead  of  twelve  (12)  550 
gallon  gasoline  tanks;  and 

Whereas  the  applicant  contends  that  the  proposed  in¬ 
stallation  of  the  larger  tanks  will  be  more  adaptable 

for  installation11  V16W  °f  ^  nUmber  of  tanks  contemplated 

Resolved,  that  the  decision  of  the  borough  superintendent 

and^iB't  ^,PP  1C-  No-  5251-38,  be  and  it  hereby  is  modified', 
and  that  the  appeal  be  and  it  hereby  is  granted,  permitting 
he  installation  of  six  (6)  1,000  gallon  gasoline  storage 
tanks,  where  indicated  on  plans  filed  with  the  board  and 
f1Ppr°Xed  m  Cal-  N°.  708-38-BZ,  three  (3)  to  be  located  on 
the  side  toward  Horace  Harding  boulevard  and  three  (3) 
on  the  side  toward  Queens  boulevard,  on  condition  that 
in  all  other  respects,  the  tanks  shall  comply  with  the  re¬ 
quirements  of  the  administrative  code  therefor,  and  the 

nanft*  lbe  °f  tbe  ^ge  required  for  similar  capacity 
m  the  Oil  Burner  Rules  of  the  Board  of  Standards  and 


439-A. 

L  PLICANT — Lama  and  Proskauer,  for  Gulf  Oil  Cor¬ 
poration,  lessee. 

3JECT  Appeal  from  a  decision  of  the  borough  super- 
intendent  of  buildings. 

HMISES  AFFECTED — 92-28  Horace  Harding  boule- 
Mron>70cUtTeasLC0rner  of  Queens  boulevard  (Block 
Queens^'  Bot  ^°S‘  ^  and  Elmhurst,  Borough  of 

PEARANCES— 

For  Applicant :  Alfred  A.  Lama 
For  Administration:  Willis  C.  Hanning,  depart- 
rrmvr  housmg  and  buildings. 

K  VOTC— B°ARD~ApPeaI  ffranted  on  condition. 

Affirmative:  Chairman  Murdock,  Commission¬ 
er;5  ,Savage  and  Blu®  and  Assistant  Chief 

Negative  . ’  *  ”  ‘ . 

Absent  . ’  ’  ’  ‘  ’  ’ .  p 

H  RESOLUTION—  . 

'  (343 -39- A) 

,  h^S  fiHfvr  antd  Eroskauer,  for  Gulf  Oil  Corpora¬ 
te  boroiSh^^^f  n  1939,  an  appeal  £rom  a  decision 
‘  92  28  Rgh  sup?Jintendent  of  buildings,  affecting  prem- 

i  n,  K  ^°raC^  ?arding  boulevard,  southeast  corner  of 

nursf0UBnrnrdt,(Bi0^k  Na  207S-  Lot  Nos.  5  and  6) 
urst,  Borough  of  Queens;  and  J 

1  AroHc  Ho  feTSS  °J  ft/ horongh  superintendent,  on 
ppnc.  No.  5251-38,  dated  March  3,  1939,  reads : 


344-39-A. 

APPLICANT— J.  Sarsfield  Kennedy,  for  Boro  Hall  Chev- 
rolet  Company,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 33-43  Debevoise  place,  east 
side,  100  ft.  south  of  Lafayette  street  and  432 
Hudson  avenue  (Block  No.  2085,  Lot  No.  7)  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  J.  Sarsfield  Kennedy, 
bor  Administration:  Benjamin  Saltzman,  depart- 
a  rTTAitr  ^e^of  housing  and  buildings. 
TglIOvST°EF-BOARD-A-al  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  a 

Negative  . .  n 

Absent  . ’  . .  q 

THE  RESOLUTION— 

(344-39-A) 

Whereas,  J.  Sarsfield  Kennedy,  for  Boro  Hall  Chevrolet 
Company  owner,  filed  March  16,  1939,  an  appeal  from  a 
decision  of  the  acting  borough  superintendent  of  buildings 
affecting  premises  33-43  Debevoise  place,  east  side,  100  ft’ 

No  2085  Ta^ette7frpet  andu43?  £udson  avenue  (Block 
JNo.  2085,  Lot  No.  7),  Borough  of  Brooklyn;  and 

VVhereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  on  Alt.  Applic.  No.  791-39,  dated  March  13,  1939, 

“1  No  changes  in  exits,  height  of  building,  or  other 
conditions  under  which  this  building  was  accepted  by 
the  Board  of  Standards  and  Appeals— Re.  316-38-A— 

theBoard1  ”dC’  UnleSS  th°Se  changes  are  approved  by 

and 

innV^EnEA,S6Athre  building  is  two  stories  (26  ft.)  in  height, 
100  ft.  by  100  ft.  in  area,  of  Class  1  construction,  equipped 
with  a  standpipe  system,  erected  in  1926,  located  in  an 
unrestricted  use  district  and  occupied:  Cellar— motor 
vehicle  repair  shop;  1st  floor— automobile  showroom;  2nd 
PocT  bowling  alleys — 75  persons ;  and 
Wherf^s  the  applicant  contends  that  the  building  was 
originally  designed  as  a  3  story  fireproof  structure  but 
only  two  stories  were  erected;  that  it  is  now  proposed  to 
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add  the  third  story  and  to  use  same  for  bowling  alleys ; 
that  fireproof  stairs  will  be  constructed  leading  direct 
Hudson  avenue  from  the  third  story;  that  it  is  proposed 
to  remove  the  counterbalanced  stair  at  the  Hudson  avenue 
entrance  and  to  construct  two  stationary  fireproot  stairs 
one  leading  from  the  second  floor  to  the  ramp  and  the 
other  to  be  connected  at  the  first  floor,  as  shown  on  plans 
filed  with  this  appeal;  that  in  view  of  the  occupancy,  which 
will  never  be  over  100  people  per  story  ,t  is  requested 
that  the  decision  of  the  borough  superintendent  be  modified. 

Resolved,  that  the  decision  of  the  acting  bor?ugh  super¬ 
intendent,  on  Alt.  Applic.  No.  791-39,  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  l\^nted, 
to  permit  the  occupancy  of  the  proposed  3rd  st?ry 
bowling  alleys,  on  condition  that  the  exits  shall  be  con¬ 
structed  and  maintained,  as  indicated  on  plans  filed  with 
this  appeal  and  that  in  all  other  respects  the  requirements 
of  the  resolution  of  the  board,  adopted  May  10,  1938, 
under  Cal.  No.  3 16-38- A,  shall  be  complied  with,  other 
than  as  to  the  counterbalanced  ladder  from  the  existing 
second  means  of  exit,  in  view  of  the  proposed  stairway 
from  the  1st  story  roof  to  the  ramp  at  the  rear ;  and  that 
the  occupancy  of  the  3rd  floor  shall  not  exceed  the  lega  y 
permitted  capacity  of  the  stairs. 


base  underneath  the  show  window  platiorms  to  give  ven¬ 
tilation  to  the  basement ;  that  the  stock  room  is  used  for 
the  receiving  and  marking  of  merchandise,  that  the  amount 
of  celluloid  merchandise  stored  in  the  basement  is  ap¬ 
proximately  .7  of  1  per  cent  of  the  entire  stock;  that  a 
the  aisles  are  3  ft.  wide  and  wider  and  kept  dear  at  all 
times  and  that  the  partitions  in  this  basement  are  fireproof. 

Resolved,  that  the  order  of  the  fire*  commissioner,  No 
2648-LF  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  oh  condition  that  there  shall 
be  installed  throughout  the  cellar  a  non-automatic  dry 
sprinkler  system,  complying  with  the  requirements  of  the 
building  code  therefor,  except  that  the  automatic  alarm 
need  not  be  installed;  that  the  sprinkler  heads  may  be 
spaced  25%  in  excess  of  the  requirements  ;  that  all  fittings 
and  hangers  shall  be  of  malleable  iron  ;  that  all  horizontal 
lines  may  be  close  to.  the  ceiling  with  proper  pitch  and 
1 1/  inch  drain  and  with  heads  pendant,  that  there  shall 
be  a  single  hose  inlet  of  approved  type  on  the  exterior  of 
the  building  at  least  10  inches  above  the  sidewalk;  that 
the  cap  of  this  hose  inlet  and  sign  stating  area  covered, 
shall  be  painted  aluminum ;  that  in  addition  there  shall  be 
wet  sprinkler  heads  attached  to  the  existing  domestic  water 
supply  line  of  the  building  installed  in  the  kitchen,  un¬ 
packing  space  and  waste  paper  room. 


353-39- A. 

APPLICANT — A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee.  .  .  ,  , 

SUBJECT _ Appeal  from  an  order  and  a  decision  ot  tne 

fire  commissioner. 

PREMISES  AFFECTED— 124-126  Richmond  avenue,  west 
side  56  ft.  north  of  Grove  avenue  (Block  No. 
1073,  Lot  No.  118),  Port  Richmond,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  A.  F.  Winter. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  w  ,  ,  _ 

Affirmative:  Chairman  Murdock,  Commission 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  d 

Negative  .  ;; 

Absent  .  u 


THE  RESOLUTION— 

(353-39-A) 

Whereas  A.  F.  Winter,  for  F.  W.  Woolworth  Company, 
lessee,  filed  March  21,  1939,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises 
124-126  Richmond  avenue,  west  side,  56  ft.  north  ot  Drove 
avenue  (Block  No.  1073,  Lot  No.  118),  Port  Richmond, 

Borough  of  Richmond;  and  .  .  XT  9A/.Q 

Whereas,  the  order  of  the  fire  commissioner,  No.  2b48- 

LF,  dated  October  17,  1938,  reads : 

“1.  Install  an  approved  wet  automatic  sprinkler 
system  in  cellar  having  at  least  one  source  of  water- 
supply  arranged  and  equipped  as  per  Art.  16,  Lh.  zo, 
Adm.  Code.” 

^Whereas,  this  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  March  8,  1939;  and  . 

Whereas,  the  building  is  two  stories  (24  ft.)  in  height, 
69  ft  by  100  ft.  in  area;  of  non-fireproof  construction; 
located  in  a  business  use  district;  erected  prior  to  1914 
and  occupied:  Cellar— storage,  boiler  room— 2  persons ; 
1st  floor — sales  floor — 500  persons;  2nd  floor  office,  girls 
room,  preparation  room — 5  persons ;  Certificate  of  Occu¬ 
pancy  No.  183,  was  issued  May  4,  1938,  for  above  de¬ 
scribed  use;  and  ,  ,  ,  . 

Whereas,  the  applicant  contends  that  there  is  an  en¬ 
closed  fireproof  stairway  with  fire  door  from  the  basement 
level  to  1st  floor,  which  terminates  adjacent  to  the  northerly 
store  entrance ;  that  there  is  another  fireproof,  enclosed 
stairway  leading  from  basement  to  1st  floor,  which  ter¬ 
minates  at  the  southwest  corner  of  the  1st  floor,  adjacent 
to  the  rear  exit;  that  there  are  openings  in  the  granite 


366-39- A.  r  „ 

APPLICANT — Charles  Feld,  lessee,  for  Consolidated  Edi¬ 
son  Co.,  Inc.,  owner.  .  .  , 

SUBJECT _ Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings.  t 

PREMISES  AFFECTED — 122  West  23rd  street  south 
side  200  ft.  west  of  Sixth  avenue  (Block  No.  798 
Lot’ No.  56),  Borough  of  Manhattan. 

For  Applicant:  Larry  Meltzer  and  Charles  Feld. 
For  Administration :  Jacob  S.  Scharf,  departmen 
of  housing  and  buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE _ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chiei 

Walsh  . 

Negative  . 

Absent  .  . 


THE  RESOLUTION— 

(366-39- A) 

Whereas  Charles  Feld,  lessee,  for  Consolidated  Ediso 
Co  Inc.,  owner,  filed  March  23,  1939,  an  appeal  from 
decision  of  the  borough  superintendent  of  buddings  affec 
ing  premises  122  West  23rd  street,  south  side  200  ft.  we- 
of  Sixth  avenue  (Block  No.  798,  Lot  No.  56),  Boroug 

of  Manhattan;  and  „  ,  ,  Q„;„+,>nr1en 

Whereas,  the  decision  of  the  borough  super 
on  N.B.  Applic.  No.  65-39,  dated  March  23,  1939,  reach  • 
“1.  Dining  car  of  Class  5  construction  must  l 
located  at  least  four  feet  from  the  nearest  lot  in 
Section  4.2.1. f.  Building  Code,  C26-254.0  Admmistrati 

Code.” 

a  11  Whereas,  the  premises  consist  of  a  plot  25  ft.  by  98 
9  in.  in  area,  located  in  an  unrestricted  use  district ,  P 
which  it  is  proposed  to  place  a  one  story  Class 
21  ft.  7  in.  by  49  ft.  5  in.  in  area,  to  be  used  as  a  lun 
wagon,  occupancy  70  persons ;  and  . 

Whereas,  the  applicant  contends  that  he  plot  wa 1 1<» 
for  the  express  purpose  of  installing  a  lunch  &  ,  ’  n 
the  lunch  wagon,  when  purchased  proved  to  be  Zi  ■ 
by  49  ft.  5  in.  in  area;  that  the  lot  in  question  is  betwe 
two  buildings  whose  lot  line  walls  are  party  ..  t  ( 
are  all  of  unpierced  masonry  construction  and  t 
proposed  lunch  wagon  is  of  all  aJ,  con,str^T  super 
Resolved,  that  the  decision  of  the  borough  upe 
tendent,  on  N.B.  Applic.  No.  65-39  be  and  it  here^J 
modified,  and  that  the  appeal  be  and  it  hereby  ^  . 

on  condition  that  the  walls  on  either  side  lot 
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12-37-A. 

HPLICANT— Eugenia  Griffin,  for  Park  Maternity  Sana¬ 
torium,  for  Russell  B.  Booth  owner 

5JBJECT  Application  for  consideS-reopening  and 
amendment  re  appeal  from  a  decision  of  the  com¬ 
missioner  of  buildings 

REMISES  AFFECTED— 187-12  to  187-14  Linden  boule- 
vard,  south  side,  150.S1  ft.  east  of  Long  Island 

3‘68'  L°*  No-  1S>.  ^Albans, 

^'PEARANCES— 

,  :  Eugenia  Griffin. 

TIOlam^dec?°ARD~ApPeal  reopened  and  resolution 

fTION— E  T°  RE0PEN  AND  AMEND  RESOLU- 
Affirmative:  Chairman  Murdock,  Commission- 

Walsh  VagC  and  B1Um  and  Assistant  Chief 

Negative  . 

Absent  . 


0 


'(E  RESOLUTION— 

(552-37-A) 

^ ms,S Borough^ o^ Que^ns^ancT  ^  LOt  N°'  15)’  ^t 

XnZ  ttm?,  re  N^.  476W& f 
oartmenfr<:fng  aPP  1Catl°2  ^fhlch  y°u  made  to  this  de- 

lartment  governing  this  use  and  occupancy  • 

'  B™ld™gCtConden0n'firePr00f“COntrary  ,0  Section 
[  ^11,  thickness  not  as  per  Section  257,  Building 

l?SfASVthe  buiIdmg  in  question  is  two  stories  23  ft 
-a  on  °tK  n°n;fireProof  construction  36  ft.  by  84  19  ft’ 
Tot  So  bv  84  fS  °7-and  36  ft  by  49  ft-  area  aLe; 

<  °n  a  business  use  ” if?  area’  ye.c'ed  in  and  lo- 
Hows-  Cellar— storao-c  arCa  dlstnct,  to  be  occupied 

11-30  persons  2nH  flog  n°  p-erfns>'  first  floor— hos- 
Al  P  T  ,d  door  hospital  1 1  persons;  and 

3  wifi  be  oC?f P nLC°nttendbS  that  the  lst  and  2nd 

Csion  will  be  used  fnr  patlents’  the  ceIIar  and  rear 
iaff ;  that  there  will  t  stor?ge  and  work  spaces  for 
t;  building  or  anv  changes  m  the  construction 

Marine  nartitin  Y  addlt!ons>  except  relocating  certain 
rRC£  Si?"00  of-a  dumbwaiter 
umbing  system  Ld  a  r°  ’  S  •  eqU-lred  changes  in 
<ed  at  the  rear  0f  th A  uT-  extenT  lron  stair  to  be 
ptvide  a  semndo  tde  building  as  shown  on  drawings 

U  side  ylTa£7ba"S  °/  exit  fr°m.the  2nd  floS 

rwill  be  3  ft  0  ing  '  i  ProPerty  line;  that  this 

-45  degrees  t  that  -?nd  w  an,  angle  of  not  more 
•nstruction  is  non  ^  N°^  1  which  states  that 

3  the  building  code  £  9ontrary  to  section 

v  the  20  ft  0g,-n  >•’.  me  building  is  only  3  ft.  6  in. 

1  fling  may  be  no'n'fi  Permitted  in  this  section  where 
tK  build  I  non-fireproof ;  that  the  walls  of  the 

U  a  brick  bearing  wafl^T  w,lth  wood  floor  and  roof 

<  of  the  buildinl  on  III  fln  dS  ^^dmaUy  for  the 

g  on  all  floors  dividing  the  building 


wifl  h7°nrn?fi  n°nr  a11  St?ries :  that  two  means  of  egress 
thtTwan"  thfcknes'se^are'no^as^per  section 

ing  the^Me  anr/fh^1 1  throughout  ;  in  this  existing  build- 
tKF-J  I  k  r  the  longitudinal  div  d  ng  walls  are  8  in 

Hve^load  iTt h'  ”7,  Vould  b!  n^'addf.ioTa? 

bun’dVfs  19  ft  Oh,  Cie„d  fbPan,  °"  ,he  “st  w  oi  the 

of  the  building-  is  U  ft  pd. the  elear  span  in  the  west  part 
W  WHEREAS0!?6  Staff  T  dUt3y  *  a11  times  ;andfiVe  P£rSOnS 

buiWta^iaS'  Noevedmber°n2?f  iTF °f 

with  application  No.  4769-37  "’be  and  it  c,onnfctlo.n 
modified,  and  that  the  appeal  be  and  it  wSy  !5 
granted,  permitting  the  occupam  of  he  bi  lding  as 

^bSS  shalLTh'^  h°Spit,al'  "*  thl 

as  an  addit'onarS/o?  S' “X  ftetV^  X 

IlfSlSSaSaii 

twenty-fouPrTursSoreIina^  ^  fl°°r  during 


505-38-A. 

PREMISES  AFi.ectED-A)25  Lexington  avenue  east 
APPEARANCES— 

A  APPlicant :  None. 

the  and  reSOlUtion 

THE  VTnfNTOFR^LY  ^2,A193I8-^ESCIND  RES0EU- 

Affler?SVav:ai:haiTa^  Murdock-  Commission- 
Walsh  g  and  B  Um  and  Assistant  Chief 

Negative  . ’  ’  ’  *  . . . .  4 

Absent  .  . .  0 

THE  RESOLUTION — 

(505-38-A) 

file^on  “unelo  "IMS  J?°*“  Lfbf°rat0rieS'  Inc- 

Fire  Co, {.missioned  afcti^tremTses  °‘  ^ 

avenue,  east  side,  100  ft.  south  of  F^?  SI  Eex!ngton 
Manhattan /and”^  N°’  1308,  Lot  N°’  21)’  Bo^gh^of 
Whereas,  the  order  of  the  Fire  Commissioner,  dated 
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Mav  23  1938  No.  12865-LC,  reads: 

“Referring  to  your  application  for  a .  permit  to  c  - 
duct  a  still  film  laboratory  in  the  building  62s  Lex¬ 
ington  avenue,  Borough  of  Manhattan,  you  are  hereby 
notified  that  such  permit  cannot  be  granted  for  t 

SSEi  as  a  multiple  dwelling. 

S<2.'  ^BuUdinff  is  more  than  three  stories  ill  height  and 
is  not  of  fireproof  construction.  Sec.  C19-11/-A. 

3.  Building  is  not  equipped  with  an  approved  sys 
tern  of  automatic  sprinklers.  Sec.  L-nAAS. 

YOU  ARE  THEREFORE,  HEREBY,  ORDERED 

TO:  .  , 

1.  Discontinue  the  maintenance  or  operation  ot  a 
still  film  laboratory  in  the  above  premises. 

^Whereas,  the  building  is  four  stories  (39  ft.)  in _h«ght, 

20  ft  bv  50  ft.  in  area,  of  non-fireproof  constructs  , 
located  in  a  business  use  district;  erected  in  1867  ;  eqmpped 
with  a  sprinkler  system  in  stairway  and  ^  fol¬ 

lows :  1st  floor,  store;  2nd  floor,  office;  3rd  and  4th  floors, 

apartments,  4  persons  per  floor;  and  ,  ,  Tnlv  12 

Whereas,  this  appeal  was  granted  by  the  board  July  12, 

1938  the  following  resolution  being  adopted:  _  . 

“ Resolved ,  that  the  order  of  the  Fire  S^nndThlt 
No  12865-LC,  be  and  it  hereby  is  modified  and  that 
the'  appeal  be  and  it  hereby  is  granted  permitting  the 
present  occupancy  on  condition  that  the  equipment 
and  operation  shall  comply  with  the  requirements  of 
the  Fire  Commissioner.” 

^Whereas,  the  applicant  states  that  he  no  longer  occupies 

aVeT;JnTrfhhat0£theMBohardtao£  Standards  and  Appeals 
does  hereby  rescind  its  previous  resolution,  adopted  July 
12,  1938.  _ _ 

APPLIANCES  SUBMITTED  FOR  APPROVAL 
111-26-SA. 

APPLICANT— -Warren  Brothers  Company,  owner. 
SUBJECT— Gem  Fuel  Oil  Burner— application  for  reopen¬ 
ing — amendment  of  resolution  to  include  additiona 

names. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Request .to -reopen  withdrawn 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN —  .  • 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chiet 

Walsh  .  J 

Negative  .  n 

Absent  . . 


(187-33-SA) 

Whereas,  Charles  M.  Spindler,  for  Oil  Equipment  Lab¬ 
oratories,  owner,  filed,  May  17,  1933,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of 
their  device  known  as  the  Rotoflame  Oil  Burner ;  and 
Whereas,  this  device  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report,  and  a  report  of  the  assistant 
chief  of  the  Bureau  of  Combustibles,  Fire  Department, 
dated  June  26,  1933,  recommends  the  approval  of  this  de- 

'  ^Whereas,  this  device  was  aooroved  by  the  board  July 
14  1933  on  certain  conditions  and  owner  through  his 

ae-ent  David  Kaufman  requested  permission  to  market 
this  device  as  the  Imperial  Oil  Burner,  and  in  a  request 
dated  March  25,  1939  requested  permission  to  market  this 
burner  as  the  Home  Utility  Oil  Burner  in  the  Borough  of 

Rl<Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  July  14,  1933,  as  amended 
by  resolution  adopted  by  the  board  on  February  4,  1937, 

so  that  as  amended  it  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  device  known  as  the  Rotoflame 
Oil  Burner,  hereafter  to  be  known  as  the  Rotoflame 
Gem  Oil  Burner,  for  use  in  domestic  and  commercial 
installation,  for  use  with  oil  not  heavier  than  No  2 
when  installed  in  accordance  with  the  Oil  Bum* 
Rules  of  the  Board  of  Standards  and  Appeals ;  that 
all  installations  shall  bear  a  permanently  fixed  label 

reading  as  follows : 

S  NOTICE 

Approved  by  the 

BOARD  OF  STANDARDS  AND  APPEALS 
For  Use  in  New  York  City 
Under  Cal.  No.  187-33-SA. 

Resolved  further,  that  this  device  may  also  be  mar¬ 
keted  under  the  name  Imperial  Oil  Burner,  and  a: 
the  Home  Utility  Oil  Burner,  in  the  Borough  of  Rich 
mond,  on  condition  that  under  whichever  name  mar 
keted,  the  requirements  herein  shall  be  complied  with. 


187-33-SA.  _  . 

APPLICANT — David  M.  Kaufman,  for  Oil  Equipment 
Laboratories,  owner.  . 

SUBJECT— Rotoflame  Oil  Burner— application  for  reopen¬ 
ing — amendment  of  resolution. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu- 

THE  VOTEaTOdREOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  ^ 

Negative  . 

Absent  . .  u 

THE  RESOLUTION— 


48-35-SA.  . 

APPLICANT— Nathan  A.  Arvintz  for  the  Seal-O-btran 
Corporation  owner. 

SUBJECT— Application  for  consideration— reopening  an 

amendment  re  Approval  of  the  Seal-O-Strain  Cur 
Fill  Box  for  Fuel  Oil  or  Gasoline. 
APPEARANCES— 

For  Applicant:  None.  _  , 

ACTION  OF  BOARD — Application  reopened  and  reso 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLt 
TION —  •  • 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Uiiei 

Walsh  . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(48-35-SA) 

Whereas,  Nathan  A.  Arvintz,  for  the  Seal-O-Strai 
Corp.,  owner,  filed  February  20,  1935,  an  apphcati  St  a 
approval  of  their  appliance  known  as  the  Seal-uo 
Curb  Fill  Box  for  Fuel  Oil  or  Gasoline;  and  , 

Whereas,  this  device  was  submitted  to  the  g 
the  board  and  to  the  bureau  of  combustibles,  fire  a  p 

ment,  for  test  and  report;  and  v^rrland* 

Whereas,  the  report  of  the  engineer  of  the  b°ard  an 
the  representatives  of  the  bureau  of  combustibles,  app 
by  the  acting  deputy  chief  of  department  m  charg 
bureau  of  combustibles,  was  substantially  as  foUows.  ^ 
The  housing  of  this  fill  box  is  made  of  cast  iron 
is  cylindrical  in  shape.  The  upper  part  of  the  c 
is  6 Yz  in.  in  diameter  by  2j4  m.  deep,  and  the 
ttlic  ra Stine-  is  depressed  into  a  cylinder  5 A 
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dimeter  by  3  A  m  deep.  This  lower  cylinder  is  tapped 
and  threaded  on  the  bottom  and  side  for  pipe  connec¬ 
tions.  When  the  lower  orifice  is  used,  the  side  one  is 
>ugg/da"d  vice-versa.  Suspended  from  the  bottom 
upper, cyIlnder  and  extending  almost  to  the 
bottom  of  the  lower  cylinder  is  a  screen  made  of 
bronze  cloth  of  40x40  mesh. 

,  A  special  valve  fitting  is  attached  to  the  base  of  the 

'of' by/°1^  St,Ud  b0ltS'  Bolted  to  the  bottom 
of  this  fitting  and  extending  into  the  lower  cylinder  is 

a  bronze  frame  consisting  of  four  bronze  legs  joined 
by  two  perpendicular  cross  arms,  which  act  as  a  valve 

gllldeufor  th?  stem  and  spring  of  a  ground  seated 
lajve,  which  sets  into  the  opening  of  this  fitting. 

[  The  top  of  the  fitting  is  in  the  form  of  a  short 
hippfc  and  is  threaded  both  inside  and  outside.  Inside 
bis  nipple  and  fastened  to  the  upper  surface  of  the 
alve  is  a  bronze  depressor  which  depresses  and  opens 
he  valve  when  the  filling  hose  connection  is  screwed 
to  place.  The  cover  of  the  box  screws  into  place 
leing  threaded  to  fit  the  outside  thread  of  the  nipple 

Ah.  tu  uS  inserted  between  the  cover  and  the  body 
i  tbe  bH  box  proper  to  insure  a  tight  fit.  A  special 
eyf  If  necessary  to  remove  the  cover.  For  fuel  oil 

i  ten-^e  lin,e  must  be  run  from 
e  tank  to  the  fill  box  a  1  in.  deep  hole  is  provided 

'i  the  upper  portion  of  the  gasket.  Normally,  this  box 
'  aIwfys  closed,  except  when  the  tank  is  being  filled 
ie  valve  automatically  closes  upon  the  removal  of  the 
ink  wagon  connection.  These  fill  boxes  come  properly 

iel ol  rtorage  systemf8  f°r  USe  in  either  Sasoline  or 
It  is  the  opinion  of  the  engineer  of  the  board  and 

representatives  of  the  bSreau  of  combustibles  th« 
e  Seal-°-S,ram  F,  1  Box  for  Gasoline  and  Fuel  Oil 
afe  for  use  and  therefore  recommend  its  approval ; 


ITU  appliance  was  approved  by  the  board 
14,  1935,  and  applicant  requested  an  amendment  of 
Bolu  ion,  to  permit  the  use  of  this  appTanceTfuel 

ipsence  of  thrautomatic^chTck  °f  b°ard  VerificS 

P™*’  that  the  Board  of  Standards  and  Appeals  does 
t.  approve  the  device  known  as  the  Seal-O-Strain  Curb 
>x  tor  use  in  gasoline  or  fuel  oil  installations  when 
■Id  in  accordance  with  the  Oil  Burner  Rules  of  the 
j of  .Standard^ and  Appeals  and,  with  the  provisions 

dved  further,,  that  when  this  appliance’ is  used  in 
reed  STrov'ded.’  "0  additional  sh“‘  or  check 

6  A.  ‘ 

T  rvNT7~,Mohawk  0iI  Burner  Mfg.  Co  owner 
plica donbfWk  0il  B.urner>  Models  A  and  H— Ap- 
^RANCES-  reopemn£  amendment  of  resolution. 

r  m  °^T^pplicant :  None. 

fion  amBe^edD~ApPliCati°n  re°Pened  and  resoIu- 

'tionI0  RB0PEN  and  AMEND  RESOLU- 

Affirmafiver  Chairnian  Murdock,  Commission- 

Walsh  g  and  B  Um  and  Assistant  Chief 

Negative  .  4 

Absent  . 0 

esolution—  ° 

(110-36-SA) 

2  Q ? 0 h a w k  Oil  Burner  Mfg.  Co  owner  filed 

TV1'*,  Board’of  StendSds 

'  Oil  Bur„er!PM0dds0fA'anddH;Ceankdn0Wn  35  the 
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ft.WDEREjS,  the  device  was  submitted  to  the  engineer  of 

beepartmentaf„dr,,,’etDivjsi0n  o£  Combustibles  ofSe  Kiri 
epartment  for  test  and  report;  and 

plemfnt^L^r^0^  °f  the  engineer  of  the  Board  sup- 
piemented  by  that  of  the  representatives  of  the  Division  of 
Combustibles  was  substantially  as  follows- 

me^anicnaVdSmiWaS  M°dd  A'  Tbis  burner  »  of  the 
consists  of  the  ff-11Pre-SUre  at°T,IZing  gun  typc  =  ^d 

vua  srsiiS' pump  3nd  ^ 

Ignition— electric,  Webster  transformer 

117Tan0dSM^lnneaPrliST;Honeywe11  Pnotectorelay,  R- 
H7-3  and  Minneapohs-Honeywell  Pressuretrol  Model 

chSerfh,ehe0ih,wPPly  Sh“‘  °ff  -and  a  cold  combustion 
n  5nthe  ?U4nerJWa,s  put  mto  operation  and  the 

seconds  and  Shut,  the  burner  down  in  103 

tfon  W  Th  burner,  was  then  put  into  normal  opera- 
on  for  approximately  45  minutes.  During  the  period 

^and  cR  n0  ,flare  backs  and  tbf  Aam^was 
tree  and  clear  of  smoke.  Examination  of  the  com 

nof  insfeefed  and  Ited^0”'- 

„ As,  a  re®ult  of  this  inspection  and  test  it  is  recom¬ 
mended  that  the  Mohawk  Oil  Burner  Model  A  he 

XnTnstefled  In  "ac"’  i“d  — dafuS 

rDAezi\ssv^  sLx$riCT  tha-  N°: 

a"l ”  “a‘  a"d 

F  T“d“fJr  Soiu9Sna"d 

“Al  •  ”tbe  ,mairketmg  °f  tbe  burner  under  the  name 

and"  "Home  Ufility”;  da^dhe  “Morgan”-  “Superior” 

1Q^Hf^AS’i  ^blS  resoJution  was  amended  February  1 
1938,  to  include  name  “Home  Utility”,  Models  A  and  H] 

-eWoHfXsS'„amqeX  «£ 

owners  of  the  Mohawk  Oil  Burner  rP“  present 

a"dM« 

burnerai„s«haeiledSaalhbe.  ^  attad«d  each 
NOTICE 

BOARD  OF  STANDARDS  AND  APPEALS 
For  use  in  New  York  City 
Under  Cal.  No.  110-36-SA 

lr  c  the  Morgan  Oil  Burner,  Models  A  and  R 
the  Superior  Oil  Burner,  Models  A  and  R  i  J/’ 

Home  Utility  Oil  Burner  Models  A  and  H  ’  n 
the  requirements  herein  ire  complted  with  ’  P' ^°V‘ded 

Resolved  further ,  that  in  view  of  the  statement  hv 

he  TehSent  Tu,S  °,£  the  Moha»'c  Oil  Burner  n“mete 

the  Tberrno'blohawk  Corporation,  that  only’  six  of 
these  burners  have  been  sold  under  the  name  o f  Home 
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Utility  Oil  Burner,  all  in  the  B^fedtott^boMd  “‘wheS  the' report' i. ’the  engineer  of  the  board  reads 

under'  ST  N  ' V-^tT  per-  as  follows :  0F  ENGINEER 

Sitting  the  Rotoflame  Gem  Oil  Burner  also  to  be  Kt  March  27,  1939. 

marketed  under  the  name  of  Home  Utl  j  2  5U  .  Cal.  No.  308-36-SA  ,  n  . 

in  the  Borough  of  Richmond,  that ™ 0f  Amendment  to  Resolution  adopted  December 

hawk  Burners  shall  be  marketed  u  de  j  ^^5  approving  Model  825  to  include 

Home  Utility  Oil  Burner.  ’  Models  821A,  822A,  824,  826 1  and  827. 

— -  Under  date  of  December  1,  1936  the  Board  of  Stand- 

308-36-SA.  _  ards  and  Appeals  approved  the  Coleman  Oil  Burning 

APPLICANT — Coleman  Lamp  and  Stove  Co.,  owner.  Heater,  Model  825  on  certain  conditions  and  request 

QTTRTTi'CT  Annlication  for  consideration — reopening  and  now  has  been  made  to  approve  Models  821  A,  822 A, 

SUBJECamend£  “  Approval  of  Coleman  0.1  Burning  Jg*  826  and  827.  At  the  time  of  ™P'iTa“ 

824C812a61aSda8n27.SPaCe  ^  JimpanlS  by  a  Representative  of 

APPEARANCE^ ;  None  Aveim^a^d^Lds^IlU&LLL,  ^24,  826  and  827  were 

ACTION  OF  BOARD  Application  reopened  and  reso  u-  inspected ^  ^  Qf  the  round  radtant  tjpe 

THE  vM  REOPEN  AND  AMEND  RESOLD-  Mite  825^  opting  under  be 

ers  savage  aim  .  4  825  Model  g27  has  a  13  inch  diameter  fire  pot 

..  A  . .  0  Models  821 A  and  824-827  have  an  enclosure  of 

Negwe  . .  O  enameled  iron  over  the  round  heater  for  decorative 

THE  RESOLUTION- o8  36_sA)  ^ dSfol  tS  bta^ndtt 

Whereas,  the  Coleman  Lamp  and  Stove  Co  owner filed  Model  821  A,  822A,  824,  826  and  827,  under 

October  19,  1936,  an  application  with  the  Board  of  Stand-  ^  same  conditions  as  set  forth  in  the  resolution 

ards  and  Appeals,  for  approval  of  t  e  app  Heater  Resolved  that  the  Board  of  Standards  and  Appeals  does 

the  Coleman  Oil  Burning  Circulating  and  Space  Heate  ,  ^  the  appliance  known  as  the  Coleman  Oil 

Model  825;  and  _  .  ,  ,  PT1p-;neer  of  Burning  Circulating  and  Space  Heater,  Models  821A,  822,  , 

Whereas,  the  device  was  submitted  ,-Lt  Fire  824  825  826  and  827,  for  use  in  domestic  and  commerci 

the  board  and  the  Division  of  Combustibles  of  the  hire  824^25,.^  and  ^  ^  ^  Nq  x  fud  oil  when  m- 

Department  for  test  and  report ,  and  hoard  sun-  stalled  in  accordance  with  the  Oil  Burner  Rules  of 

Whereas,  the  rep°;L°^*LentaTives  of  the  Division  of  Board  of  Standards  and  Appeals  and  in  accordance  w 

Combustibles  US  subrtaS.y  as  fobowsi  the  ^^/Xt'yTS^ppvoved  by  ibe  New  Yorh  Fue 

The  8?  "  Thfs  ModelP825  is  of  the  "round  radiant  Department  shall  be  used  for  the  storage  and  Him* 

type,' the  burner  unit  of  which  is  of  the  pot  [  “JJj  'WhC-E ‘""Civil  bear  a  label  permanently  >!• 

whiclf  are  ^rfOTated^fo^the^admission'  of  air.  feed,  reading  as  follow^ 

The  oil  supply  of  this  burner  consists  of  a  4-gallon  +7 

*  1  wo+pH  i n  th p  rear  Between  the  tank  and  outer  Approved  by  the  armr-ATC 

‘shdl  of  burner  proper  tee  has  been  provided  a  BOARD  OF  STANDARDS  AND  APPEALS 

double  walled  shield  which  permits  of  adequate  air  Under  Cal.  No  308-36-SA. 

circulation  to  prevent  excess  heating  of  the  oil  m  r  ^^^‘"oKnb/device  shall  b 

theT£nklevel  of  oil  in  the  burner  is  controlled  by  ~  o?  ri* 

means  of  an  Automatic  Products  constant  level  valve,  shield,  extending  at  least  12  in.  beyond 

Model  240,  which  has  been  approved  by  the  board  such  device.  .  h  rner  shall 

of  Standards  and  Appeals  for  use  in  this  type  of  4-The  manufacturer -or .i^1^  ?f  th  the  Fir 

burner  .  ,  ,  ..  within  48  hours  after  each  installation,  nuu^ 

The 'legs  of  the  burner  are  equipped  with  leveling  Department,  in  writing,  of  the  of JJ®  Ps  0f  th 

screws  and  the  burner  itself  is  ignited  by  means  of  whom  this  burner  was  sold  and  the  address 

a  door  with  self-closing  cover  on  the  front  ot  the  premises  where  installed.  .  ,  hinl 

burner.  .  „  ,  5-This  burner  shall  be  connected  to  a  legm  ^ 

This  space  heater  was  operated  for  approximately,  ney,  complying  with  the  reTul^ei?-en  ®  pt.  •  said  chim 

40  minutes  and  it  was  found  that  all  controls  func-  of  chapter  V  of  the  Code  of  Ordmances^  a  ^ 

tinned  as  designed  The  space  heater  is  equipped  with  to  have  a  readily  accessible  cleanout  door, 

a°flue  conneXn  and  automatic  draft  adjusters.  In  connection  to  the  chimney  shall  be  equipped  with  aut 

recommending  this  space  heater,  Model  825,  for  ap-  matic  damper.  .  .  ,  «  .  ranee  oil  c 

nroval  it  is  suggested  that  certain  items  be  carried  ^_The  oil  used  in  this  device  shall  be  range 

out  for  its  installation  and  included  upon  its  instruc-  No.  1  fuei  od> 

tion  card,  and  that  this  approval  be  not  final  until  copy  - - — 

of  said  instruction  card  is  filed  with  the  Board  of  186_39_SA. 

Standards  and  Appeals  and  the  New  York  Fire  De-  APPlICANT — Hedges  and  Brother  owners 

partment.  SUBJECT— Hedges  and  Brother  Pilot  Vacuum 

^Whereas,  this  appliance,  Model  825,  was  approved  by  AppEARANCES — 

the  board,  December  1,  l936>  on  certain  conditions  For  Applicant .  None.  a  in  accordan 

applicant  requested  approval  of  Models  821 -A,  82Z-A,  8^4,  actiqn  OF  BOARD— Appliance  approved  in  a 

826  and  827 ;  and  pncr:nper  '  with  report  of  committee  on  tests. 

Whereas,  these  models  were  submitted  to  the  engineer 
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:  VOTE  TO  APPROVE— 

\  Affirmative .  Chairman  Murdock,  Commission- 

®rrs  Ravage  and  Blum  and  Assistant  Chief 

Walsh .  a 

Negative  .  q 

Absent  . q 

[RESOLUTION— 

( 186-39- SA) 

ereas,  Hedges  and  Brother,  owners,  filed  February 
1,9  .an  application  with  the  Board  of  Standards  and 
t  s  for  approval  of  the  appliance  known  as  Hedges 
.•other  Pilot  Vacuum  Breaker;  and 
.•reas  this  appliance  was  submitted  to  the  engineer 
r  board  for  test  and  report;  and 
j^eas,  the  report  of  the  engineer  of  the  board,  sup- 
tted  by  that  ot  the  representative  of  the  Department 
vter  Supply,  Gas  and  Electricity,  was  as  follows: 

xt  10?^9RT  0F  ENGINEER 
.1.  No.  186-39-SA. 

!proval  of  Hedges  and  Brother  Pilot 
Vacuum  Breaker. 

ledges  and  Brother,  owners,  filed  February  17  1939 
’  application  with  the  Board  of  Standards  and  Ap- 
'  Is  for  approval  of  the  appliance  used  in  plumbing 
}.)wn  as  the  Hedges  and  Brother  Pilot  Vacuum 
*ut.test,  was  conducted  at  30  Vande  water 

f  Ekitridt*  Dept- of  Water  Supply' Gas 

he  Hedges  and  Brother  Pilot  Vacuum  Breaker 
•  igned  to  relieve  vacuum  on  flush  valve  fixtures  only 
^stalled  on  the  outlet  of  a  flush  valve  with  Hass' 
jing  between  the  outlet  of  the  vacuum  breaker  and 
lphon  jet  water  closet.  The  outlet  of  the  water 
i  et  was  plugged  and  the  unit  filled  to  the  overflow 
with  uramine  colored  water  simulating  contamina- 

J-'vaWt  U9AI/U-P°u  beirg  subJected  to  a  vacuum 
3  valent  to  26l/2  inches  of  mercury,  showed  a  rise  of 

^red  water  to  only  2 J4  inches  above  the  flush  rim 

um4u  and  Tpeated  tests  checked  this  partial 
uum.  I  he  mechanical  principle  of  the  appliance 
semi-buoyant  circular  disc  closing  the  air  ports 
In  subjected  to  internal  pressure.  The  area  of  the 
iport  is  approximately  the  area  of  the  pipe  it  is 
:?ned  to  relieve  of  vacuum.  The  construction  of 
'unit  affords  a  clear  waterway  and  the  closing  of 
'nr  port  valve  is  affected  by  back  pressure  develop- 
Mn  the  waterway  of  this  siphon  jet  watercloset. 

•T  parfia!  vacuum  noted  is  within  the  3  inch 
decided  upon  as  being  the  maximum  vacuum  per- 
-d  in  test  and  well  below  the  4  inch  minimum 
If-*"  ^erflow  level  of  the  fixture  where  Rules 
-tive  to  Submerged  Inlets  and  Protective  Methods 
;  apphed  to  prevent  contamination  of  Wafer  Sup- 
.  the  E°ard  of  Standards  and  Appeals  pre- 

alhrprT  breaber®  be  Seated,  the  tests  indicate 
the  Hedges  and  Brother  Pilot  Vacuum  Breaker 

1277  ATT,1  .UI?der  ,the  Provision  of  Section 
-iz//-u-h,  Administrative  Code  (14.8  2  8  BC) 

:SSpnSevre  rec0I£mei?ded  that  ^e  Hedges' and 
ew  Yrn-L  ^aeuum  Breaker,  be  approved  for  use 
\  Z  York  City  in  conjunction  with  flush  valves 
on  condition  that  the  device  bear  a  label  in  the 
°t  a  small  circle  around  the  periphery  at  the 
i!“  *onV “APPW.  along  the  bottom  ■'B.S.&A  ” 
Venter  two  lines,  the  upper  line  reading  “N  YC” 
r  lme  reading  “186-39-SA.”  '  ’ 

I’d,  that  the  Board  of  Standards  and  Appeals  does 

-uum  Brea? P  laf  CC  kn°Wn  Tt  Hedges  and  Brother 
-uum  Breaker,  for  use  in  New  York  Citv  when 

i“the'aboTellrepoarntd  'abe“ed  °r  tagged  in  accord- 

c 

•4L. 

'lelvinator  ^rporatm"  DlViSi°"  Nash- 


S UJ 1 J  EC  r  iveivinator  Rotary  OH  Burner,  Models  NKB- 

i’of675S'  ^  640W’ » a"d 

APPEARANCES— 

For  Applicant:  W.  W.  Sill. 

ACTIOwiSFreB„?tRfD_ApP,ianCe  approved  >n  accordance 

the  vora^o  Approve!! °n  tests' 

Affirmative:  Chairman  Murdock,  Commission- 

ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  . 

Negative  . .  ^ 

Absent  . . 

THE  RESOLUTION— 

(2SS-39-SA) 

Whereas,  W.  W.  Sill,  for  the  Kelvinator  Division  Nash- 
Kelvinator  Corporation,  owner,  filed  March  1  1939  an 

application  with  the  Board  of  Standards  and  Appeals  ior 
pproval  ot  the  appliance  known  as  the  Kelvinator  Rotary 
Oil  Burner,  Models  NKB-275  S  400S  32s S  a 
640W,  840W  and  1080W-  and  ’  ’  675S’  440W> 

board^reads  as"  follows  ^  ‘he  committee  °"  '«ts  of  the 
REPORT  OF  COMMITTEE  ON  TESTS 

Cal.  No.  255-39- SA  March  27,  1939. 

Subject :  Approval  of  Kelvinator 
Kotary  Oil  Burner,  Models  NKB-275S 

w’  w  c’m7SS’  HOW,  640W,  840W  'and  1080W 
W.  W.  Sill,  agent  for  the  Kelvinator  Division,  Nash- 
Kelvinator  Corporation,  filed  March  1,  1939  an  appli¬ 
cation  with  the  Board  of  Standards  and  AppealsPfor 
approval  of  the  appliance  known  as  the  Kelvinator 
Rotary  Oil  Burner,  Models  NKB-275S  400S 
675S,  440 W,  640W,  840W  and  1080W  ’  525^’ 

insTalled15,?  mechanicad  draft  rotary  type  oil  burner 
nstalled  as  a  unit  with  a  round  cast  iron  sectional 

boiler,  a  built-in  hot  water  coil,  a  rectangular-shaned 
insulated  jacket  with  the  rotary’ oil  burner  equipS 
housed  in  the  boiler  base.  Models  NKB-275S  and 
400S  are  for  steam  boiler  and  440W  and  640W  are 

525ShandTT75S  ? ^  intermediate  section, 

r-r  and  675S  steam  and  840W  and  1080W  hot  water 
boiler  with  two  intermediate  sections.  The  models 

talled°andr  mainIy  t0  the  tyPe  °f  boiIer 

stalled  and  not  the  construction  of  burner. 

heRb“™err,COn^sts  °f  /he  following  assemblies: 
Burner  health  and  electrode  assembly 
Motor  assembly 
Oil  distributor 
Metering  valve  assembly 
Ignition  transformer  assembly 
Constant  level  valve  assembly  at  tank 
H-  • rner  hearth  is  a  precast  refractory  hearth 

WlthnahUClrCU  ar  cast  lron  plate  forming  the  base  on 
which  the  refractory  material  is  moulded.  This  plate 

w  ich  is  attached  to  the  boiler  base  with  cap  screws’ 

sernblv  Tl?  bKUrner  s,tack  and  ignition  electrode  as- 
o'  -Tb,  burner  hearth  and  stack  assembly  pro- 
f  kflglCf  mounting  for  motor  assembly  and  an 

&S1  contro1  o£  air  supply  to  com- 

Hr3he^m-°t0r-i1Sx0f  the  Split  phase  alternating  current 
type  designed  for  vertical  operation.  It  is  totally 

arou°nddthSe°  ^  ^  jnd  dust  Cannot  accumulate 
around  the  windings  and  rotor.  The  oil  distributor 

is  the  means  by  which  the  oil  carried  up  the  hollow 
shaR  °f  the  motor,  is  delivered  to  the  flame  ring 
,,e  oil  distributor  consists  of  a  cast  brass  hndv 
with  four  oil  tubes  and  a  threaded  insert  for  attach¬ 
ment  of  he  burner  fan.  The  burner  fan  is  a  co^o- 
s  on-resisting  steel  top  to  the  underside  of  which 
blades  are  attached  by  welding.  Cn 
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Electric  spark  ignition,  duo  electrodes  with  high 
tension rltransformer,  15000  volts, 
oacitv  with  a  filter  to  eliminate  radio  interference. 

P  The  dual  solenoid  valve  assembly  consists  of  a  cast 
body  containing  two  valve  seats,  a  strainer,  a  meter _  g 
valve  and  two  solenoid  coils  and  plungers  attached 
to  the  upper  part  of  the  valve  body.  Each  solenoid 
coil  is  for  110  volt  operation.  A  constant  level  valve 

S  The  controls  consist  of  a  Ranco  1  ype  RL-2  Immer¬ 
sion  Aquatrol,  a  Ranco  Steam  Boiler  Control  Type 
RLB  a  Ranco  Room  Thermostat  Type  RT,  a  stack 
switch  R-117,  Minneapolis  Honeywell,  a  low  water 

cutoff— optional.  ,  ,  Tinjpr. 

This  appliance  has  been  approved  by  the  Under 

writers  Laboratories,  October  29  1937,  File  MP  369 
Mp  139.  This  burner  was  inspected  and  tested  by  the 
committee  of  the  board  at  14i6f  Wesl  4th  str«^ 
Brooklyn,  with  the  oil  supply  shut  off ;  the  controls 
shut  the  motor  off  in  90  seconds.  There  were  no 
carbon  deposits  and  no  flashbacks.  Ihe  flame  was 

clean  and  free  from  smoke.  T}  nil 

It  is  recommended  that  the  Kelvinator  Rotary  Oil 
Burner  Models  NKB  275S,  NKB  400S,  NKB  525S 
NKB  675  S,  NKB  440W,  NKB  640W,  NKB  840W  and 
NKB  1080W,  be  approved  for  use  in  domestic  ana 
commercial  installations  with  fuel  oil  not  heavier  than 
No  3  U.S.  Dept,  of  Commerce  standards,  when  in¬ 
stalled  and  operated  in  accordance  with  the  above 
report  and  with  the  Oil  Burner  Rules  of  the  Board  of 
Standards  and  Appeals,  on  condition  that  the  burner 
bear  a  label  permanently  affixed  reading  Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in 

New  York  City  under  Cal.  255-39-SA. 

(Sgd.)  CHARLES  M.  BLUM, 
Commissioner. 
LESLIE  V.  HUBER, 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Kel  £ I T ,R ; 

Oil  Burner  Models  NKB  275S,  NKB  400S,  NKB  525S 
NKB  675 S’  NKB  440 W,  NKB  640W,  NKB  840W  and 
NKB  1080W  for  use  in  New  York  City  when  manufac¬ 
tured,  installed,  operated  and  labelled,  in  accordance  with 
the  above  report. 

MATERIALS  SUBMITTED  FOR  APPROVAL 
642-38-SM. 

APPLICANT— The  Celotex  Corporation  owner. 
SUBJECT _ Approval  of  Celotex  Floor  Insulation,  manu¬ 

factured  by  the  Celotex  Corporation. 
APPEARANCES— 

For  Applicant:  None. 

ACTION-  OF  BOARD — -Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  r. 

Absent  . u 


644-38- SM. 

APPLICANT— The  Celotex  Corporation,  owner. 

SUBJECT — Approval  of  Celotex  Vaporseal  Sheathing, 
manufactured  by  The  Celotex  Corporation. 

APPEARANCES— 

For  Applicant :  N  one. 

ACTION  OF  BOARD— Application  withdrawn  on  written 
request  of  applicant.  i 

THE  VOTE  TO  WITHDRAW—  I  M 

Affirmative:  Chairman  Murdock,  Commission-  i 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh . 4 

Negative  . C 

Absent  .  f 


643-38-SM. 

APPLICANT— The  Celotex  Corporation,  owner. 
SUBJECT— Approval  of  Celotex  Lath,  manufactured  by 
The  Celotex  Corporation. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  ^ 

Negative  . . . .  •  ~ 


645-38-SM.  '  , 

APPLICANT— The  Celotex  Corporation,  owner. 
SUBJECT— Approval  of  Celotex  Roof  Insulation,  maim 
factured  by  The  Celotex  Corporation. 
APPEARANCES — 

For  Applicant:  None.  - 

ACTION  OF  BOARD— Application  withdrawn  on  writter 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW—  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  ' 

Negative  .  1 

Absent  .  .  . 


313-38-SM. 

APPLICANT— Fred  Alban,  owner. 

SUBJECT — Firestop  Fireproof  Paint,  Odorless,  approve 
of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  tor  lack  o 
prosecution.  , 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  .  , 

Absent  . 1 

THE  RESOLUTION— 

(313-38-SM) 

Whereas,  Fred  Alban,  owner,  filed  April  28,  1938,  a 
application  with  the  Board  of  Standards  and  Appeals 
approval  of  the  material  known  as  the  Firestop  Fireproc 

Paint,  Odorless;  and  .  ,  ,  •  ;nfo. 

Whereas,  the  applicant  failed  to  furnish  certain  in 
mation  relative  to  the  chemical  composition  of  this  materid 
although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  di, 
missed  for  lack  of  prosecution. 


Absent 


821-38-SM. 

APPLICANT — (William  S.  Steele,  Inc.,  for  Munn 
Steele,  Inc.,  owner.  T  , 

SUBJECT— Application  for  approval  of  Zonohte  ins 
ing  Plaster  manufactured  by  Munn  and  - 
Inc. 

APPEARANCES— 

For  Applicant— William  S.  Steele.  , 

ACTION  OF  BOARD— Material  approved  in  accoiu 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  CoHimi 
ers  Savage  and  Blum  and  Assistant 

Walsh  . 

Negative  . ' 

Absent  . 

THE  RESOLUTION- 
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(821-38-SM) 

,’ierf.as,  W  illiam  S.  Steele,  Inc.,  for  Munn  and  Steele, 
owner,  filed  September  26,  1938,  an  application  with 
Soard  of  Standards  and  Appeals  for  approval  of  the 
t  ial  known  as  Zonolite  Insulating  Plaster  and  Zonolite 
lose  form  for  filling  in  between  sheds  of  fire  retarding 
lags;  and 

Pereas,  this  material  was  submitted  to  the  committee 
sts  of  the  board  for  test  and  report;  and 
'iereas,  the  report  of  the  committee  on  tests  of  the 
i,  reads  as  follows : 

REPORT  OF  COMMITTEE  ON  TESTS. 

>T  „  March  16,  1939. 

al.  No.  821-38-SM 

pproval  of  Zonolite  Insulating  Plaster, 

William  Steele,  for  Munn  and  Steele,  Inc.,  owner, 
ed  September  26,  1938,  an  application  with  the  Board 
t  Standards  and  Appeals  for  approval  of  the  material 
lown  as  Zonolite  Insulating  Plaster  under  the  provi- 
ons  of  C26-191.0  Administrative  Code  (2.2.3  BC)  and 
26-572.0. C.  Administrative  Code  (10.1.2.  BC)  and 
e  provision  of  Section  52.61  Multiple  Dwelling  Law. 
This  plaster  is  manufactured  under  two  formulas- 
Formula  No.  1  —  One  part  Plaster  size  Zonolite 

fibered. 

Three  part  U.  S.  Gypsum  neat 
plaster. 

Formula  No.  2  —  One  part  Gypsum  Cement  Plaster 
_  .  One  part  Dry  sand 

One-eighth  part  V  2-14  Zonolite. 

Zonolite  is  the  mineral  Vermiculite  expanded  at 
Lh  temperature. 

Tests  were  made  of  this  material  at  Columbia  Uni- 

7nty  ^h,ern was  Presented  by  F.  E.  Schundler 
i  Co.,  45-15  Vernon  Boulevard,  L.  I.  C.,  the  original 
nnufacturers  who  were  franchise  holders  from  the 
i'nohte  Company.  This  manufacturing  process  (the 
nnufacture  of  Zonolite)  was  inspected  by  the  En- 
Eieer  of  the  board. 

The  tests  at  Columbia  University  were  one  hour  fire 
^  a  ]Y0°d  stud,  wood  lath  and  plaster  partition 
vth  Zonolite  used  as  a  filler  between  the  studs  and 
faster  aggregate  for  one  panel  and  as  a  plaster 
??regate  only  for  another  panel. 

The  test  panels  were  24  inches  by  40  inches  con- 

ftini,°f  a  wood,  frame  of  2".x  4"  Plate  and  cap  and 
tjr  2  x  4  studs  spaced  11  inches,  16  inches  and  11 
hes  on  centres,  respectively.  Panel  #1— Standard 
(°n  lath  were  used  on  both  sides  of  the  panel.  U.  S. 
-psum  sanded  red  top  plaster  was  applied  to  the 
■'od  lath  of  Panel  #1  in  two  coats  after  which  a 
i:sh  coat  was  applied  using  a  mixture  of  two  parts 
i  e  and  one  part  plaster  of  paris.  The  total  thickness 
>  plaster  on  each  face  of  panel  was  34  inch.  The 
<il  volume  of  space  between  the  studs  was  computed 
G.4  cu.  ft  and  into  these  spaces  10.4  lbs.  of  Zonolite 
vs  Poured  equal  to  7.4  lbs.  per  cu.  ft.  The  filling 
v.  done  by  pouring  from  a  scoop  and  packing  lightly 
'.hand  after  which  the  cap  was  nailed  in  place  across 
fiends  of  the  studs. 

•  ane!r  ?  Standard  wood  lath  were  used  on  both 

SLaVw  Pl116-1,1116  srame  as  Panel  #l  plaster  was 
(hed  to  both  sides  of  panel  using  a  mixture  of  3 

rf  u-.b-  Gypsum  neat  plaster  and  one  part  of 
tif  /on?llte’  the.  Quantities  being  taken  by 
gnt.  Plaster  size  Zonolite  would  pass  a  #10  screen 
;,  e-ta-ed  on  a  #28  screen.  The  spaces  between 

1!  J  thlS  panel  were  not  filIed- 

he  fire  test  was  performed  in  accordance  with  code 

=  jrements  and  the  A.S.T.M.  Standard  Time  tem- 

1  nCirrue  Wlth  t!me  halved  to  reach  1700  degrees 

id  thn/tfi  °Ur  and  a  ,reSult  of  the  test  k  was 
Vhatihe,UneXp°,Sed  Slde  of  panel  #l  was  unaf- 
-ed  by  the  fire  and  the  transmission  of  heat  was 

not  rWe^P0Sw  Slde  of  panel  #2  was  discolored 
-  not  charred.  Water  was  applied  to  both  panels. 


On  the  basis  of  the  tests  this  material  was  accepted  by 
the  Tenement  House  Dept,  in  1936  for  the  fire  retard- 
mg  of  stairways  and  was  also  accepted  by  the  various 
Borough  Superintendents. 

On  the  basis  of  the  test  at  Columbia  University  and 
inspection  of  buildings  in  which  this  plaster  has  been 
used,  the  committee  on  tests  recommends  the  approval 
of  Zonolite  as  a  fire  retarding  material  under  the  sup¬ 
plementary  rules  and  regulations  of  the  former  Tene¬ 
ment  House  Dept.,  Section  1-2,  4  and  C.26-191  0  Ad¬ 
ministrative  Code  (2.2.3  BC)  provided  that  the  ma- 
terial  shall  be  placed  in  the  space  between  the  studs 
at  a  density  of  not  less  than  7.4  lbs.  per  cu.  ft.  where 
blown  in  it  shall  be  well  compacted  to  eliminate  pos¬ 
sible  voids  and  prevent  bridging  when  plaster  keys  are 
excessive. 

If  cross  bridging  or  other  obstructions  exist,  means 
shall  be  taken  to  gain  access  to  all  spaces  between  the 
studs.  Approval  is  also  recommended  for  Zonolite 
Insulating  plaster  as  a  fire  retarding  material  on  wood 
stud  and  wood  or  metal  lath  partitions,  without  the 
filling  of  the  spaces  between  the  studs  with  Zonolite 
under  the  provisions  of  (10.7.11  BC)  C26-659.0  Ad¬ 
ministrative  Code.  It  is  further  recommended  that 
the  Zonolite  &  Zonolite  _  insulating  plaster  shall  be 
installed  under  the  supervision  of  the  manufacturer  or 
his  agents  and  that  each  bag  containing  this  material 
shall  be  stamped,  labelled  or  tagged  reading :  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  821-38-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Zonolite  Insulating 
Plaster  and  Zonolite  in  loose  form  for  filling  in  between 
studs  in  fire  retarding  partitions  for  use  in  New  York 
City  when  manufactured,  installed  and  labelled  or  tagged 
in  accordance  with  the  above  report. 


1176-38-SM. 

Cement  Company,  owner. 

APPEACru^CES— ^  °£  Bnxment  (Masonry  Cement). 

A rTTnv°ncPDPmannn C\ ?•  Power  and  Bernard  Spitz. 
ACTION  OF  BOARD— Material  approved  in  accordance 

'HTTP  ^p^preport  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission- 

S.rs  ,  ,avaSe  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  . n 

Absent  . ^ 

THE  RESOLUTION— 

(1176-38-SM) 

De«mb#SifiheiQ«Uifme  Comi?n>''  owner,  filed 

December  16  1938,  an  application  with  the  Board  of 

Standards  and  Appeals  for  approval  of  the  material  known 
as  Bnxment  (Masonry  Cement)  ;  and 

nn UfifAfUt1!liSKmatflal  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  committee  on  tests  of  the 
boaid,  reads  as  follows: 

REPORT  OF  COMMITTEE  ON  TESTS. 

RE:  Cal.  No.  1176-38-SM.  March  16,  1939‘ 

Sub[ecti  Approval  of  Brixment  (Masonry  Cement) 

1  he  Louisville  Cement  Company,  of  315  Guthrie 

ber^h  Ll°qUiSVllle’  Ky”. fiJed  wdh  the  board  on  Decem- 
ber  16,  1938,  a  request  for  the  aporoval  of  Brixment 
(Masonry  Cement)  for  use  in  New  York  City. 
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Brixment  (Masonry  Cement)  which  is  made  at 
Brixment  N  Y.,  consists  of  Natural  cement,  Portland 
cement  with  sufficient  integral  waterproofing  added  to 
give  desirable  water-repellant  qualities. 

A  sample  of  this  cement  was  selected  by  the  Board 
and  tests  were  made  in  the  presence  of  a  representative 
of  the  Board,  at  Columbia  University,  under  the  juris¬ 
diction  of  Prof.  L.  T.  Work.  •  ,1 

A  record  of  the  supply  of  raw  material  ffledwMh 
the  application  indicates  that  consistently  homogeneous 

raw  materials  are  available  for  at  least  fifty  (SO)  years. 

Flow  sheets  have  been  filed  indicating  the  method 
of  manufacturing  of  these  products.  Samp  es  of  these 
materials  were  tested  in  accordance  with  *e  require 
ments  of  A.S.T.M.  Specifications  C91-38-T  and  Federal 
Specifications  SS-C-181-b,  Type  II  masonry,  paragraph 
El  to  E7,  excluding  paragraph  E5  which  refers  to 
non-staining  properties.  The  results  of  tests  per¬ 
formed  at  Columbia  University,  dated  March  1  March 
9  and  March  10,  1939,  filed  herewith,  are  are  follows. 

CHEMICAL  ANALYSIS 

Silica  (SiO,)  . . . 

Iron  Oxide  and  Alumina  (R203) .  7.66% 

Lime  (CaO)  . 44’5^0 

Magnesia  (MgO)  . 

Sulfur  Trioxide  (S03)  . 

Loss  on  Ignition  . .11.12% 

99.96% 

PHYSICAL  TESTS 

aTYm^SIa!  a,.SuieeSPaL 

C-91-38T  SSC481-b  C-91-38T  SS-C-181-b 

^'percent  88.9  88.9  80+  88+ 

Initial  Set  5  hr,  5  hr,  Notless^  Not  less^ 

Final  Set  thanThr, 

Soundness  Sound  Sound  Sound  Sound 

Water  reten¬ 
tion,  per¬ 
cent  (after 

suction  for  r  , 

Msec.)  80%  80%  —  Greater% 

Water 

-Pel'-cy  0  285  _  Not  more 

percent  0.285  0  285  _  than  0.90 

Strength  (average  for  rTvnp21 

three  (3)  specimens)  '-J-yPe  ) 

Compression  7  days  P.S.I.  1564  ^1317  ^  ^  ^ 

Compression  28  days  P.S.I.  2082  J7H  ^  ^  ^ 

Tensile  7  days  P.S.I.  230 

Tensile  28  days  P.S.I.  292 

As  a  result  of  these  tests,  it  is  recommended  that 
Brixment  (Masonry  Cement)  be  approved  for  use  in 
New  York  City  pursuant  to  sections  C26-313  U  b 
(7.1.18.3  B.C.)  C26-314.0  (7.1.1.9  B.C.)  and  C26-418.0 
(8.4.1. 6)  (as  amended)  of  the  Administrative  Coae  and 
that  monthly  reports  of  results  of  manufacturer  s  tests 
be  filed  with  the  Board.  The  material  is  marketed 
in  65  lb.  cloth  and  paper  bags  and  in  bulk.  When  packed 
in  bags  it  shall  be  tagged,  labelled  or  marked  Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  under 
Cal  No  1176-38-SM”  and  when  marketed  in  bulk  tor 
use'  in  New  York  City,  the  bill  of  lading  shall  be 
similarly  marked,  or  in  lieu  thereof,  a  die  or  stamp 
be  made  (and  stamped  or  labelled  on  bag),  bearing 


the  following  inscription  within  a  circle :  around  the 
periphery  at  the  top,  the  word  APP  VD.,  along  the 
bottom  “B  S  &  A.” ;  in  the  center  two  lines,  UPPER 
line  reading  “N.Y.C.” ;  LOWER  line  reading  “1176- 

-JO  CM” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Brixment  (Masonry 
Cement)  for  use  in  New  York  City  when  manufactured, 
used  and  labelled  or  tagged  in  accordance  with  the  above 

report. 


228-39-SM. 

APPLICANT— Porete  Manufacturing  Company,  owner. 
SUBJECT — Porete  Nailing  Slabs  and  Porete  Channel 
Slabs,  approval  of. 

APPEARANCES— 

For  Applicant:  Ernest  Walter. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  J 

Negative  .  „ 

Absent  . 

THE  RESOLUTION— 

(228-39-SM) 

Whereas,  the  Porete  Manufacturing  Company  owner 
filed  February  24,  1939,  an  application  with  the  Board  ot 
Standards  and  Appeals  for  approval  of  the  material  known 
as  the  Porete  Channel  Slabs  and  Porete  Nailing  Slabs,  and 
Whereas,  this  material  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  committee  on  tests  ot  the 

board,  reads  as  follows : 

REPORT  OF  COMMITTEE  ON  TESTS. 

RE :  Cal.  228-39-SM 

Subject:  Porete  Channel  Slabs  and 

Porete  Nailing  Slabs,  approved  ot. 

The  Porete  Manufacturing  Company  of  Arlington, 
N  I  filed  an  application  with  the  Board  of  Standard, 
and  Appeals  for  the  approval  of  their  roo  hies  ani 
floor  slabs  known  as  Porete  Channel  Slabs  and 
Nailing  Slabs  under  the  pertinent  sections  ot  the  AQ 

ministrative  Code.  .  rhan- 

Porete  Channel  Slabs  are  reinforced  concrete  chan 

nels  24"  in  width  with  other  details  as  follows.  ^ 

Length  of  slab  «  1 ,  3}J. 

Thickness  of  slab  hV 

Thickness  of  web  _  U/8  A/8 

Diameter  of  reinforcing  bar 

in  flange  .  3/s  #14  Gauge  4"  o.c 

Longitudinal  wires*  ^  ^ 

^The^wlres^ comprise  an  electrically  welded  gal 

These^abs  were  made  of  concrete  consishn|^of 
part  of  Portland  Cement,  one  part  sand  and2A 
of  Haydite  aggregate  which  consisted  ot 

burned  clay  up  to  J4"  size-  .  ,  width  o 

Porete  Nailing  Slabs  are  flat  slabs  24  ,  . 

reinforced  concrete  with  other  details  as  follows .  ^ 

Length  of  Slab  (6')  2j ^ 

Thickness  of  slab  “/2  #5 

Longitudinal  wire  gauge  #10 

Transverse  wire  gauge  #  ^  3” 

Longitudinal  spacing  * 

Transverse  spacing  u 
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These  slabs  were  made  up  in  two  layers  of  concrete 
le  top  layer  consisted  of  a  mixture  of  one  part  Port- 
md  Cement,  \/  parts  granulated  cork  and  2  parts  of 
faydite  cast  to  a  depth  of  1 //'  in  thickness.  The  bot- 
)m  layer  consisted  of  one  part  Portland  cement  /■> 
hrt  of  sand  and  3  parts  Haydite.  ’ 

Specimens  of  these,  slabs  were  submitted  and  tested 
(  Columbia  University,  results  of  which  are  filed  in 
us  report  dated  April  5,  1937,  with  extracts  therefrom 
toilows : 

PORETE  CHANNEL  SLABS 

lan  (6') 
rea  of  slab 
ax.  load 
ax.  test  load 
l  Max.  test  load 
San  (7') 

.•ea  of  Slab 
lax.  load 
tax.  test  load 
V  Max.  test  load 
:an  (8') 

'ea  of  Slab 
Vix.  load 
Wx.  test  load 
i  Max.  test  load 


72//' 

72//' 

72//' 

11.91D' 

11.91  □' 

11.91  □' 

3160# 

3170# 

3070# 

265#/n' 

266# /□' 

258#/D' 

66#/D' 

66#/n' 

64#/Q' 

84  //' 

8414" 

84/" 

13.9HJ 

i3.9m' 

i3.9m' 

4100# 

4200# 

3820# 

295#/D' 

302#/D' 

275#/m' 

73#/Q' 

75#/D' 

68#/m' 

96^4" 

9674" 

9674" 

15.88m' 

15.88m' 

15.88m' 

4240# 

4200# 

4000# 

267#/D' 

265#/D' 

252#/m' 

66#/D' 

66#/D' 

63#/m' 

NAILING  SLABS 

5974" 

597/s" 

5974" 

9.93  □' 

9.93  □' 

9.93D' 

2870# 

3160# 

2470# 

289#/d' 

318#/m' 

299#/D' 

72#/U 

79#/Q' 

74#/Q' 

7  m" 

717/s" 

7174" 

11.9 70' 

11.9  7W 

11.97m' 

3000# 

3080# 

3380# 

251#/D' 

257#/m' 

282# /□' 

62#/D' 

64#/D' 

7o#/m' 

iin  (5') 

^a  of  slab 
lx.  load 
lx.  test  load 
iMax.  test  load 
in  (6') 
a  of  slab 
ta.  load 
k  test  load 
da x.  test  load 


tnese  tests  the  committee  recom- 
<ds  approval  of  the  slabs  as  listed  below  as  meeting 
‘  requirements  of  C26-619.0  Administrative  Cod! 
iL‘  L  °J  roo£s  as  Class  1  and  Class  2  construction 
e  the  fire  protective  covering  is  omitted  from  roof 
L^es  aS  m  C26-618.°  Administrative  Code 

(5  2 V  «,k  drf  Ci6'620  C  Administrative  Code 
SUJX  2)  as  the  concrete  top  slab  provided  for 
-in,  under  C26 .670.0  Administrative  Code  (10.121) 

( r  r?6  n°A^  sl-a^  as  Prov^ed  d°r  therein  and 
r  C26-626.0  Administrative  Code  (10.3.8)  simple 
33  under  loads  as  follows :  P 

PORETE  CHANNEL  SLABS 
’Pans  6'  0"  Superimposed  load  64#/D' 

’Pans  7'  0"  Superimposed  load  70# /Q' 

,pans  8'  0"  Superimposed  load  64#/Q' 

PORETE  NAILING  SLABS 
>pans  5'  0"  Superimposed  load  74#/D' 

Pans  ®  0"  Superimposed  load  (A#/{jr 

c«0oTvM!eHheC0^men^S  /urther  that  all  slabs  be 
(in  Soor  n!d  aerein’  and  when  these  slabs  are 
J  to  resiSg  ade?uate  surfacing  shall  be  provided 
!  to  JS? Thl?8  S^ar‘  Precautions  shall  be 
’  nd  that  nr!  structural beams  on  which  these  slabs 

orete  ulh  bea[ing  is  Provided !  that 

ete  Nailing  Slab  have  the  top  of  the  slab  as 


maiked  and  that  each  slah  made  for  use  under  this 
approval  be  marked  as  follows :  “Approved  for  use  in 
New  York  City  by  the  Board  of  Standards  and  Appeals 
undfr  CM  228-39-SM,”  or  in  lieu  thereof  a  die  be 
made  bearing  the  following  inscription  within  a  circle ; 
around  the  periphery,  at  the  top,  the  word  “APP’VD.” 
along  the  bottom  “B.S.  &  A.”,  in  the  center,  two  lines 
228  39  SM  »eading  “N-Y.C.”,  lower  line  reading  “Cal.’ 

(Sgd.)  BERNARD  A.  SAVAGE, 

„  Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

e solved  /hat  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Porete  Channel 
Slabs  and  Porete  Nailing  Slabs,  for  use  in  New  York  City 
when  manufactured,  installed  and  labelled  or  tagged  in 
accordance  with  the  above  report 


Adjourned  :  5  :20  P.  M. 

Edward  V.  Barton,  Chief  Clerk. 


^CORRECTION 

Na  n- Vo1- 24 « 

THE  RESOLUTION— 

(191-39-SA) 

L°^is  M-  Barish«  £or  the  Yale  and  Towne 
lanufacturing  Company,  owner,  filed  February  17  1939 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  appliance  known  as  the  Yale  and 
Towne  Tri-Rotor  Pump  for  Fuel  Oil ;  and 

WtisREAs  this  appliance  was  submitted  to  the  engineer 
of  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  engineer  of  the  board  reads 
as  follows : 

REPORT  OF  ENGINEER 
Re.  Cal.  191-39-SA. 

AFue7o!l  °f  Yafe  and  T°Wne  Tri-Rot”arP«'nP  ^ 
Louis  M  Barish  for  The  Yale  and  Towne  Mfg. 

?ed  February  17,  1939,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of 

Pump1ornFue"°OiI.  “  ““  Yale  a"d  T°Wne  Tri-Roto'' 
The  design  of  these  units  consists  of  a  housing  rotor 
p,?ton  shuttle,  block  and  cover.  The  rotor  t  concenl 
nc  with  the  shaft  and  is  a  liquid-tight  fit  in  the  hous- 
nigU  -e  ™tor  has  a  square  slot  across  its  face  (see 
illustration)  which  forms  a  double-end  square  cylinder. 

A  corresponding  double-end  square  piston  operates  in 
this  slot,  and  the  piston  which  is  in  the  form  of  a  chan- 
nel  receives  the  shuttle  block.  The  shuttle  has  a  hole 
in  the  center,  forming  a  bearing  operating  on  an  offset 

Sp’nffcT  6?  !-n  thr  Tver-  When  the  rotor  revolves, 
the  offset  relation  of  the  pin  to  the  rotor  shaft  imparts 

?hnHUPhwiingT^0ti0-n  to  both  the  Piston  and  the 
s  uttle  block.  Ihis  gives  the  pump  a  piston  displace¬ 
ment  action.  p 

Two  openings  through  the  side  of  the  rotor  act  as 
ports  for  the  liquid  pumped  by  the  shuttle  block.  These 
openings  are  at  right  angles  to  the  square  piston  slot 
in  the  rotor,  making  four  pumping  strokes  for  each 
revolution.  These  start  every  90  degrees,  and,  as  the 
strokes  overlap  and  as  the  area  of  the  shuttle  and 

flow  ofaifquidUa  ’  tHe  resulting  dischar&e  is  a  smooth 

This  pump  capacity  ranges  from  3  gallons  minimum 
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to  200  gallons  maximum  per  minute,  with  a  pressure 
from  40  lbs.  minimum  to  150  lbs.  maximum,  _  k  H.  . 

15  H.P.  and  all  grades  of  fuel  oil.  The  bearings  are  o 

'^The  pump  was  inspected  and  tested  in  operation  at 
No.  43  Leonard  Street,  New  York  City  and  found  to 

^Thkf  pump  has  been  approved  by  the  Fire  Depart- 
ment  fo?  use  with  gasoline  Certificate  No.  951  and  has 
been  approved  by  the  Underwriters  Laboratories. 

It  is  recommended  that  the  Yale  and  Towne  Tn- 
Rotor  Pump  be  approved  for  use  with  fuel  oil,  on 
condition  that  the  pump  be  installed  in  accordance  wit  i 
the  Oil  Burner  Rules  of  the  Board  of  Standards  and 
Appeals,  and  have  a  label  permanently  affixed  thereto 
reading  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  No.  191- 

Rewired  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Yale  and  Towne 
Tri-Rotor  Pump  for  Fuel  Oil,  for  use  in  New  York  City 
when  manufactured,  installed  and  labelled  in  accordance 
with  the  above  report. 


and 


Section  6.4.1. 1.  Building  Code.” 


*Correction — The  word  “Tro-Rotor”  changed  to  “Tn- 
Rotor”  in  line  63  of  resolution. 


♦CORRECTION 


The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Tuesday,  March  14  1939,  as  they  ap¬ 
peared  in  Bulletin  No.  12,  Vol.  24,  are  hereby  corrected  to 

read  as  follows : 


THE  RESOLUTION— 

(306-39- A) 

Whereas,  David  Tishman,  Sr.,  for  Real  Holding  Com 
pany,  owner,  filed  on  March  10,  1939,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  Mnldmgs,  af¬ 
fecting  premises  136  East  57th  street  and  691-695  Lexington 
avenue,  southeast  corner  (Block  No.  1311,  Lot  No.  50), 
Borough  of  Manhattan;  and  .  ,  . 

Whereas,  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Application  No.  724-1939,  dated  March  10, 
1939  reads  * 

“1.  Exit  facilities  are  inadequate  for  the  number  of 
persons  you  propose  to  accommodate  on  the  6th,  7th, 
8th  and  9th  floors,  namely,  6th  floor— 126,  7th  floor- 
225,  8th  floor— 155  and  9th  floor— 165,  and  maximum 
total  in  four  floors  at  any  one  time  of  465  persons. 


Whereas  the  building  is  19  stories  and  pent-house  (229 
ft.  6  in.)  in’  height,  100  ft.  by  50.5  ft.  in  area;  of  fireproof 
construction;  located  in  a  business  use  district;  erected  in 
1930  and  occupied:  Cellar— storage,  0  persons;  1st  story— 
stores,  70  persons;  2nd,  3rd,  4th  and  5th  stones-ofhces, 
55  persons  each  story;  6th  story-art  school,  126  persons; 
7th  story-art  school,  225  persons;  8th  story-art  school, 
155  persons;  9th  story-art  school-165  persons;  10th,  11th 
12th  13th  14th  and  15th  stories— offices,  55  persons  each 
story  -  16th  and  17th  stories— offices,  45  persons  each  story; 
18th  and  19th  stories — offices,  30  persons  each  story ,  pent¬ 
house — apartment,  5  persons ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
rent  the  6th,  7th,  8th  and  9th  floors  to  the  New  York  School 
of  Fine  and  Applied  Arts;  that  the  stair  landings  will  be 
enlarged,  so  as  to  give  an  allowable  occupancy  of  100  per¬ 
sons  per  floor,  as  shown  on  plans  filed  with  this  appeal; 
that  the  school  occupancy  will  total  465  persons;  that  per¬ 
mission  is  respectfully  requested  to  permit  the  occupancy 
on  the  6th  floor  of  126  persons,  on  the  7th  floor  225  per¬ 
sons  on  the  8th  floor  155  persons  and  on  the  9th  floor  165 
persons,  provided  that  the  total  number  of  persons  on  these 
floors,  including  students  and  instructors,  shall  not  exceed 
490  persons  at  any  one  time. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Application  No.  724-39,  objection  No.  1,  be  and  it 
hereby  is  modified,  and  that  the  appeal  be  and  ,t  hereby  j s 
granted,  permitting  the  occupancy  as  proposed  on  the  6th 
7th  8th  and  9th  floors,  on  condition  that  on  the  6th  8th 
and  9th  floors,  a  stairway  enclosure  shall  be  enlarged  by 
the  construction  of  the  vestibules  as  proposed  and  on  the 
7th  floor  similar  vestibules,  except  approximately  <Uuble 
the  area  shall  be  constructed ;  that  there  shall  be  con¬ 
structed  between  the  7th  floor  and  the  6th  ^flofor’  -*n  a- CS‘ 

tional  stairway  with  treads  not  les flo"  eveT bui 
which  may  have  an  open  railing  on  the  7th  floor  level  ,  out 

enclosed  on  the  6th  floor  according  to  *e  rcquirem^s  o 
the  building  code ;  that  the  occupancy  shall  not  exceed  at 
any  time  the  numbers  named  in  the  application  and  in  view 
of  this  permitted  increased  occupancy,  the  occupancy  of  the 
four  floors  directly  below  shall  not  exceed  the  occupancy 
of  55  persons  permitted  by  the  certificate  of  oc cupancy, 
that  the  building  shall  have  no  manutactuung 
occupancy  deemed  hazardous  by  the  borough  superinten¬ 
dent. 


♦Correction — The  words  “including  students ‘  and  instw 
tors”,  inserted  in  line  39  and  the  numbers  465  changed 
“490”’  in  line  40  of  resolution. 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  board 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  _  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


;es  of  the  board  and  of  the  further  publication  of 
rndars  in  the  daily  press.  .  .  . 

'ourth.  That  no  one  is  entitled  to  written  notice  onn 
e  for  the  hearing  in  his  case,  and  that  the :  p  e 
receive  such  notice  is  no  excuse  for  neglec 
'ifth,  That  the  business  of  the  board  is  to  dispose  ot  a 
es  promptly,  for  the  reason  that  the :  Pen^;J-strativ' 
»eal  or  application  ties  the  hands  of  the  admin  t 
cial  in  enforcing  his  order;  therefore,  no  appM 
ration  will  be  held  in  abeyance  by  reason  of  ta  ^ 
appellant  or  applicant  to  file  necessary  d  » 
er  method  of  delay.  . 

iixth,  That  no  appeal  or  application  win  b^faPnd  dat 
ng  unless,  at  the  time  of  filing,  all  PaPU"s’  p  tue  blan 
luired  by  law  are  supplied,  as  specified 
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PROPOSED  RULES  ON  USES  OF  INSULATING  FIBRE  BOARD. 

[170-39-SR]  Minimum  tensile  strength,  pounds 

ICE^  IS  HEREBY  GIVEN  that  a  public  hearing 


“Yj  ^ ,  '“'i  v  J—L''  lUclL  a  puunc  nearing 

held  by  the  Board  of  Standards  and  Appeals  on 
i  Maj  5,  1939,  at  10  a.m.,  Room  1013,  Municipal 
i  on  Proposed  Rules  relative  to  Uses  of  Insulating 
fBoard. 

iity: 

uant  to  the  authority  vested  in  the  Board  of  Stand- 
(.0  Appeals  by  Section  666,  paragraph  2,  Charter  of 
9  °f  Nezv  York>  and  C26-189.0  Administrative  Code 
.),  C-26-462.0  of  the  Administrative  Code  (8.4.10.6), 
A.0,  sub.  g,  Administrative  Code  (8.4.10.2),  C-26- 
ub.  b,  Administrative  Code  (8.7. 2.3),  C-26-541  0 
%  Administrative  Code  (8.7. 2. 6.1),  C-26-667.0,  para- 
:f\n  8,’j Administrative  Code  (10.9.2.4),  sub.  c,  and 
‘n  budding  Code,  C -26-680,  sub.  21,  Administrative 
10.12.11.1) ,  C -26-541.0,  Administrative  Code  (8.7. 2.6. 
5-619.0,  Administrative  Code  (10.3.1),  and  C-26- 
dmmistrative  Code  (12.2). 

Where  reference  in  parentheses  appears  after  the 
Administrative  Code  Section,  it  refers  to  the  Sec- 
tion  of  the  New  Building  Code  as  formerly  num¬ 
bered. 


Classes  of  Fibre  Board. 

Wood  Fibre 

’  Exploded  vVood  Fibre 
'  Balsam  and  Wood  Fibre 
]  Western  Wood  Fibre 
/  Cane  Fibre  (Bagasse'* 

)  Pulp  from  waste  papers 
)  Straw  Fibre 

)  Ground  Wood  Pulp  Fibre 
)  Corn  Fibre 

rRUCTUBE  OF  FIBRE  BOARD.  Fibre  boards 
all  be  manufactured  from  wood  or  other  vegetable 

ith  IF’3  ffting  °r  moIding  process  and  provided 
tth  sizing  to  render  water-resistent,  and  shall  be 

,'mnwl  l°ia  fuftlclent  drying  temperature  so  as  to 
mpletely  destroy  rot-producing  fungi.  No  starch 

tSehoTd  verm  in. 6  made  ,0xic  t0 

ae  structure  of  the  board  may  be  either  single  or 
altiple  ply,  and  if  latter,  the  plies  shall  be  joined 

^  sPhalSlSUhe  cy  a,m?IStUre  fisting  cement.  Sur¬ 
ges  shall  be  finished  smooth  and  free  of  coarse 

i"  sai£tCr  bf-e’  W,a11-  b°a^d’  roo£  boards-  sheath- 
•  ’  ill  r°<?f  Lnsu  atlon’  floor  insulation,  acousti- 

Meous  nf°rePfi  f'Sh’  thC  ?bre,  board  sha11  be  home- 
>  er  defects  fr°m  cracb:s’  iumPs»  unevenness  and 


Table  1 


Miscpl  - 

Building  Plaster  laneous 
/■nt  oarfl  .  Base  uses 
(Note  5)  (Note  6)  (Note  7) 


r  thermal  conductivity 
er  hour  per  square  foot 
Re  b.  per  inch  thickness 

n 

1  transverse  strength, 
’se  (note  2)... 

'-rosswise  (note  2) 

1  deflection  at  ultimate 
lies. . . 

u.oo 

14 

12 

n  9c 

U.36 

14 

12 

r  deflection  at  ultimate 
•es  (note  3) 

.85 

U.4  5 

.85 

0.36 


7 

7 


0.25 

1.25 


Water  absorption  per  cent.. . 

Maximum  linear  expansion,  per  cent 
Nail  holding  strength  #... 

Bond  strength  per  square  foot  of 
bonded  surface . 


175 

175 

100 

5 

1/ 

5 

1/ 

10 

72 

100 

72 

70 

60 

_ 

700 

Note 

Note 


1. 


2. 


Note 

Note 


Note 

Note 


Note  7. 


No  board  of  any  class  having  a  conductance  greater  than 
ou  b.t.u.  per  hour,  per  square  foot  per  degree  F.  irre¬ 
spective  of  thickness  will  be  acceptable  under  these  rules. 
This  requirement  is  based  upon  specimens  %  inch  thick. 
L°r;nS^C1T;  °a-  0ther  thicknesses  the  requirement  shall 
of  iZl  n  n\reCt,  Proportion,  that  is,  for  a  thickness 
or  1-inch,  it  shall  be  doubled,  etc. 

Minimum  deflection  at  rupture  shall  be  not  less  than  .25". 

Tensile  strength  requirements  shall  be  applicable  only  on 
thicknesses  up  to  and  including  1-inch. 

Edges  shall  be  square  for  building  board. 

Edges  shall  be  either  ship  lapped  bevel  and  ship  lapped 
;^?rFtUa  and  gT00yed,  bevel  and  tongue  and  grooved,  “V”’ 
jointed,  or  ship  lapped  and  grooved.  Each  board  shall  be 

sucHon°bond.^br°US  t6XtUre  t0  inSUre  g°°d  mechanical  and 
Edges  shall  be  square  unless  ship  lapped  or  offset. 


2.1 
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Rule  2.  Uses  and  IMetHods  of  Applying 
Fibre  Board. 

Fibre  board  may  be  used  as  a  plaster  base  or  wall 
board  in  non-firepro_of  commercial  structures  not 
more  than  2  stories  in  height  and  in  one  and  two 
tamdy  dwellings  not  exceeding  three  stories  in 
height  and  in  Class  3  multiple  dwellings  for  par¬ 
titions  and  ceilings  where  either  no  fire  resistive 
rating  is  required  or  where  a  fire  resistive  rating 
not  exceeding  y2  hour  is  permitted  and  installed  in 
accordance  with  the  requirements  of  C-26-458  Ad¬ 
ministrative  Code  (8.4.10.2)  and  C-26-462  0  ’  Ad¬ 
ministrative  Code  (8.4.10.6). 

The  joints  on  walls  and  ceilings  shall  be  broken 

of  and  in  no  event  sha11  'oints 

of  fibe  board  lath  be  in  vertical  line,  excepting  in 
the  corners  of  a  room.  The  joints  shall  be  broken  at 

tnethP  b°ard  °t  the  /^a]ls  and  at  right  angles 
r  a  /o7!n^on  c^,1,ng-  C-26-462.0,  Administrative 
Code  (8.4.10.6).  They  shall  be  solidly  nailed  at 
every  bearing  not  more  than  6"  center  to  center  for 
walls  and  4  center  to  center  for  ceilings  and  nailed 
to  all  studding  with  iy&"  No.  13  gauge  blued  or  gal¬ 
vanized  plaster  board  nails,  with  3/8"  heads  for  W 
board  and  1)4"  nails  with  y  heads  for  ty'  or  1" 
board,  and  with  proportionately  longer  nails  for 
thicker  fibre  board.  All  corners  shall  be  reinforced 
with  standard  metal  corner  beads.  All  re-entrant 
anges  shall  be  reinforced  with  standard  metal 
angle  Uth  strip.  Reinforcement  shall  be  securely 
stapled  on  the  lath.  At  the  juncture  of  frame  and 
masonry  construction  6"  strip  of  expanded  metal 
lath  shall  be  used.  No  board  shall  be  run  through 
irom  room  to  room. 

2.1.1  It  shall  be  unlawful  to  wet  fibre  board  before 
C26-462.0,  Administrative  Code 

(8.4.10.6). 

2.I.2.I.  “SCRATCH  OR  FIRST  COAT.” 

The  scratch  coat  shall  contain  not  more 
than  2/3  by  weight  of  sand  and  1/3  calcined 
gypsum  plaster  with  fibres  or  including  other 
materials  and  fibring  so  that  the  setting  time 
sha11  not  be  greater  than  four  hours  nor  less 
than  ly  hours  and  with  a  tensile  strength 
ot  not  less  than  75  pounds  per  sq.  in.  The 
scratch  coat  shall  be  not  less  than  J4"  thick. 
2.!.2.2  “BROWN  OR  SECOND  COAT.” 

The  brown  coat  shall  contain  not  more  than 
)4  by  weight  of  sand  and  the  remaining  J4 
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2.2 


2.3 


2.4 


shall  not  contain  less  than  3/5  of  calcined 
gypsum  and  not  more  than  2/5  of  other 
materials,  including  fibring.  The  setting  time 
shall  be  not  more  than  five  hours  nor  less  than 
two.  This  brown  coat  shall  have  a  tensile 
strength  of  not  less  than  50  pounds  per  sq.  m. 
and  shall  be  not  less  than  3/16"  in  thickness. 

2.1.2.3  “FINISH  COAT.”  ,  .  n 

The  finish  coat  shall  be  applied  after  the  ap¬ 
plication  of  the  second  or  brown  coat  has 
become  dry,  and  shall  be.  set  in  not  less  than 
20  minutes  nor  more  than  four  hours  and 
shall  have  a  tensile  strength  of  not  less  than 
200  pounds  per  sq.  in.  and  be  not  less  than 
1/16"  thick. 

2.1.2.4  “GROUNDS.”  ,  ... 

Suitable  grounds  shall  be  established,  with 
each  thickness  of  fibre  board  so  as  to  insure 
a  minimum  thickness  of  Zz”  of  plaster.  Fibre 
board  shall  extend  from  floor  to  ceiling  with 
grounds  secured  to  the  framing  members 
through  the  fibre  board. 

FIBRE  BOARD  SHEATHING. 

Approved  fibre  board  sheathing  at  least  one-ha 
of  an  inch  in  thickness  and  four  feet  in  width  may 
be  used  instead  of  wood  sheathing  when  bearing 
on  4  studs  and  fastened  to  each  bearing  with  U/2 
wire  nails,  6"  or  less  c-c,  with  3/fi"  head,  and  for 
34"  or  1“  board.  Such  nails  shall  be  2  long. 
C-26-538.0,  sub.  b  (87.2.3).  The  use  of  fibre  board 
as  roof  sheathing  is  not  permitted  except  as  insula¬ 
tion  over  suitable  sheathing  material. 

MINOR  FRAME  STRUCTURE. 

Approved  fibre  board  siding  may  be  used  on  wood 
frame  sheds  erected  where  permitted  and  where 
open  on  at  least  one  side,  provided  such  sheds  are 
fifteen  feet  or  less  in  height  and  do  not  exceed  2500 
square  feet  in  area  and  are  at  least  4  feet  from  any 
lot  line  and  are  covered  on  sides  and  r°°J  with  aP~ 
proved  fire-retarding  material.  C26-541.0  (8. 7.2. 6.1.). 
USE  OF  FIBRE  BOARD  WHEN  COVERED  BY 
AN  INCOMBUSTIBLE  WEARING  SURFACE. 
Untreated  combustible  insulation  board  of  a  single 
layer  or  thickness  not  to  exceed  x/i"  when  cemented 
or  attached  directly  to  the  surface  of  an  approved 


2.5 


2.6 


2.7 


2.8 


type  of  fire-resistive  floor  construction  may  be 
used  elsewhere  than  in  stair  enclosure  and  corridors 
when  covered  by  an  incombustible  wearing  surface, 
in  accordance  with  these  rules.  C26-667.0,  sub.  4c 
(10.9.2.4). 

ROOF  AND  FLOOR  INSTALLATION  IN 
CLASS  1  AND  CLASS  2  STRUCTURES. 

Fibre  board  used  as  insulation  may  be  applied 
directly  to  the  fire-resistive  floor  or  roof_  construc¬ 
tion  in  cement,  provided  such  insulation  is  covered 
by  at  least  one  and  one-half  inch  thickness  of 
Portland  Cement  concrete  or  other  equally  fire- 
resistive  material  of  equal  thickness.  C26-619.0, 
sub.  a,  Administrative  Code  (10.3.1).  Insulation 
fibre  board  so  applied  shall  be  over  a  screeded  con¬ 
crete  roof  or  floor,  graded  where  necessary,  and 
cemented  to  the  arch  with  hot  asphalt  or  coal  tar 
pitch.  Fibre  insulation  board  shall  not  be  left  ex¬ 
posed  to  the  elements,  nor  shall  it  be  applied  to  wet 
surfaces  of  any  kind. 

ROOF  INSULATION  OTHER  THAN  IN 
CLASS  1  AND  CLASS  2  STRUCTURES. 

The  use  of  fibre  board  as  roof  insulation  is  lawful 
provided  such  fibre  board  is  covered  with  an  ap¬ 
proved  type  of  fire-resistive  roof  covering  applied 
directly  thereto,  C26-680,  sub.  2,  Administrative 
Code  (10.12.11.1),  and  when  installed  in  accordance 
with  the  requirements  of  2.2  of  these  rules. 
ACOUSTICAL  AND  INTERIOR  FINISH,  . 
Fibre  board  for  acoustical  and  interior  finish  lr 
Class  1  and  Class  2  structures  may  be  used  wher 
cemented  directly  to  the  plastered  surface  with  ; 
quick-setting  cementing  material  ,an^  secured  b] 
small  head  barbed  nails,  except  as  in  C26-721.0  sub 
b  Administrative  Code  (12.2),  and  when  installec 
as  specified  in  C26-634.0,  sub.  c,  Administrate 
Code  (10.4.2.2)  and  material  so  used,  shall  to 
treated  to  make  it  flameproof. 

USE  OF  FIBRE  BOARD  IN  FIRE  WALLS. 
Fibre  board  may  be  used  as  insulation  in  fire  wall 
C26-632.0  sub.  g  AC  (10.4.1.2)  if  cemented  an 
attached  directly  to  the  face  of  the  wall  laid  u 
with  no  intervening  air  spaces  and  protected  w 
not  less  than  2  in.  of  secured  masonry  laid  tigt 
against  the  fibre  board. 


APPROVED  APPLIANCES 


APPROVED  FUEL  OIL  FILL  PIPE  TERMINALS 

,r  Calendar  Jv. 

Name  jn3-35-S 

Preferred  .  204-35-S 

Rhode  Island  .  43.35.5 

Seal-O-Strain  .  231-35-S 

Sealtite  .  214-35-S 

Simplex  .  78-38-S 

Weco  . 


. ,"-SA 

Fee°and  Mason . ••• 

292-35-SA 


Flagg 

Moore  and  Kling,  6  inch  Type  D .  223.  35-SA 

Newbury  .  z 


APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Bryant  Unit  Garage  Heater,  Models  l-AG-85- 

C,  2-AG-85-C  and  3-AG-85-C. . . .......  •  •  292-38-SA 

Bryant  Vertical  Forced  Air  Heater,  Model  8, 

Type  VB  (Gas  Fired) .  443-38-SA 


Humphrey  Gas  Unit  Heater,  Models  60,  65, 

85,  100,  125  and  200  .  679-38-SA 


APPROVED  GAS  HEATERS 

Name  of  Burner  Calendar 

Janitrol  Gas  Unit  Heater  Models  UG45-37, 

UG85-37,  UG100-37,  UG125-37,  UG160-37, 
UG200-37,  UG400,  CG45-37,  CG60-37, 

CG85-37,  CG100-37,  CG125-37,  CG160-37, 
CG200-37,  CG400,  M  2000  M  3000,  M 
4000.  D  4000,  UG60-35,  UG125-35,  UG200-  g_c 
35,  CG10-34  and  CG8-34 . 
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RULES 


*  RE™!d  TO  PKBStGECDOnSSa^S  S°SESu"pS7°DS  T°  BE 

LE”  ' BY  ™E  BOARD  OF  STANDARDS  AND  APPEALS  FEBRUARY  3,  1939 

CTIVE,  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE 
MEW  YORK  CITY  CHARTER,  FEBRUARY  27,  1939. 


(83S-38-SR) 

dty: 

'TVj0.  thie  ?uth°rity  vested  in  the  Board  of  Stand- 
i  /lPPcals  h  Section  666,  paragraphs  2  and  3,  of 
c!  r°Jk,Cxty  Charter  and  C26-1268.0c  4  (14.7.1.3 
r  C26-1277.0h  (14.8.2.8  BC),  of  the  Administrative 


approved  vacuum  breaker  and  check  valve,  the  check 
valve  to  be  located  between  the  fixture  and  vacuum 
breaker.  The  waste  pipe  for  this  type  of  apparatus 
Li!  connect  directly  with  any  drainage  system  but 
shall  discharge  above  an  open,  water  supplied,  trapped 
and  vented  fixture. 


Flush- Valve  Fixtures. 

ush-valve  controlled  fixtures,  with  submerged  in 
t  supplied  directly  from  the  City  Water  Supph 
>  em  (and  not  supplied  from  separate  riser  anc 
1 ) ’  s.iah  be  equipped  with  an  approved  vacuurr 
■1“  the  supply  line  not  less  than  four  inche' 
oe  the  overflow  level  of  the  fixture,  to  prevenl 
image  or  backflow  of  contaminated  water  into  the 
e  water  distribution  piping  and  checked  by  the 
sector .  J 


Rule  6.  Bidets — Bed  Pan  Washers. 

Water  supply  connection  to  bidets,  bed  pan  washers, 
or  similar  apparatus  shall  be  equipped  with  an  ap¬ 
proved  vacuum  breaker  and  check  valve,  the  latter  lo¬ 
cated  between  the  fixture  and  the  vacuum  breaker. 

Rule  7.  Roof  or  Suction  Tanks. 

Water  supply  inlets  to  roof  or  suction  tanks  shall 
be  located  at  least  two  inches  above  the  overflow  level 
of  the  tank. 


t  Ballcocks. 

i 

bsh  tanks  operated  by  ballcocks  shall  have  an  ap- 
ced  vacuum  breaker  located  not  less  than  one-half 
-  above  the  overflow  outlet  of  the  flush  tank. 

;  Submerged  Inlets. 

ater  supply  inlets  to  fixtures  shall  be  located  at 
one  inch  above  the  overflow  level  of  the  fixture 
:>t  when  submerged  inlets  are  absolutely  essential 
he  proper  functioning  of  a  fixture. 

I  Sterilizers. 

jCCiYatjr  supply  piping  connections  to  sterilizers 
ronibited.  The  waste  piping  for  sterilizers  shall 
onnect  directly  with  any  drainage  system;  such 
>■  piping  shall  discharge  above  an  open  water  sup- 
<  trapped  and  vented  fixture. 

;  Aspirators — Water  Siphons. 

•  ter  supply  connections  to  aspirators,  water 
us  or  similar  apparatus  shall  be  equipped  witn  an 


Rule  8.  Sump  or  Well  Pumps. 

Water  supply  connections  for  priming  purposes  to 
sump,  well,  or  similar  type  pumps  shall  be  connected 
to  the  inlet  side  of  the  pump  and  be  equipped  with 
an  approved  vacuum  breaker  and  check  valve,  the 
check  valve  to  be  located  between  the  pump  and  the 
vacuum  breaker. 


Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for 
cooling  purposes  shall  be  equipped  with  an  approved 
check  valve  to  prevent  possible  back  flow  of  ammonia 
or.  °tlier .  refrigerant  agency  from  defective  condenser 
coils  or  jackets,  except  in  such  installations  where  the 
water  supply  piping  is  entirely  outside  of  the  piping 
or  tank  containing  the  refrigerant  and  two  inde¬ 
pendent  wall  thicknesses  of  metal  separate  the  re- 
frigerant  from  the  city  water  supply.  Refrigeration 
units  containing  more  than  twenty  pounds  of  refrig¬ 
erant  shall  be  provided  with  an  additional  safeguard 
in  the  form  of  an  approved  relief  valve  installed  at 
the  outlet  side  of  the  check  valve,  such  relief  valve 
being  set  at  five  pounds  above  the  maximum  water 
pressure  at  the  point  of  installation. 


approved  appliances 

APPROVED  VACUUM  BREAKERS 


Calendar  No. 


i  breaker,  Type  D,  sizes  1", 

2",  2K",  3",  37U  and  4" . . 

■ipany  Vacuum  Breakers  for  Supply 
C-  830,  sizes,  y8",  y2",  54",  1",  114", 
c  and  o 

'ipany  Vigilant  Vacuum  Breaker  ... 

cuum  Breaker,  Model  DV-88 . 

‘i  Brother  Pilot  Vacuum  Valve. . . .  ’  ’ 


270-28-SA 


750-38-SA 

345-38-SA 

842-38-SA 

186-39-SA 


Ka.me  Calendar  No. 

Novae  Flush  Valve  Vacuum  Breaker .  174-38- SA 

Penberthy  Vacuum  Breaker . .  I200-38-SA 

Scovill  M.  V.  B.  No.  22  Ballcock .  942-38-SA 

Scovill  “S”  Vacuum  Breaker  Ballcock .  109-39-SA 

Sloan  Vacuum  Breaker,  Model  V-60-A .  167-38-SA 

Watrous  Flush  Valve  and  Vacuum  Breaker, 

Models  Imperial,  Majestic  and  Jewel .  351-38-SA 
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RULES 


FIRE  RETARDING  RULES  FOR  GARAGES,  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  Aug. 
30,  1917;  Amended  Nov.  1,  1917,  and  Feb.  3,  1922. 


Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In 

garages,  motor  vehicle  repair  shops  and  oil  selling  stations 
any  material  or  form  of  construction  shall  be  deemed  fire- 
retarding  within  the  meaning  of  §73,  subdivision  3,  of  the 
building  code,  that  resists  the  action  of  flame  and  neat 
when  subjected  to  a  continuous  fire  5°r  ,0"f7nhn°.ur,paJrpapns 
average  temperature  of  seventeen  hundred  (1700)  degrees 
Fahrenheit  without  the  passage  of  flame,  and  with  a  max¬ 
imum  temperature  rise  to  four  hundred  (400)  degrees 
Fahrenheit  on  the  side  away  from  the  fire.  The  point  at 
which  the  temperature  of  transmitted  heat  is  measured 
shall  be  protected  from  external  air  and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  one 
hundred  (100)  square  feet  and  least  dimension  shall  be  not 
less  than  nine  (9)  feet.  When  in  the  form  of  floor  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  two 
hundred  (200)  square  feet  and  the  least  dimension  shall 
be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support  the 
live  load  for  which  it  is  designed,  and  after  the  fire  shall 
safely  sustain  twice  the  designed  live  load  with  a  maximum 
deflection  of  not  more  than  one  two-hundredth  (1/ZUU) 
part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
jointed  floor  construction  shall  be  accepted  as  fire-retarding 
construction  in  non-fireproof  buildings  used  as  garages, 
motor  vehicle  repair  shops  or  oil  selling  stations  when  the 
beams  are  protected  on  the  upper  and  under  sides  with  the 
fire-retarding  materials  specified  in  rules  for  floor  and 
ceiling  coverings. 


Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  upper  sides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations. 

(a)  Seven-eighths  (%)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproofing 
covered  with  not  less  than  two  and  one-half  (2^2) 
inches  of  1 :2^4  :5  concrete  or  better,  reinforced  with 
not  less  than  one-fourth  (J4)  of  one  (1)  per  cent  of 
steel  mesh ; 

(b)  Two  and  one-half  (2*4)  inches  of  1 :2  :4  concrete 
applied  directly  to  the  top  of  the  joists,  with  or  without 
temporary  support,  reinforced  with  not  less  than  one- 
fourth  of  one  per  cent  steel  rods,  mesh  or  steel  lath,  and 
having  the  tops  of  the  joists  coated  with  approved 
waterproof  paint  or  protected  by  tar  paper  on  the  top 
and  on  the  sides  for  a  distance  of  three  inches  from 
the  top. 


Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  undersides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations: 

(a)  One-half  (*4)  inch  plaster  boards,  or  three- 
eighths  (H)  inch  gypsum  wall  boards  weighing  not  less 
than  16  pounds  per  square  yard  with  pointed,  joints 
covered  with  No.  26  U.  S.  gauge  sheet  metal  with  one 
(1)  inch  lapped  seams  nailed  to  the.  wood  beams  when 
spaced  not  more  than  sixteen  (16)  inches  on  centers,  or 
nailed  to  furring  strips  when  the  floor  beams  are  spaced 
more  than  sixteen  (16)  inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  (V\)  inch  asbes¬ 
tos  board  laid  with  tight  staggered  joints  and  nailed  to 
the  beams,  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when  the 


floor  beams  are  more  than  sixteen  (16)  inches  c 
centers ; 

(c)  Metal  lath  weighing  not  less  than  three  pouni 
per  square  yard,  attached  to  furring  strips  and  plasten 
with  Portland  cement  mortar  at  least  three-quarte 
(V)  inch  thick. 

Rule  5.  Attachment  to  Celling.  Fire-retarding  ce; 
ings  in  non-fireproof  buildings  used  as  garages,  motor  vet 
cle  repair  shops  or  oil  selling  stations  shall  be  attached 
wood  floor  beams  and  girders  in  such  manner  as  to  mai 
tain  an  air  space  between  the  wood  beams  and  all  woi 
beams  shall  be  seasoned  before  applying  the  protective  co; 

Rule  6.  Openings  in  Fire- Retarding  Floors.  Pip. 
or  conduits  which  pass  through  floors  shall  be  fitted  wi 
metal  thimbles  and  made  watertight  for  a  height  of  thi 
(3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  colurn 
in  non-fireproof  buildings  required  to  be  fire-retarded  sh 
be  protected  with  fire-retarding  materials  specified  for  « 
ing  coverings  in  these  rules,  or  with  any  of  the  materi 
accepted  in  fireproof  construction;  except  that  an  air  sp; 
shall  not  be  required  around  steel  or  cast  iron  columns. 

Where  necessary  for  protection  against  mechanical 
jury  the  fire-retarding  protection  on  columns  shall 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground  w 
No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  bui 
ings  required  to  be  fire-retarded  shall  be  protected  with 
fire-retarding  materials  specified  for  ceiling  coverings 
these  rules,  or  with  any  of  the  materials  acceptable  in  t 
proof  construction ;  except  that  an  air  space  need  not 
provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  , 
vertical  shafts  in  non-fireproof  business  buildings  herea 
converted  to  be  used  as  garages,  motor  vehicle  repair  sh 
or  oil  selling  stations  shall  be  enclosed  in  fire-retarding  ] 
titions  continued  through  the  non-fireproof  floor  const) 
tion  and  when  unfilled  wood  stud  partitions  are  used, 
space  between  the  floor  beams  shall  be.  fire-stopped  ' 
incombustible  materials.  All  openings  in  such  partit 
shall  be  protected  with  accepted  metal-covered  hre  di 
or  windows.  Wherever  necessary  for  protection  ags 
mechanical  injury,  the  partition  shall  be  jacketed  to  a  he 
of  five  (5)  feet  on  the  garage  side  with  No.  4  U.  b.  g* 
metal.  Any  one  of  the  following  forms  of  partitions  : 
be  accepted  for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  not  r 
than  sixteen  (16)  inches  on  centers,  covered  both  S 
with  metal  lath  weighing  not  less  than  three  poun  ; 
square  yard,  attached  to  furring  strips  and  piast 
with  Portland  cement  mortar  at  least  three-qua 
(VA)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  no  i 
than  sixteen  (16)  inches  on  centers,  covered  both 
with  seven-eighths  (Vs)  inch  wood  sheathing,  one 
(V2)  inch  plaster  boards  with  pointed  joints  and  in 
U.  S.  gauge  sheet  metal  with  one-inch  lapped  sea 

(c)  Two  by  four  inch  wood  studs  spaced  not 
than  sixteen  (16)  inches  on.  centers,  covered  both 
with  seven-eighths  ( Vs )  inch  wood  sheathing, 
thicknesses  of  one-quarter  (V)  !ncl?  ,  fsj0S  ;a 
laid  with  tight  staggered  joints  and  jacketed  w  1 1 
16  U.  S.  gauge  metal  on  the  garage  side  to  a  neig 

five  (5)  feet;  , 

(d)  Two  by  four  inch  wood  studs  spaced  not 
than  sixteen  (16)  inches  on  centers,  filled  m  s- 
between  the  studs  with  four  inches  of  approved 
proof  materials  and  covered  on  both  sides  with  i 
U.  S.  gauge  metal; 

(e)  Existing  wood  stud,  lath  and  plaster  Part 
covered  on  the  garage  side  with  No.  26  U.  b. 
sheet  metal  with  one  inch  lapped  seams. 
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lutes  of  Regular  Meeting,  April  4,  1939,  at  10  A.M., 
fecting  Calendar  Numbers  145-38-BZ,  763-38-BZ,  66- 
;  BZ,  185-39-BZ,  807-28-BZ,  103-38-BZ,  1018-38-BZ, 
>3-38- BZ,  1086-38-BZ,  1103-38-BZ,  1181-38-BZ,  31-39- 
82-39-BZ,  140-39-BZ  and  166-36-BZ. 

Jtes  of  Regular  Meeting,  April  4,  1939,  at  2  P.M., 
meeting  Numbers  738-38-BZ,  411-37-BZ,  684-38-BZ, 

1 4-23-BZ,  595-30-BZ,  1133-38  A,  309-39-A,  324-39-A, 

'  -39-A,  320-39-A,  373-39-A,  252-39-A,  284-39-A,  285- 
]A’  296-39-A,  301-39-A,  335-39-A,  358-39-A,  361-39-A, 
-39- A,  371 -39-A,  372-39- A,  383-39- A,  384-39- A, 

-39-A,  439-38- A,  270-39-A,  577'38-SA,  898-38-SA, 
‘0-38-SA,  135-39-SA,  208-38-SM,  1045-38-SM,  309-38- 
1116-38SM,  156-39-SM  and  304-39-SM. 

°f  Pub,ic  Hearing  on  Proposed  Rules  Relative  to 
ss  of  Insulating  Fibre  Board. 


Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairtnan. 
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DOCKET 


394-39- A . H.B.B. 


New  Cases  Filed  up  to  April  4,  1939 

Premises  Affected 
401-405  Ninth  avenue,  west  side 


Cal.  No.  Department 
384-39- A H.B.M. . . 


.346  Argyle  road,  west  side,  li 
ft  1%  in.  north  of  Cortelyc 
road  (Block  No.  5143,  L 
No.  74),  Borough  of  Broo 
lyn,  Applic.  957-: 


98  ft.  south  of  West  33rd 
street  and  404-410  West  33rd 
street  (Block  No.  730,  Lot 
Nos.  46,  53  and  56),  Borough 
of  Manhattan,  Decision  re 
Certificate  of  Occupancy. 


395-39-BZ . H.B.Q. 


.87-02  Northern  boulevard,  sou 
side,  between  87th  street  ai 
88th  street  (Block  No.  14 
Lot  No.  1),  Jackson  Heigh 
Borough  of  Queens, 

Misc.  Applic.  293-; 


385-39-A. 


H.B.B. 


.192-210  Third  avenue,  west  side 
between  DeGraw  street  and 
Douglas  street  (Block  No. 
419,  Lot  No.  1),  Borough  of 

Brookly  permit  ^  11865-38. 


396-39- A-WF..  .H.B.Q. 


112-36  to  112-40  Roosevelt  ai 
nue,  south  side,  100  ft.  w 
of  114th  street  (Block  > 
2013,  Lot  Nos.  32-35  inc 
sive) ,  Corona,  Borough 
Queens,  Misc.  Applic.  796- 


386-39- A. 


.H.B.. 


.41-45  Elliott  place,  northwest 
comer  of  Walton  civenue 
(Block  No.  2842,  Lot  No.  22), 
Borough  of  The  Bronx, 

Order  and  Decision. 


397-39- A-WF..  .H.B.Q. 


387-39-BZ-WF  .  .H.B.Q.. .  126-02  to  126-08  Northern  boule- 
38/  3y  M  wr  v  vard,  33_Q1  126th  street,  south- 

east  corner  and  126-01  34th 
avenue,  northeast  corner  of 
126th  street  (Block  No.  1820, 
Lot  No.  1),  Corona,  Borough 
of  Queens,  Alt.  592-39. 


.126-01  to  126-09  Roosevelt  a 
nue  and  126-02  to  126-14  V 
lets  Point  boulevard,  nor 
east  corner  (Block  No.  L 
Lot  No.  117),  Corona,  B 
ough  of  Queens, 

Misc.  Applic.  93 


398-39-A-WF. .  .H.B.Q. 


102-01  63rd  drive,  northeast  c 
ner  of  102nd  street  (B1 
No.  2125,  Lot  No.  33),  Fo 
Hills,  Borough  of  Queen 
Misc.  Applic.  249 


388-39-BZ . H.B.B. 


.1197-1205  DeKalb  avenue,  north 
side,  76  ft.  8)4  in-  east  of 
Bushwick  avenue  (Block  No. 
3231,  Lot  No.  39),  Borough 
of  Brooklyn,  Alt.  855-39. 


399-39- A-WF. . .  H.B.Q. 


105-57  63rd  drive,  northwest  < 
ner  of  108th  street  (B 
No.  2147,  Lot  No.  32),  Fo 
Hills,  Borough  of  Queen 
Misc.  Applic.  24 


389-39- A. 


.H.B.M. 


1031-1039  Sixth  avenue  and  100- 
106  West  39th  street,  south 
side,  50  ft.  west  of  Sixth 
avenue  (Block  No.  814.  Lot 
Nos.  39-45  y2),  Borough  of 
Manhattan,  .  . 

Viol.  3715-38  and  Decisions. 


400-39- A-WF. . .  H.B.Q. . 


.102-02  63rd  road,  southeast 
ner  of  102nd  street  (B 
No.  2125,  Lot  No.  33),  Fc 
Hills,  Borough  of  Queen: 

Misc.  24 


401-39- A-WF..  .H.B.Q.. 


390-39-BZ. .  ..H.B.Bx. 


1337  Leland  avenue  and  1850- 
1852  East  177th  street,  south¬ 
west  corner  (Block  No.  3879, 
Lot  Nos.  33,  34  and  37),  Bor¬ 
ough  of  The  Bronx, 

Decision  re  Zone  Viol.  169-38. 


..South  side  of  62nd  drive,  J 
west  of  108th  street  (E 
No.  2145,  Lot  No.  28),  F< 
Hills,  Borough  of  Queen 
Misc.  Applic.  24 


402-39- A. . 


.F.D. 


391-39-S . H.B.M. 


122-124  East  25th  street,  south 
side,  100  ft.  west  of  Lexing¬ 
ton  avenue  (Block  No.  880, 
Lot  No.  78),  Borough  of 
Manhattan,  Alt.  3658-38. 


.186-188  Elizabeth  street,  n 
east  corner  of  Spring  s 
(Block  No.  492,  Lot  No. 

Borough  of  Manhattan, 
Decision  re  14711 


403-39-A . H.B.Q. 


392-39- A . F.D. . 


1500  Broadway  and  153-157  West 
43rd  street,  northeast  corner 
(Block  No.  996,  Lot  Nos.  1 
and  7),  Borough  of  Manhat¬ 
tan,  Decision  re  14435-L.C. 


.Block  bounded  by  Boody  s 
25th  avenue,  70th  streel 
73rd  street  (Block  Nos. 
1048  and  1049),  Ja 
Heights,  Borough  of  Q' 
N.B.  5403-38,  N.B .  57 
N.B.  5724-38  and  NT- 
38  and  De< 


404-39- A . F.D. 


393-39- A . F.D. 


..148-12  to  148-22  Jamaica  avenue, 
southwest  corner  of  149th 
street  (Block  No.  1039,  Lot 
Nos.  5  and  9),  Jamaica,  Bor¬ 
ough  of  Queens,  2339-L.F. 


Transportation  of  Oil  m 
Truck  (not  of  approved 
in  New  York  City,  1659 


405 -39- A. 


.  H.B. 


.960  East  173rd  street,  sou 
corner  of  Vyse  avenue 
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No.  2996,  Lot  No.  23),  Bor¬ 
ough  of  The  Bronx, 

Order  and  Decision. 

...143-16  Sanford  avenue,  south 

side,  135  ft.  east  of  Bowne 

street  (Block  No.  5183,  Lot 
No.  18),  Flushing,  Borough 
of  Queens,  Alt.  318-39. 

.  .223-229  East  86th  street,  north 

side,  275  ft.  east  of  Third 

avenue  (Block  No.  1532,  Lot 
No.  12),  Borough  of  Manhat¬ 
tan.  Alt.  504-39. 

.  .708-712  Greenwich  street,  west 
side,  65  ft.  south  of  Charles 
street  (Block  No.  631,  Lot 
Nos.  19  and  20),  Borough  of 
Manhattan, 

1901-L.F.  and  Decision. 

.570-574  Surf  avenue,  south  side, 
242  ft.  east  of  West  6th 
street  (Block  No.  7288,  part 
of  Lot  No.  1),  Borough  of 
Brooklyn, 

Decision  re  76813-C. 


418-39-BZ . H.B.Q.. . 


419-39-SM. 


(Block  No.  2910,  Lot  No.  65), 
Borough  of  The  Bronx, 

16391-L.C. 

.43-06  to  43-16  43rd  street,  south¬ 
west  corner  of  43rd  avenue 
and  43-20  to  43-32  43rd  street 
running  through  to  43-19  to 
43-27  42nd  street  (Block  No. 
163,  Lot  Nos.  25,  14  and  31), 
Long  Island  City,  Borough  of 
Queens, 

Parking  Applic.  176-39. 

.  .Macomber  Bar  Joists,  manufac¬ 
tured  by  Macomber  Incorpo¬ 
rated,  Material. 


420-39-SM. 


421-39-SM. 


422-39-BZ . H.B.B.. 


•  Keystone  Asphalt  Roofing  Ma¬ 
terials,  manufactured  by  Key¬ 
stone  Roofing  Manufacturing 
Company,  Material. 


. .  .2932-2936  Ocean  parkway,  south¬ 
west  corner  of  Sheepshead 
Bay  road  (Block  No.  7282, 
Lot  Nos.  1  and  4),  Borough 
of  Brooklyn,  Applic.  531-39. 

...835  Prospect  place,  north  side, 
316  ft.  8  in.  east  of  Nostrand 
avenue  (Block  No.  1227,  Lot 
No.  64),  Borough  of  Brook¬ 
lyn.  Alt.  14301-38. 

..464-484  Flatbush  avenue  and  1-33 
Ocean  avenue,  southwest  cor¬ 
ner  (Block  No.  5024,  Lot  No. 
28  and  part  of  Lot  No.  37) 
Borough  of  Brooklyn, 

N.B.  7-39. 

.1031-1041  Bedford  avenue,  south¬ 
east  corner  of  Clifton  place 
(Block  No.  1793,  Lot  No.  5) 
Borough  of  Brooklyn, 

Applic.  530-39. 

..31-45  West  42nd  street,  36-68 
West  43rd  street  and  1110- 
1116  Sixth  avenue,  southeast 
corner  (Block  No.  1258,  Lot 
Nos.  70,  65,  9,  13  and  15), 
Borough  of  Manhattan, 

Decision  re  11555-L.C. 

Nibco  Ace  Type  Back-Siphon 
Ballcock,  Appliance. 


423-39-A. 


•  Hollow  Metal  Panel  and  Flush 
Fire  Door,  Class  “A”,  manu¬ 
factured  by  Superior  Fire¬ 
proof  Door  and  Sash  Com¬ 
pany.  Material. 

.Atlas  Column,  manufactured  by 
Atlas  Column  Company, 

Material. 


..305-313  21st  street  and  697-705 
Sixth  avenue,  northwest  cor- 
ner  (Block  No.  892,  Lot  No. 
1),  Borough  of  Brooklyn, 

Applic.  13290-38. 


.F.D. 


'■'67'™nIrvmg  street>  north  side, 
200  ft.  west  of  Columbus 
street  (Block  No.  314.  Lot 
No.  47),  Borough  of  Brook¬ 
lyn,  1897-L.F.  and  Decision. 
Restored  to  Calendar 


335-39-A . F.D.. 


411-37-BZ. . .  .H.B.Q. , 


684-38-BZ .  . .  .  H.B.Bx _ 


.  165-13  to  165-27  Jamaica  avenue, 
northwest  corner  of  166th 
street  (Block  No.  9795,  Lot 
No.  1),  Jamaica,  Borough  of 
Queens, 

989-L.F.  and  Decision. 

•  366  Seneca  avenue,  southwest 
corner  of  DeKalb  avenue 
(Block  No.  3425,  Lot  No.  7), 
Ridgewood,  Borough  of 
Queens,  B.N.  74-39. 

.2050-2066  White  Plains  road, 
southeast  corner  of  Brady 
avenue  and  northeast  corner 
of  Bronxdale  avenue  (Block 
No.  4284,  Lot  Nos.  5-11-13- 
15),  Borough  of  The  Bronx, 
Decision  re  Certificate  of 
Occupancy. 


•  3651  Third  avenue,  west  side,  180  RULES 

ft.  north  of  East  169th  street  c.rb.„  Di«id.  Rule,....*, If  ’ 
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Certificate  of  Occupancy,  approved  23  1938_Vol.  23,  No.  34 

Concrete  Flat  Slabs,  Rules. .......  -'.  7  J937 _ Vol.  22,  No.  31 

Concrete  Rules  (Hydrated  Lime)... A  g.  3,  ig36_yo,  21t  No  9 

Elevator  Rules  .......  •••  •••  . . r  '  15’  3937 — Vol.  22,  No.  24 

Exit  Rules  (Revolving  Doors) . Tune  15,  ^  24>  No  8 

Factory  Exit  Rules . . . *5°;  >  1939_Vol.  24,  No.  13 

Pir!  DrilniSSl Novi  M;  v0i.  23,  no.  47 

Fire  Retarding  Rules  for  Garages,  ^  ^  1939_Vol.  24,  No.  14 

Fireproof  *  Wood, '  Testing '  of'. '. ! i  '.Apr.'  13.  1937-Voj.  22  No  15 

Frame  Garages,  Ruling  for......... Jan.  21,1919  Vol.  4, 

Fusion  Welding  and  Gas  Cutting  193S_Vol.  23,  No.  44 

Rul«s^  ■•••*, . A  nr  7  1925— Vol.  10,  No.  14 

Gas  Shut-Off  Rules. . Api\  7,  lg2g_yol  13>  No  23 

Hatchway  Protection  . ft"  3’  1939_Vol.  24,  No.  1 

Paint,  Varnish  and  Lacquer  sPray*Feb  2g>  1939_Vol.  24,  No.  9 

Platform^Trucks,'  Specifications"  "fo'r'.Nov.  24  1936-Vol.  21,  No.  47 
Plumbing  Rules  . . -Aug.  , 

Plumbing  Rules  (Prevention  of  Con-  1(n9_Vnl  24  No.  14 

lamination  of  Water  Supply) . Ap  •  4.  l|37__Vol-  22’  No  36 

Procedure,  Rules  of  -^P-  >  1939_yol  24,  No.  12 

Refrigerating  Systems,  Extract  A.C.Ma.  j,  j*  y  j  24  No  12 

Smoking  in  Factories,  Rules  21,  22,  No.  26 

Sprinkler  Rules  . . ft™  937-Vol.  22  No.  23 

fSS  K«ts:  ft  IK  IV.  St  4? 

Wire  Glass  Rules  (Amendment  to  v n,  0  No 

Rule  505  of  Industrial  Code).. Apr.  10,  1923— Vol.  8.  no. 

LIST  OF  APPROVED  APPLIANCES 

_.  ,  ,T  .  at,,-  5  1935 — Vol.  20,  No.  10 

^eV?nT  HnosyaVaTves'. '. '. '. '. '. ! '. .! ! !  '•  '•  .  Feb.'  1,  1939-Vol.  24,  No.  6 

FUeC?mm®rcinairSUser  ™  •  Jan.  3  1939-Vol  24  No  1 

Fuel  Oil  Fill  Pipe  Terminals. ......  Apr.  4,  \939-^o\.  ’  £0°'  35 

Fuel  Oil  Burners  for  Industrial  Use. Aug.  30,  1938  Vol.  23^  N  . 

gS  5:  ilVi-™.  It;  5°.;  .4 

P“”in8V|SiSn*?td  .L“,U".  Spr.ay  Feb.  28,  1939-Vol.  24.  No.  9 
Range  Oil  Burners  and  Space  1939_Vol.  24,  No.  1 

:::%V  4  Sk-v*  24,  n..  » 

APRIL  11,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April 
11,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


cal.  no.  350-38-BZ — Application,  May  9  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 


resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Salvatore  M.  De- 
Pasquale,  owner,  to  permit  .in  a  busi¬ 
ness  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2858-2866  Webster 
avenue,  east  side,  51.43  ft.  south  of 
East  200th  street  and  410-416  East 
200th  street  (Block  No.  3273,  Lot  No, 
122),  Borough  of  The  Bronx. 


cal  no  931-38-BZ— Application,  October  26,  1938,  undei 
c  ‘  section  21  of  the  building  zone  resolu¬ 


tion  of  Henry  Nordheim,  applicant 
on  behalf  of  Antonio  DePunte,  owner 
to  permit  in  a  residence  use  district 
the  storage  of  more  than  three  (3) 
motor  vehicles  ;•  premises  252  Eas 
203rd  street,  south  side  72.84  ft.  eas 
of  Valentine  avenue  (Block  No.  3308 
Lot  Nos.  50  and  51),  Borough  of  Th 
Bronx. 


cal.  no.  1092-38-BZ— Application,  November  28  1938,  un 
der  section  7h  of  the  building  zon 
resolution,  of  James  J.  Millman,  ap 
plicant,  on  behalf  of  Sambern  Realt 
Corporation,  owner,  to  permit  in 
business  use  district,  for  a  temporar 
period  of  not  more  than  two  (2)  year 
the  parking  and  storage  of  more  tha 
five  (5)  motor  vehicles;  premise 
167-01  to  167-19  Depot  road,  north  sid 
entire  block,  between  167th  street  an 
168th  street,  36-27  to  36-39  167t 
street  and  36-34  to  36-42  168th  stre 
(Block  No.  5294,  Lot  No .1  and  pa 
of  Lot  No.  6),  Flushing,  Borough  < 
Queens. 


CAL.  NO 


.  54-39-BZ — Application,  January ^  1939,  und 


cal.  no.  185-39-BZ— Application  February  16,  1939,  under 
section  21  of  the  building  zone  resolu¬ 


tion  of  Sloan  and  Behrens,  applicants, 
on  behalf  of  The  Arthur  A.  Johnson 
Corporation,  owner,  to  permit  partly 
in  a  business  use  district  and  partly  in 
an  unrestricted  use  district,  the  Pek¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  95-25  Queens 
boulevard,  north  side,  from  62nd  drive 
to  Junction  boulevard  (Block  No.  2079, 
Lot  Nos.  1  and  9),  Rego  Park,  Bor¬ 
ough  of  Queens. 


section  21  of  the  building  zone 
tion  of  Abram  Shlefstein,  apphcai 
on  behalf  of  William  Boylhart,  own 
(Joseph  Diamond,  lessee),  to  permit 
a  residence  use  district,  the  extensi 
of  an  existing  gasoline  service  statio 
premises  2645-2651  Ocean  avenue  a 
2001-2013  Gravesend  Neck  road,  norl 
east  corner  (Block  No.  7381,  Lo 
15),  Borough  of  Brooklyn. 


CAL.  NO.  523-38-BZ— Application,  June  21 ,1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  George  Ehret 
Properties,  Inc.,  owner  (Frank  W. 
Banfield,  lessee),  to  permit  partly  in 
a  business  use  district  and  partly  in 
a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
23-22  to  23-30  31st  street,  north  side, 
100  ft.  east  of  23rd  road  (Block  No. 
842,  Lot  No.  80),  Long  Island  City, 
Borough  of  Queens. 


cal  no.  96-39-BZ— Application,  January  26,  1939,  un 
cal.  no.  action  21  of  the  building  zone  resa 

tion,  of  Lama  and  Proskauer  ap 
cants,  on  behalf  of  Samuel  Scl 
owner  (Midtown  Service  Station, 
lessee),  to  permit  in  a  business 

district,  the  reconstruction  and  alt 

tion  of  a  gasoline  service  statu 
premises  1139-1151  Coney  Island  a 
nue  and  1101-1111  Avenue  H,  northe 
corner  (Block  No.  6686,  Lot  No. 
Borough  of  Brooklyn. 


cal.  no.  177-39-BZ-WF  Application,  February  ^,  1 
under  section  7h  of  the ■  buna  g 
resolution,  of  Oscar  Goldschlag,  I1 
cant,  on  behalf  of  United  U 

Whelan  Stores  Corporation  owne 

permit  in  a  business  use  district, 
temporary  period  of  not  mo 
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two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles’ 
premises  108-50  to  108-80  Roosevelt 
avenue  and  40-02  to  40-10  111th  street, 
southwest  corner  (Block  No.  1996,  Lot 
Nos.  31  and  34),  Corona,  Borough  of 
Queens 

i  no.  337-39-BZ— Application,  March  17,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  C.  Dale  Badgeley,  applicant, 
on  behalf  of  Angof  Holding  Co.,  Inc , 
owner  (New  York  World’s  Fair  1939, 
Inc.,  lessee),  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy 
of  an  existing  building  to  an  office 
building.  (Temporary  offices  for  the 
Mayor  of  the  City  of  New  York  dur¬ 
ing  the  New  York  World’s  Fair)  ; 
premises  130-53  70th  avenue,  north 
side,  120  ft.  west  of  135th  street  (Block 
No.  6548,  Lot  No.  6),  Forest  Hills, 
Borough  of  Queens. 

NO.  177-27-BZ  Application  of  Seelig  and  Finkelstein, 
applicants,  on  behalf  of  Apex  Broker¬ 
age  Corporation,  owner,  reopened 
January  24,  1939,  under  sections  7b,  7c 
and  21  of  the  building  zone  resolution, 
to  permit  partly  in  a  residence  use 
district  and  partly  in  a  business  use 
district,  the  erection  and  maintenance 
of  a  business  building;  premises  north¬ 
east  corner  of  Cornaga  avenue  and 
Mott  avenue  (Block  No.  47.  Lot  Nos. 

1  and  78),  Far  Rockaway,  Queens. 

0-  497-23-BZ— Application  of  Edwin  W.  Kleinert 
applicant,  on  behalf  of  1590  Bedford 
Avenue  Corporation,  owner  (Bedford- 
President  Garage,  Inc.,  lessee),  re¬ 
opened  November  1,  1938,  under  section 
21  of  the  building  zone  resolution,  to 
permit,  in  a  business  use  district,  the 
alteration  and  conversion  of  occupancy 
of  part  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  denied 
by  the  Board  and  granted  by  the 
Court)  so  as  to  form  an  alcove  gaso¬ 
line  service  station;  premises  1572-1590 
Bedford  avenue  and  1049-1057  Presi¬ 
dent  street,  northwest  corner  (Block 
^o.  1273,  Lot  No.  46),  Borough  of 
Brooklyn. 


the  erection  and  maintenance  of  a 
gasoline  service  station  ;  premises  3087- 
3103  Nostrand  avenue  and  1720-1734 
Gerritsen  avenue,  southeast  corner 
(Block  No.  6813,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

CAL.  NO.  763-38-BZ— Application,  September  1,  1938,  under 
section  7h  of  the  building  zone  resolu- 
tion  of  Herman  Kron,  applicant,  on 
behalf  of  New  York  Telephone  Com¬ 
pany,  owner,  to  permit  in  a  business 
use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  728-744 
Second  avenue,  east  side,  24.8  ft.  south 
of  East  40th  street  and  303  East  39th 
street  (Block  No.  945,  Lot  Nos.  1,  4 
and  6),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


-38-BZ  Application  of  B.  Robert  Swartburg, 
applicant,  on  behalf  of  Airport  Land 
Corporation,  owner,  reopened  February 
21,  1939,  under  section  21  of  the  build- 
mg  zone  resolution,  to  permit  in  a 
residence  use  district,  the  erection  and 
maintenance  of  fifty-four  (54)  indi¬ 
vidual  garages;  premises  21-12  77th 
street,  west  side,  150  ft.  and  252  ft. 
6  in.  south  of  21st  avenue  (rear  of 
lot)  ;  (Block  No.  972,  Lot  Nos.  45  and 
43  of  Lot  No.  12),  Astoria,  Borough 
of  Queens. 


22-39-BZ— Application,  January  10,  1939,  under 
section  21  of  the  building  zone  resolu 


APRIL  II,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

55-39-A  402-414  East  105th  street,  south  side,  100  ft 
east  of  First  avenue  and  403-415  East 
104th  street  (Block  No.  1698,  Lot  No.  5) 
Borough  of  Manhattan. 

300-39- A— 1365  Jerome  avenue  (Macombs  road),  west  side 
170  ft.  south  of  West  170th  street  (Block 
No.  2856,  Lot  No.  20),  Borough  of  The 
Bronx. 

262'-39-A  345  Westminster  road,  east  side,  155  ft.  north 

°f  C™leIy£u  road  (Block  No-  5143,  Lot 
No.  90),  Borough  of  Brooklyn. 

321- 39-A— Rear  of  301-305  Beach  101st  street  and  north¬ 

west  corner  of  L.I.R.R.  and  Beach  101st 
street  (Block  No.  586,  Lot  No.  65),  Rock¬ 
away  Beach,  Borough  of  Queens. 

322- 39-A— Rear  of  309,  311,  313  and  317  Beach  101st  street 

and  northwest  corner  of  L.I.R.R.  and 
Beach  joist  street  (Block  No.  586,  Lot 
No.  65),  Rockaway  Beach,  Borough  of 
Queens. 

356-39-A— 146-03  111th  avenue,  north  side,  150  ft.  west  of 
147th  street  (Block  No.  2747,  Lot  No.  17) 
Jamaica,  Borough  of  Queens. 

360-39- A— 206  East  52nd  street,  south  side,  100  ft.  east  of 
Third  avenue  (Block  No.  1325,  Lot  No. 
50),  Borough  of  Manhattan. 

363- 39-A— 1999  Gleason  avenue,  north  side,  100  ft.  west  of 

RugsJey  avenue  (Block  No.  3793,  Lot  No. 
55),  Borough  of  The  Bronx. 

364- 39-A— 163-19  to  163-23  Jamaica  avenue,  north  side, 

It  ”?•  west  of  164th  street  (Block 

of°  Queen  ^°’  Jama*ca>  Borough 

309-39-A  East  side  of  Cabot  street,  205.92  ft.  south  of 

2ak  B°intavenue  (Block  No.  2605,  Lot 
No.  .350)  Borough  of  The  Bronx  (Under 
Section  35,  General  City  Law :  Re  Bed  of 
Mapped  Street). 


Building  Zone  Application 

ffnn  UI1J1  p  re  DU‘ia,ing  zone  resolu-  NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand 

™  lehalf  S°CT  S»l'?rer,rnrPPliCant'  Jjpeals  o£  a  P1*110  hearinS  >'"der  the  provisions' 

tr>  nprmlt’  U  V  .  ver’  Inc->  owner,  of  the  building  jzone  resolution,  Tuesday  afternoon  stbrU 
to  Permit  m  a  business  use  district  11,  1939,  at  2  o'clock,  in  Room  1013,  MunidpTl  Buiiding! 
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Manhattan,  on  the  following  matter,  except  cases  which 
have  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 
report  with  recommendation  by  the  committee  of  the  board. 


cal  no  145-38-BZ— Application,  March  8,  1938,  under  sec- 
cal.  no.  143  t.oPP  7h  and  21  ?f  the  building  zone 

resolution,  of  William  H.  Van  ou- 
ten,  applicant,  on  behalf  of  Mabe 
Agassiz,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  475 
West  146th  street,  north  side,  100  ft. 
east  of  Amsterdam  avenue  (Block  Wo 
2061,  Lot  Nos.  5  and  6),  Borough  of 
Manhattan. 


cal.  no.  932-38-BZ— Application  October  11,  1938,  und. 

section  7h  of  the  building  zone  resoli 
tion,  of  Adelaide  Walsh,  applicant  ar 
lessee,  on  behalf  of  Long  Island  Rai 
road,  owner,  to  permit  in  a  busine 
use  district,  for  a  temporary  period  i 
not  more  than  two  (2)  years,  the  par 
ing  and  storage  of  more  than  five  (! 
motor  vehicles ;  premises  Hillsi. 
avenue,  bounded  by  Bessemer  stre 
and  Babbage  street  (Land  under  Loi 
Island  Railroad)  ;  (Block  No.  3258,  L 
No.  54  and  Block  No.  9262,  Lot  N 
180),  Richmond  Hill,  Borough 
Queens. 


HARRIS  H.  MURDOCK,  Chairman. 


APRIL  18,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning, 

18  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


CAL'  SQS-lS-SZ-Applica&n  ofMram  SMefs.ein,  a?- 

Holding  Co.,  Inc.,  owner  (Jack  Gold¬ 
stein,  lessee),  reopened  under  new  pro¬ 
posal,  March  7,  1939,  under  section  21 
of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  the 
extension  of  a  gasoline  service  station 
(previously  denied  re  extension  of  a 
gasoline  service  station, .  partly  _  in  a 
business  use  and  partly  in  a  residence 
use  district)  ;  premises  219-25  Merrick 
road,  northwest  corner  of  220th  street 
(Block  No.  3541,  part  of  Lot  No.  114), 
Springfield,  Borough  of  Queens. 


cal.  no.  122-39-BZ — Application,  February  2  1939,  und 
sections  7c  and  21  of  the  building  zo 
resolution,  of  Theobald  H.  Engelhan 
applicant,  on  behalf  of  The  Co 
Meyer  Company,  owner,  to  pern 
partly  in  a  residence  use  district  a 
partly  in  a  business  use  district,  t 
erection  and  maintenance  of  a  busim 
building  (stores  and  motion  pictu 
theatre)  ;  premises  88-20  to  88- 
Roosevelt  avenue,  south  side,  97.05 
west  of  Case  street,  89-27  to  89-41  El 
hurst  avenue  and  40-19  to  40-35  Dt 
man  avenue  (Block  No.  1510,  part 
Lot  No.  1),  Elmhurst,  Borough 
Queens. 


cal.  no.  35-20-BZ- Application  of  Samuel  Rosenblum  ap¬ 
plicant,  on  behalf  of  Charlove  Corpora 
tion,  owner,  reopened  March  /,  lvoy, 
under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district,  the  alteration  and  conversion 
of  occupancy  of  part  of  a  garage  for 
more  than  five  (5)  motor  vehicles 
(garage  previously  granted  by  the 
board)  so  as  to  include  a  gasoline 
service  station;  premises  21UZ-^ltu 
Neptune  avenue,  southwest  corner  of 
West  21st  street  (Block  No.  7017,  Lot 
No.  9),  Borough  of  Brooklyn. 


cal.  no.  866-38-BZ— Application,  October  7,  1938,  urn 
section  7h  of  the  building  zone  reso 
tion  of  Goldenthal  Brothers,  applies 
on  behalf  of  Lafayette  National  B; 
of  Brooklyn,  as  trustee  (Herman  Ell 
brock,  lessee),  to  permit  in  a  busin 
use  district,  for  a  temporary  period 
not  more  than  two  (2)  years,  the  pa 
ing  and  storage  of  more  than  five  1 
motor  vehicles ;  premises  21-23  to  21 
31st  street,  east  side,  225  ft.  south 
21st  avenue  (Block  No.  831,  Lot  b 
20  to  24,  inclusive),  Astoria,  Boroi 
of  Queens. 

HARRIS  H.  MURDOCK,  Chaim 


cal.  no.  517-30-BZ— Application  of  Morris  Canter  appli¬ 
cant  and  lessee,  on  behalf  of  Harris  i. 
Canter,  owner,  reopened  under  new 
proposal  July  19,  1938,  under  section 
21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles  (previously  denied 
re  erection  and  maintenance  of  a  busi¬ 
ness  building)  ;.  premises  1385  Franklin 
avenue,  west  side,  133.65  ft.  south  of 
East  170th  street  (Block  No.  2931,  part 
of  Lot  No.  64),  Borough  of  The 
Bronx. 


APRIL  18,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

11 33 -38- A — 27-29  Broadway  and  1-7  Dunham  place,  noi 
west  corner  (Block  No.  2468,  Lot  No.  < 
Borough  of  Brooklyn. 

100-39-A— 107-109  West  38th  street,  north  side  90 
west  of  Sixth  avenue  (Block  bio. 
Lot  No.  30),  Borough  of  Manhattan. 

326-39-A — 46-50  Court  street,  southwest  corner  of  Jor 
mon  street  and  196-202  Joralemon  st 
(Block  No.  265,  Lot  No.  43),  Borougl 
Brooklyn. 

456-39- A-561  Richmond  terrace  north  side,  oppe 
Franklin  avenue  (Block  No.  4,  koi 
21),  New  Brighton,  Borough  of  * 
mond. 

33 1-39- A— 639-647  Kent  avenue,  northeast  corner  of  E 

331  3y  A-o  (Block  2191>  Lot  Nos.  1 

3),  Borough  of  Brooklyn. 


403-39- A-Boody  street ,  25th  avenue  and  30th  avj 
from  70th  street  to  73rd  street  t 
Nos.  1047  to  1049  inclusive),  Jacl 
■LToirri-ifc  "Rnmncrh  of  Oueens. 
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.4-39- 


31-39- 


A— 346  Argyle  road,  west  side,  129  ft.  1%  in 

”°r,th T  of  .TCorieIyou  road  (Block  No.' 
5143,  Lot  No.  74),  Borough  of  Brooklyn. 

•A — 89-25  Queens  boulevard,  north  side,  120  ft. _ 

84  ft.  east  of  56th  avenue  and  100  ft 

ZeSt  ?A577h  avenue  (Block  No.  1845,  Lot 
■No.  59),  Elmhurst,  Borough  of  Queens. 

V ariations  of  Labor  Law 

S— 307-309  Seventh  avenue,  east  side,  78  ft.  south 
of  West  28th  street  (Block  No.  803,  Lot 
No.  4),  Borough  of  Manhattan. 

S— 122-124  East  25th  street,  south  side,  100  ft 
^onStT  of  Lexington  avenue  (Block  No! 
880,  Lot  No.  78),  Borough  of  Manhattan. 

Richmond  terrace,  north  side,  opposite 
hrankhn  avenue  (Block  No.  4,  Lot  No. 
21),  New  Brighton,  Borough  of  Rich¬ 
mond. 


1739- 

19-39 

539-.S— 561 


Building  Zone  Application 

IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
l  and  Appeals  of  a  public  hearing  under  the  provisions 
'.Himldmg  zone  resolution,  Tuesday  afternoon,  April 
o9  at  2  o  clock,  in  Room  1013,  Municipal  Building, 
nattan  on  the  following  matter,  except  cases  which 
(been  heard  and  on  which  decision  has  been  reserved 
Lit  further  argument,  pending  an  inspection  and  a 
Q  with  recommendation  by  the  committee  of  the 


f°-  66-39-BZ— Application,  January  17,  1939,  under 
sections  7a,  7c  and  21  of  the  building 
zone  resolution,  of  Slee  and  Bryson, 
applicants,  on  behalf  of  Frank  Saccar- 
di  and  Lauretta  Saccardi,  owners,  to 
permit  in  a  business  use  district,  ’  the 
conversion  of  occupancy  of  part  of  an 
existing  building  to  a  gasoline  service 
station;  premises  7423  (7421  displayed) 
15th  aX,ernVe  and  1501  Bay  Ridge  park- 

rm"  i  7£ith  northeast  corner 

(  lock  No.  6213,  Lot  No.  1),  Borough 
of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 

APRIL  25,  1939,  10  A.  M. 

Building  Zone  Applications 

the  Board  of  Stand- 

^  »  (he  0foliowing0niatters^:' 

^  1006-38-BZ— Application,  November  9,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer 
applicants,  on  behalf  of  Rosella  I.  Wil¬ 
liams,  owner,  to  permit  in  a  business 
use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station- 
premises  1688  Eastern  boulevard,  south- 

uCXTne™f  t  Soundview  avenue 
(Block  No.  3660,  Lot  Nos.  56  and  59) 
Borough  of  The  Bronx.  ' 

G87-38-BZ— -Application  September  12,  1938,  under 

tion  nr  n  °7the  building  zone  resolu- 
°nr°f  ?U  P,ord  Holding  Corporation, 
applicant  and  lessee,  on  behalf  of 
Robert  Walton  Goelet,  owner,  to  per¬ 


mit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district 
the  parking  and  storage  of  more  than 
vj  mot?r  vehicles ;  premises  425- 
43/  Edgecombe  avenue,  southwest  cor- 
ner  of  West  155th  street  and  90-98  St 
Nicholas  place  (Block  No.  2054,  part 
of  Lot  No.  69),  Borough  of  Manhattan. 

CAL.  NO.  1069-38-BZ— Application,  November  26,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  7516  Rockaway 
Blvd.  Corporation,  owner,  to  permit 
on  a  lot  located  partly  in  a  business 
use  district,  and  partly  in  a  residence 
use  district,  the  extension  of  a  gaso¬ 
line  service  station;  premises  75-16 
Rockaway  boulevard,  southwest  cor- 
ner  of  76th  street  (Block  No.  8946,  Lot 

Queen?  °Z°ne  Park’  BorouSh  of 

CAL.  NO.  1085-38-BZ— -Application,  November  28,  1938  un¬ 
der  section  21  of  the  building  zone 
resolutmn,  of  Jack  Z.  Cohen,  applicant, 
on  behalf  of  Loha  Realty  Corporation 
owner,  to  permit  in  a  residence  use 
district,  the  erection  and  maintenance 

W17  ^r>Si0ll-?ie  service  station;  premises 
33U/-3321  21st  avenue  and  1072-1088 

soatheast  corner  (Block 
No.  5493,  Lot  No.  462),  Borough  of 
Brooklyn. 

cal.  no.  33-39-BZ— Application,  Tanuary  11,  1939,  under 
section  7e  of  the  building  zone  resolu- 

utP’tr  r^ul  Friedman,  applicant,  on 
behalf  of  Max  Freed  and  Lincoln  Sav¬ 
ings  Bank  of  Brooklyn,  owners,  to' 
permit  in  a  business  use  district,  ’ the 
extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  375-381  Throop  avenue  and 

^ /i7ani  p,Hren  street>  northeast  cor- 
ner  (Block  No  1792,  Lot  Nos.  1  and 
3),  Borough  of  Brooklyn. 

cal.  no.  167-39-BZ— Application,  February  9,  1939  under 
sections  7b,  7c  and  21  of  the  building 
zone  resolution,  of  Samuel  Rosen- 
blum,  applicant,  on  behalf  of  John  E 
McNamara,  as  Administrator  of  Es¬ 
tate  of  Henrietta  McCoy,  owner,  to 
permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district 
the  maintenance  and  extension  of  a’ 
store  (erected  since  1916)  in  part  of  a 
multiple  dwelling;  premises  2062  Mor¬ 
ris  avenue,  east  side,  94  ft.  north  of 
Burnside  avenue  (Block  No.  3169,  Lot 
No.  iy2),  Borough  of  The  Bronx. 

cal.  no.  684-38-BZ— Application,  August  2,  1938;  dismissed 

°r. lack  of  Prosecution,  January  31, 

1939;  reopened  and  restored  to  cal- 
endar,  April  4,  1939,  under  section  7h 
of  the  _  building  zone  resolution,  to 
permit  in  a  business  use  district  for 
a  temporary  period  of  not  more  ’than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles- 
premises  2050-2066  White  Plains  road’ 
southeast  corner  of  Brady  avenue  and 
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northeast  corner  of  Bronxdale  avenue  cal. 
(Block  No.  4284,  Lot  Nos.  5-11-13-15), 
Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  25,  1939,  2  P.  M. 


Appeals  from  Administrative  Decisions 

114-39-A— 1510  Jessup  avenue,  east  side,  75  ft.  north  of 

177r1  street  ( Block  No.  2872,  Lot 


No.  287),  Borough  of  The  Bronx. 

324-39-A — 41-47  Vestry  street  and  437-441  Greenwich  street, 
southwest  corner  (Block  No.  219,  Lot 
Nos.  11-13),  Borough  of  Manhattan. 


381-39- A— 32-44  East  170th  street,  south  side,  206  ft.,  10)4 
in.  west  of  Walton  avenue  (Block  No. 
2842,  Lot  No.  43),  Borough  of  The  Bronx. 


CAL. 


MAY  2,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May 
2,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 


no  327-27-BZ— Application  of  Joseph  J.  Karp,  ap 
plicant,  on  behalf  of  P.  Toback,  Inc 
owner  (Sam  Brufsky,  lessee),  reopene 
under  new  proposal,  November  li 
1938,  under  section  7h  of  the  buildin 
zone  resolution,  to  permit  in  a  busi 
ness  use  district,  for  a  ^mporar 
period  of  not  more  than  two  (2 
years,  the  parking  and  storage  of  mor 
than  five  (5)  motor  vehicles;  premise 
745-757  Ralph  avenue,  east  side,  275  f 
south  of  Sutter  avenue  (Block  Ni 
3531,  Lot  No.  7),  Borough  of  Brool 
lyn. 

no  461-38-BZ— Application,  June  6,  1938,  under  set 
tion  21  of  the  building  zone  resolutioi 
of  William  F.  Regan,  applicant,  on  b< 
half  of  Trustees  of  Columbia  Univei 
sity,  owner  (Michael  T.  Watts,  lessee^ 
to  permit  in  a  business  use  distric 
for  a  temporary  period  of  not  moi 
than  two  (2)  years,  the  parking  an 
storage  of  more  than  five  (5)  mote 
vehicles  on  an  existing  gasoline  servii 
station ;  premises  1910  Broadway,  ea 
side,  87  ft.  3  in.  south  of  West  641 
street  and  60  West  64th  street  (Bloc 
No.  1116,  Lot  No.  53),  Borough  < 
Manhattan. 


cal  no.  17-38-BZ— Application,  January  13, 1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 
of  Harlem  Savings  Bank,  owner 
(Rosemol  Realty  Corporation,  lessee), 
to  permit  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  324- 
328  West  34th  street,  south  side,  325 
ft.  west  of  8th  avenue  (Block  No.  757, 
Lot  Nos.  51  to  53,  inclusive),  Borough 
of  Manhattan. 

cal.  NO.  411-37-BZ — Application,  August  20,  _  1938;  dis¬ 
missed  for  lack  of  prosecution,  October 
25,  1938;  reopened  and  restored  to 
calendar,  April  4,  1939,  under  sections 
7h  and  21  of  the  building  zone  resolu¬ 
tion,  of  Philip  Patti,  applicant  and 
lessee,  on  behalf  of  Brooklyn  and 
Queens  Transit  Corporation,  owner,  to 
permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
366  Seneca  avenue,  southwest  corner 
of  DeKalb  avenue  (Block  No.  3425, 
Lot  No.  7),  Ridgewood,  Borough  of 
Queens. 

cal.  no.  1186-38-BZ — Application,  December  20,  1938,  un¬ 
der  sections  7c,  7h  and  21  of  the  build¬ 
ing  zone  resolution,  of  Robert  J.  Far¬ 
rington,  applicant,  on  behalf  of  M. 
Elizabeth  de  Caraman  Chimay,  owner, 
to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  an  unrestricted  use 
district,  the  erection  and  maintenance 
of  a  gasoline  service  station  and,  also, 
the  parking  of  more  than  five  (5) 
motor  vehicles ;  premises  351-353  First 
avenue,  west  side,  75  ft.  south  of  East 
21st  street  (Block  No.  926,  Lot  Nos. 
37  and  38),  Borough  of  Manhattan. 


cal  no.  762-38-BZ— Application,  September  1,  1938,  ui 
der  section  7h  of  the  building  zoi 
resolution,  of  Henry  Nordheim,  a] 
plicant,  on  behalf  of  Isabel  Sturgi 
and  Dorothy  Bell  Dyer,  owners  (Gari 
ner  Super  Service,  Inc.,  lessee), 
permit  in  a  business  use  district,  f< 
a  temporary  period  of  not  more  th; 
two  (2)  years,  the  parking  and  storaj( 
of  more  than  five  (5)  motor  vehicle 
premises  1670-1716  Southern  boulevar 
east  side,  50  ft.  south  of  East  174 
street  (Block  No.  2983,  Lot  Nos.  7,  1 
15  and  21),  Borough  of  The  Bron 

cal.  no.  913-38-BZ— Application,  October  21',  1938,  und 
sections  7h  and  21  of  the  building  zo 
resolution,  of  George  H.  Corey,  app 
cant,  on  behalf  of  Kew  Gardens  Cc 
poration,  owner,  to  permit  partly  in 
residence  use  district  and  partly  in 
business  use  district,  the  parking  a; 
storage  of  more  than  five  (5)  mot 
vehicles ;  premises  80-02  Kew  Garde 
road,  south  side,  from  80th  road 
Union  turnpike  (Block  No.  3348,  p£ 
of  Lot  No.  37),  Kew  Gardens,  Bo 
ough  of  Queens. 

cal.  no.  85-39-BZ— Application,  January  20,  1939,  und 
section  7h  of  the  building  zone  resol 
tion  of  Theodore  R.  Feinberg,  app 
cant,  on  behalf  of  Street  Developme 
Corporation,  owner  (63  Eighth  Aven 
Corporation,  lessee),  to  permit  in 
business  use  district,  for  a  tempora, 
period  of  not  more  than  two  (2)  yea 
the  parking  and  storage  of  more  th 
five  (5)  motor  vehicles;  premises  3l 
305  East  37th  street  and  688-694  S< 
ond  avenue,  east  side,  24  ft.  8% 
north  of  East  37th  street  (Block  h 
943,  Lot  Nos.  2,  3,  4,  5,  6  and  & 
Borough  of  Manhattan. 
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cal.  NO.  1265-25-BZ  Application  of  Abraham  Farber,  ap¬ 
plicant,  on  behalf  of  Morris  Newman 
and  Arthur  J.  Stang,  owners,  re¬ 
opened  under  new  proposal,  February 
15,  1939,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a 
business  use  district,  the  erection  and 
maintenance  of  a  motor  vehicle  repair 
shop  and  welding  shop  (previously  de¬ 
nied  re  gasoline  service  station)  ;  prem¬ 
ises  928-938  East  New  York  avenue, 
southwest  corner  of  Utica  avenue 
(Block  No.  4588,  part  of  Lot  No.  86), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  2,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

-  376-39-A — 3112  Griswold  avenue,  south  side,  25  ft.  west  of 
MacDonough  place  (Block  No.  5411,  Lot 
No.  30),  Borough  of  The  Bronx. 

427- 39-A — East  side  of  Ferris  avenue  from  Philip  avenue 

to  Randall  avenue  and  the  north  and 
south  sides  of  Randall  avenue  (Block 
Nos.  5554,  5557,  5558,  5573,  5574,  5575, 
5609  and  5616),  Baxter  Creek,  East  River, 
Borough  of  The  Bronx  (Under  Section 
35,  General  City  Law :  Re  Bed  of  Mapped 
Street). 

428- 39- A  East  side  of  Ferris  avenue,  from  Philip  avenue 

to  Randall  avenue  and  the  north  and 
south  sides  of  Randall  avenue  (Block 
Nos.  5554,  5557,  5558,  5573,  5574,  5575, 
5609  and  5616),  Baxter  Creek,  East  River, 
Borough  of  The  Bronx. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 

1  of  the  building  zone,  resolution,  Tuesday  afternoon,  May 

2  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 

: Manhattan,  on  the  following  matters: 


cal.  no.  426-39-BZ— Application,  April  5,  1939,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  Ely  Jacques  Kahn,  applicant,  on 
behalf  of  Henry  Sonn  and  Co.,  Inc., 
owner  (Trailer  Town,  Inc.,  lessee),  to 
permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  alteration  and  extension  of  an 
existing  building  to  be  occupied  as 
offices,  the  erection  and  maintenance  of 
business  buildings  (stores),  a  gasoline 
service  station  and  the  maintenance  of 
a  trailer  camp  and  a  space  for  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  East  side 
of  Ferris  avenue,  from  Philip  avenue 
to  Randall  avenue  and  the  north  and 
south  sides  of  Randall  avenue  (Block 
Nos.  5554,  5557,  5558,  5573,  5574,  5575, 
5609  and  5616),  Baxter  Creek,  East 
River,  Borough  of  The  Bronx. 

cal.  no.  349-39-BZ — Application,  March  20,  1939,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Leon  F.  Scully,  applicant, 
on  behalf  of  Madge  Murphy,  owner,  to 
permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
and,  also,  partly  in  an  “E”  area  and 
partly  in  a  “C”  area  district,  the  erec¬ 
tion  of  a  dwelling  and,  also,  a  garage 
not  conforming  with  the  area  require¬ 
ments  of  the  building  zone  resolution; 
premises  3114  Griswold  avenue  and 
1445  MacDonough  place,  southwest 
corner  (Block  No.  5411,  Lot  No.  31), 
Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  5,  1939,  10  A.  M. 

RULES 

170-39-SR— Proposed  Rules  on  Uses  of  Insulating  Fibre 
Board. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  APRIL  4,  1939 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 

The  minutes  of  the  regular  meeting  of  the  board  held 
on  luesday  morning,  March  14,  1939,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  Tuesday  after- 
hoon  March  14,  1939,  were  approved  as  printed  in  Bulletin 
No.  12,  Vol.  24. 


PREMISES  AFFECTED — 475  West  146th  street,  north 
side,  100  ft.  east  of  Amsterdam  avenue  (Block 
No.  2061,  Lot  Nos.  5  and  6),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  William  H.  Van  Houten  and  Matthew 
M.  Proujan. 

For  Opposition:  Sol  A.  Herzog. 

ACTION  OF  BOARD1 — Laid  over  to  April  11,  1939,  at  2 
P.M.,  for  report  by  a  committee  of  the  board’.  No 
further  argument. 


for  Mabel 


145-38-BZ.  BUILDING  Z0NE  CASES 

APPLICANT— William  H.  Van  Houten, 

Agassiz,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
supei  intendent  of  buildings)  under  sections  7h  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 


763-38-BZ. 

APPLICANT— Herman  Kron,  for  New  York  Telephone 
Company,  owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 728-744  Second  avenue,  east 
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side,  24.8  ft.  south  of  East  40th  street  and  303  (807-28-BZ) 

East  39th  street  (Block  No.  945,  Lot  Nos.  1,  4  Whereas,  on  April  2,  1929,  the  board  granted  a  varia- 
and  6),  Borough  of  Manhattan.  tion,  permitting  the  erection  of  a  fireproof  garage  for  more 

APPEARANCES—  than  five  motor  vehicles,  affecting  premises  40-35  Union 

For  Applicant:  Herman  Kron.  street  and  142-01  to  142-07  41st  avenue  (for™^rly  80-84 

For  Opposition:  Sol  A.  Herzog.  Madison  avenue),  northeast  corner  (Block  No.  5041  (848), 

ACTION  OF  BOARD— Laid  over  to  April  11,  1939,  at  10  Lot  No.  1),  Flushing,  Borough  of  Queens;  proposed  garage 

AM.  on  request  of  applicant.  to  have  a  height  of  four  stories;  a  frontage  of  77.8  ft.  on 

-  Madison  (41st)  avenue  and  109  ft.  on  Union  street,  ihis 

66-39-BZ.  application  was  granted  under  sections  7e,  7g  and  21,  the 

APPLICANT— Slee  and  Bryson,  for  Frank  Saccardi  and  building  on  the  premises  having  been  occupied  as  a  stable 

T  anretta  Saccardi  owners.  and  garage  prior  to  July  25,  1916 ,  and 

SUBJECT— Application  (re  decision  of  the  acting  borough  Whereas,  this  four  story  fireproof  garage  was  not 
superintendent  of  buildings)  under  sections  73-,  7c  erected,  and  £  u  t->  « 

and  21  of  the  building  zone  resolution,  to  permit  Whereas,  Alfred  H.  Eccles,  applicant,  for  Harry  Rohdie, 
in  a  business  use  district,  the  conversion  of  occu-  owner,  requested  a  reopening  of  the  application  under  sec- 

pancy  of  part  of  an  existing  building  to  a  gasoline  tion  21  of  the  building  zone  resolution,  to  permit  in  a  busi- 

service  station  ness  use  district,  the  extension  in  area  of  a  gasoline  service 

PREMISES  AFFECTED— 7423  (  7421  displayed)  15th  station,  by  the  removal  and  relocation  of  the  walls  of  an 

avenue  and  1501  Bay  Ridge  parkway  (75th  street),  existing  garage;  and 

northeast  corner  (Block  No.  6213,  Lot  No.  1),  Whereas,  this  application  was  reopened  by  vote  of  the 
Borough  of  Brooklyn.  board,  November  22,  1938;  and 

APPEARANCES —  Whereas,  a  public  hearing  was  held  on  this  application 

For  Applicant:  John  B.  Slee  and  G.  Elmer  Blom-  by  the  Board  of  Standards  and  Appeals,  at  its  regular 
berg.  meeting,  April  4,  1939,  after  due  notice  by  publication  in 

For  Opposition:  None.  the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

ACTION  OF  BOARD — Laid  over  to  April  18,  1939,  at  2  Whereas,  the  use  district  maps  accompanying  the  build- 
P  M.,  for  report  by  a  committee  of  the  board.  No  ing  zone  resolution  show  that  Union  street  is  in  a  residence 

further  argument.  and  business  use  district;  41st  avenue  is  in  a  residence  and 

_  business  use  district;  Bowne  street  is  in  a  residence  and 

185-39-BZ  business  use  district,  and  Roosevelt  avenue  is  in  a  business 

APPLICANT— Sloan  and  Behrens  for  The  Arthur  A.  ''L'hf.rl.C  the*1  decision  of  the  borough  superintendent  of 

SUBJECT— Application  Le  decision  of  the  borough  super-  buildings  on  Alt.  Applie.  No.  2712-38,  dated  December  1, 

intendent  of  buildings)  under  section  2l  of  the  1938,  reads.  . 

mieiiueiiL  ui  l»u  s. i  •  .  in  a  T  The  extension  of  a  gasoline  service  station  in 

business  usTdis'trirt  and ’partly  in  an  unrestricted  a  business  district,  by  cutting  down  on  existing  garage 

use  district,  the  parking  and  storage  of  more  than  is  contrary  to  Article  2,  Section  4  of  the  Building  o  e 

r  ( ^  \  rnotor  vehicles  ivesol'ution. 

PREMISES  AFFECTED— 95-25  Queens  boulevard,  north  2  Frame  construction,  as  shown  on  plaiq  within 

side  from  62nd  drive  to  Junction  boulevard  (Block  the  fire  limits  is  contrary  to  Section  (4.1.2)  C26-247.0 

No.  2079,  Lot  Nos.  1  and  9),  Rego  Park,  Borough  of  the  Building  Code.  (Not  further  considered.) 

of  Queens.  and 

APPEARANCES —  Whereas,  the  premises  consist  of  a  plot  of  ground,  hav- 

For  Applicant :  Walter  R.  Mansfield,  Joseph  jng  a  frontage  of  109  ft.  on  Union  street  and  78  ft.  on  41st 
Schlesheim  and  Joseph  T.  Brennan.  avenue.  Upon  the  northerly  part  of  the  plot,  there  is 

For  Opposition:  Leslie  Kirsch,  Allen  D.  Emil,  located  a  one  and  a  2/2  story  structure,  frame  building, 

Joseph  G.  Abramson  and  Walter  A.  Lynch.  having  a  frontage  of  97  ft.  on  Union  street  and  78  ft.  on 

ACTION  OF  BOARD— Laid  over  to  April  11,  1939,  at  10  41st  avenue  and  occupied  as  a  garage  for  more  than  five 

A.M.,  for  further  consideration  by  the  board.  motor  vehicles.  This  building  sets  back  12  ft.  from  41st 

-  avenue.  This  space  is  now  used  as  a  gasoline  service 

807-28-BZ.  station.  It  is  proposed  to  remove  and  to  relocate  the  41st 

APPLICANT— Alfred  H.  Eccles,  for  Harry  Rohdie,  avenue  walls  of  the  building  (said  walls  to  be  constructed 
owner.  of  brick)  and  to  occupy  the  resulting  area  (30  ft.  by  77.8 

SUBJECT — Application  reopened  November  22,  1938  (re  ft.)  as  a  gasoline  service  station;  and 

decision  of  the  borough  superintendent  of  build-  Whereas,  the  board  deemed  that  the  applicant  was  en- 

ings)  under  section  21  of  the  building  zone  resolu-  titled  to  relief  under  section  21,  on  the  grounds  of  practical 

tion,  to  permit  in  a  business  use  district,  the  exten-  difficulty  and  unnecessary  hardship. 

sion  in  area  of  a  gasoline  service  station  by  the  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
removal  and  re-location  of  the  walls  of  an  existing  hereby  amend  its  resolution  of  April  2,  1929,  as  amended 
garage.  by  resolution  of  May  3,  1938,  so  that  as  amended  the  reso- 

PREMISES  AFFECTED — 40-35  Union  street  and  142-01  lution  shall  read: 

to  142-07  41st  avenue  (formerly  80-84  Madison  " Resolved ,  that  the  Board  of  Standards  and  Appeals 

avenue),  northeast  corner  (Block  No.  5021  (848),  does  hereby  tnake  a  variation  in  the  application  of  the 

Lot  No.  1),  Flushing,  Borough  of  Queens.  use  district  regulations  of  the  building  zone  resolution 

APPEARANCES —  and  that  the  application  be  and  it  hereby  is  granted, 

For  Applicant:  Alfred  H.  Eccles.  permitting  the  existing  garage  to  be  altered,  substan- 

For  Opposition:  William  B.  Pulvermacher.  tially  as  indicated  on  plans  filed  herein,  by  removing 

ACTION  OF  BOARD— Resolution  amended.  the  existing  front  wall  facing  41st  avenue  and  con- 

THE  VOTE  TO  AMEND  RESOLUTION  _  #  structing  a  new  brick  wall  18  feet  further  north,  so  as 

Affirmative:  Chairman  Murdock,  Commission-  to  provide  a  space  thirty  (30)  feet  in  width  parallel 

ers  Savage  and  Blum  and  Assistant  Chief  to  4^st  avenue,  which  may  be  used  for  the  continuance 

Walsh  .  . .  4  of  the  sale  of  gasoline,  on  condition  that  not  more  than 

Negative  .  0  two  pairs  of  pumps  shall  be  erected;  that  such  pumps 

Absent  .  0  shall  be  of  the  type  approved  for  use  with  the  Rapiday- 

THE  RESOLUTION _  ton  System  or  similar,  as  approved  by  this  board;  that 
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no  pumps  shall  be  erected  nearer  than  fifteen  (15) 
feet  to  the  building  line  of  41st  avenue;  that  there  shall 
be  erected  on  the  easterly  lot  line  from  the  proposed 
wall  to  the  building  line  of  41st  avenue,  a  brick  wall  of 
similar  face  brick,  not  less  than  five  (5)  feet  in  height 
and  suitably  coped;  that  in  front  of  such  wall  to  the 
west,  there  shall  be  maintained  a  planted  area,  pro¬ 
tected  by  a  concrete  curbing;  such  area  to  be  not  less 
than  five  (5)  feet  in  width  and  thirty  (30)  feet  in 
length ;  that  the  entire  area  used  for  the  sale  of  gaso- 
lme  shall  be  cement  paved;  that  the  existing  curb  cuts 
trom  Madison  (41st)  avenue  and  Union  street,  shall 
not  be  increased  beyond  the  width  of  25  feet  each  • 
that  the  existing  garage  building  as  proposed  to  be 
altered,  shall  be  occupied  only  as  a  garage  on  the  1st 
story ;  that  the  2nd  story  shall1  remain  vacant ;  that 
the  ceiling  of  the  first  story  shall  be  fire-retarded 
throughout,  in  accordance  with  the  rules  of  the  Board 
ot  Standards  and  Appeals;  that  no  parking  shall  be 
carried  on  in  the  gasoline  selling  area  and  no  grease 
pits  or  other  equipment  shall  be  installed  other  than 
as  herein  permitted,  except  an  air  pump ;  that  no  auto¬ 
mobile  repairing  shall  be  carried  on;  that  signs  shall 
be  restricted  to  permanent  signs  attached  to  the  facade 
ot  the  building,  excluding  all  roof  signs  and  temporary 
signs,  but  permitting  the  construction  of  a  post  stand¬ 
ard  within  the  building  line,  for  supporting  a  sign 
advertising  solely  thQ  brand  of  gasoline  sold;  that  no 
portable  gasoline  pumps  shall  be  used  on  or  from  the 
prermses ;  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  six  months  from  the 
date  of  this  amended  resolution.” 


meeting  April  4  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Sutton  place  south  is  in  a 
residence  and  unrestricted  use  district;  East  54th  street  is 
in  a  residence  and  business  use  district;  East  55th  street 
is  in  a  residence  and  business  use  district  and  First  avenue 
is  in  a  business  use  district;  and 

.  Whereas,  the  decision  of  the  borough  superintendent  of 
buildmgs  N.B.  Application  No.  40-39,  dated  February  21 
1939,  reads:  ’ 

“1.  The  proposed  construction  of  tennis  courts  and 
accessory  locker  house  and  toilets  in  a  residence  district 
is  contrary  to  Article  2,  Section  3  of  the  Building  Zone 
Resolution. 

and 


103-38-BZ. 

APPLICANT— Joseph  A.  Lazarus,  for  Frank  L.  Weil, 
\\  uliam  E.  Russell  and  Raymond  J.  Scully  trus¬ 
tees  of  Series  C-2,  New  York  Title  and  Mo’rtgage 
I  __  Company,  owner. 

SUBJECT — Application  reopened  March  7,  1939,  under 
new  proposal!  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  2b  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district,  the  use  of  a  plot  of  ground  as  a  tennis 
court  and  accessory  building  for  same  (previously 
denied,  re  parking  and  storage  for  more  than  five 
(5)  motor  vehicles). 

.  PREMISES  AFFECTED — 42-56  Sutton  place  south,  west 
from  East  54th  street  to  East  55th  street, 
423 -4a 7  East  54th  street  and  422-456  East  55th 
street  (Block  No.  1366,  Lot  Nos.  16  and  19  and 
part  of  Lot  No.  33),  Borough  of  Manhattan 
APPEARANCES— 

For  Applicant:  Joseph  A.  Lazarus. 

|  For  Opposition:  None. 

THI-;1  VOTE?  B0ARI>— Application  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . a 

Absent  .  q 

THE  RESOLUTION— 

(103-38-BZ) 

Whereas,  Joseph  A.  Lazarus,  for  Frank  L.  Weil,  Wil- 

cT  NPRUVdI  amSliR7I^?nd  J-  SculIy’  trustees  of  Series 
unL  ^  °r9i  T  C  &  Jllortgage  Company,  owner,  filed 
under  section  21,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  residence  use  district,  the  use  of 
a  plot  of  ground  as  a  tennis  court  and  accessory  building 
more  ie!  (grevl?“sly  denied  re  parking  and  storage  of 
42  S6  tS  hVei  3  motor  vehicles),  affecting  premises: 
g-56  Sutton  place,  south  422-456  East  55th  street  and 
10  47  East  5f4tTh  sti:eTet  (Block  No.  1366,  Lot  Nos.  16  and 
9Wm-RFArs  °J  Ln-Nn'  3^’  Boro“gh  of  Manhattan;  and 

bv  the  PUf  £  h!?rT  Wa?  7ld  on  this  application 

by  the  Board  of  Standards  and  Appeals,  at  its  regular 


Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  200  ft.  10  in.  on  Sutton  place,  south,  219 
ft.  on  East  55th  street  and  244  ft.  on  East  54th  street 
It  is  proposed  to  erect  upon  the  plot,  a  one  story  brick 
locker  house  20  ft.  by  90  ft.  in  area,  and  to  use  the  re- 
mainder  of  the  plot  as  tennis  courts ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board;  and 

W  hereas,  the  board  deemed  that  the  applicant  was  en¬ 
titled  to  temporary  relief  under  section  21  of  the  building 
zone  resolution  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  section  21 
thereof  for  a  temporary  period  of  five  years  from  the  date 
of  this  resolution,  permitting  the  premises  under  appeal 
to  be  used  as  tennis  courts  for  which  fees  are  charged  and 
also  to  permit  the  erection  of  an  accessory  locker  building 
all  substantially  as  indicated  on  plans  filed  with  this  appeal 
on  condition  that  such  building  shall  comply  with  the  re¬ 
quirements  of  the  building  code;  that  during  the  time  the 
premises  are  used  as  herein  permitted,  there  shall  be  main¬ 
tained  on  the  street  building  lines  continuously,  a  substantial 
woven  wire  fence  not  less  than  six  feet  in  height;  that  all 
permits  required  shall  be  obtained  and  all  work  involved 
completed  within  six  months  from  the  date  of  this  resolu¬ 
tion. 


1018-38-BZ. 


APPLICANT— John  F.  Meehan,  for  The  Rector,  Church 
Wardens  and  Vestrymen  of  Trinity  Church  in  the 
City  of  New  York,  owner  (Caswell  Motor  Com¬ 
pany,  lessee). 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 3740  Broadway,  northeast  cor¬ 
ner  of  West  155th  street  (Block  No.  2114,  Lot  No 
1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  F.  Meehan. 

For  Opposition:  Sol  A.  Herzog,  Charles  Green- 

.  rrpTAAT  ^  30(1  Sattl  Gldch. 

THE1  VOtF TO  GRANT— HCati°n  granted  on  condition- 
Affirmative:  Commissioners  Savage  and  Blum 

and  Assistant  Chief  Walsh  .  3 

Negative :  Chairman  Murdock . '  1 

Absent  . . .  . .  0 
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THE  RESOLUTION- 

( 1018-38-BZ) 

Whereas,  John  F.  Meehan,  for  the  Rector,  Church 
Wardens  and  Vestrymen  of  Trinity  Church  in  the  City 
of  New  York,  (Caswell  Motor  Company,  lessee),  filed 
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on  November  14,  1938,  an  application  under  section  7 H 
of  the  building  zone  resolution,  to  permit  in  a  business 
use  district  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  affecting  premises  3740  Broadway,  north¬ 
east  corner  of  West  155th  street  (Block  No.  2114,  Lot  No. 
1),  Borough  of  Manhattan;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  4,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ,  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Broadway  is  in  a  business 
and  residence  use  district;  West  155th  street  is  in  a  resi¬ 
dence  and  business  use  district  and  West  1 56th  street  is 
in  a  residence  and  business  use  district ;  and 

W^hereas  the  decision  of  the  borough  superintendent, 
dated  November  1,  1938,  re  certificate  of  occupancy  reads : 

“With  reference  to  your  request  for  a  denial  for 
the  use  of  the  above  premises  as  a  parking  and  storage 
space  for  more  than  5  motor  vehicles  so  that  the 
matter  may  be  appealed  within  thirty  (30)  days  and 
explaining  that  the  thirty  (30)  day  requirement  had 
expired  since  our  denial  of  September  28,  1938,  you  are 
advised  this  department  has  no.  authority  to  extend 
such  time.  Therefore,  the  denial  of  September  28, 
1938  is  herewith  repeated: 

‘Your  application  dated  September  23,  1948  tor  a 
certificate  of  occupancy  for  the  use  of  the  above 
premises  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  has  been  denied  for  the  reason 
that  the  premises  are  located  in  a  business  district 
where  this  occupancy  is  prohibited  by  Article  2,  section 
4a,  subdivision  15  of  the  zone  resolution.’  ” 


and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  100  ft.  on  Broadway  and  100  ft.  on  West 
155th  street.  It  is  proposed  to  occupy  the  site,  for  a  tem¬ 
porary  period  of  not  more  than  two  years,  for  the  storage 
and  parking  of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  this  site  and  the  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  board ;.  and 

Whereas,  the  board  deemed  that  this  was  a  proper  case 
to  exercise  its  discretion  under  Section  7,  subdivision  H 
of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application,  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  7H,  for  a 
term  of  two  (2)  years,  on  condition  that  the  plot  under 
appeal  shall  be  levelled  substantially  to  the  grade  of  West 
155th  street  and  Broadway;  that  the  lot  shall  be  divided, 
so  that  the  rear  portion  toward  the  east  shall  be  used 
solely  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles ;  that  only  motor  vehicles  of  the  pleasure 
car  type  shall  be  so  parked  and  stored;  that  the  westerly 
portion  of  the  lot  shall  be  used  solely  for  the  present  use, 
as  permitted  by  the  commissioner  of  licenses,  for  the  sale 
of  used  cars ;  that  there  shall  be  constructed  between  these 
two  sections  of  the  plot,  a  substantial  woven  wire  fence 
not  less  than  6  ft.  in  height;  that  on  the  interior  lot  lines, 
where  walls  of  existing  buildings  do  not  occur,  a  similar 
woven  wire  fence  shall  be  constructed ;  that  along  the 
street  line  of  Broadway  and  along  the  street  line  of  West 
155th  street  for  a  distance  of  50  ft.  from  the  corner  and 
up  to  a  point  where  the  subdivided  cross  fence  is  con¬ 
structed,  there  shall  be  erected  a  masonry  wall  not.less  than 
2  ft.  in  height  continuously,  with  no  openings  therein,  except 
one  opening  from  West  155th  street,  for  the  entrance  and 
exit  of  cars  offered  for!  sale;  that  any  buildings  erected 
on  the  portion  of  the  plot  used  for  sales  lot,  shall  comply 
with  the  requirements  of  the  building  code  therefor;  that 
along  the  building  line  on  West  155th  street,  on  the  por¬ 
tion  of  the  plot  used  for  parking  of  cars,  a  similar  woven 
wire  fence  shall  be  erected,  with  not  over  two.  openings 
therein  for  exit  and  entrance,  not  over  15  ft.  in  width; 
that  no  buildings  shall  be  erected  on  the  portion  of  the 


plot  used  for  parking  and  storage,  other  than  the  existing 

one  story  building  used  solely  for  office  and  shelter  tor 
the  attendant;  that  proper  aisles  shall  be  maintained  at 
all  times  for  easy  entrance  and  egress;  that  such  portable 
fire-fighting  appliances  shall  be  installed  as  the  fire  com¬ 
missioner  shall  direct;,  that  no  signs  shall  be  erected  on 
the  premises  advertising  the  parking  and  storage  use, 
other  than  a  sign  at  the  entrance  to  such  portion  of  the 
lot;  that  such  sign  shall  be  attached  to  the  fence,  adver¬ 
tising  only  the  parking  and  storage  use,  the  sign  not  to 
exceed  15  sq.  ft.  in  area;  that  the  entire  area  shall  be 
surfaced  with  steam  cinders,  clean  gravel  or  other  suitable 
material,  properly  rolled  and  bound;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  three  (3) 
months  from  the  date  of  this  resolution. 


1053-38-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Brooklyn  De¬ 
velopment  Company,  owner. 

SUBJECT— Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings)  under  section 
7h  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 2503-2537  65th  street,  north¬ 
west  corner  of  McDonald  avenue  (Block  No. 
6607,  Lot  Nos.  34  and  42),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Nathan  Ringel,  William  Ober- 
meyer  and  Angelina  Varrone. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  „  ,  ,  _ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . 

Absent  .  0 

THE  RESOLUTION— 

(1053-38-BZ) 

Whereas,  Lama  and  Proskauer,  applicants,  for  Brooklyn 
Development  Company,  owner,  filed  November  22,  1938,.  an 
application  under  section  7h  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  affecting 
premises:  2503-2537  65th  street,  northwest  corner  of 
McDonald  avenue  (Block  No.  6607,  Lot  Nos.  34  and  42), 
Borough  of  Brooklyn;  and  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  4,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution,  show  that  65th  street  is  in  a  business 
use  district;  that  McDonald  avenue  is  in  a  business  use 
district;  that  Dahill  road  is  in  a  residence  and  business 
use  district  and  that  Avenue  P  is  in  a  business  use  district; 

and  . 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent  of  buildings,  on  Applic.  No.  17405-38,  dated  No¬ 
vember  22,  1938,  reads : 

“Proposed  storage  and  parking  for  more  than  five 
cars  in  premises  described  within  a  business  district 
contrary  to  Art.  2,  Sec.  4 — par.  15  of  zone  resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  262  ft.  8  in.  on  Mc¬ 
Donald  avenue,  291  ft.  3  in.  on  65th  street  and  51  ft.  on 
Dahill  road.  It  is  proposed  to  occupy  the  site,  for  a  tem¬ 
porary  period  of  not  more  than  two  years,  for  the  parking 
and  storage  of  more  than  five  motor  vehicles;  and 

Whereas,  these  premises  and  the  surrounding  area 
were  inspected  by  a  committee  of  the  board;  and 

Whereas,  the  board  deemed  that  this  was  a  proper 
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case  in  which  to  exercise  its  discretion  to  grant  a  temporary 
zoning  variance  under  Section  7,  subdivision  H  of  the 
building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does,  hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  building  zone  resolution  and 
that  the  application  be  and  it  hereby  is  granted  under 
Section  7-H  thereof  to  permit  the  premises  under  appeal 
to  be  used  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles  for  a  period  of  two  years  from  the 
date  of  this  resolution,  on  condition  that  the  plot  shall  be 
leveled  substantially  to  the  grade  of  the  surrounding  streets 
and  shall  be  surfaced  with  steam  cinders,  clean  gravel  or 
other  suitable  material,  properly  rolled  and  bound;  that 
there  shall  be  erected  continuously  on  the  interior  and 
street  building  lines,  a  substantial  woven  wire  fence  not 
less  than  six  feet  in  height,  except  for  openings  for  en¬ 
trance  and  exit,  one  to  McDonald  avenue  toward  the 
center  of  the  frontage  and  one  to  65th  street  toward  the 
center  of  that  frontage;  that  such  openings  shall  not  ex¬ 
ceed  15  feet  in  width  with  curb  cuts  opposite  not  exceeding 
25  feet  in  width;  that  proper  aisles  shall  be  maintained 
at  all  times  for  entrance  and  exit;  that  during  the  term 
of  this  \  ariance,  the  premises  shall  be  used  for  no  other  use 
than  as  herein  permitted ;  that  no  building  shall  be  erected 
thereon,  except  a  building  for  office  and  shelter  for  the 
attendant,  which  shall  not  exceed  150  square  feet  in  area, 
and  one  story  in  height  and  which  may  be  of  frame  con¬ 
struction  ;  that  such  portable  fire-fighting  appliances  shall 
be  installed  as  the  fire  commissioner  shall  direct;  that  no 
signs  shall  be  erected  on  the  premises,  except  a  sign  at 
each  entrance  attached  to  the  fence,  not  over  15  square 
feet  in  area,  advertising  the  parking  and  storage  use;  that 
any  lights  installed  for  general  illumination  shall  be  on 
post  standards  with  metal  reflectors  so  arranged  as  to 
reflect  toward  the  center  of  the  plot;  that  all  permits  re¬ 
quired  shall  be  obtained  and  all  work  involved  completed 
within  three  months  from  the  date  of  this  resolution. 


1086-38-BZ. 

APPLICANT— Robert  Teichman,  for  Arthur  F„  Davies 
Trust  Officer  for  City  Bank  Farmers  Trust  Co  ’ 
truseee  of  Estate  of  William  Waldorf  Astor 
owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7h  and  21 
of  the  building  zone  resolution,  to  permit  partly  in 
a  residence  use  district  and  partly  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 351-381  East  164th  street, 
north  side,  between  Clay  avenue  and  Teller  avenue' 
984-1008  Teller  avenue  and  985-1009  Clay  avenue 
(Block  No.  2424,  Lot  No.  1),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Isidor  V.  Herbst,  Robert  Teich¬ 
man  and.  Louis  Berkowitz. 

For  Opposition :  Louis  Sanders,  Milton  Brause, 
Robert  J.  Farrington,  Maud  Haas,  S.  Michels, 
Lena  Cutolo,  Frank  De  Nunzio,  Earl  I.  Gal- 

,rTrn,T  Granger  and  others. 

^TIONOF  BOARD — Application  denied. 

he  vote  to  grant— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  . q 

'HE  RESOLUTION— 

(1086-38-BZ) 

Whereas,  Robert  Teichman,  for  Arthur  P.  Davies,  Trust 

f  wurfor  &/^BarnkA Farmers  Trust  Co-  trustee  of  Estate 
William  Waldorf  Astor,  owner,  filed  November  28,  1938, 


an  application  under  the  building  zone  resolution,  to  per¬ 
mit  partly  in  a  residence  use  and  partly  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  affecting  premises:  351-381  East  164th  street,  north 
side,  between  Clay  avenue  and  Teller  avenue,  984-1008  Tel- 
ler  avenue  and  985-1009  Clay  avenue  (Block  No.  2424  Lot 
No.  1),  Borough  of  The  Bronx;  and 

Whereas,  the  use  district  maps  accompanying  the  build- 
ding  zone  resolution  show  that  East  164th  street  is  in  a 
residence  and  business  use  district ;  Teller  avenue  is  in  a 
business  use  district ;  Clay  avenue  is  in  a  residence  and 
business  use  district;  Park  avenue  is  in  a  business  and 
unretricted  use  district  and  East  165th  street  is  in  a  busi¬ 
ness  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated.  November  10,  1938,  as  amended  February  20,  1939, 

Please  be  advised  that  your  application  for  the  use 
of  the  vacant  lot  at  above-mentioned  premises  for  the 
storage  and  parking  of  more  than  five  (5)  motor 
vehicles  is  hereby  denied,  as  the  premises  are  located 
in  a  residence  and  business  district  as  established  by 
the  Amended  Building  Zone  Resolution  where  such 
occupancy  would  be  contrary  to  Article  2,  Section  4, 
Subdivision  15  of  the  said  resolution.” 
and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  310  ft.  on  East  164th 
sti  eet,  238  ft.  on  Teller  avenue  and  235  ft.  on  Clay  avenue 
Ihe  easterly  portion  of  the  plot  extends  for  a  distance 
of  approximately  210  ft.  into  the  residence  use  district — 
the  remainder  of  the  plot  is  located  in  a  business  use  dis¬ 
trict.  It  is  proposed  to  use  the  site  for  a  temporary  period 
of  not  more  than  two  (2)  years  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  and 
.  Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 
Whereas,  the  board  deemed  that  applicant  had  failed  to 
substantiate,  his  basis  of  appeal  under  sections  7h  and  21 
of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


1103-38-BZ. 

^EEEICANT — Jack  Z.  Cohen,  for  Sara  Engelhard, 
owner. 

SUBJECT  Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings)  under  section 
7c  of  the  building  zone  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  the  erection  and  maintenance  of  an 
extension  to  an  existing  business  building. 
PREMISES  AFFECTED — 403  Howard  avenue,  east  side 
°°  ft.  2  in.  north  of  St.  Marks  avenue  (Block  No. 

APPEARANCES-0'  5>'  B°r°Ugh  °£  Br0°Wyn- 

For  Applicant:  Larry  Meltzer  and  Harry  Engel¬ 
hard. 

For  Opposition :  None. 

THE*  VOTeT  B0ARD— application  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . ’ .  4 

Negative  . *  * ,  ’ '  ’  ’  ’  “  q 

Absent  . . .  o 

THE  RESOLUTION— 

(1103-38-BZ) 

Whereas  Jack  Z.  Cohen,  for  Sara  Engelhard,  owner, 
t  D,ec?1n}.ber  1*  1938,  an  application  under  Section  7c 
of  the  building  zone  resolution,  to  permit  partly  in  a  busi¬ 
ness  use  and  partly  in  a  residence  use  district,  the  erection 
and  maintenance  of  an  extension  to  an  existing  business 
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building;  affecting  premises:  403  Howard  avenue,  east 
side,  68  feet  2  in.  north  of  St.  Marks  avenue  (Block  No. 
1452,  Lot  No.  5),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  April  4,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Howard  avenue  is  in  a 
business  use  district;  that  Bergen  street  is  in  a  business 
use  district  and  that  St.  Marks  avenue  is  in  a  residence 
and  business  use  district;  and  . 

Whereas,  the  decision  of  the  borough  superintendent, 
on  Applic.  No.  16150-38,  dated  November  1,  1938,  reads: 

“1.  Proposed  one  story  brick  extension  to  be  lo¬ 
cated  partly  in  a  residence  use  district  and  partly  in 
a  business  use  district  and  to  be  used  for  the  storage 
of  paper,  paper  bags  and  twine,  is  contrary  to  Art. 
2,  Section  3  of  the  zone  resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregularly  shaped 
plot  of  ground  having  a  frontage  of  30  ft.  on  Howard 
avenue  and  a  depth  of  200  ft.  The  rear  part  of  the  plot 
extends  into  the  residence  use  district  for  a  distance  of 
approximately  100  ft.  The  remainder  of  the  plot  is  in  a 

business  use  district.  Upon  the  front  of  the  plot  there  is 

located  a  one-story,  non-fireproof  business  building,  2b. 

ft.  by  100  ft.  and  used  as  a  (paper)  storage  warehouse. 
It  is  proposed  to  cover  the  remainder  of  the  plot  with  a 
one-story  extension,  30  ft.  by  100  ft.,  to  the  existing 

building.  Entire  building  to  be  used  for  business  purposes. 
A  small  irregular  shaped  portion  of  the  northerly  rear 
of  the  proposed  extension  extends  into  the  business  use 

district;  and  .  4 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  zoning  vari¬ 
ance  under  Section  7,  subdivision  C  of  the  building  zone 
resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  building  zone  resolution  and 
that  the  application  be  and  it  hereby  is  granted  under  Sec¬ 
tion  7-C  thereof,  to  permit  the  construction  of  the  pro¬ 
posed  one  story  addition,  substantially  as  indicated  on 
plans  filed  herein,  on  condition  that  the  existing  passage¬ 
way  to  Howard  avenue  shall  be  maintained ;  that  a  doorway 
shall  be  constructed  toward  the  rear,  as  indicated,  with 
gooseneck  ladder  to  roof ;  that  the  construction  of  .  the 
roof  of  proposed  addition  shall  be  Class  II  construction, 
that  the  entire  building,  present  and  proposed,  shall  be 
protected  by  an  automatic,  dry-pipe,  one-source  sprinkler 
system;  that  there  shall  be  no  openings,  other  than  the 
exits  above  referred  to,  in  the  enclosure  walls  of  the  addi¬ 
tion  ;  that  all  permits  required  shall  be  obtained  and  all 
work  involved,  completed  within  six  months  from  the 
date  of  this  resolution. 


1181-38-BZ. 

APPLICANT — Jack  P.  Ganbarg,  for  B.  F.  Keith  Cor¬ 
poration,  owner  (Little  Amity  Parking,  Inc., 

lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED' — 203-207  West  95th  street, 
north  side,  86  ft.  west  of  Amsterdam  avenue 
(Block  No.  1243,  Lot  Nos.  129,  130  and  131), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  Henry  Walters  and  William 
Schwartz. 

For  Opposition:  None. 


ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE _ 

Affirmative:  Chairman  Murdock,  Commission- 
Savage  and  Blum  and  Assistant  Chief 


ers 


Walsh 


Negative  .  ^ 

Absent  .  u 


THE  RESOLUTION— 

(1181-38-BZ) 

Whereas,  Jack  P.  Ganbarg,  applicant,  for  B.  F  Keith 
Corporation,  owner,  (Little  Amity  Parking  Inc.,  lessee) 
filed  December  16,  1938,  an  application  under  Section  7h 
of  the  building  zone  resolution  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  affecting  premises:  203-207  West  9bth 
street  north  side,  86  ft.  west  of  Amsterdam  avenue  (Block 

-  171  'Rornncrh  nf 
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Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  4,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ,  <incl 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  95th  street  is  in  a 
business  and  residence  use  district;  that  West  96th  street 
is  in  a  business  and  residence  use  district;  that  Amsterdam 
avenue  is  in  a  business  use  district  and  that  Broadway  is 
in  a  business  use  district;  and  . 

Whereas,  the  decision  of  the  borough  superintendent 
of  buildings,  dated  November  29,  1938,  reads: 

“Your  application,  dated  November  7,  1938,  tor  a 
certificate  of  occupancy  for  the  use  of  the  above 
premises  for  the  parking  and  storage  of  more  than  5 
motor  vehicles  has  been  denied  for  the  reason  that  the 
said  premises  are  located  in  a  business  district  where 
this  occupancy  is  prohibited  by  Section  4,  of  Article 
2,  building  zone  resolution.” 


Whereas,  the  premises  consist  of  a  plot  of  ground 
having  a  frontage  of  82  ft.  and  a  depth  of  101  ft.  It  is 
proposed  to  occupy  the  plot  for  a  temporary  period,  for 
storage  and  parking  of  more  than  five  (5)  motor  vehicles, 
said  parking  lot  to  be  used  in  conjunction  with  garage 
located  on  plot  abutting  to  west  (209  West  95th  street)  ;  and 

Whereas,  these  premises  and  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  the  applicant,  sub¬ 
stantiated  his  application  under  Section  7-E  of  the  building 
zone  resolution  and  that  this  was  a  proper  case  in  which 
the  board  might  exercise  its  discretion  to  grant  a  tem¬ 
porary  zoning  variance  thereunder  for  a  period  of  five 
years. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis- 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  Section 
7-E  thereof  for  a  period  of  five  years  from  the  date  of  this 
resolution,  to  permit  the  plot  under  appeal  to  be  used,  in 
conjunction  with  the  existing  garage  to  the  west,  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles 
on  condition  that  only  motor  vehicles  of  the  pleasure  cai 
type  shall  be  so  stored  or  parked;  that  the  plot  involved 
herein  shall  be  leveled  to  the  grade  of  West  95th  streei 
and  shall  be  surfaced  with  steam  cinders,  clean  gravel  oi 
other  suitable  material;  that  during  the  term  of  this 
variance,  the  plot  shall  be  used  for  no  other  use  than  hereit 
permitted;  that  there  shall  be  erected  on  all  interior  lo 
lines  where  walls  of  adjoining  buildings  do  not  already 
occur,  and  the  street  building  lines,  a  substantial  wovei 
wire  fence  with  no  openings  thereto  to  West  95th  street 
except  an  emergency  entrance,  which  shall  normally  remaii 
closed;  that  no  signs  shall  be  maintained  on  the  premise: 
and  no  building  shall  be  erected  thereon;  that  such  portabl 
fire-fighting  appliances  shall  be  maintained  in  the  adjoininj 
garage  building,  which  has  an  opening  to  this  plot  for  tb 
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entrance  and  exit  of  automobiles,  as  the  fire  commissioner 
shall  direct;  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  two  months  from  the  date 
of  this  resolution. 


31-39-BZ. 

APPLICANT — William  F.  Regan,  for  Townsend  L.  Con¬ 
nor,  Laura  Investing  Co.  and  Gertrude  Ederle, 
owners  (Edward  Malloy,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7h  and  21 
of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 

storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFhECTED — 331-339  West  53rd  street,  north 
side,  390  ft.  west  of  Eighth  avenue  (Block  No. 

1044,  Lot  Nos.  13  to  17,  inclusive),  Borough  of 

Manhattan. 

APPEARANCES— 

For  Applicant :  William  F.  Regan. 

For  Opposition :  Raoul  Desvermine  and  Joseph  L. 
Zelaskow. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative .  0 

Absent  .  0 


THE  RESOLUTION— 

(31-39-BZ) 

Whereas,  William  F.  Regan,  for  Townsend  L.  Connor, 
Laura  Investing  Co.  and  Gertrude  Ederle,  owners  (Edward 
Malloy,  lessee),  filed  January  11,  1939,  an  application  under 
sections  7h  and  21  of  the  .building  zone  resolution,  to  per¬ 
mit  in  a  residence  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises:  331-339  West 
53rd  street,  north  side,  390  ft.  west  of  Eighth  avenue 
(Block  No.  1044,  Lot  Nos.  13  to  17,  inclusive),  Borough 
of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  April  4,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  53rd  street  is  in  a 
residence  and  retail  use  district;  West  54th  street  is  in  a 
residence  and  retail  use  district  and  Ninth  avenue  and 
Eighth  avenue  are  in  a  retail  use  district;  and 

Whereas,  thq  decision  of  the  borough  superintendent, 
dated  December  28,  1938,  re  Certificate  of  Occupancy, 
reads : 

“Your  application  for  a  certificate  of  occupancy  for 
the  above  premises  for  the  parking  and  storage  of 
more  than  5  motor  vehicles  has  been  denied  for  the 
reason  that  the  premises  is  located  in  a  residence  dis¬ 
trict  where  this  occupancy  is  prohibited  by  Article  2, 
section  3  of  the  Building  Zone  Resolution.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  109  ft.  and  a  depth  of  50  ft.  (maximum). 
Upon  part  of  the  plot  there  are  located  several  buildings 
in  the  course  of  demolition.  It  is  proposed  to  occupy  the 
site  for  a  temporary  period  of  not  more  than  two  (2) 
years  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  entitled  to  tem¬ 
porary  relief  on  the  grounds  of  practical  difficulty  and  un¬ 
necessary  hardship. 


Resolved. ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  under  section 
21,  permitting  the  plot  under  appeal  to  be  used  for  a  tem¬ 
porary  period  of  two^  (2)  years,  for  the  transient  parking 
of  more  than  five  (5)  motor  vehicles,  on  condition  that 
only  motor  vehicles  of  the  pleasure  car  type  shall  be  parked ; 
that  the  plot  shall  be  levelled  substantially  to  the  grade  of 
West  53rd  street  and  surfaced  with  steam  cinders,  clean 
gravel  or  other  suitable  material,  properly  rolled  and 
bound ;  that  on  the  interior  lot  lines,  where  walls  of  existing 
buildings  do  not  occur,  there  shall  be  erected  a  substantial 
woven  wire  fence  not  less  than  6  ft.  in  height;  that  a 
similar  fence  shall  be  erected  on  the  street  building  line, 
except  for  arr  entrance  not  over  20  ft.  in  width,  with  curb 
cut  opposite  of  similar  width;  that  proper  aisle  space  shall 
be  maintained  at  all  times  for  easy  entrance  and  egress ; 
that  no  buildings  shall  be  erected  on  the  premises,  other 
than  a  building  not  exceeding  150  sq.  ft.  in  area  and  one 
story  in  height,  which  may  be  of  frame,  to  be  used  solely 
as  office  and  shelter  for  the  attendant;  that  during  the 
term  of  this  variance,  the  plot  shall  be  used  for  no  other 
use  other  than  as  herein  permitted;  that  signs  shall  be 
restricted  to  one  sign  attached  to  the  street  line  fence  and 
no  exceeding  15  sq.  ft.  in  area,  advertising  the  parking  use, 
but  excluding  all  other  signs  and  signs  extending  beyond 
the  building  line;  that  such  portable  fire-fighting  appliances 
shall  be  installed  as  the  fire  commissioner  shall  direct  and 
that  all  permits  shall  be  obtained  and  all  work  completed 
within  six  (6)  months  from  the  date  of  this  resolution. 


82-39-BZ. 

APPLICANT — Abram  Shlefstein,  for  Centreville  Realty 
Corporation,  owner  (Harper  Oil  Co.,  Inc,  lessee). 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  the  re-arrangement  and,  also,  the 
erection  of  an  accessory  building  on  an  existing 
gasoline  service  station. 

PREMISES  AFFECTED — 156-33  Woodhaven  boulevard, 
east  side,  100  ft.  north  of  157th  (Vandalia)  avenue 
(Block  No.  3867,  Lot  No.  45),  Howard  Beach, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Abram  Shlefstein  and  Mrs.  Dret- 
helm. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers,  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  o 

Absent  .  q 


THE  RESOLUTION— 

(82-39-BZ) 

Whereas,  Abram  Shlestein,  for  Centreville  Realty  Cor¬ 
poration,  owner  (Harper  Oil  Co.,  Inc.,  lessee),  filed  Jan¬ 
uary  20,  1939,  an  application  under  section  21,  of  the 
building  zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  rearrangement  and,  also,  the  erection  of  an 
accessory  building  on  an  existing  gasoline  service  station, 
affecting  premises  156-33  Woodhaven  boulevard,  east  side, 
100  ft.  north  of  157th  (Vandalia'i  avenue  (Block  No.  3867, 
Lot  No.  45),  Howard  Beach,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals',  at  its  regular 
meeting,  April  4,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Woodhaven  boulevard  is 
in  a  business  use  district ;  that  157th  avenue  is  in  a  business 
use  and  undetermined  use  district;  that  94th  street  is  in  an 
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undetermined  and  business  use  district,  and  that  156th 
avenue  is  in  an  undetermined  and  business  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  N.B.  Applic.  No.  10546-38,  dated  January  9,  1939,  reads: 

“The  erection  of  a  gasoline  service  station  in  a 
business  district,  is  contrary  to  the  zone  law.  (Art. 
II,  Sec.  4a,  B.Z.R.)” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  142  ft.  and  a  depth  of  95  ft.;  upon  the 
southerly  portion  of  the  plot  there  is  located  a  gasoline 
service  station,  having  a  frontage  of  100  ft.  and  a  depth 
of  95  ft.  It  is  proposed  to  continue  the  gasoline  service 
station  use,  to  remove  the  present  one  story,  14  ft.  by  18 
ft.  office  and  a  grease  pit  and,  also,  to  relocate  the  pumps. 
It  is  proposed,  also,  to  erect  upon  the  plot  a  one  story 
building  60  ft.  by  26  ft.  in  area,  to  be  used  as  office,  lubri- 
torium  and  auto  laundry  in  conjunction  with  the  gasoline 
service  station ;  and 

Whereas,  the  board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  Section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary 
hardship,  to  permit  reconstruction  and  rearrangement  of 
the  existing  station. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  under  Section 
21,  to  permit  the  reconstruction  and  rearrangement  of  the 
existing  legally  established  gasoline  service  station,  sub¬ 
stantially  as  indicated  on  plans  filed  with  this  application, 
covering  a  plot  with  a  frontage  of  100  ft.  and  a  depth  of 
95  ft.,  on  condition  that  the  accessory  building  shall  comply 
with  the  requirements  of  the  building  code  therefor  as  to 
Class  5  building;  that  the  greasing  equipment  shall  be  of 
the  hydraulic  lift  type;  that  all  other  buildings  shall  be 
removed  from  the  premises ;  that  gasoline  pumps  installed 
shall  not  be  nearer  than  15  ft.  to  the  building  line  of 
Woodhaven  boulevard  and  shall  be  of  the  type  as  ap¬ 
proved  for  parkways  or  of  the  type  as  approved  for  the 
Rapidayton  system  and  of  a  design  and  color  to  agree 
with  the  accessory  building;  that  there  shall  be  no  excava¬ 
tion  under  the  accessory  building;  that  existing  gasoline 
pumps  on  the  building  line  shall  be  removed;  that  the 
curb  cuts  to  the  premises  shall  be  limited  to  three  (3)  not 
over  25  ft.  in  width  each ;  that  no  signs  shall  be  erected 
on  the  premises,  other  than  a  permanent  sign  attached  to 
the  accessory  building  and  the  illuminated  globes  of  the 
pumps,  excluding  all  temporary  signs  and  roof  signs,  but 
permitting  within  the  building  line  the  erection  of  a  post 
standard  for  supporting  a  sign  which  may  be  illuminated, 
advertising  only  the  brand  of  gasoline  on  sale,  but  which 
may  not  extend  beyond  the  building  line  over  4  ft. ;  that 
the  plot,  where  not  covered  by  accessory  buildings  and 
pumps,  shall  be  cement  paved  for  a  distance  of  25  ft.  back 
from  the  Woodhaven  boulevard  building  line  and  the 
balance  of  the  plot  shall  be  surfaced  with  crushed  blue- 
stone,  properly  rolled  and  bound  or  with  colprovia  or 
similar  material,  that  on  the  interior  lot  lines  there  shall 
be  erected  a  substantial  woven  wire  fence  not  less  than  6 
ft.  in  height;  that  planted  areas  shall  be  maintained  on  the 
premises,  properly  protected  with  concrete  curbing;  that 
no  automobile  repairing  shall  be  carried  on  and  no  parking 
or  storage  of  automobiles  other  than  those  being  serviced ; 
that  no  portable  gasoline  tanks  shall  be  used  on  or  from 
the  premises ;  that  if  any  heater  is  installed  in  the  acces¬ 
sory  building,  it  shall  be  of  the  unit  heater  type,  using 
illuminated  gas,  as  approved  by  the  board  for  such  use  and 
that  all  permits  shall  be  obtained  and  all  work  completed 
within  one  (1)  year  from  the  date  of  this  resolution. 

140-39-BZ. 

APPLICANT — Benjamin  Millstein,  for  Cimiez  Realty 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 


intendent  of  buildings)  under  sections  7 h  and  21 
of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 160-186  Van  Cortlandt  Park 
South  and  3843-3855  Putnam  avenue,  West,  south¬ 
west  corner  (Block  No.  3271  A,  Lot  Nos.  165,  169 
and  170),  Borough  of  The  Bronx. 
APPEARANCES^ 

For  Applicant:  Benjamin  Millstein  and  Arthur 
Rosenbaum. 

For  Opposition:  Edward  L.  Josowitz,  Harold 
Klorfein,  Park  Dept.,  Jeanette  C.  Jameson 


and  Vincent  Arra. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(140-39-BZ) 


Whereas,  Benjamin  Millstein,  for  Cimiez  Realty  Cor¬ 
poration,  owner,  filed  February  3,  1939,  an  application 
under  sections  7H  and  21  of  the  building  zone  resolution, 
to  permit  in  a  residence  use  district  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles:  premises  160-186 
Van  Cortlandt  Park  South  and  3843-3855  Putnam  avenue 
West,  southwest  corner  (Block  No.  3271A,  Lot  Nos.  165, 
169  and  170),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  April  4,  1939,  after  due  notice  by  publication,  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Van  Cortlandt  Park  South 
is  in  a  residence  and  business  use  district ;  Putnam  Avenue 
West  is  in  a  residence  and  business  use  district ;  Putnam 
Avenue  East  is  in  a  residence  and  business  use  district; 
Review  Place  is  in  a  residence  and  business  use  district 
and  West  238th  street  is  in  a  business  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
on  B.N.  Application  No.  1442-38,  dated  January  24,  1939, 
reads : 

“1.  The  proposed  use  of  plot  for  the  storage  and 
parking  of  motor  vehicles  in  a  residence  use  district 
is  contrary  to  Section  3  of  the  amended  building 
zone  resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregularly  shaped 
plot  of  ground  having  a  frontage  of  260  ft.  on  Van  Cort¬ 
landt  Park  South,  128  ft.  on  Putnam  Avenue  West  and  a 
distance  of  93  ft.  along  the  westerly  lot  line.  It  is  pro¬ 
posed  to  occupy  the  plot  for  a  temporary  period  of  not 
more  than  two  (2)  years  for  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  and 
Whereas,  this  site  and  the  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  board;  and 
Whereas,  the  board  deemed  that  Section  7-H  did  apply 
and  applicant  had  failed  to  substantiate  a  basis  of  appeal 
under  Section  21  of  the  building  zone  resolution  and  was, 
therefore,  not  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
B.N.  Application  No.  1442-38,  be  and  it  hereby  is  affirmed, 
and  that  the  application  be  and  it  hereby  is  denied. 


166-36-BZ. 

APPLICANT — Oscar  Goldschlag,  for  East  River  and  55th 
Street  Corporation,  owner. 

SUBJECT — Application  for  rescindment  of  resolution  of 
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July  10,  1936 — (re  decision  of  the  commissioner 
of  buildings)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district, 
the  use  of  a  plot  of  ground  as  a  tennis  court  and 
accessory  building  for  same. 

PREMISES  AbFECTEl) — -500  East  55th  street  and  41 
Sutton  place  south,  southeast  corner  (Block  No. 
1371,  Lot  No.  14),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  A.  Lazarus. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  of  July  10,  1936,  rescinded. 

THE  VOTE  TO  REOPEN  AND  RESCIND  RESOLU¬ 
TION  OF  JULY  10,  1936- 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative .  0 

Absent  .  0 


THE  RESOLUTION— 

(166-36-BZ) 


V  hereas,  Oscar  Goldschlag,  for  East  River  and  55th 
Street  Corporation,  owner,  filed  June  3,  1936,  an  applica¬ 
tion  under  the  building  zone  resolution  to  permit  in  a 
residence  use  district  the  use  of  a  plot  of  ground  as  a 
tennis  court  and  accessory  building  for  same;  premises: 
500  East  55th  street  and  41  Sutton  place,  south,  southeast 
corner  (Block  No.  1371,  Lot  No.  14),  Borough  of  Man¬ 
hattan;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  special 
meeting,  July  10,  1936,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of 'Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Sutton  place,'  south,  is  in  a 
residence  district;  East  54th  street  is  in  a  residence  dis¬ 
trict,  and  East  55th  street  is  in  a  residence  district,  and 
East  53d  street  is  in  afv  unrestricted  district;  and 
Whereas,  the  decision  of  the  commissioner  of  buildings 
rendered  June  9,  1936  (re  App.  No.  81-1936),  reads: 

“Replying  to  your  letter  of  this  date,  you  are  advised 
that  the  above  numbered  new  building  application  was 
objected  to  because  the  designated  use  does  not  appear 
to  conform  to  provisions  of  article  II,  section  3  of 
the  building  zone  resolution,  prohibiting  a  business  use 


in  a  residence  district.  I  he  proposed  use  for  tennis 
courts  is,  in  the  opinion  of  this  department,  a  business 
use. 

Whereas,  the  premises  consist  of  an  irregularly  shaped 
P J°t  of  ground  having  a  frontage  of  200  ft.  on  Sutton 
place,  south,  and  225  ft.  on  East  55th  street;  proposes  to 
occupy  the  premises  as  a  tennis  court  and  also  to  erect 
thereon  an  accessory  building  for  lockers,  showers,  etc.,  25 
ft.  by  80  ft.,  in  area ;  and 

V  hereas,  in  order  to  be  informed  prior  to  the  hearing 
a  committee  of  the  board  inspected  the  premises  and 
found  that  the  use  of  premises  temporarily  as  a  tennis 
couit,  surrounded  by  an  attractive  brick  wall,  would  not 
be  objectionable  to  the  neighborhood;  and 
Whereas,  the  board  deemed  that  the  applicant  had  sub¬ 
stantiated  the  basis  of  his  application  under  section  21  and 
that  a  temporary  hardship  exists ;  and 
Whereas,  this  application  was  granted  July  10,  1936, 
on  certain  conditions,  the  following  resolution  ’  being 
adopted : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of 
the  use  district  regulations  of  the  building  zone  resolu¬ 
tion  and  that  the  application  be  and  it  hereby  is  granted 
under  section  21  for  a  term  of  five  years,  permitting 
the  premises  under  appeal  to  be  used  as  tennis  courts 
for  which  fees  are  charged  and  also  to  permit  the 
erection  of  such  temporary  buildings  for  locker  rooms, 
etc.,  as  may  be  required,  providing  such  buildings 
comply  with  all  requirements  of  the  Building  Code 
and  that  during  the  time  the  premises  are  so  used  they 
shall  be  surrounded  by  a  brick  wall,  as  indicated  on 
plans  and  photographs  filed  with  this  appeal.” 

and 

Whereas,  the  board  deemed  that  its  action  taken  under 
this  calendar  number  on  July  10,  1936,  granting  a  variance 
should  be  rescinded  in  view  of  the  fact  the  property  has 
been  condemned  by  the  City  for  the  East  River  Drive  and 
in  view  of  the  action  of  the  board  on  Cal.  No.  103-38-BZ 
as  of  April  4,  1939. 

Resolved,  that  the  resolution  of  July  10,  1936,  be  and  it 
hereby  is  rescinded. 


Adjourned,  3:30  P.  M. 

Edward  V.  Barton,  Chief  Clerk. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  4,  1939. 

Present:  Chairman  Murdock,  Commissioners  Savage 
and  Blum  and  Assistant  Chief  Walsh. 


BUILDING  ZONE  CASES 

738-38-BZ. 

APPLICANT — Bernard  Trencher,  for  Mary  T.  Hassel- 
man  and  Anastasia  L.  Bartley,  owners  (Socony- 
Vacuum  Oil  Company,  Inc.,  lessee). 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  sections  7a 
and  21  of  the  building  zone  resolution,  to  permit 
in  a  residence  use  district,  the  extension  of  a  gaso¬ 
line  service  station  and  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  as  a  gasoline  service 
station,  office,  lubritory,  auto  laundry  and  for 
sale  of  accessories. 

PREMISES  AFFECTED — 1815-1825  Ocean  avenue,  east 
side,  280  ft.  south  of  Avenue  M,  (Block  No.  7656, 


Lot  No.  55  and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Oscar  W.  Swift  and  Bertram 
Schleimer. 

For  Opposition  :  Abram  Shlefstein. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1939,  at  10 
A.  M.,  on  request  of  applicant’s  representative. 


411-37-BZ. 

APPLICANT — Philip  Patti  (lessee),  for  Brooklyn  and 
Queens  Transit  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar,  having  been  previously 
dismissed  for  lack  of  prosecution — re  Application 
(decision  of  the  borough  superintendent  of  build¬ 
ings)  under  sections  7h  and  21  of  the  building 
zone  resolution,  to  permit  partly  in  a  business  use 
district  and  partly  in  a  residence  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 
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PREMISES  AFFECTED— 366  Seneca  avenue,  southwest 
corner  of  De  Kalb  avenue  (Block  No.  3425,  Lot 
No.  7),  Ridgewood,  Borough  of  Queens. 

APPEARANCES — ■ 

For  Applicant:  Abraham  H.  Brodsky. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
hearing— May  2,  1939,  at  10  A.  M. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 

Affirmative:  Chairman  Murdoch,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative .  0 

Absent  .  C 


684-38- BZ. 

APPLICANT— Nathan  Wolf  (lessee),  for  Standard  Na¬ 
tional  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar,  having  been  previously 
dismissed  for  lack  of  prosecution— (re  decision 
of  the  borough  superintendent  of  buildings)  under 
section  7h  of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 2050-2066  White  Plains  road, 
southeast  corner  of  Brady  avenue  and  northeast 
corner  of  Bronxdale  avenue  (Block  No.  4284,  Lot 
Nos.  5-11-13-15),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Philip  Freshman. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing — April  25,  1939,  at  10  A.  M. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 

Affirmative:  Chairman  Murdock^  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative .  0 

Absent  .  0 


1254-23-BZ. 

APPLICANT — Nathan  P.  Epstein,  for  14  Second  Avenue 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district,  the  installation  of  gasoline  storage 
equipment  in  a  garage  for  more  than  five  (5) 
motor  vehicles,  previously  granted  by  the  board. 

PREMISES  AFFECTED — 14  Second  avenue,  east  side, 
47  ft.  10  in.  south  of  East  First  street  (Block  No. 
442,  Lot  No.  6),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Nathan  P.  Epstein. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative .  0 

Absent  .  0 


THE  RESOLUTION— 

(1254-23-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  the  alteration,  of  an  existing  building  and  change 
of  occupancy  from  a  stable  for  more  than  five  horses  to 
a  garage  for  more  than  five  motor  vehicles,  affecting 


premises  14  Second  avenue,  east  side,  47  ft.  10  in.  south 
of  East  First  street  (Block  No.  442,  Lot  No.  6),  Borough 
of  Manhattan,  was  granted  by  the  board  February  5,  1924, 
on  certain  conditions,  one  of  which  was — “that  there  shall 
be  no  gasoline  storage  equipment  installed  or  maintained 
on  the  premises” ;  and 

Whereas,  the  present  owner,  the  14  Second  Avenue 
Realty  Corporation,  through  its  engineer,  Samuel  Rosen- 
blum,  requested  a  reopening  of  this  application,  to  permit 
gasoline  storage  equipment ;  and 

Whereas,  this  application  was  reopened  January  4,  1938, 
and  after  a  public  hearing  on  July  12,  1938,  the  resolution 
was  amended;  and 

Whereas,  the  owner  now  requests  a  further  amendment 
as  to  sprinkler  equipment;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  board 
April  4,  1939. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
February  5,  1924,  as  amended  by  resolution  adopted  July 
12,  1938,  be  and  it  hereby  is  further  amended,  only  so  far 
as  it  has  reference  to  the  sprinkler  system,  so  that  as 
amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolu¬ 
tion  and  that  the  application  be  and  it  hereby  is 
granted  on  condition  that  a  building  of  fireproof  con¬ 
struction  be  erected ;  that  the  gable  walls  be  unpierced 
throughout  their  entire  height  and  length,  that  a  ven¬ 
tilating  system  shall  be  installed  of  metal  ducts  with 
sufficient  exhaust  outlets  for  each  story  faced  with 
metal  registers  at  least  18  inches  above  floor  level 
venting  above  roof ;  that  gasoline  storage  equipment 
may  be  installed  on  these  premises  on  condition  that 
the  total  capacity  shall  not  exceed  two  (2)  550-gallon 
tanks,  which  shall  be  buried  below  the  sub-basement 
floor  and  shall  comply  with  all  rules,  laws  and  regu¬ 
lations  applicable  to  such  installations ;  that  the  pump 
shall  be  entirely  withifi  the  garage,  and  as  presently 
located ;  that  any  booster  pump  required  shall  be  en¬ 
closed  in  fireproof  material ;  that  no  portable  gaso¬ 
line  pump  shall  be  used  on  or  from  the  premises; 
that  the  cellar  and  sub-cellar  shall  be  protected  with  a 
non-automatic  dry  sprinkler  system  complying  with 
all  the  requirements  of  the  Building  Code  therefor, 
except  that  the  central  district  alarm  need  not  be  in¬ 
stalled;  that  all  fittings  shall  be  of  malleable  iron;  that 
the  Siamese  may  be  the  single  type,  as  approved  by  the 
Board.” 


595-30-BZ. 

APPLICANT — Cain  and  Gruning,  for  Josephine  Cav- 
anagh,  present  owner  (Application  previously  re¬ 
opened  on  request  of  Michael  J.  Bartholomew,  at¬ 
torney  for  Diamond  Evangelist,  previous  owner). 

SUBJECT — Application  for  consideration — rescindment  of 
resolution  adopted  by  the  Board  on  January  24, 
1939,  re  reopening  of  application,  subject  to  usual 
procedure,  re  extension  of  time  and  amendment 
of  resolution  as  to  term  of  variance  granted — re 
Application  (decision  of  the  superintendent  of 
buildings)  previously  granted  on  condition,  under 
section  21  of  the  building  zone  resolution,  permit¬ 
ting  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 2478-2488  Coney  Island  avenue, 
northwest  corner  of  Avenue  V  (Block  No.  7136, 
part  of  Lot  Nos.  35  and  39),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  John  E.  Gruning  and  Alfred  A. 
Lama. 

ACTION  OF  BOARD- — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
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Negative .  .  n  faC11!g  Ave?Ue  Y>  excluding  all  temporary  signs  of 

Absent  .  .  n  y  na,tur.e;  that  illumination  at  night  shall  he  by 

Dpcn,  httov  .  ??  °flplpe  Standards  not  °ver  8  ft  in  height  with 

THE  RESOLUTION—  metal  reflectors  arranged  to  reflect  downwardly  so 

(S9S-30-BZ)  that  they  will  be  no  nuisance  at  night  to  any  resi- 

Whereas,  Diamond  Evangelist,  owner,  filed,  September  till!  i  igS  m  rthe,  neighborhood ;  that  no  por- 

16,  1930;  denied  February  17,  1931;  reopened’  under  new  pHcant  shall  f®  ProPerG  o™ed  by  this  ap- 

state  of  facts  June  13,  1933,  an  application,  under  the  build-  {here  sha,,  he  nn rjJ  no"-conforn?ing  use;  that 

ing  zone  resolution,  to  permit  in  a  business  district  the  on  the  nremfses  SS?  7ig  a°£  a.?ton}ob!les  permitted 

erection  and  maintenance  of  a  gasoline  service  station-  " j  if,  P remises  that  all  permits  shall  be  obtained 

premises  2478-2488  Coney  Island  fvenue,  northwest  cornei  7±  ft  T  completed  within  one  (1)  year  from  the 

of  Avenue  V  (Block  No.  7136,  part  of  Lot  Nos.  35  and  ni  b)L l  resoLlfttonl  that  prior  to  the  filing 

39),  Borough  of  Brooklyn;  and  if  e[aiS  1  *  \e  borou9^  superintendent,  plans  shall 

Whereas,  this  application  was  granted  by  the  Board  J  thehZf^^  approved  the  chairman  in  behalf 

November  8,  1933,  on  certain  conditions,  time  to  com-  7  0 

plete  extended  January  23,  1934,  resolution  amended  April  - 

24,  1934,  July  17,  1934  and  January  18,  1938,  and  present  APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
owner  requests  a  further  amendment  of  the  resolution;  and  1133-38-A 

Whereas,  this  application  was  reopened  by  vote  of  the  APPT  TCAMT  T  r^A  +  • 
board  January  24,  1939.  pt  IRTFrm  a  L'  ,G°ldstein.  owner. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does  “  fire  commks,W?  “  °rder  and  a  decision  of  the 

hereby  amend  its  resolution  of  November  8,  1933,  as  amend-  PREMISES  AFFFCTFn  77  9op  a  ^ 

ed  by  resolution  of  January  23,  1934,  and  Tanuarv  18  1918  -Aii.SEb  AP  P  PC  1  ED  27-29  Broadway  and  1-7  Dun- 

only  so  far  as  it  has  reference  to  hf term  of  Yhe  permit  nV&'Cr  CD0rne,r,  <Block  N°-  »<».  Lot 

and  the  completion  of  the  work,  so  that  as  amended™"  APPEARANCES  8  °£  Brooklya 
resolution  shall  read :  r  a  v 

“Resolved,  that  the  Board  of  Standards  and  Anneals  T-°r  APPbcant :  ^da  Goldstein, 

does  hereby  make  a  variation  in  the  application  of  ACTION°OF^ ^BO  AR  D 1 1 0Tn~| n s p e c  1  or  ^aher.  Fire  Dep’t. 

the  use  district  regulations  of  the  building  zone  reso-  ?  GP  BOARD  Laid  over  to  April  18,  1939,  at 

lution  and  that_  the  application  be  and  ft  hereby  °s  P*  ’  °n  reqUeSt  °£  aPPhcant s  representative. 

granted  under  Section  21,  for  a  period  of  five  years  309-39-A 
from  January  18  1938,  td  permit  a  variance  of  the  APPT  ipawt  t  u  a  j 

zoning  resolution  for  a  gasoline  service  station  on  the  1  John  D.  Anderson,  for  National  Gypsum 

?0inanihe  CO™er  °J  G°ney  Island  avenue  and  Avenue  ST  IP  TFPT  a^’  iT1^  . 

V,  100  ft.  on  Coney  Island  avenue  and  50  ft.  on  Avenue  Appeal  from  a  decision  of  the  borough  super- 

V,  on  condition  that  there  shall  be  erected  on  the  PR>  F 

interior  lot  lines  of  this  plot  an  unpunctured  brick  1  LEM  ILLS  AFFECTED'— East  side  of  Cabot  street, 

wall,  suitably  coped,  sot  less  than  8  ft.  in  height,  and  20S-92  ft-  south  of  Oak  Point  avenue  (Block  No. 

that  a  similar  wall  shall  be  erected  on  the  street  line  of  2d^’  Got  No.  350),  Borough  of  The  Bronx  (under 

Avenue  V,  out  to  the  corner  of  Coney  Island  avenue;  Section  35,  General  City  Law:  Re  Bed  of  mapped 

that  this  wall  may,  however,  be  racked  back,  starting  „  street), 
with  a  height  of  4  ft.  at  Coney  Island  avenue  and  be  APPEARANCES— 

racked  back  at  the  rate  of  one  foot  in  four;  that  For  Applicant :  John  D.  Anderson  and  L  R 

there  shall  be  no  openings  for  the  entrance  of  auto-  Sanderson. 

mobiles  to  this  plot  except  from  Coney  Island  avenue-  AC1  ION  OF  BOARD — Laid  over  to  April  11  1939  at 

that  there  shall  be  erected  along  the  street  building  2  P-  m->  to  permit  the  required  publication  in ’the 

line  ox  Coney  Island  avenue  a  concrete  curb  at  least  bulletin  of  the  board. 

6  in.  in  height  and  12  in.  in  width  with  rounded  top;  _ - _ 

that  there  shall  be  not  over  three  openings  therein,  no  324-39-A 

opening  to  exceed  25  ft.  in  width  and  no  part  of  any  APPT  TTAFTT  p  w  , 

opening  nearer  than  10  ft.  to  the  corner  formed  by  CTiRicrr  a  ,  Warehouses,  Incorporated,  owner, 

the  intersection  of  Coney  Island  avenue  and  Avenue  3U1JJGC. i  —Appeal  from  an  order  and  a  decision  of  the 

V,  nor  within  5  ft.  of  the  northerly  line  of  this  plot  P R E M T S F% ° <AFFF FTF tS  n  a7  w 

under  appeal,  with  curb  cuts  opposite  these  openings  ”  vEMLSES  AFFECT  ED — 41-47  Vestry  street  and  437- 

not  over  30  ft.  in  width;  that  the  accessory  buildings  57A  Greenwich  street,  southeast  corner  (Block  No. 

to  be  erected  on  this  plot  shall  not  exceed  those  shown  APPF  ar  fwric  °S'  n'13).  Borough  of  Manhattan, 
on  the  plans  filed  with  this  application,  consisting  of  1  BALANCES— 

an  office  and  housing  for  grease  racks,  with  fronts  Applicant:  Campbell  C.  Groel  and  Paul 

left  open,  that  these  buildings  shall  not  exceed  one  ‘kCuHoch. 

story  in  height  and  the  rear  walls  of  these  buildings  a  rTTHMOpln  ad^1?11  ,Inspector  Maher,  Fire  Dep’t. 

may  be  incorporated  in  the  rear  lot  line  wall-  that  ALilUJN!  °b  BOARD— Laid  over  to  April  25,  1939,  at  2 

there  shall  be  no  excavation  under  these  buildings  P‘  m'’  tor  lurtber  consideration  by  the  board. 

except  the  greasing  pits;  that  these  buildings  shall  be  - - ■ 

constructed  of  incombustible  materials;  that  the  bal-  38 1-39- A. 

S  thaFany  gasoline  'pumps  ^  f"  *  W'  W<“  C- 

in?iiS  rfWSlS/'alSS,10^  SV^Ef~A^  ‘f™m  an  order  and  a  decision  of  ,he 

.here'-sha0!!  brno^por.lkgasXe^LprSC't'  PRE“Sd?  f#  l'70*  ^  S°U*" 

from  the  property;  that  any  signs  advertising  non-  No  2R42  £f  n  °‘  Wt ‘°«nm\Vei 1?e  (Block 

na?ed°r2ohi  ofeC Sha"  r 6  ‘imited  to  the  “Inmi-  APPEaLnCES-  °' 43)' B°rOUgh  o£  The  Bronx- 

"f„ned  glot>es  of  the  gasoline  pumps  and  to  flat  wall  For  Anolicant  •  None 

the  fronts  of",the0aecesso°ry  ‘buildings'  igns“  tote  ACTION  °OF  BOARD**’ ‘?n“;Inspector  4Ma!frv  Fia'  Dep't. 
erected  on  the  rear  of  the  VaU  facing  westT^  &  ^ l  £  SS  ,W9'  “  2 
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320-39-A. 

APPLICANT— Jack  Z.  Cohn,  for  George  Schrank,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 1603  Avenue  U,  north  side,  20 
ft  east  of  East  16th  street  (Block  No.  7321,  part 
of  Lot  No.  48),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  L.  Meltzer. 

ACTION  OF  BOARD— Appeal  withdrawn  after  argument. 

THE  VOTE  TO  W/ITHDRAW—  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  ” 

Absent  .  u 


373-39-A. 

APPLICANT— Joseph  Lau,  for  Estate  of  George  E.  Chis¬ 
holm,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 16-18  West  8th  street,  south 
side  147  ft.  east  of  MacDougal  street  (Block  No. 
551,’ Lot  Nos.  25  and  26),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Lau. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chiet 

Walsh .  4 

Negative  . 

Absent  .  u 


252-39-A. 

APPLICANT— George  Pons,  lessee,  for  Equitable  Life 
Assurance  Society  of  U.  S.,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 125  West  45th  street,  north 
side,  300  ft.  west  of  Sixth  avenue  (Block  No. 
998,  Lot  No.  18),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  George  Pons. 

For  Administration  :  Fred  Dahlem,  Department  of 
Housing  and  Buildings.  , 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  ^ 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  ~ 

Absent  .  ^ 

THE  RESOLUTION— 

(252-39-A) 

Whereas,  George  Pons,  lessee,  for  Equitable  Life  As¬ 
surance  Society  of  U.  S.,  owner,  filed  on  February  28, 
1939,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  125  West  45th  street,  north  side,  300 
ft.  west  of  Sixth  avenue  (Block  No.  998,  Lot  No.  18), 
Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  issued 

February  1,  1939,  No.  15763-C,  reads: 

“3.  Discontinue  the  use  of  open  flame  or  fire  where 
spraying  is  done.” 

Whereas,  the  building  is  15  stories  (150  ft.)  in  height, 
57  ft.  6  in.  by  100  ft.  in  area,  of  fireproof  construction; 
located  in  a  business  use  district;  erected  in  1927  and 
occupied:  Basement — Restaurant — 30  persons;  1st  floor — 
lobby  and  cigar  stand,  1  person;  2nd  floor,  costumer,  15 
persons;  3rd  floor,  office  space,  20  persons;  4th  floor, 


costumer,  15  persons;  5th  floor,  office  space,  20  persons, 
6th  floor,  light  mfg.,  14  persons;  7th  floor,  costumer  and 
light  mfg.  23  persons;  8th  floor  and  above,  office  and 
light  mfg.,  averaging  15  persons  per  story;  and 

Whereas,  the  applicant  who  is  the  lessee  of  7th  floor, 
contends  that  the  dyeing  and  painting  is  done  in  room 
710,  which  is  equipped  as  a  spray  booth  of  the  required 
size,  having  vaporproof  motor  and  fan,  switches  and  lights ; 
that  the  50  lb.  pressure  compressor  is  located  15  feet  from 
the  booth ;  that  a  small  size  steam  boiler  is  located  in  the 
same  room  20  feet  from  the  spray  booth ;  that  this  boiler 
is  used  to  generate  steam  for  dyeing  purposes;  that  spray¬ 
ing  is  done  through  stencils  on  textiles  ;  that  Aniline  dyes 
are  used,  mixed  with  water  gums  and  oil  colors  mixed  with 
linseed  oil ;  that  occasionally  a  preparation  of  Aniline  dyes, 
acetic  acid,  alcohol  and  clear  lacquer,  known  as  Trentex  is 
used ;  that  spraying  is  never  done  at  the  same  time  as 
dyeing;  that  the  boiler  in  question  cannot  be  moved,  as 
there  is  no  other  vacant  space  on  the  same  floor  and  that 
the  boiler  is  in  charge  of  a  person  holding  a  certificate  of 
fitness. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
15763-C,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted,  as  to  Item  3  thereof,  on  con¬ 
dition  that  the  only  open  flame  permitted  shall  be  that 
under  the  gas  fired  boiler  and  that  such  boiler  shall  be  not 
nearer  than  20  feet  from  the  spray  booth;  that  the  boiler 
in  question,  having  the  open  flame,  shall  not  be  operated 
while  the  lacquer  spraying  is  in  process;  that  the  person 
in  charge  of  the  boiler’s  operation  shall  have  a  certificate 
of  fitness ;  that  all  other  items  of  this  order  shall  be  rom- 
plied  with  and  that  in  all  other  respects  all  laws,  rules  and 
regulations  shall  be  complied  with. 


284-39- A. 

APPLICANT— William  H.  Wright,  for  Central  Hanover 
Bank  and  Trust  Co.,  Executor  and  Trustee  under 
will  of  Giulia  P.  Morosini,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— Northwest  corner  of  West 
254th  street  and  Riverdale  avenue  (Block  No.  3425, 
Lot  No.  405),  Borough  of  The  Bronx  (under 
Section  35,  General  City  Law:  Re  Bed  of  mapped 
street). 

APPEARANCES— 

For  Applicant— William  H.  Wright  and  Edgar  J. 
Moeller. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  “ 

Absent  .  " 

THE  RESOLUTION— 

(284-39-A) 

Whereas,  William  H.  Wright,  for  Central  Hanover 

Bank  and  Trust  Company,  as  Executor  and  Trustee  under 

the  will  of  Guilia  P.  Morosini,  owner,  filed  on  March  7, 
1939,  an  application  pursuant  to  Section  35  of  the  General 
City  Law,  for  permission  to  include  a  portion  of  a  mapped 
street  (Netherland  avenue)  as  part  of  the  plot  upon  which 
it  is  proposed  to  erect  a  six-story  multiple  dwelling  (332.6 
ft.  by  187.8  ft.)  in  area,  of  Class  3  construction;  premises 
northwest  corner  of  Riverdale  avenue  and  west  254th 
street  (Block  No.  3425,  Lot  No.  405),  Borough  of  The 
Bronx ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Application  No.  83-39,  dated  March  1, 
1939  reads i 

“A — 1.  As  Netherland  avenue  and  254th  street  are 
proposed  mapped  streets,  same  may  not  be  considered 
in  the  area  of  the  plot  and  all  percentages  and  areas 
of  lot  must  be  exclusive  of  these  streets;  furthermore, 
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required  width  of  yards  and  courts  must  be  clear  of 
these  streets”. 

Whereas,  the  plot  is  approximately  450  ft.  by  240  ft. 
in  area ,  located  in  a  residence  use,  ”F”  area,  one-time 
height  district ;  and 

Whereas,  the  applicant  contends  that  the  proposed  build¬ 
ing  has  been  provided  with  legal  street  setbacks,  yards 
and  courts;  that  no  building  of  any  kind  will  be  built  on 
the  bed  of  the  mapped  street  and  the  required  setbacks 
will  be  provided  as  if  the  street  were  open;  that  a  private 
dead-end  street  will  be  provided  within  the  lines  of  Nether- 
land  avenue  for  the  convenience  of  the  tenants  of  the 
building;  that  with  the  area  of  the  street  (future  Nether- 
land  avenue)  omitted  there  is  only  1.8%  excess  coverage 
of  the  buildings  over  the  requirements  from  a  point  18  ft. 
0  in.  above  curb  level  and  also  the  building  coverage  could 
be  increased  9.2%  below  18  ft.  0  in.  above  curb  and  still  be 
legal. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  N.B.  Applic.  No.  83-39,  be  and  it  hereby  is  modified, 
and  that  the  appeal  be  and  it  hereby  is  granted  under  the 
powers  conferred  on  the  board  under  section  35  of  the 
General  City  Law,  to  permit  the  area  within  the  bed  of 
the  mapped  street  (Netherland  avenue)  to  be  included 
within  the  area  of  the  plot  for  the  purpose  of  computing 
coverage,  on  condition  that  the  buildings  shall  not  be 
increased  in  area  beyond  that  shown  on  the  plans  filed 
with  this  appeal ,  that  the  yards  and  courts  shall  comply 
with  the  requirements  for  the  “F”  residence  district,  so  that 
in  the  event  the  street  is  later  acquired  by  the  City  of 
hew  York,  the.  courts  and  yards  will  comply  with  the  “F” 
residence  district  zoning  requirements ;  that  the  mapped 
street  shall  be  unbuilt  upon  and  maintained  solely  as  a 
private  street  in  conjunction  with  the  proposed  buildings, 
as  filed  with  the  department  of  housing  and  buildings,  and 
shall  be  landscaped  along  the  private  roadway  and  marked 
at  West  254th  street  by  ornamental  gate  posts;  and  that 
this  grant  of  permit  shall  apply  only  in  the  event  the 
proposed  buildings  are  erected  within  one  year’s  time. 


and 


285-39-A. 

APPLICANT.  William  H.  Wright,  for  Central  Hanover 
Bank  and  Trust  Co.,  Executor  and  Trustee  under 
will  of  Giulia  P.  Morosini,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— North  side  of  West  254th 
street,  239  ft.  west  of  Riverdale  avenue  (Block 
No  342a,  Lot  No.  475),  Borough  of  The  Bronx 
(under  Section  35,  General  City  Law:  Re  Bed  of 
mapped  street). 

APPEARANCES— 

For  Applicant— William  H.  Wright  and  Edgar  T 
Moeller. 

ACTfON^F  BOARD— Appeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  . 0 

Absent  . q 

THE  RESOLUTION— 

(285-39-A) 

William  H.  Wright,  for  Central  Hanover  Bank  and 
irust  Co.,  as  executor  and  trustee  under  the  will  of  Giulia 
f*  Mor°smi,  owner,  filed  on  March  7,  1939,  an  application 
pursuant  to  section  35  of  the  General  City  Law  for  per- 
mission  to  include  within  the  area  of  plot  portions  of 
T>^>e  str<r?ts  (Netherland  and  Arlington  avenues)  to 
254thCecftr<\  bn£  thereof ;  premises :  North  side  of  West 
Ln4/hMtree/|t71R39T3ft  wes,t  of  Riverdale  avenue  (Block  3425, 
wNa  475)’  Boro98h  of  The  Bronx;  and 

actin^nJwT  ^  °[  th,?  b9rou8h  superintendent, 

March  l”  1939  &rJds:  '  Appl,catl<m  No'  84-'939.  dated 


■xJl'1-,  As  Netherland  avenue,  Arlington  avenue  and 
254th  street  are  proposed  mapped  streets,  same  may 
not  be  considered  in  the  area  of  the  plot  and  all  per¬ 
centages  and  areas  of  lot  must  be  exclusive  of  these 
streets,  furthermore,  required  width  of  yards  and 
courts  must  be  clear  of  these  streets.” 

Whereas,  the  premises  consist  of  a  plot  260  ft.  by  424 

TTTa’  UP0,.n  whlJCV,t  is  Pr°Posed  to  erect  a  six-story 
u  III  “/.constructed  Class  A  multiple  dwelling  170  ft 
by  32 4  ft.  in  area;  located  in  a  residence,  “F”  area  and  one¬ 
time  height  district;  and 

Whereas,  the  apphcant  contends  that  the  building  as 
planned  has  legal  street  set  backs,  yards  and  courts,  exclu- 
sive  of  the  lines  and  beds  of  the  mapped  streets  (Nether- 
land  and  Arlington  avenues)  and  no  building  of  any  kind 
will  be  built  either  on  the  beds  of  these  mapped  streets 
nor  the  required  setbacks  from  same;  that  the  roads  as 
shown  on  the  plot  plan  in  the  beds  of  the  mapped  streets 
together  with  their  sidewalks,  will  be  entirely  private  dead 

erdf.StTet?\.used  ,°nly  ?or  tbe  convenience  of  the  tenants 
of  the  building;  that  with  the  areas  of  the  streets  (future 
Netherland  and  Arlington  avenues)  omitted  there  is  only 
2J/2:%  excess  coverage  of  the  buildings  over  the  reouire- 
ments  from  a  point  18  ft.  0  in.  above  the  curb  level  and 
for.n  .buil,ing  coverage  could  be  increased  8  H'%  below 
to  tt.  U  in.  above  curb  and  still  be  legal. 

tf^at  txf  deoiS!£n  of  the  borough  superintendent, 
£ppiC’  N°;  84'3?’.be  and  Jt  hereby  is  modified, 
and  that  the  appeal  be  and  it  hereby  is  granted  under  the 
powers  conferred  on  the  board  under  section  35  of  the 
General  City  Law,  to  permit  the  area  within  the  bed  of 
the  mapped  streets  (Netherland  and  Arlington  avenues),  to 
be  included  within  the  area  of  the  plot  for  the  purpose  of 
computing  coverage,  on  condition  that  the  buildings  shall 
not  be  increased  in  area  beyond  that  shown  on  the  plans 
filed  with  this  appeal;  that  the  yards  and  courts  shall 
comply  with  the  requirements  for  the  “F”  residence  dis- 
tnct  so  that  in  the  event  the  streets  are  later  acquired  by 

C‘1‘tp”°f  N/W  Y°rk’-  the  COUrts  and  yards  wil1  comply 
W!th  F  residence  zoning  requirements;  that  the  mapped 
streets  shall  be  unbuilt  upon  and  shall  be  maintained  solelv 
as  private  streets  in  conjunction  with  the  proposed  build- 
lnSs>  n  Cud  ^ith  the  department  of  housing  and  buildings 
and  shall  be  landscaped  along  the  private  roadway  and 
marked  at  West  254th  street  by  ornamental  gate  posts; 
that  this  grant  of  permit  shall  apply  only  in  the  event  the 
proposed  buildings  are  erected  within  one  year’s  time. 

296-39-A. 

APPLICANT— Brown  and  Matthews,  Inc.  (Mohican  Steel 

CTTT3TT7r^n'’  Rssee)>  f°r  Fan-Bar  Holding  Corp.,  owner. 
^U-tsjEUl  Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 74-12  88th  street,  west  side, 
208.58  ft.  north  of  Montauk  Division  of  the 
L  I  R  R.  (Block  No.  3838,  Lot  No.  54  and 
Block  No.  3839,  Lot  No.  67),  Glendale,  Borough 
of  Queens  (Under  Section  35,  General  City  Law : 

Re  Bed  of  Mapped  Street). 

APPEARANCES— 

For  Applicant— Edward  G.  Gough,  Nathan  Stein 
and  Harry  Matthews. 

For  Administration :  Joseph  Ferro,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition, 
i  HE  VO  I  E— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  " '  ’ '  q 

Absent  .  .  q 

THE  RESOLUTION— 

(296-39-A) 

Whereas,  Brown  and  Matthews,  Inc.  (Mohican  Steel 
Co.,  lessee)  for  Fan  Bar  Holding  Corp.,  owner,  filed  on 


541 


MINUTES 


March  8,  1939,  an  appeal  from  decisions  of  the  b°rough 
superintendent  of  buildings  affecting  premises  74-12  88th 
street,  west  side,  208.59  ft.  north  of  Long  Island  Railroad 
(Block  No.  3838,  Lot  No.  59  and  Block  No.  3839,  Lot 
No.  67),  Glendale,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  3,  1939,  re  N.B.  Application  No.  1238-39, 

reads i  • 

“Proposed  building  as  indicated  appears  to  be  in 

bed  of  a  mapped  street.” 

Whereas,  the  decision  of  the  borough  superintendent, 
on  N.B.  Application  No.  1238-39,  dated  March  27,  1939, 
reads * 

“2.  Spandrel  beams  carrying  masonry  not  shown 
properly  fire-retarded  with  2  in.  P.C.  mortar  Dept. 
Rules.” 


and 

Whereas,  the  building  will  be  134  ft.  by  216  ft.  in  area, 
one  story  (18  ft.)  in  height  of  Class  3  construction,  lo¬ 
cated  in  an  unrestricted  use  “A”  area  district  and  occupied 
as  a  warehouse  and  office  for  35  persons ;  and 

Whereas,  the  applicant  contends  the  bed  of  the  mapped 
street  already  contains  a  number  of  industrial  buildings; 
that  there  is  also  a  railroad  siding  in  this  street,  that  if 
not  permitted  to  build  in  the  bed  of  the  mapped  street, 
the  property  will  be  split  into  two  (2)  separated  and  com- 
paratively  useless  parcels ;  that  neither  will  be  large  enough 
for  any  building  purpose ;  that  as  no  proceedings  have 
been  taken  to  acquire  this  street  for  twenty-eight  (28) 
years,  it  would  seem  to  indicate  that  the  city  does  not 
intend  to  acquire  the  same. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  acting  on  N.B.  Application  No.  1238-39,  be  and  it 
hereby  is  modified,  and  that  the  appeal  be  and  it  hereby 
is  granted  under  the  powers  conferred  upon  the  board 
under  section  35  of  the  General  City  Law,  to  permit  the 
building,  as  proposed,  to  be  built  within  the  bed  of  75th 
avenue,  generally  as  indicated  on  N.B.  Application  No. 
1238-39,  as  filed  with  the  borough  superintendent,  on  con¬ 
dition  that  the  building  shall  not  exceed  one  story  in 
height  and  shall  comply  in  all  respects  with  all  laws,  rules 
and  regulations  applicable  thereto,  except  that  the  fire- 
retarding  of  the  spandrel  beams,  required  by  the  borough 
superintendent  under  Objection  No.  2,  may  be  omitted, 
and  that  unless  the  building  is  constructed  within  one 
year,  this  action  shall  terminate. 


301-39-A. 

APPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner.  .  . 

SUBJECT— Appeal  from  an  order  and  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED' — 20-60  Imlay  street,  west  side 
57  ft.  5  in.  south  of  Summit  street  and  23-43 
Commercial  street  (Block  No.  515,  part  of  Lot  No. 
61),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant— L.  E.  Driver.  , 

For  Administration:  Thomas  Larkin,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  „  J  ,  _ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  ~ 

Absent  .  0 

THE  RESOLUTION— 

(301-39-A) 

Whereas,  L.  E.  Driver,  for  New  York  Dock  Company, 
owner,  filed  March  7,  1939,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises 
20-60  Imlay  street,  west  side,  57  ft.  5  in.  south  of  Sum¬ 
mit  street,  and  23-43  Commercial  street  (Block  No.  515, 
part  of  Lot  No.  61),  Borough  of  Brooklyn;  and 


Whereas,  the  order  of  the  fire  commissioner,  No.  1749- 
LF,  dated  November  16,  1938,  reads _ 

“1  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  Article  17,  Chapter  26,  Administrative 
Code”;  and 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  February  10,  1939;  and 
Whereas,  the  building  is  400  ft.  6  in.  by  180  ft.  in  area, 

4  and  5  stories  (59  ft.  1  in.)  in  height,  of  Class  3  con¬ 
struction,  located  in  an  unrestricted  use  A  area  district, 
erected  prior  to  1882  and  occupied  throughout  as  a  storage 
warehouse — 75  persons  throughout;  and 

Whereas,  the  applicant  contends  that  the  premises  con¬ 
sist  of  seven  units  separated  from  each  other  by  16  in. 
and  20  in.  brick  walls  throughout  their  entire  length  and 
height  with  communicating  openings  m  party  walls  pro¬ 
tected  by  approved  fireproof  self-closing,  Class  A  ,  Un¬ 
derwriter’s  labelled  doors  erected  on  each  side  of  opening; 
that  buildings  are  under  85  ft.  in  height  and  the  net  interior 
floor  area  "between  subdividing  masonry  walls  not  in 
excess  of  10,000  sq.  ft.;  that  night  and  day  watchman 
service  is  maintained ;  that  there  are  3  combined  watchman 
fire  alarm  box  stations  with  central  office  connection  and 
1  City  fire  alarm  box  within  the  block  area,  that  tne 
buildings  are  readily  accessible  on  all  sides  to  fire  fighting 
apparatus  including  fire  boats  on  the  waterfront  side, 
that  the  immediate  vicinity  is  well  supplied  with  high  and 
low  pressure  fire  hydrants ;  that  the  nearest  City  fire  house 
is  located  2  blocks  away ;  that  under  Cal  Nos.  446,  447 
and  448-21- A,  affecting  three  (Buildings  208,  209  and  212) 
of  the  7  buildingsi  in  this  group,  the  board  granted  relief 
from  the  fire  commissioner’s  order  to  install  a  standpipe 
system ;  that  each  of  these  buildings  is  similarly  con- 
structed,  occupy  about  the  same  area  and  are  of  the  same 
height  ’except  the  two  center  buildings  which  are  one 
story  higher ;  that  there  has  not  been  any  change  in  the 
area,  height)  or  use  of  this  group  of  buildings  since  1921, 
except  that  communicating  openings,  properly  protected 
with  fire  doors  on  each  side  of  walls,  now  exist  in  the 
party  walls. 

Resolved,  that  the  order  of  the  fire  commissioner,  No 
1749-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  not  be  increased  in  height,  and  that  the  action  by  the 
board  under  Cal.  Nos.  248-21- A,  446-21-A,  447-21-A  and 
448-21- A  shall  be  complied  with,  except  that  openings  may 
be  introduced  in  the  walls  between  buildings,  provided 
such  openings  are  protected  with  labelled  fire  under- 
writer’s  fire  doors,  in  accordance  with  the  requirements  of 

KnilHincr  rodp 


335-39-A. 

APPLICANT— George  W.  Bechtold,  for  Ludwig  Bau¬ 


mann,  owner.  . 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
borough  superintendent  of  buildings. 

PREMISES  AFFECTED— 165-13  to  165-27  Jamaica 
avenue,  northwest  corner  166th  street  (Block  No. 
9795,  Lot  No.  1),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  George  W.  Bechtold.  t 

For  Administration:  Thomas  Larkin,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock 

Chief  Walsh  . . . 

Negative:  Commissioners  Savage 
Absent  . 


and  Assistant 


and  Blum  . . 


THE  VOTE  TO  RECONSIDER— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh . 

Negative  . 

Absent  . 


4 

0 

0 


THE  VOTE  TO  GRANT- 
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Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  . 0 

Absent  .  0 

THE  RESOLUTION— 

(335-39- A) 

Whereas,  George  W.  Bechtold,  for  Ludwig  Baumann 
owner,  filed  March  16,  1939,  an  appeal  from  a  decision  of 
the  borough  superintendent  of  buildings,  affecting  prem¬ 
ises  165-13  to  165-27  Jamaica  avenue,  northwest  corner  of 
166th  street  (Block  No.  9795,  Lot  No.  1),  Jamaica,  Bor¬ 
ough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
F.P.  Applic.  No.  30-39,  dated  February  15,  1939,  reads : 

“1.  Plans  do  not  show  compliance  with  fire  depart¬ 
ment  order  989-LF,  nor  with  the  modification  granted.” 

and 


Negative  .  q 

Absent  .  .  q 

THE  RESOLUTTON- 

(358-39-A) 

Whereas,  Seelig  and  Finkelstein,  for  Federal  Operating 
Corporation,  owner,  filed  March  23,  1939,  an  appeal  from 
a  decision  of  the  borough  superintendent  of  buildings 
effecting  premises  116-19  to  116-33  Metropolitan  avenue 
northwest  corner  Richmond  Hill  avenue  (Block  No  3324 
Lot  No.  50),  Kew  Gardens,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  N.B  Applic.  No.  1148-38,  dated  March  16,  1939,  reads- 
Re.  Amendment  to  change  use  of  cellar  as  the 
proposed  occupancy  of  cellar  is  classified  as  a  public 
use  under  3.1.1,  and  as  the  building  is  a  Class  3  non- 
fireproof  structure,  whose  area  exceeds  5000  sq.  ft., 
the  requested  change  in  occupancy  is  contrary  to  4  2  1  ” 
and  '  ‘ 


Whereas,  the  order  of  the  fire  commissioner,  No.  989- 
LF,  required  the  installation  of  a  sprinkler  system  through¬ 
out  the  building;  and 

Whereas,  the  said  order  was  modified  in  a  decision  of 
the  fire  commissioner,  dated  October  29,  1938,  requiring 
the  installation  in  the  cellar  only,  providing  that  partitions 
which  obstruct  the  windows  on  the  street  stories  were 
moved  or  adequate  openings  provided  therein ;  and 
Whereas,  the  applicant  states  that  he  has  complied  with 
this  requirement  and  provided  adequate  openings  in  the 
partitions  at  the  openings  on  all  floods;  and 
Whereas  the  fire  commissioner,  in  a  decision  dated 
March  3,  1939,  refused  to  reissue  the  order;  and 
Whereas,  the  building  is  six  stories  (79  ft.  3  in.)  in 
height,  100  ft.  by  100.17  ft  in  area,  of  non-fireproof  con- 
struction ;  erected  in  1928 ;  located  in  an  unrestricted  use 
district  and  occupied  under  a  certificate  of  occupancy  No. 
38898  issued  November  23,  1928,  permitting  the  occupancy 
of  the  first  floor  as  stores  and  as  offices  above,  150  persons 
per  floor;  and 

Whereas,  the  applicant  contends  the  building  is  equipped 
with  a  standpipe  system ;  that  it  is  proposed  to  install  a 
non-automatic  sprinkler  system  in  the  basement;  that  fire 
extinguishers  have  been  provided  throughout  the  building 
with  watchmen’s  service  at  night  and  on  Sundays  and 
holidays. 

Resolved,  that  the  decision  of  the  borough  superintendent 
°n.i  i  '  -^PP^C-  No.  30-39  be  and  it  hereby  is  modified * 
fijnd  that  the  appeal  be  and  it  hereby  is  granted  on  condi- 
hon  that  _  the  one-source  automatic  wet  sprinkler  system 
shall  be  installed  throughout  the  cellar,  except  that  the 
automatic  fire  alarm  may  be  omitted;  that  in  all  other 
respects  all  laws,  rules  and  regulations  applicable  to  the 
construction  and  occupancy  of  the  building  shall  be  com¬ 
plied  with,  and  that  the  system  so  installed,  shall  be 
accepted  as  complying  with  the  requirements  of  the  fire 
commissioner’s  order  No.  989-LF 


358-39-A. 

APPLICANT— Seelig  and  Finkelstein,  for  Federal  Op 
_  eration  Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super- 
mtendent  of  buildings. 

PREMISES  AFFECTED— 116-19  to  116-23  Metropolitar 
avenue,  northwest  corner  of  Richmond  Hill 
avenue  (Block  No.  3324,  Lot  No.  50),  Kew  Gar- 
,  _  dens,  Boriugh  of  Queens. 

APPEARANCES— 

For  Applicant:  Harry  Finkelstein. 

For  Administration :  Joseph  Ferro,  Dep’t  of  Hous- 
.  _  mg  and  Buildings. 

THE  VOTE— B0ARD~ Appeal  &ranted  on  condition. 

Affirmative:  Chairman  Murdock,  Commission- 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh .  A 


.  Whereas,  the  building  is  cellar  and  one  story  (13  ft.) 
in  height,  184  ft.  11/4  in.  by  71  ft.  2^  in.  in  area  of  Class 
3  construction  now  in  the  course  of  erection  located  in  a 
business  use,  B  area  district  to  be  occupied :  Cellar — 
bowling  alleys  and  billard  room;  1st  floor — stores;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
use  an  area  approximately  8000  sq.  ft.  for  billard  room  and 
bowling  alleys;  that  two  fireproof  stairs  will  be  provided 
from  the  cellar  direct  to  the  street;  that  it  is  proposed 
to  install  a  sprinkler  system  in  a  portion  of  the  cellar 
occupied  by  the  bowling  alleys. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  -N.B.  Applic.  No.  1148-38,  be  and  it  hereby  is  modified, 
and  that  the  appeal  be  and  it  hereby  is  granted,  permitting 
the  space  in  the  cellar,  not  exceeding  8,000  sq.  ft.  in  area,  to 
be  occupied  for  billard  room  and  bowling  alley,  on  con¬ 
dition  that  this  portion  of  the  cellar  shall  be  separated  from 
the  balance  of  the  cellar  by  a  wall  not  less  than  8  in.  of 
masonry;  that  the  cellar  ceiling  throughout  shall  be  fire- 
retarded  with  wire  lath  and  plaster;  that  there  shall  be 
installed  a  one  source  wet  automatic  sprinkler  system 
thi  oughout  the  portion  of  the  cellar  to  be  occupied  as 
proposed ;  that  in  all  other  respects,  all  laws,  rules  and 
regulations  applicable  to  the  construction  of  this  occu¬ 
pancy  shall  be  complied  with. 


361 -39- A. 

APPLICANT — Sol  Oberwager,  for  Steuben’s  42nd  Street 
Inc.,  lessee. 

^^®JECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 1465-1467  Broadway,  west 
side,  158-162  West  42nd  street  and  597-599  Seventh 
avenue  (Block  No.  994,  Lot  No.  58),  Borough  of 
Manhattan.  6 

APPEARANCES— 

For  Applicant:  Sol  Oberwager. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hos¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Absent  . q 

THE  RESOLUTION— 

(361-39-A) 

Whereas  Sol  Oberwager,  for  Steuben’s  42nd  Street 
Inc  lessee,  filed  March  23,  1939,  an  appeal  from  a  decision 
•  1  superintendent  of  buildings,  affecting  prem¬ 

ises  1465-1467  Broadway,  west  side,  158-162  West  42nd 
street  and  597-599  Seventh  avenue  (Block  No.  994  Lot 
No.  58),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 
on  Alt.  Application  No.  326-39,  dated  March  20  1939’ 
reads :  ’  ’ 
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“5.  Arrangement  of  marquee  is  continuous  around 
the  corner.  No  part  of  marquee  should  extend  more 
than  two  and  one-half  feet  either  side  of  entrance, 
and  is  therefore  contrary  to  section  2.4.I.4.8.,  subd. 
2  of  building  code.  Marquee  is  only  permitted  to  the 
entrance  of  a  building  if  of  a  public  nature,  as  per 
section  2.4.I.4.8.,  subd.  1  of  building  code.” 

and 

Whereas,  the  building  is  seven  stories  (100  ft.)  in 
height,  51.3  ft.  by  99.11  ft.  in  area,  of  fireproof  construc¬ 
tion,  equipped  with  a  standpipe  system,  erected  in  1909, 
located  in  a  business  use  district  and  occupied :  Sub-cellar— 
restaurant  and  kitchen — 85  versons ;  Cellar  storage  and 
boiler  room— 60  persons;  1st  floor— restaurant— 175  per¬ 
sons;  2nd  floor — restaurant — 145  persons;  3rd  floor  and 
upper  floors — offices,  60  persons  per  floor ;  for  W^11C  1 
certificate  of  occupancy  No.  19877  was  issued  on  Septem¬ 
ber  27,  1934;  and 

Whereas,  it  is  proposed  to  erect  two  marquees,  one  on 
each  corner  of  the  building  at  the  West  42nd  street  front, 
as  shown  on  alteration  plan  No.  326-39  filed  March  13, 
1939  in  the  department  of  housing  and  buildings;  and 

Whereas,  the  applicant  contends  that  the  restaurant 
occupies  the  entire  space  between  Broadway  and  Seventh 
avenue,  using  three  floors.  It  has  a  seating  capacity  of 
about  350  people,  serving  approximately  6,000  persons  per 
day,  employing  about  150  people  as  help;  that  from  the 
restaurant  there  is  an  entrance  to  the  I.R.T.  and  B.M.T. 
subways;  that  in  the  evening  very  many  people  come  to 
the  restaurant,  and  it  is  desirable  that  when  getting  out 
of  a  car  at  the  curb  they  find  shelter  under  the  marquee; 
that  the  building,  although  not  so  classified,  is  essentially 
a  building  of  public  nature;  and 

'Whereas,  the  board  deemed  that  there  was  no  justifi¬ 
cation  for  the  modification  of  the  Administrative  Code 
as  requested. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  Alt.  Application  No.  326-39,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


365-39-A. 

APPLICANT— Morrell  Smith,  for  Edith  Wells  Smith, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 1133  Nielson  avenue,  west  side. 
325  ft.  north  of  Dinsmore  avenue  (Block  No.  37. 
Lot  No.  70),  Far  Rockaway,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Morrell  Smith. 

For  Administration — Joseph  Ferro,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(365-39-A) 

Whereas,  Morrell  Smith,  for  Edith  Wells  Smith,  owner, 
filed  March  23,  1939,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings,  affecting  premises 
1133  Neilson  avenue,  west  side,  325  ft.  north  of  Dinsmore 
avenue  (Block  No.  37,  Lot  No.  70),  Far  Rockaway,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  257-39,  dated  March  21,  1939,  reads: 

“It  is  not  permitted  to  change  the  occupancy  from 
a  one  to  a  two  family,  as  building  is  of  frame  con¬ 
struction  with  rooms  above  the  second  story.  Sec. 
8.7.2. 1  of  the  building  code.” 

and 


Whereas,  the  building  is  three  stories  (28  ft.)  in  height, 
29  ft.  by  49  ft.  6  in.  in  area  at  1st  floor,  29  ft.  by  36  ft. 
6  in.  in  area  above,  located  on  a  lot  75  ft.  front  by  175  ft. 
in  depth,  in  a  residence  use,  “D”  area  district,  erected  in 
1902  and  occupied  as  a  one  family  dwelling;  and 

Whereas,  the  applicant  contends  that  a  new  bath  room 
and  kitchen  will  be  installed  on  the  ground  floor  and  a  new 
kitchen  on  the  2nd  floor;  that  there  will  be  a  small  one 
story  frame  extension  at  the  rear  for  the  purpose  of  entry ; 
that  because  of  changed  conditions  in  the  neighborhood, 
it  is  necessary  to  convert  the  building  to  a  two  family  house. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  Alt.  Applic.  No.  257-39,  be  and  it  hereby  is  modi¬ 
fied^  and  that  the  appeal  be  and  it  herebv  is  granted,  per¬ 
mitting  the  building  to  be  occupied  by  not  more  than  two 
(2)  families,  one  on  the  1st  floor  and  one  on  the  2nd  floor 
and  attic,  on  condition  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area;  that  an  agreement  shall  be 
signed  by  the  owner  and  filed  with  the  borough  superin¬ 
tendent  of  buildings  that  at  no  time  will  the  building  be 
occupied  by  more  than  two  (2)  families;  that  a.  second 
means  of  exit  shall  be  provided  from  the  attic,  which  may 
be  by  means  of  a  fire  escape  or  steel  ladder  attached  to 
the  rear  of  the  building,  which  may  extend  to  a  platform 
at  the  2nd  story  level  with  a  drop  or  counterbalanced 
ladder  to  grade. 


371 -39- A. 

APPLICANT— Joseph  H.  Cornell,  for  Alice  Madalena, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 22-21  Birdsall  avenue,  south¬ 
east  corner  of  Pinson  place  (Block  No.  158,  Lot 
No.  11),  Far  Rockaway,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Joseph  H.  Cornell. 

For  Administration — Joseph  Ferro,  D'ep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


TFIE  RESOLUTION— 

(371-39-A) 

Whereas,  Joseph  H.  Cornell,  for  Alice  Madalena,  own¬ 
er,  filed  on  March  24,  1939,  an  appeal  from  a  decision  of 
the  borough  superintendent  of  buildings,  affecting  premises 
22-21  Birdsall  avenue,  southeast  corner  of  Pinson  place 
(Block  No.  158,  Lot  No.  11),  Far  Rockaway,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  8411-38,  dated  March  24,  1939,  reads: 

“The  use  of  more  than  two  stories  for  living  quarters 
in  a  two  family  frame  residence  building  is  contrary 
to  Section  8.7.2. 1  of  the  Bldg.  Code.” 

and 

Whereas,  the  building  is  2^4  stories  (34  ft.)  in  height, 
24  ft.  by  32  ft.  in  area ;  of  frame  construction ;  on  a  lot 
40  ft.  by  100  ft.  in  area;  located  in  a  residence  use,  “D” 
area  district;  erected  in  1909  and  occupied  as  a  one-family 
dwelling;  it  is  proposed  to  occupy  the  building;  1st  floor- 
one  family;  2nd  floor  and  attic — one  family,  total,  2  fami¬ 
lies  ;  and 

Whereas,  it  is  proposed  to  alter  the  building  on  the 
1st  floor  by  having  the  lower  portion  of  stairs  extended 
on  present  porch  for  2nd  floor  entrance  and  to  provide  a 
new  bath  room  on  1st  floor  and  a  new  kitchen  on  2nd 
floor;  and 

Whereas,  the  applicant  contends  that  the  neighborhood 
has  changed  and  that  a  large  house  for  one  family  is 
unrentable  and  that  a  large  number  of  such  houses  in 
this  vicinity  have  been  converted  to  two-family  dwellings. 


544 


MINUTES 


Resolved ,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Application  No.  8411-38  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted,  to 
permit  the  occupancy  of  the  existing  building  for  two 
families,  one  occupying  the  first  floor  and  one  occupying 
the  second  floor  and  attic,  on  condition  that  the  building 
shall  not  be  increased  in  height  or  area ;  that  the  size  of 
the  lot  shall  not  be  reduced ;  that  there  shall  be  no  cooking 
on  the  2nd  story  ;  that  there  shall  be  a  second  means  of 
exit  from  the  attic  story,  which  may  be  an  exterior  steel 
ladder  or  fire  escape  and  it  may  terminate  at  a  balcony 
at  second  story  level  or  the  roof  of  the  second  story  level 
with  a  drop  ladder  to  grade ;  that  an  agreement  shall  be 
signed  by  the  owner  and  filed  with  the  borough  superin¬ 
tendent  of  buildings,  that  at  no  time  shall  the  building 
be  permitted  to  be  occupied  for  more  than  two  families 
as  herein  permitted.  ’ 


372-39-A. 

APPLICANT— Joseph  H.  Cornell,  for  Mary  B.  Green  and 
Gertrude  C.  Ward,  owners. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 22-17  Cornaga  avenue,  south 
side,  125  ft  west  of  Beach  22nd  street  (Block  No. 
253,  Lot  No.  61),  Far  Rockawfty,  Borough  of 
Queens. 

APPEARANCES—  1 

For  Applicant— Joseph  H.  Cornell. 

For  Administration— Joseph  Ferro,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

1  rill  VU1  h — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  . .  0 

Absent  . ' .  0 

THE  RESOLUTION— 

(372-39-A) 

Whereas,  Joseph  H.  Cornell,  for  Mary  B.  Green  and 
Gertrude  C.  Ward,  owners,  filed  on  March  24,  1939  an 
appeal  from  a  decision  of  the  borough  superintendent  of 
juikhngs,  affecting  nremises  22-17  Cornaga  avenue,  south 
t  ^  ™est  of  Beach  22nd  street  (Block  No.  253 

Lot  No.  61),  Far  Rockaway,  Borough  of  Queens;  and 
\  HEREAS  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  589-39,  dated  March  24,  1939,  reads : 

.  B  shall  be  unlawful  to  use  more  than  two 
stories  for  living  quarters  in  a  two  family  frame  resi¬ 
dence  building.  Contrary  to  section  8.7.2.1  Bld°- 
Code. 
and 

Whereas  ,the  building  is  2/4  Stories  (35  ft.)  in  height, 

Lw  An  t?  u  m,£re? ’  °f  frame  construction;  located  on 
a  lot  60  ft.  by  12a  ft.  in  area;  in  a  business  use,  “C” 
area  district;  erected  in  1923  and  occupied  as  a  one-family 
dwelling.  It  is  proposed  to  occupy  the  building:  1st  floor- 

families”1  and^  ^  attic— one  •  family,  total,  two 

Whereas,  it  is  proposed  to  alter  the  building  by  pro- 
yiding  new  partitions  around  front  stairs  to  form  vestibule 
and  dosets,  a  new  bathroom  on  first  floor,  a  new  kitchen 
on  2nd  story  and  to  provide  an  iron  ladder  from  rear  of 
story  extension  to  grade ;  and 
U  hereas,  the  applicant  contends  that  the  demand  for  a 
a  thls,  for  one  family  occupancy  is  small ;  that 

altprii  er  i°f  bouses  in  the  Vicinity  have  been  similarly 

till  in,  and-  S°me.  are  being  dem°lished  due  to  the  fact 
mat  there  is  no  demand  for  one  family  dwellings. 

on^t°fo/^,tha.tthedecicSi0n,of  the  borough  superintendent 
and  tL Vi?llCatIOn,  58J9‘39  be  and  it  hereby  is  modified 

the  imL  he  aPPfal  be  and  it  hereby  is  granted,  to  permit 
he  occupancy  of  the  existing  building  for  two  families 
e  occupying  the  first  floor  and  one  occupying  the  second 


floor  and  attic,  on  condition  that  the  building  shall  not 
be  increased  in  height  or  area;  that  the  size  of  the  lot 
shall  not  be  reduced;  that  there  shall  be  no  cooking  on  the 
nd  story;  that  there  shall  be  a  second  means  of  exit  from 
the  attic  story  which  may  be  an  exterior  steel  ladder  or 
fire  escape  and  it  may  terminate  at  a  balcony  at  second 
story  level  or  the  roof  of  the  second  story  level  with  a 
drop  ladder  to  grade;  that  an  agreement  shall  be  signed 
by  the  owners  and  filed  with  the  borough  superintendent 
that  at  no  time  shall  the  building  be  permitted  to  be  occu¬ 
pied  tor  more  than  two  families,  as  herein  permitted. 


383-39-A. 

APPLICANT— Seelig  and  Finkelstein,  for  Ridgefield  De¬ 
velopment  Company,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  acting  boroueh 
superintendent  of  buildings. 

PREMISES  A FFECTED —  1 777- 1 787  46th  street  and  4526 
18th  avenue,  northwest  corner  (Block  No  5435 

APPEARANCES-'  B°r°“gh  °f  Br°°k,yn' 

.  __T  For  Applicant :  Harry  Finkelstein. 

THETVOTEF  B0ARD— Appeal  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  . .  o 

Absent  . ’  ’  . .  q 


THE  RESOLUTION— 

(383-39-A) 

Whereas,  Seelig  and  Finkelstein,  for  Ridgefield  Develop¬ 
ment  Company,  owner,  filed  March  28,  1939,  an  appeal 
trom  a  decision  of  the  acting  borough  superintendent  of 
buildings  affecting  premises  1777-1787  46th  street  and  4526 
18th  avenue  northwest  corner  (Block  No.  5435,  Lot  No. 
j2),  Borough  of  Brooklyn;  and 
Whereas  the  decision  of  the  acting  borough  superin- 

Na  dr‘"agdSs’:dated  MarCh  27'  1939' 

“Live  load  for  beauty  parlor  on  2nd  floor  must 
comply  with  7.32.3  of  Code.  Present  floor  has  been 
designed  for  a  live  load  of  40  lbs  sq  ft  ” 

and 

Whereas,  the  building  is  cellar  and  2  stories  (27  ft.) 
in  height,  21  ft.  5T4  in.  by  92  ft.  8%  in.  in  area,  of  brick 
constructm!!,  located  in  a  business  use  district,  erected  in 
PC5  and  occupied:  Cellar,  ordinary;  1st  floor— stores ;  2nd 
ti°°r  Z  families;  it  is  proposed  to  change  the  occupancy 
to :  Cellar,  ordinary ;  1st  floor,  stores ;  2nd  floor,  2  families 
and  beauty  parlor,  and 

Whereas  the  applicant  contends  that  the  front  apart- 
t?n  jnd  door  Wld  be  used  for  beauty  parlor  purposes, 
with  the  dwelling  on  this  floor  and  at  no  time  will  there  be 
more  than  8  additional  people  in  this  apartment. 

Resolved,  that  the  decision  of  the  acting  borough  super- 
mtendent  on  Application  No.  684-39  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
permitting  the  occupancy  of  the  front  portion  of  the 
second  floor  as  indicated  on  plans  filed  with  the  borough 
superintendent,  as  a  beauty  parlor,  on  condition  that  it 
shall  be  operated  by  the  tenants  residing  on  the  second 
Hoor  of  the  building;  and  that  the  concentrated  live  load 
and  dead  loud  shall  at  no  time  exceed  the  permitted  floor 
load  of  40  lbs.  per  superficial  foot;  that  in  all  other  respects 
all  laws,  rules  and  regulations  shall  be  complied  with. 

384-39-A.  '  ' 

APPLICANT— Lewis  J.  Hoffman,  for  Spiro  Kochovos, 
lessee,  authorized  by  The  Stuyvesant  Real  Estate 
Company,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

1  REMISES  AFFECTED — 401-405  Ninth  avenue,  west 
side,  98  ft.  south  of  West  33rd  street  and  404- 
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410  West  33rd  street  (Block  No.  730,  Lot  Nos. 
53,  54,  55,  56  and  part  of  Lot  No.  46),  Borough  of 
Manhattan. 

APPEARANCES—  .  T  TT  _ 

For  Applicant:  Lewis  J.  Hoffman. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT—  Q 

Affirmative  . . . ••••••• . 

Negative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chiet 

Walsh  .  ^ 

Absent  . 

THE  RESOLUTION— 

(384-39-  A) 

Whereas,  Lewis  J.  Hoffman,  for  Spiro  Kochovos,  les¬ 
see  authorized  by  The  Stuyvesant  Real  Estate  Company 
owner,  Med  March  29,  1939  an  appeal  from  a  decision  of 
the  borough  superintendent  of  buildings  affecting  premises 
401-405  Ninth  avenue,  west  side  98  ft.  south  of  West 
33rd  street  and  404-410  West  33rd  street  (Block  No.  730, 
Lot  Nos.  53.  54,  55,  56  and  part  of  Lot  No.  46),  Borough 

of  Manhattan;  and  .  ,  , 

Whereas,  the  decision  of  the  borough  superintendent 

of  buildings  dated  March  25,  1939  reads. 

“Your  application  dated  March  1,  1939,  for  a  certifi¬ 
cate  of  occupancy  for  the  parking  and  storage  ot 
more  than  5  motor  vehicles  has  been  denied  for  the 
reason  that  the  premises  is  located  on  a  street  between 
two  intersecting  streets  in  which  portion  there  exists 
an  exit  or  an  entrance  to  a  school,  where  this  occu- 
pancv  is  prohibited  by  section  21  of  the  zone  resolu¬ 
tion.” 

and 

Whereas  the  premises  consist  of  a  plot  of  ground  front¬ 
ing  10  feet  on  Ninth  avenue  and  having  two  frontages  on 
West  33rd  street,  30  ft.  and  25  ft.  respectively;  which  it 
is  proposed  to  use  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles ;  and 

Whereas,  there  is  a  parochial  schod  on  the  same  street 
between  intersecting  streets,  having  its  entrance  and  exit 

on  the  same  street;  and  ,  ,  «  ,  , 

Whereas,  the  applicant  contends  that  the  entrance  to 
these  premises  is  located  on  Ninth  avenue  and  not  on  the 
street  where  the  objection  from  the  building  department, 
referred  to  as  per  section  21  of  the  zoning  resolution 
There  will  be  no  entrance  or  exit  on  West  33rd  street  and 
the  premises  are  now  enclosed  by  8  ft.  fences,  so  that  the 
cars  can  not  be  seen  from  the  street;  that  the  premises 
cannot  be  used  for  anv  other  purpose  at  this  time  to  defray 

expense  of  taxes ;  and  ...  ,  , 

Whereas,  the  board  deemed,  that  m  view  of  the  existence 
of  a  school  on  the  same  street  between  the  intersecting 
streets  as  the  lots  under  appeal  and  in  view,  of  decisions 
of  the  court,  as  to  the  prohibition  under  section  21  of  the 
building  zone  resolution,  no  permit  for  the  parking  and 
storage”  of  more  than  five  (5)  motor  vehicles  could  be 
issued. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  March  25,  1939,  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 

385-39- A. 

APPLICANT— Aymar  Embury  II,  for  The  Department 
of  Parks,  City  of  New  York,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 192-210  Third  avenue,  west 
side,  between  DeGraw  street  and  Douglas  street 
(Block  No.  419,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES — 

For  Applicant :  A.  D.  Marinelli  and  Louis  Nieman. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  J- 

Absent  .  ^ 

THE  RESOLUTION— 

(385-39-A) 

Whereas,  Aymar  Embury,  II,  for  the  t me nt  of 

Parks  City  of  New  York,  owner,  filed  M&rcn  29,  19o9, 
appeal  from  a  decision  of  the  Acting  borough  superinten¬ 
dent  of  buildings  affecting  premises  192-210  Third  avenue, 
west  side,  between  Degraw  street  and  Douglas  street  (Block 
No.  419,  Lot  No.  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  dated  March  29,  1939  on  permit  No.  11865-38, 

reads  * 

“Provide  pile  foundations  as  the  building  is  to  be 
erected  on  filled  in  ground.  _  Filled  in  ground  has  no 
presumptive  bearing  value.  7.5.2  of  Code. 

and 

Whereas,  it  is  proposed  to  erect  a  building  28  ft.  8  in. 
by  20  ft.  in  area,  1  story  (16  ft.)  in  height  of  brick  con- 
struction,  to  be  located  in  a  public  park  and  occupied  as  a 
public  comfort  station,  on  filled  in  ground  with  ordinary 
footings  and  foundations ;  and 

Whereas,  the  applicant  contends  that  the  fill  consists  of 
sand,  clay  and  a  small  amount  of  cinders,  placed  more  than 
twelve  years  ago,  on  which  buildings  had  been  erected 
without  any  failure,  recently  demolished;  that  a  test  pit 
dug  to  a  level  6  ft.  0  in.  below  the  bottom  of  proposed 
footing,  showed  a  tightly  packed  fill  which  has  the  appear¬ 
ance  of  a  natural  soil;  that  there  will  be  a  maximum 
bearing  pressure  on  the  soil  of  1200  lbs.  per  square  foot , 
that  a  soil  test  was  conducted  on  the  site,  supervised  by  a 
licensed  professional  engineer,  a  load  of  2o00  lbs.  per 
square  foot  was  imposed  upon  the  soil  and  after  twenty 
six  hours,  a  settlement  of  only  two  one-thousandths  of  a 
foot  was  shown  indicating  adequate  bearing  capacity ;  that 
the  use  of  piles,  as  required  by  the  department  of  housing 
and  buildings,  would  mean  an  unnecessary  addition  to  the 
cost  of  the  job. 

Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent  on  permit  No.  11865-38  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
as  to  soil  bearing  value,  on  condition  that  the  building 
shall  be  so  designed  as  to  have  at  no  point  a  maximum 
bearing  pressure  on  the  soil  exceeding  1200  lbs.  per  square 
foot. 


439-38- A. 

APPLICANT— D.  A.  Collins  Mfg.  Co,  Inc,  lessee. 
SUBJECT— Application  for  consideration— reopening  and 
amendment — re  Appeal  from  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED' — 148  39th  street,  southwest 
corner  of  2nd  avenue  (Bush  Building  No.  19,  4th 
floor)  ;  (Block  No.  706,  Lot  No.  1),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Dimin. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 

amended.  „^r.Tn 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU- 

TION — <  ,  ,  „ 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  J 

Negative  .  J; 

THE  RESOLUTION— 

(43 9-38- A) 

Whereas,  D.  A.  Collins  Mfg.  Co,  Inc,  lessee,  filed  June 
1,  1938,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  148  39th  street,  southwest  corner  of  2nd 
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•enue  (Bush  Building  No.  19— 4th  floor)  ;  (Block  No. 
'6,  Lot  No.  1),  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Mav 
1938,  re.  Order  No.  75193-C,  reads : 

“L  Surrender  to  the  bearer  Fire  Department  Permit 
No.  182115,  expiring  June  1,  1938,  authorizing  the  stor¬ 
age  and  use  of  varnoline,  essential  oils,  etc.,  in  the 
manufacture  of  combustible  and  inflammable  mixtures, 
at  146-148  39th  street,  Brooklyn,  as  it  is  revoked  for 
the  reason  that  a  recent  inspection  of  the  premises 
shows  that  the  containers  (bottles)  in  use  for  the 
“Parkay-Lac”  and  Liquid  Polishing  Wax  are  of  to 
ounce  and  32  ounce  size.  This  is  a  violation  of  C-19. 
59-c  of  the  Administrative  Code,  which  reads  as  fol¬ 
lows  : 


Inflammable  mixture  (Parkay-Lac)  for  commer¬ 
cial  or  businessl  use  in  the  city  shall  be  packed  and 
shipped  in  cans  of  a  capacity  not  exceeding  5  gal¬ 
lons  each,  or  steel  barrels  or  drums  of  a  capacity 
not  exceeding  55  gallons  each.  For  shipment  out¬ 
side  of  the  city,  containers  must  conform  to  the 
regulations  of  the  Interstate  Commerce  Commission. 
For  domestic  or  household  use  or  for  sale  for  domes¬ 
tic  or  household  use  such  mixtures  shall  he  put  in 

glass  bottles  of  a  capacity  not  exceeding  four  ounces 
each,  or  in  metal  cans  or  other  approved  containers 
of  a  capacity  not  exceeding  one  gallon  each,  fitted 
with  a  tight  fitting,  replaceable  top,  cap  or  other  de¬ 
vice  so  made  that  the  can  or  container  will  be  air¬ 
tight  when  closed.’ 

3.  Combustible  Mixtures  (Liquid  Polishing  Wax) 
for  commercial  or  business  use  in  the  city  shall  be 
packed  and  shipped  in  cans  of  a  capacity  not  exceeding 
5  gallons  each,  or  steel  barrels  or  drums  of  a  capacity 
not  exceeding  55  gallons  each.  For  shipment  outside 
the  city  containers  must  conform  to  the  regulations  of 
the  Interstate  Commerce  Commission.  For  domestic 
or  household  use  or  for  sale  for  domestic  or  household 
use  such  mixture  shall  be  put  up  only  in  glass  bottles 
of  a  capacity  not  exceeding  8  ounces  each,  or  in  cans 
of  a  capacity  not  exceeding  2  gallons  each,  fitted  with 
a  tight  fitting  replaceable  top,  cap  or  other  device,  so 
made  that  the  can  or  container  shall  be  air  tight  when 
closed. 


4.  You  are,  therefore,  ordered  to  discontinue  the 
practice  of  distributing  inflammable  mixture  (Parkay- 
Lac)  in  bottles  of  16  ounce  and  32  ounce  capacity  and 
confine  the  distribution  of  said  inflammable  mixture  to 
glass  bottles  of  4  ounce  capacity  or  metal  cans  or  other 
approved  containers  of  a  capacity  not  exceeding  one 
gallon  each,  fitted  with  a  tight  fitting  replaceable  cap 
or  other  device  so  made  that  the  can  or  container  shall 
be  air  tight  when  closed. 

5.  Discontinue  the  practice  of  distributing  com¬ 
bustible  mixture  (Liquid  Polishing  Wax)  in  bottles  of 
10  ounce  and  32  ounce  capacity  and  confine  the  distri¬ 
bution  of  said  combustible  mixture  to  glass  bottles  of 
»  ounce  capacity  or  in  cans  of  a  capacity  not  exceeding 
-  gallons  each,  fitted  with  a  tight  replacable  top,  cap 
or  other  device  so  made  that  the  can  or  container  shall 
be  air  tight  when  closed.” 


HE!?nSf  th-e  buildin&  is  8  stories,  110  ft.  in  height,  218 
y  440  ft.  in  area,  located  in  an  unrestricted  use  dis- 
ot  non-fireproof  construction,  erected  in  1912  and 
amd  as  follows:  1st  floor — manufacturing  chewing 
and  candy,  25  persons;  2nd  floor— manufacturing 
mg  gum  a9-d  candy,  20  persons;  3rd  floor — warehouse, 
sons;  4th  floor— manufacturing  furniture  polishes  and 
:s>  J8  Persons,  and  manufacturing  toilet  preparations, 
ersons;  talcum  powder,  5  persons;  5th  floor — ware- 
-»  o  to  30  persons ;  6th  floor — manufacturing  chewing 
and  candy,  175  persons;  7th  floor— coffee  packing,  35 
ns,  8th  floor — coffee  roasting,  30  persons;  and 
Pereas,  this  appeal  was  granted  by  the  board  June 
on  certain  conditions,  resolution  amended  August 


16,1938  and  applicant  now  requests  a  further  amendment 
of  the  resolution;  and 

Whereas,  the  applicant  contends  that  for  many  years 
they  have  manufactured  “Liquid  Polishing  Wax’’  com¬ 
posed  of  Varnoline  and  wax  and  “Parkay-Lac”,  made  of 

shellac,  gum  and  alcohol,  in  cans  and  in  bottles  not  exceed¬ 
ing  32  ounces. 

MW?6™hat  the  re®oIJution  adopted  by  the  board  on 
\  ln®  fj*  ,1938’  as  amended  by  resolution  adopted  August 
16,  1938,  be  and  it  is  further  amended,  so  that  as  amended 
the  resolution  shall  read: 

■\t  ^7c?rvw^  tb®  order  the  fire  commissioner, 
■No.  /M93-C,  be  and  it  hereby  is  modified,  and  that  the 
appeal  be  and  it  hereby  is  granted,  permitting  the 
manufacture  of  “Parkay-Lac”  and  “Liquid  Polishing 
Wax  .  on  condition  that  all  packages  be  properly 
labelled  inflammable  mixture”  or  “combustible  mix- 
ture  ,  as  determined  by  the  fire  department  and  after 
test ;  and  that  the  fire  department  permit  number  ap- 
pear  thereon  and  that  “Parkay-Lac”  shall  consist 
mamly  of  shellac,  gum  and  alcohol  and  “Liquid  Polish¬ 
ing  Wax  shall  consist  of  varnoline  and  wax,  and 
permitting  the  packaging  of  these  products  in  one 
gallon  cans  and  in  16  oz.  and  32  oz.  bottles,  provided 
that  in  all  other  respects  all  laws,  rules  and  regula¬ 
tions  applicable  thereto  be  complied  with. 


270-39-A. 

APPLICANT— Cornelius  Callaghan,  for  Lexington 

^”d  ddtb  Street,  Inc-»  owner. 

— Application  for  consideration — reopening  and 
amendment  re  Appeal  from  a  decision  of  the 
borough  superintendent  of  buildings. 

PREMISES  AFFECTED — 96-50  Queens  boulevard,  south 
side,  150  ft.  east  of  63rd  drive  (Block  No.  3082 

APPEARANCES—^’  F°reSt  Hllls’  BorouSh  of  Queens. 
For  Applicant :  Cornelius  Callaghan. 

For  Administration— Joseph  Ferro,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

DEVOTE  TO  REOPEN  AND  AMEND  RESOLU- 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  . .  q 

Absent  .  '  _  . .  q 

THE  RESOLUTION— 


(270-39-A) 

4nEi*EoS’  Cornelius  Callaghan,  for  Lexington  Avenue 
and  40th  Street,  Inc.,  owner,  filed  March  3,  1939,  an  appeal 
from  a  decision  of  the  borough  superintendent  of  buildings 
affecting  premises  96-50  Queens  boulevard,  south  side  150 
ft  east  of  63rd  drive  (Block  No.  3082,  Lot  No.  61)  Forest 
Hills,  Borough  of  Queens;  and 

,*be  de(dsion  of  the  borough  superintendent 
on  N.B  Applic.  No.  1363-39,  dated  March  2,  1939,  reads: 
1.  The  erection  of  a  frame  business  building  in 
the  fire  limits  is  contrary  to  Section  4.2.1  of  the  Build¬ 
ing  Code.” 

and 


Whereas,  the  premises  consist  of  a  plot  of  ground  415.44 
ft.  front  by  100  ft.  in  depth,  upon  which  it  is  proposed  to 
erect  a  one  story  frame  road  stand  (restaurant),  10  ft. 
in  height,  150  ft.  by  15  ft.  in  area,  having  a  false  second 
story  of  sheet  metal  construction  on  frame  supports  and  a 
platform  to  be  occupied  as  a  stage  for  radio  broadcasting; 
the  building  will  be  set  towards  the  rear  of  the  lot,  cen¬ 
trally  located  and  at  the  southwesterly  corner  of  the  lot, 
there  will  be  constructed  a  one  story  frame  building,  to 
be  occupied  as  a  rest  room  and  toilets,  as  shown  on  plans 
filed  with  this  appeal,  marked  “received  March  3  1  939  •” 
and  ’  ’ 
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Whereas,  the  applicant  contends  that  the  building  is 
open  on  more  than  one  side,  is  less  than  15  ft.  in _he  g 
and  covers  less  than  2500  sq.  ft.  and  is  set  back  at  least 
4  ft.  from  the  lot  line;  that  the  roof  will  be  of  mberoid, 
that  the  decoration  of  the  roof  is  for  exhibition  purposes 
in  connection  with  the  World’s  Fair  and  that  the  entire 
project  is  of  a  temporary  nature;  and  , 

Whereas,  this  appeal  was  granted  by  the  board  March 
7,  1939  on  certain  conditions  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
March  7,  1939,  be  and  it  hereby  is  amended,  only  so  tar  as 
it  has  reference  to  the  construction  of  the  building  tor  a 
temporary  period,  so  that  as  amended,  the  resolution 

sha11  r,f Reived,  that  the  decision  of  the  borough  superin¬ 
tendent,  acting  on  N.B.  Application  No  1363-o9,  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  sha  1 
comply  substantially  with  the  requirements  of  the 
building  code  for  Class  4  frame  structures,  Sections 
4.2.1  and  3.2.4,  and  permitting  the  construction  of  the 
building,  supported  on  masonry  _  piers  carried  to  a 
point  4  ft.  below  grade,  substantially  as  indicated  on 
plans  filed  with  the  borough  superintendent,  marked 
“ received  March  15,  1939”,  and  permitting  the  con¬ 
tinuance  of  the  building  only  for  a  temporary  period 
coincident  with  the  duration  of  the  World  s  Fair, 
upon  the  condition  that  upon  the  closing  of  the  Worlds 
Fair,  the  building  will  be  demolished 


APPLIANCES  SUBMITTED  FOR  APPROVAL 

577-38-SA. 

APPLICANT— Bradley  Washfountain  Company,  owner. 

SUBJECT— “BNY”  Bradley  Trap  (plumbing  appliance), 
approval  of. 

APPEARANCES— 

For  Applicant:  None.  . 

ACTION  OF  BOARD— Appliance  approved,  in  accord¬ 
ance  with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  ^ 

Absent  .  u 


THE  RESOLUTION— 

(577-38-SA) 

Whereas,  the  Bradley,  Washfountain  Company  owner, 
filed  July  7,  1938,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  appliance  known  as 
the  “BNY”  Bradley  Trap  (Plumbing  Appliance)  for  use 
with  the  Bradley  Washfountain;  and 

Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  committee  on  tests  of  the 
board,  reads  as  follows: 

REPORT  OF  COMMITTEE  ON  TESTS 

March  30,  1939. 

Cal.  No.  577-38-SA. 

Subject:  “BNY”  Bradley  Trap 

(Plumbing  Appliance).  . 

Whereas,  the  Bradley  Washfountain  Company, 
owner,  filed  July  7,  1938,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  appliance 
known  as  “BNY”  Bradley  trap  for  Bradley  washfoun¬ 
tain,  under  the  provisions  of  C26-1224.0  Administrative 

Code  (14.2.5  B.C.)  , 

This  trap  has  been  designed  for  use  with  the  so 
called  Type  “B”  Bradley  Washfountains  of  the  several 
grades  of  material  and  sizes  in  which  they  are  manu¬ 
factured. 

The  “BNY”  trap  has  been  designed  in  conformity 


with  the  plumbing  code  and  is  arranged  for  2  inch 
I.P.S.  drain  connection  (the  Bradley  Washfountain 
is  a  lavatory  fixture  which,  while  designed  to  accom¬ 
modate  from  three  to  ten  users  at  a  time,  has  a  water 
consumption  less  than  the  recognized  unit  of  water- 
flow  for  a  single  lavatory,  namely  7j4  gallons  per 
minute.)  (See  Figure  1.) 


Details  of  the  trap  are  shown  in  Drawing  Part  Nc 
111.10  filed  with  this  application.  The  trap  has  a  sea 
of  2  inches  and  a  diameter  of  1  13/16  inches.  The  ven 
is  connected  so  as  to  pass  up  through  centre  of  tjxtun 
The  trap  was  inspected  and  tested  at  Lafayett 
avenue,  and  Baretto  street,  The  Bronx,  by  the  commit 
tee  on  tests  and  found  to  conform  to  code  require 
ments 

It  is  recommended  that  the  “BNY”  Bradley  Tra 
(for  washfountains)  be  approved  for  use  in  Ne\ 
Yorjc  City,  on  condition  that  the  trap  be  marked  b 
means  of  raised  legible  letters  bearing  the  followin 
inscriptions  within  a  circle :  Around  the  periphery,  c 
the  top,  the  word  “APP’VD”,  along  the  bottor 
B.S.&A.,  in  the  centre  2  lines  upper  line  reading  N. YU 
lower  line  reading  Cal.  577-38-SA. 

(Sgd.)  BERNARD  A.  SAVAGE, 

(Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 


Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  approve  the  appliance  known  as  the  “BNY  Brae 
ley  Trap  (Plumbing  Appliance)  for  use  with  the  Bradk 
Washfountain,  for  use  in  New  York  City  when  mam 
factured,  installed  and  labelled  in  accordance  with  tt 
above  report. 


898-38-SA. 

APPLICANT— Edward  B.  Brittin,  owner. 

SUBJECT— Brittin  Bracket  (for  scaffold  work)—  approv 
of. 

APPEARANCES— 

For  Applicant:  None. 
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ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  0 

Absent  . ]  0 

THE  RESOLUTION— 

(898-38-SA) 

Whereas,  Edward  B.  Brittin,  owner  filed  October  18, 
1938,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  appliance  known  as  Brittin 
Bracket  (for  scaffold  work)  under  the  provision  of  C26- 
191.0,  Administrative  Code  (2.2.3  B.C.)  '  and  C26-689.0 
Administrative  Code  (10.14  B.C.)  ;  and 

Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 

!  Whereas,  the  report  of  the  committee  on  tests  of  the 
«  board,  reads  as  follows : 


REPORT  OF  COMMITTEE  ON  TESTS 

_  ,  March  28,  1939 

Cal.  No.  898-38-SA. 

Approval  of  Brittin  Bracket  (for  Scaffold 
Work.) 

Edward  B.  Brittin,  owner,  filed  October  18,  1938, 
an  application  with  the  Board  of -Standards  and  Ap¬ 
peals  for  approval  of  the  appliance  known  as  the 
“Brittin  Bracket  (for  Scaffold  Work)”  under  the 
provisions  of  C26-191.0  Administrative  Code  (2.2.3 
B.C.)  and  C26-689.0  Administrative  Code  (10.14  B.C.) 

This  bracket  is  designed  for  use  with  all  classes  of 
scaffold  horses,  street  barricades,  tables,  seats,  plat¬ 
forms,  etc.,  for  the  purpose  of  quickly  joining  and 
removing  legs,  supports,  uprights,  etc.,  to  facilitate 
transportation  and  storage.  A  set  consists  of  four 
identical  brackets  and  eight  by  2^4  inch  bolts  and 
nuts.  1  he  bracket  is  made  of  painted  pressed  steel, 
not  less  than  No.  12  gauge.  It  is  designed  so  as  to 
hold  the  leg  or  member  in  any  desired  angle  to  the 
member  to;  which  it  is  attached,  with  a  pocket  which 
permits  the  insertion  of  double  wedge-shaped  legs, 
supports,  uprights,  or  other  members  in  such  a  man¬ 
ner  that  contraction  due  to  temperature  or  moisture 
changes,  increased  load,  or  for  other  reasons,  do  not 
reduce  the  tightness  of  the  connection.  This  pocket 
permits  the  introduction  of  the  member  in  such  a 
manner  as  to  be  either  vertical  or  slightly  inclined 
to  the  member  to  which  it  is  attached.  The  bracket 
includes _  a  pair  of  lateral  wings  extending  from  op¬ 
posite  sides  of  the  socket,  with  holes  providing  for 
four  3/s  inch  through  bolts  which  hold  the  appliance 
firmly  in  position.  It  is  possible  to  remove  the  legs 
or  other  members  quickly  from  the  socket  by  merely 
pressing  the  outer  ends  of  adjacent  legs  toward  each 
other. 

This  appliance  was  tested  at  Columbia  University 
October  12,  1938,  report  of  test  is  as  follows : 

COLUMBIA  UNIVERSITY 
Department  of  Civil  Engineering 
Research  Laboratories 
New  York  City 
Machine  used — 200,000  Riehle 
Witnessed  by— Edward  B.  Brittin 
Tested  by — J.  N.  Kenyon 

October  12,  1938 
Made  for  Edward  B.  Brittin 
412  South  7th  Street 
Springfield,  Ill. 

REPORT  OF  COMPRESSION  TESTS 

Source— Edward  B.  Britten,  Springfield,  Ill. 

Material — Scaffold  Horses 


Shape  of  Test-Piece — See  attached  photos 
How  tested— Load  applied  full  length  of  cross-head 
through  a  1"  x  1"  x  36"  steel  bar 
Laboratory  Test 

Number  ......  66287  66288 

Mark  on  Test- 

r  Pliue-  ^Standard  **With  Brittin  Brackets 

Length  in  inches 

Cross:head  ...3"  x  4"  x48"  \yA"  x  5 J4"  x  48" 
Height  in  inches 

Approx .  60  60 

Load  at  First 

Crack,  in  lbs.. .  (1)  13500  . 

Maximum  load 

jnlbs  .  (2)  15400  40,000 

(1)  Nails  started  to  pull  out  of  cross-head 
*(2)  Legs  buckled. 

**Legs  buckled;  brackets  somewhat  bent  but  intact. 
*Legs  of  \yA"  x  4"  spruce  with  cross-bracing  (lOd 
nails  used). 

**Legs  of  iyA"  x  3>yA"  fir,  without  cross-bracing.” 

This  appliance  has  been  approved  by  the  Industrial 
Board  of  the  State  of  Pennsylvania,  Certificate  of  Ap¬ 
proval  #1277,  dated  August  18,  1938. 

On  the  basis  of  the  above  test  it  is  recommended 
that  the  Britten  Bracket  for  scaffold  work  be  approved 
for  use  in  New  York  City,  under  C26-191.0  Admin¬ 
istrative  Code  (2.2.3  BC)  and  when  required  to  be 
made  fire  resistive,  such  scaffold  shall  be  made  to 
meet  the  requirements  of  C26-689.0  Administrative 
Code  (10.14  BC),  on  condition  that  the  appliance  shall 
bear  a  metal  label  of  raised  letters  on  the  bracket, 
reading :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York;  City  under  Cal.  898-38- 
SA. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner. 
CHARLES  M.  BLUM, 
Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Brittin  Bracket 
(for  scaffold  work),  for  use  in  New  York  City  when 
manufactured,  installed  and  labelled  or  tagged  in  accord¬ 
ance  with  the  above  report. 


1080-38-SA. 

APPLICANT — The  M.  S.  Little  Manufacturing  Company, 
owner. 

SUBJECT — N.  Y.  Code  Duo  Trap  for  continuous  Sink 
and  Tray  Wastes — approval  of. 
APPEARANCES— 

For  Applicant:  M.  R.  Koerner  and  John  Lamont. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  . ’  o 

Absent  .  o 

THE  RESOLUTION— 

(1080-38-SA) 

Whereas,  the  M.  S.  Little  Manufacturing  Company, 
owner,  filed  November  28,  1938,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  ap¬ 
pliance  known  as  the  N.  Y.  Code  Duo  Trap  for  continuous 
sink  and  trap  wastes,  under  the  provisions  of  art.  15,  subart. 
5,  Administrative  Code  (14.5  BC)  ;  and 
Whereas,  this  appliance  was  submitted  to  the  Com¬ 
mittee  on  Tests  of  the  board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  of  the 
board  reads  as  follows : 
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REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  1080-38- SA  April  3,  1939. 

Approval  of  N.  Y.  Code  Duo  Trap  for  Continuous 

Sink  and  Tray  Wastes. 

The  M.  S.  Little  Manufacturing  Company,  owner 
filed  November  28,  1938,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  N.  Y.  Code  Duo  Trap  (for  continuous 
sink  and  tray  wastes),  under  the  provisions  of  art.  15 
subart.  5  of  the  Administrative  Code  (14.5  BC). 

An  examination  of  the  original  trap  filed  indicated 
that  the  trap  did  not  meet  the  requirements  as  to  the 
full  two  inches  of  seal,  improvements  were  made  and 
the  seal  increased  to  two  inches  below  the  ground 
joint  connection.  The  Duo  Trap,  as  now  improved, 
consists  of  a  2  inch  brass  trap  with  seal  of  two  inches 
below  the  ground  joint  connection.  Above  this  is  a 
fitting  with  a  partition  separating  the  sink  waste  from 
the  wash  tray  waste. 

It  is  recommended  that  the  N.  Y.  Code  Duo  Trap 
as  improved,  be  approved  for  use  in  New  York  City, 
on  condition  that  a  2"  water  seal  shall  be  provided, 
as  required  under  C26-1257.0,  Administrative  Code 
(14.5.3  BC),  and  that  a  drawing  showing  the  depth 
of  seal  below  any  broken  joint  be  furnished  the  board 
and  that  the  trap  bear  a  label  reading:  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  1080-38-SA”,  or  in  lieu  thereof 
a  die  or  stamp  with  raised  legible  letters,  on  the  body 
of  the  trap,  reading  within  a  circle  around  a  periphery 
at  the  top  the  word  “APP’VD” ;  along  the  bottom,  “B. 
S.  &  A.” ;  in  the  center,  two  lines— the  upper  line  read¬ 
ing  “N.  Y.  C.”  and  the  lower  line  reading  “1080-38- 
SA” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner. 
CHARLES  M.  BLUM, 
Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  N.  Y.  Code  Duo  • 
Tray  (for  continuous  sink  and  tray  wastes),  for  use  in 
New  York  City  when  manufactured  and  labelled  or  tagged 
in  accordance  with  the  above  report. 


135-39-SA. 

APPLICANT — The  Estate  Stove  Company,  owner. 
SUBJECT— Estate  Oil  Heatrola  (oil  burner),  Models  821 F, 
822F,  822FT,  823F,  825FT,  827F,  883F,  884F, 
88 5 F,  913F,  913FT,  915F,  917F  and  919F,  and 
Estate  Speedex  Oil  Heaters,  Models  731,  732,  733, 
734,  735  and  737 — approval  of. 

APPEARANCES— 

For  Applicant:  Norman  J.  Griffiths. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  the  Engineer  of  the  board. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(135-39-SA) 

Whereas,  the  Estate  Stove  Company,  owner,  filed  Feb¬ 
ruary  3,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  the 
Estate  Oil  Heatrola  (oil  burner),  Models  821F,  822F, 

822FT,  823 F,  825F,  825FT,  827F,  883F,  884F,  885F,  913F, 

913FT,  915F,  917F  and  919F;  and  Speedex  (oil  burner) 

Models  731,  732,  733,  734,  735  and  737;  and 
Whereas,  this  appliance  was  submitted  to  the  Engineer 
of  the  board  for  test  and  report;  and 
Whereas,  the  report  of  the  Engineer  of  the  board  reads : 


REPORT  OF  ENGINEER 
Cal.  135-39-SA 

Approval  of  Estate  Oil  Heatrola  and  Speedex 

Oil  Heaters  (flue  connected). 

The  Estate  Stove  Company,  owner,  filed  February 
3,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as 
the  Estate  Oil  Heatrola,  Models  821F,  822F,  822FT, 
823 F,  825F,  825FT,  827F,  883F,  884F,  885F,  913F, 
913FT,  915F,  917F  and  919F;  Speedex  Models  731, 
732,  733,  734,  735  and  737. 

These  are  flue  connected  heating  oil  stoves  of  which 
the  Speedex  are  designed  to  burn  oil  fuel  not  heavier 
than  No.  2  and  the  Heatrola,  oil  fuel  not  heavier  than 
No.  1  U.  S.  Dept,  of  Commerce  Standards.  They 
operate  under  conditions  of  natural  draft  and  gravity 
oil  feed  burning  a  combustible  mixture  of  air  and 
vaporized  oil.  The  oil  is  supplied  to  the  burner  from 
a  6  gallon  or  less  capacity  tank  forming  a  part  of  the 
stove.  The  burners  are  ignited  manually  and  regu¬ 
lated  by  hand.  The  heaters  are  intended  for  use  in 
dwellings  and  other  buildings  but  not  for  use  in 
spaces  in  which  gases  or  flammable  vapors  may  be 
present.  Eight  of  these  appliances  are  designed  for 
fireplace  installations  and  have  a  burn  flue  outlet. 

The  fireplace  models  are  designated  FT  and  are 
provided  with  integral  tanks  one-half  size  of  standard 
models. 

After  the  stove  with  integral  tank  is  installed  the 
oil  tank  is  filled  from  a  safety  can  through  an  open¬ 
ing  in  the  top.  The  oil  metering  valve  is  then  opened 
and  the  oil  is  delivered  to  the  burner  by  gravity  feed 
when  it  is  ignited  manually  through  the  observation 
door.  Once  the  oil  is  ignited  the  flame  is  manually 
controlled  by  adjusting  the  metering  valve.  Air 
for  it  is  drawn  through  holes  in  the  fire-pot  wall. 
This  air  mixes  with  the  vaporized  oil  producing  a 
combustible  mixture.  The  constant  level  device  de¬ 
termines  the  maximum  level  of  oil  in  the  firepot. 
The  lowest  opening  in  the  firepot  is  not  less  than  $ 
inch  above  the  oil  level  maintained  in  the  constant 
level  valve  so  that  in  event  of  ignition  failure  no  oil 
can  be  discharged  on  floor.  The  constant  level  valve 
is  supplied  with  an  antiflooding  device. 

The  Speedex  Heaters  are  equipped  with  a  Breese 
type  pot,  all  other  Models  have  pots  manufactured 
under  Motor-wheel  license. 

The  circulating  type  consists  of  fire  pot,  radiating 
drum  outer  shell  oil  tank,  constant  level  valve,  oil 
strainer,  piping,  fittings  and  draft  regulators. 

The  fire  pot — bottom  motor  wheel  3/16"  Cl  Breese 
#18  U.S.G.  sheet  steel. 

Sides — Motor  wheel — #18  U.S.G.  steel 
Breese — #20  U.S.G.  steel 

Joints — Motor  wheel — steel,  cylinder  filled  into  Cl 

top  and  bottom  while  Cl  is  in  molten  state. 

Breese — Seam  welded 

Constant  level  valve — Automatic  Products  Co.  or  De¬ 
troit  Lubricator  Co. 

There  is  a  shield  between  tank  and  heater. 

This  appliance  was  inspected  and  tested  at  74-11 
Jamaica  Avenue,  Woodhaven,  Queens — 3  different 
models  being  tested  (the  models  differ  only  as  to  sizes 
and  finish  of  exteriors) — and  were  found  to  operate 
satisfactorily  with  no  flarebacks  or  undue  carbon  de¬ 
posits. 

This  appliance  has  been  approved  by  the  Under¬ 
writers  Laboratories  MP  885  Revised  October  2o, 
1938. 

It  is  recommended  that  the  Estate  Oil  Heatrola 
Models  and  Speedex  Heatrola  Models  be  approved  for 
use  in  New  York  City  when  manufactured  and  in¬ 
stalled  in  accordance  with  the  above  report  and  with 
the  Oil  Burner  Rules  of  the  Board  of  Standards  and 
Appeals  and  with  the  following  additional  require¬ 
ments  : 
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1 —  Only  approved  safety  cans  shall  be  used  for  the 
storage  and  filling  of  oil  containers. 

2—  The  storage  container  shall  bear  a  label  reading: 
ONLY  AN  APPROVED  SAFETY  CAN 
SHALL  BE  USED  IN  FILLING  THIS 
STORAGE  CONTAINER. 

3—  The  appliance  shall  be  connected  to  a  legal  flue 
and  shall  be  provided  with  a  draft  adjuster. 

4 —  Floor  beneath  the  oil  burning  device  shall  be  pro¬ 
tected  by  a  ^  inch  asbestos  or  other  equivalent 
shield. 

5—  The  manufacturer  or  installer  of  this  burner 
shall  within  48  hours  after  each  installation, 
notify  the  Fire  Department  in  writing  of  the 
name  of  the  person  to  whom  this  burner  was 
sold  and  the  address  of  the  premises  where  in¬ 
stalled. 

6 —  The  device  shall  bear  a  label  permanently  affixed 
thereto  reading : 

Approved  by  the  / 

BOARD  OF  STANDARDS  AND  APPEALS 
For  Use  in  New  York  City 
UNDER  CAL.  NO.  13S-39-SA 
Resolved,  that  the  Board  of  Standards  and  Appeals 
oes  hereby  approve  the  appliance  known  as  Estate  Oil 
leatrola  (oil  burner)  Models  821F,  822F,  822FT  823F 
25F,  825 FT,  827F,  883F,  884F,  885F,  913F,  913FT,  915F] 
17F,  919F,  and  Speedex  (oil  burner)  Models  731,  732,  733, 
34,  735  and  737,  for  use  in  New  York  City  when  manu- 
ictured,  installed,  operated  and  labelled  in  accordance  with 
le  above  report. 


MATERIALS  SUBMITTED  FOR  APPROVAL 

)8-38-SM. 

;  ** 

PPLICANT — Chamco  Trading  Corporation,  owner. 

OBJECT— Application  for  approval  of  Pumite  Brand 
Volcanic  Pozzolana. 

PPEARANCES — 

For  Applicant :  Herbert  Hale. 

CTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant. 

HE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  . q 

Absent  .  q 

45-38-SM. 

3PLICANT — S.  R.  Dresser  Manufacturing  Company, 
owner. 

JBJECT— Dresser  No-Thread  Fittings,  Style  65— ap¬ 
proval  of. 

’PEARANCES— 

For  Applicant :  J.  K.  Crowell. 

/HON  OF  BOARD — Application  withdrawn  on  request 
of  applicant. 

IE  VOTE  TO  WITHDRAW— 

Affirmative:  Qiairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  . , . .  q 

Absent  . 0 

-38-SM. 

PLICANT  M.  A.  Gordon  and  C.  S.  Gardaile,  owners. 
Approval  of  “Plastalath”  Prefabricated 

pearances  anufactured  by  Key  Cast  Stone  Co' 

For  Applicant:  None. 

TION  OF  BOARD — Appliance  approved  in  accordance 

_  ,  rePort  of  Committee  on  Tests. 

E  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  . .  n 

Absent  .  ’ .  q 

THE  RESOLUTION— 

(309-38-SM) 

flip JHAnE  qS'  97 b  tnio  Gor(*on  ar|d  C.  S.  Gardaile,  owners, 
filed  Aprd  27 ,1938  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
nf  nia?inhA  /^fabricated  Plaster,  under  the  provision 
ax;’458'0  Administratlve  Code  (8.4.10.2  BC)  •  and 
Whereas  this  material  was  submitted  to  the  Committee 
on  I ests  of  the  board  for  test  and  report;  and 
Whereas  the  report  of  the  Committee  on  Tests  of  board 
reads  as  follows : 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  No.  309-38-SM. 

Subject :  Approval  of  “Plastalath”  Prefabricated 
plaster. 

,,  .  «  ,  March  28,  1939. 

,r\  A-  Gordon  and  Mr.  C.  S.  Gardaile,  owners 
c.  jP.n  27  \  1938’  an  aPPi;cation  with  the  Board  of 
standards  and  Appeals  for  approval  of  the  material 
known  as  “Plastalath”  Prefabricated  Plaster  manu- 
factured  by  key  Cast  Stone  Co.  under  the  provisions 
of  C26-458.0  Administrative  Code  (8.4.10.2.  BC) 
This  material  is  a  Jd"  thick  prefabricated  slab 
consisting  of  3.0#  per  sq.  yd.  galvanized  or  painted 
wire  lath  embedded  midway  in  a  monolithic  mixture 
of  brown  and  scratch  mortar  containing  at  least  20% 
P.  C.  by  volume  of  dry  materials.  Slabs  are  a  maxi- 
mum  size  of  one  half  sq.  yd.  with  wire  lath  projecting 
approximately  24"  on  all  sides,  out  to  fit  job  conditions 
and  installed  by  nailing  directly  to  wood  studding  or 
joists. 

Nails  are  134"  wire  of  at  least  #13  steel  wire  gauge 
^#h  flat  34  heads  with  maximum  space  between  nails 
of  4  and  slab  joints  broken  at  every  other  slab. 

Slabs  are  installed  with  approximately  J4"  space 
between  same  to  provide  double  wire  mesh  reinforce¬ 
ment  of  joints.  These  spaces  are  then  pointed  with 
mortar  of  the  same  mixture  and  thickness  as  slab. 

Finish  is  a  standard  white  coat  of  plaster  or  other 
suitably  textured  material.  Slabs  are  applied  dry  and 
not  wetted  at  application  of  finish  or  pointing. 

An  inspection  and  series  of  tests  were  made  at  the 
plant  at  26-26  4th  Street,  Astoria,  May  13,  1938.  The 
“Plastalath”  examined  and  tested  was  found  to  be  of 
good  material,  cast  into  sheets  of  plaster  about  13" 
by  32"  by  24"  thick,  having  a  sheet  of  wire  lath  solidly 
imbedded  throughout  J4"  from  either  face  of  sheet 
with  wire  lath  extending  around  four  edges  and  ex¬ 
posed  for  a  width,  of  24-inch.  The  material  was  manu¬ 
factured  on  premises  in  small  quantities  and  by  hand. 
The  “Plastalath”  examined  was  applied  to  wood  fur¬ 
ring  strips  spaced  16  inches  on  centers.  The  24  inch 
edge  of  exposed  wire  lath  lapping  edge  of  next  sheet 
both  horizontally  and  vertically  and  nailed  to  furring 
with  3  1 34  inch  galvanized  nails  with  24  inch  flat  heads 
driven  through  Plastalath  into  furring,  nine  nails  to 
sheet.  .On  account  of  stiffness  of  sheets  lateral  lacing 
otherwise  required  is  unnecessary. 

On  the  basis  of  this  test  it  is  recommended  that 
Plastalath  Prefabricated  Plaster  be  approved  for  use 
as  a  substitute  for  combustible  lath  and  plaster,  C  26- 
458.0  Administrative  Code  (8.4.10.2  B.  C.)  on  condi¬ 
tion  that  the  joints  between  the  Plastalath  be  filled 
with  the  usual  brown,  scratch  and  finish  coats  of 
plaster,  well  compressed,  so  as  to  eliminate  voids 
and  that  each  sheet  of  Plastalath  shall  be  stamped, 
labelled  or  tagged  “Approved  by  the  Board 
of  Standards  and  Appeals”  for  use  in  New 
York  City  in  other  than  fire  resistive  constructions 
under  Cal.  309-38-SM,  and  that  each  joint  shall  be 
broken  at  every  other  board  on  walls  and  at  right 
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angles  to  furring  on  ceiling  and  that  no  cracked  or 
damaged  Plastalath  shall  be  used. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner. 
CHARLES  M.  BLUM, 
Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  “Plastalath  pre¬ 
fabricated  plaster,  for  use  in  New  York  City  when  manu¬ 
factured,  installed  and  labelled  or  tagged  in  accordance 
with  the  above  report. 


11 16-38- SM. 

APPLICANT— G.  Brugnano,  for  S.A.F.F.A.  (S.  A.  Fab- 
briche  Fiammiferi  ed  Affini),  owner. 

SUBTECT — “Populit”  (for  partitions  and  soundproofing) 
— approval  of. 

APPEARANCES—  . _  .  _  . 

For  Applicant :  G.  Brugnano  and  Robert  Braiezza. 
ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE—  .  . 

Affirmative :  Chairman  Murdock,  Commission- 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  ^ 

Absent  .  ^ 


THE  RESOLUTION— 

(1116-38-SM) 

Whereas,  G.  Brugnano,  for  S.A.F.F.A.  (S.  A  Fabbriche 
Fiammiferi  ed  Affini),  owner,  filed  December  5,  1938,  an  ap¬ 
plication  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  material  known  as  “Populit”  (for  parti¬ 
tions  and  soundproofing)  under  the  provisions  of  beet. 
C  26-636.0  Administrative  Code  (10.4.3.1.  B.  C.)  and  CZ6- 
462.0  Administrative  Code  (8.4.10.6.  B.  C.)  and  as  an 
acoustical  material ;  and  _ 

Whereas,  this  material  was  submitted  to  the  Commit¬ 
tee  on  Tests  of  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  of  the 
board  reads  as  follows : 

REPORT  OF  COMMITTEE  ON  TESTS 

Re:  Cal.  1116-38-SM  ,  .  . 

“Populit”  (for  partitions  and  soundproofing)  — 

Approval  of. 

April  4,  1939. 

On  December  5,  1938,  an  application  was  filed  by 
Mr.  G.  Brugnano,  as  agent  for  Soc.  An.  Fabbriche 
Fiammiferi  ed  Affini,  Milano,  Italy,  manufacturer, 
for  the  specific  approval  for  the  use  of  a  single  ship¬ 
ment  of  “Populit”  in  New  York  City,  pursuant  to  Sec¬ 
tion  C26-636.0c  Administrative  Code  (10.4.3.1  B.  C.) 
C26-462.0  Administrative  Code  (8.4.10.6  B.  C.)  and 
as  an  acoustical  material. 

On  March  16,  1939,  fire  tests  and  plaster  bond  tests 
were  made  on  this  material  at  Columbia  University 
Testing  Laboratories  in  the  presence  of  a  representa¬ 
tive  of  the  Committee  on  Tests  of  this  board  with 
the  following  results : 

FIRE  TESTS 

One  Fire  Test  Panel  consisted  of  a  wood  stud  par¬ 
tition  section  covered  on  both  sides  with  “Populit 
7/s  inch  Lath  with  a  l/2  inch  coat  of  gypsum  sanded 
plaster  and  a  finish  coat  1/16  inch  in  thickness. 

The  other  Fire  Test  Panel  which  was  tested  for 
the  applicant’s  information  only,  consisted  of  a  single 
thickness  of  3%  inch  “Populit”  similarly  plastered  on 
both  sides. 

These  panels  were  placed  vertically  so  as  to  form 
opposite  sides  of  the  furnace.  The  furnace  tempera¬ 
ture  was  increased  in  accordance  with  Standard 
A.S.T.M.  time-temperature  curve  except  that  time 


intervals  were  halved  so  as  to  reach  1700°  F.  in  30 
minutes  and  maintained  for  the  next  30  minutes  at 
temperature  over  1700°  F.  Room  temperature  was  80° 
F  The  maximum  temperature  on  the  unexposed  side 
of  “Populit”  lath  panel  was  177°  F.  and  Populit  panel 
was  172°  F. 

Examination  of  the  wood  stud  panel  of  the  Popu¬ 
lit”  lath  after  test  disclosed  that  on  the  fire-exposed 
side  the  plaster  was  completely  calcined  and  the 
“Populit”  lath  was  completely  charred  and  crumbled 
easily.  The  studs  were  charred  to  a  depth  of  ap- ' 
proximately  30%.  On  the  side  of  the  panel  not  ex¬ 
posed  to  the  fire  the  “Populit”  was  charred  from  / 
to  Ys  inch  in  depth  beyond  which  time  the  “Populit” 
was  sound  and  the  plaster  was  not  affected. 

No  obnoxious  fumes  were  observed  during  the  test. 


BOND  TESTS 

Bond  tests  were  conducted  using  Ys  in.  “Populit” 
lath  fastened  to  10  in.  by  10  in.  wood  blocks  each 
plastered  with  Ys  >n-  coat  of  sanded  plaster.  The 
plastered  surface  of  each  of  eight  specimens  were] 
pressed  together  to  form  four  test  specimens  tests 
were  made  on  a  20,000  lb.  Southwork-Emery  Hy¬ 
draulic  testing  machine.  Tests  showed  an  average 
load  of  468  lbs.  per  sq.  ft.  to  failure.  Failure  was  due 
either  to  nails  pulling  through  lath  or  failure  in  the 
lath. 

It  is  accordingly  recommended  that  specific  approval 
be  given  for  the  single  shipment  of  76  crates  of  “Popu¬ 
lit”  packed  in  wood  crates  which  arrived  on  the  S.  S. 
Birmania,  at  Hoboken,  N.  J.,  on  February  17,  1939,; 
consisting  of  600  slabs  of  “Populit”  y2  in.  in  thick-, 
ness,  500  slabs  of  “Populit”  Ys  in.  in  thickness  400 
slabs  of  “Populit”  Ys  in.  in  thickness,  for  use  in  New1 
York  City  as  follows:  Ys  in.  “Populit”  lath  for  use 
as  a  non-load  bearing  fireproof  partition  pursuant  to 
C26-626.0  c  of  the  Administrative  Code  (10.4.3.1  B.C.) 
and  in  non-load  bearing  partitions  pursuant  to  C26- 
462.0  of  the  Administrative  Code  (8.4.10.6  B.C.). 

The  committee  recommends  further  that  the  Ys  jn- 
and  y2  in.  “Populit”  be  permitted  for  use  as  an  in-, 
combustible  acoustical  or  insulating  material  when 
attached  to  ceilings  or  walls  otherwise  complying  with 
the  code  and  recommends  further  that  such  crates  of 
“Populit”  be  tagged,  labeled  or  marked  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  1116-38-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner. 

CHARLES  M.  BLUM, 
Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  shipment  of  material  known  as  ‘‘Popu¬ 
lit”  as  a  non-load  bearing  partition  and  as  an  acoustical  oi 
insulating  material  for  use  in  New  York  City,  when  manu¬ 
factured,  installed  and  labelled  .tagged  or  marked  u 
accordance  with  the  above  report. 


156-39-SM. 

APPLICANT— Toch  Brothers  Incorporated,  owner. 

SUBJECT— Toch  Brothers  “R.I.W.”  Toxement  Integra 
Waterproofing — approval  of. 

APPEARANCES—  i 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordant 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  ‘ 

Negative  . 

Absent  . 

THE  RESOLUTION— 
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(156-39-SM) 

Whereas,  Tocli  Brothers  Incorporated,  owner,  filed  Feb¬ 
ary  7,  1939,  an  application  with  the  Board  of  Standards 
d  Appeals  for  approval  of  the  material  known  as  Toch 
;  others  “R.I.W.”  Toxement  Integral  Waterproofing  under 
12  provisions  of  C26-191.0  Administrative  Code  (2.2.3 
1C.)  ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
c  Tests  of  the  board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  of  the 
(ard  reads  as  follows : 

REPORT  OF  COMMITTEE  ON  TESTS 

Approval  off  “R.I.W.”  Toxement  Integral  Waterproof¬ 
ing  manufactured  by  Toch  Brothers,  Inc. 

Cal.  156-39-SM 

Approval  of  “R.I.W.”  Toxement  Integral  Waterproof¬ 
ing  manufactured  by  Toch  Brothers,  Inc. 

Toch  Brothers,  Incorporated,  owner,  filed  February 
7,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as 
Toch  Brothers  “R.I.W.”  Toxement  Integral  Water¬ 
proofing  under  the  provisions  of  C26-191.0  Administra¬ 
tive  Code  (2.2.3  B.C.) .  “R.I.W.”  Toxement  Com¬ 

pound  as  a  colloidal  double  resinate  and  silicate  of 
calcium  and  aluminum  and  contains  the  glycerides  of 
two  water  repellant  mediums  and  there  is  combined 
with  the  compound  a  puzzolan  material.  This  com¬ 
pound  is  made  in  both  powder  and  paste  forms  and  is 
mixed  with  cement  in  the  proportion  of  \l/2  to  2  pounds 
of  powder  or  paste  to  a  bag  of  cement  used  in  con¬ 
crete  or  cement  mixture.  It  should  be  thoroughly  mixed 

dD  Tth  the  cemei?t  When  Paste  is  used  it  should  be 
added  to  the  required  amount  of  gauging  water  not 
exceeding  $y2  gallons  per  bag  of  cement. 

A  test  made  of  this  compound  mixed  with  cement 
at  Robert  W.  Hunt  Company  Engineering  Laboratory 
and  the  report  reads  as  follows : 

Robert  W.  Hunt  Company,  Engineers 
New  York,  Oct.  4,  1929 
File  #8741-4.  Order  N.  Y.  17831. 

Laboratory  Report  '59412, 

Waterproofing  Compounds. 

Used  in  proportion  of  1%  and  2%  of  weight  of 
cement.  Tensile  strength  1  :3  Ottawa  Sand— lbs  per 
square  inch. 


lain  Cement  R.I.W 

1% 

days  7  days  3  days  7  days 
Average  3  samples. 

305  353  303  433 


Toxement 
Integral  Admixture 

2% 

3  days  7  days 
338  393 


Compressive  strength  lbs.  per  sq.  inch.  2  inch  cubes 
1 :3  Ottawa  Sand. 


lain  Cement 

days  7  days 
Average. 
,571  1919 


R.I.W 

1% 

3  days  7  days 


Toxement 
Integral  Admixture 

2% 

3  days  7  days 
2143  2620 


2070  2371 

Waterproofing  compounds : 

1 :3  Ottawa  Sand  briquettes  hardened  1  day  in  moist 
air  and  six  days  in  water  were  dried  at  212°  F. 
weighed,  boiled  for  six  hours  in  water,  cooled  in  water 
wiped  dry  and  reweighed. 


Sample 

1%  R.I.W  Toxement 
2%  R.I.W  Toxement 
Plain  Cement 


'%  water  absorbed 
6.26 
4.82 
6.58 


Similar  tests  conducted  at  Columbia  University 


showed  compressive  strength  of  2180,  1750,  1920  lbs 
per  sq.  in.  and  tensile  strength  of  420,  320  and  395  lbs. 
per  sq.  in.  at  age  of  six  months.  An  absorption  test 
an  average  of  4.3%  at  V  hour,  6.3%  at  4  hours,  7.7% 
at  end  of  24  hours  and  7.8%  at  end  of  48  hours. 

On  the  basis  of  these  tests,  the  committee  recommends 
the  approval  of  Toch  Brothers  “R.I.W”  Toxement  In¬ 
tegral  Waterproofing  Compound,  powder  or  paste,  for 
use  with  cement  mortar,  stucco  and  concrete  when  mixed 
in  the  proportion  herein  specified,  subject  to  rules  to 
be  adopted  by  the  board  relative  to  Blended  Cements 
on  condition  that  each  container,  either  bag  or  can, 
shall  bear  a  label  reading  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  Citv 
under  Cal.  156-39-SM.”  y 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Toch  Brothers 
“R.I.W”  Toxement  Integral  Waterproofing,  for  use  in  New 
York  City  when  manufactured,  used  and  labelled  or  tagged 
in  accordance  with  the  above  report. 


304-39-SM. 


APPLICANT — George  E.  Strehan,  for  Atlantic  Metal 
Products,  Inc.,  owner. 

SUBJECT  Atlantic  Hollow  Metal  Fire  Door — approval 
of. 

APPEARANCES— 

For  Applicant:  Harry  Gross  and  George  E.  Stre¬ 
han. 


ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests 
THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

N  egative  . ’  *  q 

Absent  . ’  q 


THE  RESOLUTION— 

(304-39-SM) 

Whereas,  George  E.  Strehan,  for  Atlantic  Metal  Prod¬ 
ucts,  Inc.,  owner,  filed  March  10,  1939,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
material  known  as  Atlantic  Hollow  Metal  Fire  Door,  under 
the  provisions  of  C26-610.0  Administrative  Code  (10.1.18 
B.C.)  and  C26-661.0  Administrative  Code  (10.8.2  B.C.) 
for  a  rating  of  one  and  one-half  hours;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  of  the 
board  reads  as  follows : 


REPORT  OF  THE  COMMITTEE  ON  TESTS 
Cal.  304-39-SM  April  3,  1939 

Approval  of  Atlantic  Hollow  Metal  Fire  Door. 

George  E.  Strehan,  for  Atlantic  Metal  Products,  Inc., 
filed  March  10,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  Atlantic 
Hollow  Metal  Fire  Door  as  made  by  Atlantic  Metal 
Products,  Inc.,  of  5-15  48th  Avenue,  Long  Island 
City,  N.  Y.,  under  C.26-610.0  Administrative  Code 
(10.1.18  B.  C.)  and  C26-661.0  Administrative  Code 
(10.8.2  B.  C.)  for  a  rating  of  one  and  one-half  hours. 
This  door  is  of  hollow  steel  with  overall  dimensions 
of  2  ft.  11  13/16  inches  by  6  ft.  11  7/32  inches  with 
corresponding  inside  door  opening  of  3  ft.  by  7  ft. 
The  assembly  of  this  door  was  inspected  and  identified 
for  test  by  a  committee  of  the  Board  with  specifica¬ 
tions  of  the  door  as  follows  (See  Figure  1). 

The  stiles  are  formed  of  hollow  steel  and  rails  of 
No.  18  U.  S.  gauge  metal  with  integral  grooved  in- 
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side  edges  to  receive  the  continuous  interlocking  chan¬ 
nel  of  No.  20  U.  S.  gauge  steel  on  all  four  edges  for  its 
full  length  and  width,  thus  forming  tubes,  and  formed 
hollow  steel  channels  of  No.  20  gauge  steel  placed 
on  all  edges  between  the  fins  of  the  panel  moulds. 
No.  20  gauge  reinforced  channel  is  spot  welded  in  the 
bottom  rail  of  doors.  The  formed  reinforcing  chan¬ 
nels  of  No.  16  U.  S.  gauge  steel  installed  at  top  and 
bottom  of  the  door  extending  the  full  width,  welded  on 
both  faces  of  the  door  at  the  intersection  of  Stiles 
and  Rails.  All  channels  are  provided  with  Ya  in. 
round  vents  approximately  6  in.  on  centers.  The  door 
is  constructed  of  a  single  panel  size  as  shown,  or 
of  multiple  panels  of  similar  construction.  Both  stiles 
and  rails  are  filled  with  a  single  strip  of  cellular  as¬ 
bestos  1 5/s  in.  thick  for  insulation.  The  panel  built 
up  of  2  sheets  of  No.  20  U.  S.  gauge  patent  levelled  steel 
with  Y  in.  thick  asbestos  mill  board  in  between,  not 
cemented. 


The  panel  is  fitted  into  the  Ya  in.  groove  of  the  hollow 
steel  panel  moulding  of  No.  20  U.  S.  gauge  formed  in 
desired  shape,  mitred  and  welded  at  the  corners  pro¬ 
vided  a  continuous  frame  around  the  panel  on  all 
four  edges,  with  thej  outer  edges  of  the  panel  mould¬ 
ing  engaging  with  the  stiles  and  rails  together  with 
the  interlocking  channel. 


All  cutting  for  hinges  and  lock  is  done  by  template 
in  the  shop  with  Ys  in.  thick  reinforcing  plates  weldec 
to  lock  and  hinge  stiles  and  drilled  and  tapped  tc 
secure  lock  and  hinge  screws.  Face  of  stiles  drilled 
and  tapped  for  escutcheon  plates. 

Each  door  is  hung  in  No.  16  U.  S.  gauge  or  heavier 
steel  combination  buck  and  trim,  equipped  with  hard¬ 
ware  reinforcements  for  hinges  and  lock  strike  weldec 
to  the  jamb  portions.  All  reinforcing  plates  for  hinge; 
are  not  less  than  Ys  in.  in  thickness. 

Lock  strike  reinforcement  is  not  less  than  No.  12 
U.  S.  gauge. 

Each  jamb  of  the  frame  is  provided  with  not  less 
than  three  steel  anchors  for  attachment  to  masonrj 
wall  or  partition. 

Tests,  of  the  sample  selected,  were  performed  at  the 
laboratories  of  the  Protexol  Testing  Laboratory  a 
Kenilworth,  N.  J.,  (report  filed  herewith)  under  the 
supervision  of  Mr.  Rollin  C.  Bastress,  Director  of  the 
laboratory.  These  tests  were  conducted  in  accordance 
with  the  requirements  of  Group  5,  Subart.  1  of  Art 
10,  Administrative  Code,  entitled  “Fire  Resistive  Con 

struction.”  . 

The  door  was  set  in  a  steel  door  frame  (set  in  the 
masonry  of  the  furnace)  and  hung  on  lp2  pairs,  5  in 
x  5  in.  mortised  ball  bearing  steel  butts  with  clearance 
of  3/32  in.  on  sides  and  top  and  3/16  in.  on  bottom.  The 
test  furnace  was  a  brick  structure  10  ft.  by  12  ft 
by  2  ft.,  with  a  swinging  door  having  an  opening  61 
inches  by  93  inches  for  receiving  the  test  sample.  Ga: 
flames  were  applied  with  suitable  controls  for  regu 
lating  temperature. 

The  test  was  then  conducted  in  conformity  wit! 
the  standard  time-temperature  curve  and  maintaine( 
within  the  5%  area  tolerance  for  the  one  and  one 
half  hour  period.  The  average  rise  of  temperature  a 
the  end  of  three-quarters  of  an  hour  was  736°  F.  oi 
the  unexposed  side.  In  this  instance,  it  is  well  to  re 
member  that  this  door  was  located  within  a  partial! 
ventilated  vestibule,  simulating  a  small  lobby  as  com 
monly  encountered  in  apartment  houses  (except  tha 
the  apartment  house  vestibule  would  probably  be  bette 
ventilated)  in  which  the  temperature  at  the  end  of  4 
minutes  was  approximately  190°  F.  The  atmospheri 
temperature  at  the  beginning  of  the  test  was  74 
F.,  making  a  difference  of  662°  F.  as  the  tempera 
ture  rise  of  the  unexposed  surface,  which  substantial! 
meets  the  requirements  of  limiting  temperature  in 
crease  as  required  by  the  code.  Had  not  this  ves 
tibule  been  attached  to  the  furnace  and  the  door  ex 
posed  as  is  common  into  a  large  open  area,  it  is  con 
ceivable  that  the  temperature  increase  would  be  les; 
as  the  rate  of  radiation  undoubtedly  would  be  highei 

At  the  end  of  one  and  one-half  hours  the  doo 
was  subjected  to  the  standard  hose  stream  test  b 
means  of  a  supply  from  a  fire  hydrant  through  15 
ft.  of  standard  2 in.  fire  hose  having  a  nozzle  wit 
a  smooth  1  Yi  in-  bore.  The  required  pressure  of  3 
lbs.  per  sq.  in.  at  nozzle  was  obtained  by  checkin 
the  tables  of  the  National  Board  of  Fire  Underwriter 
which,  with  the  hose  conditions  at  hand,  required 
pressure  of  47  lbs.  at  the  hydrant.  The  pressure  wa 
checked  by  a  gauge  at  the  hydrant.  The  stream  wa 
applied  for  a  period  of  45  seconds  without  any  af 
preciable  effect  on  the  door.  After  the  hose  streai 
test,  the  lock  was  opened  and  the  door  swung  f reel 
on  its  hinges.  This  test  resulted  in  a  warping  of  tb 
stile  which  held  lock  about  one  inch  at  top  and  bo- 
tom.  Throughout  the  test  there  was  no  large  quantit 
of  smoke  and  there  was  a  complete  absence  of  flam 

On  the  basis  of  this  test,  the  committee  recommenc 
the  approval  of  the  Atlantic  Hollow  Metal  Fire  Doo 
as  made  by  the  applicant  at  their  plant  located  '< 
5-15  48th  avenue,  Long  Island  City,  New  York,  r 
having1  met  the  requirements  for  a  one  and  one-ha^ 
hour  rating  for  use  as  a  protection  of  openings  i 
( Continued  on  Page  556) 
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Minimum  tensile  strength,  pounds 
per  square  inch  (note  4) . 

175 

175 

100 

Water  absorption  per  cent..  .. 

5 

5 

10 

Maximum  linear  expansion,  per  cent 

54 

34 

_ 

Nail  holding  strength  #... 

100 

70 

60 

Bond  strength  per  square  foot  of 
bonded  surface . 

— 

700 

— 

Note  1. 
Note  2. 


Note  3. 
Note  4. 

Note  5. 
Note  6. 


Note  7. 


No  board  of  any  class  having  a  conductance  greater  than 
SO  b.t.u.  per  hour,  per  square  foot  per  degree  F.  irre¬ 
spective  of  thickness  will  be  acceptable  under  these  rules. 
This  requirement  is  based  upon  specimens  V2  inch  thick. 
For  specimens  of  other  thicknesses  the  requirement  shall 
be  increased  in  direct  proportion,  that  is,  for  a  thickness 
of  1-mch,  it  shall  be  doubled,  etc. 

Minimum  deflection  at  rupture  shall  be  not  less  than  .25". 

Tensile  strength  requirements  shall  be  applicable  only  on 
thicknesses  up  to  and  including  1-inch. 

Edges  shall  be  square  for  building  board. 

Edges  shall  be  either  ship  lapped  bevel  and  ship  lapped, 
tongue  and  grooved,  bevel  and  tongue  and  grooved,  “V” 
jointed,  or  ship  lapped  and  grooved.  Each  board  shall  be 
of  a  rough  fibrous  texture  to  insure  good  mechanical  and 
suction  bond. 

Edges  shall  be  square  unless  ship  lapped  or  offset. 


PROPOSED  RULES  ON  USES  OF  INSULATING  FIBRE  BOARD. 

[170-39-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
11  be  held  by  the  Board  of  Standards  and  Appeals  on 
iday,  May  5,  1939,  at  10  a.m.,  Room  1013,  Municipal 
lilding,  on  Proposed  Rules  relative  to  Uses  of  Insulating 
ire  Board. 

thority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
’s  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
City  of  New  York,  and  C26-189.0  Administrative  Code 
2.1.1),  C-26-462.0  of  the  Administrative  Code  (8.4.10.6), 

16-458.0,  sub.  g,  Administrative  Code  (8.4.10.2),  C-26- 
.0,  sub.  b.  Administrative  Code  (8.7. 2.3),  C-26f-541.0, 

'■  a,  Administrative  Code  (8.7. 2.6.1),  C-26-667.0,\  para¬ 
phs  4  and  8,  Administrative  Code  (10.9.2.4),  sub.  c,  and 
19.2.4),  Building  Code,  C -26-680,  sub.  21,  Administrative 
ie  (10.12.11.1) ,  C-26-541.0,  Administrative  Code  (8.72.6. 

C-26-619.0,  Administrative  Code  (10.3.1),  and  C-26- 
.0,  Administrative  Code  (12.2). 

rE:  Where  reference  in  parentheses  appears  after  the 
Administrative  Code  Section,  it  refers  to  the  Sec¬ 
tion  of  the  New  Building  Code  as  formerly  num¬ 
bered. 

le  1.  Classes  of  Fibre  Board. 

(1)  Wood  Fibre 

(2)  Exploded  vVood  Fibre 

(3)  Balsam  and  Wood  Fibre 

(4)  Western  Wood  Fibre 

(5)  Cane  Fibre  (Bagasse) 

(6)  Pulp  from  waste  papers 

(7)  Straw  Fibre 

(8)  Ground  Wood  Pulp  Fibre 

(9)  Corn  Fibre 

.1.  STRUCI  URE  OF  FIBRE  BOARD.  Fibre  boards 
shall  be  manufactured  from  wood  or  other  vegetable 
fibre  by  a  felting  or  molding  process  and  provided 
with  sizing  to  render  water-resistent,  and  shall  be 
subjected  to  a  sufficient  drying  temperature  so  as  to 
completely  destroy  rot-producing  fungi.  No  starch 
ingredient  shall  be  included  unless  made  toxic  to 
household  vermin. 

2.  The  structure  of  the  board  may  be  either  single  or 
multiple  ply,  and  if  latter,  the  plies  shall  be  joined 
under  pressure  by  a  moisture  resisting  cement.  Sur¬ 
faces  shall  be  finished  smooth  and  free  of  coarse 
fibres. 

3.  For  a  plaster  base,  wall  board,  roof  boards,  sheath¬ 
ing,  siding,  roof  insulation,  floor  insulation,  acousti¬ 
cal,  interior  finish,  the  fibre  board  shall  be  home- 
geneous,  free  from  cracks,  lumps,  unevenness  and 
other  defects. 

Table  1 


Miscel- 

Building  Plaster  laneous 
Board  Base  uses 
(Note  S)  (Note  6)  (Note  7) 


imum  thermal  conductivity 
DU.  per  hour  per  square  foot 
degree  F.  per  inch  thickness 
ote  1 ) . 


0.36  0.36  0.36 


mum  transverse  strength, 

ngthwise  (note  2) .  14 

unds  Crosswise  (note  2) .  12 

tnum  deflection  at  ultimate 
d,  inches .  0.25 

imum  deflection  at  ultimate 
•d,  inches  (note  3) . 85 


14 

12 

0.25 

.85 


7 

7 

0.25 

1.25 


Rule  2.  Uses  and  Methods  of  Applying 
Fibre  Board. 

2.1  Fibre  board  may  be  used  as  a  plaster  base  or  wall 
board  in  non-fireproof  commercial  structures  not 
more  than  2  stories  in  height  and  in  one  and  two 
family  dwellings  not  exceeding  three  stories  in 
height  and  in  Class  3  multiple  dwellings  for  par¬ 
titions  and  ceilings  where  either  no  fire  resistive 
rating  is  required  or  where  a  fire  resistive  rating 
not  exceeding  *4  hour  is  permitted  and  installed  in 
accordance  with  the  requirements  of  C-26-458,  Ad¬ 
ministrative  Code  (8.4.10.2)  and  C-26-462.0,  Ad¬ 
ministrative  Code  (8.4.10.6). 

The  joints  on  walls  and  ceilings  shall  be  broken 
at  least  one  stud  apart,  and  in  no  event  shall  joints 
of  fibre  board  lath  be  in  vertical  line,  excepting  in 
the  corners  of  a  room.  The  joints  shall  be  broken  at 
every  other  board  on  the  walls  and  at  right  angles 
to  the  furring  on  ceiling.  C-26-462.0,  Administrative 
Code  (8.4.10.6).  They  shall  be  solidly  nailed  at 
every  bearing  not  more  than  6"  center  to  center  for 
walls  and  4"  center  to  center  for  ceilings  and  nailed 
to  all  studding  with  1 No.  13  gauge  blued  or  gal¬ 
vanized  plaster  board  nails,  with  y%”  heads  for  l/2" 
board  and  134"  nails  with  34"  heads  for  34"  or  1" 
board,  and  with  proportionately  longer  nails  for 
thicker  fibre  board.  All  corners  shall  be  reinforced 
with  standard  metal  corner  beads.  All  re-entrant 
angles  shall  be  reinforced  with  standard  metal 
angle  lath  strip.  Reinforcement  shall  be  securely 
stapled  on  the  lath.  At  the  juncture  of  frame  and 
masonry  construction,  6"  strip  of  expanded  metal 
lath  shall  be  used.  No  board  shall  be  run  through 
from  room  to  room. 

2.1.1  It  shall  be  unlawful  to  wet  fibre  board  before 
plastering.  C26-462.0,  Administrative  Code 
(8.4.10.6). 

2. 1.2.1.  “SCRATCH  OR  FIRST  COAT.” 

The  scratch  coat  shall  contain  not  more 
than  2/3  by  weight  of  sand  and  1/3  calcined 
gypsum  plaster  with  fibres  or  including  other 
materials  and  fibring  so  that  the  setting  time 
shall  not  be  greater  than  four  hours  nor  less 
than  1  y2  hours  and  with  a  tensile  strength 
of  not  less  than  75  pounds  per  sq.  in.  The 
scratch  coat  shall  be  not  less  than  34"  thick. 

2. 1.2.2  “BROWN  OR  SECOND  COAT.” 

The  brown  coat  shall  contain  not  more  than 
34  by  weight  of  sand  and  the  remaining  34 
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2.2 


2.3 


2.4 


shall  not  contain  less  than  3/5  of  calcined 
gypsum  and  not  more  than  2/5  of  other 
materials,  including  fibring.  The  setting  time 
shall  be  not  more  than  five  hours  nor  less  than 
two.  This  brown  coat  shall  have  a  tensile 
strength  of  not  less  than  50  pounds  per  sq.  in. 
and  shall  be  not  less  than  3/16"  in  thickness. 

2.1. 2.3  “FINISH  COAT." 

The  finish  coat  shall  be  applied  after  the  ap¬ 
plication  of  the  second  or  brown  coat  has 
become  dry,  and  shall  be  set  in  not  less  than 
20  minutes  nor  more  than  four  hours  and 
shall  have  a  tensile  strength  of  not  less  than 
200  pounds  per  sq.  in.  and  be  not  less  than 
1/16"  thick. 

2. 1.2.4  “GROUNDS.”  L1.  ,  ,  .+, 

Suitable  grounds  shall  be  established,  with 
each  thickness  of  fibre  board  so  as  to  insure 
a  minimum  thickness  of  V?."  of  plaster.  Fibre 
board  shall  extend  from  floor  to  ceiling  with 
grounds  secured  to  the  framing  members 
through  the  fibre  board. 

FIBRE  BOARD  SHEATHING. 

Approved  fibre  board  sheathing  at  least  one-half 
of  an  inch  in  thickness  and  four  feet  in  width  may 
be  used  instead  of  wood  sheathing  when  .bearing 
on  4  studs  and  fastened  to  each  bearing  with  1J4" 
wire  nails,  6"  or  less  c-c,  with  Vs"  head,  and  for 
Va"  or  1"  board.  Such  nails  shall  be  2"  long. 
C-26-538.0,  sub.  b  (87.2.3).  The  use  of  fibre  board 
as  roof  sheathing  is  not  permitted  except  as  insula¬ 
tion  over  suitable  sheathing  material. 

MINOR  FRAME  STRUCTURE. 

Approved  fibre  board  siding  may  be  used  on  wood 
frame  sheds  erected  where  permitted  and  where 
open  on  at  least  one  side,  provided  such  sheds  are 
fifteen  feet  or  less  in  height  and  do  not  exceed  2500 
square  feet  in  area  and  are  at  least  4  feet  from  any 
lot  line  and  are  covered  on  sides  and  roof  with  ap¬ 
proved  fire-retarding  material.  C26-541.0  (87.2.6.1. ). 
USE  OF  FIBRE  BOARD  WHEN  COVERED  BY 
AN  INCOMBUSTIBLE  WEARING  SURFACE. 
Untreated  combustible  insulation  board  of  a  single 
layer  or  thickness  not  to  exceed  V2"  when  cemented 
or  attached  directly  to  the  surface  of  an  approved 


2.5 


2.6 


2.7 


2.8 


type  of  fire-resistive  floor  construction  may  b 
used  elsewhere  than  in  stair  enclosure  and  corridoi 
when  covered  by  an  incombustible  wearing  surfac 
in  accordance  with  these  rules.  C26-667.0,  sub.  4 
(10.9.2.4). 

ROOF  AND  FLOOR  INSTALLATION  I! 
CLASS  1  AND  CLASS  2  STRUCTURES. 

Fibre  board  used  as  insulation  may  be  applie 
directly  to  the  fire-resistive  floor  or  roof,  construi 
tion  in  cement,  provided  such  insulation  is  coven 
by  at  least  one  and  one-half  inch  thickness  c 
Portland  Cement  concrete  or  other  equally  fir 
resistive  material  of  equal  thickness.  C26-619.: 
sub.  a,  Administrative  Code  (10.3.1).  Insulatic 
fibre  board  so  applied  shall  be  over  a  screeded  coi 
Crete  roof  or  floor,  graded  where  necessary,  ar 
cemented  to  the  arch  with  hot  asphalt  or  coal  t; 
pitch.  Fibre  insulation  board  shall  not  be  left  e: 
posed  to  the  elements,  nor  shall  it  be  applied  to  w 
surfaces  of  any  kind. 

ROOF  INSULATION  OTHER  THAN  I 
CLASS  1  AND  CLASS  2  STRUCTURES. 

The  use  of  fibre  board  as  roof  insulation  is  lawfi 
provided  such  fibre  board  is  covered  with  an  a 
proved  type  of  fire-resistive  roof  covering  appli 
directly  thereto,  C26-680,  sub.  2,  Administrati 
Code  (10.12.11.1),  and  when  installed  in  accordan 
with  the  requirements  of  2.2  of  these  rules. 
ACOUSTICAL  AND  INTERIOR  FINISH. 
Fibre  board  for  acoustical  and  interior  finish 
Class  1  and  Class  2  structures  may  be  used  wh 
cemented  directly  to  the  plastered  surface  with 
quick-setting  cementing  material  and  secured 
small  head  barbed  nails,  except  as  in  C26-721.0,  si 
b,  Administrative  Code  (12.2),  and  when  install 
as  specified  in  C26-634.0,  sub.  c,  Administrati 
Code  (10.4.2.2)  and  material  so  used,  shall 
treated  to  make  it  flameproof. 

USE  OF  FIBRE  BOARD  IN  FIRE  WALLS. 
Fibre  board  may  be  used  as  insulation  in  fire  w; 
C26-632.0  sub.  g  AC  (10.4.1.2)  if  cemented  £ 
attached  directly  to  the  face  of  the  wall  laid 
with  no  intervening  air  spaces  and  protected  w 
not  less  than  2  in.  of  secured  masonry  laid  ti; 
against  the  fibre  board. 
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( Continued  from  Page  554) 
fire  partitions  under  C26-661.0  Administrative  Code 
(10.8.2  B.  C.)  and  C26-610.O  Administrative  Code  (10. 
1.18  B.  C.),  when  constructed  strictly  in  accordance 
with  the  specifications  set  forth  herein,  when  used  in 
single  openings,  but  the  use  of  this  door  in  pairs  with 
astragal,  is  not  to  be  permitted,  since  the  door  was 
not  tested  for  this  position.  The  committee  also 

recommends  the  approval  of  such  doors  for  use 
under  C26-610.0  Administrative  Code  (10.1.18  B.  C.) 
which  provide  for  the  requirements  of  doors  having  a 
rating  of  one  hour  and  ^4-hour  respectively  and  that 
the  Department  of  Housing  and  Buildings  shall  make 
provisions  to  inspect  the  manufacture  of  this  door  for 
compliance  with  the  specifications  herein  set  forth.  It  is 
further  recommended  that  each  door  be  provided  with 
a  metal  label  with  raised  letters  reading,  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Cal.  No.  304-39-SM”,  or  in  lieu 
thereof  a  die  or  stamp  with  raised  letters  bearing 


the  following  inscription  within  a  )4  in- 
the  periphery,  at  the  top,  the  word  “APP’VD  ;  alt 
the  bottom,  “B.  S.  &  A.” ;  in  the  center,  two  lines— 
upper  line  reading  “N.  Y.  C.”  and  the  lower  line  re 
ing  “304-39-SM.”  All  letters  to  be  made  legible 

(Sgd.)  BERNARD  A.  SAVAGE 

Commissione: 


Commissione 

LESLIE  V.  HUBER, 
Chief  Enginee 

Resolved,  that  the  Board  of  Standards  and  Appeals  c 
hereby  approve  the  material  known  as  Atlantic  Ho 
Metal  Fire  Door  for  rating  of  one  and  one-half  ho 
one  hour  and  kt  of  an  hour  respectively,  for  use  m  E 
York  City,  when  manufactured,  installed  and  labelled 
stamped  in  accordance  with  the  above  report. 


\djourned  6  :00  P.  M 


■g.  - ir  -n  _ _  r  W 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1939  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City, 
State  and  Federal  Departments,  Bureaus,  Offices  and 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisa 
the  City  Record,  Room  2213,  Municipal  Building,  A" 
hattan.  Price  50  cents;  by  mail,  three  cents  per  c 
must  be  added  for  postage. 
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- DIVERSITY  OF  ILLINOIS 

HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 


Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  April  11,  1939 

Cal.  No.  Department  Premises  Affected 

424-39-A . F.D . 1001-1019  Beach  20th  street, 

northeast  corner  of  Cornaga 
avenue  and  1012-1028  Beach 
21st  street  (Block  No.  212, 
Lot  Nos.  1  and  9),  Far  Rock- 
away,  Borough  of  Queens, 

2135-L.F.  and  Decision. 


425-39-BZ . H.B.B . 807  Metropolitan  avenue,  north 

side  and  1-5  Bushwick  avenue 
and  18  Maspeth  avenue, 
southeast  corner  (Block  No. 
2907,  Lot  No.  1),  Borough  of 
Brooklyn,  Alt.  13600-39. 


H  B.M . 225  Nagle  avenue,  southeast 

corner  of  Academy  street, 
block  bounded  by  Academy 
street,  Nagle  avenue,  Tenth 
avenue  and  West  204th  street 
(Block  No.  2216,  Lot  Nos.  1, 
7,  11,  15,  24,  27  and  42), 
Borough  of  Manhattan, 

Decision  re  Certificate 
of  Occupancy, 

PD  _ 1275  Broadway,  west  side,  froir 

West  32nd  street  to  West 
33rd  street,  101-125  West  32nd 
street  and  100-124  West  33rd 
street  (Block  No.  808,  Lo’ 
No.  40),  Borough  of  Man 
hattan, 

Decision  re:  11131-L.C 


433-39-BZ. . 


434-39-A 


426-39-BZ . H.B.Bx . East  side  of  Ferris  avenue 

from  Philip  avenue  to  Ran¬ 
dall  avenue  and  north  and 
south  sides  of  Randall  avenue 
(Block  Nos.  5554,  5557,  5558, 
5573,  5574,  5575,  5609  and 
5616),  Baxter  Creek,  East 
River,  Borough  of  The 
Bronx  (Trailer  Camp), 

N.B.  264-39  and  N.B.  234-39. 


427-39-A . H.B.Bx.  ..East  side  of  Ferris  avenue 

from  Philip  avenue  to  Ran¬ 
dall  avenue  and  north  and 
south  sides  of  Randall  avenue 
(Block  Nos.  5554,  5557,  5558, 
5573,  5574,  5575,  5609  and 
5616),  Baxter  Creek,  East 
River,  Borough  of  The 
Bronx  (Trailer  Camp), 

Alt.  153-39  and  N.B.  234-39. 


428-39-A . H.B.Bx . East  side  of  Ferris  avenue 

from  Philip  avenue  to  Ran¬ 
dall  avenue  and  north  and 
south  sides  of  Randall  avenue 
(Block  Nos.  5554,  5557,  5558, 
5573,  5574,  5575,  5609  and 
5616),  Baxter  Creek,  East 
River,  Borough  of  The 
Bronx, 

Alt.  153-39  and  N.B.  264-39. 


429-39-A . H.B.Q _  163-30  to  163-32  Jamaica  ave¬ 

nue,  south  side,  280  ft.  east 
of  New  York  boulevard 
(Block  No.  1167,  Lot  No. 
15),  Jamaica,  Borough  of 
Queens,  B.N.  233-39. 


430-39-SA . . . Vac-O-Vent  Vacuum  Breaker, 

for  Plumbing  Fixtures 

Appliance. 


431-39-SM. .  . .  L.  W.  Insulating  Board,  manu¬ 

factured  by  A.  Johnson  and 
Company,  Inc., 

Material. 


435-39-A. . 


HB.B . 33-37  Division  place,  nortl 

side,  100  ft.  east  of  Debe 
voise  street  (Block  No.  2841 
Lot  No.  1),  Borough  o: 
Brooklyn,  Applic.  1291-39 


436-39-S . H.B.B 


.473  Hudson  avenue,  east  side 
109  ft.  7  in.  south  of  DeKall 
avenue  (Block  No.  2094,  Lo 
No.  12),  Borough  of  Brook 


437-39-A  H.B.B . 82-84  Pierrepont  street,  south 

west  corner  of  Henry  stree 
(Block  No.  242,  Lot  No.  37) 
Borough  of  Brooklyn, 

Decision  re:  Permit  Nc 
3437-39  and  Certificate  o 
Occupancy  No.  1028/ 


438-39-BZ  H  B.B  . 4312  Church  avenue,  south  side 

60  ft.  west  of  Troy  avenu 
(Block  No.  4897,  Lot  No.  7, 
Borough  of  Brooklyn, 

Misc.  Applic.  1125-3' 


a^o.-tO-SA  . Coldwater  Brass  Compan 

Anti-Back  Siphonage  Bal 
cock,  C.  B.  C.  No.  136, 

Applianc 


440-39-SM . . U.  S.  G.  Asphalt  and  Asbestc 

Cement  Roofing  Product 
manufactured  by  U.  S.  Gy] 
sum  Company,  Materia 


441-39-A-WF..  H.B.Q. 


135-40  39th  avenue,  south  sid 
95  ft.  west  of  Main  stre 
(Block  No.  4976  (843),  h 
No.  44),  Flushing,  Borouf 


of 


Queens, 

Misc.  Applic.  727-3 


442-39- A . F.D. . 104  North  Moore  street,  sou 

side,  56  ft.  8  in.  east  of  We 
street  (Block  No.  185,  L 
No.  13),  Borough  of  Manha 
tan,  2576-L.F.  and  Decisio 


432-39- BZ . H.B.Q . 96-50  Queens  boulevard,  south 

side,  150  ft.  east  of  63rd  drive 
(Block  No.  3082,  Lot  No.  61), 
Forest  Hills,  Borough  of 
Queens,  N.B.  1363-39. 


443-39-SA . . Sedgwick  Type  SW  Door  I 

terlock,  Applianc 


444-39-BZ  ..H.B.B . 2781  Coney  Island  avenue,  ea 

side,  230  ft.  south  of  Aven 
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Y  (Block  No.  7430,  Lot  No. 
64),  Borough  of  Brooklyn, 
Applic.  839-39. 

.  .47  Beekman  street,  south  side, 
96  ft.  east  of  William  street 
(Block  No.  93,  Lot  No.  29), 
Borough  of  Manhattan, 

1790-L.F.  and  Decision. 

7 

The  M.  S.  Little  Manufactur¬ 
ing  Co.,  No.  441,  2  in.  Cast 
Brass  Trap  for  Continuous 
Sink  and  Tray  Wastes, 

Appliance. 


Restored  to  Calendar 

1 156-38- S . H.B.B . 661-663  Broadway,  east  side, 

161  ft.  10 ■%  in.  south  of  Varet 
street  (Block  No.  3112,  Lot 
No.  5),  Borough  of  Brooklyn 
Applic.  175-39. 


imrs  ii  n  It'll  *  "•“•—department  of  Housing  and  Build- 
nif  M Vl “--department  of  Housing  and  Buildings,  Brooklyn- 

h'  o  _iVeparf,,,,e,,t  of,  HTousillg  a,ld  buildings,  Manhattan  • 
h  Ji* il*  department  of  Housing  and  Buildings  Queens-’ 
H  iHh  Housing  and  Buildings,8  Richmond  •’ 

H«uifh  *n  rtment  of  Housing  and  Buildings,  Bronx  -  HD _ .' 

Health  Department  and  E.D.— Fire  Department.  ’ 


RULES 


S-G  Fibrated  Coating  No.  110 
(for  Roofing),  manufactured 
by  Shingle-Gibb  Company, 

Material. 

S-G  Structural  Waterproofing 
No.  170  (for  Roofing),  manu¬ 
factured  by  Shingle  -  Gibb 
Company,  Material. 

1526-1528  Bowery  and  3029-3059 
West  16th  street,  southeast 
corner  (Block  No.  7074,  part 
of  Lot  No.  20),  Borough  of 
Brooklyn, 

Decision  re:  72214-L.C. 

.51-79  Fountain  avenue,  north¬ 
east  corner  of  Wells  street 
(Block  No.  4155,  Lot  No.  1), 
Borough  of  Brooklyn, 

Misc.  Applic.  1270-39. 

.51-79  Fountain  avenue,  north¬ 
east  corner  of  Wells  street 
(Block  No.  4155,  Lot  No.  1), 
Borough  of  Brooklyn, 

N.B.  605-39. 

56-58  Box  street,  south  side, 
325  ft.  west  of  Oakland 
street  (Block  No.  2483,  Lot 
Nos.  17  and  18),  Borough  of 
Brooklyn, 

Decisions  re:  76822-L.C. 

251  East  Fordham  road,  north¬ 
east  corner  of  Valentine  ave¬ 
nue  (Block  No.  3154,  Lot  No. 
55),  Borough  of  The  Bronx, 
2082-L.F.  and  Decision. 

453  East  Tremont  avenue,  north 
side,  150  ft.  east  of  Park 
avenue  (Block  No.  3034,  Lot 
No.  52),  Borough  of  The 
Bronx, 

1881-L.F.  and  Decision. 


89-11  166th  street,  east  side,  45 
ft.  south  of  89th  avenue 
(Block  No.  9798,  Lot  No. 
22),  Jamaica,  Borough  of 
Queens, 

Parking  Applic.  177-39. 


Carbon  Dioxide  Liquefier  Rules - Mar.  *  2t?b1939— Vof  12 

Certihcate  of  Occupancy,  approved  ’ 

Concrete  Ful  SU*  ! ! ! ! ; ! !  ijtST  if  i«7-V,  1  55°o  £ 

Elevator  Rules  (Hydralcd  Lime)... Aug.  3,  1937— Vol.  22,  No!  31 

tievator  Rules  . Mar.  3,  1936 — Vol  21  No  9 

KU  Revolving  Doors) . lune  15,  1937— Vol!  22,  No!  24 

Al«™  iiRille*;i . t . Feb-  21>  1939 — Vol.  24,  No.  8 

Hrfn  F^u  es  interior) . Mar.  28,  1939— Vol.  24,  No.  13 

F„e  Keur^ritlril,' '  Hr '  clr'.BeV,  '  “•  19J8-V°''  *.  « 

Fireproof  ‘  W.ii,' '  Terlmg  "ol. \Z\  ,£  &  gf  j$ 

Erame  Oarages,  Ruling  tor . Jan.  21  1919— Vol  4  No  3 

Fusion  Welding  and  Gas  Cutting  '  4’  ^  3 

Gas  StaOffRn’u . ^0V-  b  1938~' Vol.  23,  No.  44 

w  S  u“  u  Kulcs . APr-  7,  1925— Vol.  10,  No  14 

0  tC  ZrrriOn  . ,une  5>  1928—' Vol.  13,  No!  23 

?l.?%rn,,Kh“‘.“d-Liiq;;;-sprVp“'  }-  1M9~Vd-  "•  N°-  1 

Plumbing  Rut?  X  »•  ""-V*  *  « 

Pr„  ‘aani,natr,0f  'yater  SuPPb9 . Apr.  18,  1939—' Vol.  24,  No.  16 

Procedure,  Rules  of..... . Sent  7  10 _ Vni  oo  j. 

Refrigerating  Systems,  Extract  A.C.Apr.  18,’  1939—  Vo'l'  24*  No  16 

Smoking  in  factories,  Rules  for - Mar.  21,  1939 — Vol  24  No  12 

Sprinkler  Rules  .  iUne  2Q  iqj?  %o'  m  if 

Standpipe  Fireline  Rules . June  "s’  1937— Vol’  22 ’  Nn 

Structural  Alterations,  Reporting. .  .June  7,’  1932— Vol'  1 7’  No  23 

Tank  Trucks,  Fuel  Oil,  etc . Rov.  24,  1936-Vol.  21  No  47 

W,t  Iiri«.k\tio',<t„eeS^^r;;N0v'  24-  1936~Vd- 21-  47 

Rule  505  of  Industrial  Code).. Apr.  10,  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  . Mar. 

Fireline  Hose  Valves . !."!Feb" 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  .  Tan 

Fuel  Oil  Fill  Pipe  Terminals .  Apr" 

Fuel  Oil  Burners  for  Industrial  Use. Aug. 

Fuel  0,1  Pumps . Jan 

Gas  Heaters . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Feb. 

Range  Oil  Burners  and  Space 

Heaters  . . 

Vacuum  Breakers . . Anr’ 


5,  1935— Vol.  20,  No.  10 
7,  1939— Vol.  24,  No.  6 

3,  1939— Vol.  24,  No.  1 
18,  1939— Vol.  24,  No.  16 
30,  1938— Vol.  23.  No.  35 
3,  1939— Vol.  24,  No.  1 
18,  1939— Vol.  24,  No.  16 

28,  1939— Vol.  24,  No.  9 

3,  1939— Vol.  24,  No.  1 

18,  1939— Vol.  24,  No.  16 


gukiiukaki  ORDER  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS 

,  °n  April  17,  1939,  Sophia  A.  Olmsted,  attorney,  served  on  Board 
petition  and  order  of  certiorari  for  Namrac  Realty  Corporation  owner 

nowreer  tenCmnd,-f0f  ^  Board  +°f  FeLruary  21,  1939,  that  it  was’wiThout 
m  w  ,  requirements  of  multiple  dwelling  law  as  to  premises 

316  West  104th  street,  Borough  of  Manhattan,  Cal.  No.  101-39-A. 


COURT  DECISION 

In  re  Remor  Equities,  Inc.  (Murdock) — On  January  4,  1938.  Board 
granted  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  for  two  years  in  a  business  district,  under  section 
7-h,  Cal.  No- ,  388-37-BZ.  at  premises  2159  White  Plains 
Road  Borough  of  the  Bronx.  Mr.  Justice  Noonan  sus¬ 
tained  Board  (N.Y.L.J.  April  14,  1939)  stating:  “No  facts 
are  set  forth  justifying  judicial  interference  with  the  de¬ 
termination  of  the  Board  of  Standards  and  Appeals  in  the 
exercise  of  the  broad  discretion  conferred  upon  it  under 
section  7  of  the  Building'  Zone  Resolution.  It  is  conceded 
that  cases  dealing  with  determinations  .  .  .  under  section 
21  ...  do  not  apply.” 
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APRIL  18,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April 
18,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  999-38-BZ — Application  of  Abram  Shlefstein  ap- 
plicant,  on  behalf  of  Duam  Realty 
Holding  Co.,  Inc.,  owner  (Jack  bold- 
stein,  lessee),  reopened  under  new  pro¬ 
posal,  March  7,  1939,  under  section  21 
of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  the 
extension  of  a  gasoline  service  station 
(previously  denied  re  extension  of  a 
gasoline  service  station,,  partly  in  a 
business  use  and  partly  in  a  residence 
use  district)  ;  premises  219-25  Merrick 
road,  northwest  corner  of  220th  street 
(Block  No.  3541,  part  of  Lot  No.  114), 


cal.  no. 


35-20-BZ— Application  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Charlove  Corpora¬ 
tion,  owner,  reopened  March  7,  1959, 
under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district,  the  alteration  and  conversion 
of  occupancy  of  part  of  a  garage  for 
more  than  five  (5)  motor  vehicles 
(garage  previously  granted  by  the 
board)  so  as  to  include  a  gasoline 
service  station;  premises  2102-2110 
Neptune  avenue,  southwest  corner  of 
West  21st  street  (Block  No.  7017,  Lot 
No.  9),  Borough  of  Brooklyn. 


cal.  no. 


517-30-BZ— Application  of  Morris  Canter  appli¬ 
cant  and  lessee,  on  behalf  of  Harris  I. 
Canter,  owner,  reopened  under  new 
proposal  Julv  19,  1938,  under  section 
21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles  (previously  denied 
re  erection  and  maintenance  of  a  busi¬ 
ness  building)  ;  premises  1385  Franklin 
avenue,  west  side,  133.65  ft.  south  of 
East  170th  street  (Block  No.  2931,  part 
of  Lot  No.  64),  Borough  of  The 
Bronx. 


CAL.  NO. 


932-38-BZ— Application,  October  11,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Adelaide  Walsh,  applicant  and 
lessee,  on  behalf  of  Long  Island  Rail¬ 
road,  owner,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  Hillside 
avenue,  bounded  by  Bessemer  street 
and  Babbage  street  (Land  under  Long 
Island  Railroad)  ;  (Block  No.  3258,  Lot 
No.  54  and  Block  No.  9262,  Lot  No. 
180),  Richmond  Hill,  Borough  of 
Queens. 


cal  no  122-39-BZ— Application,  February  2,  1939,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Theobald  H.  Engelhardt, 
applicant,  on  behalf  of  The  Cord 


Meyer  Company,  owner,  to  permit 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the 
erection  and  maintenance  of  a  business 
building  (stores  and  motion  picture 
theatre)  ;  premises  88-20  to  88-28 
Roosevelt  avenue,  south  side,  97.05  ft 
west  of  Case  street,  89-27  to  89-41  Elm¬ 
hurst  avenue  and  40-19  to  40-35  Den¬ 
man  avenue  (Block  No.  1510,  part  oi 
Lot  No.  1),  Elmhurst,  Borough  of 
Queens. 


cal  no.  866-38-BZ— Application,  October  7,  1938,  unde: 

section  7h  of  the  building  zone  resolu 
tion,  of  Goldenthal  Brothers,  applicant 
on  behalf  of  Lafayette  National  Ban! 
of  Brooklyn,  as  trustee  (Herman  Eller 
brock,  lessee),  to  permit  in  a  busines 
use  district,  for  a  temporary  period  o 
not  more  than  two  (2)  years,  the  park 
ing  and  storage  of  more  than  five  (5 
motor  vehicles;  premises  21-23  to  21-3. 
31st  street,  east  side,  225  ft.  south  o 
21st  avenue  (Block  No.  831,  Lot  No; 
20  to  24,  inclusive),  Astoria,  Borougl 
of  Queens. 

cal  no  22-39-BZ— Application,  January  10,  1939,  unde 

section  21  of  the  budding  zone  resolu 
tion,  of  Robert  Helmer,  applican 
on  behalf  of  C.  T.  Silver,  Inc.,  ownei 
to  permit  in  a  business  use  distric 
the  erection  and  maintenance  of  _ 
gasoline  service  station ;  premises  308/ 
3103  Nostrand  avenue  and  1720-173 
Gerritsen  avenue,  southeast  come 
(Block  No.  6813,  Lot  No.  1),  Boi 
ough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chair  mat 


APRIL  18,  1939,  2  P.  M. 


Appeals  from  Administrative  Decisions 


1133-38 

100-39 

326-39 


. A— 27-29  Broadway  and  1-7  Dunham  place,  nortl 
west  corner  (Block  No.  2468,  Lot  No.  26 
Borough  of  Brooklyn. 


■A— 107-109  West  38th  street,  north  side,  90 J 
west  of  Sixth  avenue  (Block  No.  81 
Lot  No.  30),  Borough  of  Manhattan. 


. A— 46-50  Court  street,  southwest  corner  of  Joral 
mon  street  and  196-202  Joralemon  stre 
(Block  No.  265,  Lot  No.  43),  Borough  - 
Brooklyn. 


456-39-A — 561  Richmond  terrace,  north  side,  opposi 
Franklin  avenue  (Block  No.  4,  Lot  JN 
21),  New  Brighton,  Borough  of  Ric 
mond. 


331-39 

403-39 


.A— 639-647  Kent  avenue,  northeast  corner  of  Ke: 

street  (Block  No.  2191,  Lot  Nos.  1  si 
3),  Borough  of  Brooklyn. 


.A— Boody  street,  25th  avenue  and  30th  aven 
from  70th  street  to  73rd  street  (Bio 
Nos.  1047  to  1049  inclusive),  Jacks- 
Heights,  Borough  of  Queens. 


394-39 

362-39 


-A — 346  Argyle  road,  west  side,  129  ft.  1/8 
north  of  Cortelyou  road  (Block  1 
5143,  Lot  No.  74),  Borough  of  Brookl] 


.A — 89-25  Queens  boulevard,  north  side,  120  ft 
84  ft.  east  of  56th  avenue  and  1W 
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west  of  57th  avenue  (Block  No.  1845,  Lot 
No.  59),  Elmhurst,  Borough  of  Queens. 

Variations  of  Labor  Law 

173-39- S— 307-309  Seventh  avenue,  east  side,  78  ft  south 
of  West  28th  street  (Block  No.  803,  Lot 
No.  4),  Borough  of  Manhattan. 

591-39-S — 122-124  East  25th  street,  south  side,  100  ft. 

west  of  Lexington  avenue  (Block  No. 
880,  Lot  No.  78),  Borough  of  Manhattan. 

57-39-S — 561  Richmond  terrace,  north  side,  opposite 
Franklin  avenue  (Block  No.  4,  Lot  No. 
21),  New  Brighton,  Borough  of  Rich¬ 
mond. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
ds  and  Appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  Tuesday  afternoon,  April 
.,  1939,  at  2  o  clock,  in  Room  1013,  Municipal  Building, 
anhattan,  on  the  following  matter,  except  cases  which 
ve  been  heard  and  on  which  decision  has  been  reserved 
thout  further  argument,  pending  an  inspection  and  a 
port  with  recommendation  by  the  committee  of  the 
‘ard: 


l.  no.  66-39-BZ — Application,  January  17,  1939,  under 
sections  7a,  7c  and  21  of  the  building 
zone  resolution,  of  Slee  and  Bryson, 
applicants,  on  behalf  of  Frank  Saccar- 
di  and  Lauretta  Saccardi,  owners,  to 
permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  part  of  an 
existing  building  to  a  gasoline  service 
station;  premises  7423  (7421  displayed) 
15th  avenue  and  1501  Bay  Ridge  park¬ 
way  (75th  street),  northeast  corner 
(Block  No.  6213,  Lot  No.  1),  Borough 
of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


ner  of  West  155th  street  and  90-98  St 
Nicholas  place  (Block  No.  2054,  part 
of  Lot  No.  69),  Borough  of  Manhattan. 


cal.  no.  1069-38-BZ— Application,  November  26,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 

rH^!lCan^S’  behalf  of  7516  Rockaway 
Blvd.  Corporation,  owner,  to  permit 
on  a  lot  located  partly  in  a  business 
use  district,  and  partly  in  a  residence 
use  district,  the  extension  of  a  gaso¬ 
line  service  station;  premises  75-16 
Rockaway  boulevard,  southwest  cor¬ 
ner  of  76th  street  (Block  No.  8946,  Lot 
Wo.  7).  Ozone  Park,  Borough  of 
Queens. 


CAL. 


NO.  1085-38-BZ— Application,  November  28,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Jack  Z.  Cohen,  applicant, 
on  behalf  of  Loha  Realty  Corporation, 
owner,  to  permit  in  a  residence  use 
district,  the  erection  and  maintenance 

a  cgoaoSi0llof  service  station ;  premises 
OOU/-3321  21st  avenue  and  1072-1088 
Dahdl  road,  southeast  corner  (Block 
No.  5495,  Lot  No.  462),  Borough  of 
Brooklyn. 


cal.  no.  33-39-BZ— Application,  Tanuary  11,  1939,  under 
section  7e  of  the  building  zone  resolu- 
l  °,n>  of  rPaul  Friedman,  applicant,  on 
behalf  of  Afax  Freed  and  Lincoln  Sav- 
ings  Bank  of  Brooklyn,  owners,  to 
permit  in  a  business  use  district,’  the 
extension  of  an  existing  garage  for 
more,  than  five  (5)  motor  vehicles' 
premises  375-381  Throop  avenue  and 
81-91  Van  Buren  street,  northeast  cor¬ 
ner  (Block  No.  1792,  Lot  Nos.  1  and 
3),  Borough  of  Brooklyn. 


APRIL  25,  1939,  10  A.  M. 

Building  Zone  Applications 

NIOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
l  a  public  hearing  under  the  provisions 

im?ri  l  zone  resolution,  Tuesday  morning,  April 
1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
mhattan,  on  the  following  matters : 

u  no.  1006-38-BZ— Application,  November  9,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Rosella  I.  Wil¬ 
liams,  owner,  to  permit  in  a  business 
use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  1688  Eastern  boulevard,  south¬ 
west  corner  of  Soundview  avenue 
(Block  No.  3660,  Lot  Nos.  56  and  59), 
Borough  of  The  Bronx. 

N0-  787-38-BZ— Application,  September  12,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Du  Pont  Holding  Corporation, 
applicant  and  lessee,  on  behalf  of 
Robert  Walton  Goelet,  owner,  to  per¬ 
mit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  425- 
437  Edgecombe  avenue,  southwest  cor- 


cal.  no.  167-39-BZ— Application,  February  9,  1939,  under 
sections  7b,  7c  and  21  of  the  building 
zone  resolution,  of  Samuel  Rosen- 
blum,  applicant,  on  behalf  of  John  E. 
McNamara,  as  Administrator  of  Es¬ 
tate  of  Henrietta  McCoy,  owner,  to 
permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  maintenance  and  extension  of  a 
store  (erected  since  1916)  in  part  of  a 
multiple  dwelling;  premises  2062  Mor¬ 
ris  avenue,  east  side,  94  ft.  north  of 
Burnside  avenue  (Block  No.  3169,  Lot 
No.  1  y2),  Borough  of  The  Bronx. 

cal.  no.  684-38-BZ  Application,  August  2,  1938;  dismissed 
for  lack  of  prosecution,  January  31, 
1939;  reopened  and  restored  to  cal¬ 
endar,  April  4,  1939,  under  section  7h 
of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  2050-2066  White  Plains  road, 
southeast  corner  of  Brady  avenue  and 
northeast  corner  of  Bronxdale  avenue 
(Block  No.  4284,  Lot  Nos.  5-11-13-15), 
Borough  of  The  Bronx. 

cal.  no.  523-38-BZ — Application,  June  21,  1938,  under  sec- 
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tions  7 h  and  21  of  the  building  zone 
resolution,  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  George  Ehret 
Properties,  Inc.,  owner  (Frank  W. 
Banfield,  lessee),  to  permit  partly  in 
a  business  use  district  and  partly  in 
a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
23-22  to  23-30  31st  street,  north  side, 
100  ft.  east  of  23rd  road  (Block  No. 
842,  Lot  No.  80),  Long  Island  City, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


45 1-39- A— 51-79 


Fountain  avenue,  northeast  corner  c 
Wells  street  (Block  No.  4155,  Lot  No.  1] 
Borough  of  Brooklyn. 


468-39-A— 2241-2243  Church  avenue,  north  side,  329  ft.  \\ 
in.  east  of  Flatbush  avenue  (Block  N< 
5089,  Lot  No.  64),  Borough  of  Brooklyi 


Variation  of  Labor  Law 

436-39-S — 473  Hudson  avenue,  east  side,  109  ft.  7  in.  sout 
of  DeKalb  avenue  (Block  No.  2094,  Lc 
No.  12),  Borough  of  Brooklyn. 


MAY  2,  1939,  10  A.  M. 

Building  Zone  Applications 


APRIL  25,  1939,  2  P.  M. 


Appeals  from  Administrative  Decisions 

114-39-A— 1510  Jessup  avenue,  east  side,  ft  "orth  °f 
West  172d  street  (Block  No.  2872,  Lot 
No.  287),  Borough  of  The  Bronx. 

324-39-A _ 41-47  Vestry  street  and  437-441  Greenwich  street, 

southwest  corner  (Block  No.  219,  Lot 
Nos.  11-13),  Borough  of  Manhattan. 

38 1-39- A— 32-44  East  170th  street,  south  side,  206  ft.,  10)4 
in.  west  of  Walton  avenue  (Block  No. 
2842,  Lot  No.  43),  Borough  of  The  Bronx. 

55.39. A— 402-414  East  105th  street,  south  side,  1UU  it. 

east  of  First  avenue  and  403-415  East 
104th  street  (Block  No.  1698,  Lot  No.  5), 
Borough  of  Manhattan. 

356-39-A— 146-03  111th  avenue,  north  side  150  ft.  west  of 
147th  street  (Block  No.  2747,  Lot  No.  17), 
Jamaica,  Borough  of  Queens. 

404-39-A — Transportation  of  Fuel  Oil  in  Tank  lruck  (not 
of  approved  type)  in  New  York  City. 


405-39-A— 960  East  173rd  street,  southeast  corner  of  Vyse 
avenue  (Block  No.  2996,  Lot  No.  23), 
Borough  of  The  Bronx. 


406-39-A— 143-16  Sanford  avenue,  south  side,  135  ft.  east 
of  Bowne  street  (Block  No.  5183,  Lot 
No.  18),  Flushing,  Borough  of  Queens. 


407- 39-A— 223-229  East  86th  street,  north  side,  275  ft.  east 

of  Third  avenue  (Block  No.  1532,  Lot 
No.  12),  Borough  of  Manhattan. 

408- 39-A— 708-712  Greenwich  street,  west  side,  65  ft.  south 

of  Charles  street  (Block  No.  631,  Lot 
Nos.  19  and  20),  Borough  of  Manhattan. 


412-39-A-^835  Prospect  place,  north  side,  316  ft.  8  in.  east 
of  Nostrand  avenue  (Block  No.  1227,  Lot 
No.  64),  Borough  of  Brooklyn. 

41 5-39-A— 31-45  West  42nd  street,  36-68  West  43rd  street 
and  1110-1116  Sixth  avenue,  southeast 
-  corner  (Block  No.  1258,  Lot  Nos.  70,  65, 
9,  13  and  15),  Borough  of  Manhattan. 

435-39-A — 35-37  Division  place,  north  side,  100  ft.  east  of 
Debevoise  street  (Block  No.  2841,  Lot  No. 
1),  Borough  of  Brooklyn. 

442-39- A— 104  North  Moore  street,  south  side,  56  ft.  8  in. 

east  of  West  street  (Block  No.  185,  Lot 
No.  13),  Borough  of  Manhattan. 

445.39.A— 47  Beekman  street,  south  side,  96  ft.  east  of 
William  street  (Block  No.  93,  Lot  No. 
29),  Borough  of  Manhattan. 

450-39- A— 51-79  Fountain  avenue,  northeast  corner  of 
Wells  street  (Block  No.  4155,  Lot  No.  1), 
Borough  of  Brooklyn. 


NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stanc 
ards  and  Appeals  of  a  public  hearing  under  the  provisior 
of  the  building  zone  resolution,  Tuesday  morning,  Ma 
2,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Buildinj 
Manhattan,  on  the  following  matters: 

cal.  no.  17-38-BZ— Application,  January  13,  1938,  under  so 
tion  7h  of  the  building  zone  resolutio: 
of  Herman  Kron,  applicant,  on  beha 
of  Harlem  Savings  Bank,  own< 
(Rosemol  Realty  Corporation,  lessee 
to  permit  in  a  retail  use  district,  for 
temporary  period  of  not  more  than  tv 
(2)  years,  the  parking  of  more  the 
five  (5)  motor  vehicles;  premises  32 
328  West  34th  street,  south  side,  3i 
ft.  west  of  8th  avenue  (Block  No.  75 
Lot  Nos.  51  to  53,  inclusive),  Borouj 
of  Manhattan. 

cal.  no.  411-37-BZ — Application,  August  20,  1938;  di 
missed  for  lack  of  prosecution,  Octob 
25,  1938;  reopened  and  restored 
calendar,  April  4,  1939,  under  sectio 
7h  and  21  of  the  building  zone  resol 
tion,  of  Philip  Patti,  applicant  ai 
lessee,  on  behalf  of  Brooklyn  ai 
Queens  Transit  Corporation,  owner, 
permit  partly  in  a  business  use  d 
trict  and  partly  in  a  residence  use  d 
trict,  the  parking  and  storage  of  me 
than  five  (5)  motor  vehicles;  premis 
366  Seneca  avenue,  southwest  corr 
of  DeKalb  avenue  (Block  No.  34. 
Lot  No.  7),  Ridgewood,  Borough 
Queens. 

cal.  no.  1186-38-BZ — Application,  December  20,  1938,  1; 

der  sections  7c,  7h  and  21  of  the  bui 
ing  zone  resolution,  of  Robert  J.  F; 
rington,  applicant,  on  behalf  of 
Elizabeth  de  Caraman  Chimay,  own 
to  permit  partly  in  a  business  use  d 
trict  and  partly  in  an  unrestricted  t 
district,  the  erection  and  maintenar 
of  a  gasoline  service  station  and,  al 
the  parking  of  more  than  five  ( 
motor  vehicles ;  premises  351-353  Fi 
avenue,  west  side,  75  ft.  south  of  E 
21st  street  (Block  No.  926,  Lot  N 
37  and  38),  Borough  of  Manhatt 

cal.  no.  327-27-BZ— Application  of  Joseph  J.  Karp,  ; 

plicant,  on  behalf  of  P.  Toback,  H 
owner  (Sam  Brufsky,  lessee),  reopei 
under  new  proposal,  November 
1938,  under  section  7h  of  the  build 
zone  resolution,  to  permit  in  a  bi 
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ness  use  district,  for  a  temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
745-757  Ralph  avenue,  east  side,  275  ft. 
south  of  Sutter  avenue  (Block  No/ 
3531,  Lot  No.  7),  Borough  of  Brook¬ 
lyn. 

\L.  no.  461-38-BZ— Application,  June  6,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Regan,  applicant,  on  be¬ 
half  of  Trustees  of  Columbia  Univer¬ 
sity,  owner  (Michael  T.  Watts,  lessee), 
to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  on  an  existing  gasoline  service 
station ;  premises  1910  Broadway,  east 
side,  87  ft.  3  in.  south  of  West  64th 
street  and  60  West  64th  street  (Block 
No.  1116,  Lot  No.  53),  Borough  of 
Manhattan. 

t 

■L.  no.  762-38-BZ — Application,  September  1,  1938,  un¬ 
der  section  7h  of  the  building  zone 
resolution,  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  Isabel  Sturges 
and  Dorothy  Bell  Dyer,  owners  (Gard¬ 
ner  Super  Service,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1670-1716  Southern  boulevard, 
east  side,  50  ft.  south  of  East  174th 
street  (Block  No.  2983,  Lot  Nos.  7,  11, 

15  and  21),  Borough  of  The  Bronx. 

l.  no.  913-38-BZ— Application,  October  2b,  1938,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  George  H.  Corey,  appli¬ 
cant,  on  behalf  of  Kew  Gardens  Cor¬ 
poration,  owner,  to  permit  partly  in  a 
residence  use  district  and  partly  in  a 
business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  80-02  Kew  Gardens 
road,  south  side,  from  80th  road  to 
Union  turnpike  (Block  No.  3348,  part 
of  Lot  No.  37),  Kew  Gardens,  Bor¬ 
ough  of  Queens. 

no.  85-39-BZ— Application,  January  20,  1939,  under 
section  7h  of  the  building  zone  resolu¬ 
tion  of  Theodore  R.  Feinberg,  appli¬ 
cant,  on  behalf  of  Street  Development 
Corporation,  owner  (63  Eighth  Avenue 
Corporation,  lessee),  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  303- 
305  East  37th  street  and  688-694  Sec¬ 
ond  avenue,  east  side,  24  ft.  8j£  in 
north  of  East  37th  street  (Block  No. 
943,  Lot  Nos.  2,  3,  4,  5,  6  and  62), 
Borough  of  Manhattan. 

NO.  1265-25-BZ  Application  of  Abraham  Farber,  ap¬ 
plicant,  on  behalf  of  Morris  Newman 
and  Arthur  J.  Stang,  owners,  re¬ 
opened  under  new  proposal,  February 


15,  1939,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a 
business  use  district,  the  erection  and 
maintenance  of  a  motor  vehicle  repair 
shop  and  welding  shop  (previously  de¬ 
nied  re  gasoline  service  station)  ;  prem¬ 
ises  928-938  East  New  York  avenue, 
southwest  corner  of  Utica  avenue 
(Block  No.  4588,  part  of  Lot  No.  86), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  2,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

376-39-A — 3112  Griswold  avenue,  south  side,  25  ft.  west  of 
MacDonough  place  (Block  No.  5411,  Lot 
No.  30),  Borough  of  The  Bronx. 

427- 39-A — East  side  of  Ferris  avenue  from  Philip  avenue 

to  Randall  avenue  and  the  north  and 
south  sides  of  Randall  avenue  (Block 
Nos.  5554,  5557,  5558,  5573,  5574,  5575, 
5609  and  5616),  Baxter  Creek,  East  River, 
Borough  of  The  Bronx  (Under  Section 
35,  General  City  Law :  Re  Bed  of  Mapped 
Street). 

428- 39-A — East  side  of  Ferris  avenue,  from  Philip  avenue 

to  Randall  avenue  and  the  north  and 
south  sides  of  Randall  avenue  (Block 
Nos.  5554,  5557,  5558,  5573,  5574,  5575, 
5609  and  5616),  Baxter  Creek,  East  River, 
Borough  of  The  Bronx. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  May 
2,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters  : 


cal.  no.  426-39-BZ — Application,  April  5,  1939,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  Ely  Jacques  Kahn,  applicant,  on 
behalf  of  Henry  Sonn  and  Co.,  Inc., 
owner  (Trailer  Town,  Inc.,  lessee),  to 
permit  partly  in  a  business  use  district 
and  partly  m  a  residence  use  district, 
the  alteration  and  extension  of  an 
existing  building  to  be  occupied  as 
offices,  the  erection  and  maintenance  of 
business  buildings  (stores),  a  gasoline 
service  station  and  the  maintenance  of 
a  trailer  camp  and  a  space  for  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  East  side 
of  Ferris  avenue,  from  Philip  avenue 
to  Randall  avenue  and  the  north  and 
south  sides  of  Randall  avenue  (Block 
Nos.  5554,  5557,  5558,  5573,  5574,  5575, 
5609  and  5616),  Baxter  Creek,  East 
River,  Borough  of  The  Bronx. 

cal.  no.  349-39-BZ — Application,  March  20,  1939,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Leon  F.  Scully,  applicant, 
on  behalf  of  Madge  Murphy,  owner,  to 
permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
and,  also,  partly  in  an  “E”  area  and 
partly  in  a  “C”  area  district,  the  erec¬ 
tion  of  a  dwelling  and,  also,  a  garage 
not  conforming  with  the  area  require¬ 
ments  of  the  building  zone  resolution ; 
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premises  3114  Griswold  avenue  and 
1445  MacDonough  place,  southwest 
corner  (Block  No.  5411,  Lot  No.  31), 
Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  225- 
235  West  33rd  street,  north  side,  259.3 
ft.  west  of  Seventh  avenue  (Block  No. 
783,  Lot  Nos.  22  to  26,  inclusive), 
Borough  of  Manhattan. 


MAY  5,  1939,  10  A.  M. 

RULES 

170-39-SR — Proposed  Rules  on  Uses  of  Insulating  Fibre 
Board. 


MAY  9,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May 
9,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal  no.  600-38-BZ— Application  July  12,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  William  Shary,  appli¬ 
cant,  on  behalf  of  Peter  J.  Stewart, 
owner,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3191-3195 
Bainbridge  avenue,  west  side,  125  ft. 
north  of  East  206th  street  (Block  No. 
3335,  Lot  Nos.  175  and  176),  Borough 
of  The  Bronx. 

cal  no  705-38-BZ— Application,  August  9,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  George  Rubenfeld,  appli¬ 
cant,  on  behalf  of  Flushing  Community 
Parking,  Inc.,  owner,  to  permit  in  a 
business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  136-23,  136-27  and 
136-31  38th  avenue,  north  side,  208.88 
ft.  east  of  Main  street  and  136-30, 
136-34,  136-36  and  136-38  37th  avenue, 
south  side,  276.65  ft.  east  of  Main 
street  (Block  No.  4978,  Lot  Nos.  15, 
17,  69,  70  and  72),  Flushing,  Borough 
of  Queens. 

cal.  no.  782-38-BZ— Application,  September  9,  1938,  under 
sections  7h  and  21  of  the  building  zone 
resolution  of  Harold  Couch,  applicant 
and  lessee,  on  behalf  of  William 
Couch,  owner,  to  permit  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  79-26  Woodside 
avenue,  southwest  corner  of  80th  street 
(Block  No.  1525,  Lot  No.  12),  Elm¬ 
hurst,  Borough  of  Queens. 

cal.  no.  802-38-BZ — 'Application,  September  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Theodore  R.  Feinberg,  appli¬ 
cant,  on  behalf  of  Hotels  Statler  Com¬ 
pany,  Inc.,  owner  (Hotel  Garage 
Annex,  Inc.,  lessee),  to  permit  in  a 
retail  use  district,  for  a  temporary 


cal.  no.  806-38-BZ— Application,  September  21,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Babcock  and  Foster,  applicants, 
on  behalf  of  Rose  Buttelman,  owner 
(Horsting  Service  Station,  Inc., 
lessee),  to  permit  in  a  business  use 
district,  the  extension  of  a  gasoline 
service  station;  premises  65-27  Cooper 
avenue,  northeast  corner  of  65th  place, 
the  north  side  of  Cooper  avenue,  from 
65th  place  to  66th  street  (Block  No. 
3698,  Lot  No.  1),  Glendale,  Borough 
of  Queens. 

CAL.  no.  1087-38-BZ— Application,  November  28,  1938,  un¬ 
der  section  7h  of  the  building  zone 
resolution,  of  Frank  Pasquale,  appli¬ 
cant  and  lessee,  on  behalf  of  Pennsyl¬ 
vania  Railroad,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises: 
42-01  Skillman  avenue,  north  side,  100 
ft.  west  of  43rd  street  (Block  No.  183, 
Lot  Nos.  l-B-5 11-16) ,  Sunnyside, 
Borough  of  Queens. 

cal.  no.  1199-38-BZ— Application,  December  23,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Frank  Hayes,  applicant 
and  lessee,  on  behalf  of  Emma  Mat- 
tern,  as  General  Guardian  of  Gertrude 
Mattern,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporar) 
period  of  not  more  than  two  (2)  years 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  341 
343  West  53rd  street,  north  side,  2 T. 
ft.  east  of  Ninth  avenue  (Block  NOj 
1044,  Lot  Nos.  11  and  12),  Borougl 
of  Manhattan. 

cal.  no.  104-39-BZ— Application,  January  27,  1939,  undei 
section  21  of  the  building  zone  resolu 
tion,  of  Robert  J.  Farrington,  applicant 
on  behalf  of  Loro  Holding  Corpora 
tion  and  Sol  Davis,  owners,  to  permi 
in  a  business  use  district,  the  extensioi 
of  an  existing  gasoline  service  station 
premises  606-612  Grand  Concourse 
east  side,  175  ft.  north  of  East  150tl 
street  (Block  No.  2443,  Lot  Nos.  40  t< 
47,  inclusive),  Borough  of  The  Bronx 

cal.  no.  272-39-BZ— Application,  March  3,  1939,  unde 

section  21  of  the  building  zone  resolu 
tion,  of  City  Bank  and  Farmers  Trus 
Company,  applicant  and  owner,  t 
permit  in  a  restricted  retail  use  distric, 
the  erection  and  maintenance  ot 
motion  picture  theatre ;  premises  64- 
647  Madison  avenue,  east  side,  50.5  t 
south  of  East  60th  street  (Block A 
1374,  Lot  No.  51),  Borough  of  Mar 
hattan. 
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kl.  no.  44-35-BZ — Application  of  William  E.  Kennedy, 
applicant,  on  behalf  of  Rose  Bonori, 
owner,  reopened  January  24,  1939,  un¬ 
der  section  21  of  the  building  zone 
resolution,  to  permit  partly  in  a  busi-v 
ness  use  district  and  partly  in  a  resi¬ 
dence  use  district,  the  relocation  of  an 
accessory  building  to  a  gasoline  service 
station  (previously  granted  by  the 
Board)  ;  premises  46-03  Laurel  Hill 
boulevard,  northeast  corner  of  46th 
street  (Block  No.  2296,  Lot  No.  1), 
Woodside,  Borough  of  Queens. 

►L.  no.  614-37-BZ— Application,  December  23,  193 f;  dis¬ 
missed  for  lack  of  prosecution,  October 
25,  1938;  reopened  and  restored  to 
calendar,  January  31,  1939,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Frank  Billeci,  applicant 
and  lessee,  on  behalf  of  Board  of 
Transportation,  City  of  New  York, 
owner,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  415  Sixth 
avenue  and  1-5  Greenwich  avenue, 


southwest  corner  (Block  No.  593,  Lot 
No.  13),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  9,  1939,  2  P.  M. 

Building  Zone  Application 

NOl  ICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  May 
9,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter,  except  cases  which 
have  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 
report  with  recomemndation  by  the  committee  of  the 
board : 

cal.  no.  931-38-BZ — Application,  October  26,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  Nordheim,  applicant 
on  behalf  of  Antonio  DePunte,  owner, 
to  permit  in  a  residence  use  district, 
the  storage  of  more  than  three  (3) 
motor  vehicles ;  premises  252  East 
203rd  street,  south  side,  72.84  ft.  east 
of  Valentine  avenue  (Block  No.  3308, 
Lot  Nos.  50  and  51),  Borough  of  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  APRIL  11,  1939 

^resent:  Chairman  Murdock,  Commissioners  Savage  and 
rm  and  Assistant  Chief  Walsh. 

rhe  minutes  of  the  regular  meeting  of  the  board  held 
Tuesday  morning,  March  21,  1939,  and  the  minutes 
the  regular  meeting  of  the  board  held  on  Tuesday  after¬ 
in,  March  21,  1939,  were  approved  as  printed  in  Bulletin 
.  13,  Vol.  24. 


-38-BZ. 


BUILDING  ZONE  CASES 


PLICANT  Sidney  L.  Strauss,  for  George  Ehret  Prop- 
Ujies,  Inc.,  owner  (Frank  W.  Banfield,  lessee). 

BJECT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7h  and  21 
of  the  building  zone  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 

rmn11^6  ^ian  ^Ve  (5)'  motor  vehicles. 

MISES  AFFECTED — 23-22  to  23-30  31st  street,  north 
side,  100  ft.  east  of  23rd  road  (Block  No.  842  Lot 

pearances— °ng  Is!and  City’  Borough  of  Qu’eens- 

For  Applicant:  Sidney  L.  Strauss  and  Frank  W 
Banfield. 

T^^°^0pposition:  Mrs-  F-  Wagner. 

HON  OF  BOARD— Laid  over  to  April  25,  1939,  at 
10  a  m  for  inspection  and  report  by  a  committee 
ot  the  board.  No  further  argument. 

38-BZ.  ~ 

PLICANT— Henry  Nordheim,  for  Antonio  DePunte 
owner. 


SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district,  the  storage  of  more  than  three  (3) 
motor  vehicles. 

PREMISES  AFFECTED — 252  East  203rd  street,  south 
side,  72.84  ft.  east  of  Valentine  avenue  (Block  No 

appearancesNos’  50  and  51')’  Borough  of  The  Bronx- 

For  Applicant:  Henry  Nordheim  and  Sylvester 
De  Punte. 

For  Opposition :  Hyman  Bernstein,  Samuel  Bern¬ 
stein,  E.  Martontana,  Milton  M.  Weinstein, 
Mr.  Nielson,  Mrs.  Conibes  and  Michael  T. 
O’Connor. 

For  Administration :  Fred  Ketcher,  Dept,  of  Hous¬ 
ing  and  Buildings. 

AC  1  ION  OF  BOARD — Laid  over  to  May  9,  1939,  at  2 
p.  m.,  for  further  consideration  and  inspection  by 
a  committee  of  the  board.  No  further  argument. 


22-39-BZ. 

APPLICANT — Robert  Helmer,  for  C.  T.  Silver,  Inc., 
owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and  maintenance  of 
a  gasoline  service  station. 

PREMISES  AFFECTED — 3087-3103  Nostrand  avenue  and 
1720-1734  Gerritsen  avenue,  southeast  corner 
(Block  No.  6813,  Lot  No.  1),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Robert  Helmer  and  Jacob  Salz- 
man. 

For  Opposition:  None. 
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ACTION  OF  BOARD— Laid  over  to  April  18,  1939,  at  10 
a.  m.,  on  request  of  applicant. 


497-23-BZ. 

APPLICANT— Edwin  W.  Kleinert,  for  1590  Bedford 
Avenue  Corporation,  owner  (Bedford-President 
Garage,  Inc.,  lessee). 

SUBJECT — Application  reopened  November  1,  1938  (re 
decision  of  the  acting  borough  superintendent  of 
buildings)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
alteration  and  conversion  of  occupancy  of  part 
of  a  garage  for  more  than  five  (5)  motor  vehicles 
(previously  denied  by  the  board  and  granted  by 
the  court)  so  as  to  form  an  alcove  gasoline  serv¬ 
ice  station. 

PREMISES  AFFECTED— 1572-1590  Bedford  avenue  and 
1049-1057  President,  street,  northwest  corner 
(Block  No.  1273,  Lot  No.  46),  Borough  of 
Brooklyn. 

APPEARANCES—  _  ,  ^ 

For  Applicant:  Edwin  W.  Kleinert,  Joseph  P. 

Tolins,  S.  C.  LaVine  and  George  S.  Horton. 

For  Opposition:  Seymour  Jonas,  Sidney  S.  Hodes 
and  Harry  Jonas. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(497-23-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles ;  premises  1572- 
1590  Bedford  avenue  and  1049-1057  President  street,  north- 
west  corner  (original  address  1578-1586  Bedford  avenue)  ; 
(Block  No.  1273,  Lot  No.  46),  Borough  of  Brooklyn,  was 
denied  by  the  board  October  3,  1924;  and 
Whereas,  the  action  of  the  board  was  reversed  by  the 
court  and  the  garage  erected  and  occupied ;  and 

Whereas,  Edwin  W.  Kleinert,  for  1590  Bedford  Avenue 
Corporation,  owner,  filed  an  application  under  Section  21 
of  the  building  zone  resolution,  to  permit  in  a  business 
use  district,  the  alteration  and  conversion  of  occupancy  of 
part  of  this  garage  for  more  than  five  (5)  motor  vehicles 
so  as  to  form  an  alcove  gasoline  service  station;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
board  November  1,  1938;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  April  11,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals,  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Bedford  avenue  is  in  a 
business  use  district;  President  street  and  Union  street 
are  each  in  a  residence  and  business  use  district  and  Frank¬ 
lin  avenue  is  in  a  business  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  24,  1938,  on  Applic.  No.  15833-38  reads : 

“Prop.osed  gasoline  station  to  be  located  in  a  busi¬ 
ness  use*  district  is  contrary  to  Art.  11,  Sec.  4  (a)  subd. 

46  of  the  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  202  ft.  on  Bedford  avenue  and  100  ft. 
on  President  street,  upon  the  southeast  corner  of  the  plot 
there  is  located  a  2-story  building  31  ft.  by  65  ft  in  area, 
occupied  as  a  store  on  the  1st  story  and  for  business  use 
on  the  2nd  story,  the  remainder  of  the  plot  is  covered  with 
a  two  (2)  story  and  basement  garage  for  more  than  five 
(5)  motor  vehicles  (171  ft.  by  100  ft.  in  area)  with  a 
gasoline  selling  area  on  the  President  street  front.  It 
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is  proposed  to  remove  and  to  relocate  the  Bedford  avenue 
street  wall  of  the  existing  buildings  and  to  use  the  re¬ 
sulting  area  (202  ft.  frontage  along  Bedford  avenue  and 
having  a  depth  of  25  ft.)  as  a  gasoline  service  station.  It 
is  proposed  also  to  discontinue  the  existing  gasoline  sta¬ 
tion  on  the  President  street  front  of  the  plot ;  to  relocate 
the  elevators  and  to  remove  the  existing  ramp  leading  to 
the  garage  from  President  street;  to  erect  a  6  ft.  fence 
along  the  westerly  lot  line  from  the  building  to  the  street 
line  and  also,  to  alter  the  type  of  the  1st  story  windows 
in  the  President  street  front  of  the  two-story  building;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  board. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
October  3,  1924,  be  and  it  hereby  is  amended,  so  that  as 
amended  the  resolution  will  read : 

" Granted  in  accordance  with  the  order  of  the  Court 
as  to  garage  and  to  permit  the  reconstruction  of  the 
existing  garage  substantially  as  indicated  on  plans  filed 
with  this  appeal,  except  that  there  shall  be  no  entrance 
directly  to  the  elevator  from  President  street;  that 
there  shall  be  a  wall  constructed  on  the  President 
street  building  line  from  the  corner  of  the  building, 
as  proposed,  to  the  Bedford  avenue  building  line,  this  ( 
wall  to  be  3  ft.  in  height  of  masonry  with  a  3  ft. 
high  steel  picket  fence,  making  a  total  height  of  6  ft.; 
that  there  shall  be  constructed  on  the  interior  lot  line 
to  the  west,  adjoining  lot  53,  a  substantial  wood  picket 
fence ;  that  the  open  area  shall  be  kept  clear  of  cars 
at  all  times  and  the  existing  gasoline  pumps  shall  be 
removed,  but  permitting  entrance  to  the  garage  through 
the  existing  doorway  to  the  street  floor;  that  the  con¬ 
struction  of  the  facade  of  the  building  facing  Bedford 
avenue  shall  be  generally  similar  to  the  existing  design, 
with  windows  on  each  story ;  that  all  signs  shall  be 
limited  to  signs  facing  on  Bedford  avenue  and  at¬ 
tached  to  the  building  below  the  sills  of  the  2nd  story 
windows ;  that  no  roof  signs  shall  be  constructed  and 
all  existing  roof  signs  shall  be  removed ;  that  no  gaso¬ 
line  pumps  shall  be  erected  nearer  than  10  ft.  to  the 
building  line  of  Bedford  avenue  and  no  pumps  shall 
be  constructed  within  5  ft.  of  any  opening  to  the 
garage;  that  the  gasoline  selling  area  shall  be  cemenl 
paved;  that  the  curb  cut  entrances  shall  not  exceec 
two  (2)  each,  not  over  35  ft.  in  width;  that  no  rool 
construction  or  marquees  shall  be  erected  over  th( 
gasoline  selling  area;  that  complete  working  drawing; 
shall  be  submitted  to  the  Board  within  two  month; 
and  approved  by  the  Chairman  in  behalf  of  the  Board 
prior  to  same  being  filed  with  the  Borough  Superin 
tendent;  that  after  approval  of  plans  all  permits  shal 
be  obtained  and  all  work  completed  within  one  yea 
from  the  date  of  this  resolution.” 


177-27-BZ. 

APPLICANT— Seelig  and  Finkelstein,  for  Apex  Broker 
age  Corporation,  owner. 

SUBJECT— Application  reopened  January  24,  1939  r 
decision  of  the  borough  superintendent  of  buna 
ings),  under  sections  7b,  7c  and  21  of  the  buildm 
zone  resolution,  to  permit  partly  in  a  residence  us 
district  and  partly  in  a  business  use  district,  tti 
erection  and  maintenance  of  a  business  buildini 

PREMISES  AFFECTED— Northeast  corner  of  Cornag 
avenue  and  Mott  avenue  (Block  No.  47,  Lot  M 
1  and  78),  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Harry  Finkelstein. 

For  Opposition:  None.  .. 

ACTION  OF  BOARD— Application  granted  on  conditio 

THE  VOTE—  ,  ,  „  .  . 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chie 

Walsh  . 

Negative  . 

Absent  . 


MINUTES 


THE  RESOLUTION-  _  350-38-BZ. 

-  ..  ..  (^77 -7  BZ)  .  APPLICANT — Henry  Nordheim,  for  Salvatore  M  Lte- 

\\  hereas,  this  application,  to  permit  in  a  residence  use^  Pasquale  owner 

district  extending  from  a  business  use  district,  the  erection  SUBJECT— Application  '(re  decision  of  the  borough  super- 
:and  maintenance  of  a  building  for  store  occupancy  in  the  intendent  of  buildings)  under  sections  7h  and  21 

70  18  fl0?’  ? Premises  north  side  of  Broadway,  of  the  building  zone  resolution,  to  permit  in  a  busi- 

,79.18  ft.  cast  of  Mott  a\ enue,  bar  Rockaway Borough  of  ness  use  district,  the  parking  and  storage  of  more 

Queens,  was  granted  by  the  board  May  3,  1927,  on  certain  than  five  (5)  motor  vehicles  g 

conditions;  and  PREMISES  AFFECTED-2858-2866  Webster  avenue  east 

Whereas,  the  proposed  building  was  not  erected  and  side,  51.43  ft.  south  of  East  200th  street  and  410- 

pernut  txpiied  by  limitation;  and  416  East  200th  street  (Block  No  3273  Lot  No 

Whereas  a  request  for  a  reopening  of  the  case  and  ex-  122),  Borough  of  The  Bronx  ' 

tension  oi  the  permit  was  denied  by  the  board  January  17,  APPEARANCES— 

.1939;  and  For  Applicant:  Henry  Nordheim. 

Whereas,  Sellig  and  Finkelstein,  for  Apex  Brokerage  For  Opposition:  Earl  I.  Gallant  R  T  Fnrhs 

Corporation,  owner,  requested  a  reopening  of  this  appli-  Rubin  Breadbar  and  Hyman  Mossberg. 

.ation  under  sections  7b,  7c.  and  21  of  the  building  zone  For  Administration:  Fred  Ketcher  Dent  of  Hons- 

resolution,  to  permit  parti}-  in  a  residence  use  and  partly  ing  and  Buildings 

m  a  business  use  district,  the  erection  and  maintenance  of  ACTION  OF  BOARD— Application  denied 
a  business  building,  the  frontage  in  the  residence  use  hav-  THE  VOTF  TO  r.RAMT. 

;ng  been  reduced ;  premises :  Northeast  corner  of  Cor-  Affirmative 

haga  avenue  and  Mott  avenue  (Block  No.  47  Lot  Nos  1  v„mt'  „  riC'- . ‘  '4  ‘  V  '  'A . :  • : .  0 

md  78),  Far  Rockaway,  Borough  of  Oueens-  and  '  Negative.  Chairman  Murdock  Commissioners 

•  Whereas,  this  case  was  reined  by  v  o  te  o  f the  board  Wauf  Md  B,om  "*  Asslstant  Chief 

lanuary  24,  1939,  on  basis  of  these  new  facts;  and  Absent  .  n 

Whereas,  a  public  hearing  was  held  on  this  applica-  „TT„  nT.p^T  .  0 

ion  by  the  Board  of  Standards  and  Appeals  at  its  regu-  THE  RESOLUTION— 

ar  meeting  April  11,  1939,  after  due  notice  by  publication  (350-38-BZ) 

" dt  C  Bul,c,'n  of  ,he  Board  of  Standards  and  Appeals;  Whereas,  Henry  Nordheim,  for  Salvatore  M.  DePas- 

...  ’  ‘  .  410-416  East  200th  street  (Block  No.  3273,  Lot  No  122) 

Whereas,  the  decision  of  the  borough  superintendent  of  Borough  of  The  Bronx;  and  '  ' 

20  39  1 lS;Jfed  March  13’  1939’  N-  B-  Application  No.  WMereas,  a  public  hearing  was  held  on  this  application 
:  <<T,  by  tbe  Board  of  Standards  and  Appeals,  at  its  regular 

The  erection  of  a  business  building  m  a  business  meeting,  April  11,  1939,  after  due  notice  by  publication  in 

hibited'btCS^nd3  Pf!ly  7  3  lreSld»nCe  dlstnct  1S  Pr°-  th«  Bulletm  of  the  Board  of  Standards  and  Appeals;  and 

hibited  by  Sec.  3  of  the  Zone  Law.  .  Whereas,  the  use  district  maps  accompanying  the  build- 

nr  -  .  .  zone  resolution  show  thcit  Webster  Evenue  is  in  a 

Whereas,  the  premises  consist  of  an  irregular  shaped  business  use  district;  East  200th  street  is  in  a  business 

venue  5?™  ft  rontage  ?£  £3?  £t-  011  Cornaga  use  district;  East  199th  street  is  in  a  business  use  district 

i enue,  52.8  it.  on  Mott  avenue  and  a  distance  of  125  ft.  and  Decatur  avenue  is  in  a  business  and  residence  use 

ong  the  easterly  lot  line.  The  easterly  portion  of  the  district ;  and  residence  use 

.  ’s  ln  -a  residence.  use  district  and  the  westerly  part  Whereas,  the  decision  of  the  borough  superintendent  of 
m  a  business  use  district.  It  is  proposed  to  erect  upon  buildings  dated  May  6,  1938  reads- 

Jg  havingT  f  f1'?" n  (st0r^s)  :  said  build’  “Your  application  for  the  use  of  above  mentioned 

f  '  ?/™ta-?e  ot  U{ )  B.  2  in.  on  Cornaga  avenue,  premises  for  the  parking,  or  storage  of  more  than 

ne  f Thp1  fVirnn  avenue  anrd  70.  ft  a]°’^  the  easterly  lot  five  (5)  motor  vehicles  is  hereby  denied  as  the  loca- 

e.  I  he  Cornaga  avenue  frontage  of  the  proposed  build-  tion  is  within  a  business  district  as  established  hv 

w™be  l0.natcd  m  a  b,UsineSS  Use  district=  and  the  Amended  Building  Zone  Resolution^ ^  where  such 

ereas,  the  site  under  appeal  and  surrounding  area  occupancy  would  be  unlawful  ” 

ere  inspected  by  a  committee  of  the  board ;  and  and 

onsH7rAandth7ebnfrdft1delm-idi-that  the  Provi,sio.ns  o£  sec-  Whereas,  the  premises  consist  of  an  irregular  shaped 
i  -  ,  il-an  l.c  9£  tbe  building  zone  resolution,  under  plot  of  ground  having  a  frontage  of  148  ft  on  Webster 

SAtSS  W3S  made'  empOWered  the  board  10  ,00E  ft  Ea£l  200th  st«et  and  a  distance  of  17J 

■feby  2 /hat  th?  )’?0ard  S,a"d?rd?  aad  does  located 'large pages',  two  2^o°ry  dw eCgsTw 

ict  rea  w-  va™l'on ,  m.,  {]}e  application  of  the  use  dis-  car  garage  and  a  diner  car.  It  i$  proposed  to  oc’cupv  the 

e  anXlaffon  S1  e°f  d^T  d,kg  -Z°ne  resoJutlon.  and  that  vacant  portion  of  the  plot  (approximately  70  ft  byP80ft 

)  andP7r  I  e -and  14  bereby  1S  panted  under  sections  m  area),  for  the  parking  and  storage  of  more 'than  5 

‘  and  7c«  ^  permit  the  extension  of  the  proposed  building  motor  vehicles;  and  g  5 

e  nrnmeff  enf?  district  on  condition  that  no  part  of  Whereas,  the  site  under  appeal  and  surrounding  area 

sidenfial  adrea"  that  fh  ^  ^  extel\1  int°  the  inspected  by  a  committee  of  the  board;  and  § 

[joining  side lot  fine  to TS  °h  P  °lpar,allf  to  the  Whereas,  the  board  found  that  the  plot  is  now  being 
at  a  fpnrpcl  11  ine  t0  !  J  eaS  i  sh-a  b.e  left  unbuilt  uP°n ;  used  for  uses  which  bring  an  income  and  there  is  no 

namental  S?"  not'OTer^T^fn'wTd'fH  L°t‘  lineW'h  an  nf d  a*  ,he  Present  time,  for  additional  facilities  in  view 

enue  building  linJ-  T!  •  inuwidth  at  the  Cornaga  of  the  garages  within  the  area;  and 

g  shall  comnlv  wffh  S  3  o£ber  respects,  the  build-  Whereas,  the  board  deemed  that  applicant  had  failed 

i cable  hereto  tSfno  roof  LnstL^h  r6gulatl,°"s  aP~  .substantiate  his  basis  of  appeal  under  section  21  of  the 

sidential  tP.f  11  f  %  Ml  er,ected  m  the  building  zone  resolution  and  that  this  was  not  a  proper 

“rkLSAu"  permits  shall  be  obtained  and  case  to  exercise  its  discretion  under  section  7h  and  was 
is  resolS  d  °"e  (1)  year  from  ,he  date  of  therefore,  not  entitled  to  rdief.  '  ' 

Resolved ,  that  the  decision  of  the  borough  superintendent 
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of  buildings,  dated  May  6,  1938,  be  and  it  hereby  is 
affirmed,  and  that  the  application  be  and  it  hereby  is 
denied. 


in  acting  on  N.B.  Applic.  No.  841-39.  be  and  it  hereby  is 
affirmed,  and  that  the  application  be  and  it  hereby  is 
denied. 


657-38-BZ. 

APPLICANT— B.  Robert  Swartburg,  for  Airport  Land 


Corporation,  owner. 

SUBJECT— Application  reopened  February  21',  1939  (re 
decision  of  the  borough  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  residence  use  district,  the 
erection  and  maintenance  of  fifty-four  (54)  in¬ 
dividual  garages.  . 

PREMISES  AFFECTED— 21-12  77th  street,  west  side, 
150  ft.  and  252  ft.  6  in.  south  of  21st  avenue  (rear 
of  lot);  (Block  No.  972,  Lots  No.  45  and  43  of 
Lot  No.  12),  Astoria,  Borough  of  Queens. 

APPEARANCES—  .  ,  ,  „  „ t 

For  Applicant :  Louis  Kurland,  B.  Robert  Swart- 
burg  and  Sidney  C.  Norris. 

For  Opposition :  Lillian  Arnold,  Theresa  Giorgi- 
anni,  Emma  Blauvelt,  Chas.  B.  Tilgner,  Bd. 
of  Education,  Pauline  Cenmilte,  Mary  Bellame 


and  others. 

ACTION  OF  BOARD — Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative  . . 

Negative:  Commissioners  Savage 

Assistant  Chief  Walsh  . 

Not  Voting:  Chairman  Murdock 


.  0 

and  Blum  and 

.  3 

.  1 


THE  RESOLUTION— 

(657-38-BZ) 

Whereas,  B.  Robert  Schwartburg,  for  Airport  Land 
Corporation,  owner,  filed  an  application  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a  residence 
use  district,  the  erection  and  maintenance  of  45  individual 
garages;  premises  21-45  76th  street,  east  side,  102  ft. 
north  of  Ditmars  boulevard  (Block  No.  972,  part  of  Lot 
No.  12),  Astoria,  Borough  of  Queensland 

Whereas,  this  application  was  denied  by  the  board, 
October  18,  1938  and  the  applicant  requested  a  reopening 
of  the  case  on  the  ground  of  new  facts,  a  portion  of  the 
frontage  along  the  street  on  which  the  school  was  located, 
having  been  reapportioned  and  sold,  and  the  area  of  the 
original  plot  increased  to  include  Lot  Nos.  45  and  43  in 
Block  No.  972 ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
board  February  21,  1939;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  April  11,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  76th  street  is  in  a  residence, 
business  and  unrestricted  use  district,  as  also  is  77th  street; 
Ditmars  boulevard  is  in  a  residence  use  district  and  21st 
avenue  is  in  a  business,  residence  and  unrestricted  use  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  9,  1939,  re  N.B.  Applic.  No.  841-39,  reads: 

“The  erection  of  a  54  car  garage  is  contrary  to 
Art.  2,  Sec.  3,  Building  Zone  Resolution.  (Residence 
District.)  Not  further  examined.” 

and 

Whereas,  the  premises  consist  of  an  irregularly  shaped 
plot  of  ground  having  a  frontage  of  15  ft.  on  77th  street, 
a  distance  of  198  ft.  along  the  westerly  lot  line  and  90  ft. 
along  the  southerly  lot  line.  It  is  proposed  to  erect  upon 
the  plot,  54  (brick)  individual  garages;  and 

Whereas,  the  board  deemed  that  the  applicant  failed 
to  substantiate  a  basis  of  appeal  under  section  21  of  the 
building  zone  resolution  and  was,  therefore,  not  entitled 
to  relief  on  the  grounds  of  practical  difficulty  and  un¬ 
necessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 


7 63-38-BZ. 

APPLICANT— Herman  Kron,  for  New  York  Telephone 
Company,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 728-744  Second  avenue,  east 
side,  24.8  ft.  south  of  East  40th  street  and  303 
East  39th  street  (Block  No.  945,  Lot  Nos.  1,  4 
and  6),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Philip  Adelman,  D\  V.  Applegate, 
Jacob  A.  Goldstein  and  Herman  Kron. 

For  Opposition :  Sol  A.  Herzog,  Herman  Grant 


and  W.  B.Teikildsen. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  .  . .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  .  4 

Absent  . . .  . .  0 

THE  RESOLUTION— 

(763-38-BZ) 


Whereas,  Herman  Kron,  for  N.  Y.  Telephone  Com¬ 
pany,  owner,  filed  September  1,  1938,  an  application  under 
section  7h  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  affecting  premises  728-744  Second 
avenue,  east  side,  24.8  ft.  south  of  East  40th  street  and 
303  East  39th  street  (Block  No.  945,  Lot  Nos.  1,  4  and  6), 
Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  11,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Second  avenue  is  in  a 
business  use  district;  East  39th  street  is  in  an  unrestricted 
and  business  use  district;  East  40th  street  is  in  an  un¬ 
restricted  and  business  use  district  and  East  38th  street 
is  in  an  unrestricted  and  business  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
of  buildings,  dated  August  12,  1938,  reads : 

“Your  application,  dated  August  4,  1938,  for  a  cer¬ 
tificate  of  occupancy  for  the  use  of  the  above  premises 
as  a  parking  and  storage  space  for  more  than  5  motor 
vehicles  has  been  denied,  for  the  reason  that  these 
premises  is  located  in  a  business  district,  where  this 
occupancy  is  prohibited  by  Article  2,  Section  4a,  sub¬ 
division  15  of  the  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground,  having  a  frontage  of  123.5  ft.  and,  also, 
21.6  ft.  on  Second  avenue,  99  ft.  on  East  39th  street  and 
a  distance  of  173  ft.  along  the  easterly  lot  line.  It  is 
proposed  to  use  the  site,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  h,  for  the  use  of  the 
plot  for  parking  of  more  than  five  (5)  motor  vehicles. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  dated  August  12,  1938,  be  and  it  hereby  is 
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affirmed  and  that  the  application  he  and  it  hereby  is 
denied,  without  prejudice  to  reconsideration,  after  the 
World’s  Fair  is  opened,  if  it  is  found  there  is  need  for 
more  parking  spaces  than  have  been  provided. 


1092-38-BZ. 


APPLICANT — James  J.  Millman,  for  Sambern  Realty 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 167-01  to  167-19  Depot  road, 
north  side,  entire  block,  between  167th  street  and 
168th  street,  36-27  to  36-39  167th  street  and  36-34 
to  36-42  168th  street  (Block  No.  5294,  Lot  No.  1 
and  part  of  Lot  No.  6),  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Arnold  Lederer  and  Benjamin 
Millman. 


For  Opposition :  John  Matarresi. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Absent  . 


0 

4 

0 


THE  RESOLUTION— 

(1092-38-BZ) 

Whereas,  James  J.  Millman,  for  Sambern  Realty  Cor¬ 
poration,  owner,  filed  November  28,  1938,  an  application 
under  section  7h  of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises:  167-01  to 
167-19  Depot  road,  entire  block,  between  167th  street  and 
168th  street,  36-27  to  36-39  167th  street  and  36-34  to  36-42 
168th  street  (Block  No.  5294,  Lot  No.  1  and  part  of  Lot 
Mo.  6),  Flushing,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
}y  the  Board  of  Standards  and  Appeals,  at  its  regular 
neeting  April  11,  1939,  after  due  notice  by  publication  in 
he  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
ng  zone  resolution  show  that  Depot  road  is  in  a  business 
lse.  and  unrestricted  use  districit ;  Station  road  is  in  a 
business  and  unrestricted  use  district;  167th  street  is  in  a 
esidence  and  business  use  district;  168th  street  is  in  a 
esidence  and  business  district  and  Crocheron  avenue  is  in 
i  business  use  districit ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
mildings,  dated  November  15,  1938,  re  N.B.  No.  3211-38 
eads : 

“Your  application  for  certificate  of  occupancy  for 
parking  and  storage  of  more  than  five  motor  vehicles 
at  the  above  premises  is  hereby  DENIED,  as  same  is 
contrary  to  Article  2,  Sections  3  and  4  of  the  Building 
Zone  Resolution.” 
nd 

Whereas,  the  premises  (part  of  a  larger  plot)  consist 
1  j  r0^  ground  having  a  frontage  of  201  ft.  on  Depot 
oad,  87  ft.  on  167th  street  and  100  ft.  on  168th  street.  It 
5  Proposed  to  occupy  the  site  for  a  temporary  period  of 
ot  more  than  two  (2)  years,  for  the  parking  and  storage 
W 0rC  ™an  ^ve  motor  vehicles;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
ispected  by  a  committee  of  the  board  and  the  area  had 
een  previously  inspected,  in  connection  with  the  parking 
\\?r°^0Se^  0n  169th  street  and  Crocheron  avenue;  and 
Vhereas,  the  board  deemed  that  there  was  no  justifica¬ 


tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
^■variance  under  Section  7,  subdivision  H,  for  use  of  the 
plot  for  parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

Resolved ,  that  the  decision  of  the  borough  superinten¬ 
dent,  in  acting  on  N.B.  Application  No.  3211-1938,  be  and 
it  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied. 


54-39-BZ. 

APPLICANT— Abram  Shlefstein,  for  William  Boylhart, 
owner  (Joseph  Diamond,  lessee). 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  extension  of  an  existing 
gasoline  service  station. 

PREMISES  AFFECTED — 2645-26511  Ocean  avenue  and 
2001-2013  Gravesend  Neck  road,  northeast  corner 
(Block  No.  7381,  Lot  No.  15),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Abram  Shlefstein. 

For  Opposition.  Arthur  A.  Raff,  Ottavio  Arancio 
and  Raymond  R.  Fiero. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock.  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  . 4 

Negative .  o 

Absent  .  g 

THE  RESOLUTION— 


(54-39-BZ) 

Whereas,  Abram  Shlefstein,  for  William  Boylhart, 
owner  (Joseph  Diamond, .  lessee),  filed  January  13,  1939, 
an  application  under  Section  21  of  the  building  zone  reso¬ 
lution,  to.  permit  in  a  residence  use  district,  the  extension 
of  an  existing  gasoline  service  station,  affecting  premises 
2645-2651  Ocean  avenue  and  2001-2013  Gravesend  Neck 
road,  northeast  corner  (Block  No.  7381,  Lot  No.  15), 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  11,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
and 

Whereas,  the  . use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Ocean  avenue  is  in  a  resi¬ 
dence  use  district ;  Gravesend  Neck  road  is  in  a  residence 
and.  business  use  district;  Avenue  V  is  in  a  residence  and 
business,  use  district  and  Kenmore  place  is  in  a  residence 
and  business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Applic.  No.  19515-39-  dated  January  4, 
1939,  as  amended  by  decision  dated  March  1,  1939,  reads: 

‘  L  The  construction  of  a  gasoline  service  station 
with  accessory  buildings  in  a  residence  use  district, 
is  contrary  to  the  building  zone  resolution,  section  3.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground,  having  a  frontage  of  55.2  on  Ocean  avenue, 
111.3  ft.  on  Gravesend  Neck  road  and  105  ft.  along  the 
northerly  lot  line.  At  present  the  plot  is  occupied  by  a 
two-story  frame  dwelling  (on  the  easterly  portion  of  the 
plot)  and  as  a  gasoline  service  station.  It  is  proposed 
to  remove  the  two-story  frame  dwelling  and  the  accessory 
buildings  now  on  the  site ;  to  erect  upon  the  site  a  one- 
story  structure  65  ft.  by  25  ft.  in  area,  to  be  used  as  office, 
lubritorium  and  auto  laundry  and,  also,  to  use  the  re¬ 
mainder  of  the  plot  as  a  gasoline  service  station ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 
.  Whereas.,  the  board  deemed  that  the  applicant  was  en¬ 
titled  to  relief  under  Section  21  of  the  building  zone  reso- 


569 


MINUTES 


lution  on  the  grounds  of  practical  difficulty  and  unneces¬ 
sary  hardship,  to  permit  reconstruction  of  the  existing 
legal  gasoline  station. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  building  zone  resolution  and 
that  the  application  be  and  it  hereby  is  granted  under 
section  21  thereof,  to  permit  the  reconstruction  and  re¬ 
arrangement  of  the  legally  existing  gasoline  service  station 
substantially  as  indicated  on  plans  filed  herein,  on  condi¬ 
tion  that  the  existing  buildings  on  the  plot  shall  be  en¬ 
tirely  removed;  that  the  proposed  new  accessory  building 
shall  be  erected  substantially  as  indicated  on  plans  hied 
herein  and  shall  be  constructed  of  fireproof  materials, 
except  that  the  roof  beams,  roof  boarding,  door  frames 
and  doors,  window  frames  and  sash,  may  be  of  wood ; 
that  there  shall  be  no  openings  to  the  adjoining  premises 
to  the  north;  that  a  masonry  wall  shall  be  constructed 
from  the  westerly  end  of  the  proposed  accessory  building 
along  the  interior  lot  line  to  the  street  line  of  Ocean 
avenue ;  that  this  wall  shall  be  not  less  than  7  feet  in 
height,  except  it  may  be  4  feet  in  height  for  a  distance 
of  not  over  10  feet  from  Ocean  avenue ;  that  the  pumps 
as  rearranged  and  relocated,  shall  be  not  nearer  than  15 
feet  to  the  building  line  of  either  street ;  that  the  existing 
curb  cuts  shall  not  be  increased,  except  that  an  additional 
curb  cut  may  be  constructed  for  access  to  the  proposed 
laundry  and  greasing  section ;  that  any  gasoline  tanks  now 
existing  beyond  the  building  line,  shall  be  removed;  that 
the  entire  area  where  not  covered  by  accessory  buildings, 
shall  be  cement  paved ;  that  a  triangular  block  of  cement 
shall  be  erected  at  the  intersection  of  the  building  lines 
of  Ocean  avenue  and  Gravesend  Neck  road,  not  less  than 
one  foot  in  height  and  extending  for  a  distance  of  not 
less  than  five  feet  along  either  street  building  line;  that 
signs  shall  be  restricted  to  permanent  signs  attached  to  the 
facade  of  the  accessory  building  and  to  the  illuminated 
globes  of  the  pumps,  excluding  all  temporary  signs  and 
roof  signs,  but  permitting  the  erection  within  the  building 
line  of  a  post  standard,  which  may  be  illuminated,  adver¬ 
tising  only  the  brand  of  gasoline  sold  and  permitting  it 
to  extend  beyond  the  building  line  not  over  four  feet; 
that  the  wall  of  the  proposed  storeroom  and  laundry  at 
the  northeasterly  portion  of  the  plot  shall  be  constructed 
parallel  to  the  building  line  of  Gravesend  Neck  road  with 
the  entrance  to  the  laundry  on  the  building  line ;  that  a 
heater  room  shall  be  separated  from  the  balance  of  the 
building  by  fireproof  construction  and  enterable  only  from 
the  exterior ;  that  the  passage  leading  thereto  .  shah  be 
enclosed  in  brick  walls  not  less  than  six  feet  in  height 
located  on  the  interior  lot  lines  with  a  gate  at  the  Graves¬ 
end  Neck  road  entrance;  that  no  motor  vehicle  repairing 
shall  be  permitted  on  the  premises  and  there  shall  be  no 
parking  of  cars  thereon,  other  than  those  being  serviced ; 
that  prior  to  filing  plans  with  the  borough  superintendent, 
complete  working  drawings  shall  be  filed  with  the  board 
by  the  applicant  and  approved  by  the  chairman  in  behalf 
of  the  board,  in  compliance  with  the  conditions  of  this 
resolution;  that  such  plans  shall  be  filed  within  three 
months  from  the  date  of  this  resolution  and  that  all 
permits  required  shall  be  obtained  and  all  work  completed 
within  one  year  after  such  approval  of  plans. 


96-39-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Samuel  Schen- 
kel,  owner  (Midtown  Service  Station,  Inc.,  lessee). 

SUBJECT— Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  reconstruction  and  alteration 
of  a  gasoline  service  station. 

PREMISES  AFFECTED— 1139-1151  Coney  Island  avenue 
and  1101-1111  Avenue  H,  northeast  corner  (Block 
No.  6686,  Lot  No.  48),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 


For  Opposition:  Albert  A.  Friedlander,  Martin  L. 
Colton  and  Edgar  H.  Pennypecker. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(96-39-BZ) 

Whereas,  Lama  and  Proskauer,  for  Samuel  Schenkel, 
owner  (Midtown  Service  Station,  Inc.,  lessee),  filed  Janu¬ 
ary  26,  1939,  an  application  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district, 

the  reconstruction  and  alteration  of  an  existing  gasoline 

service  station,  affecting  premises  1139-1151  Coney  Island 
avenue  and  1101-1111  Avenue  H,  northeast  corner  (Block 
No.  6686,  Lot  No.  48),  Borough  of  Brooklyn;  and  _ 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  11,  1939,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Coney  Island  avenue  is  in 
a  business  and  residence  use  district ;  Avenue  H  is  in  a 
residence  and  business  use  district  and  Westminster  road 
is  in  a  residence  and  business  use  district ;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent  of  buildings,  on  Applic.  No.  6-39,  dated  January 
16,  1939,  reads: 

“The  reconstruction  and  alteration  of  a  gasoline 
service  station  in  a  business  use  district  and  the  erec¬ 
tion  of  accessory  buildings  thereto,  is  contrary  to  the 
Building  Zone  Resolution,  Section  4  (a)  (46).” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  100  ft.  on  Coney  Island  avenue  and  100 
ft.  on  Avenue  H,  occupied  in  part,  as  a  gasoline  service 
station,  auto  laundry  and  grease  pits.  It  is  proposed  to 
relocate  the  pumps  and  to  erect  upon  the  rear  portion 
of  the  plot,  a  one-story  office,  lubritorium  and  auto  laun¬ 
dry  65  ft.  by  24  ft.  8  in.  in  area  and  to  provide  two  addi¬ 
tional  curb  cuts ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board;  and 

Whereas,  the  board  deemed  that  the  applicant  was  en¬ 
titled  to  relief  under  section  21  of  the  building  zone  reso¬ 
lution  on  the  grounds  of  practical  difficulty  and  unneces¬ 
sary  hardship  to  permit  reconstruction  of  the  existing 
legal  gasoline  station. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
21  thereof,  to  permit  the  reconstruction  and  rearrangement 
of  the  legally  existing  gasoline  service  station,  substan¬ 
tially  as  indicated  on  plans  filed  with  this  application,  as 
to  the  location  ant  arrangement  of  the  accessory  building; 
that  this  building  shall  be  constructed  of  fireproof  mate¬ 
rials,  except  that  the  roof  beams,  roof  boarding,  window 
frames  and  sash,  door  frames  and  doors  may  be  wood, 
providing  the  ceiling  throughout  is  fire-retarded  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and  Appeals 
and  no  windows  are  constructed  in  the  walls  on  the  in¬ 
terior  lot  lines;  that  the  rear  of  this  accessory  building, 
however,  may  be  constructed  of  cement  blocks  without 
stucco,  to  harmonize  with  the  construction  of  the  adjoining 
private  garages  on  the  residential  plots ;  that  if  any  heat¬ 
ing  system  is  installed,  the  space  in  which  the  heater  is 
located  shall  be  separated  from  the  balance  of  the  building 
by  fireproof  construction  and  enterable  only  from  the 
exterior  of  the  building;  that  a  masonry  wall  not  less  than 
7  feet  in  height  shall  be  constructed  on  the  interior  lot 
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line  to  the  east  from  the  accessory  building  to  the  street 
line  of  Avenue  H  and  returnable  on  the  street  line  of 
Avenue  H  for  a  distance  of  not  less  than  30  feet ;  that  a 
similar  wall  shall  be  constructed  along  the  northerly  in¬ 
terior  lot^  line  from  the  accessory  building  to  the  street 
line  of  Coney  Island  avenue;  that  any  gasoline  pumps 
constructed  shall  be  not  nearer  than  IS  feet  to  the  street 
line  of  any  street;  that  curb  cuts  shall  not  exceed  two 
from  Coney  Island  avenue  and  one  from  Avenue  H, 
none  to  exceed  25  feet  in  width;  that  a  block  of  concrete 
shall  be  constructed,  not  less  than  12  inches  in  height  and 
triangular  in  shape  at  the  intersection  of  the  building  line's^ 
and  extending  along  each  building  line  for  a  distance  of 
not  over  5  feet  from  the  intersection ;  that  planting  areas 
shall  be  maintained  along  the  northerly,  easterly  and 
southerly  lot  lines  not  less  than  7  feet  in  width  and  pro¬ 
tected  by  concete  curbing;  that  the  entire  plot,  where  not 
covered  by  accessory  buildings  and  planting  areas,  shall 
je  cement  paved;  that  signs  shall  be  restricted  to  per- 
nanent  signs  attached  to  the  facade  of  the  accessory 
juilding  and  to  the  illuminated  globes  of  the  pumps,  ex¬ 
cluding  all  roof  signs  and  temporary  signs,  except '  that 
here  may  be  erected  within  the  building  line  near  the 
ntersection,  a  post  standard  for  supporting  a  sign  which 
nay  be  illuminated,  advertising  only  the  brand  of  gasoline 
or  sale  and  permitting  such  sign  to  extend  not  over  4 
eet  beyond  the  building  line;  that  there  shall  be  no  park- 
ng  or  storage  of  automobiles  other  than  those  being 
.erviced ,  that  there  shall  be  no  portable  gasoline  tanks 
sed  on  the  premises;  that  no  motor  vehicles  shall  be 
epaired  on  the  premises;  that  all  lighting  shall  be  on  pipe 
tandards  with  metal  reflectors,  so  arranged  as  to  reflect 
oward  the  center  of  the  premises  and  away  from  adjoin- 
ig  occupancies ;  that  complete  working  drawings  shall  be 
ubmitted  to  the  board  and  approved  by  the  chairman  in 
s  behalf  before  same  are  filed  with  the  borough  super- 
ltendent  of  buildings ;  that  such  plans  shall  be  filed  within 
wo  months  from  the  date  of  this  resolution  and  after 
ich  approval,  all  permits  required  shall  be  obtained  and 
1  work  completed  within  one  year  therefrom. 


108-50  to  108-80  Roosevelt  avenue  and  40-02  to  40-10  111th 
street  somhwest  corner  (Block  No.  1996,  Lot  Nos.  31  and 
o4;,  Lorona,  Borough  of  Queens;  and 
W  hereas,  a  public  hearing  was  held  on  this  application 
y  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  April  11,  1939,  after  due  notice  by  publication  in 
ic  Bulletm  of  the  Board  of  Standards  and  Appeals ;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Roosevelt  avenue  is  in  a 
business  use  district;  41st  avenue  is  in  a  residence  use 
istrict,  111th  street  is  in  a  residence  and  business  use 
<^1  vu1C^  an<^  avei?u.e  is  in  a  residence  use  district;  and 
V\  hereas,  the  decision  of  the  borough  superintendent 
of  buildings,  Application  No.  4-39,  dated  January  30  1939 
reads :  ’ 

.1.  The  use  of  the  above  located  premises  which 
is  in  a  business  district  for  the  parking  of  more  than 
5  motor  vehicles,  is  contrary  to  Article  2— section  4 
of  the  zone  law. 

}■  1JTh£above  located,  premises  is  located  within  the 
W°rlds  Fair  Area.  It  is  contrary  to  section  6  of  the 
Worlds  Fair  Resolution  as  adopted  September  27,  1937, 
to  create  a  commercial  parking  station  within  the 
Worlds  Fair  Area.” 

and 

.  W/hereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  325  ft.  and  a  depth  of  100  ft.  It  is 
proposed  to  occupy  the  site  for  a  temporary  period  of  not 
more  than  two  (2)  years  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  and 

.  Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board;  and 
Whereas,  the  board  deemed  that  this  was  not  a  proper 
case  m  which  to  exercise  its  discretion  under  section  7 
subdivision  H  of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  of  buildings,  in  acting  on  Application  No.  4-39  be  and 
it  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied. 


7-39-BZ-WF. 

PPL  I  CANT  Oscar  Goldschlag,  for  United  Cigar- 
'  Whelan  Stores  Corporation,  owner. 

UBJEC1  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

REMISES  AFFECTED'— 108-50  to  108-80  Roosevelt 
avenue  and  40-02  to  40-10  111th  street,  southwest 
corner  (Block  No.  1996,  Lot  Nos.  31  and  34) 
Corona,  Borough  of  Queens. 

PPEARANCES— 

For  Applicant :  Oscar  Goldschlag,  Herman  B.  Levy 
and  H.  W.  Jacobsen.  . 

For  Opposition :  Harold  Klorfein,  Dept,  of  Parks  ; 
Eugene  Des  Champos,  James  Degnan,  Jac- 
-rT™T  ine  T-  K°gan  and  others. 

UTION  Ob  BOARD — Application  denied. 

HE  VOTE  TO  GRANT— 

Affirmative  .  .  q 

Negative :  Chairman  Murdock,  Commissioners 

inia?e  ancl  Slum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  ,  .  q 

■TE  RESOLUTION— 

(177-39-BZ-WF) 

0s(:ar  Goldschlag,  for  United  Cigar- Whelan 

llicaHnnrPOrftl0n’  ?wnec  filed  February  14,  1939,  an 
[hcafion  under  section  7H  of  the  building  zone  resolu- 

tod  nf  nTt  111  a  business  use  district,  for  a  temporary 
•  rnot  more  dian  two  (2)  years,  the  parking  and 
g  of  more  than  five  (5)  motor  vehicles;  premises: 
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185-39-BZ. 

APPLICANT  Sloan  and  Behrens,  for  The  Arthur  A. 
Johnson  Corporation,  owner. 

SUBJEC1  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7c  and  21 
of  the  building  zone  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  an  unre¬ 
stricted  use  district,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFEC1  ED— 95-25  Queens  boulevard,  north 
side,  from  62nd  drive  to  Junction  boulevard  (Block 
No .  2079,  Lot  Nos.  1  and  9),  Rego  Park,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Walter  R.  Mansfield  and  John 
Sloan. 

For  Opposition.  Allen  D.  Emil,  Joseph  G.  Abram- 
son>  Leslie  Kirsch  and  Walter  A.  Lynch. 
ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ’  q 

Absent  . '  q 

THE  RESOLUTION— 

(185-39-BZ) 

Whereas,  Sloan  and  Behrens,  for  The  Arthur  A.  John¬ 
son  Corporation,  owner,  filed  February  16,  1939,  an  appli¬ 
cation  under  the  building  zone  resolution,  to  permit  partly 
in  a  business  use  and  partly  in  an  unrestricted  use  district 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises:  95-25  Queens  boulevard,  north  side, 
from  62nd  drive  to  Junction  boulevard  (Block  No.  2079,’ 
Lot  Nos.  1  and  9),  Rego  Park,  Borough  of  Queens;  and 


MINUTES 


Whereas,  a  public  hearing  was  held  on  this  appbcatio 
by  the  Board  of  Standards  and  Appeals,  at  its  reguia 
meeting,  April  11,  1939,  after  due  notice  by  publication  m 
the  Bulletin  of  the  Board  of  Standards  and  Appeals  an 
Whereas,  the  use  district  maps  accompanying  the  bun 
ing  zone  resolution  show  that  Queens  boulevard  is  m  a 
business  use  district;  62nd  drive  is  in  an  unrestricted 
business  use  district;  Junction  boulevard  is  in  an  ^re¬ 
stricted  and  business  use  district  and  63rd  avenue  is  in  a 
residence  and  business  use  disti  ict ,  and 

Whereas,  the  decision  of  the  borough  ^Pjerintendent 
of  buildings,  re  N.B.  Application  No.  999-1939,  dated 

February  15,  1939,  reads:  .  ,•  ,  •  t 

“1.  The  use  of  premises  within  a  business  disti  ict 

for  the  parking  of  more  than  5  cars  is  contrary  to 

the  provisions  of  Art.  2  Section  4  of  the  Building 

Zone  Resolution.” 

^ H\V h ereas  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  412  ft  on  Queens 
boulevard,  450  ft.  on  Junction  boulevard  and  341  ft.  on 
62nd  drive.  The  northerly  part  of  the  plot  is  in  an  un¬ 
restricted  use  district  and  the  southerly  part  is  m  a  busi¬ 
ness  use  district.  It  is  proposed  to  erect  upon  the  central 
portion  of  the  plot,  a  building  to  be  occupied  as  a  restau¬ 
rant  140  ft.  by  160  ft.  in  area  and  to  occupy  the  remainder 
of  the  plot  for  the  parking  of  more  than  five  (o)  motor 
vehicles ;  owned  by  the  patrons  of  the  restaurant ,  and 
Whereas,  the  board  deemed  that  the  provisions  of  sec¬ 
tion  7,  subdivision  C  of  the  building  zone  resolution,  under 
which  this  application  was  made,  empowered  the  board  to 
exercise  its  discretion  and  grant  this  application. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the  use 
district  requirement  of  the  building  zone  resolution,  and 
that  the  application  be  and  it  hereby  is  granted  under 
section  7c,  to  permit  limited  parking  of  more  than  five 
(5)  motor  vehicles  within  the  business  use  area,  with¬ 
out  charge  and  limited  to  the  automobiles  of  customers 
of  the  proposed  restaurant,  on  condition  that  a  masonry 
wall  shall  be  constructed  on  the  Queens  boulevard  front¬ 
age  and  returned  on  62nd  drive  and  Junction  boulevard, 
for  a  distance  of  not  less  than  25  ft.  and  not  less  than  18 
ins.  in  height,  except  for  openings  for  entrance  and  exit; 
that  behind  such  wall  there  shall  be  a  hedge  of  suitable 
planting  material,  not  less  than  a  ft.  in  height,  that  no 
cars  shall  be  parked  within  the  business  use  area  between 
the  proposed  building  and  Queens  boulevard ,  that  addi¬ 
tional  planting  on  the  premises  shall  be  maintained 
toward  the  Queens  boulevard  frontage  and  adjacent  to  the 
building;  that  detailed  plans  showing  the  planting,  parking 
spaces  and  entrances,  shall  be  submitted  to  this  board  and 
approved  by  the  chairman  in  behalf  of  the  board,  before 
same  are  filed  with  the  borough  superintendent ,  that  such 
plans  shall  be  filed  within  one  (1)  month  from  the  date 
of  this  resolution;  that  suitable  bumpers  or  protection 
shall  be  installed  to  prevent  damage  to  automobiles;  that 
parking  borders  shall  be  clearly  marked  and  easy  entrance 
and  egress  shall  be  maintained  at  all  times ;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  one  (1) 
year  from  the  date  of  this  resolution. 


120  ft.  west  of  135th  street  (Block  No.  6548,  Lot 
No.  6),  Forest  Hills,  Borough  of  Queens. 


APPEARANCES—  ^ 

For  Applicant:  C.  Dale  Badgeley. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  .  ,,  ,  ,  n 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ® 

Absent  .  9 


THE  RESOLUTION— 

(337-39-BZ) 

Whereas,  C.  Dale  Badgeley,  for  Angof  Holding  Co.,  Inc., 
owner  (New  York  World  s  Fair  1939,  Inc.,  lessee),  filed 
March  17,  1939,  an  application  under  sections  7d  and  21  of 
the  building  zone  resolution,  to  permit  in  a  residence  use 
district,  the  conversion  of  occupancy  of  an  existing  build¬ 
ing  to ’an  office  building;  premises:  130-53  70th  avenue, 
north  side,  120  ft.  west  of  135th  street  (Block  No.  6548, 
Lot  No.  6),  Forest  Hills,  Borough  of  Queens;  and  _ 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting,  April  11,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
ing  zone  resolution  show  that  /0th  avenue  is  in  a  resident 
use  district ;  135th  street  is  in  a  residence  use  district 
Park  drive  is  in  a  residence  use  district  and  Jewel  avenue 
is  in  a  residence  use  district;  and 

Whereas,  the  decision  of  the  borough  superintended 
of  buildings,  alteration  Application  No.  75-1939,  datec 

February  28,  1939,  reads: 

“3.  The  conversion  of  a  residence  building  into  ar 
office  building  in  a  residence  district,  is  contrary  tc 
Article  2,  Section  3,  of  the  Building  Zone  Resolution.’ 

and 

Whereas,  the  building  is  of  frame  construction,  thro 
stories  in  height,  with  a  frontage  of  140  ft.  and  a  depth  o 
76  ft.  one  in. ;  to  be  occupied  as  a  temporary  office  fo: 
the  Mayor  of  the  City  of  New  York,  during  the  World 

Fair;  and  .  .  , 

Whereas,  the  board  deemed  that  the  provisions  ot  sec 
tion  7d  of  the  building  zone  resolution,  empowered  tb 
board  to  exercise  its  discretion. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  make  a  variation  in  the  application  of  the  use  dis 
trict  requirements  of  the  building  zone  resolution,  air 
that  the  application  be  and  it  hereby  is  granted  under  sec 
tion  7d,  to  permit  the  building  under  appeal  to  be  occupies 
as  proposed,  on  condition  that  all  alterations  and  change 
necessary  for  such  occupancy  as  may  be  made,  shall  b 
in  accordance  with  all  laws,  rules  and  regulations  appb 
cable  thereto,  other  than  as  modified  under  Cal.  No.  35t 
39-A. 


Adjourned  3  :50  p.  m. 

Edward  V.  Barton,  Chief  Clerk. 


337-39-BZ. 

APPLICANT— C.  Dale  Badgeley,  for  Angof  Holding  Co., 
Inc.,  owner  (New  York  World’s  Fair,  1939,  Inc., 
lessee) . 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution  and  amended  to  include 
section  7,  subdivision  d,  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy  of  an 
existing  building  to  an  office  building  (temporary 
office  for  the  Mayor  of  the  City  of  New  York 
during  the  New  York  World’s  Fair). 

PREMISES  AFFECTED1— 130-53  70th  avenue,  north  side, 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  11,  1939 

Present :  Chairman  Murdock,  Commissioners  Savage  an 
Blum  and  Assistant  Chief  Walsh. 


BUILDING  ZONE  CASES 

145-38-BZ. 

APPLICANT— William  H.  Van  Houten,  for  Mabel  Aga 
siz,  owner.  .  , 

SUBJECT— Application  (re  decision  of  the  acting  do 
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ougli  superintendent  of  buildings)  under  sections 
7 h  and  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  Ah  FECI  ED — 475  West  146th  street,  north 
side,  100  ft.  east  of  Amsterdam  avenue  (Block  No. 

AnnrAn^Hrrf.^08,  ^  and  ^)>  Borough  of  Manhattan. 

APPEARAN  CLS— 

For  Applicant :  None. 

For  Opposition :  Sol  A.  Herzog. 

ACTION  OF  BOARD— Laid  over  to  June  6,  1939,  2  p.  m., 
for  further  consideration  by  the  board. 

1  330-29-BZ. 

|  APPLICANT  Lama  and  Proskauer,  for  Frederick 
Frisco,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  superintendent  of  buildings)  under  section  7f 
of  the  building  zone  resolution,  permitting  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station  for  a  temporary  period 

I  PREMISES  AFFECTED— Southwest  corner  of  Kissena 
road  and  Vleigh  road  (Block  No.  2395,  Lot  No  1) 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

'  For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND-  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 4 

Negative  .  0 

Absent  . q 


on  or  from  the  property;  that  in  the  event  the  owner 
desires  to  enclose  any  greasing  pits  erected  on  the  plot 
in  a  structure,  not  exceeding  one  story  in  height,  as 
indicated  on  plan  marked  ‘Received  June  16,  1936’,  such 
extension  of  the  accessory  building  may  be  permitted 
and  the  exterior  may  be  reconstructed  as  indicated  on 
plan  marked  ‘Received  November  10,  1936,’  on  condi¬ 
tion  that  there  shall  be  no  excavation  other  than  for 
greasing  pits  and  that  the  front  portion  of  the  build¬ 
ing  shall  remain  open  to  the  air  without  doors ;  that 
the  ceiling  shall  be  fire  retarded  in  accordance  with 
the  rules  of  the  Board  of  Standards  and  Appeals1 
that  such  building  shall  be  constructed  of  fireproof 
materials  except  that  the  roof  beams  and  roof  board- 
exterior  frames  and  sash  may  be  of  wood ;  that 
no  signs  shall  be  erected  on  the  roof  or  walls  of  the 
building  other  than  a  fixed  permanent  sign  on  the 
front  thereof  indicating  its  use  and  that  no  open 
grease  pit  not  contained  within  such  building  shall  be 
maintained.” 


THE  RESOLUTION— 

(330-29-BZ) 

W  hereas,  this  application  affecting  premises  southwest 
corner  of  Kissena  road  and  Vleigh  road  (Block  No.  2395, 
Lot  ao.  1),  blushing,  Borough  of  Queens,  was  granted  by 
the  board,  December  20,  1932,  under  section  7,  subdivision 
t,  on  certain  conditions  resolution  amended  May  7  1935 
June  16,  1936,  November  17,  1936  and  June  8,  '1937,  and 
applicant  requests  a  further  amendment. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
f^reby  amend  resolution  adopted  by  the  board  on  June  8 
yo/,  in  so  far  as  it  affects1  the  term  of  the  permit,  so  that 
as  amended  the  resolution  shall  read : 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted, 
under  section  7,  subdivision  f,  for  a  temporary  permit 
for  ttvo  (2)  years  from  May  7,  1939,  for  the  use  of 
tne  premises  as  a  gasoline  service  station,  on  condition 
that  all  pumps  shall  be  set  back  at  least  10  feet  from 
i  street  line ;  that  there  shall  be  not  more  than  two 

(2)  entrances  to  gasoline  service  station  on  Kissena 
■  road  and  not  more  than  one  (1)  on  Vleigh  road  each 
entrance  to  be  not  more  than  12  feet  wide,  and  in 
the  event  that  curbing  is  installed  during  the  term  of 
tins  temporary  permit,  that .  openings  not  more  than 
eet  wide  shall  be  made  in  the  curb  opposite  these 
en  ram  cs  on]y ;  that  any  buildings  for  accessory  use 
shall  be  limited  to  one  story  in  height,  located  sub¬ 
stantially  as  shown  on  plans  submitted,  approximately 
a  ie  rear  lot  line,  and  to  be  of  the  size  and  in  ac¬ 
cordance  with  the  elevations  appearing  on  the  draw- 
ings  submitted ;  that  there  shall  be  no  advertising  signs 
installed  except  the  usual  signs  on  the  globes  of  the 
gasoline  pumps  and  a  flat  sign  on  the  facade  of  the 
Duiiding;  that  no  portable  gasoline  pumps  shall  be  used 


410-31-BZ. 

^/^BB£CANT  Harr.y  Scala,  for  Louise  De  Vito,  owner. 
oUbJLLl  Application  for  consideration — reopening  and 
amendment  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  re  Application,  previously 
granted  on  condition,  under  section  7f  of  the  build¬ 
ing  zone  resolution,  permitting  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district, 
the  alteration  and  maintenance  of  a  gasoline  serv- 
ice  station  for  a  temporary  period. 

PREMISES  AFFECTED — 175-14  Horace  Harding  boule¬ 
vard,  south  side,  117.71  ft.  west  of  Utopia  park¬ 
way  and  83.78  ft.  east  of  175th  street  (Block  No. 

APPEARANCES—0'  26)’  Flushing’  BorouSh  o£  Queens. 
For  Applicant:  Harry  Scala. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOIE  to  REOPEN  AND  AMEND  RESOLU- 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  . . .  q 

Absent  . [[  ’  ’  q 

THE  RESOLUTION— 

(410-31-BZ) 

Whereas,  Michael  Levine,  for  Louise  De  Vito,  owner 
requested  a  reopening  of  this  application  to  permit  partly 
in  a  business  use  district  and  partly  in  a  residence  use 
district  the  alteration  and  maintenance  of  a  gasoline  serv¬ 
ice  station,  erection  and  maintenance  of  which  was  previ¬ 
ously  granted  by  the  board  under  section  7f  0f  the  build- 
,zPnST  res°lution  for  a  temporary  period;  premises: 
1/5-14  Horace  Harding  boulevard,  south  side,  117  71  ft 
west  of  Utopia  parkway  (Block  No.  2661,  Lot  No  26) 
blushing,  Borough  of  Queens;  and 

ereas,  the  application  was  granted  by  the  board  April 
29,  1932,  on  certain  conditions,  resolution  amended  May  24, 
1938,  and  owner  requests  a  further  amendment;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  April  29,  1932,  as  amended 
by  resolution  adopted  May  24,  1938,  so  that  as  amended 
the  resolution  shall  read : 

“ Granted  under  section  7,  subdivision  f,  for  a  tem¬ 
porary  period  of  two  years  from  May  24,  1938,  on 
condition  that  all  pumps  shall  be  set  back  not  less  than 
10  feet  from  the  building  line;  that  the  buildings  erected 
on  the  premises  as  office  or  accessory  building  shall  be 
but  one  story  in  height  and  shall  be  located  and  ar¬ 
ranged'  substantially  as  indicated  on  plans  marked  “Re¬ 
ceived  April  4,  1939”;  that  any  advertising  signs  shall 
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be  confined  to  the  illuminated  globes  of  the  gasoline 
pumps  and  to  signs  attached  to  the  facade  of  the 
accessory  building;  that  all  permits  required  shall  be 
obtained  and  all  work  completed  within  six  months 
from  the  date  of  this  amended  resolution.” 


293-36-BZ.  .  . 

APPLICANT— Lama  and  Proskauer,  for  Benjamin  Gel- 
ler,  for  Christina  Hinden  and  Ferdinand  Nestlen, 


owners.  .  . 

SUBJECT— Application  for  reopening— extension  ot  per¬ 
mit — Application  (re  decision  of  the  commissioner 
of  buildings)  under  sections  7 h  and  21  of  the  build- 
ing  zone  resolution,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 344-346  Eldert  street  south¬ 
east  corner  of  Irving  avenue  (Block  No.  3419,  Lot 
Nos.  31  and  37),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD— Application  reopened  and  permit 


extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative  :  Chairman  Murdock,  Commission- 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  ^ 

Negative  .  “ 


Absent 


0 


missioner  shall  direct ;  that  aisles,  shall  be  maintained 
at  all  times  so  as  to  permit  ready  ingress  and  egress  of 
automobiles;  that  all  permits  shall  be  obtained  within 
three  months  from  the  date  of  this  action. 


288-38-BZ. 

APPLICANT — Paul  Friedman,  for  Brooklyn  Trust  Co., 

owner.  .  .  , 

SUBJECT — Application  for  consideration— reopening  and 
amendment — re  Application  (decision  of  the  acting 
borough  superintendent  of  buildings)  under  sec- 
tion  7h  of  the  building  zone  resolution,  permitting 
in  a  business  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 602-622  Brightwater  court, 
601-643  Riegelman  boardwalk,  3153-3173  Brighton 
6th  street  and  3288-3310  Coney  Island  avenue 
(Block  No.  7284-10,  Lot  Nos.  2271  and  2275), 
Borough  of  Brooklyn. 

APPEARANCES—  .  t  ,  _  ,  . 

For  Applicant:  Paul  Friedman  and  Mr.  1  adula. 

ACTION  OF  BOARD— Application  reopened  and  reso¬ 
lution  amended.  '  XT  T— v  nrt-ATTT 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION —  .  . 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  J 

Negative  . .  .  » 


THE  RESOLUTION— 

(293-36-BZ) 

Whereas,  Lama  and  Proskauer,  for  Christina  Hinden 
and  Ferdinand  Nestlen,  owners,  filed  September  30,  1936,  an 
application  under  the  building  zone  resolution  to  permit 
partly  in  a  business  use  district  and  partly  in  a  residence 
use  district  the  parking  of  more  than  five  motor  vehicles , 
premises :  344-346  Eldert  street,  southeast  corner  of  Irving 
avenue  (Block  No.  3419,  Lot  Nos.  31  and  37),  Borough  of 
Brooklyn;  and 

Whereas,  this  application  was  granted  by  the  board  June 
15,  1937,  on  certain  conditions  and  applicant  requested  an 
extension  of  the  term  of  the  permit ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
board. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
June  15,  1937,  be  and  it  hereby  is  amended,  only  so  far  as 
it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7h,  as  to  the  portion  of  the  plot  in  the 
business  district  and  under  section  21  as  to  the  resi¬ 
dential  portion,  to  permit  the  plot  under  appeal  to  be 
used  for  the  parking  of  more  than  five  automobiles,  for 
a  period  of  two  years  from  the  date  of  this  amended 
resolution,  on  condition  that  the  plot  shall  remain  unbuilt 
upon,  except  that  there  may  be  erected  a  shelter  for 
the  attendant,  not  over  one  story  in  height  and  not 
exceeding  100  sq.  ft.  in  area;  that  the  plot  shall  be 
levelled  and  covered  with  steam  cinders  or  other  suit¬ 
able  material  and  bound  to  prevent  dusting;  that  the 
plot  shall  be  enclosed  with  a  substantial  fence  with  en¬ 
trance  as  exist  from  Irving  avenue  only ;  that  no  ad¬ 
vertising  shall  be  displayed,  other  than  a  sign  at  the 
entrance,  advertising  the  use  of  the  plot  for  parking 
purposes ;  that  during  the  term  of  this  variance,  no  other 
use  shall  be  made  of  the  premises  other  than  as  herein 
permitted ;  that  any  lights  for  general  illumination  shall 
be  arranged  on  pipe  standards  with  metal  reflectors 
arranged  to  reflect  downwardly  and  away  from  the 
adjoining  residential  occupancies;  that  such  portable 
fire-fighting  appliances  shall  be  installed  as  the  com- 


fHE  RESOLUTION— 

(288-38-BZ) 

Whereas,  Paul  Friedman,  for.  Brooklyn  Trust  Co., 
iwner,  filed  April  19,  1938,  an  application  under  the  build- 
ng  zone  resolution,  to  permit  in  a  business  use  district, 
or  a  temporary  period  of  not  more  than  two  (2)  years, 
he  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises:  602-622  Brightwater  court,  601-643 
Uegelman  boardwalk,  3153-3173  Brighton  6th  street  and 
1288-3310  Coney  Island  avenue  (Block  No.  7284-10,  Lot 
Sios.  2271  and  2275),  Borough  of  Brooklyn;  and 
Whereas,  the  application  was  granted  by  the  board 
July  8,  1938  on  certain  conditions,  resolution  amended 
August  16,  1938  and  applicant  requests  a  further  amend¬ 
ment  of  the  resolution ;  and 


board  April  11,  1939.  I 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7,  subdivision  H,  for  a  period  of  two  years  from  August 
16,  1938,  to  permit  the  vacant  portion  of  the  plot  under 
appeal  to  be  occupied  for  the  parking  and  storage  of  more 
than  five  motor  vehicles,  restricted  to  automobiles  of  the 
pleasure  car  type,  on  condition  that  such  portion  shall  be 
surfaced  with’  steam  cinders  or  other  suitable  material, 
properly  rolled  and  treated  with  a  binder  to  prevent  dust¬ 
ing  and  properly  graded  so  as  to  provide  surface  drainage; 
that  there  shall  be  erected  on  the  street  lines  of  surround¬ 
ing  streets,  a  substantial  wire  or  wooden  fence  not  less 
than  three  feet  six  inches  in  height  above  curb  in  view 
of  level  of  lot  being  generally  below  curb  grade;  that  the 
openings  for  exit  and  entrance  shall  be  restricted  to  one 
on  Coney  Island  avenue  near  the  intersection  of  Bright- 
water  court;  that  an  existing  sign  shall  be  removed  and 
no  sign  erected,  except  a  neat  sign  at  the  entrance  not 
over  fifteen  square  feet  in  area  and  attached  to  the  fence 
advertising  the  parking  and  storage  use ;  that  any  lights 
for  general  illumination  shall  be  on  post  standards  wit 
metal  reflectors,  so  placed  as  to  reflect  away  from  the 
adjoining  residential  occupancies;  that  ample  aisles  shah 
be  maintained  at  all  times  to  provide  ready  exit  and  en; 
trance;  that  concrete  or  wood  bumpers  shall  be  locatec 
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nside  the  fence  lines  and  within  four  feet  thereof,  ex- 
cpt  along  Coney  Island  avenue  and  Brightwater  court, 
'here  the  grade  of  the  street  is  at  least  four  feet  above 
lie  portion  of  the  parking  space;  that  such  portable  fire 
ghting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct;  that  no  automobile  shall  be  parked 
dthin  ten  feet  of  the  northerly  side  of  Riegelman  board- 
alk  or  buildings  lacing  thereon ;  that  all  permits  shall 
e  obtained  and  all  work  involved  completed  within  two 
lonths  from  the  date  of  this  amended  resolution;  that 
o  certificate  of  occupancy  shall  be  issued  until  work  has 
,een  completed  in  compliance  with  the  conditions  of  this 
^solution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
S-39-A. 

PPLICANT  John  Arthur  Rofrano,  for  John  A.  Alex¬ 
ander,  lessee. 

LBJEC1  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

REMISES  AbFECTED — 402-414  East  105th  street,  south 
side,  100  ft.  east  of  First  avenue  and  403-415  East 
iOdth  street  (Block  No.  1698,  Lot  No.  5),  Borough 
of  Manhattan.  & 

PPEARAN  CES — 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

CTION  OF  BOARD — Laid  over  to  April  25,  1939,  at  2 
p.  m.,  applicant  to  be  notified. 


6-39-A. 

PPLICANT — William  Svoboda,  owner. 

OBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

REMISES  AFFECTED — 146-03  111th  avenue,  north 
side  DO  ft.  west  of  147th  street  (Block  No.  2747 

fPEARANCES— ’  ^amaica’  Borough  of  Queens. 

Applicant :  William  Svogoda. 

VTION  OF  BOARD— Laid  over  to  April  25,  1939,  at  2 
p.  m.,  applicant  to  file  decision  of  the  borough 
superintendent. 


S-39-A. 

fPLICANT— Henry  Nordheim,  for  Emma  Grossl 
owner.  '  ’ 

'  EJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings.  S  V 

SLS  AFFECTED  1999  Gleason  avenue,  north 
s'dne>  1T°°  west  of  Pugsley  avenue  (Block  No. 

-pearances-0'  55)'  Borough  of  The  Bronx- 

For  Applicant:  Henry  Nordheim. 

For  Administration:  M.  Thiede,  Department  of 
and  Buildings. 

TION  OF  BOARD— Laid  over  to  June  6,  1939,  at  2 
P-  m.,  pending  act  by  the  Legislature. 


i-39-A. 

■  RTFrTNT~Ph,iHrp  Freshman>  for  Joseph  Zito,  owner. 
ojc.L.1— Appeal  from  a  decision  of  the  acting  borough 
....superintendent  of  buildings. 

PAUSES  AFFECTED — 345  Westminster  road,  east 
tVio’  i55  “•  north  o£  Cortelyou  road  (Block  No. 
PEARANCES—0'  90)1  Borough  of  Brooklyn. 

APPlicant :  Peter  Collins. 

'  E  VOTE— B0ARD— Appeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh .  4 


Negative  .  g 

Absent  .  g 

THE  RESOLUTION— 

(262-39-A) 

£,XYHifrREA?’  Philip  Freshman,  for  Joseph  Zito,  owner, 
filed  March  1,  1939,  an  appeal  from  a  decision  of  the 
acting  borough  superintendent  of  buildings,  affecting 
premises  345  Westminster  road,  east  side,  155  ft.  north  of 
Cortelyou  road  (Block  No.  5143,  Lot  No.  90),  Borough 
of  Brooklyn;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  on  Alt.  Application  No.  15195-38,  dated  April  5 
1939,  reads : 

“1.  Changing  occupancy  from  one  family  to  two 
families  in  frame  bldg.,  with  living  rooms  on  more 
than  two  floors,  is  contrary  to  Section  2. 1.3.5  and 
Section  8.7.2.1  of  Bldg.  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  50  ft.  by  100 
ft.  in  area  located  in  a  residence  use  “E”  area  district, 
on  which  is  a  building  two  stories  and  attic  (30  ft.)  in 
height,  23  ft.  by  42  ft.  in  area,  of  frame  construction; 
erected  in  1906  and  occupied  as  a  one-family  dwelling;  it 
is  proposed  to  occupy  the  building  as  follows:  1st  and 
2nd  floor — one  family;  attic — one  family;  total,  two 
families  throughout;  and 

Whereas,  Violation  No.  4 723-38  was  issued  September 
14,  1938,  affecting  these  premises;  and 
Whereas,  the  applicant  contends  it  is  proposed  to  erect 
a  stud  and  plaster  partition  on  the  attic  floor,  to  install 
new  combination  sink  and  tub  and  gas  range  to  create  a 
kitchen ;  that  on  2nd  floor  a  new  window  2  ft.  by  4  ft. 
between  stop  beads,  will  be  installed;  and 

Whereas,  the  applicant  contends  further  that  the  owner 
now  finds  that  the  arrangement  of  the  /structure  is  far  in 
excess  of  his  immediate  requirements ;  that  the  attic  rooms 
have  not  been  used  for  many  years;  that  it  is  proposed 
to  convert  the  attic  for  an  additional  family,  so  that  the 
burden  of  the  upkeep  will  be  lightened. 

Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent  on  Alteration  Application  No.  15195-38  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted,  permitting  the  building  under  appeal  to  be 
occupied  for  not  more  than  two  families,  one  to  occupy 
the  first  and  second  floors  and  one  family  on  the  attic 
story,  on  condition  that  an  agreement  shall  be  signed  by 
the  owner  and  filed  with  the  borough  superintendent, 
stating  that  the  building  at  no  time  will  be  occupied  by 
more  than  two  families;  that  the  building  shall  not  be 
increased  in  height  or  area;  that  there  shall  be  an  addi¬ 
tional  exit  from  the  attic  story,  which  may  be  an  exterior 
steel  ladder  or  fire  escape,  reaching  to  a  platform  at  the 
second  story  level  and  thence  by  a  counterbalanced  or 
drop-ladder  to  grade ;  that  the  lot  shall  not  be  reduced  in 
area;  that  in  all  other  respects,  the  building  shall  comply 
with  all  requirements  for  frame  construction  outside  the 
fire  limits. 


300-39-A. 

APPLICANT — Eis  Manufacturing  Co.,  for  Schwarz  Auto 
Parts  Co.,  Inc.,  lessee. 

SL1BJECT — Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 1365  Jerome  avenue  (Macombs 
road),  west  side,  170  ft.  south  of  West  170th 
street  (Block  No.  2856,  Lot  No.  20),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  E.  Schwarz. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh .  4 


575 


MINUTES 


Negative  .  ~ 

Absent  .  ^ 

THE  RESOLUTION— 

(300-39-A) 

Whereas,  Eis  Manufacturing  Co.,  for  Schwarz  Auto 
Parts  Co.,  Inc.,  lessee,  filed  February  3,  1939,  an  appeal 
from  a  decision  re.  an  order  of  the  fire  commissioner, 
affecting  premises  1365  Jerome  avenue  (Macombs  road), 
west  side,  170  ft.  south  of  West  170th  street  (Block  No. 
2856,  Lot  No.  20),  Borough  of  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  9218- 
C,  dated  October  19,  1937,  reads : 

"1.  Discontinue  the  manufacture  of  an  inflammable 
or  combustible  mixture  on  these  premises.  Section 
130,  Chapter  10,  Code  of  Ordinances.” 

and  .  .  £ 

Whereas,  said  order  was  referred  to  in  a  decision  ot 
the  fire  commissioner,  dated  March  2,  1939;  and 
Whereas,  the  building  is  75  ft.  by  112  ft.  6  in.  in  area, 
1  story  (18  ft.)  in  height,  of  non-fireproof  construction, 
erected  in  1922,  located  in  an  unrestricted  use  district  and 
occupied  as  a  store,  office  and  factory  for  brake  parts  and 
hydraulic  brake  fluid,  40  persons ;  and 

Whereas,  this  building  was  tlie  subject  of  an  applica¬ 
tion  for  variation  of  the  labor  law  under  Cal.  No.  209-38-S, 
granted  by  the  board,  April  5,  1938;  and 

Whereas,  at  the  time  the  order  was  placed  by  the  fire 
commissioner,  the  manufacture  of  the  inflammable  and 
combustible  mixtures  in  question  was  conducted  on  the 
second  story  of  the  section  of  the  building  at  the  rear, 
facing  on  Inwood  avenue,  which  was  occupied  as  a  storage 
garage  on  the  first  story;  and 

Whereas,  the  manufacture  of  the  inflammable  or  com¬ 
bustible  mixtures  has  since  been  removed  to  the  section 
of  the  building  fronting  on  Jerome  avenue,  which  is 
separated  from  the  section  at  the  rear  by  a  12  inch  fire 
wall,  equipped  with  self-closing  fireproof  doors  at  open¬ 
ings;  and 

Whereas,  the  applicant  contends  that  underground  stor¬ 
age  tanks  have  been  provided  as  shown  on  the  plans,  for 
the  storage  of  the  material  used  for  the  hydraulic  brake 
fluid;  that  a  fireproof  mixing  room  will  be  installed  as 
shown  on  the  plans;  that  a  modification  of  the  order 
should  be  granted,  in  view  of  the  fact  that  the  use  is  only 
technically  in  a  garage  building. 

Resolved ,  that  the  order  of  the  fire  commissioner,  No. 
9218-C,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  manu¬ 
facture  of  the  combustible  mixture  shall  be  carried  on 
solely  in  that  section  of  the  building  facing  Jerome  avenue, 
separated  from  the  balance  of  the  building  with  a  masonry 
fireproof  wall  running  continuously  from  floor  to  roof ; 
that  all  openings  therein  shall  be  protected  by  approved 
fireproof,  self-closing  doors  and  that  the  materials  shall 
be  mixed  within  a  fireproof  enclosure  as  proposed,  having 
a  6-inch  concrete  floor  directly  on  grade ;  and  that  in  all 
other  respects  all  laws,  rules  and  regulations  shall  be 
complied  with  as  well  as  the  requirements  of  the  fire 
commissioner. 


309-39- A. 

APPLICANT— John  D.  Anderson,  for  National  Gypsum 
Company,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— East  side  of  Cabot  street, 
205.92  ft.  south  of  Oak  Point  avenue  (Block  No. 
2605,  Lot  No.  350),  Borough  of  The  Bronx  (under 
section  35,  general  city  law :  Re  bed  of  mapped 
street). 

APPEARANCES— 

For  Applicant:  John  D.  Anderson  and  L.  R.  San¬ 
derson. 

For  Administration :  M.  Thiede,  Dept,  of  Housing 
and  Buildings. 


ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(309-39-A) 

Whereas,  John  D.  Anderson,  for  National  Gypsui 
Company,  owner,  filed  March  13,  1939,  an  appeal  from 
decision  of  the  borough  superintendent  of  buildings,  rela 
five  to  a  request  for  permission  to  erect  a  proposed  builc 
ing  in  the  bed  of  a  mapped  street  pursuant  to  section  3 
of  the  General  City  Law,  affecting  premises:  East  sia 
of  Cabot  street,  205.92  ft.  south  of  Oak  Point  avenu 
(Block  No.  2605,  Lot  No.  350),  Borough  of  The  Bronx 
and 

Whereas,  the  decision  of  the  borough  superintender 
on  alteration  application  No.  77-1939,  dated  February  2 
1939,  reads : 

“2.  Metal  buildings  over  30  ft.  0  in.  high  are  ur 
lawful.  (Sec.  4.2.1  C26-254).  Building  should  be  c 
fireproof  construction.  State  entire  area  of  buildinj 
(Sec.  4.2.2  and  4.2.3) 

4.  Enclosure  walls  should  have  4  hour  rating  an 
floors  should  have  3  hour  rating.  Show  clearly  tl 
height,  materials  and  thickness  of  all  walls.  Sho- 
details  of  floor  slabs  itemizing  dead  loads  and  statin 
size ;  spacing  and  area  of  steel  reinforcement. 

7.  Building  is  not  permitted  in  bed  of  a  conten 
plated  street.  (Sec.  35  General  City  Law ) .  File 
correct  plot  diagram  showing  location  of  all  buildinj 
on  plot.” 

and 

Whereas,  the  premises  consist  of  a  plot  675  ft.  by  2- 
ft.  in  area  on  which  there  is  an  existing  three  story  met: 
building,  77  ft.  in  height,  60  ft.  by  78  ft.  in  area,  occupie 
for  manufacture  of  gypsum;  it  is  proposed  to  extend  thi 
building  an  additional  21  ft.  by  75  ft.  and  20  ft.  by  30  f 
the  extension  being  in  the  bed  of  a  mapped  street;  and 

Whereas,  the  applicant  has  filed  a  communication  date 
March  16,  1939,  addressed  to  the  owner  and  signed  by  tl 
commissioner  of  borough  works,  Borough  of  ihe  Bron. 
advising  that  there  is  no  projected  plans  at  this  tun 
either  to  vest  title  or  to  physically  improve  the  street  i 
question,  and  that  there  is  no  necessity  for  the  openn: 
of  the  street,  as  there  is  convenient  access  to  the  watei 
and 

Whereas,  the  applicant  contends  that  the  present  built 
ing  was  erected  in  1928  and  has  a  structural  steel  fran 
galvanized  corrugated  sheet  metal  siding,  ventilated  ste 
sash,  gypsum  slab  roof  and  operating  floors  or  platforn 
of  checkered  steel  and  reinforced  concrete  slabs;  that  tl 
building  is  supported  on  concrete  filled  steel  piles  wit 
concrete  caps;  that  the  proposed  extension  will  be  in  tw 
parts,  one  of  which  will  be  21  ft.  by  75  ft.  in  area  and  tl 
other  20  ft.  by  30  ft.  in  area;  that  a  portion  of  the  pr< 
posed  extension  will  be  of  similar  construction  to  tl 
existing  building  and  the  other  portion  will  be  substantial 
the  same,  except  that  the  housing  will  be  supported  1 
storage  bins  which  will  be  constructed  of  rolled  steel  plati 
set  on  columns,  set  on  concrete  steel  piles ;  that  the  desig 
of  the  proposed  building,  so  that  its  height  will  not  excel. 
30  ft.,  is  impractical  and  to  require  it  to  be  fireproof,  wi 
be  an  undue  hardship  and  that  permission  is  request! 
to  construct  the  proposed  extension  in  the  bed  of  tl 
mapped  street. 

Resolved ,  that  the  decision  of  the  borough  superintei 
dent  on  alteration  application  No.  77-1939  be  and  it  her1 
by  is  modified  and  that  the  appeal  be  and  it  hereby 
granted  under  the  powers  given  to  the  board  under  sectic 
35  of  the  General  City  Law,  to  permit  buildings  as  Pr< 
posed  herein  to  be  erected  within  the  bed  of  Cabot  strec 
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on  condition  that  in  the  event  the  City  of  New  York 
should  acquire  Cabot  street,  for  street  opening  purposes, 
that  the  building  shall  be  removed  at  the  owner’s  expense; 
that  the  building  shall  be  constructed  in  accordance  with 
the  plans  hied  with  the  borough  superintendent  and  shall 
not  exceed  in  height  and  area  the  dimensions  shown  there¬ 
in;  that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  year  from  the  date  of  this 
resolution. 


321-39-A. 

APPLICANT — Clayton  G.  Shirkey,  for  Seaside  Improve¬ 
ment  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— Rear  of  301-305  Beach  101st 
street  and  northwest  corner  of  L.I.R.R.  and  Beach 
101st  street  (Block  No.  586,  part  of  Lot  No.  65), 
Rockaway  Beach,  Borough  of  Queens. 
APPEARANCES— 

P  or  Applicant :  Clayton  G.  Shirkey  and  E.  W. 
Schilling. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OP'  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


jPHE  RESOLUTION— 

(321-39-A) 

Whereas,  Clayton  G.  Shirkey,  for  Seaside  Improvement 
Company,  owner,  filed  March  14,  1939,  an  appeal  from 
iecisions  of  the  borough  superintendent  of  buildings 
iffecting  premises:  rear  of  301-305  Beach  101st  street  and 
lorthwest  corner  of  Long  Island  Railroad  and  Beach  101st 
Street  (Block  586,  part  of  Lot  No.  65),  Rockaway  Beach, 
Borough  of  Queens;  and 

Whereas,  the  decisions  of  the  borough  superintendent, 
>n  B.N.  Application  Nos.  220,  221  and  223-1939,  dated 
darch  10,  1939,  read: 

“The  moving  of  a  frame  building  located  within 
the  fire  limits  to  another  site  also  within  the  fire 
limits,  is  contrary  to  Order  of  May  26,  1938,  as  issued 
by  Borough  Superintendent.” 
nd 

Whereas,  these  buildings  are  part  of  a  group  of  seven 
uildings  which  are  to  be  moved  to  the  site  as  shown  on 
Ians  filed  with  this  appeal.  Each  building  will  be  1  story, 
2  ft.  in  height,  14  ft.  by  22  ft.  in  area,  of  Class  4  con¬ 
duction,  located  in  an  unrestricted  use  “A”  area  district 
nd  occupied  as  summer  bungalows,  4  persons  each;  and 
Whereas,  the  applicant  contends  that  the  existing  build- 
igs  are  summer  bungalows  in  good  condition  and  must  be 
loved  or  demolished,  to  allow  grade  elimination  work 
n  the  Long  Island  Railroad  and  also  to  make  room  for 
roposed  station  on  part  of  ground  now  occupied  by  exist- 
ig  buildings.  It  is  proposed  to  move  these  buildings  to 
ie  opposite  side  of  the  same  street,  which  is  owned  by 
ie  present  owner  and  that  the  buildings  existing  on  the 
te  are  of  the  same  character. 

Resolved,  that  the  decisions  of  the  borough  superinten- 
-nt,  on  B.N.  Application  Nos.  220,  221  and  223  of  1939, 

-  and  they  hereby  are  modified,  and  that  the  appeal  be 
.id  it  hereby  is  granted,  permitting  the  relocation  of 
'listing  buildings,  on  condition  that  the  buildings  shall 
pt  be  increased  in  height  or  area  and  shall  not  be  located 
sarer  than  8  ft.  1  in.  from  the  other,  and  in  all  other 
spects  shall  comply  with  all  laws,  rules  and  regulations 
ivermng  the  construction  of  frame  buildings  outside  of 
‘e  fire  limits. 


322-39-A. 

APPLICANT— -Clayton  G.  Shirkey,  for  Seaside  Improve¬ 
ment  Company,  owner. 

SUBJECT  Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— Rear  of  309,  311,  313  and  317 
Beach  101st  street  and  northwest  corner  of  L.I.R.R. 
and  Beach  101st  street  (Block  No.  586,  part  of  Lot 
No.  65),  Rockaway  Beach,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Clayton  G.  Shirkey  and  E.  W. 
Schilling. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  q 

Absent  .  q 

THE  RESOLUTION— 


(322-39-A) 

Whereas,  Clayton  G.  Shirkey,  for  Seaside  Improvement 
Company,  owner,  filed  March  14,  1939  an  appeal  from 
decisions  of  the  borough  superintendent  of  buildings 
affecting  premises:  rear  of  309,  311,  313  and  317  Beach 
101st  street  and  northwest  corner  of  Long  Island  Railroad 
and  Beach  101st  street  (Block  No.  586,  part  of  Lot  No. 
65),  Rockaway  Beach,  Borough  of  Queens;  and 

Whereas,  the  decisions  of  the  borough  superintendent 
on  B.N.  Application  Nos.  224,  227,  228  and  229-1939,  dated 
March  10,  1939,  read: 

“The  moving  of  a  frame  building  located  within 
the  fire  limits  to  another  site  also  within  the  fire 
limits,  is  contrary  to  order  of  May  26,  1938  as  issued 
by  Borough  Superintendent.” 

and 

Whereas,  these  buildings  are  part  of  a  group  of  seven 
buildings  which  are  to  be  moved  to  the  site  as  shown  on 
plans  filed  with  this  appeal.  Each  building  will  be  1  story, 
12  ft.  in  height,  14  ft.  by  22  ft.  in  area,  of  Class  4  con¬ 
struction,  located  in  an  unrestricted  use  “A”  area  district 
and  occupied  as  summer  bungalows,  4  persons  each;  and 

Whereas,  the  applicant  contends  that  the  existing  build¬ 
ings  are  summer  bungalows  in  good  condition  and  must 
be  moved  or  demolished,  to  allow  grade  elimination  work 
on  the  Long  Island  Railroad  and  also  to  make  room  for 
proposed  station  on  part  of  ground  now  occupied  by  exist¬ 
ing  buildings.  It  is  proposed  to  move  these  buildings  to 
the  opposite  side  of  the  same  street,  which  is  owned  by 
the  present  owner  and  that  the  buildings  existing  on  the 
site  are  of  the  same  character. 

Resolved,  that  the  decisions  of  the  borough  superinten¬ 
dent,  on  B.N.  Applic.  Nos.  224,  227,  228  and  229  of  4939, 
be  and  they  hereby  are  modified,  and  that  the  appeal  be 
and  it  hereby  is  granted,  permitting  the  relocation  of 
existing  buildings,  on  condition  that  the  buildings  shall 
not  be  increased  in  height  or  area  and  shall  not  be  located 
nearer  than  8  ft.  5  in.  from  the  other,  and  in  all  other 
respects  shall  comply  with  all  laws,  rules  and  regulations 
governing  the  construction  of  frame  buildings  outside  of 
the  fire  limits. 


360-39-A. 

APPLICANT — William  Shary,  for  the  Estate  of  Michael 
Harrison  and  Cecelia  A.  Pulleyn,  surviving  trustee, 
owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 206  East  52nd  street,  south 
side,  100  ft.  east  of  Third  avenue  (Block  No.  1325, 
Lot  No.  50),  Borough;  of  Manhattan. 

APPEARANCES— 
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For  Applicant :  William  Shary  and  Ernest  A. 
Zeimer. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(360-39-A) 

Whereas,  William  Shary,  for  the  Estate  of  Michael 
Harrison  and  Cecelia  A.  Pulleyn,  surviving  trustee,  own¬ 
ers,  filed  on  March  23,  1939,  an  appeal  from  a  decision 
of  the  borough  superintendent  of  buildings,  affecting 
premises  206  East  52nd  street,  south  side,  100  ft.  east  of 
Third  avenue  (Block  No.  1325,  Lot  No.  50),  Borough  of 
Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
on  Alt.  Application  No.  3702-38,  dated  March  21,  1939, 
reads : 

“I.  Stable  for  not  more  than  five  horses  may  not 
be  converted  to  a  repair  shop.  Zoning  Resolution 
Article  4  Section  6B.  Reconsideration  denied. 

2.  One  of  the  occupants  of  the  upper  floors  should 
be  the  owner  or  tenant  of  the  repair  shop  (if  cars 
are  housed  over  night)  or  an  employee  of  the  owner 
or  tenant.  Egress  from  the  upper  floors  must  comply 
with  Section  19.67  Administrative  Code. 

3.  Building  should  be  fireproof,  4.2.1  Building 
Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  20  ft.  by  100 
ft.  5  in.  in  area,  located  in  a  residence  use  “B”  area  dis¬ 
trict,  upon  which  there  is  a  3-story  non-fireproof  building 
38  ft.  in  height,  20  ft.  by  82  ft.  in  area;  erected  in  1892 
and  occupied:  1st  floor — stable  with  6  stalls;  2nd  floor — 
dwelling,  one  family  and  carriage  storage ;  3d  floor — 
dwelling  for  1  family;  proposed  to  be  occupied  as  follows: 
1st  floor — motor  vehicle  repair  shop,  5  persons;  2nd  floor 
— dwelling  for  1  family;  3d  floor — dwelling  for  1  family; 
and 

Whereas,  zoning  violation  No.  42  of  1938  was  issued 
November  4,  1938,  directing  the  discontinuance  of  the  use 
of  the  1st  floor  as  a  motor  vehicle  repair  shop;  and 

Whereas,  order  No.  15642-LC  was  issued  by  the  fire 
commissioner  January  23,  1939,  refusing  to  issue  a  permit 
for  maintenance  of  a  motor  vehicle  repair  shop  as  re¬ 
quested  by  the  applicant;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1892  to  be  occupied  as  a  stable  with  six  stalls 
on  the  first  floor  and  as  a  dwelling  for  one  family  and 
carriage  storage  on  the  second  floor;  that  in  1901  the  3d 
story  was  added  for  dwelling  use;  that  until  May  1,  1938, 
the  first  floor  was  used  for  storing  and  repairing  auto 
trucks  and  express  and  storage  warehouse ;  that  since 
July  27,  1938,  the  first  floor  has  been  occupied  as  a  motor 
vehicle  repair  shop;  that  as  to  objection  No.  1  of  the 
borough  superintendent’s  decision  new  building  applica¬ 
tion  No.  258-92  indicates  a  stable  with  six  stalls  on  the 
first  floor  and  permission  is  requested  to  change  the  occu¬ 
pancy  of  the  first  floor  to  motor  vehicle  repair  shop  under 
section  6  (b)  par.  3  of  building  zone  resolution ;  that  as 
to  objection  No.  2,  two  upper  floors  are  provided  with 
secondary  means  of  egress  by  a  fire  escape  at  rear  of 
building;  that  one  of  the  occupants  will  be  the  tenant  of 
the  repair  shop  or  an  employee  of  the  owner  or  tenant; 
that  as  to  objection  No.  3,  the  building  is  only  1440  square 
feet  in  area  and  there  is  no  cellar ;  the  repair  shop  floor 
is  of  concrete,  ceiling  and  partitions  on  1st  floor  are 
covered  with  inch  plaster  board  and  26  gauge  metal ; 
and 

Whereas,  in  the  opinion  of  the  board,  the  change  from 


a  stable  for  more  than  five  (5)  horses,  which  is  a  pro¬ 
hibited  use  in  a  residence  district,  to  an  automobile  repair 
shop,  which  is  a  prohibited  use  in  a  residence  district,  is 
permitted  under  article  4,  section  6b,  paragraph  3,  pro¬ 
vided  the  building  is  not  increased  in  height  or  area  and 
no  structural  alterations  are  made  within  the  building; 
and 

Whereas,  the  applicant  contends  no  structural  altera¬ 
tions  have  been  made. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  Alt.  Applic.  No.  3702-38,  objection  No.  1,  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  ceiling  throughout  shall 
be  fire-retarded  in  accordance  with  the  rules  of  the  Board 
of  Standards  and  Appeals  and  that  in  all  other  respects, 
the  building  shall  comply  with  all  requirements  of  the 
administrative  code,  except  that  the  building  need  not  be 
constructed  fireproof. 


364-39-A. 

APPLICANT — Robert  C.  Zeissler,  for  McCrory  Stores 
Corporation,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 163-19  to  163-23  Jamaica 
avenue,  north  side,  118  ft.  6  in.  west  of  164th  street 
(Block  No.  9793,  Lot  No.  7),  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Robert  C.  Zeissler. 

For  Administration:  Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(364-39-A) 

Whereas,  Robert  C.  Zeissler,  for  McCrory  Stores  Cor¬ 
poration,  lessee,  filed  on  March  23,  1939,  an  appeal  from 
an  order  and  decision  of  the  fire  commissioner,  affecting 
premises  163-19  to  163-23  Jamaica  avenue,  north  side,  118 
ft.  6  in.  west  of  164th  street  (Block  No.  9793,  Lot  No. 
7),  Jamaica,  Borough  of  Queens;  and 
Whereas,  Order  No.  2173-LF,  dated  January  20,  1939, 
reads : 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building  having  at  least 
one  source  of  water  supply,  arranged  and  equipped 
as  provided  in  Article  16,  Administrative  Code.” 

and 

Whereas,  said  order  was  rescinded  and  superseded  by 
order  of  fire  commissioner  No.  2495-LF ;  and 
Whereas,  Order  No.  2495-LF  dated  March  27,  1939, 
reads • 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  in  cellar  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  provided 
in  Article  16,  Administrative  Code.” 

and 

Whereas,  the  building  is  two  stories  (31  ft.)  in  height, 
75  ft.  by  100  ft.  in  area,  of  non-fireproof  construction; 
located  in  a  business  use,  “C”  area  district ;  erected  in  1931 
and  occupied:  basement — salesroom;  1st  floor — same; 
2nd  floor — stockroom,  25  persons ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  a  non-automatic  sprinkler  system  in  the  basement 
only,  with  a  3-inch  Siamese  connection  on  the  outside  of 
the  building. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
2495-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
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'  ^ndf  11  !}e:iby  1S,  granted  on  condition  that  there  shall 
°  .“^tailed  throughout  the  cellar,  a  non-automatic  dry 
irinkler  system,  complying  with  the  requirements  of  the 
Hiding  code  therefor,  except  that  the  automatic  alarm 
>Cd  4n?ro?e.  installedi  that  the  sprinkler  heads  may  be 
iaced  2a  /0  m  excess  of  the  requirements ;  that  all  fittings 
.d  hangers  shall  be  of  malleable  iron;  that  all  horizontal 
les  may  be  close  to  the  ceiling  with  proper  pitch  and  \VA 
ch  drain  and  with  heads  pendant;  that  there  shall  be  a 
igle  hose  inlet  of  approved  type  on  the  exterior  of  the 
Hiding,  at  least  10  inches  above  the  sidewalk  and  that 
•e  cap  of  this  hose  inlet  and  sign  stating  area  covered, 

:  all  be  painted  aluminum. 


i 2-26- A. 

.PPLICANT— Gorman  R.  Scully,  for  Phoenix  Metal  Cap 
Lo.,  owner. 

JBJECT  Application  for  consideration — reopening  and 
amendment— re  Appeal  from  an  order  and  a  de¬ 
cision  of  the  fire  commissioner. 

^  MInE^i^ffTED_3718’3728  14th  avenue  and 

T  :  XT  Jtreet’  northeast  corner  (Block  No. 
^PEARANTCES— °"  45  ’  B°roUgh  of  Brooklyn. 

:  Gorman  R.  Scully. 

^TION  OF  BOARD— Appeal  reopened  and  resolution 
amended. 

!ITION— :  T0  RE0PEN  AND  AMEND  resolu- 

Affirmative:  Chairman  Murdock,  Commission¬ 
er  i,avage  and  Blum  and  Assistant  Chief 
Walsh .  a 

Negative  . ’  . .  ^ 

Absent  . . .  0 

-IE  RESOLUTION— 

1  (522-26- A) 

Vr  here  as,  this  appeal,  affecting  premises  3718-3728  14th 

5300anT  3Sh  Streut’  northeast  comer  (Block 

>  5300  Lot  No.  45)  Borough  of  Brooklyn,  was  granted 

,;h,e,b°ard  SePtember  30,  1926,  on  certain  conditions 
nded  October  24,  1933,  and  owner  requested  a  further 
nndment  of  the  resolution. 

.Vjofocd  that  the  resolution  of  the  board  adopted  on  Sep- 

hat  fs’  pmw  aP1.ended  October  24,  1933,  be  amended, 
nat  as  amended  this  resolution  will  read: 

(NfTsSSV?^  order  of  the  fire  commissioner 
(No.  75°°8-F)  be  and  it  hereby  is  modified  and  the  ap- 
peal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  be  equipped  throughout  with  a  sprinkler 
system  meeting  all  the  requirements  of  the  sprinkler 
rules  adopted  by  the  board  of  standards  and  appeals  for 
an  existing  installation  except  that  for  the  purpose  of 

ofewatern?na+F'IOCk’  ^  t0  e?UaIize  Pressure,  the  amount 
theTailM?6  PTssure  tank  may  occupy  four-fifths  of 
eventvfi  h  311  pres?VI\e  °,f  slxtY  pounds  instead  of 
,ntrfiVe/°U"ds’  pr.°7ded  the  gauges  and  level  mark 
shall  be  readjusted  to  indicate  these  levels  and  pressure- 

Eht  nr°  °ng  asntht  bui!ding  sha11  not  be  increased  in 
aeight  or  area  and  that  the  use  and  occupancy  of  the 

“  -eta!  products  shaH  remain  s„b! 

ronH  r  7  liachanpd  and-  also,  granted  specifically  on 
condition  that  the  modification  of  sprinkler  system 
aramed  herein  shall  „ot  be  considered^  a  precede™ 

tondhfon  may°exl'st  S'milar  SyStemS  WherC  an  air-'ock 

■3ff°}Ved  further>  than  in  the  event  the  owner  de¬ 
link  ma\nheVe  ^  j55’000  fiaUon  gravity  tank,  such 
mintnZ  J  removed,  provided  the  pressure  tank  is 

o  the  sati7ndr  he  T\T  c  maintain^  throughout, 
addition  n  tl0Jl  .°f  the  fire  commissioner,  and  in 

halt  be  inZTled.”  SUpPh  fr0m  the  *treet 

-A.  ' 

LICANT— Beard’s  Erie  Basin,  Inc.,  owner. 


SUBJECT— Application  for  consideration-reopening  and 
amendment  re  Appeal  from  an  order  of  fe  fire 
commissioner.  e  nre 

PREMISES  AFFECTED-Erie  Basin  Breakwater  be- 
No  rnT  ?axiin  ai\d  upper  New  York  Bay  (Block 

appearances-  ough  of  Brooklyn- 

A  fTTh  xt  °  rAr'P^r!  Fdward  Hanman,  Jr. 

0  amended  ~ApPeal  reopened  a”d  resolution 

THtion-E  T°  reopen  AND  amend  RESOLU- 

Affirmative :  Chairman  Murdock,  Commission- 

Walsh Vage  and  B  Um  and  Assistant  Chief 

Negative  .  .  ^ 

Absent  .  .  d 

THE  RESOLUTION— 

(75-32- A) 

t 

preirhses  rErieaBasin "Breakwater" between^Eri^^asIn^and 

oughof  Bj„„Ih,r„k;  and  (B‘°Ck  N°'  6‘3’  L°'  N°'  »,  Bor- 

,ry  27^32  (re  Ortr  ***  ^ 

1.  Provide  yard  hydrants  throughout  the  entire 
Appeal” PCr  rU‘eS  °f  ,he  Boar<l  °f  Standards  and 
and 

w  f  a  lumber  ^rd,  ‘otal  of  200  persons  r  and 

heeeas,  the  appellant  claims  the  premises  are  located 

yard  "hydrant  »*“ 

3-inch  branches)  fed  thrS"?  tTilT 

mtVC,tynma,,n  J*  fort>'  pounds  pressure,-  fhere  are  three 
existing  fire  hydrants  on  the  branch  lines  and  fill  f 

bucket  tanks  distributed  throughout  ^premises  "he  ag 
pellant  proposes  to  provide  three  additional  hydrants  alonj 
the  yard  mam  and  branch  at  proper  distances  r  g 

thermore,  the  appellant  contends"  the  premises  "UfbreuT 
cupied  the  same  as  at  present  since  1925 ;  and 

amendeJT/shalgread0)11^"”  ^  ^f^P^'^^f^^I^that'gs 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 

4ucf  additions  1t0fi  0l4eu  Na  92084-F>  °n  condition  that 
ich  additional  fire  hydrants  shall  be  installed  as  shall 

fnXlhari50Clr-tO,  tlK„W"0l,e  Pier  using  h^e  no! 

tnrv  4  4  c  ftj  length  and  at  a  position  satisfac- 
Se^1  Iwthn  ure  dePartment;  that  the  lumber  piles  on 
the  dock  shall  not  exceed  an  average  of  12  ft  in  height 

as  sho^ar;h°ef  fe  lumber  pilfs  sbaB  be  subs?aSy 
as  shown  on  the  plans  submitted  with  this  appeal  each 

P  e  of  lumber  to  be  separated  from  the  adjacent  pile 

by  a  driveway  not  less  than  18  ft.  in  width  •  that  die 

alT ""times  obf  dndT  ^  Sape.rv''sion  of  two  watchmen  at 
wPl!  of  the  day  and  night;  that  a  fire  alarm  box 

locited01ine<th0n  ^  5entraJ  °.ffitce  headquarters  shall  be 
n  efIStin§,  shed-  located  centrally  on  the 
pier ,  granted  only  so  long  as  the  general  surrounding 
conditions  remain  unchanged  and  that  such  additional 
fire  fighting  appliances  as  shall  be  required  bv  the  fire 
department  shall  be  installed.”  4  y  1  h  e 
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758-38-A. 

APPLICANT— Samuel  Rudy,  for  Swan  Realty  Corpora¬ 
tion,  owner.  .  .  , 

SUBJECT— Application  for  consideration— reopening  and 
rescindment  of  resolution  of  October  18,  193«— 
re  Appeal  from  an  order  and  a  decision  of  the  nre 
commissioner. 

PREMISES  AFFECTED— 341  Broadway,  west  side,  83 
ft.  5  in.  north  of  Worth  street  (Block  No.  173, 
Lot  No.  30),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Samuel  Rudy. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution  of 
October  18,  1938,  rescinded. 

THE  VOTE  TO  REOPEN  AND  RESCIND  RESOLU¬ 
TION  OF  OCTOBER  18,  1938—  .  . 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . .  ^ 

Negative  .  J; 

Absent  . u 

THE  RESOLUTION— 

(758-38-A) 

Whereas,  Samuel  Rudy,  for  Swan  Realty  Corporation, 
owner,  filed  on  August  30,  1938,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  341  Broadway, 
west  side,  83  ft.  5  in.  north  of  Worth  street  (Block  No. 
173,  Lot  No.  30),  Borough  of  Manhattan;  and 
Whereas,  Order  No.  921-LF,  issued  by  the  nre  commis- 

sioner  June  15,  1938,  reads :  .  . 

“L  Provide  an  automatic  thermostatic  fire  alarm 

system  with  direct  connection  to  the  Central  Office  of 

one  of  the  operating  companies  in  conjunction  with 
the  non-automatic  dry  sprinkler  system  now  installed 
in  sub-basement  of  premises.  Art.  16,  Chap.  26,  Ad¬ 
ministrative  Code.” 

and 

Whereas,  said  order  was  repeated  in  a  decision  issued 
by  the  fire  commissioner,  dated  August  1,  1938;  and 
Whereas,  the  building  is  5  stories  in  height,  of  non- 
fireproof  construction,  30  ft.  8  in.  by  150  ft.  in  area; 
equipped  with  a  sprinkler  system  in  sub-basement ;  located 
in  an  unrestricted  use  district ;  constructed  about  70  years 
ago ;  and  occupied  as  follows :  sub-cellar  storage  of  bed 
spreads  in  crates,  no  persons;  cellar— storage  of  bed 
spreads  in  crates,  3  persons;  1st  floor-office  and  sales¬ 
rooms,  8  persons;  2nd,  3rd,  4th  and  5th  floors  \acant, 

Whereas,  this  appeal  was  granted  by  the  board  October 
18,  1938,  on  certain  conditions  and  applicant  requested  a 
rescindment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  rescind  its  resolution  of  October  18,  1938,  in  view 
of  statement  by  applicant,  that  he  will  comply  with  the 
order  of  the  fire  commissioner,  No.  921-LF,  dajed  June 
15,  1938,  requiring  the  installation  of  an  automatic  ther¬ 
mostatic  fire  alarm  system  with  direct  connection  to  cen¬ 
tral  office,  in  conjunction  with  the  non-automadic  dry 
sprinkler  system  now  installed  in  the  sub-basement. 


298-39-A. 

APPLICANT— York  and  Sawyer,  for  Mrs.  Jean  Ferry, 
owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
amendment — re  Appeal  from  a  decision  of  the 
borough  superintendent  of  buildings. 

PREMISES  AFFECTED— 62  East  92nd  street,  south  side, 
153  ft.  3  in.  west  of  Park  avenue  (Block  No.  1503, 
Lot  No.  44),  Borough  of  Manhattan. 

APPEARANCES—  ^  tt 

For  Applicant :  Sherman  Baldwin,  C.  H.  Sim¬ 
mons,  Jr.,  and  J.  D.  Marder. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 


THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  ,  ,  _ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh . 4 

Negative . ® 

Absent  .  0 


THE  RESOLUTION— 

(298-39-A) 

Whereas  the  Corporation  of  the  Brick  Presbyterian 
Church  in  the  City  of  New  York,  for  Mrs.  Jean  Ferry, 
owner,  filed  March  9,  1939  an  appeal  from  a  decision  of 
the  borough  superintendent  of  buildings,  affecting  premises 
62  East  92nd  street,  south  side,  153  ft.  3  in.  west  of  Park 
avenue  (Block  No.  1503,  Lot  No.  44),  Borough  of  Man¬ 
hattan;  and  .  .  , 

Whereas,  the  decision  of  the  borough  superintendent, 

on  Alt.  Applic.  No.  392-39,  reads:  . 

“L  As  this  building  is  being  converted  into  a  public 
building,  same  must  be  of  fireproof  construction 
throughout,  Section  3.1.1.  (C-26-235.0  subdiv.  a),  new 
Building  Code  and  Administrative  Code.” 

Whereas,  the  building  is  5  stories  and  pent  house  (63 
ft.)  in  height,  31  ft.  10  in.  by  65  ft.  11  in.  in  area,  of  non- 
fireproof  construction,  erected  in  1923,  located  in  a  resi¬ 
dence  use  district,  occupied  as  a  private  residence,  to  be 
occupied  by  the  church  for  its  administration,  social  and 
welfare  work  with:  Cellar — service,  1  person;  mezzanine 
reception  and  administrative,  25  persons ;  2nd  floor— dining 
room  and  lounge,  50  persons ;  3rd  floor— library  and  con¬ 
ference  room,  50  persons;  4th  floor  same,  40  persons, 
5th  floor— studio,  40  persons;  pent  house— sun  room,  20 

persons ;  and  ...  , 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
replace  the  present  wood  open  stairway  with  a  legal  fire¬ 
proof  stairway  and  to  install  an  exterior  passage  connect¬ 
ing  this  building,  with  the  adjoining  church;  that  all 
ceilings  and  partitions  are  covered  with  metal  lath  and 
plaster ;  that  there  will  be  no  sleeping  rooms  in  the  build¬ 
ing;  that  it  is  proposed  to  erect  a  new  parish  house  on 
East  92nd  street  in  the  future  and  applicant  requests  per¬ 
mission  to  use  the  building  in  question,  until  such  proposed 
parish  house  is  erected ;  and  ,  , 

Whereas,  this  appeal  was  granted  by  the  board  Marc 
28,  1939  on  certain  conditions  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  March  28,  1939,  so  that  a. 
amended  the  resolution  shall  read : 

“Resolved,  that  the  decision  of  the  borough  super¬ 
intendent,  on  Alt.  Applic.  No.  392-39,  be  and  it  hereby 
is  modified ,  and  that  the  appeal  be  and  it  hereby  R 
granted  on  condition  that  the  construction  of  the  prst 
floor  above  grade,  where  not  already  fireproof  con¬ 
struction,  shall  be  fire-retarded  on  the  ceiling  with 
zvire  lath  and  cement  plaster,  complying  with  the  re¬ 
quirements  of  the  Board  of  Standards  and  Appear 
and  that  in  addition  there  shall  >  be  installed  through¬ 
out  the  cellar,  except  in  the  boilerroom  and  eleva  01 
machine  room,  a  sprinkler  system  connected  with  tin 
domestic  water  supply;  that  the  automatic  fire  alarn 
may  be  omitted  and  the  required  Siamese  from  tin 
street ;  that  the  heads  may  be  spaced  25  per  cen , 
greater  than  permitted  by  the  sprinkler  requirement: 
and  the  Building  Code;  that  the  hot  water  supply  pm 
shall  be  not  less  than  ll/2  inches  in  diameter;  that  tm 
heater  room  in  the  cellar  shall  be  enclosed  with  nr 
proof  walls,  with  fireproof  door ;  that  the  Pr°P° 
new  stairway  complying  with  the  requirements  o 
building  code,  shall  be  continued  from  the  lowest  ie 
to  and  through  the  roof ;  that  the  existing  dumbwaire 
shall  be  removed  above  the  2nd  floor  ceiling  and  P 
erly  fire-stopped  at  the  top  of  the  shaft  with  nrep 
material;  that  exit  from  the  roof  to  an  adjoin  , 
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building  shall  be  maintained;  and  that  this  modifica¬ 
tion  shall  continue  only  so  long  as  the  building  is  used 
in  conjunction  with  the  church  on  the  adjoining  clot 
at  East  91st  street  and  Park  avenue.” 

VARIATION  OF  LABOR  LAW 

56-38-S. 

APPLICANT  A.  C.  Lefante,  for  Andrew  Schirrmeister, 
owner. 

FRJECT  Application  for  consideration — reopening  and 
restoration  to  calendar,  having  been  previously 
withdrawn  re  \  ariation  of  the  labor  law  as  cited 
in.  a  decision  of  the  acting  borough  superintendent 
ot  buildings. 

REMISES  AFFECTED — 661-663  Broadway,  east  side, 

161  ft  10 %  in  south  of  Varet  street  (Block  No. 

PPEARAN CES— °"  5  ’  B°r0Ugh  of  Brooklyn. 

.  For  Applicant:  A.  C.  Lefante. 

CTION  OF  BOARD— Application  reopened  and  re- 
ierred  to  engineer  for  examination. 

HE  VOTE  TO  REOPEN— 

Affirmative.  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

W  alsh . ^ 

Negative .  ’  ’ .  0 

Absent  . .  ....  q 

APPLIANCES  SUBMITTED  FOR  APPROVAL 

U35-SA. 

'’PLICANT  Herman  Rodstein,  for  Vac-O-Vent  Com¬ 
pany,  owner. 

BJECT— Vac-O-Vent  Fill  Box  (Pressure  and  Vacuum 
Relief),  approval  of. 

i  PEARANCES — 

For  Applicant:  None. 

iTION  OF  BOARD — Application  withdrawn  upon  writ¬ 
ten  request  of  applicant. 

;:e  vote  to  withdraw— 

Affirmative:  Chairman  Murdock,  Commission-  and 

?TS  ,^ava^e  ar,d  Blum  and  Assistant  Chief 

Walsh .  a 

Negative  .  0 

Absent  . q 


tv.  „ 1  ,  ,roCleJs  ,a.re  the  Pressure  atomizing  gun 

type  and  the  Model  1G  consists  of  the  following  as¬ 
sembly:  Leland  1/6  H.P.  motor;  Webster  Fuel  Unit 
consisting  of  pump,  strainer  and  regulating  valve 
S  rocco  type  fan  and  a  Monarch  nozzle  of  a  capacity 
or  l.oo  to  2 Yz  gallons  per  hour. 

Controls-MinneapoHs  Honeywell  Protecto-Relay  R- 
11 7-3  and  Pressuretrol  L-404. 

Y?bster  transformer  110  to  10,000 

Jhi  111  •  her  m°-dds  are  the  same  as  above,  with 

the  following  exception: 

Model  2G  has  a  capacity  of  from  2  to  3^  gallons 

Model  Yg  ^  5  in-  X  3  in”  the  sa^e  as  "he 

Model  3G  has  a  1/6  H.P.  Motor.  Capacity  of  3  to 

10MoJTS4rei:  h°4Ur’  -an?  the  fan  is  71/2  in-  x  4  in- 
Model  4G  is  identical  with  the  Model  3G  with  the 

MPtrlT^r ai!  the  C/paci4y  is  from  5  to  10  gallons. 
Model  5G  has  a  H.P.  Motor,  Fan  5  in  x  8  in  and 

a  capacity  of  from  5  to  14  gallons  per  hour 

examined  Tk^  £pera,tion  ?f  a11  these  burners  were 
examined.  The  burner  under  test,  Model  1G  was 

°P  Ia  ed  W1+th  a  c°ld  combustion  chamber,  and  ok  two 
.uccessive  tests  the  controls  operated  and  shut  the 
mrner  down  in  90  and  92  seconds  respectively  The 
same  controls  are  used  throughout  on  all  five  models 

f  Pbe  bu?n^r  1G  wa?  then  Put  Into  normal  operation 
for  a  period  of  one  hour.  During  the  period  of  test 
lere  vvere  no  flare  backs  due  to  faulty  ignition  The 

tTp^  WflTtl0ne^  aS  designed,  and  examination  of 

undue  caSonSdepositCs°m  t!0n  Chamber  sh°wed  n° 

J  ^Sldt  ,of  this  inspection  and  test,  it  is  recom- 
meuded  that  the  Radiant  Oil  Burner,  Models  1G  2G 

ciai  in.Sf  tSG  be  aPprov.ed  f?r  domestic  and  commer- 
tlP  m  p  "I,  ^Vhen,installed  in  accordance  with 
ard^irf  A™61"  iRU  7  ad°Pted  bF  the  Board  of  Stand- 
?han  No  Appeals  when  used  with  fuel  oil  not  heavier 
tnan  J\o.  3,  U.  S.  Dept,  of  Commerce  standards. 


(37-SA. 

BBJCANT— Radiant  Utilities  Corporation,  owner. 
URL! —Application  for  reopening—  amendment— addi- 
tional  mimcs— Radiant  Oil  Burner,  Models  1G,  2G 
oH,  4G  and  5G.  ’ 

PEARANCES— 

irTnvr'0rM^PJ?llcant :  Jacob  G.  Goldberg. 

MON  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

TION— 1  T°  RE0PEN  AND  AMEND  RESOLU- 

Affirmative:  Chairman  Murdock,  Commission- 

,  age  and  Blum  and  Assistant  Chief 

Walsh .  A 

Negative  . ’  ’  ’  ’  . .  n 

Absent  . . .  0 

f  RESOLUTION— 

(265-37-SA) 

UuneA7  1 077  Radiarjt  Utilities  Corporation,  owner, 
W  a  arn  aPPhcation  with  the  Board  of  Stand- 

RadiarnPm  I  f°r  ap?J°\a!  °*their  device  known  as 
Radiant  Oil  Burner,  Models  1G,  2G,  3G,  4G  and  SG; 

^as  submitted  to  the  engineer  of 

lrtmednt  for  ?efDlV4S1°n  °f  Combustibles  of  the  Fire 
tment  for  test  and  report;  and 

■URbCSm?fPOr/  the  enginee.r  of  the  board,  supple- 
iiustihlp?  ,  °f  reP.resentatives  of  the  Division  of 
tables,  was  substantially  as  follows : 

0r  the  purpose  of  test,  the  Model  1G  was  selected. 


?q^™AS’  this.  device  was  approved  by  the  board  Tune 

tober926  TowT'"  Tkdltl£nS  and  resolution  amended  Oc- 
ober  26,  1937,  to  include  the  name  Henfes  Oil  Burner  and 

Lektro-matic  Oil  Burner,  Models  1G,  2G,  3G,  4G  and  5G 

nnd  aPPhcant  requests  permission  to  market’  the  burner 

Ameco.  1130165  r°W’  Nu‘Way’  Heat  and  Power  and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  device  known  as  the  Radiant  Oil 
Burner,  Models  1G,  2G,  3G,  4G  and  SG  for  domestU  and 
inst^Iations  when  installed  in  accordance  with 

peals°and  wffh"  tbU  el°f  the  Board  of  Standards  and  Ap- 
peats  and  with  the  above  report  and  when  used  with  fuel 

o  1  not  heavier  than  No.  3  U.  S.  Dept,  of  Commerce 

S^chli\oZJbhltl0n  that1,th]ere  shaH  be  permanently 
attached  to  each  burner  installed  a  label  reading: 

NOTICE 
Approved  by  the 

BOARD  OF  STANDARDS  AND  APPEALS 
For  use  in  New  York  City 
UNDER  CAL.  No.  265-37-SA. 

.,nt0' lfUd  further>  that  the  burner  may  also  be  marketed 
under  the  names  Henjes  Oil  Burner,  Lektro-matic  Oil 
Burner,  Arrow  Oil  Burner,  Nil-Way  Oil  Burner,  Heat  and 

ModecU  ?r  ?rm\er  Tr  0il  Burner>  each  wit^ 

lodcls  1 G,  2 G,  3G,  4 G  and  SG  on  condition,  that  under 

whichever  name  marketed,  the  burner  shall  comply  with 

all  the  requirements  of  this  resolution.  y 

559-38-SA.  ~ 

s’HPTJFrTNrA~^adiJnt  Utilities  Corporation,  owner, 
o  U  R J  EC  I  Application  to  reopen— amendment  of  resolu- 

APPEARANCeES-lant  011  Burner’  M°deI  M' 

For  Applicant:  None. 
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ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended.  .  „„„  tt 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION —  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  J 

Negative  .  n 

Absent  . 

THE  RESOLUTION— 

(559-38-SA) 

Whereas,  Radiant  Utilities  Corporation  owner,  filed 
Tune  30,  1938,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  device  known  as  Radiant 

Oil  Burner,  Model  2/M ;  and  ,  „  .  * 

Whereas,  this  device  was  submitted  to  the  Engineer  of 

the  board  for  test  and  report;  and  , 

Whereas,  the  report  of  engineer,  supplemented  by  that 
of  the  Division  of  Combustibles  of  the  Fire  Department, 

was  substantially  as  follows:  ,  , 

This  burner  was  installed  in  a  steam  boiler  tor  do 
mestic  heating.  The  burner  is  of  the  pressure  atomiz¬ 
ing  gun  type,  consisting  of  the  following  assembly . 

Q  E.  1/6  H.P.  Motor;  Webster  fuel  unit,  consisting 
of  pump,  regulating  valve,  strainer,  Sirocco  type  fan 

and  a  Balloffet  nozzle.  1in  . 

Ignition— Electric.  Webster  transformer,  110  to 

10,000  volts.  ..  "  , 

Controls— Standard  Minneapolis  Honeywell  controls 
consisting  of  Protecto-Relay  R-117  and  Pressuretrol 
L-404. 

With  the  oil  supply  shut  off  and  a  cold  combustion 
chamber,  the  burner  was  put  into  operation,  and  on 
two  successive  tests  the  controls  functioned  and  shut 
the  burner  down  in  42  and  44  seconds  respective  y. 
The  burner  was  then  put  into  normal  operation,  and 
all  controls  functioned  as  designed.  During  the  period 
of  test  there  were  no  flare  backs  due  to  faulty  ignition 
and  examination  of  the  combustion  chamber  showed 

no  undue  carbon  deposits.  _ 

As  a  result  of  this  inspection  and  'test,  it  is,  there¬ 
fore,  recommended  that  the  Radiant  Oil  Burner,  Model 
2/M  be  approved  for  domestic  and  commercial  use, 
when’ installed  in  accordance  with  the  Oil  Burner  Rules 
adopted  by  the  Board  of  Standards  and  Appeals,  with 
fuel  oil  not  heavier  than  No.  3,  U.  S.  Department  of 
Commerce  Standards. 

and 

Whereas,  this  appliance  was  approved  by  the  board 
July  22,  1938,  on  certain  conditions  and  applicant  re¬ 
quested ’an  amendment  of  the  resolution  to  permit  the 
marketing  of  the  burner  under  the  names  Arrow,  Nu-Way, 
Lectromatic,  Heat  and  Power,  and  Ameco  Oil  Burner, 
Model  2/M. 

Resolved,  thalt  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  July  22,  1938,  so  that  as 
amended,  this  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  device  known  as  the  Radiant 
Oil  Burner,  Model  2/M,  for  use  in  domestic  and  com¬ 
mercial  installations  with  fuel  oil  not  heavier  than 
No  3  U.  S.  Department  of  Commerce  standards, 
when  installed  and  operated  in  accordance  with  the 
above  report  and  with  the  Oil  Burner  Rules  of  the 
Board  of  Standards  and  Appeals,  on  condition  that  the 
burner  shall  have  a  label  permanently  affixed  thereto 
reading: 

Approved  by  the 

BOARD  OF  STANDARDS  AND  APPEALS 
For  use  in  New  York  City 
UNDER  CAL.  No.  559-38-SA. 

Resolved  further ,  that  the  burner  may  also  be  mar¬ 
keted  under  the  names  Arrow  Oil  Burner,  Lectromatic 
Oil  Burner,  Nu-Way  Oil  Burner,  Heat  and  Power  Oil 


Burner  and  Ameco  Oil  Burner,  each  with  Model 

2/M  A  _ 

339-39-SA. 

APPLICANT— Carrier  Corporation,  owner 
SUBJECT — Carrier  Room  Ventilator,  Model  56B,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  None.  . 

ACTION  OF  BOARD — Appliance  approved  m  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  1 

Negative  .  : 

Absent  . . 

THE  RESOLUTION— 

(339-39-SA) 

Whereas,  the  Carrier  Corporation,  owner,  filed  Marcl 
17  1939  an  application  with  the  Board  of  Standards  ant 
Appeals  for  approval  of  the  appliance  known  as  th> 
Carrier  Room  Ventilator,  Model  56B  under  the  provisioi 
of  C26-191.0  Administrative  Code  (2.2.3  BC)  ;  and 
Whereas,  this  appliance  was  submitted  to  the  commit 
tee  on  tests  of  the  board  for  test  and  report,  and 

Whereas,  the  report  of  the  committee  on  tests  ot  tn 

board,  reads  as  follows : 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  339-39-SA 

Approval  of  Carrier  Room  Ventilator,  Model  56B 
The  Carrier  Corporation  of  South  Geddes  btree 
Syracuse,  N.  Y.,  filed  March  17,  1939',  an  apphcatio 
with  the  Board  of  Standards  and  Appeals  for  approv; 
of  the  appliance  known  as  the  Carrier  Room  Vent 
lator,  Model  56B,  under  the  provisions  of  Sect. 
191.0  Administrative  Code  (2.2.3  B.C.). 

The  Carrier  Room  Ventilator  is  designed  for  it 
stallation  in  exterior  window  openings  and  consis 
of  an  assembly  of  a  filter,  side  wing  frames  nailin 
strips,  crossbars,  nails,  screws,  motor,  fan,  and  electr 
cord  and  plug.  The  ventilator  is  designed  to  be  u 
stalled  in  any  double-hung  type  of  window  of  stanc 
ard  size.  The  side  wings  consist  of  two  small  windo 
frames  of  sufficient  length  to  permit  installation  in 
standard  window.  The  ventilator  is  provided  witi 
right  and  left  hand  cross  bar,  that  extends  from  tc 
centre  of  the  ventilator  to  each  side  of  window.  L 
cross  bar  is  made  of  a  formed  metal  strip  in  w  ic 
rubber  gasket  is  held.  The  gasket  provides  a  weatlv 
tight  seal  between  the  top  of  the  ventilator  and 
lower  edge  of  the  window  sash. 

The  ventilator  provides  ventilation  by  drawing  a 
from  the  outside  and  circulating  air  in  the  room  I 
drawing  inside  air  in  through  the  lower  grille  at 
cleans  all  air  which  passes  through  by  means  ot  ti 
filter,  a  control  lever  is  provided  to  permit  closing 
either  the  outside  or  inside  grille. 

This  appliance  has  been  approved  by  the  unae 
writers  Laboratories  Elec.  No.  9392  Apphc.  No. 

^i/is^recommended-  that  the  Carrier  Room  Ventilate 
Model  56B,  be  approved  for  voluntary  use  in  wc 
York  City,  on  condition  that  precaution  be  taken 
fasten  the  ventilator  securely  in  the  window  opem 
so  that  it  cannot  fall  or  be  pushed  out  and  that  t 
appliance  have  a  label  permanently  affixed  there  o 
ing  “Approved  by  the  Board  of  Standards  and  p 
peals  for  voluntary  use  in  New  York  City  under 

No.  339-39-SA.”  CHARLES  M.  BLUM, 

Commissioner 

LESLIE  V.  HUBER, 

Chief  Engineer 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  approve  the  appliance  known  as  the  Carrier  Room 
ventilator,  Model  56B,  for  voluntary  use  in  New  York 
Tity  when  manufactured,  installed,  operated  and  labelled 
n  accordance  with  the  above  report. 


MATERIAL  SUBMITTED  FOR  APPROVAL 
91-38-SM. 

APPLICANT— American  Cyanamid  &  Chemical  Corpora¬ 
tion,  Structural  Gypsum  Division,  owner. 
SUBJECT  Application  for  reopening — amendment — Gyp- 
steel  Junior  and  Senior  Planks  for  Floor  and  Roof 
Slabs. 

APPEARANCES — 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

H^™TE  T0  reopen  AND  AMEND  RESOLU¬ 
TION  — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh .  4 

Negative  . !!.!..!!  0 

Absent  . .  q 

'HE  RESOLUTION— 

(191-38-SM) 

Whereas,  the  American  Cyanamid  and  Chemical  Cor- 
oration,  Structural  Gypsum  Division,  owner,  filed  March 
-,  1938,  an  application  with  the  Board  of  Standards  and 
ippeals  for  approval  of  their  material  known  as  the 
Gypsteel  Junior  and  Senior  Planks  for  Floor  and  Roof 
labs  ;  and 

Whereas,  this  material  was  referred  to  a  committee  of 
le  Board  for  investigation  and  report;  and 

Whereas,  the  report  of  the  committee  of  the  board  was 
s  follows : 

Cal.  No.  191-38-SM. 

Gypsteel  Junior  and  Senior  Planks  for  Floor  and  Roof 
Construction. 

The  structural  Gypsum  Division  of  the  American 
Cyanamid  and  Chemical  Corporation  of  New  York 
filed  March  22,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  their  material 
known  as  the  Gvpsteel  Junior  and  Senior  Planks  for 
Floor  and  Roof  Construction. 

Gypsteel  nlanks  are  made  of  gypsum  conforming  to 
the  A.S.T.M.  Requirements  C.26-33,  reinforced  with 
No.  16  gauge  galvanized  welded  wire  mesh  4  in.  by  5 
in.  with  No.  22  gauge  for  Senior  and  No.  28  gauge 
for  Junior,  tongue  and  grooved  steel  binding  enclosing 
all  edges.  The  Senior  plank  is  manufactured  in  sizes 
2  in.  thick  by  15  in.  wide  and  10  ft.  in  length.  The 
Junior  plank  2  in.  thick  and  15  in.  wide  and  6  ft.  in 
length.  The  planks  were  subjected  to  lo-’d  tests  at  the 
plant  of  the  manufacturer  at  Linden,  N.  J.,  February 
28,  1938,  at  which  test  the  board  was  represented  by 
engineers  of  the  Department  of  Housing  and  Build¬ 
ings.  Their  report  of  this  test  is  a  record  in  this  appli¬ 
cation.  A  report  of  the  Thompson  &  Lichtner  testing 
laboratories  is  also  a  part  of  this  record. 

On  the  basis  of  the  load  tests  it  is  recommended 
that  Tunior  planks  on  3  ft.  span  be  allowed  a  total  load 
of  110  lbs.  per  sq.  ft.  on  4  ft.  spans  76  lbs.  per  sq.  ft. 
Senior  planks  on  6  ft.  8  in.  spans  53  lbs.  per  sq.  ft.  and 
on  4  ft.  spans  134  lbs.  per  sq.  ft. 

Approval  is  recommended  under  C-26-619.0  Admin¬ 
istrative  Code  (10.3.1  BC)  for  roofs  of  Class  1  and 
Class  2  construction  where  the  fire  protective  covering 
is  omitted  from  roof  trusses  as  provided  in  C-26-618.0 
Administrative  Code  (10.2.8  BC). 


Approval  of  this  material  is  also  recommended  under 

,°f  the  Administrative  Code 
(10.3.2.3,  sub.  2  BC)  which  provides  for  the  use  of  a 
loor  assembly  in  Class  2,  Fire  Protected  Structures  of 
a  2  in.  reinforced  Gypsum  top  slab  for  the  floor  when 
the  supporting  steel  joists  or  beams  are  protected  with 
at  least  %  in.  Gypsum  or  cement  plaster  on  metal  lath 
as  provided  for  in  this  section  of  the  Code. 

Whenever  Gypsteel  planking  is  placed  on  steel 
beams,  precautions  shall  be  taken  to  align  the  top 
flange  surface  of  all  beams  in  the  same  plane,  and  each 
beam  shall  be  so  placed  as  to  provide  adequate  bearing 
foi  the  plank  flooring.  No  Gypsteel  plank  shall  be 
used  as  a  floor  unless  it  is  surfaced  with  a  cinder  con¬ 
crete  top  or  other  equivalent  material  so  as  to  protect 
against  punching  shear.  All  Gypsteel  Junior  and 
Senior^  planks  shall  conform  to  the  specifications  and 
limitations  set  forth  herein  including  the  proper  sup¬ 
port  of  the  sides  and  ends  of  any  plank  unit  not  mesh¬ 
ing  with  adjacent  planks.  These  planks  shall  be  labeled 
or  marked  with  type  of  plank  “Junior”  or  “Senior” 
and  with  the  label  or  mark — “Approved  bv  the  Board 
of  Standards  and  Appeals,  Cal.  No.  191-38-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
LESLIE  V.  HUBER, 

,  Chief  Engineer, 

and 

Whereas,  this  material  was  approved  by  the  board  June 
21,  1938  and  a  request  was  made  for  interpretation  of 
intermediate  spans;  and 

Whereas,  the  committee  on  tests  reported  as  follows: 
REPORT  OF  COMMITTEE  ON  TESTS. 

_  _  April  5,  1939. 

Re:  Cal.  No.  191-38-SM. 

Subject:  Gypsteel  Plank. 

In  order  to  permit  interpretation  of  intermediate 
spans  of  the  Gvpsteel  “Senior”  Plank  between  the 
limiting  permitted  superimposed  load  values  of  134# 
per  sq.  ft.  for  a  4'0"  span  and  53#  per  sq.  ft.  for  a 
6'8"  span,  the  curve  shown  on  figure  1  based  on  these 
test  results  is  provided.  This  curve  is  obtained  by  pro- 
porh’oning  the  results  of  this  test  of  the  values  of 
134#  per  sq.  ft.  on  a  4'0"  span  by  relating  them  to  the 
snuares  of  intermediate  span  lengths  of  4'6",  5'0", 
5'6"  and  6'0",  where  corresponding  loads  are  obtained 
and  plotted  giving  the  curve  from  which  the  permitted 
superimposed  load  values  may  be  obtained  by  inspec¬ 
tion.  The  committee  recommends  amending  its  orig¬ 
inal  report  to  include  this  method  of  interpolating 
values  for  intermediate  span  lengths  of  Gypsteel 
“Senior”  Plank. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  “Gypsteel  Junior 
and  Senior  Plank  for  Floor  and  Roof  Slabs”,  when  manu¬ 
factured  and  used  in  accordance  with  above  reports  on 
condition  that  these  planks  shall  be  labeled  or  marked 
“Junior”  or  “Senior”  and  the  words  “Approved  by  the 
Board  of  Standards  and  Appeals,  Cal.  No.  191-38-SM.” 


Adjourned,  5:50  P.M. 

Edward  V.  Barton,  Chief  Clerk. 
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PROPOSED  RULES  ON  USES  OF  INSULATING  FIBRE  BOARD. 


[170-39-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  May  5,  1939,  at  10  a.m.,  Room  1013,  Municipal 
Building,  on  Proposed  Rules  relative  to  Uses  of  Insulating 
Fibre  Board. 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York,  and  C26-189.0  Administrative  Code 
(2.2. 1.1),  C-26-462.0  of  the  Administrative  Code  (8.4.10.6), 
C-26-458.0,  sub.  g,  Administrative  Code  (8.4.10.2),  C-26- 
538.0,  sub.  b,  Administrative  Code  (8.7. 2.3),  C-26-541.0, 
sub.  a,  Administrative  Code  (8.7. 2.6.1),  C-26-667.0,  para¬ 
graphs  4  and  8,  Administrative  Code  (10.9.2.4) ,  sub.  c,  and 
(10.9.2.4) ,  Building  Code,  C-26-680,  sub.  21,  Administrative 
Code  (10.12.11.1),  C-26-541.0,  Administrative  Code  (8.72.6. 
1),  C-26-619.0,  Administrative  Code  (10.3.1),  and  C-26- 
721.0,  Administrative  Code  (12.2). 

Note:  Where  reference  in  parentheses  appears  after  the 
Administrative  Code  Section,  it  refers  to  the  Sec¬ 
tion  of  the  New  Building  Code  as  formerly  num¬ 
bered. 


Rule  1. 

Classes  of  Fibre  Board 

0) 

Wood  Fibre 

(2) 

Exploded  Wood  Fibre 

(3) 

Balsam  and  Wood  Fibre 

(4) 

Western  Wood  Fibre 

(5) 

Cane  Fibre  (Bagasse) 

(6) 

Pulp  from  waste  papers 

(7) 

Straw  Fibre 

(8) 

Ground  Wood  Pulp  Fibre 

(9) 

Corn  Fibre 

1.1.  STRUCTURE  OF  FIBRE  BOARD.  Fibre  boards 
shall  be  manufactured  from  wood  or  other  vegetable 
fibre  by  a  felting  or  molding  process  and  provided 
with  sizing  to  render  water-resistent,  and  shall  be 
subjected  to  a  sufficient  drying  temperature  so  as  to 
completely  destroy  rot-producing  fungi.  No  starch 
ingredient  shall  be  included  unless  made  toxic  to 
household  vermin. 

1.2.  The  structure  of  the  board  may  be  either  single  or 
multiple  ply,  and  if  latter,  the  plies  shall  be  joined 
under  pressure  by  a  moisture  resisting  cement.  Sur¬ 
faces  shall  be  finished  smooth  and  free  of  coarse 
fibres. 

1.3.  For  a  plaster  base,  wall  board,  roof  boards,  sheath¬ 
ing,  siding,  roof  insulation,  floor  insulation,  acousti¬ 
cal,  interior  finish,  the  fibre  board  shall  be  home- 
geneous,  free  from  cracks,  lumps,  unevenness  and 
other  defects. 

Table  1 


Miscel- 

Building  Plaster  laneous 
Board  Base  uses 
(Note  5)  (Note  6)  (Note  7) 


Maximum  thermal  conductivity 
B.T.U.  per  hour  per  square  foot 
per  degree  F.  per  inch  thickness 
(note  1)  . 

0.36 

0.36 

0.36 

Minimum  transverse  strength, 

Lengthwise  (note  2) . 

14 

14 

7 

Pounds  Crosswise  (note  2) . 

12 

12 

7 

Minimum  deflection  at  ultimate 
load,  inches . 

0.25 

0.25 

0.25 

Maximum  deflection  at  ultimate 
load,  inches  (note  3) . 

.85 

.85 

1.25 

Minimum  tensile  strength,  pounds 

175 

5 

175 

100 

per  square  inch  (note  4) . 

Water  absorption  per  cent. .  . 

5 

10 

Maximum  linear  expansion,  per  cent 

V2 

100 

V2 

70 

— 

Nail  holding  strength  # . 

Bond  strength  per  square  foot  of 

60 

bonded  surface . 

700 

Note  1.  No  board  of  any  class  having  a  conductance  greater  than 
SO  b.t.u.  per  hour,  per  square  foot  per  degree  F.  irre¬ 
spective  of  thickness  will  be  acceptable  under  these  rules. 

Note  2  This  requirement  is  based  upon  specimens  V2  inch  thick. 

For  specimens  of  other  thicknesses  the  requirement  shall 
be  increased  in  direct  proportion,  that  is,  for  a  thickness 
of  1-inch,  it  shall  be  doubled,  etc. 

Note  3.  Minimum  deflection  at  rupture  shall  be  not  less  than  .25". 

Note  4.  Tensile  strength  requirements  shall  be  applicable  only  on 
thicknesses  up  to  and  including  1-inch. 

Note  5.  Edges  shall  be  square  for  building  board. 

Note  6.  Edges  shall  be  either  ship  lapped  bevel  and  ship  Japped 
tongue  and  grooved,  bevel  and  tongue  and  grooved,  V 
jointed,  or  ship  lapped  and  grooved.  Each  board  shall  be 
of  a  rough  fibrous  texture  to  insure  good  mechanical  and 
suction  bond. 

Note  7.  Edges  shall  be  square  unless  ship  lapped  or  offset. 

Rule  2.  Uses  and  Methods  of  Applying 
Fibre  Board. 

2.1  Fibre  board  may  be  used  as  a  plaster  base  or  wall 
board  in  non-fireproof  commercial  structures  not 
more  than  2  stories  in  height  and  in  one  and  two 
family  dwellings  not  exceeding  three  stories  in 
height  and  in  Class  3  multiple  dwellings  for  par¬ 
titions  and  ceilings  where  either  no  fire  resistive 
rating  is  required  or  where  a  fire  resistive  rating 
not  exceeding  %  hour  is  permitted  and  installed  in 
accordance  with  the  requirements  of  C-26-458,  Ad¬ 
ministrative  Code  (8.4.10.2)  and  C-26-462.0,  Ad¬ 
ministrative  Code  (8.4.10.6). 

The  joints  on  walls  and  ceilings  shall  be  broken 
at  least  one  stud  apart,  and  in  no  event  shall  joints 
of  fibre  board  lath  be  in  vertical  line,  excepting  in 
the  corners  of  a  room.  The  joints  shall  be  broken  at 
every  other  board  on  the  walls  and  at  right  angles 
to  the  furring  on  ceiling.  C-26-462.0,  Administrative 
Code  (8.4.10.6).  They  shall  be  solidly  nailed  at; 
every  bearing  not  more  than  6"  center  to  center  for 
walls  and  4"  center  to  center  for  ceilings  and  nailed 
to  all  studding  with  lps"  No.  13  gauge  blued  or  gal¬ 
vanized  plaster  board  nails,  with  34"  heads  for 
board  and  1  34"  nails  with  heads  for  34''  or  1' 
board,  and  with  proportionately  longer  nails  for 
thicker  fibre  board.  All  corners  shall  be  reinforced 
with  standard  metal  corner  beads.  All  re-entrant 
angles  shall  be  reinforced  with  standard  metal 
angle  lath  strip.  Reinforcement  shall  be  securely 
stapled  on  the  lath.  At  the  juncture  of  frame  and 
masonry  construction,  6"  strip  of  expanded  metal 
lath  shall  be  used.  No  board  shall  be  run  through 
from  room  to  room. 

2  11  It  shall  be  unlawful  to  wet  fibre  board  before 
plastering.  C26-462.0,  Administrative  Code 
(8.4.10.6). 

2.1. 2.1.  “SCRATCH  OR  FIRST  COAT.” 

The  scratch  coat  shall  contain  not  more 
than  2/3  by  weight  of  sand  and  1/3  calcinec 
gypsum  plaster  with  fibres  or  including  other 
materials  and  fibring  so  that  the  setting  time 
shall  not  be  greater  than  four  hours  nor  less, 
than  \y2  hours  and  with  a  tensile  strengtr 
of  not  less  than  75  pounds  per  sq.  in.  1™ 
scratch  coat  shall  be  not  less  than  l/\  tnic 

2. 1.2.2  “BROWN  OR  SECOND  COAT.” 

The  brown  coat  shall  contain  not  more  thar 
34  by  weight  of  sand  and  the  remaining  /. 
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shall  not  contain  less  than  3/5  of  calcined 
gypsum  and  not  more  than  2/5  of  other 
materials,  including  fibring.  The  setting  time 
shall  be  not  more  than  five  hours  nor  less  than 
two.  This  brown  coat  shall  have  a  tensile 
strength  of  not  less  than  50  pounds  per  sq.  in 
and  shall  be  not  less  than  3/16"  in  thickness’ 

2. 1.2.3  “FINISH  COAT." 

The  finish  coat  shall  be  applied  after  the  ap¬ 
plication  of  the  second  or  brown  coat  has 
become  dry,  and  shall  be  set  in  not  less  than 
20  minutes  nor  more  than  four  hours  and 
shall  have  a  tensile  strength  of  not  less  than 
200  pounds  per  sq.  in.  and  be  not  less  than 
1/16"  thick. 

2. 1.2.4  “GROUNDS.” 

Suitable  grounds  shall  be  established  with 
each  thickness  of  fibre  board  so  as  to  insure 
a  minimum  thickness  of  y2"  of  plaster.  Fibre 
board  shall  extend  from  floor  to  ceiling  with 
grounds  secured  to  the  framing  members 
through  the  fibre  board. 

2.2  FIBRE  BOARD  SHEATHING. 

Approved  fibre  board  sheathing  at  least  one-half 
of  an  inch  in  thickness  and  four  feet  in  width  may 
be  used  instead  of  wood  sheathing  when  bearing 
on  4  studs  and  fastened  to  each  bearing  with  \XA" 
wire  nails  6"  or  less  c-c,  with  y8"  head,  and  for 
n  or  1'  board.  Such  nails  shall  be  2"  long. 
C-26-538.0,  sub.  b  (8.7.2. 3).  The  use  of  fibre  board 
as  roof  sheathing  is  not  permitted  except  as  insula¬ 
tion  over  suitable  sheathing  material 
MINOR  FRAME  STRUCTURE. 

Approved  fibre  board  siding  may  be  used  on  wood 
frame  sheds  erected  where  permitted  and  where 
open  on  at  least  one  side,  provided  such  sheds  are 
fifteen  feet  or  less  in  height  and  do  not  exceed  2500 
square  feet  in  area  and  are  at  least  4  feet  from  any 
lot  line  and  are  covered  on  sides  and  roof  with  ap¬ 
proved  fire-retarding  material.  C26-541.0  (8726  1  ) 

VSEt?£FIBRE  board  WHEN  COVERED  BY 
AN  INCOMBUSTIBLE  WEARING  SURFACE. 
Untreated  combustible  insulation  board  of  a  single 
layer  or  thickness  not  to  exceed  V2.”  when  cemented 
or  attached  directly  to  the  surface  of  an  approved 


type  of  fire-resistive  floor  construction  may  be 
used  elsewhere  than  in  stair  enclosure  and  corridors 
when  covered  by  an  incombustible  wearing  surface 
V^cordancc  with  these  rules.  C26-667.0,  sub.  4c 
(10.9.2.4). 

2-5  SPPH-  AND  FL00R  INSTALLATION  IN 
CLASS  1  AND  CLASS  2  STRUCTURES, 
bibre  board  used  as  insulation  may  be  applied 
directly  to  the  fire-resistive  floor  or  roof  construc¬ 
tion  in  cement,  provided  such  insulation  is  covered 
by  at  least  one  and  one-half  inch  thickness  of 
Portland  Cement  concrete  or  other  equally  fire- 
resistive  material  of  equal  thickness.  C26-619  0 
sub.  a,  Administrative  Code  (10.3.1).  Insulation 
fibre  board  so  applied  shall  be  over  a  screeded  con¬ 
crete  roof  or  floor,  graded  where  necessary,  and 
cemented  to  the  arch  with  hot  asphalt  or  coal  tar 
pitch,  Pibre  insulation  board  shall  not  be  left  ex¬ 
posed  to  the  elements,  nor  shall  it  be  applied  to  wet 
surfaces  of  any  kind. 

2.6  ROOF  INSULATION  OTHER  THAN  IN 
CLASS  1  AND  CLASS  2  STRUCTURES. 

The  use  of  fibre  board  as  roof  insulation  is  lawful 
provided  such  fibre  board  is  covered  with  an  ap¬ 
proved  type  of  fire-resistive  roof  covering  applied 
directly  thereto,  C26-680,  sub.  2,  Administrative 
Upde  (10.12.11.1),  and  when  installed  in  accordance 
with  the  requirements  of  2.2  of  these  rules. 

2.7  ACOUSTICAL  AND  INTERIOR  FINISH. 

Fibre  board  for  acoustical  and  interior  finish  in 
Class  1  and  Class  2  structures  may  be  used  when 
cemented  directly  to  the  plastered  surface  with  a 
quick-setting  cementing  material  and  secured  by 
small  head  barbed  nails,  except  as  in  C26-721.0,  sub 
b,  Administrative  Code  (12.2),  and  when  installed 
as  specified  in  C26-634.0,  sub.  c,  Administrative 
Code  ( 10.4.2.2)  _  and  material  so  used,  shall  be 
treated  to  make  it  flameproof. 

2.8  USE  OF  FIBRE  BOARD  IN  FIRE  WALLS. 

Fibre  board  may  be  used  as  insulation  in  fire  walls 
C26-632.0  sub.  g  AC  (10.4.1.2)  if  cemented  and 
attached  directly  to  the  face  of  the  wall  laid  up 
with  no  intervening  air  spaces  and  protected  with 
not  less  than  2  in.  of  secured  masonry  laid  tight 
against  the  fibre  board. 


APPROVED  APPLIANCES 


Name 


APPROVED  FUEL  OIL  FILL  PIPE  TERMINALS 

Calendar  No.  Name 

■  ™  . .  720-38-SA  Preferred  .  zu  ss  sa 

«  and  Mason .  J0-36-SA  Rhode  Island  . 7."  7 .' ! !  i 7 ! ! !  204-35-SA 


Calendar  No. 
213-35-SA 


it-  xT  . 345-35-SA  Seal-O-Strain  .  48-3S-SA 

fewbeuravnd  Klin^  6  m  T^pe'D::::::::::::  i|:|-1a  simplex  fuM a 

y  .  223-35-SA  Weco  .  78-38-SA 


APPROVED  APPLIANCES 


APPROVED  GAS  HEATERS 

Name  of  Burner  Calendar  No.  Name  of  Burner  Calendar  No 

ryant  Unit  Garage  Heater^  Models  l-AG-85-  Janitrol  Gas  Unit  Heater,  Models  UG45-37, 

rvant  vOt-tiroi  S'  and  /BAG'&5~C- . .  292-38-SA  UG85-37,  UG100-37,  UG125-37,  UG160-37, 

Dne  VR  r0rCr  ^Kr  Heater>  Model  8>  UG200-37,  UG400,  CG45-37,  CG60-37, 

type  VB  (Gas  Fired) .  443-38-SA  CG85-37,  CG100-37,  CG125-37,  CG160-37 

umohrev  fee  tt^  u  *  u  .  ,  CG200-37,  CG400,  M  2000,  M  3000,  M 

Ts  1  m  Un!f  «eater-  Models  65>  4000,  D  4000,  UG60-35,  UG125-35,  UG200- 

100,  125  and  200 .  679-38-SA  35,  CG10-34  and  CG8-34 . .  683-38-SA 
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FXTRACTS  FROM  CHAPTER  19,  ARTICLE  18  OF  THE  ADMINISTRATIVE  CODE  OF  THE 
CITY  OF  NEW  YORK,  RELATING  TO  REFRIGERATING  SYSTEMS 

»  dti/"'!  17  i  civic,  political,  educational,  religious  or  recreational  pur- 

AR1,LLL  A*  poses,  or  in  which  persons  are  harbored  to  receive  medical, 

General  Provisions.  charitable  or  other  care  or  treatment,  or  in  which  persons 

are  held  or  detained  by  reason  of  public  or  civic  duty,  or 
§09-2.0.  Definitions.  .  for  correctional  purposes,  including  among  others,  court 

Unless  otherwise  expressly  stated,  whenever  used  in  this  houses,  schools,  colleges,  libraries,  museums  exhibition 
chanter  "the  following  terms  shall  respectively  be  deemed  buildings,  lecture  halls,  churches,  assembly  halls,  lodge 
to  mean-  *  rooms,  club  houses  with  more  than  five  sleeping  rooms, 

34  ^  Refrigerating  system,  a  combination  of  apparatus  in  dance  halls,  theatres,  bath  houses,  hospitals,  asylums,  armo- 
which  a  refrigerant  is  circulated  for  the  purpose  of  ex-  rieS,  fire  houses,  police  stations,  jails  and  passenger  depots, 
tracting  heat. &  (b)  Residence  Buildings.  Residence  buildings  are 

(a)  The  parts  of  the  system  are  the  compressor,  gen-  structures  or  parts  of  structures  in  which  sleeping  accom- 

erator  condcnsor,  absorber,  receiver,  shell  type  or  tube  type  modations  are  provided,  except  such  as  may  for  other 

apparatus  pipes,  vessels,  or  other  parts,  containing  retng-  reasons  be  classed  as  public  buildings,  including  multiple 
grant.  ’  .  .  .  dwellings  as  defined  in  the  Multiple  Dwelling  Law. 

(b)  Direct  refrigeration,  a  system  in  which  the  retrig-  Commercial  Buddings.  Commercial  buildings  are 

erant  is  circulated  to  the  substance  or  space  retrigera  .  structures  or  parts  Gf  structures,  which  are  not  public 

(c)  Indirect  refrigeration,  a  system  in  which  b  buildings  or  residence  buildings,  including  among  others, 

cooled  by  the  refrigerant  is  circulated  to  the  substance  or  office  buildings,  factory  buildings,  salesrooms  (stores), 
space  refrigerated.  .  ..  K  •  .  markets,  restaurants,  warehouses,  freight  depots,  car  barns, 

(d)  Refrigerant  is  the  chemical  agent  other  than  brine  stables  garages,  motor  vehicle  repair  shops,  factories 

used  to  produce  refrigeration.  .  laboratories,  smoke  houses,  grain  elevators,  coal  pockets 

(e)  Irritant  refrigerant,  any  refrigerant  which  when  central  station  power  plants  and  electric  sub-stations, 

breathed  attacks  the  throat  or  lungs.  ,  , 

(f)  Hydrocarbon  refrigerants,  any  refrigerant  of  the  ARTICLE  3. 

hydrocarbon  class^  refr.g(^rantj  any  refrigerant  which  will  Bonds  and  Fees, 

burn  or  explode  when  mixed  with  certain  proportions  o  §C19-24.0.  Fees  for  Permits. 

^(h)  Refrigerating  machinery  room,  a  room  in  which  Applicants  for  permits  under  the  provisions  of  this  chap 

is  located  a  refrigerating  system  containing  refrigerant,  but  ter  shall  pay  annual  fees  as  follows: 

not  including  expansion  coils  when  located  in  cold  storage  35.  Refrigerating  systems.  coonn 

rooms  or  expansion  coils  when  located  in  refrigerator  boxes  Class  A  systems . 

(i)  Factor  of  safety,  the  multiple  three  and  one-third  Class  B  systems . . . ; . .  1U-UU 

(3^),  the  product  of  which  and  the  test  pressure,  con-  Class  C  systems  containing  over  six  pounds 

stitute’s  the  probable  rupture  pressure.  of  refrigerant - •  - - ; . . . 

(j)  Pressure  imposing  element,  that  apparatus  which  Class  C  systems  containing  six  pounds  or 

draws  the  refrigerant  from  the  low  pressure  or  low  tern-  less  of  refrigerant .  LUU 

perature  side  of  the  system  and  discharges  it  into  the  high  _  1  Q 

pressure  or  high  temperature  side  of  the  system.  AK  I ICLL  lo. 

(k)  Pressure  limiting  device,  a  pressure  or  temperature  Refrigerating  Systems, 

responsive  mechanism  for  automatically  stopping  the  oper¬ 
ation  of  the  pressure  imposing  element.  C19-  96  0.  Permits. 

(l)  Brine,  any  liquid  which  having  been  cooled  by  the  C26-214.0.  Supervision, 

refrigerating  system  is  used  for  the  transmission  of  heat.  C19-  97.0.  Classification. 

(m)  Pressure  relief  device,  a  pressure  relief  valve,  a  gg  q.  Permissible  locations.  . 

rupture  member,  fusible  plug  or  other  approved  device  for  qq_  qq  q  Refrigerating  machinery  rooms  and  ventilatioi 

relieving  the  pressure.  .  C19-100.0.  Open  flames  and  electrical  equipment. 

(n)  Pressure  relief  valve,  a  valve  held  shut  by  a  spring  C19-101.0.  Testing, 

or  other  means  to  automatically  relieve  pressure  in  excess  C19-102.0.  Piping. 

of  its  setting.  _  #  .  C19-103.0.  Safety  devices. 

(o)  Rupture  member,  a  device  that  will  automatically  C19-104.0.  Size  of  safety  devices. 

rupture  at  a  pre-determined  pressure.  Cl 9-1 05  0.  Location  and  discharge  of  safety  devices. 

(p)  Liquid  receiver,  a  vessel  permanently  connected  to  C19-106.0.  Operating  precautions, 
a  system  by  inlet  and  outlet  pipes  for  storage  of  a  liquid  C19-107.0.  Equipment  diagrams, 
refrigerant. 

(q)  Container,  a  cylinder  for  the  shipment  of  refng-  §C19-96.0.  Permits. 

erant  constructed  to  conform,  to  the  regulations  of  the  .  .  Except  as  hereinafter  provided  in  this  article 

a  system  for  mixing  ^  b.  or  ^  *  t**"* 

the  ammonia  or  other  soluble  vapor  with  water.  s>s,«m  1,0  ^  Pm  *’  be  required  for  a  Class  C  syste 

(s)  Stop  valve,  a  cut-off  valve  for  use  during  normal  ^  main1Jtained  or  operated  in  the  residence. portion  of 

operation.  dwelling  containing  not  more  than  two  families,  or  in  t 

t)  Service  valve  a  key-operated  shut-off  valve  used  ° ;denfe  portionsgof  either  a  tenement  house  or  a  busine 

only  during  shipment,  installation  or  repairs.  P  .. v  v 

(u)  Fusible  plug,  a  device  having  a  predetermined-  sha]1  be  unlawful  to  maintain  or  operate  any  i 

temperau.re  fusible  member  for  the  relief  of  pressure.  .  friyratin  tem  employing  a  refrigerant  other  than  the 

(v)  Public  buildings  commercial  buildings  and  resi-  ”ge  g  y  j  Without  a  permit  issued  upon  s.u 

dence  buildings  are  buildings  as  so  defined  by  Article  4,  nrnvicinrv?  of  this  artic 

C26-235.0  of  the  Administrative  Code  of  the  City  of  New  ^^deemed  by  the  fire  commissioner  necessary  in  t 

York’  interest  of  public  safety.  .  .  . 

(a)  Public  Buildings.  Public  buildings  are  structures  NOTE ‘ The  Fire  Chief  and  Commissioner  pres 
or  parts  of  structures  in  which  persons  congregate  for  under  date  of  April  4,  1934,  the  iollowing. 
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1.  That  the  refrigerants  dichlorodifluoromethane,  known 
as  “Freon”  (“kinetic  No.  12”  also  “F-12”)  CC12F,  also 
dichlorotetrafluoroethane  (“F-114”)  CaCkF.  and  mono- 
lluorotrichloromethane  (“F-ll”  CFCk  are  non-flammable 
and  non-irritant,  unless  otherwise  hereinafter  provided,  and 
shall  be  regulated  in  accordance  with  the  provisions  of 
Article  18  of  Chapter  19  of  the  Administrative  Code,  as 
such,  except,  when  used  in  a  room  or  rooms  in  which  there 
is  an  open  flame  or  apparatus  to  produce  an  open  flame 
when  the  provisions  of  said  article  covering  irritant  re¬ 
frigerants  shall  apply. 

2.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114  are  restricted  to  parts  of  a  building  so  specified  in 
5ection  C19-98.0  (b)  for  refrigerants  other  than  non- 
rntant  and  non-flammable. 


Refrigerant  Column  No.  1  Column  No.  2  Column  No.  3 

1  11  2o  15  |  r 

FH4  ‘on  120  135 

T - 1 14  60  30  30 

in  whi2%Vie  pzoof  pr^e  -relief  vaIves  for  systems 
follows^  F  l1’  F’12  °r  F‘114  1S  emPlo^ed.  shall  be  as 

Capacity  of  System  Number  Required 

Up  to  30  tons  One  J/2  inch 


3.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114  used  for  air  conditioning  are  restricted  to  the  indi- 
ect  method  except  that  the  direct  method  may  be  used  in 
)arts  of  a  building  so  specified  in  Section  C19-98.0  (b) 
or  refrigerants  other  than  non-irritant  and  non-flam- 
nable. 

,  4.  That  refrigerating  systems  employing  F-ll;  F-12  or 
' -114  shall  not  be  installed  or  maintained  in  or  on  the 
tairways,  halls,  lobbies,  entrances,  exits  or  auditoriums  of 
ny  building. 

5.  That  refrigerating  systems  employing  F-ll;  F-12  or 

-114,  shall  not  be  installed  or  maintained  in  a  hospital,  un- 
-ss  the  entire  system  is  confined  in  a  fireproof  machinery 
bom,  used  for  no  other  purpose,  and  in  which  no  open 
ame  shall  be  employed,  except  that  the  Class  “C”  system 
ontaimng  not  more  than  10  pounds  of  refrigerant  may  be 
:sed  in  a  diet  kitchen  which  shall  be  cut  off  from  the  rest 
f  the  building  by  a  tight  fitting  self-closing  door  or  doors 
nd  provided  with  a  window  or  windows  to  the  outside 
ir.  All  open  flames,  and/or  apparatus  for  producing  an 
pen  in  diet  kitchens  where  these  refrigerants  are 

5ed  shall  be  vented  to  the  outside  air  as  herinafter  re¬ 
ared  in  Paragraph  8. 

6.  That  refrigerating  systems  employing  F-ll;  F-12  or 
-114  may  be  installed  or  maintained  in  a  hospital  private 
>om,  having  tight  partitions  and  tight  fitting  self-closing 
tor  or  doors  and  where  not  more  than  two  persons  are 
tipless  and/or  given  medical  treatment,  provided  there  is 
3  open  flame  and/or  apparatus  for  producing  an  open 

He  ij}  such  and  when  the  system  contains  not  more 
an  1U  pounds  of  refrigerant. 

mTnatna  refriSer?ting  system  employing  F-ll;  F-12  or 
id/nr™  1-  n0t  -be  installed  or  maintained  in  a  theatre 
d/or  motion  picture  theatre  unless  the  entire  system  is 

,n,ncV  ^  a  .fireP[°°If  machinery  room,  used  for  no  other 
I  se,  and  in  which  no  open  flame  and/or  apparatus  to 
oduce  such  open  flame  shall  be  employed. 

lhat  a  refrigerating  system  employing  F-ll;  F-12  or 
114  when  used  in  a  room  or  rooms  in  which  there  is  an 
'en  Hame  or  apparatus  to  produce  such  open  flame,  such 
>en  Hame  and/or  apparatus  shall  be  provided  with  a  hood 
mvpvdene,nndent  n?echanical  ventilation  so  arranged  as  to 
KlrPn  tJ  Produ.ct.s  of  combustion  to  the  outside  of  the 
ii ding.  1  his  provision  shall  apply  only  to  diet  kitchens 

;  hoSp,  a  s  and  t0  Class  „c„  systems  inysch00lSj  churccheens!; 

'jwav?  mo court  rooms,  police  stations,  jails,  asylums, 
'Dof/an  Pf  sen|er  dePots,  rooms  opening  into  passenger 
:  the  Fir/r  subways  and  such  other  places  as  are  deemed 
‘  safety  Lommissl°ner  necessary  in  the  interest  of  pub- 

>•  That  each  refrigerating  machinery  room  in  any 
;,ldng  in  which  F-ll;  F-12  or  F-114  a?e  used,  shall  be 
ntained  vapor-tight  and  provided  with  tight  fitting  self- 
-  sing  doors,  in  accordance  with  Section  C19-99  0  (a) 
p  ?  eaeh  refrigerating  machinery  room  in  which 
lertlv "  °.l  F'114  used-  sha11  be  adequately  ventilated 

:>-»0  (b)  /2?3  and4.‘r  “  aCCOrdance  with  Section 
,|1.'  pressures  and  setting  of  safety  valves  for  sys- 

f-114'  sha" be  induded  ia 


30  to  60 
60  to  100 
100  to  175 
175  to  250 
250  to  450 
450  to  900 


!  One  i/4 

One  1  “ 

,  One  lyi  inches 

One  iy2  “ 

One  2  “ 

,,  rp.  .  ,  '  Two  2  “ 

13.  lhat  the  storage  of  F-ll,  F-12  or  F-114  shall  rnn 
form  with  Section  C19-I06.0  (c)-5  for  other  refrigerant"; 

14.  lhat  all  other  sections  or  parts  of  Article  18  of  the 

phed11 ‘with  VC  C°de  n0t  S°  mentioned>  sha11  be  cora- 

15.  lhat  refrigerating  systems  employing  F-ll,  F-12  or 
F-]T4  installed  prior  to  May  19,  1932,  shall  be  inspected 
a?d  *f  feund  to  comply  with  the  rules,  or  if  in  the  opinion 
ol  the  Fire  Commissioner,  the  installations  are  of  a  non- 
b-a[d?us  character,  a  permit  may  be  issued.  Installations 
which  have  been  made  in  hospitals,  theatres,  asylums  and 

wfth  th°efseP rules. aSSCmb  y  ShaU  be  made  t0  C°mply  Strictly 
, £d)  A  Permit,  yherc  required,  shall  be  applied  for 
ry  eigit  hours  after  installation  is  completed,  contain- 
rng  the  name  of  the  person  for  whom  the  system  is  in¬ 
stalled  and  the  place  of  location  of  the  system 

(ej  Only  the  refrigerant  specified  in  the  permit  shall 
be  used  in  the  system. 

(f)  Refrigerating  systems  to  which  these  provisions 
cannot  be  applied,  may  be  maintained  and  operated  subject 
o  such  conditions  as  are  deemed  necessary  by  the  fire 
commissioner.  y 

§C26-214.0.  Refrigeration  System  Operators; 
Certificate  of  Qualification. 

(a)  It  shall  be  unlawful  to  maintain  or  operate  in  any 

nr!  /fmany  ref,n£eratlng  system  containing  more  than 
nlty  (5U)  pounds  of  refrigerant  except  under  the  per¬ 
sonal  supervision,  direction  or  control  of  either  a  duly 
licensed  engineer  or  a  person  who  has  obtained  a  certificate 
of  qualification  from  the  superintendent  to  operate  such  a 
system.  Where  the  system  contains  two  hundred  (200) 
pounds  or  less  of  refrigerant  and  is  fully  automatic,  only 
one  qualified  operator  will  be  required. 

(b)  It  shall  be  unlawful  to  maintain  or  operate  in  a 
public  building  or  exhibition  hall  any  Class  C  system  per¬ 
mitted  for  exhibition  or  demonstration  purposes  except 
under  the  personal  supervision,  direction  or  control  of 
either  a  duly  licensed  engineer  or  a  person  who  has  ob¬ 
tained  a  certificate  of  qualification  from  the  superintendent 
to  operate  such  a  system. 

(c)  Upon  receipt  of  such  certificate  the  applicant  there- 
lor  shall  pay  an  annual  license  fee  as  follows:  For  the  in¬ 
itial  fee  $5,  and  for  renewal  thereof  the  sum  of  $1  pro¬ 
vided  application  for  such  renewal  be  made  for  within 
thirty  days  prior  to  the  expiration  of  such  certificate.  Any 
such  certificate  may  be  revoked  or  suspended  for  cause  at 
any  time  by  the  superintendent. 

§C19-97.0.  Classifications. 

(a)  The  total  amount  of  refrigerant  common  to  a  system 
operating  through  one  or  more  evaporators,  shall  be  con- 
sideied  the  capacity  of  the  system  and  determine  its  class. 

(b)  A  Class  A  system  is  a  system  containing  one  thou¬ 
sand  (1,000)  pounds  or  over  of  refrigerant,  or  capable  of 
thirty  (30)  tons  capacity  or  over. 

(c)  A  Class  B  system  is  a  system  capable  of  less  than 
thirty  (30)  tons  capacity,  or  containing  less  than  one  thou¬ 
sand  (1,000)  pounds  of  refrigerant  and  more  the  amounts 
provided  for  in  a  Class  C  system. 

(d)  A  Class  C  system  is  a  system  containing  not  more 
than  twenty  (20)  pounds  of  refrigerant. 
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§09-98.0.  Permissible  Locations. 

(a)  It  shall  be  unlawful  to  install  any  Class  A  or  Class 
B  systems  in  any  public  building  as  defined  by  subdivision  a 
of  section  C26-235.0  of  the  code,  until  plans  have  been  filed 
with  and  approved  by  the  fire  commissioner,  and  no  re¬ 
frigerant  shall  be  placed  in  the  system  until  a  permit  has 
been  obtained  from  the  fire  commissioner. 

(b)  The  direct  method  of  refrigeration  shall  not  be 
used  in  any  building,  whether  or  not  a  permit  is  required 
for  installation  therein,  outside  of  the  refrigerating  ma¬ 
chinery  room  except  in  buildings  used  exclusively  tor  ice 
making  or  for  refrigerating  purposes,  or  when  such  method 
is  not  carried  above  the  first  floor  in  business  buildings,  or 
in  the  business  sections  of  business  buildings  provided  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a  resi¬ 
dence  building  occupied  by  not  more  than  two  families,  or 
in  any  building  provided  a  non-irritant  and  non-flammap  e 
refrigerant  is  used.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 

prior  to  December  13,  1927.  ...  ,  •  • 

Cc')  It  shall  be  unlawful  to  use  brine  m  any  brine  cir¬ 
culating  system  that  will  generate  flammable  vapor  at  a 
temperature  below  100  degrees  Fahrenheit,  when  tested  in 
a  Tagliabue  open  cup  tester,  and  no  refrigerant  shall  be 

used  as  a  brine.  .  .  pi  a 

fd)  It  shall  be  unlawful  to  install  or  maintain  a  Class  A 

system  using  ammonia  in  any  building  above  . the  first  floor 
level  unless  such  building  is  used  exclusively  for  ice 
making  or  refrigerating  purposes.  The  provisions,  of  1 this 
subdivision  shall  not  apply  to  a  building  in  which  installa¬ 
tion  was  made  prior  to  December  13,  192/ 

(e)  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 

(10)  pounds  of  refrigerant.  . 

(f)  It  shall  be  unlawful  to  install  or  maintain  a  re¬ 
frigerating  system  employing  an  irritant  or  inflammable 

refrigerant  in  or  on :  . 

1.  The  stairways,  halls,  lobbies,  entrances,  exits  or 

auditoriums  of  any  building; 

2.  Dance  halls,  court  rooms,  police  stations,  jails,  sub 

ways,  theatres,  or  motion  picture  theatres , 

3.  Waiting  or  public  rooms  in  a  railroad  passenger 
depot  or  rooms  opening  directly  therein; 

4  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre,  or  where  persons  are  detained 

or  confined ;  .  A  „„ 

5  A  school  unless  the  refrigerating  system  is  used  ex¬ 
clusively  for  instructions  or  research  purposes; 

6.  A  hospital  or  asylum  in  which  persons  are  confined 
or  given  medical  treatment  or  helpless..  Unless  otherwise 
required  by  this  section,  such  refrigerating  system  shall  be 
cut  off  from  the  building  by  unpierced  fireproof  construc- 

tlCThe  foregoing  provisions  do  not  apply  to  hermetically 
sealed  unit  systems  containing  not  more  than  six  (.0) 
pounds  of  refrigerant  when  located  in  dance  halls,  police 
stations,  diet  kitchens  of  hospitals,  or  laboratories,  an 
when  located  in  rooms,  shut  off  from  the  rest,  of  the 
building  by  tight  partitions  and  tight-fitting,  solid,  self¬ 
closing  doors,  and  located  in  a  room  having  a  window  to 

the  outside  air.  .  ,  .  .. 

(g)  An  intermittent  absorption  type  of  refrigerating 

machine  shall  not  be  permitted  in  a  Class  A  system.  Such 
a  type  of  machine  shall  be  permitted  in  a  Class  B  system 
only  when  a  heating  medium  of  low  pressure  steam  is  used 

in  its  operation.  . .  .  . 

(h)  The  use  of  methyl  and  ethyl  chloride,  sulphur  diox¬ 
ide,  or  a  hydro-carbon  refrigerant  will  not  be  permitted 

in  Class  A  systems.  .  „ 

(i)  A  Class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  irt 
the  Borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height 
and  shall  be  located  on  the  ground  floor,  which  shall  be  of 


unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
(8")  of  brick  or  six  inches  (6")  of  reinforced  concrete. 
Direct  exit  therefrom  leading  to  the  open  air  and  not  to 
any  other  part  of  the  building  shall  be  maintained  and 
shall  be  provided  with  vapor-tight,  self-closing,  fireproof 
doors. 

§09-99.0.  Refrigerating  Machinery  Rooms  and 
Ventilation. 

a.  Refrigerating  machinery  rooms. 

1  All  refrigerating  machinery  rooms  in  which .  an 
irritant  refrigerant  is  used  shall  be  maintained  vapor-tight 
except  that  all  doors  which  open  to  other  parts  of  the 
building  shall  only  be  required  to  be  self-closing  and  close 
fitting,  and  shall  be  kept  closed  at  all  times,  except  during 
entrance  or  exit.  All  other  openings  that  may  permit  the 
passage  of  vapor  to  other  parts  of  the  building  shall  be 
vapor-tight  and  kept  closed.  No  opening  from  elevator 
shafts  shall  be  permitted  in  the  refrigerating  machinery 
room.  This  provision,  however,  shall  not  apply  to  dumb¬ 
waiter  shafts  the  door  openings  of  which  are  protected 
with  self-closing  fire  doors  or  to  a  system  containing  less 
than  six  (6)  pounds  of  refrigerant.  Closets  solely  con¬ 
tained  within  and  opening  only  into  the  refrigerating  ma¬ 
chinery  room  shall  be  considered  as  part  of  the  room  in 

which  it  opens.  . 

2.  In  Class  A  and  Class  B  systems  in  which  an  irri¬ 
tant  refrigerant  is  used,  the  doors  of  the  refrigerating 
machinery  rooms  shall  open  outwardly. 

b.  Ventilation. 

1.  Each  Class  A,  B  and  C  refrigerating  machinery 
room  of  any  system  shall  be  independently  provided  witl 
means  for  adequate  ventilation  to  the  outer  air.  The  ven¬ 
tilation  shall  consist  of  a  window  or  windows  opening 
directly  to  the  open  air,  or  mechanical  means  capable  ol 
exhausting  the  foul  air  from  the  room. 

2  When  a  window  or  windows  are  used,  if  placed  n 
opposite  walls  so  as  to  provide  a  through  air  circulation  t< 
the  outer  air,  a  total  area  of  inlet  and  outlet,  respectively 
of  not  less  than  that  specified  in  Column  D  of  the  table  it 
subdivision  4  shall  be  provided.  When  a  window  o 
windows  are  placed  in  one  wall  a  total  area  shall  be  pro 
vided  not  less  than  that  specified  in  column  L  of  sucl 


3.  When  mechanical  means  are  used  they  shall  consis 
of  a  power-driven  exhaust  fan  of  the  enclosed  case  blowe 
type  which  shall  be  capable  of  removing,  from  the  retrig 
erating  machinery  room  the  amount  of  air  specified  in  co 
umn  B  of  the  table  in  subdivision  4.  The  inlet  to  the  la: 
shall  be  located  near  the  refrigerating  equipment.  1  he  out 
let  from  the  fan  shall  terminate  not  less  than  six  (o)  let 
above  the  sidewalk  and  in  no  case  under  a  stairway  or  r 
escape.  Where  air  ducts  are  used  on  either  the  inlet  o 
discharge  side  of  the  fan  they  shall  each  have  an  area  nc 
less  than  that  specified  in  Column  C  of  such  table^  hhar 
bends  in  the  run  of  the  ducts  shall  be  avoided,  i  he  cor 
trol  for  such  mechanical  means  of  ventilation  shall  c 
easily  accessible  and  located  outside  of  the  refngeratin 
machinery  room. 

4.   


Meehan-  Window  Area 
Pounds  of  ical  Cu.  Meehan-  in  Sq.  Ft. 
Refriger-  Ft.  per  ical  Sq.  for  each 
ant  in  Minute  Ft.  Duct  Opposite 
System.  Discharge.  Area. Side. 


A 

B 

C 

D 

Up  to  ...  20 

150 

1/4 

1 

50 

250 

1/3 

1  1/2 

100 

400 

1/2 

2 

150 

550 

2/3 

2  1/2 

200 

680 

2/3 

3 

250 

800 

1 

3  1/2 

300 

900 

1 

4 

400 

1,100 

1  1/4 

4  1/2 

500 

1,275 

1  1/4 

5 

Window  Are 
in  Sq.  Ft.  fo 
One  Side 
Only. 

E 

6 

12 

16 

19 

25 

29 

32 

38 

42 
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600 

1,450 

1  1/2 

6 

45 

700 

1,630 

1  1/2 

6  1/2 

48 

800 

1,800 

2 

7 

51 

900 

1,950 

2 

7  1/2 

55 

1,000 

2,050 

2 

8 

59 

1,250 

2,350 

2  1/4 

9 

68 

1,500 

2,800 

2  1/2 

11 

78 

1,750 

3,150 

3 

12  1/2 

87 

2,000 

3,500 

3  1/2 

14 

95 

2,500 

4,150 

4 

16 

113 

3,000 

4,500 

4  1/2 

18 

130 

4,000 

6,000 

6 

24 

167 

5,000 

7,500 

7  1/2 

30 

204 

6,000 

9,000 

9 

36 

241 

7,000 

10,500 

10  1/2 

42 

278 

8,000 

12,000 

12 

48 

315 

9,000 

13,000 

13 

52 

342 

10,000 

14,000 

14 

56 

360 

12,000 

17,000 

17 

68 

425 

14,000 

19,000 

19 

75 

470 

16,000 

22,000 

22 

86 

540 

18,000 

24,000 

24 

92 

580 

20,000 

26,500 

26 

100 

630 

25,000 

33,000 

33 

121 

760 

30,000 

39,000 

39 

142 

870 

35,000 

44,000 

44 

155 

940 

40,000 

51,000 

51 

176 

1  060 

45,000 

56,000 

56 

190 

1,120 

§09-101.0.  Testing. 

Every  part  of  any  refrigerating  system,  except  pres- 

leA^t  flWnll  Contro1  mechanism  shall  be  tested  to  at 
least  the  following  pressures :  Class  A  and  B  systems  con- 

aftern?nsSl:  r  ^  (5°J  P°Und,s  °-f  refrigerant  shall  be  tested 
A  h  +  ^  ftl0n-  and  Proved  tight  before  being  operated 

be  poskci  if, he' ^mactnery  ;oSomSigned  ^  'he  Sha" 


- - - - - 

Note— Door  openings  leading  directly  to  the  open  air 
tall  be  considered  equivalent  to  windows  for  the  require- 

1ntSw£eClfied  in  co!utPns  “D”  and  “E”  of  this  table, 
b.  Where  a  non-irritant  or  nonflammable  refrigerant 
employed,  the  requirements  as  given  in  the  table  in  sub- 
, vision  4  may  be  reduced  by  one-half.  When  air  or  water 

employed  as  the  refrigerant  no  ventilation  shall  be  re¬ 
tired. 

6.  In  lieu  of  mechanical  means  of  ventilation  in  re- 
lgerating  machinery  rooms  where  a  Class  A  system 
1  a  Class  B  system  using  ammonia  is  installed,  a 
iter  deluge  may  be  provided  which  shall  consist  of  a 
r' ",  fr.  syste™  hay ing  open  heads  of  not  less  than 
e  quarter  inch  04  )  orifice  spaced  not  more  than  eight 
et  apart  in  any  direction,  and  such  system  shall  be 
:.ated  above  all  the  refrigerating  apparatus  and  piping 

atr,^  rivgCratT^  ™achineU  room.  Not  more  than  one 

nrb  n;iLbe-mlta,,id  °n  a,3f‘nch  P;pe;  five  heads  on  a 
•nc  ,p  f;  S1X  heads  on  a  1^-inch  pipe.  The  deluge  sys- 
'nnll  3  be  Permanently  connected  with  the  main  house 
•pply  or  other  assured  source  from  which  a  constant 

ii  rpPnCKSUre  "0t ,Iess  tban  twenty  pounds  per  square 
be  ma,n  amed  on  the  mlet  side  of  the  main  con- 

Ivel  fnr  Z  l  VG\  at  AaI  timeS‘  The  Contro1  valve  or 
-raid  U  h  -7ater  deIuJe  sysjem  sha11  be  manually 
'ated  nmcfd  easdy  acces/ible,  and  shall  be  labeled  and 
ated  outside  of  the  refrigerating  machinery  room. 

-19-100.0.  Open  Flames  and  Electrical  Equip¬ 
ment.  1 

a.  Open  flames. 

)  B°  lrfer£me.-°r  arc  ??ht  wil1  be  Permitted  in  a  Class  A 
ri  Jl^ratlng,  machinery  room  in  which  a  flammable 

ngerant  is  used. 

...  b-  Electrical  equipment, 

rre  than  ln?d  B  refrigerating  systems  containing 
“reenrC  u(50)  p0U,?.ds  °£  refrigerant  shall  have  an 
d  IIS  3ch  eontroHing  all  of  the  electrically-oper- 
h  a  ,  ;f?ng  machinery  or  the  remote  control  of 
room  Ic  loc‘]ted  outside  of  the  refrigerating  machin- 
>e  of  necessity  ^  ^  QUlck  y  reached  and  operated  in 

entWul  thCi  opeiratm?  mechanism  in  any  system  is 
tl  ?on  eleci tncal  control,  such  control  in  a  pressure 

,  ainged  sh^Shall-be  °"  a  C]OSed  circuit-  Nothing  herein 

ha"d  — «  «  -  automatic  type 


Refrigerant. 


Carbon  dioxide  . 

Ethane  . 

Ammonia  . 

Propane  . 

Methyl  chloride  . 

Sulphur  dioxide  . 

Iso-butane  . 

Butane  . 

Ethyl  chloride  . 

Dichloromethane . 

Dichloroethylene  .... 
Trichloroethylene  ...... 

§09-102.0.  Piping. 


Col.  1. 

High 

Pressure 

Side. 

Col.  2.  Col.  3. 

Low  Pressure  Side. 

- - - - K 

With 

Safety 

Valves. 

Without 

Safety 

Valves. 

1,500 

750 

1,000 

1,050 

520 

760 

300 

150 

225 

250 

115 

175 

155 

80 

120 

135 

100 

100 

90 

45 

70 

75 

35 

50 

30 

15 

25 

12 

12 

12 

12 

12 

12 

12 

12 

12 

a. 


Piping. 


1.  _  All  piping  liquid  receivers  or  vessels  containing  the 
refrigerant,  shall  be  supported  on  or  by  strong  and  durable 

stafl aliens  THlS  prOV1Slon  sba11  not  aPP,3r  to  Class  C  in¬ 
i'  Tbe.  arrangement  of  stop  valves,  relief  devices,  and 
other  similar  devices,  when  used  shall  be  as  shown  on  the 

diagram  tor  Class  A  and  B  systems  in  section  C19-107  0 
ot  the  code. 

..  3'  ?v,^ry  systfm  which  may  be  charged  after  installa¬ 
tion  shall  have  the  charging  connection  located  on  its  low 
pressure  side. 

T .  .  b-  Gauge  glasses. 

Liquid  level  gauge  glasses,  except  those  of  the  bull’s 
eye  type,  shall  have  automatic  closing  shut-off  valves  and 
such  glasses  shall  be  adequately  protected  against  injury 
by  slotted  metal  casings.  y 

§09-103.0.  Safety  Devices. 

a.  Construction  and  setting. 

.  Piessure  relief  valves,  pressure  limiting  devices  and 
rupture  members  shall  be  set  to  prevent  the  pressure  from 
exceeding  the  test  pressure.  The  pressure  at  which  the  de¬ 
vice.  is  set  to  function  shall  be  indicated  thereon.  (See 
section  C19-101  °  of  the  code,  columns  1  and  2  of  table.) 

c.  busible  plugs  shall  relieve  the  pressure  at  a  tempera¬ 
ture  not  exceeding  280  degrees  Fahrenheit. 

b.  Use  of  stop  valves. 

1.  It  shall  be  unlawful  to  locate  a  stop  valve  between  a 
pressure  relief  device  or  pressure  limiting  device  and  the 
pa.rt  of  the  system  protected  thereby,  unless  two  pressure 
relief  devices  of  required  size  are  used,  and  so  arranged 
that  ,  only  one  pressure  relief  device  can  be  cut  off  for 
repair  purposes  at  any  one  time. 

2-  A  Class  B  system  in  which  no  stop  valves  are  used 
and  in  which  the  pressure  will  equalize  throughout  the 
system  when  the  pressure  imposing  element  is  not  in  opera¬ 
tion  may  be  protected  by  only  one  pressure  relief  device 
located  on  the  high  pressure  side. 

c.  Ammonia  mixer. 

E  ^be  low  pressure  side  of  a  Class  A  ammonia  sys¬ 
tem  shall  be  provided  with  a  hand-operated  valve  for  dis- 
charging  the  ammonia  into  water  through  a  mixer  to  the 
sewer  in  case  of  emergency. 

2.  The  ammonia  mixer  shall  be  constructed  of  steel 
and  shall  be  capable  of  withstanding  a  pressure  of  at  least 
hity  (50)  pounds  per  square  inch. 

3.  It  shall  be  unlawful  to  locate  a  valve  in  the  ammonia 
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emergency  discharge  line,  except  for  the  manually-oper¬ 
ated  valve  discharging  into  the  water  and  ’ 

but  there  may  be  one  stop  valve  located  inside  the  building 
for  repair  purposes  only  This  valve  shall  be  sealed  open 

and  labeled  “Keep  Open.”  , 

4  The  manually  operated  pressure  relief  valve  shall  be 
located  in  a  locked  box  which  can  be  opened  by  members  of 
the  Fire  Department  by  means  of  a  Fire  Department  key 
The  door  of  the  box  shall  be  on  the  public  thoroughfare 
side  of  the  building  in  an  easily  accessible  location  and  not 
less  than  eighteen  (18)  inches  or  more  than  five  (5)  ieet 
above  the  sidewalk  level.  The  box  shall  be  permanent  y 
labeled  with  letters  of  not  less  than  one  (1)  inch  jading 
“For  Fire  Department  Use  Only.”  Ihe  relief  valve  shall  be 
labeled  “Ammonia.”  A  sign  shall  be  posted  within  the  box 
reading  “Do  Not  Open  Valve  Until  Water  Is  Flowing. 

5.  A  single  standard  three  (3)  inch  fire  department 
connection  shall  be  provided  through  which  the  necessary 
water  may  be  supplied  to  the  mixer.  The  fire  department 
connection  shall  be  located  near  the  box  and  not  less  than 
eighteen  (18)  inches  or  more  than  twenty-four  (24)  inches 
above  the  sidewalk  level  and  shall  be  permanently  labeled 
having  letters  not  less  than  one  (1)  inch  high  reading  io 
Ammonia  Mixer.”  A  check  valve  so  set  as  to  prevent  gases 
from  reaching  the  fire  department  connection  shall  be  in¬ 
stalled  in  the  water  line  between  the  fire  department  con¬ 
nection  and  the  water  and  ammonia  mixer. 

6.  The  fire  department  shall  have  sole  use  ot  the 

mixer  and  supply  the  necessary  water  i 

7.  In  systems  using  over  twenty-seven  thousand 
(27  000)  pounds  of  ammonia  there  shall  be  provided  one 
additional  water  and  ammonia  mixer  for  each  twenty-seven 
thousand  (27,000)  pounds  of  ammonia  or  fraction  thereot 
so  used  in  excess. 

8  The  ammonia  mixer  and  its  connection  for  a  Class 
A  system  shall  conform  to  the  diagram  in  section  C1V-1U/.U 
of  the  code. 


§09-104.0.  Size  of  Safety  Devices. 

(a)  The  size  of  pressure  relief  valves  shall  be  as  follows  : 

Capacity 
of  System. 

COs  and 
Ethane,  No. 
Req.,  Size. 

Other 

Refrigerants, 
No.  Req.,  Size. 

Up  to  30  tons . 

30  to  60  tons . 

60  to  100  tons . 

inn  tn  17^  ton5; . 

1— /" 

1-/" 

I-#" 

I-/2" 

I-/2" 

1—54" 

1—1" 

1-154" 

175  to  250  tons . 

9K0  tr>  4^0  tnn<? . 

. .  1-54" 

l-l" 

1—1/2" 

1—2" 

450  to  900  tons . 

2—2" 

tO  O6T*0t  *** 
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(b)  Where  rupture  members  are  permitted  and  used,  the 
equivalent  area  of  the  relief  valve  specified  must  be  pro- 

(c)  Fusible  plugs  may  be  used  on  all  Class  C  systems 
and  on  all  Class  B  systems  of  the  hermetically  sealed  com¬ 
pression  type  containing  not  more  than  fifty  (50)  pounds 
of  refrigerant.  The  free  discharge  opening  shall  be  one- 
sixteenth  (1/16)  inch  in  diameter. 

§09-105.0.  Location  and  Discharge  of  Safety 
Devices. 

a.  Location. 

A  pressure  limiting  device  shall  be  provided  .on  the 
high  pressure  side  of  each  water-cooled  refrigerating  sys¬ 
tem  containing  more  than  six  (6)  pounds  of  refrigerant. 
A  pressure  relief  valve  shall  be  provided  on  the  high  pres¬ 
sure  side  of  each  water-cooled  refrigerating  system  con¬ 
taining  twenty  (20)  pounds  or  more  of  refrigerant,  but  it 
shall  not  be  necessary  to  discharge  the  refrigerant  to  the 
outside  air  or  water  tank  from  any  such  refrigerating  sys¬ 
tem  containing  fifty  (50)  pounds  or  less  of  refrigerant,  any 
other  provision  of  part  1,  of  this  title,  to  the  contrary  not¬ 
withstanding.  . 

b.  Location  and  discharge  of  safety  devices. 

1.  Each  compressor  or  generator  of  a  Class  A  or  B 
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RULES 


\skm  containing  more  than  100  pounds  of  refrigerant 
hall  be  protected  by  a  pressure  relief  valve  connected  into 
he  high  pressure  side  between  the  main  stop  valve  and  the 
ompressor  or  generator  to  relieve  excessive  pressure  as 
ereinafter  provided. 

2.  A  rupture  member  may  be  substituted  for  the  relief 
alve  in  COa  systems  or  systems  operating  below  atmos- 
heric  pressure. 

3.  Shell  type  apparatus  such  as  liquid  receivers  con- 
ensers,  evaporators,  liquid  separators  and  absorbers  of 
lass  A  and  Class  B  systems  containing  more  than  fifty 
f?  fan  S  ot  refrigerant,  and  Class  B  systems  containing 
fty  (50)  pounds  or  less  of  refrigerant  which  can  be  shut 
IT  by  stop  valves,  shall  each  be  equipped  with  a  pressure 
diet  valve,  discharging  as  hereinafter  provided. 

t'  /co\SS  ^  ?ystenas  and  Class  B  systems  containing 
ty  (50)  pounds  or  less  of  refrigerant  so  constructed  that 
lien  subjected  to  abnormal  outside  temperature  such 
’  .at  generated  in  a  fire,  they  may  burst  due  to  the  ex- 

iieTdevicehe  refngerant-  sha11  be  P^tected  by  a  pressure 

5.  A  pressure  relief  valve  shall  be  required  on  the  low 
essure  side  of  a  Class  B  system  into  which  the  relief 
live  or  valves  on  the  high  pressure  side  discharge,  as  so 
,own  on  equipment  diagram  of  section  C19-107.0  of  the 

1  c-  Discharge  of  pressure  relief  valve. 

1.  Where  ammonia  is  used  in  Class  A  systems,  the 
-charge  from  relief  valves  must  be  conducted  to  the  out- 
e  atmosphere  or  into  that  part  of  the  low  pressure 

^r?foe1nh/nther  T*61"  specified  in  subdivision  C,  of 
tion  C19-1030  of  the  code.  If  it  is  discharged  to  the 

itside  atmosphere  it  must  be  piped  above  the  roof  or  not 

5l  C111  feel  abo/e  -the  grade-  .The  discharge  pipe 
11  be  not  less  than  the  size  of  the  relief  valve  outlet  The 
^charge  from  more  than  one  relief  valve  mav  be  run 
!  o  a  common  header,  the  area  of  which  shall  'be  equal 
t  the  area  of  the  pipes  connected  thereto.  The  outlet 
hce  shall  be  turned  downward. 

j;.  Where  more  than  fifty  (50)  pounds  of  ammonia 
_  sed  m  a  Class  B  system,  the  discharge  from  relief  valves 
bAe  piped  to  the  outside  atmosphere  as  specified  for 
■  iss  A  systems,  or  to  the  low  pressure  side  as  shown  in 
grams  ;n  section  C19-!07  0  of  the  code,  or  into  a  tank  of 
I -hn  whlchA  shall  be  used  for  no  purpose  except  ammonia 
charge.  At  least  one  gallon  of  fresh  water  shall  be  pro- 
ed  tor  every  pound  of  ammonia  contained  in  the  system, 
e  water  used  shall  be  prevented  from  freezing  without 
use  of  salt  or  chemicals.  The  tank  shall  be  substantially 
structed  of  not  less  than  one-eighth  (J^)  of  No.  11  U.  S. 
;£'?■  No  horizontal  dimensions  of  the  tank  shall  be 
,;*tJihan  one'haIf  (X)  the  height.  The  tank  shall  have 
,'m,ged  c°Yf  or,  if  of  the  enclosed  type,  shall  have  a 
i  tnn  C  fihe  !op;  A11  pipe  connections  shall  be  through 
ssure°rli?/  taink  °uyii  Tbe,  discharge  pipe  from  the 
(ter  nf  th  i  Vi!  ves  sha11  discharge  the  ammonia  in  the 

urelv  siim  ta"k,near  the  b°ttom-  The  tank  shall  be  as 
\rp  it,.",? 'pported  as.  any  other  portion  of  the  system. 

w£r.be  n°  °P^ning  lPrthe  %nk  below  the  water  level. 
m°£e  tban  fifty  (50)  pounds  of  any  re- 
=  erant  other  than  ammonm  is  used,  the  discharge  from 
alves  shall  be  to  the  atmosphere  as  specified  for 
rged  inl^mit,nia  syste™s-  Carbondioxide  may  be  dis- 
■c  feet  of  hC  rv°m  ,f  the  s,ame  contains  at  least  10 
Arrano-p  capacitY  per  pound  of  refrigerant  used. 

1  BAsvstPmTentISii°f  prfessure  rell,ef  devices  for  Class  A 
1-107.0  of  the  code.C°nf0rm  t0  ^  dlagrams  in  section 


mefCornmaskUSed’  therC  Sbab  be  provided  at  least  one  hel- 

.  ,3,  °nly  helmets  or  masks  that  have  been  approved  by 
the  Lmted  States  Bureau  of  Mines  as  suitable  for  the 
£*?£*?*  empI°y"d  shall  be  used,  and  they  shall  be  kept 
iLn  ?tU!ie  .condition  m  an  easily  accessible  case  or  cab¬ 
inet  located  immediately  outside  the  refrigerating  machin¬ 
ery  room.  b 

b.  Signs. 

k  nr?  A  a?d  Class  B  systems  containing  more 

than  ntty  (50)  pounds  of  refrigerant  there  shall  be  painted 
on  and  affixed  in  a  permanent  manner  to  the  main  steam 
control,  main  electrical  and  remote  control  switches  re¬ 
ceivers,  containers  and  shell  type  coolers,  signs  having  letters 
not  less  than  one  and  one-half  inches  (1  y2")  high  desig- 
naoingJ,be  Part  and  refrigerant  contained  therein 

■i  ihe  Se  ,  of  eYery  Class  A  or  B  system  shall  fur- 
msh  the  purchaser  with  a  sign  bearing  his  name  at  least 
8/2  by  11  in  size,  which  gives  the  rated  refrigeration 
capacity  and  the  quantity  and  kind  of  refrigerant  required 
tor  the  satisfactory  operation  of  the  system.  The  pur¬ 
chaser  shall  conspicuously  and  permanently  display  this 
sign  in  the  machinery  room.  The  quantity  and  name  of 
the  proper  refrigerant  content  and  the  rated  refrigeration 
capacity  shall  be  stamped  on  all  Class  C  systems  near  to 
or  on  the  name  plate. 

a3’  jT£e  information  shall  be  posted  in  Class 

A  and  B  machinery  rooms  where  over  fifty  (50)  pounds  of 
refrigerant  is  used:  (a)  The  names  and  addresses  of  the 
engineers  or  operators  in  charge;  (b)  Location  of  nearest 
fire  alarm  box  ;  (c)  The  name,  address  and  telephone  number 
ot  physician  to  be  called  in  case  of  emergency;  (d)  Instruc¬ 
tions  for  safely  shutting  down  the  plant  in  case  of  emer¬ 
gency. 

c-  Storage,  of  refrigerant. 

,  Refrigerant  not  contained  in  the  refrigerating  system 
shall.be  stored  only  in  non-inflammable  or  non-irritant 
containers  conforming  to  the  regulations  prescribed  by  the 
Interstate  Commerce  Commission  for  the  transportation  of 
such  refrigerant. 

2  Only  two  containers  holding  not  more  than  a  total 
of  three  hundred  (300)  pounds  of  inflammable  or  irritant 
refrigerant  shall  be  stored  in  the  refrigerating  machinery 
room  of  a  Class  A  system. 

3  Only  one  container  holding  not  more  than  one  hun¬ 
dred  and  fifty  (150)  pounds  of  inflammable  or  irritant  re¬ 
frigerant  shall  be  stored  in  the  refrigerating  machinery 
room  of  a  Class  B  system. 

4.  In  a  Class  C  system  no  refrigerant  other  than  that 
used  in  the  system  shall  be  stored  in  the  refrigerating 
machinery  room. 

5.  If  a  greater  amount  of.  inflammable  or  irritant  re¬ 
frigerant  than  that  permitted  in  a  refrigerating  machinery 
room  is  desired,  it  shall  be  stored  in  a  fireproof  buildin°r 
or  enclosure  used  for  no  other  purpose. 

6;  W.hen  the  refrigerant  is  withdrawn  from  a  system 
it  shall  be  discharged  only  into  a  suitable  absorbent  or  con¬ 
tainers  conforming  to  the  regulations  of  the  Interstate 
Commerce  Commission  for  the  transportation  of  such  re- 
fngerant.  .  It  shall  be  unlawful  to  permit  any  refrigerant 
to  escape  into  the  refrigerating  machinery  room. 

7..  Containers  shall  be  connected  to  the  system  only 
during  period  of  charging  or  withdrawing  the  refrigerant. 

§09-107.0.  Equipment  Diagrams. 

(See  arrangement  of  pressure  relief  devices  for  Class  A 
and  Class  B  equipment.) 


'19-106.0.  Operating  Precautions. 

a.  Masks  and  helmets. 

i  ir  nrpt  CIass4,  A  which  operates  above  atmos- 

nasks6  Ure’  ^  bC  provlded  at  least  two  helmets 

‘  .  n  a  aass  B  system  in  which  more  than  fifty  (50) 
o  ammonia,  sulphur  dioxide  or  other  irritant  re- 


ARTICLE  27. 

Penalties. 

§09-152.0.  Violations. 

Any  person  who  shall  wilfully  violate  or  neglect  or  refuse 
to  comply. with  any  provisions  of  part  1,  of  this  title,  except 
the  provisions  of  article  twenty-six,  in  addition  to  any  other 
penalties  prescribed  by  law,  shall,  upon  conviction,  be  pun¬ 
ished  by  a  fine  of  not  more  than  $500,  or  by  imprisonment 
not  exceeding  six  months,  or  by  both. 
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RFLAT1VE  TO  SUBMERGED  INLETS  AND  PROTECTIVE  METHODS  TO  BE 
APPUED  TO  PREVENT  CONTAMINATION  OF  WATER  SUPPLY. 


ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  FEBRUARY  3,  1939. 

EFFECTIVE,  IN  ACCORDANCE  WITH  SECTI^N  665  SUBDIVISION  C,  OF  THE 

NEW  YORK  CITY  CHARTER,  FEBRUARY  27,  1939. 


(835-38-SR) 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraphs  2  and  3  of 
the  New  York  City  Charter  and  C26-1268.0c  4  (14.7.1.3 
BC )  and  C26-1277.0h  (14.8.2.8  BC) ,  of  the  Administrative 
Code. 


approved  vacuum  breaker  and  check  valve,  the  check 
valve  to  be  located  between  the  fixture  and  vacuum 
breaker.  The  waste  pipe  for  this  type  of  apparatus 
shall  not  connect  directly  with  any  drainage  system  but 
shall  discharge  above  an  open,  water  supplied,  trapped 
and  vented  fixture. 

Rule  6.  Bidets — Bed  Pan  Washers. 


Rule  1.  Flush- Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged  in¬ 
lets  supplied  directly  from  the  City  Water  Supply 
System  (and  not  supplied  from  separate  riser  and 
tank),  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches 
above  the  overflow  level  of  the  fixture,  to  prevent 
siphonage  or  backflow  of  contaminated  water  into  the 
house  water  distribution  piping  and  checked  by  the 
inspector. 

Rule  2.  Ballcocks. 

Flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  one-half 
inch  above  the  overflow  outlet  of  the  flush  tank. 

Rule  3.  Submerged  Inlets. 


Water  supply  connection  to  bidets,  bed  pan  washers, 
or  similar  apparatus  shall  be  equipped  with  an  ap- 
proved  vacuum  breaker  and  check  valve,  the  latter  lo* 
cated  between  the  fixture  and  the  vacuum  breaker. 

Rule  7.  Roof  or  Suction  Tanks. 

Water  supply  inlets  to  roof  or  suction  tanks  shal 
be  located  at  least  two  inches  above  the  overflow  leve 
of  the  tank. 

Rule  8.  Sump  or  Well  Pumps. 

Water  supply  connections  for  priming  purposes  t< 
sump,  well,  or  similar  type  pumps  shall  be  connectei 
to  the  inlet  side  of  the  pump  and  be  equipped  wit 
an  approved  vacuum  breaker  and  check  valve,  tn 
check  valve  to  be  located  between  the  pump  and  th 
vacuum  breaker. 


Water  supply  inlets  to  fixtures  shall  be  located  at 
least  one  inch  above  the  overflow  level  of  the  fixture, 
except  when  submerged  inlets  are  absolutely  essential 
for  the  proper  functioning  of  a  fixture. 

Rule  4.  Sterilizers. 

Direct  water  supply  piping  connections  to  sterilizers 
are  prohibited.  The  waste  piping  for  sterilizers  shall 
not  connect  directly  with  any  drainage  system ,  such 
waste  piping  shall  discharge  above  an  open,  water  sup¬ 
plied,  trapped  and  vented  fixture. 

Rule  5.  Aspirators — Water  Siphons. 

Water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  shall  be  equipped  witn  an 


lule  9.  Condensers. 


Direct  water  connection  to  refrigeration  unit  fc 
cooling  purposes  shall  be  equipped  with  an  approve 
check  valve  to  prevent  possible  back  flow  of  ammom 
or  other  refrigerant  agency  from  defective  condense 
coils  or  jackets,  except  in  such  installations  where  tt 
water  supply  piping  is  entirely  outside  of  the  pipa 
or  tank  containing  the  refrigerant  and  two  met 
pendent  wall  thicknesses  of  metal  separate  the :  r 
frigerant  from  the  city  water  supply.  Refrigerati 
units  containing  more  than  twenty  pounds  of  retri 
erant  shall  be  provided  with  an  additional,  safeg 
in  the  form  of  an  approved  relief  valve  installed 
the  outlet  side  of  the  check  valve,  such  relief  vai 
being  set  at  five  pounds  above  the  maximum  wa 
nre^snre  at  the  point  of  installation. 


APPROVED  APPLIANCES 


APPROVED  VACUUM  BREAKERS 


Name 


Calendar  No. 


Bidoro  Vacuum  Breaker,  Type  D,  sizes  1", 

YYa",  1J4",  2",  2i/2",  3",  3J4"  and  4" . 

Crane  Company  Vacuum  Breakers  for  Supply 
Fixtures,  C-7830,  sizes,  Y&",  J4",  Y\" ,  1",  l/4"i 

1  y2",  2"  and  3"  . 

Crane  Company  Vigilant  Vacuum  Breaker  ... 

Delany  Vacuum  Breaker,  Model  DV-88 . 

Hedges  and  Brother  Pilot  Vacuum  Valve . 


270-28-SA 


750-38-SA 

345-38-SA 

842-38-SA 

186-39-SA 


Name 


Calendar  7 


Novae  Flush  Valve  Vacuum  Breaker . 

Penberthy  Vacuum  Breaker . *••••  1  < 

Scovill  M.  V.  B.  No.  22  Ballcock .  ( 

Scovill  “S”  Vacuum  Breaker  Ballcock .  10 

Sloan  Vacuum  Breaker,  Model  V-60-A .  U7- 

Watrous  Flush  Valve  and  Vacuum  Breaker,  < 

Models  Imperial,  Majestic  and  Jewel .  351-JS-. 
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effecting  Calendar  Numbers  6S-39-BZ,  97-37-BZ,  497 

7- BZ,  604-37-BZ,  49-28-BZ,  17-37-BZ,  43-37-BZ,  366 

8- BZ,  367-38-BZ,  368-38-BZ,  369-38-BZ,  370-38-BZ 
82-38- BZ,  352-29-BZ,  1131-38-A,  859-38-A,  361-39-A 
00-39- A,  326-39- A,  331 -39- A,  362-39- A,  394-39- A,  396 

9- A-WF,  403-39-A,  456-39-A,  327-38-A,  521-38-A,  656- 
tA’  J73-39-S,  391-39-S,  457-39-S,  74-38-S,  143-39-S 
82-38-SA,  415-38-SM,  145-39-SM  and  357-39-SM. 


rection  Affecting  Calendar  Number  1080-38-SA. 

'tice  of  Public  Hearing  on  Proposed  Rules  Relative  to 
ses  of  Insulating  Fibre  Board. 


droved  Fuel  Oil  Fill  Pipe  Terminals. 

1  Proved  Gas  Heaters. 

’t  Quarterly  Report. 

’roved  Fireline  Hose  Valves. 

es  for  Interior  Fire  Alarm  Signal  Systems. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a.  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 
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CALENDAR 

DOCKET 

New  Cased  Filed  up  to  April  18,  1939 


(Block  No.  3219,  Lot  No. 
25),  Springfield,  Borough  of 
Queens,  N.B.  2585-39. 


Cal.  No.  Department  Premises  Affected 

456-39-A  ..H.B.R . 561  Richmond  Terrace,  north 

side,  opposite  Franklin  ave¬ 
nue  (Block  No.  4,  Lot  No. 
21),  New  Brighton,  Borough 
of  Richmond,  Alt.  75-39. 


467-39- A  .H.B.M . 510-512  West  126th  street,  south 

side,  111.10  ft.  west  of  Am¬ 
sterdam  avenue  (Block  No. 
1982,  Lot  Nos.  34  and  35), 
Borough  of  Manhattan. 

Alt.  1373-37. 


457-39-S  ...H.B.R . 561  Richmond  Terrace,  north 

side,  opposite  Franklin  ave¬ 
nue  (Block  No.  4,  Lot  No. 
21),  New  Brighton,  Borough 
of  Richmond,  Alt.  75-39. 


468-39- A  HBB.  ...2241-2243  Church  avenue,  north 

.  side,  329  ft.  V/2  in.  east  of 

Flatbush  avenue  (Block  No. 
5089,  Lot  No.  64),  Borough 
of  Brooklyn,  Alt.  20-39. 


458-39- BZ . H.B.Q . 60-17  to  60-25  68th  road,  north 

side,  165  ft.  east  of  60th 
street  and  60-18  to  60-20  68th 
avenue  (Block  No.  3513,  Lot 
Nos.  20,  50  and  52),  Ridge¬ 
wood,  Borough  of  Queens, 

Alt.  9489-38. 


459-39-BZ  H.B.B . 505-5C9  Utica  avenue,  east  side, 

140  ft.  north  of  Rutland  road 
(Block  No.  4591,  Lot  No. 
51),  Borough  of  Brooklyn, 
Applic.  32-39. 


469-39-A-WF. H.B.Q . 132-01  to  132-13  Roosevelt  ave¬ 

nue,  northeast  corner  of 
Lawrence  street  (Block  No. 
4973,  Lot  No.  1),  Flushing, 
Borough  of  Queens, 

Sign  Applic.  84-39 


470-39-S . F.D . 501-505  Madison  avenue  and  41- 

51  East  52nd  street,  northeast 
corner  (Block  No.  1288,  Lot 
No.  21),  Borough  of  Man¬ 
hattan, 

Decision  re:  3264-L.F 


460-39-A . F.D . 217-219  West  21st  street,  north 

side,  225  ft.  west  of  Seventh 
avenue  (Block  No.  771,  Lot 
No.  29),  Borough  of  Man¬ 
hattan, 

Decision  re :  2396-L.F. 


471-39-A. _ F.D . 40  East  14th  street,  south  side 

26  ft.  east  of  University  placi 
and  125  University  plao 
(Block  No.  625,  Lot  Nos.  , 
and  9),  Borough  of  Manhat 
tan,  Decision  re:  2051-L.F 


461-39-A . H.B . 2075  Grand  Concourse,  south¬ 

west  corner  of  East  180th 
street  (Block  No.  3160,  Lot 
No.  20),  Borough  of  The 
Bronx  (Apt.  No.  1-A), 

Order  and  Decision. 


462-39-A _ H.B . 2075  Grand  Concourse,  south¬ 

west  corner  of  East  180th 
street  (Block  No.  3160,  Lot 
No.  20),  Borough  of  The 
Bronx  (Apt.  No.  1-E), 

Order  and  Decision. 


463-39-SM . Anolith  Hopper  Ring  Slab  for 

Toilet  Bowl,  manufactured 
by  Annenberg  Marble  and 
Terrazo  Corporation, 

Material. 


464-39-A . H.B.M . 343  West  84th  street,  north  side, 

179  ft.  y2  in.  east  of  Riverside 
drive  (Block  No.  1246,  Lot 
No.  15),  Borough  of  Man¬ 
hattan,  Alt.  2971-38. 


465-39-BZ-WF  . H.B.Q....  120-24  to  120-50  Queens  boule¬ 
vard,  south  side,  167.45  ft. 
west  of  82nd  avenue  and  9 
Kew  Gardens  road  (Block 
No.  3358,  Lot  No.  13),  Kew 
Gardens,  Borough  of  Queens, 
N.B.  1551-39. 


466-39-A . H.B.Q . 177-21  130th  avenue,  north  side, 

410  ft.  west  of  Merrick  road 


472-39-A . H.B.Q . 12-09  Channing  road,  south  side 

200  ft.  east  of  Neilson  stree 
(Block  No.  36,  Lot  No.  41) 
Far  Rockaway,  Borough  o 
Queens,  Alt.  727-39 


473-39-A . H.B.Bx  ...Southern  boulevard  and  Eas 

185th  street  about  800  ft 
southeast  (New  York  Zoo 
logical  Park),  Borough  o 
The  Bronx,  Alt.  51-31 


474-39-A . H.B.Bx.  . 


.1711  Taylor  avenue,  west  side 
95.01  ft.  north  of  Van  Ne; 
avenue  (Block  No.  4020,  Lc 
No.  26),  Borough  of  Th 
Bronx, 


nn  j  u:. i  n  •?< 


475-39-SM . Full  Trap  Primer  Valve,  mane 

factured  by  Full  Trap  Mani 
facturing  Company, 

Materia 


476-39-A . H.B.M . 524  East  11th  street,  south  sid 

308  ft.  east  of  Avenue 
(Block  No.  404,  Lot  No.  16 
Borough  of  Manhattan, 

Alt.  2276-3 


477- 39-SA . Vac-O-Vent  for  Plumbing  Fi: 

tures,  Model  B,  Apphanc 

- 1 - 

478- 39-A . H.B.B . 958-974  President  street,  sout 

east  corner  of  Classon  avem 
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(Block  No.  1184,  part  of  Lot 
No.  1),  Borough  of  Brooklyn, 

Amendment  to  Permit  No.  - - — 

6631-38.  487-39-SM. 


79-39-BZ . H.B.M. 


30-39-A . 


.H.B.M. 


J1-39-BZ. 


.  H.B.Bx. 


-2-39- SM. 


3-39-SM. 


. .  .209  East  Houston  street,  south¬ 
east  corner  of  Ludlow  street 
and  167-179  Essex  street,  west 
side,  100  ft.  south  of  East 
Houston  street  (Block  No. 
412,  Lot  No.  S3),  Borough  of 
Manhattan,  N.B.  77-39. 

. .  594  Greenwich  street,  west  side, 
75  ft.  north  of  West  Houston 
street  (Block  No.  600,  Lot 
No.  35),  Borough  of  Man¬ 
hattan,  Alt.  3570-38. 

.  .699  East  149th  street,  north 
side,  40  ft.  east  of  Trinity 
avenue  (Block  No.  2623,  part 
of  Lot  No.  140),  Borough  of 
The  Bronx, 

Decision  re:  Certificate 
of  Occupancy. 

.Oriental  Exterior  Stucco,  manu¬ 
factured  by  U.  S.  Gypsum 
Company  and  Samson  Ex¬ 
terior  Stucco  as  distributed 
by  Samson  Plaster  Board 
Company,  Sales  Agents  for 
U.  S.  Gypsum  Company, 

Material. 

Hydrated  Lime,  under  various 
Trade  Names,  manufactured 


for  U.  S.  Gypsum  Company, 

Material. 

.Flexement  Products,  manufac¬ 
tured  by  Flexement  Products 
Company,  Material. 


488  39-SA . Carrier  Water  Cooler, 

Appliance. 

■H.B.M . 75  Essex  street,  northwest  cor¬ 

ner  of  Broome  street  (Block 
No.  409,  Lot  No.  60),  Bor¬ 
ough  of  Manhattan, 

Decision  re:  Viol.  627-39. 


489-39-A . 


490-39-A . H.B.Q.. 


604-37-BZ. 


.255-10  148th  avenue,  south  side, 
100  ft.  east  of  Weller  street 
(Block  No.  4901,  Lot  Nos. 
62-67),  Rosedale,  Borough  of 
Queens,  N.B.  7476-38. 


Restored  to  Calendar^ 

.H.B.B . 266-282  Clarkson  avenue,  south 

side,  89  ft.  7j4  in.  west  of 
Nostrand  avenue  (Block  No. 
5066,  Lot  Nos.  41  and  46), 
Borough  of  Brooklyn, 

Applic.  18713-37. 


97-37-BZ. 


.  H.B.B. . 


1  C4UV^  IlicUlUIdkLUl  Cvl 

by  U.  S.  Gypsum  Company,  49-28-BZ. 
Samson  Mason’s  Hydrate  and 
Samson  Hydrate  Finishing 
Lime,  as  distributed  by  Sam¬ 
son  Plaster  Board  Company, 

Sales  Agents  for  U.  S.  Gyp-  - 

sum  Company,  Material 


.H.B.Bx. 


497-37-BZ . H.B.B. 


i-39-SM. 


-39- SM. 


S39-SM. 


.Blue  Label  Cheshire  Finish 
Quicklime,  Farnams  Cheshire 
Quicklime,  manufactured  by 
U.  S.  Gypsum  Company  and 
U.  S.  G.  Masons  Quicklime, 
Samson  Finish  Quicklime  and 
Samson  Mason’s  Quicklime, 
as  distributed  by  Samson 
Plaster  Board  Company, 
Sales  Agents  for  U.  S.  Gyp¬ 
sum  Company,  Material. 

.Gypsum  Lath  (Rocklath  Plaster¬ 
board  )  ,  manufactured  b  y 
U.  S.  Gypsum  Company  and 
Sheetlath  as  distributed  by 
Samson  Plaster  Board  Com¬ 
pany,  Sales  Agents  for  U.  S. 
Gypsum  Company, 

Material. 


.Gypsum  Wallboard,  under  vari¬ 
ous  trade  names,  manufac¬ 
tured  by  U.  S.  Gypsum  Com¬ 
pany  and  Samson  Wallboard, 
under  various  trade  names,  as 
distributed  by  Samson  Plaster 
Board  Company,  Sales  Agents 


52 1-38- A. 


.F.D.. . 


..1404-1424  East  New  York  ave¬ 
nue,  southwest  corner  of 
Amboy  street  (Block  No. 
3495,  Lot  Nos.  12  and  16), 
Borough  of  Brooklyn, 

Applic.  1678-37. 

.  .1710  University  avenue,  east  side, 
50  ft.  north  of  Brandt  place 
(Block  No.  2876,  Lot  No. 
102),  Borough  of  The  Bronx, 
Alt.  712-38. 

.  .1203-1235  East  New  York  ave¬ 
nue,  northeast  corner  of 
Ralph  avenue  and  Union 
street  (Block  No.  1477,  Lot 
No.  1),  Borough  of  Brooklyn. 

Applic.  15940-37. 

.384  Greenwich  street,  west  side, 
50  ft.  north  of  North  Moore 
street  and  369  Washington 
street  (Block  No.  186,  Lot 
Nos.  25  and  35),  Borough  of 
Manhattan,  16296-L.C. 


DESIGNATIONS:  H.B.— Department  of  Housing  and  Build- 

wwS;rH'nB'~Pepartm-ntTT0f  Rousing  and  Buildings,  Brooklyn; 
5-5-JI [--Department  of  Housing  and  Buildings,  Manhattan 
S™S,—Pepaitmen£  °f  Housing  and  Buildings,  Queens 
H-B.K.-Depurtment  of  Housing  and  Buildings.  Richmond; 

S-B;Hx-~Hepartment  of  Housing  and  Buildings,  Bronx;  H.D. _ 

Health  Department  and  F.D.— Fire  Department. 


CERTIORARI  ORDER  SERVED  ON  THE  BOARD 
OF  STANDARDS  AND  APPEALS 

On  April  20,  1939,  copy  of  petition  and  order  of  certiorari  was 
served  on  the  Board  by  Hurd,  Hamlen  and  Hubbard,  attorneys, 
tor  General  Outdoor  Advertising  Co.,  Inc.,  owner,  in  re  decision  of 
Board,  Cal.  No.  95-39-A,  affirming  decision  of  Borough  Superinten¬ 
dent  in  re  roof  sign  Applic.  No.  40-38,  affecting  premises  141-153 
Cincoln  avenue,  northwest  corner  of  East  134th  street,  Borough  of 
The  Bronx. 
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RULES 

Last 

Carbon  Dioxide  Liquefier  Rules - Mar. 

Certificate  of  Occupancy,  approved 

form  . Aug. 

Concrete  Flat  Slabs,  Rules... . July 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . . . . Mar. 

Exit  Rules  (Revolving  Doors) . Tune 

Factory  Exit  Rules . . Feb. 

Fire  Alarm  Rules  (Interior) . Apr. 

Fire  Drill  Rules . Nov. 

Fire  Retarding  Rules  for  Garages, 

etc . ; . Apr. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . ...Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Nov. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Oil  Burner  Rules . Jan. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Feb. 

Platform  Trucks,  Specifications  for. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply) . Apr. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.Apr. 

Smoking  in  Factories,  Rules  for - Mar. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting.  .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Apr. 


Publication  in  Bulletin 
21,  1939— Vol.  24,  No.  12 


23,  1938— Vol. 
13,  1937— Vol. 
3,  1937— Vol. 
3,  1936— Vol. 
15,  1937— Vol. 

21,  1939— Vol. 
25,  1939— Vol. 

22,  1938— Vol. 


23,  No.  34 
22,  No.  28 
22,  No.  31 

21,  No.  9 

22,  No.  24 

24,  No.  8 
24,  No.  17 

23,  No.  47 


4,  1939— Vol.  24,  No.  14 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

1,  1938— Vol.  23,  No.  44 
7,  1925— Vol.  10,  No.  14 

5,  1928— Vol.  13,  No.  23 
3,  1939— Vol.  24,  No.  1 

28,  1939— Vol.  24,  No.  9 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


18,  1939— Vol. 

7,  1937— Vol. 
18,  1939— Vol. 
21,  1939— Vol. 
29,  1937— Vol. 

8,  1937— Vol. 
7,  1932— Vol. 

24,  1936— Vol. 
24,  1936— Vol. 


24,  No.  16 
22.  No.  36 
24,  No.  16 
24,  No.  12 
22,  No.  26 
22,  No.  23 
17,  No.  23 
21,  No.  47 
21,  No.  47 


10,  1923— Vol.  8,  No.  15 


Nicholas  place  (Block  No.  2054,  p; 
of  Lot  No.  69),  Borough  of  Manhatt; 

cal.  no.  1069-38-BZ — Application,  November  26,  1938,  unc 
sections  7c  and  21  of  the  building  zo 
resolution,  of  Lama  and  Proskau 
applicants,  on  behalf  of  7516  Rockaw 
Blvd.  Corporation,  owner,  to  perr 
on  a  lot  located  partly  in  a  busint 
use  district,  and  partly  in  a  resider. 
use  district,  the  extension  of  a  ga; 
line  service  station ;  premises  75- 
Rockaway  boulevard,  southwest  cc 
ner  of  76th  street  (Block  No.  8946,  I 
No.  7).  Ozone  Park,  Borough 
Queens. 

cal.  no.  1085-38-BZ — Application,  November  28,  1938,  i 
der  section  21  of  the  building  zc 
resolution,  of  Jack  Z.  Cohen,  applica 
on  behalf  of  Loha  Realty  Corporate 
owner,  to  permit  in  a  residence  i 
district,  the  erection  and  maintenai 
of  a  gasoline  service  station ;  premii 
5307-5321  21st  avenue  and  1072-lC 
Dahill  road,  southeast  corner  (Blc 
No.  5495,  Lot  No.  462),  Borough 
Brooklyn. 


LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  . Mar. 

Fireline  Hose  Valves .  Apr. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  .  Jan. 

Fuel  Oil  Fill  Pipe  Terminals .  Apr. 

Fuel  Oil  Burners  for  Industrial  Use.  Aug. 

Fuel  Oil  Pumps .  .Tan. 

Gas  Heaters . Apr. 

Paint,  Varnish  and  Lacquer  Spray 

ing  Equipment  . Feb. 

Range  Oil  Burners  and  Space 

Heaters  .  Jan. 

Vacuum  Breakers . Apr. 


5.  1 088 — Vol.  20.  No.  10 

25,  1939— Vol.  24,  No.  17 

3,  1939— Vol.  24,  No.  1 

25,  1939— Vol.  24,  No.  17 

30,  1938— Vol.  23.  No.  35 
3.  1939— Vol.  24.  No.  1 

25,  1939— Vol.  24,  No.  17 

28,  1939— Vol.  24,  No.  9 

3,  1939— Vol.  24.  No.  1 

18,  1939— Vol.  24,  No.  16 


CAL.  no.  33-39-BZ — Application,  Tanuary  11,  1939,  urn 
section  7e  of  the  building  zone  reso 
tion,  of  Paul  Friedman,  applicant, 
behalf  of  Max  Freed  and  Lincoln  S; 
ings  Bank  of  Brooklyn,  owners, 
permit  in  a  business  use  district,  \ 
extension  of  an  existing  garage  i 
more  than  five  (5)  motor  vehicli 
premises  375-381  Throop  avenue  a 
81-91  Van  Buren  street,  northeast  o 
ner  (Block  No.  1792,  Lot  Nos.  1  a 
3),  Borough  of  Brooklyn. 


APRIL  25,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April 
25,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  1006-38-BZ — Application,  November  9,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Rosella  I.  Wil¬ 
liams,  owner,  to  permit  in  a  business 
use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  1688  Eastern  boulevard,  south¬ 
west  corner  of  Soundview  avenue 
(Block  No.  3660,  Lot  Nos.  56  and  59), 
Borough  of  The  Bronx. 

cal.  no.  787-38-BZ— Application,  September  12,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Du  Pont  Holding  Corporation, 
applicant  and  lessee,  on  behalf  of 
Robert  Walton  Goelet,  owner,  to  per¬ 
mit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  425- 
437  Edgecombe  avenue,  southwest  cor¬ 
ner  of  West  155th  street  and  90-98  St. 


cal.  no.  167-39-BZ— -  Application,  February  9,  1939,  urn 
sections  7b,  7c  and  21  of  the  buildi 
zone  resolution,  of  Samuel  Ros< 
blum,  applicant,  on  behalf  of  John 
McNamara,  as  Administrator  of  1 
tate  of  Henrietta  McCoy,  owner, 
permit  partly  in  a  business  use  distr 
and  partly  in  a  residence  use  distr: 
the  maintenance  and  extension  of 
store  (erected  since  1916)  in  part  o: 
multiple  dwelling;  premises  2062  Mi 
ris  avenue,  east  side,  94  ft.  north 
Burnside  avenue  (Block  No.  3169,  I 
No.  1  Y-i),  Borough  of  The  Bronx. 

cal.  no.  684-38-BZ — Application,  August  2,  1938;  dismis: 

for  lack  of  prosecution,  January 
1939;  reopened  and  restored  to  c 
endar,  April  4,  1939,  under  section 
of  the  building  zone  resolution, 
permit  in  a  business  use  district,  : 
a  temporary  period  of  not  more  tf 
two  (2)  years,  the  parking  and  stor: 
of  more  than  five  (5)  motor  vehicl 
premises  2050-2066  White  Plains  ro 
southeast  corner  of  Brady  avenue  3 
northeast  corner  of  Bronxdale  aver 
(Block  No.  4284,  Lot  Nos.  5-11-13-1 
Borough  of  The  Bronx. 

cal.  no.  523-38-BZ — Application,  June  21,  1938,  under  s 
tions  7h  and  21  of  the  building  z< 
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resolution,  of  Sidney  L.  Strauss,  ap¬ 
plicant,  .  on  behalf  of  George  Ehret 
Properties,  Inc.,  owner  (Frank  W. 
Banfield,  lessee),  to  permit  partly  in 
a  business  use  district  and  partly  in 
a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
23-22  to  23-30  31st  street,  north  side, 
100  ft.  east  of  23rd  road  (Block  No. 
842,  Lot  No.  80),  Long  Island  City, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


45 1-39- A— 51-79  Fountain  avenue,  northeast  corner  of 
Wells  street  (Block  No.  4155,  Lot  No  1) 
Borough  of  Brooklyn. 

468-39-A— 2241-2243  Church  avenue,  north  side,  329  ft  PA 

cnonearSt  °fTFlatbush  avenue  (Block’ No. 
5089,  Lot  No.  64),  Borough  of  Brooklya 

.  Variation  of  Labor  Law 

436-39-S— 473  Hudson  avenue,  east  side,  109  ft.  7  in.  south 

°f  D,eJfalb  avenue  (Block  No.  2094,  Lot 
No.  12),  Borough  of  Brooklyn. 


APRIL  25,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

4- 39-A— 1510  Jessup  avenue,  east  side,  75  ft.  north  of 

West  172d  street  (Block  No.  2872,  Lot 
No.  287),  Borough  of  The  Bronx. 

,-39- A  41-47  Vestry  street  and  437-441  Greenwich  street, 
southwest  corner  (Block  No.  219,  Lot 
Nos.  11-13),  Borough  of  Manhattan. 

839-A— 32-44  East  170th  street,  south  side,  206  ft.,  10J4 
in.  west  of  Walton  avenue  (Block  No. 
2842,  Lot  No.  43),  Borough  of  The  Bronx. 

5- 39-A — 402-414  East  105th  street,  south  side,  100  tt. 

east  of  First  avenue  and  403-415  East 
104th  street  (Block  No.  1698,  Lot  No.  5), 
Borough  of  Manhattan. 

:  39- A— 146-03  111th  avenue,  north  side,  150  ft  west  of 
147th  street  (Block  No.  2747,  Lot  No.  17), 
Jamaica,  Borough  of  Queens. 

)39-A— Transportation  of  Fuel  Oil  in  Tank  Truck  (not 
of  approved  type)  in  New  York  City. 

1 39- A  960  East  173rd  street,  southeast  corner  of  Vyse 
avenue  (Block  No.  2996,  Lot  No.  23), 
Borough  of  The  Bronx. 

"39-A— 143-16  Sanford  avenue,  south  side,  135  ft.  east 
of  Bowne  street  (Block  No.  5183,  Lot 
No.  18),  Flushing,  Borough  of  Queens. 

49- A— 223-229  East  86th  street,  north  side,  275  ft.  east 
of  Third  avenue  (Block  No.  1532,  Lot 
No.  12),  Borough  of  Manhattan. 

S9-A— 708-712  Greenwich  street,  west  side,  65  ft.  south 
of  Charles  street  (Block  No.  631,  Lot 
Nos.  19  and  20),  Borough  of  Manhattan. 

59-A-h835  Prospect  place,  north  side,  316  ft.  8  in.  east 
of  Nostrand  avenue  (Block  No.  1227,  Lot 
No.  64),  Borough  of  Brooklyn. 

’9- A— 31-45  West  42nd  street,  36-68  West  43rd  street 
and  1110-1116  Sixth  avenue,  southeast 
corner  (Block  No.  1258,  Lot  Nos.  70,  65, 

9,  13  and  15),  Borough  of  Manhattan. 

>9-A— 35-37  Division  place,  north  side,  100  ft.  east  of 
Debevoise  street  (Block  No.  2841,  Lot  No. 
1),  Borough  of  Brooklyn. 

9- A  104  North  Moore  street,  south  side,  56  ft  8  in 
£ast  of  West  street  (Block  No.  185,  Lot 
No.  13),  Borough  of  Manhattan. 

9  A— 47  Beekman  street,  south  side,  96  ft.  east  of 
William  street  (Block  No.  93,  Lot  No. 
^")>  Borough  of  Manhattan. 

-A— 51-79  Fountain  avenue,  northeast  corner  of 
Wells  street  (Block  No.  4155,  Lot  No  1) 
Borough  of  Brooklyn. 


MAY  2,  1939,  10  A.  M. 

Building  Zone  Applications 


ard's°aIdCAnn?TE?EBY^IYEN  by  the  Board  °f  Stand- 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 

2  1939  aUt  fong-  1°T  reS°TJUti0n ’Jwsday  morning,  May 

Molw.  10  °iIociVn  Room  1013-  Municipal  Building 
Manhattan,  on  the  following  matters : 

cal.  no.  17-38-BZ— Application,  January  13,  1938,  under  sec- 
tion  7h  of  the  building  zone  resolution 
of  Herman  Kron,  applicant,  on  behalf 
of  Harlem  Savings  Bank,  owner 
(Rosemol  Realty  Corporation,  lessee), 
to  permit  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
hve  1,  motor  vebicles ;  premises  324- 
328  West  34th  street,  south  side,  325 
ft.  west  of  8th  avenue  (Block  No.  757, 

r0tn 31  to  delusive),  Borough 
of  Manhattan. 

cal.  no.  41 1-37-BZ— Application,  August  20,  1938;  dis¬ 
missed  for  lack  of  prosecution,  October 
25,  1938;  reopened  and  restored  to 
calendar^  April  4,  1939,  under  sections 
7n  and  21  of  the  building  zone  resolu¬ 
tion,  of  Philip  Patti,  applicant  and 
lessee,  on  behalf  of  Brooklyn  and 
Queens  Transit  Corporation,  owner,  to 
permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  the  parking  and  storage  of  more 
^han  bve  (5)  motor  vehicles ;  premises 
366  Seneca  avenue,  southwest  corner 
of  DeKalb  avenue  (Block  No.  3425, 
Lot  No.  7),  Ridgewood,  Borough  of 
Queens. 

CAL.  NO.  1186-38-BZ— Application,  December  20,  1938,  un¬ 
der  sections  7c,  7h  and  21  of  the  build¬ 
ing  zone  resolution,  of  Robert  J.  Far¬ 
rington,  applicant,  on  behalf  of  M. 
Elizabeth  de  Caraman  Chimay,  owner, 
to.  permit  partly  .in  a  business  use  dis¬ 
trict. and  partly  in  an  unrestricted  use 
district,  the  erection  and  maintenance 
of  a  gasoline  service  station  and,  also, 
the  parking  of  more  than  five  (5) 
motor  vehicles;  premises  351-353  First 
avenue,  west  side,  75  ft.  south  of  East 
21st  street  (Block  No.  926,  Lot  Nos. 

37  and  38),  Borough  of  Manhattan. 

cal.  no.  327-27-BZ — Application  of  Joseph  J.  Karp,  ap¬ 
plicant,  on  behalf  of  P.  Toback,  Inc., 
owner  (Sam  Brufsky,  lessee),  reopened 
under  new  proposal,  November  15, 
1938,  under  section  7h  of  the  building 
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zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  'temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
745-757  Ralph  avenue,  east  side,  27b It. 
south  of  Sutter  avenue  (Block  No. 
3531,  Lot  No.  7),  Borough  of  Brook¬ 
lyn. 


cal  no  461-38-BZ— Application,  June  6,  1938,  under  sec- 
CAU  tion  21  of  the  building  zone  resolution, 

of  William  F.  Regan,  applicant  on  be¬ 
half  of  Trustees  of  Columbia  Univer¬ 
sity  owner  (Michael  T.  Watts,  lessee), 
to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  on  an  existing  gasoline  service 
station;  premises  1910  Broadway,  east 
side,  87  ft.  3  in.  south  of  West  64th 
street  and  60  West  64th  street  (Block 
No.  1116,  Lot  No.  53),  Borough  of 
Manhattan. 


opened  under  new  proposal,  Februai 
15,  1939,  under  section  21  of  the  buil< 
ing  zone  resolution,  to  permit  in 
business  use  district,  the  erection  ar 
maintenance  of  a  motor  vehicle  repa 
shop  and  welding  shop  (previously  d 
nied  re  gasoline  service  station)  ;  prer 
ises  928-938  East  New  York  avenr 
southwest  corner  of  Utica  aveni 
(Block  No.  4588,  part  of  Lot  No.  86 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Cliairmc 


MAY  2,  1939,  2  P.  M. 


Appeals  from  Administrative  Decisions 


389-39- A— 100-106  West  39th  street,  south  side,  50  ft  w 
of  Sixth  avenue  and  1031-1039  bis 
avenue  (Block  No.  814,  Lot  Nos.  39-45 ]/. 
Borough  of  Manhattan. 


429-39-A— 163-30  and  163-32  Jamaica  avenue  south  si 
280  ft  east1  of  New  York  boulevs 
(Block  No.  1167,  Lot  No.  15),  Jamai 
Borough  of  Queens. 


tat  no  762-38-BZ— Application,  September  1,  1938,  un- 
cal.  no.  der  section  7h  of  the  building  zone 

resolution,  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  Isabel  Sturges 
and  Dorothy  Bell  Dyer,  owners  (Gard¬ 
ner  Super  Service,  Inc.,  lessee) ,  to 
permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  ; 
premises  1670-1716  Southern  boulevard 
east  side,  50  ft.  south  of  East  174th 
street  (Block  No.  2983,  Lot  Nos  7,  11, 
15  and  21),  Borough  of  The  Bronx. 


537-39-A— Transportation  of  gasoline  in  Mack  Ta 
Trucks  (construction  of  cabs  not  built 
steel  in  accordance  with  Specifications 
the  Fire  Department  covering  T; 
Trucks)  in  New  York  City. 


376-39-A— 3112  Griswold  avenue,  south  side,  25  ft.  west 
MacDonough  place  (Block  No.  5411,  J 
No.  30),  Borough  of  The  Bronx. 


cal  no  913-38-BZ — Application,  October  21,  1938,  under 
cal.  NO.  Vio  sect^ns  ?h  and  21  of  the  building  zone 

resolution,  of  George  H.  Corey,  appli¬ 
cant,  on  behalf  of  Kew  Gardens  Cor¬ 
poration,  owner,  to  permit  partly  in  a 
residence  use  district  and  partly  in  a 
business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  80-02  Kew  Gardens 
road,  south  side,  from  80th  road  to 
Union  turnpike  (Block  No.  3348,  part 
of  Lot  No.  37),  Kew  Gardens,  Bor¬ 
ough  of  Queens. 


427-39- A— East  side  of  Ferris  avenue  from  Philip  avei 
to  Randall  avenue  and  the  north _  ; 
south  sides  of  Randall  avenue  (Blj 
Nos.  5554,  5557,  5558,  5573,  5574,  5. 
5609  and  5616).  Baxter  Creek,  East  Rr 
Borough  of  The  Bronx  (Under  Sect 
35,  General  City  Law :  Re  Bed  of  Map 
Street). 


428-39- A— East  side  of  Ferris  avenue,  from  Philip  ave 
to  Randall  avenue  and  the  north 
south  sides  of  Randall  avenue  (BJ 

Nos.  5554,  5557,  5558,  5573,  5574,  5 
5609  and  5616).  Baxter  Creek,  East  Ri 
Borough  of  The  Bronx. 


cal  no.  85-39-BZ— Application,  January  20,  1939,  under 
section  7h  of  the  building  zone  resolu¬ 
tion  of  Theodore  R.  Feinberg,  appli¬ 
cant,  on  behalf  of  Street  Development 
Corporation,  owner  (63  Eighth  Avenue 
Corporation,  lessee),  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  303- 
305  East  37th  street  and  688-694  Sec¬ 
ond  avenue,  east  side,  24  ft.  8y\  in. 
north  of  East  37th  street  (Block  No. 
943,  Lot  Nos.  2,  3,  4,  5,  6  and  62), 
Borough  of  Manhattan. 


Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Sta 
ards  and  Appeals  of  a  public  hearing  under  the  provis: 
of  the  building  zone  resolution,  Tuesday  afternoon,  i 
2,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Build 
Manhattan,  on  the  following  matters,  except  cases  w 
have  been  heard  and  on  which  decision  has  been  rese' 
without  further  argument,  pending  an  inspection  an 
report  with  recommendation  by  the  committee  ot 
board : 


cal  NO.  1265-25-BZ— Application  of  Abraham  Farber,  ap¬ 
plicant,  on  behalf  of  Morris  Newman 
and  Arthur  J.  Stang,  owners,  re- 


cal.  no.  426-39-BZ— Application,  April  5,  1939,  under 
tion  7f  of  the  building  zone  resolu 
of  Ely  Jacques  Kahn,  applicant, 
behalf  of  Henry  Sonn  and  Co.,  _ 
owner  (Trailer  Town,  Inc.,  lessee, 
permit  partly  in  a  business  use  dis 
and  partly  in  a  residence  use  dis' 
the  alteration  and  extension  oi 
existing  building  to  be  occupiet 
offices,  the  erection  and  maintenan< 
business  buildings  (stores),  a  gas 
service  station  and  the  maintenam 
a  trailer  camp  and  a  space  for 
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parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  East  side 
of  Ferris  avenue,  from  Philip  avenue 
to  Randall  avenue  and  the  north  and 
south  sides  of  Randall  avenue  (Block 
Nos.  5554,  5557,  5558,  5573,  5574,  5575, 
5609  and  5616),  Baxter  Creek,  East 
River,  Borough  of  The  Bronx. 

cal.  no.  349-39-BZ — Application,  March  20,  1939,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Leon  F.  Scully,  applicant, 
on  behalf  of  Madge  Murphy,  owner,  to 
permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
and,  also,  partly  in  an  “E”  area  and 
partly  in  a  “C”  area  district,  the  erec¬ 
tion  of  a  dwelling  and,  also,  a  garage 
not  conforming  with  the  area  require¬ 
ments  of  the  building  zone  resolution ; 
premises  3114  Griswold  avenue  and 
1445  MacDonough  place,  southwest 
corner  (Block  No.  5411,  Lot  No.  31), 
Borough  of  The  Bronx. 

cal.  no.  932-38-BZ — Application,  October  11,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Adelaide  Walsh,  applicant  and 
lessee,  on  behalf  of  Long  Island  Rail¬ 
road,  owner,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  Hillside 
avenue,  bounded  by  Bessemer  street 
and  Babbage  street  (Land  under  Long 
Island  Railroad)  ;  (Block  No.  3258,  Lot 
No.  54  and  Block  No.  9262,  Lot  No. 
180),  Richmond  Hill,  Borough  of 
Queens. 

cal.  no.  122-39-BZ — Application,  February  2,  1939,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Theobald  H.  Engelhardt, 
applicant,  on  behalf  of  The  Cord 
Meyer  _  Company,  owner,  to  permit 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the 
erection  and  maintenance  of  a  business 
building  (stores  and  motion  picture 
theatre)  ;  premises  88-20  to  88-28 
Roosevelt  avenue,  south  side,  97.05  ft. 
west  of  Case  street,  89-27  to  89-41  Elm¬ 
hurst  avenue  and  40-19  to  40-35  Den¬ 
man  avenue  (Block  No.  1510,  part  of 
Lot  No.  1),  Elmhurst,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  5,  1939,  10  A.  M. 

RULES 

70-39-SR — Proposed  Rules  on  Uses  of  Insulating  Fibre 
Board. 


MAY  9,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
■(  ^  ana  Appeals  °f  a  public  hearing  under  the  provisions 
IQ?n  Elding  zone  resolution,  Tuesday  morning,  May 
■  3",  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
annattan,  on  the  following  matters : 


cal.  no.  600-38-BZ— Application  July  12,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  William  Shary,  appli¬ 
cant,  on  behalf  of  Peter  J.  Stewart, 
owner,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3191-3195 
Bainbridge  avenue,  west  side,  125  ft. 
north  of  East  206th  street  (Block  No. 
3335,  Lot  Nos.  175  and  176),  Borough 
of  The  Bronx. 

cal.  no.  705-38-BZ — Application,  August  9,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  George  Rubenfeld,  appli¬ 
cant,  on  behalf  of  Flushing  Community 
Parking,  Inc.,  owner,  to  permit  in  a 
business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  136-23,  136-27  and 
136-31  38th  avenue,  north  side,  208.88 
ft.  east  of  Main  street  and  136-30, 
136-34,  136-36  and  136-38  37th  avenue, 
south  side,  276.65  ft.  east  of  Main 
street  (Block  No.  4978,  Lot  Nos.  15, 
17,  69,  70  and  72),  Flushing,  Borough 
of  Queens. 

cal.  no.  782-38-BZ— Application,  September  9,  1938,  under 
sections  7h  and  21  of  the  building  zone 
resolution  of  Harold  Couch,  applicant 
and  lessee,  on  behalf  of  William 
Couch,  owner,  to  permit  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  79-26  Woodside 
avenue,  southwest  corner  of  80th  street 
(Block  No.  1525,  Lot  No.  12),  Elm¬ 
hurst,  Borough  of  Queens. 

cal.  no.  802-38-BZ — Application,  September  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Theodore  R.  Feinberg,  appli¬ 
cant,  on  behalf  of  Hotels  Statler  Com¬ 
pany,  Inc.,  owner  (Hotel  Garage 
Annex,  Inc.,  lessee),  to  permit  in  a 
retail  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  225- 
235  West  33rd  street,  north  side,  259.3 
ft.  west  of  Seventh  avenue  (Block  No. 
783,  Lot  Nos.  22  to  26,  inclusive), 
Borough  of  Manhattan. 

cal.  no.  806-38-BZ — Application,  September  21,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Babcock  and  Foster,  applicants, 
on  behalf  of  Rose  Buttelman,  owner 
(Horsting  Service  Station,  Inc., 
lessee),  to  permit  in  a  business  use 
district,  the  extension  of  a  gasoline 
service  station ;  premises  65-27  Cooper 
avenue,  northeast  corner  of  65th  place, 
the  north  side  of  Cooper  avenue,  from 
65th  place  to  66th  street  (Block  No. 
3698,  Lot  No.  1),  Glendale,  Borough 
•  of  Queens. 

cal.  no.  1087-38-BZ — Application,  November  28,  1938,  un¬ 
der  section  7h  of  the  building  zone 
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resolution,  of  Frank  Pasquale,  appli¬ 
cant  and  lessee,  on  behalf  of  Pennsyl¬ 
vania  Railroad,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
42-01  Skillman  avenue,  north  side,  100 
ft.  west  of  43rd  street  (Block  No.  183, 
Lot  Nos.  l-B-511-16),  Sunnyside, 
Borough  of  Queens. 

CAL  no  1199-38-BZ— Application,  December  23,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Frank  Hayes,  applicant 
and  lessee,  on  behalf  of  Emma  Mat- 
tern,  as  General  Guardian  of  Gertrude 
Mattern,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  341- 
343  West  53rd  street,  north  side,  275 
ft.  east  of  Ninth  avenue  (Block  No. 
1044,  Lot  Nos.  11  and  12),  Borough 
of  Manhattan. 


CAL.  NO.  104-39-BZ— Application,  January  27,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Robert  J.  Farrington,  applicant, 
on  behalf  of  Loro  Holding  Corpora¬ 
tion  and  Sol  Davis,  owners,  to  permit 
in  a  business  use  district,  the  extension 
of  an  existing  gasoline  service  station; 
premises  606-612  Grand  Concourse, 
east  side,  175  ft.  north  of  East  150th 
street  (Block  No.  2443,  Lot  Nos.  45  to 
47,  inclusive),  Borough  of  The  Bronx. 

cal.  no.  272-39-BZ— Application,  March  3,  1939,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  City  Bank  and  Farmers  Trust 
Company,  applicant  and  owner,  .  to 
permit  in  a  restricted  retail  use  district, 
the  erection  and  maintenance  of  a 
motion  picture  theatre;  premises  645- 
647  Madison  avenue,  east  side,  50.5  ft. 
south  of  East  60th  street  (Block  No. 
1374,  Lot  No.  51),  Borough  of  Man¬ 
hattan. 

cal.  no.  44-35-BZ — Application  of  William  E.  Kennedy, 
applicant,  on  behalf  of  Rose  Bonori, 
owner,  reopened  January  24,  1939,  un¬ 
der  section  21  of  the  building  zone 
resolution,  to  permit  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  resi¬ 
dence  use  district,  the  relocation  of  an 
accessory  building  to  a  gasoline  service 
station  (previously  granted  by  the 
Board)  ;  premises  46-03  Laurel  Hill 
boulevard,  northeast  corner  of  46th 
street  (Block  No.  2296,  Lot  No.  1), 
Woodside,  Borough  of  Queens. 

cal.  no.  614-37-BZ — Application,  December  23,  1937 ;  dis¬ 
missed  for  lack  of  prosecution,  October 
25,  1938;  reopened  and  restored  to 
calendar,  January  31,  1939,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Frank  Billeci,  applicant 
and  lessee,  on  behalf  of  Board  of 
Transportation,  City  of  New  York, 


owner,  to  permit  in  a  business  u: 
district,  for  a  temporary  period  of  m 
more  than  two  (2)  years,  the  parkir 
and  storage  of  more  than  five  (5 
motor  vehicles;  premises  415  Sixl 
avenue  and  1-5  Greenwich  avenu 
southwest  corner  (Block  No.  593,  L 
No.  13),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairma 


MAY  9,  1939,  2  P.  M. 

Appeal  from  Administrative  Decision 

1133-38-A— 27-29  Broadway  and  1-7  Dunham  place,  nortl 
west  corner  (Block  No.  2468,  Lot  No.  26 
Borough  of  Brooklyn. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stan 
ards  and  Appeals  of  a  public  hearing  under  the  provisioi 
of  the  building  zone  resolution,  Tuesday  afternoon,  Me 
9,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Buildin 
Manhattan,  on  the  following  matters,  except  cases  whi< 
have  been  heard  and  on  which  decision  has  been  reservi 
without  further  argument,  pending  an  inspection  and 
report  with  recomemndation  by  the  committee  of  ti 
board : 

cal.  NO.  93 1-38-BZ— Application,  October  26,  1938,  und 
section  21  of  the  building  zone  resol 
tion,  of  Henry  Nordheim,  applicat 
on  behalf  of  Antonio  DePunte,  ownt 
to  permit  in  a  residence  use  distrf 
the  storage  of  more  than  three  (. 
motor  vehicles ;  premises  252  Ez 
203rd  street,  south  side,  72.84  ft.  ea 
of  Valentine  avenue  (Block  No.  33( 
Lot  Nos.  50  and  51),  Borough  of  T 
Bronx. 

cal.  no.  66-39-BZ— Application,  January  17,  1939,  und 
sections  7a,  7c  and  21  of  the  buudn 
zone  resolution,  of  Slee  and  Bryso 
applicants,  on  behalf  of  Frank  Sacca 
di  and  Lauretta  Saccardi,  owners, 
permit  in  a  business  use  district,  t. 
conversion  of  occupancy  of  part  of  : 
existing  building  to  a  gasoline  servi 
station;  premises  7423  (7421  displayec 
15th  avenue  and  1501  Bay  Ridge  par 
way  (75th  street),  northeast  corn 
(Block  No.  6213,  Lot  No.  1),  Borouj 
of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairm 


MAY  16,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stan 
ards  and  Appeals  of  a  public  hearing  under  the  provisio 
of  the  building  zone  resolution,  Tuesday  morning,  M 
16,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Buildn 
Manhattan,  on  the  following  matters : 

cal.  no.  49-28-BZ — Application  of  Safir  and  Kahn,  apf 
cants,  on  behalf  of  Erndolph  Rea 
Corporation,  owner,  reopened  on  Ap 
18,  1939,  under  section  21  of  the  bur 
ing  zone  resolution,  to  permit  in  a  re 
dence  use  district,  the  alteration  a 
conversion  of  occupancy  of  seco 
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story  of  an  existing  building  to  busi¬ 
ness  use  (previously  granted  on  condi¬ 
tion  re  use  of  first  story  for  business 
use)  ;  premises  1710  University  avenue, 
east  side,  50  ft.  north  of  Brandt  place 
(Block  No.  2876,  Lot  No.  102),  Bor¬ 
ough  of  The  Bronx. 

,  cal.  no.  604-37-BZ — Application  of  Marjorie  Macormack, 
applicant,  on  behalf  of  Estate  of  A.  S. 
Robbins,  owner  (William  Macormack, 
lessee),  reopened  and  restored  to 
Calendar,  April  18,  1939,  re  Order  of 
the  Court,  under  section  7h  of  the 
building  zone  resolution,  to  permit  in 
a  business  use  district,  the  maintenance 
of  a  parking  space  for  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied)  ; 
premises  266-276  Clarkson  avenue, 
south  side,  139  ft.  7)4  in.  west  of 
Nostrand  avenue  (Block  No.  5066,  Lot 
Nos.  41  and  46),  Borough  of  Brooklyn. 

cal.  no.  97-37-BZ — Application  of  Cornelius  Cameron, 
applicant  and  owner,  reopened  and 
restored  to  calendar,  April  18,  1939,  for 
further  hearing  in  accordance  with 
Court  Order — re  Application,  previ¬ 
ously  granted  on  condition  by  the 
Board,  under  section  7h  of  the  building 
zone  resolution,  permitting  in  a  busi¬ 
ness  use  district,  for  a  temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
1404-1428  East  New  York  avenue, 
southwest  corner  of  Amboy  street 
(Block  No.  3495,  Lot  Nos.  12  and  16), 
Borough  of  Brooklyn. 

al.  no.  497-37-BZ — Application  of  Daniel  Ginsberg,  appli¬ 
cant,  on  behalf  of  Jacob  Litvin  and 
Anna  Litvin,  owners  (William  Losak, 
lessee),  reopened  and  restored  to  cal¬ 
endar,  April  18,  1939,  for  rehearing  in 
accordance  with  Court  Order— re 
Application,  previously  granted  on 
condition  by  the  Board,  under  section 
7h  of  the  building  zone  resolution,  per¬ 
mitting  in  a  business  use  district',  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles, 
in  addition  to  the  existing  use  of  the 
premises  for  the  sale  of  used  cars; 
premises  1203-1235  East  New  York 
avenue,  northeast  corner  of  Ralph 
avenue  and  Union  street  (Block  No. 


1477,  Lot  No.  1),  Borough  of 
Brooklyn. 

cal.  no.  308-37-BZ  Application  of  George  H.  Cohn,  appli¬ 
cant,  on  behalf  of  Cities  Service  Oil 
Company,  owner,- reopened  and  restored 
to  calendar  under  new  proposal,  June 
1,  1938,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district,  the  extension  of  an  exist¬ 
ing  gasoline  service  station  (previ¬ 
ously  withdrawn  re  parking  and  stor- 
age  of  more  than  five  (5)  motor 
vehicles)  ;  premises  538  Trinity  avenue 
and  696  East  149th  street,  southeast 
corner  (Block  No.  2557,  Lot  No.  96), 
Borough  of  The  Bronx. 

cal.  no.  308-33-BZ  Application  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Alice  Fadool,  owner, 
reopened  for  reconsideration  under  new 
iacts,  November  1,  1938,  under  section 
21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district,  the 
alteration  and  change  of  occupancy  of 
part  of  the  first  story  of  an  existing 
apartment  house  from  dwelling  to 
business  use  (previously  denied  by  the 
Board)  ;  premises  195  Prospect  Park 
West,  northwest  corner  of  15th  street 
(Block  No.  1103,  Lot  No.  48),  Borough 
of  Brooklyn. 

CAL.  NO.  72-39-BZ— Application,  January  16,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Flerman  M.  Cohn,  appli¬ 
cant,  on  behalf  of  Central  Savings 
Bank,  owner  (John  H.  Walker,  lessee), 
to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  309-313  West 
142nd  street,  north  side,  89.11  ft.  east 
of  Bradhurst  avenue  (Block  No.  2043, 
Lot  Nos.  33  and  34),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  16,  1939,  2  P.  M. 

Appeal  from  Administrative  Decision 

89-39-A — 2075  Grand  concourse,  southwest  corner  of 
East  180th  street  (Block  No.  3160,  Lot 
No.  20),  Borough  of  The  Bronx  (Apt. 
No.  1-B). 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  APRIL  18,  1939 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Em  and  Assistant  Chief  Walsh. 

he  minutes  of  the  Regular  meeting  of  the  Board  held  on 
lles.  ay  morning,  March  28,  1939  and  the  minutes  of  the 
ar  meeting  of  the  board  held  on  Tuesday  afternoon, 


March  28,  1939,  were  approved  as  printed  in  Bulletin  No. 
14,  Vol.  24. 


BUILDING  ZONE  CASES 

932-38-BZ. 

APPLICANT — Adelaide  Walsh  (lessee),  for  Long  Island 
railroad,  owner. 
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SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  ot 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— Hillside  avenue,  bounded  by 
Bessemer  street  and  Babbage  street  (Land  under 
L  I  R.  R-);  (Block  No.  3258,  Lot  No.  54  and 
Block  No.  9262,  Lot  No.  180),  Richmond  Hill, 
Borough  of  Queens. 

APPEARANCES—  ,  A  ,  u  . 

For  Applicant:  R.  McChntock,  Arthur  Shults  Rob¬ 
inson  Edward  Fuchs,  Fred  Fluhr  and  Albert 

Markert.  . 

For  Opposition :  Arthur  J.  McDermott,  H.  A.  Hub¬ 
bard,  S.  T.  Jackson,  G.  Schmitt,  Anthony 
Schmitt,  W.  A.  Stilwaggon  and  others 

ACTION  OF  BOARD— Laid  over  to  May  2,  1939  at  2 
P.M.,  for  an  inspection  by  a  committee  of  the 
board  and  further  consideration  by  the  board. 
No  further  argument. 


122-39-BZ. 

APPLICANT— T.  H.  Engelhardt,  for  The  Cord  Meyer 
Company,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections. 7c  and  21 
of  the  building  zone  resolution,  to  permit  partly  in 
a  residence  use  district  and  partly  in  a  business  use 
district,  the  erection  and  maintenance  of  a  business 
building  (stores  and  motion  picture  theatre). 

PREMISES  AFFECTED— 88-20  to  88-28  Roosevelt  avenue, 
south  side,  97.05  ft.  west  of  Case  street,  89-27  to 
89-41  Elmhurst  avenue  and  40-19  to  40-35  Denman 
avenue  (Block  No.  1510,  part  of  Lot  No.  1),  Elm¬ 
hurst,  Borough  of  Queens. 

APPEARANCES—  .  „  „r  .  . 

For  Applicant:  John  Adikes,  William  S.  Weinberg 
and  J.  C.  Dunningham. 

For  Opposition  :  Fred  Rosenberg,  Samuel  Altschuler, 
Paul  Wolke,  Hilma  Olivecerne  and  Joseph 
Linhart. 

ACTION  OF  BOARD— Laid  over  to  May  2,  1939,  at  2 
P.M.,  for  further  consideration  by  the  board. 


22-39-BZ. 

APPLICANT— Robert  Helmer,  for  C.  T.  Silver,  Inc., 
owner. 

SUBJECT— Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district,  the  erection  and  maintenance  of  a  gas¬ 
oline  service  station. 

PREMISES  AFFECTED— 3087-3103  Nostrand  avenue  and 
1720-1734  Gerritsen  avenue,  southeast  corner  (Block 
No.  6813,  Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Robert  Helmer,  Louis  Malin  and 
Harry  H.  Gobel. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  after  argu¬ 
ment,  without  prejudice  for  renewal  of  application 
after  surrounding  property  has  been  developed. 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


35-20-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Charlove  Corpora¬ 
tion,  owner. 


SUBJECT— Application  reopened  March  7,  1939  (re  de¬ 
cision  of  the  acting  borough  superintendent  of 
buildings)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
alteration  and  conversion  of  occupancy  of  part  of 
a  garage  for  more  than  five  (5)  motor  vehicles 
(garage  previously  granted  by  the  Board),  so  as 
to  include  a  gasoline  service  station. 

PREMISES  AFFECTED — 2102-2110  Neptune  avenue, 
southwest  corner  of  West  21st  street  (Block  No. 
7017,  Lot  No.  9),  Borough  of  Brooklyn. 

appearances- 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition :  Edith  Dulis. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION  :  _  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  J 

Negative  . 

Absent  . ^ 

THE  RESOLUTION— 

(35-20-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of  a  garage  for  more 
than  five  motor  vehicles,  affecting  premises:  2102-2110  Nep¬ 
tune  avenue,  southwest  corner  of  West  21st  street  (Block 
No.  7017,  Lot  No.  9),  Borough  of  Brooklyn,  was  granted 
by  the  board  February  3,  1920;  and 
Whereas,  Samuel  Rosenblum,  for  Charlove  Corporation, 
owner,  requested  a  reopening  of  the  application  so  as  to 
permit  under  section  21  of  the  building  zone  resolution,  in  a 
business  use  district,  the  alteration  and  conversion  of  oc¬ 
cupancy  of  part  of  this  garage  for  more  than  five  (5)  motor 
vehicles,  so  as  to  include  a  gasoline  service  station ,  and 
Whereas,  this  application  was  reopened  by  vote  of  the 

board  March  7,  1939;  and  .  . 

Whereas,  a.  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  18,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Neptune  avenue  is  in  a  busi¬ 
ness  use  district;  West  21st  street  is  in  a  residence,  business 
and  unrestricted  use  district  and  West  22nd  street  is  in  a 
residence,  business  and  unrestricted  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
(Alt.  App.  No.  275-39),  dated  January  31,  1939,  reads: 

“Proposed  alteration  of  part  of  present  one  story 
brick  garage  building,  located  in  a  business  use  district, 
to  a  gasoline  station,  lubritorium  and  office,  is  con¬ 
trary  to  Art.  II,  Sec.  4  (a)  of  the  Zone  Resolution. 

and  r  _  - 

Whereas,  the  existing  building  is  of  non-fireproofing  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  80  ft.  on 
Neptune  avenue  and  100  ft.  on  West  21st  street.  It  is  pro- 
posed  to  remove  and  relocate  the  Neptune  avenue  street 
walls  of  the  existing  garage  and  to  use  the  resulting  area 
as  a  gasoline  service  station  having  a  frontage  of  80  ft.  on 
Neptune  avenue;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  board ;  and 
Whereas,  the  board  deemed  that  the  applicant  had  sub¬ 
stantiated  the  basis  of  his  appeal  under  Section  21  of  the 
building  zone  resolution,  practical  difficulty  and  unnecessary 
hardship,  and  was  therefore  entitled  to  relief. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe' 
hereby  amend  its  resolution  of  February  3,  1920,  so  that  as 
amended  it  shall  read :  « 

“Resolved,  that  the  Board  of  Standards  and  Appeal; 
does  hereby  make  a  variation  in  the  application  of  the 
building  zone  regulations  and  that  application  be  anc 
it  hereby  is  granted,  reaffirming  the  action  of  the  boarc 
of  February  3,  1920.  . 

“Resolved  further,  that  in  the  event  the  owner  desires  to 
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construct  a  gasoline  selling  area  along  Neptune  avenue, 
substantially  as  indicated  on  plans  marked  ‘Received 
January  19,  1939’  and  to  install  a  lubritorium  space, 
such  construction  may  be  permitted,  provided  the  front 
wall  of  the  building  is  set  back  from  the  building  line 
of  Neptune  avenue  for  a  distance  of  not  less  than  22 
feet  and  pumps  are  not  nearer  than  10  feet  to  the  street 
building  line;  that  the  existing  curb  cuts  shall  not  be 
increased,  except  that  there  may  be  two  from  Neptune 
avenue,  not  exceeding  25  feet  in  width  each;  that  any 
opening  to  adjoining  buildings  shall  be  blocked  up  with 
masonry ;  that  the  gasoline  selling  area  shall  be  cement- 
paved  ;  that  no  portable  gasoline  tanks  shall  be  used  on 
or  from  the  premises ;  that  no  signs  shall  be  erected  on 
the  building  other  than  a  permanent  sign  attached  to  the 
front  of  the  building  and  the  illuminated  globes  of  the 
pumps,  prohibiting  any  roof  signs  or  temporary  sign, 
but  permitting  a  bracket  sign  attached  to  the  front  of 
the  building,  advertising  the  brand  of  gasoline  on  sale ; 
that  such  sign  may  extend  over  the  building  line  for  a 
distance  of  not  over  4  feet;  that  no  motor  vehicle  re¬ 
pairing  shall  be  carried  on  other  than  adjustment  with 
hand  tools  only,  but  permitting  a  motor  driven  drill 
,  and  grinder  of  the  hand  type;  that  the  existing  boiler 
room,  if  reconstructed;  shall  be  separated  from  the 
balance  of  the  building  by  fireproof  construction  and 
enterable  only  from  the  exterior ;  if  the  boilerroom  is 
not  reconstructed,  the  building,  if  heated,  shall  be  by 
unit  heaters  as  approved  by  the  Board  of  Standards 
and  Appeals _  for  such  use;  that  all  permits  required 
shall  be  obtained  and  all  work  involved  shall  be  com¬ 
pleted  within  one  year  from  the  date  of  this  amended 
resolution.” 


47-30-BZ. 

APPLICANT — Morris  Canter  (lessee),  for  Harris  I. 
Canter,  owner. 

'UBJECT  Application _  reopened  under  new  proposal  July 
19,  1938  (re  decision  of  the  borough  superintendent 
of  buildings)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied  re  erection  and 
mr'1>rT^aJntenance  a  business  building). 

REMISES  AFFECTED — 1385  Franklin  avenue,  west  side, 

onTi  ft  south  of  East  l70th  street  (Block  No 
APPEARANCES-  LOt  N°'  64)’  Borough  of  The  Bronx. 

For  Applicant :  Morris  Canter  and  Irving  Canter 
For  Opposition :  Frank  Steinberg,  Victor  Feingold, 
rmT^TvT  ^T?arIey  Tether  and  Max  Wiener. 

'hI  vatp  BOARD — Application  denied. 
he  vote  to  GRANT— 

Affrmative . .  q 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  ^ 

Absent  . '  ’  . .  q 

HE  RESOLUTION— 

(517-30-BZ) 

SfRFuS’  thi!-  aPP1jca-tion,  to  permit  in  a  residence  use 
in  h  ]nffr-eCtlon  o£  2  one  story  business  building,  17  ft. 
re  wcTWa  affectinS  Poises:  1385  Franklin  ave- 

’  J9e  t  Slde>  133.65  ft  south  of  East  170th  street  (Block 

as  deni’Jl'Kl*  t0t  64>-  BorouSh  of  The  Bronx, 

as  demed  by  the  board  December  9,  1930;  and 

™erERrSueSfHrriS  Canter’  Ief  ee’  f°r  Harris  L  Canter, 
ms  7h  Zf  Ve°Pe™g  0f  the  aPPbcation  under  sec- 
a  resirW  21,  .buildinS  zone  resolution,  to  permit 

an  five  m  US<I  dlstriuc.t-  the  parking  and  storage  of  more 
nve  (5)  motor  vehicles;  and 

•ardjSJS,i9fhi938IlplaiStion  WaS  reoPened  by  vote  of  the 

Ehe^narH afPSllC, bearmg  was  held  on  this  application 
of  Standards  and  Appeals,  at  its  regular  meet- 


mg  April  18,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Franklin  avenue  is  in  a  resi¬ 
dence  and  business  use  district;  Jefferson  place  is  in  a  resi¬ 
dence,  and  btisiness  use  district  and  East  170th  street  is  in 
a  business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
of  buildings  dated  February  14,  1939,  reads : 

Please  be  advised  that  your  application  for  the  use 
of  the  above  premises  for  the  storage  or  parking  of 
more  than  five  motor  vehicles  is  denied  as  the  ioca- 
ti°n  is  within  a  residence  district,  as  established  by  the 
amended  building  zone  resolution,  where  the  storage 
of  more  than  three  motor  vehicles  is  unlawful.  Zone 
violation  No.  15-38  is  pending  therefor.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  having  a  frontage  of  44.5  ft.  and  a  depth  of  208 
ft.  Upon  the  front  of  the  plot  there  is  located  a  2V2  story 
frame  dwelling  22  ft.  8  in.  by  50  ft.  6  in.  in  area.  It  is  pro¬ 
posed  to  use  the  remainder  of  the  plot  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  relief 
°n  the  ground  of  practical  difficulty  and  unnecessary  hard¬ 
ship  and  that  section  7 h  did  not  apply,  in  that  the  plot  was 
m  a  residence  use  district  and  had  a  building  thereon. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings  be  and  it  hereby  is  affirmed  and  that  the  ap¬ 
plication  be  and  it  hereby  is  denied. 


866-38-BZ. 

APPLICANT — Goldenthal  Brothers,  for  the  Lafayette 
National  Bank  of  Brooklyn,  as  Trustee  (Herman 
Ellerbrock,  lessee). 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 21-23  to  21-33  31st  street,  east 
side,  225  ft.  south  of  21st  avenue  (Block  No.  831, 
Lot  Nos.  20  to  24,  inclusive),  Astoria,  Borough  of 
Queens. 

APPEARANCES— 

Bor  Applicant :  Nathan  A.  Goldenthal  and  Anthony 
Lozito. 

For  Opposition:  Barbara  Bolvin. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . .  0 

Absent  . ’’’ .  g 

THE  RESOLUTION— 

(866-38-BZ) 

.  Whereas,  Goldenthal  Brothers,  for  the  Lafayette  Na¬ 
tional  Bank  of  Brooklyn,  as  trustee  (Herman  Ellerbrock, 
lessee)  filed  October  7,  1938,  an  application  under  section 
/h  of  the  building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more  than  two 
(4)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises:  21-23  to  21-33  31st  street,  east 
side,  225  ft.  south  of  21st  avenue  (Block  No.  831,  Lot  Nos. 
20  to  24  inclusive),  Astoria,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet- 
APrd  18,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
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zone  resolution  show  that  31st  street  is  in  a  business  use 

district;  and  .  ,  ,  .  t 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  re  N.B.  No.  7764-38,  dated  September  30,  1938, 
as  amended  by  decision  of  February  28,  1939,  reads: 

“1.  The  erection  or  creation  of  a  parking  and  stor- 
age  lot  for  more  than  five  motor  vehicles  within  a 
business  use  district,  is  contrary  to  article  2,  section 
4,  of  the  building  zone  resolution.” 


Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  125  ft.  on  31st  street,  125  ft.  on  32nd  street 
and  a  depth  of  95  ft.  It  is  proposed  to  occupy  the  site  for  a 
temporary  period  of  not  more  than  two  (2)  years,  for 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
and 

Whereas,  the  board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  under  section  7,  sub¬ 
division  h  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  _the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  temporary  period  of  two  years  from  the  date 
of  this  resolution,  to  permit  the  plot  under  appeal  to  be  used 
for  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  on  condition,  that  the  plot  shall  be  leveled  substan¬ 
tially  to  the  grade  of  31st  street;  that  there  shall  be  erected 
on  the  interior  lot  line  a  substantial  woven  wire  fence  not 
less  than  6  feet  in  height ;  that  there  shall  be  no.  entrance 
except  one  to  31st  street,  not  more  than  13  feet  in  width, 
that  during  the  term  of  this  variance  the  plot  shall  be  used 
for  no  other  purpose  and  no  building  shall  be  erected  there¬ 
on,  except  there  may  be  erected  near  the  entrance  an  office 
not  over  one  story  in  height  and  not  over  150  square  feet 
in  area,  which  may  be  of  frame  construction;  that  no  con¬ 
nection  from  this  parking  lot  shall  be  made  to  the  auto¬ 
mobile  repair  shop  on  the  adjoining  lot  to  the  north  or  to 
the  vacant  land  to  the  rear  of  same ;  that  no  signs  shall  be 
erected  on  the  premises,  except  there  may  be  a  sign  attached 
to  the  fence  not  over  15  square  feet  in  area,  advertising  the 
parking  and  storage  use ;  that  the  entire  area  shall  be  sur¬ 
faced  with  steam  cinders  or  other  suitable  material  properly 
rolled  and  bound  to  prevent  dusting ;  that  proper  aisles  shall 
be  maintained  at  all  times  for  easy  exit  and  entrance;  that 
such  portable  fire-fighting  appliances  shall  be  installed  as 
the  Fire  Commissioner  may  direct ;  that  all  permits  required 
shall  be  obtained  and  all  work  involved  completed  within 
three  months  from  the  date  of  this  resolution. 


999-38-BZ. 

APPLICANT— Abram  Shlefstein,  for  Duam'  Realty  Hold¬ 
ing  Co.,  Inc.,  owner  (Jack  Goldstein,  lessee). 

SUBJECT — Application  reopened  March  7,  1939,  under  new 
proposal  (re  decision  of  the  borough  superintendent 
of  buildings)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
extension  of  a  gasoline  service  station  (previously 
denied  re  extension  of  a  gasoline  service  station, 
partly  in  a  business  use  and  partly  in  a  residence 
use  district). 

PREMISES  AFFECTED - 219-25  Merrick  boulevard, 

northwest  corner  of  220thj  street  (Block  No.  3541, 
part  of  Lot  No.  114),  Springfield,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Abram  Shlefstein. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(999-38-BZ) 

Whereas,  Abram  Shlefstein,  for  Duam  Realty  Holding 
Co.,  Inc.,  owner  (Jack  Goldstein,  lessee),  filed  November 
7,  1938,  an  application  under  the  building  zone  resolution 
to  permit  partly  in  a  business  use  and  partly  in  a  residence1 
use  district,  the  extension  of  a  gasoline  service  station 
premises:  219-25  Merrick  boulevard,  northwest  corner  of 
220th  street  (Block  No.  3541,  Lot  No.  114),  Springfield 
borough  of  Queens  ;  and 

Whereas,  this  application  was  denied  by  the  board  Jan 
uary  24,  1939  and  Applicant  requested  a  reopening  of  the 
application  on  the  basis  of  a  new,  proposal ;  and 

Whereas,  this  application,  was  reopened  by  vote  of  th< 
board  March  7,  1939;  and  .... 

Whereas,  a  public  hearing  was  held  on  this  apphcatioi 
by  the  Board  of  Standards  and  Appeals,  at  its  regula 
meeting,  April  18,  1939,  after  due  notice  by  publicatioi 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals 
and 

Whereas,  the  use  district  maps  accompanying  the  build 
ing  zone  resolution  show  that  Merrick  boulevard  is  in  ; 
business  use  district;  133rd  road  is  in  a  residence  use  dis 
trict ;  220th  street  is  in  residence  and  business  use  district: 
and  133rd  avenue  is  in  a  residence  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  o 
buildings,  dated  March  29,  1939,  re  N.B.  App.  No.  8161-31: 
reads : 

“1.  The  extension  of  a  gasoline  service  station  m 
business  district  is  contrary  to  Article  2,  Section  4,  o 
the  building  zone  resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  plot  o, 
ground  having  a  frontage  of  60  ft.  on  Merrick  boulevarc 
110.9  ft.  on  220th  street  and  a  distance  of  100  ft.  alon 
the  north  lot  line.  The  north  portion  of  the  plot  extend 
into  a  residence  use  district  for  a  distance  of  approximatel 
11  ft.;  the  remainder  is  in  a  business  use  district.  Upo 
the  plot  there  is  located  a  legal  gasoline  station  having 
frontage  of  35  ft.  on  Merrick  boulevard  and  90  ft.  alon 
220th  street,  an  office  12  ft.  6  in.  by  21  ft.  and  a  2-ca 
garage  20  ft.  by  30  ft.  in  area ;  the  north  portion  of  th: 
2-car  garage  extends  into  the  residence  use  district  for 
distance  of  approximately  3  ft.  It  is  proposed  to  remo\ 
this  garage  and  to  confine  the  gasoline  station  to  the  busine: 
use  portion  of  plot.  It  is  also  proposed  to  erect  upon  tl 
plot,  a  lubritorium,  24  ft.  8  in.  by  22  ft.  in  area ;  and 
Whereas,  these  premises  and  the  surrounding  area  wei 
inspected  by  a  committee  of  the  board ;  and 
Whereas,  the  board  deemed  that  the  applicant  had  sul 
stantiated  a  basis  of  appeal  under  section  21  of  the  buil< 
ing  zone  resolution  and  was,  therefore,  entitled  to  relief  ( 
the  grounds  of  practical  difficulty  and  unnecessary  han 
ship,  to  permit  the  reconstruction  and  rearrangement  of  tl 
existing  gasoline  station  and  to  extend  the  area  under  se 
tion  7c. 

Resolved,  that  the  Board  of  Standards  and  Appeals  do 
hereby  make  a  variation  in  the  application  of  the  use  di 
trict  regulations  of  the  building  zone  resolution,  and. that  tl 
application  be  and  it  hereby  is  granted,  to  permit  und 
Sections  7c  and  21  the  extension  and  rearrangement  of  tl 
existing  gasoline  service  station  substantially  as  indicat1 
on  revised  plans  marked  “Received  February  23,  193, 
except  that  the  rear  portion  of  the  plot  shall  be  exclude 
that  such  portion  shall  be  for  the  full  width  from  t 
northerly  corner  of  the  existing  accessory  building,  to  t 
northerly  interior  lot  line  with  a  width  of  approximate 
17  feet;  that  there  shall  be  constructed  from  the  existr 
accessory  building  eastwardly  to  the  building  line  of  220 
street  and  approximately  at  right  angles  thereto,  a  substa 
tial  woven  wire  fence  with  no  opening  therein;  that  t 
existing  garage  on  the  rear  shall  be  removed ;  that  no  ad< 
tional  accessory  buildings  shall  be  permitted,  other  than  t 
one  now  existing,  occupied  as  an  office  and  lubritoriui 
that  the  balance  of  the  plot  occupied  as  a  gasoline  stati 
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shall  be  paved  with  cement,  Colprovia  or  other  similar  mate¬ 
rial  properly  rolled  and  bound  to  provide  an  impervious 
paving ;  that  no  gasoline  pumps  shall  be  erected  nearer  than 
fifteen  feet  to  either  street  building  line;  that  planting  shall 
be  maintained  along  the  westerly  lot  line  and  toward  the 
rear  along  220th  street;  that  all  signs  advertising  the  gas¬ 
oline  station  shall  be  removed  and  no  signs  erected,  except 
a  permanent  sign  attached  to  the  facade  of  the  accessory 
building  and  the  illuminated  globes  of  the  gasoline  pumps, 
except  that  a  post  standard  may  be  erected  within  the 
building  line  near  the  intersection  of  Merrick  boulevard  and 
220th  street,  advertising  only  the  brand  of  gasoline  on  sale, 
and  permitting  this  sign  to  extend  not  more  than  four  feet 
beyond  the  building  line;  that  protective  curbs  shall  be 
erected  on  the  building  line  as  indicated  and  that  protective 
curbs  shall  also  be  constructed  around  the  portions  of  the 
plot  on  which  planting  shall  be  maintained ;  that  the  curb 
cuts  shall  not  exceed  one  cut  not  over  40  feet  in  width  on 
Merrick  boulevard  and  two  curb  cuts  not  exceeding  25 
feet  wide  each  on  220th  street ;  that  no  portion  of  any  en¬ 
trance  to  the  premises  shall  be  nearer  the  intersection  of 
1  Merrick  boulevard  and  220th  street,  than  5  feet  along  220th 
street  and  10  feet  along  Merrick  boulevard ;  that  any  doors 
opening  in  the  rear  wall  of  the  existing  accessory  building 
shall  be  removed  and  windows  substituted  therefor ;  that 
there  shall  be  no  open  excavation,  except  for  the  pits  of  the 
greasing  racks ;  that  no  exterior  greasing  racks  shall  be 
installed;  that  no.  portable  gasoline  tanks  shall  be  used  on 
or  from.  the  premises ;  that  no  motor  vehicle  repairing  shall 
be  permitted  on  the  premises ;  that  there  shall  be  no  parking 
or  storage  of  motor  vehicles,  other  than  those  being  ser¬ 
viced;  that  a  curb  and  cement  paved  sidewalk  shall  be  con¬ 
structed  along  220th  street;  that  plans  shall  be  filed  with 
the  board  and  approved  by  the  chairman  in  behalf  of  the 
board  prior  to  filing  with  the  borough  superintendent;  that 
all  permits  required  shall  be  obtained  and  all  work  com- 
pleted  within  one  year  from  the  date  of  this  resolution. 


Adjourned,  1 :35  P.M. 

Edward  V.  Barton,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  18,  1939 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 


BUILDING  ZONE  CASES 

66-39- BZ. 

APPLICANT— Slee  and  Bryson,  for  Frank  Saccardi  and 
Lauretta  Saccardi,  owners. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  sections  7a,  7c 
and  21  of  the  building  zone  resolution,  to  permit 
m  a  business  use  district,  the  conversion  of  oc¬ 
cupancy  of  part  of  an  existing  building  to  a  gas- 
nr._,  ohne  service  station. 

PREMISES  AFFECTED — 7423  (7421  displayed)  15th  ave¬ 
nue  and  1501  Bay  Ridge  parkway  (75th  street) 
northeast  corner  (Block  No.  6213,  Lot  No  1) 

*  tvi-it-  Bor°ugh  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

,rTTAP°r  Opposition:  None. 

CTIp^\r°F  BPARD— Laid  over  to  May  9,  1939,  at  2 
u'’  j  further  inspection  by  a  committee  of  the 
board  and  investigation  of  the  records  of  the  fire 
department. 


’7-37-BZ. 

IUPTFrTNT~C°rnelius  Cammeron,  owner. 
^•D-,t(-i—Apphcation  for  consideration — reopening  and 
restoration  to  calendar  for  further  hearing  in  ac¬ 


cordance  with  Court  Order — re  Application  (de¬ 
cision  of  the  commissioner  of  buildings)  granted 
on  condition  by  the  Board,  under  section  7h  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district  the  parking  and  storage  of  more  than 
fivd  (5)  motor  vehicles  for  a  temporary  period  of 
two  (2)  years. 

PREMISES  AFFECTED— 1404-1428  East  New  York  ave¬ 
nue,  southwest  corner  of  Amboy  street  (Block  No. 

.  ___  .  3495,  Lot  Nos.  12  and  16),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Frederick  Scofield  and  Cornelius 
Cammeron. 

For  Opposition:  Jerome  N.  Wanshel. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  May  16,  1939,  at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . ’  q 

Absent  .  q 


497-37-BZ. 

APPLICANT — Daniel  Ginsberg,  for  William  Losak,  lessee, 
for  Jacob  Litvin  and  Anna  Litvin,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar  for  rehearing  in  accordance 
with  Court  Order — re  Application  (decision  of  the 
commissioner  of  buildings)  granted  on  condition  by 
the  board,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  for  a  period  of  two  (2)  years  in  addition 
to  the  existing  use  of  the  premises  for  the  sale  of 
used  cars. 

PREMISES  AFFECTED — 1203-1235  East  New  York  ave¬ 
nue,  northeast  corner  of  Ralph  avenue  and  Union 
street  (Block  No.  1477,  Lot  No.  1),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  Litvin. 

For  Opposition :  Jerome  N.  Wanshel. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  May  16,  1939,  at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ’’’’  q 

Absent  .  q 


604-37-BZ. 

APPLICANT — Marjorie  Macormack,  for  William  Macor- 
mack,  lessee,  Estate  of  A.  S.  Robbins,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  re  Order  of  the  Court— re  Application 
(decision  of  the  commissioner  of  buildings)  under 
section  7h  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district,  the  maintenance  of  a  park¬ 
ing  space  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  (previously  denied). 

PREMISES  AFFECTED — 266-276  Clarkson  avenue,  south 
side,  139  ft.  7l/2  in.  west  of  Nostrand  avenue  (Block 
No.  5066,  Lot  Nos.  41  and  46),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Michael  Potter. 

For  Opposition:  Jerome  N.  Wanshel. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  May  16,  1939,  at  10  A.M.. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  4 
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Negative 
Absent  . 


49-28-BZ. 

APPLICANT— Saffir  and  Kahn,  for  Erndolph  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration  — reopening- 
amendment  (re  decision  of  the  borough  superin¬ 
tendent  of  buildings)  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  use 
district  the  alteration  and  conversion  of  occupancy 
of  second  story  of  an  existing  building  to  business 
use  (previously  granted  on  condition  re  use  of  hist 
story  for  business  use). 

PREMISES  AFFECTED — 1710  University  avenue,  east 
side,  50  ft.  north  of  Brandt  place  (Block  No.  28/0, 
Lot  No.  102).  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  Jesse  Saffir. 

ACTION  OF  BOARD— Application  reopened  and  set  tor 
hearing  May  16,  1939,  at  10  A.M. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ^ 

Absent  .  u 


17-37-BZ. 

APPLICANT— Alfred  Sobol,  for  Bert  Cohen,  present 


owner.  .  , 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  under  section  7h  of 
the  building  zone  resolution,  permitting  in  a  retail 
use  district,  the  parking  of  more  than  five  (5) 
motor  vehicles  for  a  period  of  not  more  than  two 


J  V  V-CVI  o. 

PREMISES  AFFECTED— 322-324  West  41st  street,  south 
side,  300  ft.  west  of  Eighth  avenue  (Block  No.  1031, 
Lot  No.  45),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Alfred  Sobol. 

ACTION  OF  BOARD— Application  reopened  and  permit 


extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ~ 

Absent  .  0 


THE  RESOLUTION— 

(17-37-BZ) 

Whereas,  George  Stone,  for  Bank  of  New  York  and 
Trust  Company,  owner,  filed  January  14,  1937,  an  applica¬ 
tion  under  the  building  zone  resolution  to  permit  in  a 
retail  use  district  the  parking  of  more  than  five  (5) 
motor  vehicles  for  a  period  of  not  more  than  two  (2) 
years;  premises:  322-324  West  41st  street  south  side,  300 
ft.  west  of  8th  avenue  (Block  No.  1031,  Lot  No.  45), 
borough  of  Manhattan ;  and 

Whereas,  this  application  was  granted  by  the  board  for 
a  period  of  two  years  on  certain  conditions,  April  13,  1937 ; 
and 

Whereas,  the  owner  requested  an  extension  of  the  term 
of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  April  13,  1937,  only  so  far 
as  it  relates  to  the  term  of  the  permit,  so  that  as  amended, 
the  resolution  shall  read: 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  Building  Zone  Resolu¬ 
tion  and  that  the  application  be  and  it  hereby  is  g ranted 


under  Section  7h  for  a  period  of  two  (2)  years  from 
the  date  of  this  amended  resolution,  permitting  the  plot 
under  appeal  now  vacant  and  unbuilt  upon,  to  be  used 
for  the  parking  of  motor  vehicles,  on  condition  that  the 
plot  shall  be  leveled  substantially  to  the  grade  of  West 
41st  street  and  shall  be  covered  with  steam  cinders, 
rolled  and  properly  bound  to  prevent  dusting ;  that 
where  unpunctured  walls  of  buildings  on  adjoining  plots 
do  not  occur,  there  shall  be  erected  on  the  interior  lot 
lines  a  substantial  woven  wire  fence  not  less  than  6  ft. 
in  height ;  that  a  similar  fence  shall  be  erected  on  the 
street  building  line  except  for  an  opening  not  exceeding 
20  ft.  in  width ;  that  curb  cut  opposite  shall  not  exceed 
25  ft.  in  width;  that  no  signs  shall  be  permitted  on  the 
premises,  except  a  sign  within  the  building  line  near 
the  front  or  attached  to  the  front  fence,  advertising  that 
parking  is  permitted  and  the  rates  to  be  charged ;  that 
a  center  aisle  shah  be  maintained  at  all  times  for  easy 
access  and  protection  in  the  event  of  fire ;  that  such 
portable  fire  fighting  appliances  shall  be  installed  as  the 
Commissioner  "shall  direct;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  three  months 
from  the  date  of  this  amended  resolution.” 


43-37-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Circle  Gas  Sta¬ 
tions,  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment — re  Application  (decision  of  the  com¬ 
missioner  of  buildings)  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  residence 
use  district,  the  extension  in  area  of  an  existing  ac¬ 
cessory  building  located  on  an  existing  gasoline 
service  station. 

PREMISES  AFFECTED  —  1091  -  1113  Lorraine  avenue 
north  side,  between  Linden  boulevard  and  Holl} 
street  and  2492-2504  Linden  boulevard  (Block  No 
4482,  Lot  No.  38),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant — 'Ralph  Proskauer. 

ACTION  OF  BOARD— Application  reopened  and  resolu 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU 

TION—  .  . 

Affirmative:  Chairman  Murdock,  Commission- 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  ' 

Negative  .  1 

Absent  . 1 

THE  RESOLUTION— 

(43-37-BZ) 

Whereas,  Lama  and  Proskauer,  for  Circle  Gas  Station: 
Inc.,  owner,  filed  February  4,  1937,  an  application  under  th 
building  zone  resolution  to  permit  in  a  residence  use  dis 
trict  the  extension  in  area  of  an  existing  non-conformin; 

building  accessory  to  an  existing  gasoline  service  station 

premises:  1091-1113  Lorraine  avenue,  north  side,  betwee- 

Linden  boulevard  and  Holly  street  and  2492-2504  Linde 
boulevard  (Block  No.  4482,  Lot  No.  38),  borough  o 
Brooklyn ;  and 

Whereas,  this  application  was  granted  by  the  boar 
April  27,  1937  on  certain  conditions,  resolution  amende 
April  5,  1938,  and  applicant  requested  a  further  amendmer 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  amend  its  resolution  of  April  27,  1937,  as  amende 
April  5,  1938,  so  that  as  amended  the  resolution  shall  read 
“Resolved,  that  the  Board  of  Standards  and  Appea 
does  hereby  make  a  variation  in  the  application  of  th 
use  district  regulations  of  the  building  zone  resolutioi 
and  that  the  application  be  and  it  hereby  is  grante 
under  section  21,  to  permit  the  erection  of  propose 
one-story  accessory  building  for  greasing  and  car  laui 
dry,  on  condition  that  this  building  shall  not  excee 
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one  story  in  height  and  shall  be  constructed  of  fire¬ 
proof  materials,  except  the  roof  beams  and  roof  board¬ 
ing  may  be  of  wood  provided  the  ceiling  is  fire-re¬ 
tarded  in  accordance  with  the  rules  of  the  Board  of 
Standards  and  Appeals;  that  there  shall  be  no  excava¬ 
tion  under  building  except  the  pits  for  the  greasing 
racks;  that  no  doors  shall  be  constructed  on  the  greas¬ 
ing  section  unless  hydraulic  lifts  are  constructed;  that 
the  balance  of  the  plot  shall  be  leveled  substantially 
to  the  grade  of  Linden  boulevard ;  that  no  gasoline 
pumps  shall  be  erected  nearer  than  10  ft.  to  either 
building  line;  that  the  signs  shall  be  limited  to  the  il¬ 
luminated  globes  of  pumps  and  to  permanent  flat  signs 
attached  to  the  facades  of  the  accessory  building,  ex¬ 
cluding  all  x-oof  signs  and  signs  of  a  temporary  nature 
but  permitting  the  erection  within  the  building  line, 
near  the  intersection  of  Linden  boulevard  and  Lorraine 
avenue,  of  a  post  standard  supporting  a  sign,  which 
may  extend  beyond  the  building  line  not  over  4  ft., 
such  sign  may  be  illuminated,  advertising  only  the 
brand  of  gasoline  on  sale;  that  no  automobile  repair¬ 
ing  shall  be  carried  on  and  no  parking  of  cars  other 
than  those  being  serviced;  that  no  portable  gasoline 
tanks  shall  be  used  on  or  from  the  premises. 

“Resolved  further ,  that  in  the  event  the  owner  desires 
to  construct  the  proposed  accessory  building  in  accord¬ 
ance  with  the  plans  marked  ‘Received  April  6,  1939,’ 
also  showing  the  gasoline  pumps  installed  not  nearer 
than  15  feet  to  either  street  building  line  and  land¬ 
scaped  areas  adjacent  to  the  accessory  building,  that 
such  plans  may  be  considered  as  complying  with  the 
resolution ,  provided  the  requirements  of  the  resolution 
as  amended  April  5,  1938,  shall  be  complied  with  in  all 
respects;  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  one  year  from  the  date 
of  this  amended  resolution 

366-38- BZ. 

APPLICANT — John  F.  Trommer,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
acting  borough  superintendent  of  buildings)  under 
section  7 a  of  the  building  zone  resolution,  permit¬ 
ting  partly  in  a  business  use  district  and  partly  in 
an  unrestricted  use  district,  the  alteration  and  ex¬ 
tension  of  an  existing  brewery  building. 

PREMISES  AFFECTED  —  1656-1672  Bushwick  avenue, 
south  side,  236  ft.  east  of  Conway  street  (Block 
No.  3476,  part  of  Lot  No.  16),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Arthur  R.  Koch. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  . q 

Absent  .  ’  _  q 

THE  RESOLUTION— 

(366-38-BZ) 

Whereas,  Edwin  W.  Ivleinert,  for  John  F.  Trommer, 

,  owner»  filed  May  11,  1938  an  application  under  the 
juilding  zone  resolution  to  permit  partly  in  a  business  use 
and  partly  in  an  unrestricted  use  district  the  alteration  and 
?A7onn°n  of  an  existinff  brewery  building;  premises:  1656- 
*  Bushwick  avenue,  south  side,  236  ft.  east  of  Conway 
street  (Block  No.  3476,  part  of  Lot  No.  16),  Borough  of 
Brooklyn  ;  and 

T  this  aPPbcation  was  granted  by  the  board 

Juy  4i),  1938,  on  certain  conditions  and  owner  requested 
an  extension  of  time  to  obtain  permits  and  complete  the 


Resolved,  that  the  resolution  adopted  by  the  board  on 
July  20,  1938,  be  and  it  hereby  is  amended,  only  so  far  as 
it  has  reference  to  obtaining  permits  and  completion  of 
work,  so  that  as  amended  this  portion  of  the  resolution 
will  read : 

“  1  bat  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


367-38-BZ. 

APPLICANT — John  F.  Trommer,  Inc  .,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision 
of  the  acting  borough  superintendent  of  buildings) 
under  section  7a  of  the  building  zone  resolution, 
permitting  in  a  business  use  district,  the  alteration 
and  conversion  of  occupancy  of  a  restaurant,  dance 
hall  and  keg  storage  room  (used  in  conjunction 
with  a  brewery)  to  an  office,  wash  house  and 
filling  room,  building  to  be  used  in  conjunction 
with  the  existing  brewery. 

PREMISES  AFFECTED — 88-98  Conway  street,  east  side, 
98  ft.  8  in.  south  of  Bushwick  avenue  (Block 
No.  3476,  part  of  Lot  No.  16),  Borough  ot 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Arthur  R.  Koch. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . . . 0 

Absent  .  Q 


THE  RESOLUTION— 

(367-38-BZ) 

Whereas,  Edwin  W.  Kleinert,  for  John  F.  Trommer, 
Inc.,  owner,  filed  May  11,  1938,  an  application  under  the 
building  zone  resolution  to  permit  in  a  business  use  district, 
the  alteration  and  conversion  of  occupancy  of  a  restaurant, 
dance  hall  and  keg  storage  room  (used  in  conjunction  with 
a  brewery)  to  an  office,  wash  house  and  filling  room,  build¬ 
ing  to  be  used  in  conjunction  with  the  existing  brewery; 
Premises:  88-98  Conway  street,  east  side,  98  ft.  8  in.  south 
of  Bushwick  avenue  (Block  No.  3476,  part  of  Lot  No. 
16),  Borough  of  Brooklyn;  and 

Whereas,  the  application  was  granted  by  the  board 
July  20,  1938,  on  certain  conditions  and  owner  requested 
an  extension  of  time  to  obtain  permits  and  complete  the 
work. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
July  20,  1938,  be  and  it  hereby  is  amended,  only  so  far  as 
it  has!  reference  to  obtaining  permits  and  completion  of 
work,  so  that  as  amended  this  portion  of  the  resolution 
will  read : 

“That  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


368-38- BZ. 

APPLICANT — John  F.  Trommer,  Inc.,  lessee  and  owner, 
and  New  York  Rapid  Transit  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
acting  borough  superintendent  of  buildings)  under 
section  7a  of  the  building  zone  resolution,  per¬ 
mitting  in  a  business  use  district,  the  erection  and 
maintenance  of  a  garage  for  more  than  five  (5) 
motor  vehicles  and  a  motor  vehicle  repair  shop — 
to  be  operated  in  conjunction  with  the  brewery 
business  on  the  site. 

PREMISES  AFFECTED — 66-86  Conway  street,  east  side, 
204  ft.  south  of  Bushwick  avenue  (Block  No. 
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3476,  part  of  Lot  Nos.  16  and  10),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Arthur  R.  Koch. 

ACTION  OF  BOARD— Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(368-38-BZ) 

Whereas,  Edwin  W.  Kleinert,  for  John  F.  Trommer, 
Inc.,  lessee  and  owner,  and  New  York  Rapid  Transit 
Corporation,  owner,  filed  May  11,  1938,  an  application 
under  the  building  zone  resolution  to  permit  in  a  business 
use  district,  the  erection  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles  and  a  motor  vehicle 
repair  shop,  to  be  operated  in  conjunction  with  the  brew¬ 
ery  business  on  the  site ;  Premises :  66-86  Conway  street, 
east  side,  204  ft.  south  of  Bushwick  avenue  (Block  No. 
3476,  part  of  Lot  Nos.  16  and  10),  Borough  of  Brooklyn; 
and 

Whereas,  the  application  was  granted  by  the  board 
July  20,  1938,  on  certain  conditions  and  applicant  requested 
an  extension  of  time  to  obtain  permits  and  complete  the 
work. 

Resolved ,  that  the  resolution  adopted  by  the  board  on 
July  20,  1938,  be  and  it  hereby  is  amended ,  only  so  far  as 
it  has  reference  to  obtaining  permits  and  completion  of 
work,  so  that  as  amended  this  portion  of  the  resolution 
will  read : 

“That  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


369-38-BZ. 

APPLICANT — John  F.  Trommer,  Inc.,  owner. 

SUBJECT — -Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
acting  borough  superintendent  of  buildings)  under 
section  7 a  of  the  building  zone  resolution,  permit¬ 
ting  in  a  business  use  district,  the  alteration  and 
extension  of  an  existing  brewery  building. 

PREMISES  AFFECTED— 1630-1654  Bushwick  avenue, 
south  side,  150  ft.  east  of  Conway  street  (in 
center  of  plot)  ;  (Block  No.  3476,  part  of  Lot  No. 
16),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arthur  R.  Koch. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . 0 

Absent  .  0 


THE  RESOLUTION— 

(369-38-BZ) 

Whereas,  Edwin  W.  Kleinert,  for  John  F.  Trommer, 
Inc.,  owner,  filed  May  11,  1938,  an  application  under  the 
building  zone  resolution  to  permit  in  a  business  use  dis¬ 
trict,  the  alteration  and  extension  of  an  existing  brewery 
building;  Premises:  1630-1654  Bushwick  avenue,  south  side, 
150  ft.  east  of  Conway  street  (in  center  of  plot)  ;  (Block 
No.  3476,  part  of  Lot  No.  16),  Borough  of  Brooklyn;  and 

Whereas,  the  application  was  granted  by  the  board 
July  20,  1938,  on  certain  conditions  and  owner  requested 
an  extension  of  time  to  obtain  permits  and  complete  the 
work. 

Resolved,  that  the  resolution  adopted  by  the  board  on 


July  20,  1938,  be  and  it  hereby  is  amended,  only  so  far  as 
it  has  reference  to  obtaining  permits  and  completion  of 
work,  so  that  as  amended  this  portion  of  the  resolution 
will  read : 

“That  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


37 0-38-BZ. 

APPLICANT— John  F.  Trommer,  Inc.,  owner.  , 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time— re  Application  (decision  of  the 
acting  borough  superintendent  of  buildings)  under 
section  7 a  of  the  building  zone  resolution,  permit¬ 
ting  in  a  business  use  district,  the  alteration  and 
extension  of  an  existing  brewery  building. 
PREMISES  AFFECTED— 1630-1654  Bushwick  avenue, 
south  side,  100  ft.  east  of  Conway  street  (in  center 
of  plot)  ;  (Block  No.  3476,  part  of  Lot  No.  16), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arthur  R.  Koch. 

ACTION  OF  BOARD— Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  C 

Absent  .  O' 

THE  RESOLUTION— 

(37 0-38-BZ) 

Whereas,  Edwin  W.  Kleinert,  for  John  F.  Trommer, 
Inc.,  owner,  filed  May  11,  1938,  an  application  under  the 
building  zone  resolution  to  permit  in  a  business  use  dis¬ 
trict,  the  alteration  and  extension  of  an  existing  brewery 
building ;  Premises :  1630-1654  Bushwick  avenue,  south  side, 
100  ft.  east  of  Conway  street  (in  center  of  plot)  ;  (Block 
No.  3476,  part  of  lot  No.  16),  Borough  of  Brooklyn;  and 

Whereas,  the  application  was  granted  by  the  board 
July  20,  1938,  on  certain  conditions  and  Applicant  requested 
an  extension  of  time  to  obtain  permits  and  complete  the 
work. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
July  20,  1938,  be  and  it  hereby  is  amended,  only  so  far  as 
it  has  reference  to  obtaining  permits  and  completion  ol 
work,  so  that  as  amended  this  portion  of  the  resolutior 
will  read : 

“That  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 

■ - 1 - 

582-38-BZ. 

APPLICANT — (Charles  H.  Pfaff,  for  Justine  Schwab 
owner. 

SUBJECT- — Application  for  consideration — reopening  anc 
extension  of  time —  re  Application  (decision  of  th( 
borough  superintendent  of  buildings)  under,  sec¬ 
tion  21  of  the  building  zone  resolution,  permitting 
in  a  business  use  district,  the  extension  of  an  ex¬ 
isting  gasoline  service  station. 

PREMISES  AFFECTED— 222-45  to  222-47  Braddocl 
avenue  (Rocky  Hill  road),  northwest  corner  o 
Sabre  street  (Block  No.  7967,  Lot  No.  39  and  par 
of  Lot  No.  41),  Queens  Village,  Borough  o 
Queens. 

APPEARANCES— 

For  Applicant:  Charles  H.  Pfaff. 

ACTION  OF  BOARD — Application  reopened  and  tinn 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  ' 


MINUTES 


t 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(582-38-BZ) 

Whereas,  Charles  H.  Pfaff,  for  Justine  Schwab,  owner, 
filed  July  8,  1938,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the  exten¬ 
sion  of  an  existing  gasoline  service  station ;  premises : 
222-45  to  222-47  Braddock  avenue  (Rocky  Hill  road), 
northwest  corner  Sabre  street  (Block  No.  7967,  part  of 
Lot  No.  39  and  part  of  Lot  No.  41),  Queens  Village, 
;  Borough  of  Queens  ;  and 

Whereas,  this  application  was  granted  by  the  board 
July  18,  1938,  on  certain  conditions  and  applicant  requested 
an  extension  of  time  to  obtain  permits  and  complete  the 
work. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
July  18,  1938,  be  and  it  hereby  is  amended,  only  so  far  as 
it  has  reference  to  obtaining  permits  and  completing 
work,  so  that  as  amended  this  portion  of  the  resolution 
will  read : 

“That  plans  shall  be  submitted  to  the  Board  and 
approved  by  the  chairman  in  behalf  of  the  Board,  be¬ 
fore  same  are  filed  with  the  borough  superintendent; 
that  such  plans  shall  be  filed  within  six  (6)  months 
from  the  date  of  this  amended  resolution,  and  after 
approval  of  same  by  the  Chairman,  all  permits  shall 
be  obtained  and  all  work  completed  within  six  (6) 
months  thereafter.” 


352-29-BZ. 

APPLICANT — Leo  Pincus,  for  Rose  Chizner  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
commissioner  of  buildings)  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 212-220  East  98th  street,  south¬ 
west  corner  of  Kings  Highway  (Block  No.  4633, 
Lot  No.  34),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Leo  Pincus. 

ACTION  OF  BOARD — -Application  reopened  and  time  ex¬ 
tended. 

;THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(352-29-BZ) 

Whereas,  this  application  affecting  premises  212-220  East 
4>th  street,  southwest  corner  of  Kings  highway  (Block  No. 
+633,  Lot  No.  34),  Borough  of  Brooklyn,  was  granted  by 
he  board  June  30,  1936,  resolution  amended  May  25,  1937 
And  April  19,  1938  and  owner  requested  an  extension  of  time 
:o  complete  work. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
June  30,  1936  as  amended  May  25,  1937  and  April  19,  1938, 
)e  if  hereby  is  amended,  only  so  far  as  it  has  reference 
o  the  completion  of  the  work,  so  that  as  amended  this  por- 
lon  of  the  resolution  will  read : 

that  in  view  of  statement  by  the  applicant  that  all  per¬ 
mits  have  been  obtained,  that  all  work  shall  be  com¬ 
pleted  within  one  year  from  the  date  of  this  amended 
resolution.” 

APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
133-38-  A. 

APPLICANT — L.  Goldstein,  owner. 


SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  Ah  P  EC  1  ED — 27-29  Broadway  and  1-7  Dun¬ 
ham  place,  northwest  corner  (Block  No.  2468,  Lot 
No.  26),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  George  Figler. 

For  Administration:  Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1939,  at 
2  P.M.,  for  inspection  by  a  committee  of  the  board. 


859-38- A. 

APPLICANT — Gross-Morton  Corporation,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment— re  Appeal  from  a  decision  of  the  bor¬ 
ough  superintendent  of  buildings. 

PREMISES  AFFECTED— 58-50  and  58-56  213th  street, 
west;  side,  498  ft.  end  539  ft.  south  of  58th  avenue 
(northwest  corner  of  Horace  Harding  boulevard)  ; 
(Block  No.  7463,  Lot  No.  1),  Bayside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Alfred  Gross. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  o 

Absent  .  0 


361-39-A. 

APPLICANT — Mark  J.  Joseph,  for  Estate  of  Charles  A. 

Coe,  owner  (Steuben’s  42nd  Street,  Inc.,  lessee). 
SUBJECT — Application  for  consideration — reopening  un¬ 
der  new  proposal  re  Appeal  from  a  decision  of  the 
borough  superintendent  of  buildings  (previously 
denied). 

PREMISES  AFFECTED — 1465-1467  Broadway,  west  side, 
158-162  West  42nd  street  and  597-599  Seventh 
avenue  (Block  No.  994,  Lot  No.  58),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Mark  J.  Joseph  and  Simon  Adler. 
For  Administration :  Fred  Dahlem,  Department  of 


Housing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negtaive:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 


100-39-A. 

APPLICANT — Greenbaum  Novelty  Corporation,  lessee, 
for  Sidney  Harris  as  Trustee  of  Lawyers  Title 
and  Guaranty  Company,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 107-109  West  38th  street,  north 
side,  90  ft.  west  of  Sixth  avenue  (Block  No.  814, 
Lot  No.  30),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  David  Greenbaum  and  Mortimer 
Haas. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh .  4 
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Negative  .  0 

Absent  . .  0 

THE  RESOLUTION— 

(100-39-A) 

Whereas,  Greenbaum  Novelty  Corporation,  lessee,  for 
Sidney  Harris,  as  Trustee  of  Lawyers  Title  and  Guaranty 
Company,  owner,  filed  January  25,  1939,  an  appeal  from  an 
order  of  the  fire  commissioner,  affecting  premises  107-109 
West  38th  street,  north  side,  90  ft.  west  of  Sixth  avenue 
(Block  No.  814,  Lot  No.  30),  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No. 
15532-C,  dated  January  18,  1939,  reads : 

“1.  Discontinue  the  storage  or  keeping  on  these 
premises  of  any  nitro-cellulose  products  as  defined  in 
Section  C19-2.0  of  the  Code  or  manufacture  any  ar¬ 
ticle  therefrom.  Section  C19-110.0-A,  Article  19  of  the 
New  York  City  Administrative  Code. 

2.  Remove  all  nitro-cellulose  waste  from  floor.  Sec¬ 
tion  C19-111.0,  Article  19  of  the  New  York  City  Ad¬ 
ministrative  Code. 

Reason — Section  C19-110.0-B-1  Article  19  of  the 
New  York  City  Administrative  Code  prohibits  the  issu¬ 
ance  of  a  permit  for  such  occupancy  in  any  building 
which  is  situated  within  50  ft.  of  a  theatre,  etc. 

And  for  the  further  reasons,  requirements  are  not 
fulfilled  in  the  following  respect. 

A — Water  jets  for  circular  and  jig  saws  not  provided. 
C — Finished  stock  store-room  not  provided. 

E — Dipping  room  not  enclosed  in  approved  manner. 

L — Application  for  permit  not  filed  with  this  Depart¬ 
ment.” 

and 

Whereas,  the  building  is  twelve  (12)  stories  in  height, 
40  ft.  by  98.9  ft.  in  area,  of  fireproof  construction,  erected 
in  1924,  located  in  a  business  use  district,  equipped  with  a 
standpipe  and  a  sprinkler  system  and  occupied :  1st  floor- 
millinery  importer,  22  persons ;  2nd  floor — manufacture  of 
buttons  and  buckles,  14  persons ;  3rd  floor — importing  laces, 
6  persons;  4th  floor — vacant;  5th  floor — dress  manufactur¬ 
ing,  10  persons;  6th  floor — vacant;  7th  floor —  offices,  8 
persons ;  8th  floor — embroidering,  20  persons ;  9th  floor — 
dress  manufacturing,  7  persons;  10th  floor— vacant ;  11th 
floor — manufacturing  trimmings,  15  persons ;  12th  floor — 
manufacture  of  trimmings  and  finishing  of  nitro-cellulose 
articles,  15  persons.  Certificate  of  occupancy  No.  8013  was 
issued  on  April  30,  1924 — main  building  to  be  used  for 
offices  and  25%  manufacturing;  and 
Whereas,  the  applicant  contends  that  the  nitro-cellulose 
materials  are  not  manufactured  on  the  premises,  but  only 
put  through  a  finishing  process,  which  requires  the  affixing 
of  rhinestones,  metal  frames  and  other  additions  in  order 
to  decorate  same ;  that  some  of  these  ornaments  are  there¬ 
after  dipped  in  colors ;  that  it  is  necessary  for  the  proper 
conduct  of  the  business,  that  the  cellulose  material  be  kept 
and  maintained  on  the  premises ;  that  the  theatre  in  question 
is  located  on  the  south  side  of  West  39th  street,  so  that  the 
rear  portion  of  the  building  in  question  is  approximately 
25  ft.  from  the  theatre;  that  the  theatre  was  vacant  at  the 
time  the  nitro-cellulose  was  commenced;  that  the  theatre 
is  only  a  two-story  structure ;  that  the  nitro-cellulose  occu¬ 
pancy  in  the  building,  is  on  the  12th  story;  that  to  compel 
the  discontinuance  of  the  storage  of  nitro-cellulose  products 
in  the  building,  would  compel  the  lessee  to  go  out  of  busi¬ 
ness  ;  that  the  applicant  is  willing  to  erect  a  suitable  stock 
room  to  provide  dipping  rooms  and  water  jets  for  the 
drills  and  saws  and  to  comply  with  any  other  reasonable 
requirement  of  the  board. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
15532-C,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted,  as  to  the  distance  from  a  place 
of  public  assembly,  on  condition  that  in  all  other  respects 
the  requirements  of  the  Administrative  Code  shall  be  com¬ 
plied  with  and  the  premises  maintained  to  the  satisfaction 
of  the  fire  commissioner. 


326-39- A. 

APPLICANT— Philip  Freshman,  for  Terminal  Fire  Brok¬ 
erage,  Inc.,  owner.  .  < 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 46-50  Court  street  and  196-202 
Joralemon  street,  southwest  corner  (Block  No. 
265,  Lot  No.  43),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Philip  Freshman. 

For  Administration— Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(326-39-A) 

Whereas,  Philip  Freshman,  for  Terminal  Fire  Brokerage 
Inc.,  owner,  filed  on  March  13,  1939  an  appeal  _  from  an. 
order  and  decision  of  the  fire  commissioner  affecting  prem¬ 
ises  46-50  Court  street  and  196-202  Joralemon  street,  south¬ 
west  corner  (Block  No.  265,  Lot  No.  43),  Borough  of 
Brooklyn ;  and 

Whereas,  the  order  No.  2259-LF,  issued  by  the  fire  com¬ 
missioner  February  7,  1939,  reads :  j 

“1.  Provide  a  separate  and  distinct  system  oi 
AUTOMATIC  SPRINKLERS  throughout  sub-cellai 
having  at  least  one  source  of  water  supply,  arrangec 
and  equipped  as  provided  in  Article  16,  Administrative 
Code.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  February  23,  1939;  and 

Whereas,  the  building  is  12  stories  (148  ft.)  in  height 
63  ft.  9  in.  by  135  ft.,  irregular  in  area,  of  fireproof  con¬ 
struction,  equipped  with  a  standpipe  system,  erected  in  19L 
and  located  in  a  business  use  district  and  occupied:  Sub 
cellar,  garages  and  boiler  room,  cellar,  storage,  2  persons 
1st  floor— stores  and  bank,  15  persons;  2nd  to  12th  floors 
inclusive — offices,  50  persons  per  floor ;  and  ; 

Whereas,  the  applicant  contends  that  the  kitchen  in  tty 
sub-basement  is  used  in  conjunction  with  the  restauran 
existing  in  the  basement  and  has  been  so  used  since  the 
completion  of  the  building;  that  the  kitchen  covers  an  arej 
of  approximately  15  ft.  by  34  ft.  and  has  a  stairway  lead 
ing  up  from  the  main  basement  floor  level  with  acces: 
through  basement  proper  to  stairs  leading  direct  to  street, 
that  in  addition  there  is  a  fireproof  enclosure  at  the  north 
east  corner  of  the  building  with  a  circular  vertical  coa 
chute,  it  is  proposed  to  install  a  fixed  iron  ladder  in  thi:. 
chute,  starting  from  the  sub-basement  floor  level  and  ter, 
minating  within  6  inches  of  the  sidewalk  on  the  Joralemoi 
street  side;  that  it  is  also  proposed  to  provide  a  secondary 
means  of  egress  as  indicated  on  plans  filed  with  this  appeal 
by  cutting  through  a  new  door  at  the  west  side  of  men’: 
locker  room  into  an  existing  passageway  connecting  to.  :• 
fireproof  stairs  on  the  south  end  of  the  boiler  room,  whicl 
stairway  leads  to  a  public  hall  on  basement  level  and  ter 
minates  in  a  stairway  leading  direct  to  Joralemon  street 
that  there  are  no  inflammable  materials  stored  in  any  por 
tion  of  the  sub-basement;  that  there  is  an  open  areawa; 
extending  the  full  length  of  the  boiler  room  on  the  Joraty 
mon  street  side,  equipped  with  steel  sidewalk  doors  tha 
could  be  readily  opened  in  the  event  of  fire;  that  the  in 
stallation  of  a  sprinkler  system  would  be  an  unnecessary 
hardship,  in  view  of  the  fact  that  the  building  is  equippe1 
with  two  standpipe  lines  and  fire  exits. 

Resolved,  that  the  order  of  the  fire  commissioner,  Ncj 
2259-LF,  be  and  it  hereby  is  modified,  and  that  the  appea 
be  and  it  hereby  is  granted  on  condition  that  there  shall  b 
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installed  throughout  the  portion  of  the  sub-cellar  used  as 
<itchen  in  connection  with  the  restaurant  in  the  basement, 
\  wet  sprinkler  system  connected  to  the  street  domestic 
.‘Vater  supply  service  line  of  the  building;  that  the  auto¬ 
matic  fire  alarm  and  Siamese  connection  at  the  street  may 
oe  omitted ;  that  such  sprinklers  need  not  be  installed  within 
he  relrigerators  or  within  the  rooms  containing  mechanical 
dowers ;  that  the  balance  of  the  sub-cellar  shall  be  sep- 
irated  from  this  kitchen  space  by  fireproof  partitions-  that 
he  standpipe  system  in  the  basement  shall  be  continued  to 
,he  sub-cellar  w  ith  one  outlet  located  at  the  main  stairway  * 
hat  the  proposed  second  means  of  exit  from  the  locker 
oom  shall  be  provided;  that  the  dumbwaiters  or  any  other 
ipenmgs  between  the  sub-cellar  and  the  cellar  shall  be 
irotected  in  accordance  with  the  requirements  of  the  Build- 
tig  Code,  except  that  the  stairway  used  as  a  service  stair  to 
iasement  restaurant  may  be  unenclosed. 


131-39- A. 

VPPLIC0wneTr  Cheesman'E1Iiot  Company,  Incorporated, 

iUBJECfiTrcAoEL,w an  order  and  a  decision  of  the 

DEMISES  AFFECTED  639-647  Kent  avenue,  north- 
east  corner  of  Keap  street  (Block  No.  2191  Lot 

APPEARANCES-3’  B°r°Ugh  °£  Br°okl>- 
For  Applicant:  G.  J.  Ward. 

FOrp^rtmintStrati°n:  Inspector  Meyer>  Fire  De- 
'HEIVOTE-B°ARD~AppeaI  granted  on  condition. 
Affirmative:  Chairman  Murdock.  Commission- 
Walsh  g  and  B  Um  and  Assistant  Chief 

Negative  . ’ '  *  ’  ‘  . .  4 

Absent  . '  . .  0 

HE  RESOLUTION—  .  ° 

(331-39-A) 

bi““  appeal  Trom  a^orde^and 

t  ssf. 

firSdTmiSsfi°^°’°^n  >77®- 

Whereas,  said  order  was  referred  to  in  o  a  •  •  r 

WH^rlh ^°Sda«<=<*  March  9,  1939  "and  °f 

eight  1(¥)  ft  h  7l,Idm?  15  f°ur  (4)  stories,  70  ft  in 
/  75  ft  in  *  by  75  ft  -m  area  at  Ac  1st  floor  and  90  ft 

ruction,  sprSered^ecleffa  im'  In  JV  mi" 
;stricted  use  district  and  J  -a'  /L°(;ated  ln  an  un- 

Cp=drs°onsin  P'SneoS'oaUn'T^^ 

0.  49  7  iss^ru^VTo?]15'  CeAificate  of  occupancy 

lildhg  Vlote;  aJnd6  2’  ^  the  USe  of  th" 

mLefAS*nnle  £?|lowil?g  combustibles  are  stored  on  the 
ofS:,3300.  ?allons  I.in1seed  oil  stored  in  steel  tanks; 

■iimf  •  9cnnmiXi1tng  varnisJh-  stored  m  steel  tanks  and  steel 
urns,  zsw  gallons  ready  mixed  paint,  stored  in  steel 

uJJis  con  kltS’  gallons  mineral  spirits,  stored  in  steel 
nks;  500  gallons  miscellaneous  oils,  stored  in  steel  tanks 
d  drums;  500  gallons  dryers,  stored  in  steel  drums  and 
0  gallons  turpentine,  stored  in  steel  drums ;  and 
Whereas,  the  applicant  contends  that  permission  is  re- 
iested  to  store  one  50  gallon  drum  of  “Solvesso  No.  2” 

<1  one  50  gallon  drum  of  Xylol  in  the  yard  space  away 
om  any  building  or  any  combustible  material,  as  shown 
the  plan  filed  with  this  appeal,  that  the  drums  in  which 


the  solvents  would  be  stored  are  I.C.C.  specification  5F 
drums  (14  gauge  U.  S.  standard)  in  which  these  materials 
are  regularly  shipped  and  handled  in  interstate  commerce ; 
that  these  two  drums  will  not  be  near  any  street  or  public 
thorough  fare ,  that  the  space  in  which  they  will  be  stored 
is  entirely  enclosed  by  brick  walls  and  8  in.  wire  fences 
as  shown  on  plan,  making  them  inaccessible  to  any  un¬ 
authorized  person;  that  they  will  be  kept  tightly  closed  at 
al  times;  that  a  box  constructed  of  18  gauge  galvanized 
iron  will  be  provided  to  enclose  the  drums  and  keep  out 
the  weather. 

diat  ,tPe  order  of  the  fire  commissioner,  No. 
//42-LC,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted,  permitting  the  storage  as  pro¬ 
posed  outside  the  building,  in  the  rear  yard  space,  of  not 
over  two  (2)  drums  of  inflammable  oils,  consisting  of  one 
(1)  drum  of  ‘Solvesso  No.  2”  (naptha)  and  one  (1)  drum 
ot  Xylol,  on  condition  that  the  drums  shall  be  of  the  type 
as  approved  by  the  Interstate  Commerce  Commission  for 
such  use  and  equipped  with  hand  pumps  of  a  type  ap¬ 
proved  by  the  National  Board  of  Fire  Underwriters;  that 
lese  diums  shall  be  enclosed  in  a  galvanized  iron  pro¬ 
tected  enclosure ;  that,  not  more  than  five  (5)  gallons  of 
material  shall  be  carried  into  the  factory  building  at  any 
one  time  and  only  in  approved  type  safety  cans ;  that  the 
premises  shall  conform  in  all  other  respects  with  the  re¬ 
quirements  of  the  Administrative  Code  and  maintained  to 
the  satisfaction  of  the  fire  commissioner. 

362-39-A.  ”  * 

APPLICANT — William  Starr,  owner. 

SUBJECT— Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED  89-25  Queens  boulevard,  north 
side,  120  ft.  84  ft.  east  of  56th  avenue  and  100 
west  of  57th  avenue  (Block  No.  1845,  Lot 
Na  59)<  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  P.  Cronin. 

For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  . ........... ...... ..  0 

Absent  .  .  q 

THE  RESOLUTION— 

(362-39-A) 

Whereas,  William  Starr,  owner,  filed  March  23,  1939, 
an  appeal  from. decisions  of  the  borough  superintendent  of 
buildings,  affecting  premises  89-25  Queens  boulevard,  north 
side,  120  ft— 84  ft.  east  of  56th  avenue,  100  ft.  west  of 
57th  avenue  (Block  No.  1845,  Lot  No.  59),  Elmhurst, 
Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
N.B.  Application  No.  618-39,  dated  February  3,  1939,  reads: 

,  Erection  of  a  frame  building  inside  the  fire  limits 
is  contrary  to  Code  4.1.2.” 
and 

Whereas,  said  decision  was  referred  to  in  a  decision  of 
the  borough  superintendent,  dated  February  23,  1939-  and 
Whereas,  ,  the  proposed  building  will  be  one  (1)  story 
15  ft  in  height  24  ft.  by  22  ft.  in  area,  of  frame  con¬ 
struction,  on  a  lot  50  ft.  by  100  ft.  in  area,  located  in  a 
use  district  and  will  remain  unoccupied ;  and 
Whereas,  the  applicant  contends  that  the  building  will 
be  erected  as  a  sample  summer  bungalow  for  display  pur- 
poses  only,  will  be  surfaced  on  the  exterior  with  wood 
clapboards  and  on  the  roof  with  approved  asphalt  shingles  • 
that  the  building  will  not  be  nearer  than  10  ft.  to  the 
building  line  or  interior  lot  lines. 

Resolved,  that  the  decision  of  the  borough  superintendent 
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of  buildings,  acting  on  N.B.  Application  No.  618-39,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  frame  building  shall  be  for 
display  purposes  only  as  a  sample  bungalow  and  not  other¬ 
wise  and  shall  be  erected  not  nearer  than  10  ft.  to  any 
building  line;  that  it  shall  have  no  plumbing  connections  to 
the  sewer  and  shall  at  no  time  be  used  for  living  quarters 
or  occupied  for  business  purposes  other  than  as  herein 
permitted. 


394-39-A. 

APPLICANT— John  Burke,  for  Emilie  Luthardt,  owner 
SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 346  Argyle  road,  west  side,  129 
ft.  V/s  in.  north  of  Cortelyou  road  (Block  No. 
5143,  Lot  No.  74),  Borough  of  Brooklyn. 

APPEARANCES—  ,  A „  _  .  « 

For  Applicant:  Charles  Olsen  and  Albert  Luthardt. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  „ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  ~ 

Absent  .  0 

THE  RESOLUTION— 

(394-39-A) 

Whereas,  John  Burke  for  Emilie  Luthardt,  owner,  filed 
March  30,  1939  an  appeal  from  a  decision  of  the  acting 
borough  superintendent  of  buildings  affecting  premises. 

346  Argyle  road,  west  side,  129  ft.  1  in.  north  of  Cortelyou 

road  (Block  No.  5143,  Lot  No.  74),  Borough  of  Brooklyn; 
and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent  on  Alteration  Application  No.  957-39,  dated  March 

27,  1939,  reads  :  , 

“Proposed  change  of  occupancy  of  frame  building 
from  one  family  to  two  families  with  living  rooms  on 
more  than  two  stories,  is  contrary  to  Code  2. 1.3.5  and 
Code  8-7.2.1  of  Building  Code.” 
and  _  ..... 

Whereas,  the  building  is  2^4  stories  (32  ft.)  in  height, 
23  ft.  by  35  ft.  in  area,  of  frame  construction  on  a  lot 
50  ft.  by  100  ft.  in  area,  in  a  residence  use,  “E”  area  dis¬ 
trict,  erected  in  1920  and  occupied  throughout  as  a  one 
family  dwelling;  and 

Whereas,  it  is  proposed  to  alter  the  building  by  removing 
several  partitions  on  the  1st  and  2nd  floors  and  erecting 
new  partitions  of  2  by  4  wood  studs,  wood  lath  and  plaster 
and  installing  new  bath  room  on  the  1st  floor,  new  entrance 
hall  and  vestibule  relocating  entrance  and  installing  new 
stairs ;  and 

Whereas,  the  applicant  contends  that  there  will  be  no 
more  than  two  families  in  the  building  at  any  time ;  that 
the  building  is  considered  too  large  for  the  owner’s  family; 
that  the  alteration  is  contemplated  to  provide  funds  for 
interest  and  taxes. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alteration  Application  No.  957-39,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
permitting  the  occupancy  of  the  frame  building  for  two 
families,  one  on  the  1st  floor  and  one  occupying  the  second 
floor  and  attic,  on  condition  that  the  building  shall  not  be 
increased  in  height  or  area ;  that  the  plot  shall  not  be  re¬ 
duced  in  area ;  that  there  shall  be  provided  a  second  means 
of  exit  from  the  attic  story,  which  may  consist  of  an 
exterior  fire  escape  or  ladder  to  a  platform  at  the  second 
story  floor  level  and  thence  by  drop  ladder  or  counter¬ 
balanced  ladder  to  grade;  that  no  cooking  shall  be  done  on 
the  attic  story;  that  an  agreement  shall  be  signed  by  the 
owner  and  filed  with  the  borough  superintendent;  that 
at  no  time  will  the  building  be  occupied  by  more  than 
two  families. 


396-39-A-WF. 

APPLICANT— Austin  W.  Magee,  for  Canary  Bar  B  Cu 
Inc.,  lessee  (Fred  J.  Whitman,  owner). 
SUBJECT— Appeal  from  a  decision  of  the  borough  supei 
intendent  of  buildings. 

PREMISES  AFFECTED— 112-36  to  112-40  Rooseve 
avenue,  south  side,  100  ft.  west  of  114th  strer 
(Block  No.  2013,  Lot  Nos.  32  to  35  inclusive; 
Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Austin  W.  Magee. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh . 

Negative  . 

Absent  .  ' 

THE  RESOLUTION— 

(396-39-A-WF) 

Whereas,  Austin  W.  Magee,  for  Canary  Bar  B  Cue,  Inc 
lessee  (Fred  J.  Whitman,  owner),  filed  Alarch  30,  193 
an  appeal  with  the  Board  of  Standards  and  Appeals  froi 
a  decision  of  the  borough  superintendent  of  buildings  a 
fecting  premises  112-36  to  112-40  Roosevelt  avenue,  sout 
side,  100  ft.  west  of  114th  street  (Block  No.  2013,  L< 
Nos.  32  to  35  inclusive),  Corona,  Borough  of  Queens;  an 
Whereas,  the  decision  of  the  borough  superintendei 
of  buildings  dated  March  27,  1939,  rendered  in  acting  q 
Misc.  Applic.  No.  796-1939,  reads : 

“1.  The  erection  of  a  sign  within  the  World  s  Fa 
area  exceeding  30  sq.  ft.  in  area  is  contrary  to  sectic 
4  of  the  World’s  Fair  Resolution.” 

Whereas,  it  is  proposed  to  erect  a  one-story  and  cell; 
building  40  ft.  by  60  ft.  in  area  to  be  occupied:  Cell; 
story,  1st  story,  restaurant;  and  _  ■ 

Whereas,  it  is  proposed  to  erect  a  sign  hung  parall 
to  the  building  wall  40  ft.  inside  the  building  line,  10  1 
10  in.  high  and  16  ft.  6  in.  long  (117  sq.  ft.  in  area)  ar 
on  either  side  of  the  window,  a  figure  of  a  Canary  ou 
lined  in  gold,  to  advertise  the  business  conducted  on  tl 
premises.  It  is  proposed  also  to  erect  two  signs  less  th; 
30  sq.  ft.  in  area  each  over  the  side  doors  of  the  restauran 
and 

Whereas,  the  board  deemed  that  the  applicant  was  ei 
titled  to  relief. 

Resolved,  that  the  decision  of  the  borough  superintend 
ent,  on  Misc.  Applic.  No.  796-39,  be  and  it  hereby 
modified,  and  that  the  appeal  be  and  it  hereby  is  grant  i 
on  condition  that  the  signs  proposed  shall  not  exceed  tl 
areas  indicated  on  plans  filed  with  this  appeal,  and  th, 
the  front  of  the  building  shall  not  be  nearer  Rooseve 
avenue  than  35  ft. 


403-39-A. 

APPLICANT — Leonard  C.  L.  Smith,  for  Airport  Lar 
Corporation,  owner 

SUBJECT — Appeal  from  decisions  of  the  borough  supe 
intendent  of  buildings.  1  a 

PREMISES  AFFECTED— Boody  street,  25th  avenue  ai 
30th  avenue  from  70th  street  to  73rd  street  (Blot 
Nos. 1047-1049  inclusive),  Jackson  Heights,  Bo 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  C.  L.  Smith. 

For  Administration:  Joseph  Ferro,  Department' 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  .  ! 

Absent  . 
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the  resolution— 

(403-39-A) 

Whereas,  Leonard  C.  L.  Smith,  for  Airport  Land  Cor¬ 
poration,  owner,  filed  on  March  31,  1939,  an  appeal  from 
decisions  of  the  borough  superintendent  of  buildings,  af- 
ecting  premises  73d  street,  west  side,  100  ft.  south  of 
!5th  avenue;  72nd  street,  both  sides  of  25th  avenue  and 
'1st  street  both  sides,  100  ft  south  of  25th  avenue;  70th 
,treet,  east  side,  100  ft.  north  of  30th  avenue  and  south- 
ast  corner  of  Boody  street  and  70th  street  (Block  Nos. 
047,  1048  and  1049),  Jackson  Heights,  Borough  of  Queens; 
ind 

Whereas,  the  decision  of  the  Borough  Superintendent 
>n  N.  B.  Applications  5403,  5723,  5724  and  5725-38,  dated 
vlarch  3,  1939,  reads  : 

“I  have  reviewed  your  report  as  rendered  to  the 
Airport  Land  Corporation  regarding  soil  conditions  on 
the  tract  bounded  by  Boody  street,  25th  avenue,  70th 
street  and  73rd  street.  The  datum  submitted  are  clear 
and  I  appreciate  your  careful  study  of  the  problems 
involved.  However,  I  cannot  construe  construction 
proposed  on  this  site  as  coming  within  Article  C-26- 
377.0  of  the  Administrative  Code,  (Sec.  7.5.2  subd. 
b  of  the  Building  Code),  since  your  report  still  shows 
the  material  to  be  fill  and  the  structures  proposed  are 
not  of  the  nature  to  justify  exception  by  the  Borough 
Superintendent.” 

,nd 


Whereas,  the  decision  of  the  borough  superintendent, 
lated  March  22,  1939,  reads : 

“With  reference  to  your  letter  of  March  16,  1939, 
I  must  again  refer  you  to  my  previous  letter  of  March 
3rd  in  which  I  stated  that  I  could  not  construe  the 
proposed  construction  as  coming  within  Article  C-26- 
377  of  the  Administrative  Code. 

Furthermore,  as  regards  your  request  that  the  De¬ 
partment  order  preliminary  load  tests  to  establish  the 
bearing  value  of  the  material  in  question,  I  cannot 
agree  that  Section  7.5.3. 1  (Article  C26-378)  is  intended 
to  include  filled  ground.  I  contend  that  it  is  meant  to 
apply  only  where  there  is  doubt  as  to  what  bearing 
value  is  permissable  for  type  of  material  included  in 
Paragraph  ‘a’  of  Section  7.5.2  and  that  filled  ground 
is  not  within  the  scope  of  this  section.  I  call  your 
attention  particularly  to  the  following  sentence  from 
paragraph  ‘b’  of  Section  7.5.2 : 

‘The  maximum  allowable  presumtive  bearing  ca¬ 
pacities  for  other  materials  shall,  in  the  absence  of 
satisfactory  load  tests,  be  those  established  in  the 
following  classification  *  *  *  ’ 

The  word  ‘other’  in  this  sentence  appears  to  me  to 
‘exclude  specifically  filled  ground  from  the  scope  of 
load  tests.’  ” 


nd 


Whereas,  the  buildings  in  question  will  be  two  stories  in 
eight,  Class  3  construction ;  occupied  as  dwellings ;  located 
i  an  unrestricted  use,  C  area,  district ;  and 

Whereas,  the  applicant  contends  that  the  decisions  in 
uestion  were  rendered  upon  a  request  by  the  applicant 
iat  it  be  directed  to  make  load  tests  to  establish  the 
earing  capacity  of  the  soil,  in  view  of  the  fact  that  the 
ind  is  filled  and  the  building  code  does  not  establish  any 
resumptive  bearing  capacity  for  filled  land;  that  the 
ecision  of  the  borough  superintendent  is  not  in  conformity 
4th  the  building  code  section  C  26-378.0,  which  provides  for 
ail  tests  where  application  is  made  for  permission  to 
npose  soil  loads  in  excess  of  those  specified  in  Section 
•  26-377.0;  that  since  filled  ground  has  no  presumptive 
earing  capacity,  the  application  here  is  to  direct  the  bor- 
ugh  superintendent  to  permit  the  applicant  to  make  soil 
-Sts  so  as  to  establish  the  bearing  capacity  of  the  soil  in 
uestion;  and 

Whereas,  in  the  opinion  of  the  Board  the  provisions  of 
-ib-article  5,  covering  the  bearing  values  of  soils,  ad- 
unistrative  code,  sections  C  26-376.0,  C  26-377.0,  C  26-378.0 
ud  C  26-379.0,  empower  the  borough  superintendent  to 


require  such  tests  as  are  necessary,  so  that  allowable  bear¬ 
ing  capacity  per  square  foot  can  be  determined  by  him, 
even  though  no  presumptive  bearing  capacity  for  filled 
ground  is  stated  in  the  administrative  code. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  N.B.  Applic.  Nos.  5403,  5723,  5724  and  5725-38,  be  and 
it  hereby  is  reversed,  and  that  the  appeal  be  and  it  hereby 
is  granted. 


456-39- A. 

APPLICANT — George  M.  Fritze,  for  U.  S.  Gypsum  Com¬ 
pany,  owner. 

SUBJECT- — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 561  Richmond  Terrace,  north 
side,  opposite  Franklin  avenue  (Block  No.  4,  Lot 
No.  21),  New  Brighton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  George  M.  Fritze. 

For  Administration — Inspector  Comins,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(456-39-A) 

Whereas,  George  M.  Fritze,  for  U.  S.  Gypsum  Com¬ 
pany,  owner,  filed  on  April  6,  1939,  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent  of  buildings,  affect¬ 
ing  premises  561  Richmond  terrace,  north  side,  opposite 
Franklin  avenue  (Block  No.  4,  Lot  No.  21),  New  Brighton, 
Borough  of  Richmond ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
Alt.  Application  No.  75-39,  dated  April  4,  1939,  reads: 

“Your  application,  Alteration  No.  75-1939,  filed  on 
April  4,  1939,  for  a  160  ft.  long  addition  to  be  erected 
on  the  west  end  of  the  present  sheet  rock  plant  at 
premises  561  Richmond  terrace,  New  Brighton,  Bor¬ 
ough  of  Richmond,  is  hereby  disapproved  for  the  fol¬ 
lowing  reasons : 

1.  The  proposed  alteration,  of  commercial  occu¬ 
pancy,  together  with  the  connected  buildings,  exceeds 
the  area  limits  for  buildings  not  of  fireproof  construc¬ 
tion.  With  its  height  of  30  ft.,  the  total  floor  area 
will  be  92,400  sq.  ft.  (C26-293.0;  C26-254.0).” 

and 

Whereas,  the  proposed  extension  will  be  160  ft.  by  36 
ft.  in  area,  one  story  in  height,  of  nonfireproof  construc¬ 
tion  ;  equipped  with  a  standpipe  system ;  located  in  an 
unrestricted  district  and  occupied  for  the  manufacture  of 
sheet  rock,  3  persons ;  and 

Whereas,  this  building  is  subject  of  a  similar  applica¬ 
tion  under  Cal.  No.  47-39-A  relating  to  a  proposed  exten¬ 
sion,  which  is  now  under  construction ;  and 

Whereas,  the  applicant  contends  that  the  proposed  ex¬ 
tension  will  be  built  of  structural  steel  with  brick  and 
corrugated  asbestos  walls,  concrete  floors  and  poured 
gypsum  roof  on  sheetrock ;  that  the  west  wall  of  the 
present  building  will  be  removed  on  the  second  floor  level ; 
that  the  standpipe  system  will  be  extended  to  include  the 
proposed  extension  and  that  two  new  fireproof  enclosed 
stairways  will  be  added ;  that  the  manufacturing  processes 
carried  on  in  the  premises  is  a  continuous  process ;  that 
the  proposed  extension  is  necessary  to  house  the  lengthened 
conveyor  and  dry  kiln ;  that  the  materials  manufactured 
on  the  premises  are  incombustible ;  that  fireproofing  the 
steel  columns  and  beams  supporting  the  second  floor  addi¬ 
tion  is  deemed  unnecessary,  due  to  the  fact  that  no  in¬ 
flammable  material  will  be  stored  in  or  under  the  new 
structure. 

Resolved,  that  the  decision  of  the  borough  superinten- 
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dent,  on  Alt.  Application  No.  75-39,  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  extended  further 
in  height  or  in  area;  that  the  standpipe  system  shall  be 
continued  throughout  the  building ;  that  the  construction 
shall  comply  with  tile  requirements  of  the  building  code 
therefor  and  in  all  other  respects  with  the  requirements 
of  the  resolution  adopted  under  Cal.  No.  47-39- A,  except 
that  the  west  wall  of  the  existing  building  may  be  removed 
and  that  the  stairway  shown  at  the  westerly  wall  may  be 
relocated  as  proposed  and  that  the  requirements  of  the 
Labor  Law  shall  be  complied  with,  other  than  as  modified 
under  Cal.  No.  48-39-S,  except  for  the  relocation  of  the 
stairway  as  hereinbefore  provided,  and  as  modified  under 
Cal.  No.  457-39-S. 


327-38- A. 

APPLICANT— Gross-Morton  Jamaica  Estates  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  a  decision  of  the 
borough  superintendent  of  buildings. 

PREMISES  AFFECTED— 75:80  182nd  street,  northwest 
corner  of  Union  turnpike,  and  75-86  182nd  street, 
west  side,  49.81  ft.  north  of  Union  turnpike  (Block 
No.  7196,  Lot  Nos.  41  and  42),  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  Gross. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(327-38-A) 

Whereas,  Gross  Morton  Jamaica  Estates  Corporation, 
applicant  and  owner,  filed  on  May  3,  1938,  an  appeal  from 
decisions  of  the  borough  superintendent  of  buildings, 
affecting  premises  75-80  182nd  street,  northwest  corner 
of  Union  turnpike  and  75-86  182nd  street,  west  side,  49.81 
ft.  north  of  Union  turnpike  (Block  No.  7196,  Lot  Nos. 
41  and  42),  Jamaica,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent 
on  N.B.  App.  2709  and  2710-38,  dated  April  28,  1938,  reads 
as  follows : 

“1.  The  erection  of  a  frame  structure  within  the 
fire  limits  is  contrary  to  C26-247.0  of  the  adminis¬ 
trative  code.” 

and 

Whereas,  the  premises  consist  of  a  plot  98.3  ft.  by  100 
ft.  in  area,  on  which  it  is  proposed  to  erect  two  2-story 
frame,  one-family,  dwellings,  23  ft.  in  height,  one  of  which 
will  be  25  ft.  by  32  ft.  in  area,  and  one  24  ft.  by  27  ft. 
in  area  and  two  one-story  brick  veneered  garages,  11  ft. 
by  18  ft.  in  area  each,  one  of  which  will  be  erected  at 
the  rear  of  each  lot  when  the  plot  is  eventually  subdivided 
into  two  lots,  one  of  which  will  be  48.5  ft.  by  90  ft.  in 
area  and  the  corner  lot  to  be  49.81  ft.  front  on  182nd 
street  and  95.99  on  Union  turnpike;  and 
Whereas,  the  applicant  contends  that  it  is  unwise  to 
leave  an  undeveloped  fringe  of  business  property  sur¬ 
rounding  a  residential  community.  It  remains  barren  and 
unimproved,  reflecting  upon  the  property  value  of  the 
adjacent  residential  district,  to  its  detriment;  that  it  is 
proposed  to  surface  the  outside  of  the  first  story  of  each 
dwelling  and  the  garage  with  four  inches  of  brick  or 
masonry  veneer  with  stucco  above.  All  buildings  will  be 
provided  with  slate  roofs;  and 
Whereas,  this  appeal  was  granted  by  the  board  May  10, 
1938,  on  certain  conditions  and  applicant  requested  an 


amendment  of  the  resolution  and  now  requests  an  amend 
ment  of  the  preamble  as  to  the  size  of  one  of  the  buildings 
which  is  now  24  ft.  by  27  ft.  and  which  amendment  ha 
been  made. 

Resolved,  that  the  Boai'd  of  Standards  and  Appeals  doe 
hereby  amend  its  resolution  of  May  10,  1938,  so  that  a 
amended,  it  shall  read : 

“Resolved,  that  the  decisions  of  the  borough  superin 
tendent,  as  to  N.B.  App.  No.  2709  and  2710-1938,  b 
and  they  hereby  are  modified  and  that  the  appeal  b 
and  it  hereby  is  granted  to  permit  the  erection  o 
dwellings  as  proposed,  on  condition  that  they  shall  b< 
for  residential  purposes  only,  limited  in  occupancy  t< 
one  family  and  shall  comply  with  the  zoning  require, 
ments  for  an  F-area  district,  except  that  the  building 
may  exceed  18  ft.  in  height  up  to  the  plate  line,  pro 
vided  such  height  is  not  in  excess  of  25  ft. ;  that  th> 
first  story  of  the  buildings  shall  be  of  masonry  o 
faced  with  masonry  veneer ;  that  the  roofs  shall  b 
of  natural  slate  that  the  chimney  breasts  may  extent 
into  the  side  yard  areas  for  a  distance  of  two  (2)  ft 
and  that  one  of  the  required  side  yards  for  eacl 
building  shall  be  not  less  than  five  (5)  ft.  in  width 
provided  the  distance  between  the  dwelling  on  on 
plot  and  the  dwelling  on  the  adjacent  plot  is  not  les 
than  eleven  (11)  ft.  and  that  the  other  side  yard  i: 
not  less  than  12  ft.  in  width ;  that  the  interior  bearinj 
partitions  may  be  permitted  as  required  for  an  are; 
outside  the  fire  limits ;  that  a  private  garage  for  no 
more  than  two  cars  may  be  constructed  on  each  plot 
on  condition  that  such  garage  is  for  the  accommoda 
tion  of  not  more  than  two  cars  for  use  by  the  occu 
pants  of  the  dwelling  on  the  plot  and  that  same  shal 
be  constructed  of  masonry  or  masonry  veneered  wall 
and  with  slate  roofs;  that  any  windows  less  thai 
three  (3)  ft.  from  the  plot  lines  shall  be  constructs 
with  metal  frames,  glazed  with  wire  glass  and  mad 
self-closing. 

“Resolved  further,  that  in  the  event  the  owner  de 
sires  to  extend  the  building  to  be  erected  on  the  come 
lot,  covered  by  N.B.  App.  No.  2709-38,  by  adding 
thereto  at  the  rear,  a  one-story  extension  not  over  2 
ft.  in  depth  by  the  width  of  the  house,  such  extension 
may  be  constructed,  on  condition  that  in  all  othe 
respects,  the  requirements  of  this  resolution  shall  b 
complied  with." 


521-38- A. 

APPLICANT — Conran  Standpipe  Company,  for  Leonan 
G.  Linkroum,  owner  (Landsman  Package  Suppl; 
Company,  lessee). 

SUBJECT — Application  for  consideration — reopening  am 
restoration  to  the  calendar,  having  been  previous! 
withdrawn — re  Appeal  from  an  order  of  the  fir 
commissioner  and  an  order  of  the  borough  super 
intendent  of  buildings. 

PREMISES  AFFECTED — 384  Greenwich  street,  wes 
side,  50  ft.  north  of  North  Moore  street,  am 
369  Washington  street  (Block  No.  186,  Lot  Nos 
25  and  35),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  Conran. 

ACTION  OF  BOARD — Appeal  reopened  and  granted  oi 
condition. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . . 

Absent  .  . .  . . . 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh . 

Negative  . 

Absent  . 
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THE  RESOLUTION—  ,  ,  ,  . 

(521-38-A)  S  lf  the  /^ling  and  that  there  shall  be  installed  in  the 

Whereas,  Sidney  L  Strauss,  for  369  Washington  Street  Greenwich  "streT  end  'and * one ( tL^’thT wSngton 

-  SM  ttan\hentam?etfa^^n“  be  ^ 

borough  superintendent  of  buildings,  affecting  premises  384  - _ 

;  Greenwich  street  west  side,  SO  ft.  north  of  North  Moore  656-38-A. 

-  street  and  369  Washington  street  (Block  No  186  Tni  APPT  ioamt  ^ 

Nos.  25  and  35),  Borough  of  Manhattan;  and’  ’  ‘  Gross-Morton  Jamaica  Estates  Corpora- 

\\  hereas,  the  order  of  the  fire  commissioner  No  9391  ST1RTFPT  ’  .  wr}?r' ’*•  r 

LC,  dated  October  22,  1937,  reads  :  ’  ^LC1  Application  for  consideration— reopening  and 

“1.  Forthwith  discontinue  the  storage  of  emntv  ment_ I6  Appeal  from  a  decision  of  the  bor- 

wooden  packing  boxes  or  crates  on  thesf  premised  M  PRFMT?F% 

excess  of  2,000  cubic  feet  until  such  time  as  an  auto  vEMISES  AFFECl  ED— 73-01,  73-05  and  73-09  182nd 
matic  _  sprinkler  system  has  been  installed  and  the  No  71 70°?^ co1rn®r  °j  73rd  avenue  (Block 

adimmstrafive  official  having  jurisdiction  has  certified  of  Queens  °  °S'  2  ^  3')’  damaica>  Borough 

that  building  is  free  of  any  violation,  any  law  or  APPEARANCES— 
ofd^nce  apph cable  to  a  budding  of  its  class  and  For  Applicant :  Alfred  Gross, 

and  1  CTI  9N  OF  BOARD— Appeal  reopened  and  resolution 

WdSSfgSfe1  ft  TH?iof™  'T°  reopen  and  amend  RESOLU- 

connecting  stairs,  20  in.  wide,  balconies  to  be  3  ft.  Negative  .  4 

uce,  guard  rails  and  hand  rails  to  be  36  in.  high  Abfent  . 

andSod„nd”r°P  'adder  ‘n  8UldeS  fTOm  1°»“t  balcony  to  THjr  RESOLUTION_ .  ° 

UeighlE,25ASftthbybUli60inft  ls2  1ne  ?torieS  (54tft  "  in)  Whereas,  Gross-Mortof  jLtica  Estates  Corporation 

construction ;  located  in  an  unrestS-H 5C"OTfi.?f?°f  filed  July  21  1938,  an' appeal  from  decisfons  of  the 

erected  in  1895  and  occupied:  CeHaJCstorage  lst'flon  :  73 TTn  fTfTTTl'  tlC  ,buildinSs  affecting  premises: 

storage  and  shipping  7  persons-  7nA  fl  age’  ,lst  door’  ~3"y>  73~05  a?d  ^2>-Q9  182nd  street,  southeast  corner  of 
empty  boxes  31;  peisons,  2nd  floor— storage  of  73rd  avenue  (Block  No.  7170  Lot  Nos  1  2  anfl  33 

floors— storage & of  empty’  wooTlTi  3rd’  4t\  and  Sth  Ja™aica’  Borough  of  Q^ens;  and  S’  2  3)’ 

which  no  certificate  of  occupancy  has'  been  issued5’  and  date^Juh?’ 2C)he  19381S1°nS  °f  tl,ie  borough  superintendent 

Whereas,  this  appeal  was  withdrawn  July  19  1938  -  and  3233  38  3234  38  3733  S  buil4lng  applications  Nos. 

Whereas,  William  Conran  w  c*  A  •  Uand  3234-38  and  3235-1938,  reads: 

pany  requested  a  reopening  of  the  appeal  •  and  P1PC  C°m'  is  Thf  erec,tlon  oi  a  dwelling  in  the  fire  limits 

Whereas,  this  appeal  was  reopened  bv  v^te  of  tU  k  a  J  contrary  to  section  4.1.2  of  the  Building  Code.” 

April  18,  1939;  and  P  y  e  of  the  board  W  hereas,  the  premises  consist  of  three  (3)  lots  37  39 

Whereas,  order  No.  9391-LC,  of  the  fire  commissioner  mf™  40 if*?  and  40  feet’  r,esPectively,  by  100  feet  in  area, 
icno  sup,erceded  by  order  No.  16296-LC  dated  March  8  rp0n  ^hlCp- *  18  proposed  to  construct  three  one-family 
1939  and  reads  :  ’  a  ted  March  8,  frame  dwellings,  2  stories— 23  feet  in  height,  24  feet  by  27 

“1  Forthwith  discontinue  the  storage  of  emntv  andalso  three  private  garages.  The  plot 

wooden  packing  boxes  or  crates  on  these  premisS  n  nsi  “D”  P^tly  m  a  business  use  and  partly  in  a  residence 

excess  of  2,000  cu.  ft.  until  such  ti  premises  in  use  D  area  district;  and 

spi  inkier  system  has  been  installed  *  *  *  ” 1  automadc  ^  hUce.as>  the  applicant  contends  that  the  area  in  which 
an4  .  .  -  the  buildings  are  to  be  located,  is  rural  in  character  and 

hereas,  it  is  now  proposed  to  install  the  rnn  o  0°  business  structure  is  within  considerable  distance  of 

sk  em  of  standpipes  in  the  Greenwkh  street  end  of  S  T  proposed  dweUmg ;  that  the  use  of  the  street  for  bush 

.building  and  it  is  contended  that  the  Washington  street  !’  Purposes  is  impracticable,  inasmuch  as  there  are  suf- 

TmS/rr  the  fire  d4rt”“‘  resfdentiaf'area ; ^ruF  “  ,Ie«hbOTho°d  *«ve  =>"7 

16296-LC,  be  and  it  hereby1"  is°  modi  fad  anTtha/ to"61'’  N°i  1Q«  HEI4AS’  Jhe  aPpeal  was  granted  by  the  board  July  22, 

be  and  it  hereby  is  granted  Z ronditf™  the,apPeaJ  1?3?,and  aPPllcant  requested  an  amendment  as  to  the  size 

the  automatic  sprinkkr  ^  hat  ln  , ,eu  of  °,f  the  buildings,  which  are  24  ft.  by  27  ft.  in  area  and 

he  Greenwich  street  side  throughout  alt  lnstaded  on  t  ie  Preamble  has  been  so  corrected. 

’mdn  APipe  1yStem’  as  aPProved  bv  the  Board0"6/  Standards  t  RfS°IVed’  that  the  decisions  .  of  the  borough  superin- 
uid  Appea13  uncler  Cal.  No.  293-37-SA,  and  that  the  order  38°^^ ", ^’37"  ca?on?  011  ^  Applications  Nos.  3233-38,  3234- 

Jctoberb°iriOUfo5!7Upermtendent’  exit  order  No  52-37  dated  the  alfn/ u"38’  l4y.  hereby  are  modified  and  that 

ittlL1’  1?37,  a-Jt°  dre'escape  to  be  erected  on  the  t.An  of  *  hereby  13  ^r(intcd>  to  Permit  the  erec- 

vith-  /  "  uStreet  Slde  ob  the  building,  shall  be  complied  tlf  buildings  as  proposed,  on  condition  that  they 

f?’that  ^ere  shall  be  installed  throughout  the  cellar  nini  ^  for  .residential  purposes  only,  limited  in  occu- 
non'automatic  dry  sprinkler  system  vfith  elnl  n  pancy  to  one  family  each  and  shall  comply  with  the  zoning 

vith  °!ighe  Gr9en'yiub  street  and  Washington  stree^fronts  (XcCT15  ^  f"  “F"  arca  d-tricV  except  that  Thf 
nj  1  ,c:ns  Pamted  aluminum  and  stating  area  rnvprp  1  f*-  iaCb 7ord  avenue  need  not  average  more  than 

nd [having  all  fittings  of  malleable  iron  gtwV  twelve  (12)  feet  and  except  that  the  buildings  mav  extend 

S,aarr  in  conncction  wffh  the  °,8)  feet  in  height  to  the  plate  lineg  p'ovMed  ffie 

jstalled  shall  be  maintained  throughout  hr  hu  iT  T  5Clght  0  that  point  is  not  in  excess  of  twenty-five  (25) 
e  a  bfr10"  o£  tbu  fire  commSer;  thft  theTfhaU  1,131  the  firs*  s“?ry  of  the  buildings  shall  bf  of 

■rinr  an<H  Painted  red,  2  inches  in  width  around  thp  in-  , r^,  veneer,  that  the  roofs  shall  be  of  natural  slate 

-  wahs  on  each  floor,  «  inches  down  from  the  lowesi  ^‘arTs*  £  TnTlTAt  %°)  ‘tft 
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depth  and  that  the  interior  bearing  conditions  may  be  as 
oermitted  within  an  area  outside  the  hre  limits ,  that  a 
private  garage  for  each  building  for  not  more  than  two 
cars  of  the  passenger-car  type  may  be  constructed  on i  eaci 
plot,  provided  such  garage  is  for  the  accommodation 
not  more  than  two  cars  for  the  use  of  the  ^cupants  of 
the  dwellings  on  the  plots;  that  the  same  shall  be  con- 
structed  of  masonry  or  masonry  veneer  walls  with  slate 
roof  and  that  any  windows  less  than  three  (3)  feet  f ^o 
the  plot  lines  shall  be  constructed  of  metal  frames,  glazed 
with  wire  glass  and  made  self-closing. 


law  as  cited  in  an  order  of  the  borough  superintendent 
on  Violation  No.  90-39,  and  that  the 

hereby  is  granted  on  condition  that  in  all  other  respects 
the  building  shall  comply  with  all  requirements  of  the 
labor  law  and  the  administrative  code;  that  the  sprinkler 
and  standpipe  systems  shall  be  maintained  in  accordance 
with  the  requirements  of  the  rules  pertaining  thereto. 


VARIATIONS  OF  LABOR  LAW 


173-39-S. 

APPLICANT— Samuels  and  Goldenberg,  for  307  Seventh 
Avenue  Corporation,  owner.  .  . 

SUBJECT— Variation  of  the  labor  law  as  cited  in  an 
order  of  the  borough  superintendent  of  buildings. 
PREMISES  AFFECTED — 307-309  Seventh  avenue  east 
side,  78  ft.  south  of  West  28th  street  (Block  No. 
803,  Lot  No.  4),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harold  M.  Klotz. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

VOTE _ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  . 

Absent  .  u 

THE  RESOLUTION— 

(173-39-S) 

Whereas,  Samuels  and  Goldenberg  for  307  Seventh 
Avenue  Corporation,  owner,  filed  February  9,  1939  an 
application  for  a  variation  from  the  requirements  of  the 
Labor  Law,  as  cited  in  an  order  of  the  borough  superin¬ 
tendent  of  buildings,  affecting  premises  307-309  Seventh 
avenue,  east  side,  78  ft.  south  of  West  28th  street  (Block 
No.  803,  Lot  No.  4),  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  borough  superintendent,  on 
violation  No.  90-39,  dated  March  27,  1939,  reads. 

“You  will  please  take  notice  that  there  exists  a 
violation  of  Section  272  subd.  3  of  the  Labor  Law  at 
the  premises  hereinafter  described: 

Arrange  bars  on  windows  at  rear  side  of  building, 
3rd  story,  so  as  to  be  readily  movable  or  removable 
from  both  sides,  in  such  a  manner  as  to  afford  free 
and  unobstructed  use  of  such  windows  for  the  purpose 
of  egress  as  required  by  law.” 

Whereas,  the  building  is  twenty-three  (23)  stories,  276 
ft  in  height,  41  ft.  6  in.  by  103  ft.  in  area,  extending 
through  to  West  28th  street,  of  fireproof  construction, 
occupied:  Cellar— storage— no  persons;  1st  floor— stores— 
30  persons ;  2nd  floor — salesroom  and  manufacturing— 3U 
persons ;  the  balance  of  the  building  manufacturing  fur- 
riers — 45  persons  per  floor,  for  which  certificate  of  occu- 
pancy  No.  12067  was  issued  on  January  18,  1927  permit¬ 
ting  150  persons  per  floor;  and 

Whereas,  the  applicant  contends  that  the  windows  in 
question  are  on  the  3rd  floor  easterly  wall  and  tota 
twenty-two  (22)  ;  that  the  building  is  equipped  with  an 
interior  fire  alarm  system;  that  there  are  two  interior 
fireproof  stairs  4  ft.  wide,  extending  from  first  story  to  the 
roof ;  and  equipped  with  fireproof  doors  at  openings ,  that 
it  would  be  impossible  to  lease  the  premises  in  the  fur 
district  without  this  form  of  protection  and  that  without 
the  bars  it  would  be  difficult  for  tenants  to  secure  burg- 

lary  insurance.  „  ,  .  .  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 


391-39-S. 

APPLICANT — E.  Jerome  O’Connor,  for  The  Brooklyn 
Savings  Bank,  owner.  . 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings.  , 

PREMISES  AFFECTED — 122-124  East  25th  street,  south 
side  100  ft.  west  of  Lexington  avenue  (Block  No. 
880,’ Lot  No.  78),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  E.  Jerome  O  Connor. 

For  Administration :  F red  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

rp  T  T  p  Q  'J'  p 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  1 

Negative  .  r. 

Absent  . 

THE  RESOLUTION— 

(391-39-S) 

Whereas,  E.  Jerome  O’Connor,  for  The  Brooklyn  Sav¬ 
ings  Bank,  owner,  filed  March  29,  1939,  an  application  for 
a  variation  from  the  requirements  of  the  Labor  Law  as 
cited  in  a  decision  of  the  borough  superintendent  of  build¬ 
ings,  affecting  premises  122-124  East  25th  street  south  side 
100  ft  west  of  Lexington  avenue  (Block  No.  880,  Lot 
No.  78),  Borough  of  Manhattan ;  and  . 

Whereas  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  3658-38,  dated  March  20,  1939  reads  : 
“11  Front  fire-escape  should  be  provided  with 
gooseneck  ladder  from  the  top  floor  balcony  to  roof. 
Reconsideration  denied.  Rule  l-(a-2)  Factory  Exit 

Rules.  fire-escape  should  conform  to  Rule  1 

paragraphs  (a)  and  (b)  to  the  extent  required  by 
such  Rule.  Note,  that  4  ft.  6  in.  high  railings  are 
required  and  that  connecting  stairs  between  balconies 
should  be  45  degrees  due  to  height  of  building.  Re¬ 
consideration  denied.” 

a  Whereas,  the  building  is  seven  (7)  stones?, ,75  ft.  in 
height  41  ft.  8  in.  by  90  ft.  in  area,  of  fireproof  construc¬ 
tion,  erected  in  1907  and  occupied:  Cellar-boiler  room 
and  storage— no  persons;  lst  floor— stores— 28  person  , 
2nd  to  7th  floor  inclusive— offices— 28  persons  per  floor. 
The  building  is  equipped  with  one  interior  fireproof  sta 
3  ft.  wide  extending  from  the  street  to  the  seventh  sto  y 
and  two  fire-escapes,  one  on  front  and  one  on  rear 
building  with  fireproof  windows  on  the  course  thereof ,  ana 
Whereas,  the  applicant  contends  as  to  objection  1  , 
that  permission  be  granted  to  allow  the  omission  of  the 
gooseneck  ladder  from  the  top  floor  balcony  of  the :  fire- 
escape  to  the  roof  at  the  front  of  the  building;  that  the 
alteration  work  being  done  in  this  building  is  for  the  P™ 
pose  of  allowing  for  incidental  manufacturing  to  the  extent 
of  25%;  that  the  building  is  to  remain  essentially  as 
office  building  and  not  a  factory ;  that  the  rear  fire;escJP 
is  equipped  with  means  of  escape  from  the  „root  \  ^ 
as  to  objection  12,  permission  be  granted  to  allow  the  OU 
degree  stair  to  remain  in  the  existing  fire-escape  on 
rear  of  the  building;  that  a  new  fire-escape  is  being  in¬ 
stalled  on  the  front  of  the  building;  that  in  addition,  it  i 
requested  that  consideration  be  given  to  the  fact  tnai 
new  connection  from  the  rear  fire-escape  to  ,re? 
passage  is  to  be  furnished  by  a  45  degree  stair  and,  t 
fore,  the  existing  60  degree  stair  would  remain  for 
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six  floors  rather  than  the  seven  floors;  that  the  existing 
rails  will  be  increased  to  4  ft.  6  in.  in  height. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent 
on  alteration  application  No.  3658-38  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted,  as  to  objection  No.  12 
and  only  so  far  as  it  relates  to  the  existing  stairs  on  the 
rear  fire  escape  between  balconies,  so  as  to  permit  such 
stairs  to  remain  if  not  more  than  60  degrees  from  the 
top  to  the.  second  floor  level,  on  condition  that  a  new  45 
degree  stair  shall  be  constructed  from  the  2nd  floor  level 
to  the  proposed  fireproof  exit  passage  to  street,  on  condi¬ 
tion  that  in  all  other  respects  the  requirements  of  the  labor 
law  shall  be  complied  in  accordance  with  section  271  and 
that  the  requirements  of  the  building  code,  the  zoning 
resolution  and  the  rules  of  the  board  shall  be  complied 
with  in  all  respects. 


457-39-S. 

APPLICANT— George  M.  Fritze,  for  U.  S.  Gypsum  Com¬ 
pany,  owner. 

SUBJECT— -Variation  of  the  Labor  Law  as  cited  in  a 
decision  of  the  borough  superintendent  of  build¬ 
ings. 

PREMISES  AFFECTED — 561  Richmond  Terrace,  north 
side,  opposite  Franklin  avenue  (Block  No  4  Lot 

APPEARANCES-™  Bright°n>  Borough  °f  Richmond. 

For  Applicant :  George  M.  Fritze. 

For  Administration.  Inspector  Comins,  Department 
of  Housing  and  Buildings. 

THE1^ VOTE— BOARD— Application  granted  on  condition. 

Affirmative.  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  ^ 

Negative  . ’  .  0 

Absent  .  .  0 

THE  RESOLUTION— 

(457-39-S) 

Whereas,  George  M.  Fritze,  for  U.  S.  Gypsum  Com¬ 
pany  owner,  filed  on  April  4,  1939.  an  application  for 
\anation  of  the  labor  law,  as  cited  in  a  decision  of  the 
borough  superintendent  of  buildings,  affecting  premises 
Richmond  terrace,  north  side,  opposite  Franklin  ave- 

ofeRichmondi°and  N°'  2I)>  NeW  Brig,lton’  Borou«h 

2  The.  distance  to  required  exits  exceeds  100  ft 
and  the  exit  on  the  west  end  of  the  building  does  not 
eaci  to  a  fireproof  passageway  opening  on  the  street 
aabor  Law— Laws  of  1921— Section  270,  Chapter 

md 

Whereas,  the  proposed  extension  will  be  160  ft.  by  36 
•  in  area,  one  story  in  height,  of  nonfireproof  construc- 
ion,  occupied  for  the  manufacture  of  sheet  rock,  3  per- 
•ons ;  equipped  with  a  standpipe  system,  interior  fire  alarm 
yw’  two  fireproof  interior  stairs;  and 
Whereas  the  building  is  subject  of  an  application  for 

;9-S  •  and°f  ^  ab°r  aW  aS  t0  exits  under  Cal’  Na  48_ 
Whereas,  the  applicant  contends  that  the  proposed  loca- 
xistino-  eqi?lpment  wdl  Prevent  the  maintenance  of  the 
in  the  southwest  corner  of  the  present 
liding,  that  the  nearest  point  at  which  this  stairwell 

hhnmrfni°nSrtrUCted  S°,aS.  to  lead  to  the  roof  a"d  street 
t  a  nnir  frerce  Wltr  !mportant  existing  equipment,  is 
a  rU.  80  .feet.east  of  its  present  location;  that  in  this 

,  the  bnt?I?  !t  Tn  be  £t  from  the  ProPosed  addition 
the  building;  that  points  on  the  floor  will  then  be  115 

"  rrom  an  exit  instead  of  the  permitted  maximum  of 


100  ft.;  that  in  view  of  the  practical  difficulty  in  main- 
Aimng  the  present  stairwell  or  being  required  to  install 
an  additional  stairwell  between  the  two  proposed  locations 
and  in  view  of  the  small  occupancy,  it  is  requested  that 
a  yanance  be  granted;  that  the  proposed  new  fireproof 
stairwell  in  the  proposed  addition  will  extend  from  roof 
to  street  level,  but  since  there  will  be  no  street  level  floor 
a  concrete  driveway  20  feet  wide  will  be  provided  at  street 

onVethlennrib  ?  ,?and  rails  will  be  installed 

th,  east  and  west  sides  of  this  proposed  drive- 

way. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
1  nw  3 n T  a  viation  in  the  requirements  of  the  labor 

J  a*i  thAat  ,tbe  appllcHation  be  and  it  hereby  is  granted 
Applic.  No.  75-39,  objection  No.  2,  on  condition 
F?aj  th.<T ,  sta!rway  shall  be  provided,  as  shown  on  plans 
tiled  with  this  application,  providing  two  means  of  exit  to 
the  proposed  addition ;  that  both  stairways  shall  be  prop- 
erJy  enclosed  with  bulkheads  in  the  roof  and  with  T 
obstructed  egress  to  the  street;  that  in  all  other  respects 
t  e  requirements  of  the  labor  law  shall  be  complied  with 
except  as  modified  in  Cal.  No.  48-39-S  and  the  require¬ 
ments  of  the  building  code  shall  be  complied  with  other 

456n39A  m°dlfied  in  CaL  No‘  47-39-A  and  Cal.  No 


74-38- S. 

APPLICANT— Lama  and  Proskauer,  for  William  H.  Reid 
owner.  > 

SUBJECT— Application  for  consideration— reopening  and 
amendment  re  Variation  of  the  Labor  Law  as 

mndpnf  %  KC1Sm°n  °f  }be  acting  borough  superin- 
boardT  °f  bui  dlngs  (Previously  granted  by  the 

PREMLSES  AFFECTED  383-393  Pearl  street  and  19-23 
\\  dloughhv  street,  northeast  corner  (Block  No 

appearInckV  1  a,,d  2)'  Bor°“gh  of 

A  R'v'n»  Proskauer. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THTIONkE  T°  RE0PEN  AND  AMEND  RESOLU- 

Affirmative:  Chairman  Murdock.  Commission- 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  . 

Negative  . .  n 

Absent  .  '  . .  ^ 

THE  RESOLUTION— 

(74-38-S) 

Whereas,  Lama  and  Proskauer,  for  J.  W.  and  W.  H 
Reid,  Inc.,  owner,  filed  on  February  5,  1938  an  application 
for  a  variation  of  the  labor  law  as  cited  in  a  decision  of 
KCmr  bor/°Dgh  superintendent  department  of  housing 
street  Uandnf9  2(B™;:)dynRaffecting  premises  383-393  Pearl 
floor!  ?Rli9p  \iW  mlighTby  S^eet’  northeast  corner  (fifth 
Brooklyn^  arid  N°'  ^  L°'  N°S'  1  a”d  2>’  Boro“gl> 
Whereas  the  decision  of  the  acting  borough  superin- 
as"  follows  APP'  N°'  1405'38’  dated  February  4/ 1938,  reads 

“Proposed  occupancy  of  part  of  5th  floor  of  present 
office  building  for  use  as  a  dental  laboratory  constitutes 
a  tactory  use  and  as  such  is  contrary  to  Sec.  270  Par. 
i  ot  the  labor,  law,  which  requires  a  factory  building 
over  four  stones  in  height  to  be  of  fireproof  construc- 

and 

Whereas  the  building  in  question  is  5  stories  (63  ft  6 
in.)  in  height,  48  ft.  by  100  ft.  in  area,  of  non-fireproof 
construction;  erected  in  1922  and  1928;  located  in  a  busi¬ 
ness  use  district  and  occupied  since  September,  1937  as 
follows:  Cellar— ordinary  use,  no  persons;  1st  floor— 
stores  and  storage,  80  persons ;  2nd  to  4th  stories,  inclusive 
offices,  80  persons  per  story ;  5th  floor— dental  laboratory, 
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50  persons.  Certificate  of  occupancy  No.  57633  was  issued 
September  5,  1929,  for  the  following  use:  Cellar-storage 
and  toilets,  no  persons ;  1st  floor — stores  and  students 
lounge,  80  persons;  2nd  floor— lecture  hall  and  classrooms, 
80  persons ;  3rd  and  4th  floors— classrooms  80  persons  per 
story  5th  floor— offices  and  locker  room,  80  persons ;  with 
the  following  floor  loads:  1st  floor  120  lbs.,  2nd,  3td  am 
4th  floors — 75  lbs.  each;  5th  floor — 60  lbs..;  and 

Whereas,  it  is  requested  that  a  variation  of  the  lahor 
law  be  granted  so  as  to  permit  the  occupancy  of  the  5th 
floor  for  light  manufacturing  (Dental  Laboratory)  ;  and 
Whereas,  applicant  contends  that  an  alteration  applica¬ 
tion  upon  which  the  proposed  occupancy  was  specified  was 
approved  by  the  building  department  and  permit  No.  15384- 
1937  was  issued;  an  amendment  to  said  permit  was  filed 
for  the  installation  of  additional  plumbing  equipment  and 
objection  was  given  under  section  72  of  the  building  cod e, 
which  objection  was  the  subject  of  application  No- 
before  this  board  and  withdrawn  on  January  25,  1^58, 
after  withdrawal  of  Cal.  No.  19-38-A  the  said  plumbing 
amendment  was  withdrawn  from  the  building  department 
and  an  application  was  made  for  a  certificate  of  occupancy 
so  as  to  permit  the  occupancy  of  the  fifth  floor  as  pro¬ 
posed ;  that  the  decision  appealed  from  was  rendered  on 
said  application  for  certificate  of  occupancy;  that  this 
building  was  erected  in  two  parts ;  the  north  wing  was 
erected  in  1922  for  a  storage  warehouse  and  the  south  wing 
was  erected  in  1929  for  stores  and  office  building ;;  from 
1929  until  September,  1937,  the  Board  of  Higher  Education 
used  the  building  for  the  Brooklyn  College  of  the  City  of 
New  York ;  this  was  done  under  Permit  No.  5523-1929,  tor 
which  certificate  No.  57633  was  issued ;  that  at  the  present 
time  there  are  two  (2)  fireproof  stairs  and  one  elevator 
all  leading  to  a  fireproof  entrance  hall  which  leads  directly 
to  the  street ;  that  in  view  of  permit  No.  13384,  which  was 
issued  the  tenant  leased  the  5th  floor  for  a  dental  labora¬ 
tory  that  the  property  is  assessed- at  $300,000  and  there  is 
a  first  mortgage  of  $150,000  held  by  the  Brooklyn  Savings 

B  Whereas,  this  application  was  granted  by  the  Board, 
February  8,  1938,  on  certain  conditions  and  the  owner 
requested  an  amendment  of  the  resolution  as  to  the  oc¬ 
cupancy  and  now  requests  an  additional  amendment. 

Resolved ,  that  the  resolution  adopted  by  the  hoard  on 
February  8,  1938,  as  amended  by  resolution  adopted  July 
19,  1938,  be  and  it  hereby  is  further  amended,  so  that  as 
amended  the  resolution  will  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  requirements  of 
the  labor  law,  and  that  the  application  be  and  it  hereby 
is  granted,  modifying  the  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings,  in  acting  on  Applic. 
No.  1405-38  and  permitting  the  5th  storv  of  this  build- 
in0-  and  the  southerly  portion  of  the  4 th  story  to  he 
used  as  dental  laboratories,  on  condition  that  no  portion 
of  the  balance  of  the  building  shall  be  used  for  factory 
purposes;  that  the  exits  shall  be  maintained,  as  shown, 
with  fireproof  enclosure  and  fireproof  doors,  with  doors 
on  the  5th  story  and  4th  story  opening  in  the  direction 
of  exits ■  that  this  permission  for  use  of  portion  of 
the  building  for  factory  purposes  as  dental  laboratories 
19  granted  only  so  long  as  the  building  is  used  as  herein 
described  and  that  the  total  occupancy  of  the  5th  floor 
shall  at  no  time  exceed  65  persons  and  the  total  occu¬ 
pancy  of  the  4th  floor  shall  at  no  time  exceed  50 
persons 


143-39- S. 

APPLICANT— Madison  52nd  Corporation,  lessee. 

SUBJECT— Application  for  consideration— reopening  and 
amendment — re  Variation  of  the  labor  law  as.  cited 
in  an  order  and  a  decision  of  the  fire  commissioner, 

PREMISES  AFFECTED — 485  Madison  avenue  and  28-36 
East  52nd  street,  southeast  corner  (Block  No.  1287, 
Lot  Nos.  48,  49,  50  and  52),  Borough  of  Man¬ 
hattan. 


APPEARANCES— 

For  Applicant:  Charles  McGregor. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended.  _ 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  . 

Absent  . .  y 


THE  RESOLUTION— 

(143-39-S) 

Whereas,  Madison  52nd  Corporation,  lessee,  filed  Feb¬ 
ruary  3,  1939,  an  application  for  a  variation  of  the  Labor 
Law,  as  cited  in  an  order  and  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  485  Madison  avenue  and  28-56 
East  52nd  street,  southeast  corner  (Block  No.  1287,  Lot 
Nos.  48,  49,  50  and  52),  Borough  of  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  1461)- 
LF,  dated  July  11,  1938,  reads:  _  -  , 

“An  inspection  of  the  premises  28-36  East  3-nd 
street  and  485  Madison  avenue,  Borough  of  Manhat¬ 
tan,  shows  that  a  fire  drill  should  be  established  and 
maintained  therein  according  to  the  requirements  of 
Section  279  of  the  Labor  Law.  The  Labor  Law  spe¬ 
cifically  charges  the  Fire  Commissioner  with  the  duty 
of  enforcing  the  provisions  of  the  law,  as  to  fire  drills. 

This  law  also  holds  the  owner  of  such  premises  j 
responsible  for  the  proper  supervision  and  maintenance  ( 
of  fire  drills.  It  is,  therefore,  your  duty  to  organize 
and  maintain  a  fire  drill  in  the  above  premises  in 
accordance  with  the  rules  and  regulations  of  the  Board  • 
of  Standards  and  Appeals. 

A  record  of  such  drills,  including  the  name  and  num¬ 
ber  of  each  certified  drill  conductor  engaged  in  corn 
ducting  each  drill,  the  date  of  each  drill,  and  the 
number  of  persons  taking  part  in  each  drill,  shall  be 
transmitted  by  you  or  your  representative  to  this  office 
semi-annually. 

All  forms  necessary  will  be  furnished  to  your  au¬ 
thorized  representative  when  he  calls  at  this  office  for 
a  Certificate  of  Fitness  as  drill  conductor. 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
January  6,  1939,  reads: 

“In  reply  to  your  request  to  omit  full  compliance 
with  Order  1460-LF,  issued  against  the  above  premises 
and  requiring  a  Fire  Drill. 

You  are  advised  that  inspection  shows  the  premises 
to  be  a  Tenant  Factory  with  209  persons  at  manufac¬ 
turing.  As  every  square  foot  of  the  building  is  not 
protected  with  an  approved  automatic  sprinkler  system, 
section  279  of  the  State  Labor  Law  requires  a  Fire 
Drill  to  be  conducted  at  least  once  in  each  month  and 
in  which  all  the  occupants  in  the  building  must  partici¬ 
pate.  . 

Your  request  to  omit  compliance  with  this  require¬ 
ment  of  the  Labor  Law  must  therefore  be  denied. 

and 

Whereas,  the  building  is  24  stories  (278.4  ft.)  in  height, 
100  ft.  by  125  ft.  in  area,  of  fireproof  construction,  erected 
in  1929 ;  and 

Whereas,  the  applicant  contends  that  not  more  than 
7%  of  the  total  area  of  the  building  is  occupied  by  tenants 
engaged  in  manufacturing;  that  the  total  number  of  tenants 
and  persons  employed  by  tenants  who  occupy  the  building 
is  1161,  of  which  but  143  are  engaged  in  manufacturing, 
that  tenants  engaged  in  manufacturing,  do  not  occupy  an> 
space  above  the  14th  floor  and  the  building  has  a  sprinkler 
system  to  and  including  the  14th  floor ;  that  after  March 
1st,  1939  the  14th  floor  will  be  occupied  as  executive  offices 
and  for  activities  that  are  not  manufacturing;.  that  the 
building’s  fire  prevention  and  fire  alarm  system  is  modern 
and  up  to  date  in  that : 
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(a)  The  sprinkler  system  has  a  supervising  control  with 
the  Automatic  Fire  Alarm  Company. 

(b)  T.  here  aie  fire  alarm  boxes  on  every  floor  which  are 
connected  with  the  Automatic  Fire  Alarm  Company. 

(c)  1  he  building  has  a  dual  fire  alarm  system,  that  is, 
general  and  pilot  gongs. 

(d)  Columbia  Broadcasting  System  occupies  approxi¬ 
mately  50%  of  the  space  in  the  building  and  the 
entire  space  above  the  15th  floor  excepting  only  the 
Pent  House.  All  programs  broadcast  over  the 
Columbia  Network  are  controlled  in  the  building 
and  a  fire  drill  engaged  in  by  all  occupants  would 
interrupt  and  seriously  interfere  with  the  business 
of  the  Columbia  Broadcasting  System. 

and 

Whereas,  this  application  was  granted  by  the  board  on 
February  15,  19o9,  on  certain  conditions  and  applicant  re~ 
quested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  February  15,  1939  as  to  the 
provision  as  to  factory  work  above  the  13th  floor,  so  that 
as  amended,  the  resolution  shall  read: 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  requirements  of 
the.  Labor  Law,  and  that  the  application  be  and  it  here¬ 
by  is  granted  on  condition  that  the  sprinkler  system  and 
1 1fu  aIarm  sbad  ke  maintained  up  to  and  including  the 
14th  floor  of  the  building;  that  no  factory  work  shall 

feQCarn!id+,01\ab0V1(i  thf  13th  floor<  after  October  1st, 
1939  and  that  in  all  other  respects,  all  laws,  rules  and 

reAUau'nS  applicable  to  construction  and  occupancy 
of  budding  shaH  be  complied  with,  other  than  as  modi- 
hed  by  the  board  under  Cal.  Nos.  664-26-BZ  and  160- 

7-4  1  ,  the,fire  alarm  system  shall  be  main¬ 

tained  throughout  the  building.” 


APPLIANCE  SUBMITTED  FOR  APPROVAL 
82-38-SA. 

VPPLICANT— Victor  J.  Rohe,  agent  for  Fisher  Furnace 
Company,  owner. 

APPEARANCES— °*'  BUmer’  Mo<kl  °f- 

„_T/F°r  Applicant:  None. 

iCHON  OF  BOARD— Appliance  approved  in  accordance 

■up  vnTCTPn°r  ntEngineer  of  Board. 

HE  VOT  E  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission- 

w  i  i_avage  and  Blum  and  Assistant  Chief 
Walsh .  . 

Negative  . ^ 

Absent  .  ’  ’  . .  ^ 

HE  RESOLUTION— 

(182-38-SA) 

Whereas,  Victor  J.  Rohe,  for  the  Fisher  Furnace  Cnm- 

S’d °of "stkrf Ied  1Ma H  1 7 ’  !?38’  an  aPPIication  with  the 
ice  w  t  d  rd5Pan,(i  AI>P,eal)s  for  approval  of  the  appli- 

WherfT,  rl  He  Frher  0l1  Burner’  Model  M>  ^d 
;  the  fnV  apPhan,ce  was  submitted  to  the  Engineer 

tne  Doard  for  test  and  report;  and 

follows :’  thC  rCPOrt  °f  thG  engineer  of  the  board  reads 
REPORT  OF  ENGINEER 
Cal.  No.  182-38-SA. 

ModdVM  °f  tHe  Fisher  0iI  Burner’ 

Virtnr  t  r>  i  r  April  17,  1939. 

victor  J.  Rohe,  agent  for  the  Fisher  Furnace  Co 

Board  of  GSt  MdarC4  17,  ,19A38’  an  aPPlication  with  the 

fS  onst£^?:ziftrls  for  approvai  °f  the 

clusUelv  W1',  °d  Burn/r-  Mode^  M,  is  designed  ex- 
y  r  use  in  nonferrous  melting  furnaces  of  the 


crucible  type.  The  burner  is  of  the  gun  type  with  air 
and  oil  ports,  a  rotary  blast  gate  is  controlled  by  a 
handle,  which  controls  the  amount  of  air  to  be  used. 
Atomizing  air  passes  through  a  tunnel  and  shears  the 
oil  as  the  air  cuts  across  the  air  ports.  The  oil  dis¬ 
charges  from  the  ports  at  right  angles  to  the  direction 
ol  the  air  stream  and  is  finely  atomized.  The  burner 
is  supplied  with  oil  through  a  Viking  pump  and  with 
air  under  pressure  from  a  Fisher  blower.  Air  and  oil 
are  interlocked  so  that  the  shutting  off  of  oil  or  air 
results  in  shutting  down  the  burner. 

This  burner  was  inspected  and  tested  at  the  plant  of 
the  Francis  Iveil  and  Sons,  Inc.,  at  401  East  163rd 
otreet,  1  he  Bronx,  and  found  to  operate  satisfactorily 
lor  industrial  operation  with  fuel  oil  not  heavier  than 
No.  5  U.  S.  Department  of  Commerce  standards,  under 
manual  operation. 

It  is  recommended  that  the  Fisher  Oil  Burner  Model 
.>  be  approved  for  use  in  New  York  City  in  industrial 
installations  with  manual  operation,  when  operated  with 
nonferrous  metal  melted  in  crucibles  under  the  control 
of  qualified  operators,  with  fuel  oil  not  heavier  than 
•  °7  V'  jDept  of  Commerce  standards,  and  when 
installed  and  operated  in  accordance  with  the  Oil 
Burner  Rules  of  the  Board  of  Standards  and  Appeals 
on  condition  that  the  burner  bear  a  label,  permanently 
affixed,  reading:  Approved  for  use  in  New  York 
Alty  for  industrial  installations  under  Cal.  No.  182- 
dO‘jA. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  The  Fisher  Oil 
Burner  Model  M  for  use  in  New  York  City  when  manu¬ 
factured,  installed,  operated  and  labelled  in  accordance 
with  the  above  report. 


MATERIALS  SUBMITTED  FOR  APPROVAL 
415-38-SM. 

APPLICANT— E.  A.  Swenson,  for  the  Flintkote  Com¬ 
pany,  owner. 

SUBJECT— Application  for  reopening  and  amendment  of 
resolution— Approval  of  Flintkote  2  and  3  ply 
asphalt  felt,  slag  or  gravel  surface  re-roofing  and 
lintkote  3  and  4  ply  Asphalt  felt,  slag  or  gravel 

APPEARANCES1-1UfaCtUred  by  the  Flintkote  Company. 
For  Applicant:  None. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  report  of  com¬ 
mittee  on  tests. 

DEVOTE  to  REOPEN  AND  AMEND  RESOLU- 

Affirmative:  Chairman  Murdock,  Commission¬ 
er  i,avage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  . '  *  |  *  *  ’  * .  n 

Absent  . .  q 

THE  RESOLUTION— 

(415-38-SM) 

Whereas  E.  A  Swenson,  for  the  Flintkote  Company, 
owner,  filed  May  27  1938,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  material 
known  as  Flintkote  2  and_  3  ply  Asphalt  Felt,  slag  or  gravel 
sui  face  reroofing  and  Flintkote  3  and  4  ply  Asphalt  Felt 
slag  or  gravel  roofing  and  mineral  surfaced  shingle;  and 
thlS  materjal  was  approved  by  the  Board  July 
20,  1938,  in  a  report  of  the  Committee  on  Tests;  and' 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  to  include  additional  roofing  materials ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  as  to 
these  materials  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  415-38-SM 
Subject:  Flintkote  Roofing  Materials. 

Ihe  Flintkote  Co.  of  New  York  filed  on  January 
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26  1939  a  request  for  an  amendment  to  the  resolution 
adopted’  by  the  Board  of  Standards  and  Appeals  on 
Tulv  20  1938,  to  add  additional  roofing  materials  winch 
were  tested  at  the  plant  of  the  manufacturer  on  March 
23,  1939  with  specifications  and  results  of  such  tests  as 
follows : 


TEST  #18 

A.  Flintkote  75#  Mineral  Surfaced  Roofing  in  one 
layer  construction  laid  in  plastic  cement  over  one  # 
felt  on  wood  sheathing.  Nails  spaced  3  apart  alone, 
the  selvage  lap  and  lap  cemented  with  plastic  cement. 
For  inclines  up  to  9"  per  foot.  Ihe  brand  was  con¬ 
sumed  in  18'  38"  consuming  none  of  the  plies  and 
without  any  effect  on  the  deck.  Similar  specifications 
of  heavier  applications  are  as  follows: 

For  reroofing — 

B.  Flintkote  75#  or  90#  Mineral  Surfaced  Roofing 

laid  in  plastic  cement  over  old  composition  root  cov¬ 
ering.  ,  .  , 

For  new  roofs  and  reroofing —  ,  t>  c 

C.  Flintkote  75#  or  90#  Mineral  Surfaced  Roofing 
over  one  layer  of  Flintkote  24#  Asphalt  Saturated 
Felt  and  a  coating  of  Flintkote  Plastic  Cement. 

D.  Flintkote  75#  or  90#  Mineral  Surfaced  Roofing 
over  one  layer  of  Flintkote  30#  Asphalt  Saturated 
Felt  and  a  coating  of  Flintkote  Plastic  Cement. 

E.  Flintkote  75#  or  90#  Mineral  Surfaced  Roofing 
over  two  layers  of  Flintkote  14#  or  15#  Asphalt 
Saturated  Felt  and  one  or  two  coatings  of  b  hntkote 

Plastic  Cement.  ,  „  f  „  c 

F.  Flintkote  75#  or  90#  Minera  Surfaced  Roofing 
over  three  layers  of  Flintkote  14#  or  15#  Asphalt 
Saturated  Felt  and  two  coatings  of  Flintkote  Plastic 

Cement  Hntkote  75#  Qr  qq#  Mineral  Surfaced  Roofing 
over  two  layers  of  Flintkote  24#  Asphalt  Felt  and  two 
coatings  of  Flintkote  Plastic  Cement. 


TEST  #19 

A.  Flintkote  Rex  Construction  Roofing,  55#,  min¬ 
eral’ surfaced,  having  a  19"  selvage  lap  so  as  to  provide 
a  double  thickness  construction  over  the  entire  deck. 
Apply  the  Rex  Construction  Roofing  oyer  the  deck, 
nailing  with  two  courses  of  nails  applied  m  the  selvage 
edge  and  spaced  not  over  12"  apart.  Coat  the  19 
selvage  lap  with  plastic  cement  and  embed  the  suc¬ 
ceeding  coat  of  55#  Rex  Construction  Roofing.  Lim¬ 
ited  to  inclines  not  over  5"  per  foot. 

The  brand  was  consumed  in  18'  15"  with  no  effect 
on  the  plies  or  the  deck  excepting  that  the  spread  of 
flame  from  the  brand  was  6"  which  was  within  the 
requirements  for  the  approval  for  a  maximum  pitch 
of  the  roof  of  5".  Similar  specifications  of  heavier 
applications  are  as  follows : 

For  reroofing — 

B.  Same  as  specified  under  Test  #19  except  that 
Rex  Construction  is  also  cemented  over  old  existing 
roofing.  Limited  to  inclines  not  over  9"  per  foot. 

For  new  roofs  and  reroofing — 

C.  Flintkote  55#  Rex  Construction  Roofing  over 
one  layer  of  24#  or  30#  Asphalt  Saturated  Felt  and 
a  coating  of  Flintkote  Plastic  Cement.  Limited  to 
inclines  not  over  5"  per  foot. 

D  Flintkote  55#  Rex  Construction  Roofing  over 
two  layers  of  14#  or  15#  Asphalt  Saturated  Felt  and 
a  coating  of  Flintkote  Plastic  Cement.  Limited  to 
inclines  not  over  5"  per  foot. 


TEST  #20 

A.  Flintkote  Pitch  and  Tarred  Felt  Specification. 
4  ply  construction  over  wood  deck  consisting  of  one 
layer  of  5#  Rosin  Sized  Sheathing  Paper,  two  layers 
of  12#  Tarred  Felt  nailed  to  deck  as  a  base  sheet, 
and  two  additional  layers  of  12#  Tarred  Felt  cemented 
with  Pitch  to  the  first  two  layers  of  12#  Felt  and 
with  a  heavy  coating  of  Pitch  on  the  top  surface  into 


which  slag  or  gravel  is  embedded.  Limited  to  inclines 
not  over  3"  per  foot. 

The  brand  was  consumed  in  15  40  with  no  effect 
on  the  plies  or  the  deck.  Similar  specifications  of 
heavier  applications  are  as  follows: 

B.  Flintkote  Pitch  and  Tarred  Felt  Specification. 

5  plv  construction  over  wood  deck  consisting  of  one 
layer  of  5#  Rosin  Sized  Sheathing  Paper,  two  layers 
of  12#  Tarred  Felt  nailed  to  deck,  and  over  this  three  < 
layers  of  12#  Tarred  Felt  cemented  with  Pitch  and 
coated  with  a  heavy  top  coating  of  Pitch  into  which 
slag  or  gravel  is  embedded.  Limited  to  inclines  not 

over  3"  per  foot.  ,  „  .  c  .c 

C.  Flintkote  Pitch  and  Tarred  Felt  Specification. 

3  ply  construction  over  non-combustible  deck  or  over 
rigid  insulation  consisting  of  three  layers  of  12# 
Tarred  Felt  mopped  solid  over  deck  or  oyer  insulation 
and  the  top  surfaced  with  a  heavy  pouring  of  Pitch 
into  which  slag  or  gravel  is  embedded.  Limited  to 

inclines  not  over  3"  per  foot-  c  .c  . 

D  Flintkote  Pitch  and  Tarred  Felt  Specification. 

4  ply  construction  over  non-combustible  deck  or  over 
rigid  insulation  consisting  of  four  layers  of  12#  Tarred 
Felt  mopped  solid  over  deck  or  over  insulation  and  the 
top  surfaced  with  a  heavy  pouring  of  Pitch  into  which 
slag  or  gravel  is  embedded.  Limited  to  inclines  not 
over  3"  per  foot. 


TEST  #21 

Reroofing  specification —  ^  . 

A.  Flintkote  Pitch  and  Tarred  Felt  Specification 
over  old  roofing  felts  consisting  of  two  plies  of  12# 
Tarred  Felt  mopped  solid  over  old  roofing  felts  in 
Pitch  and  surfaced  with  a  heavy  top  pouring  of  Pitch 
into  which  slag  or  gravel  is  embedded.  Limited  to  in¬ 
clines  not  over  3"  per  foot.  .  ; 

The  brand  was  consumed  in  18'  45"  consuming  all 
plies  and  charring  the  deck  slightly  over  an  area  of 
4Q".  A  heavier  specification  of  the  same  type  of  root 
for  which  approval  is  requested  is  as  follows : 

B  Three  or  more  plies  of  12#  Tarred  Felt  mopped, 
solid  over  old  roofing  felts  in  Pitch  and  surfaced  with 
a  heavy  top  pouring  of  Pitch  into  which  slag  or  gravel 
is  embedded.  Limited  to  inclines  not  over  3"  per  foot.. 


TEST  #22 

A.  Flintkote  Asphalt  and  Asphalt  Felt  3  ply  speci-. 

fication  over  wood  deck  consisting  of  one  layer  of  24# 
Asphalt  Felt  laid  dry  and  nailed  to  deck  as  a  base 
sheet  and  two  additional  layers  of  12#  Asphalt  belt 
cemented  with  Asphalt  to  the  base  sheets  and  coated 
with  a  heavy  application  of  asphalt  into  which  slag 
or  gravel  is  embedded.  Inclines  up  to  3'  per  foot  or 
when  steep  asphalt  is  used  up  to  6"  per  foot.  ' 

The  brand  was  consumed  in  15'  36"  and  outside  ob 
consuming  the  top  ply  had  no  effect  on  the  remaining 
plies  or  the  deck.  Similar  specifications  of  heavier 

application  are  as  follows:  . 

B.  Flintkote  Asphalt  and  Asphalt  Felt  Specification. 
4  ply  construction  consisting  of  two  layers  of  12# 
Asphalt  Felt  laid  dry  as  a  base  sheet  and  over  this 
two  layers  of  12#  Asphalt  Felt  cemented  with  asphalt 
and  coated  with  a  heavy  top  coating  of  Asphalt  into 
which  slag  or  gravel  is  embedded. 

C.  Flintkote  Asphalt  and  Asphalt  Felt  Specification. 
4  piy  construction  over  wood  deck  consisting  of  one 
layer  of  24#  Asphalt  Felt  and  over  this  base  felt' 
three  layers  of  12#  Asphalt  Felt  cemented  with  As¬ 
phalt  and  coated  with  a  heavy  top  pouring  of  Asphalt 
into  which  slag  or  gravel  is  embedded ;  or  5  ply  con¬ 
struction  consisting  of  two  layers  of  12#  Asphalt  re 
laid  dry  and  over  this  three  layers  of  12#  Asphalt 
Felt  cemented  with  Asphalt  and  coated  with  a  heavj 
top  coating  of  Asphalt  into  which  slag  or  gravel  P 

embedded.  „  ..  .. 

D.  Flintkote  Asphalt  and  Asphalt  Felt  Specification 
3  ply  construction  over  non-combustible  deck  or  ovei 
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rigid  insulation  consisting  of  three  layers  of  12# 
Asphalt  Felt  all  mopped  solid  over  deck  or  insulation 
and  the  top  surfaced  with  a  heavy  pouring  of  Asphalt 
into  which  slag  or  gravel  is  embedded. 

TEST  #23 

Reroofing  specification — 

A.  Flintkote  Asphalt  and  Asphalt  Felt  Specification 
over  old  roofing  felts  consisting  of  two  plies  of  12# 
Asphalt  belt  mopped  solid  over  old  roofing  felts  in 
i  Aspha  t  and  surfaced  with  a  heavy  top  pouring  of 

this  deck”10  which  slag  or  §ravel  is  embedded  over 

A  brand  was  placed  which  was  consumed  in  17'  55" 
and  outside  of  consuming  the  top  ply  had  no  effect  on 
the  remaining  plies  on  the  deck,  limited  to  inclines  of 
•  Jr  Per /oof-  A  heavier  specification  of  the  same  type 
ofr(rool,for  wIllch  approval  is  requested  is  as  follows- 
B  Three  or  more  plies  of  12#  Asphalt  Felt  mopped 
solid  over  old  roofing  felts  in  Asphalt  and  surfaced 
with  a  heavy  top  pouring  of  Asphalt  into  which  slag 
or  gravel  is  embedded. 

I  TEST  #24 

This  test  was  withdrawn. 

TEST  #25 

Steep  roofing  pitch  and  gravel  specifications — 

u  c  FllPtkote  High  Melting  Point  Pitch  and  Tarred 
belt  Specification.  4  ply  construction  consisting  of  two 
layers  of  12#  larred  Felt  laid  dry  as  a  base  sheet 
and  two  layers  over  this  cemented  solidly  in  HMP 
Pitch  with  a  heavy  coating  of  Pitch  and  a  surfacing 
of  slag  or  gravel.  Limited  to  inclines  not  over  6" 
per  foot. 

The  Brand  was  consumed  in  17'  10"  and  outside  of 
consuming  the  top  ply  had  no  effect  on  the  remaining 
plies  or  deck.  Similar  specifications  of  heavier  appli¬ 
cation  are  as  follows: 

U#  m  A  u^e  a  total  four  layers  of 

14#  or  15#  larred  Felt  with  slag  or  gravel  surfacing. 
.Limited  to  inclines  not  over  6"  per  foot 
1?£  as  A  except  use  a  total  of  five  layers  of 

12#,  14#  or  15#  Tarred  felt  with  slag  or  gravel 
surfacing.  Limited  to  inclines  not  over  6"  per  foot. 

RIGID  ASBESTOS  SHINGLES 

A  brand  was  placed  on  these  3  decks  and  outside  of 

a  Th  Cirac^p,m  the.  shmgle  it  had  no  effect  on  the 
wood  deck  These  shingles  are  manufactured  by  the 
applicant  at  Rutherford,  N.  J. 

TEST  #26 

Sh^gl^1^0^  *Style  #10  Hexagon  Rigid  Asbestos 
Size— 16"  x  16"  x 

Provides  one  layer  construction  over  roof  area  with 
two  layers  at  laps. 

Exposed  area— 13"  x  13". 

Average  weight  per  square— 265  pounds, 
ohingles  per  square — 86. 

Sh?nglelintk°te  Style  #2°  Dutch  Lap  Rigid  Asbestos 
Size  16"  x  16"  x  {V. 

lay^rri^laps"6  construction  over  roof  with  two 

Exposed  area— 13"  x  12". 

Average  weight  per  square— 280  pounds. 

Shingles  per  square — 92. 

Shinglf lhUk0te  American  Clipper  Rigid  Asbestos 

Size— 12"  x  12". 

Exposure — 9  y2"'x  12". 

Average  weight  per  square— 258  pounds. 

Shingles  per  square — -126. 

ing  Strips  °Ver  ^  interlayment  of  45  #  Asphalt  Roof- 
Shingles  applied  over  7/s"  wood  sheathed  deck.  For 


new  roofing  or  reroofing  over  old  wood  roof  or  old 
asphalt  shingle  roof.  In  bulk  cases  over  a  14#  as¬ 
phalting  rag  felt. 

Similar  accessory  shingles  for  new  roofing  or  for 
reroofing  are  as  follows: 

Sh?nglfslintk°te  StylC  #4°  Hlp  and  R'dge  Accessory 

Size— 16"  x  5 y8"  x  &"  thick. 

Average  weight— 325  pounds  per  100  lineal  feet 
342  pieces  per  150  lineal  feet. 

E.  Flintkote  Style  #50  Asbestos  Ridge  Roll  Ac¬ 
cessory  Shingles. 

Size — 16"  long. 

Average  weight— 230  pounds  per  100  lineal  feet 
86  pieces  per  100  lineal  feet. 

MINERAL  SURFACED  SHINGLES 
TEST  #27 

Flintkote  Giant  Superoofer  Individual  Mineral  Sur¬ 
faced  Shingle. 

Size— 14.4"  x  16.5". 

Exposure — 10". 

Average  weight  per  square— 202  pounds. 

Shingles  per  square — 121. 

The  brand  placed  over  this  deck  was  consumed  in  19' 
55"  and  outside  of  partially  consuming  the  top  ply  of 
this  shingle  had  no  effect  on  the  wood  deck,  and  meet¬ 
ing  all  requirements  of  the  test. 

TEST  #16 

On  the  basis  of  1  est  #  16  as  approved  in  the  reso¬ 
lution  of  July  20,  1938,  the  following  specifications  of 
heavier  applications  of  roofing  shingles  on  which  ap¬ 
proval  is  requested  are  as  follows: 

12"  x  16"  Super  Giant  Shingle  (laid  horizontally). 
Size — 12"  x  16". 

Exposure — 5". 

Provides  two  layer  construction  over  entire  roof. 
Average  weight  per  square— 252#. 

Number  of  shingles  per  square — 175#. 

1 2"  Heavy  Duty  Mineral  Surfaced  Strip  Shingle 
Size — 12"  x  36". 

Provides  two  layer  construction  over  entire  roof 
area  except  where  cut-out  occurs. 

Average  weight  per  square — 1225  pounds. 

Strips  per  square — 80. 

12"  Tapered  Strip  Mineral  Surfaced  Shingle 
Size — 12"  x  36". 

Provides  two  layer  construction  over  entire  roof 
area  except  where  cut-out  occurs. 

Average  weight  per  square— 275  pounds. 

Strips  per  square — 80. 

15"  Thikbut  Mineral  Surfaced  Strip  Shingle 
Size— 15"  x  36". 

Exposure — 5". 

Provides  three  layer  construction  over  entire  roof 
except  where  cut-out  occurs. 

Average  weight  per  square— 250  pounds. 

Strips  per  square — 80. 

Giant  Individual  Mineral  Surfaced  Shingle 
Size — 12"  x  14". 

Provides  two  layer  construction  over  entire  roof  area 
with  a  4"  headlap  which  thereby  almost  provides  three 
layers  over  the  entire  roof  surface. 

Average  weight  per  square— 262  pounds.  Shingle 
per  square — 226. 

Insul-Cork  Standard  Individual  Mineral  Surfaced 
Shingle 

Size— 12"  x  16". 

.  Gan  provide  either  one,  two  or  three  layer  construc¬ 
tion  over  roof  area. 

Average  weight  per  square— 350  pounds. 

Shingles— varies  according  to  method  laid. 

Super  Giant  Individual  Mineral  Surfaced  Shingle 
Size — 12"  x  16". 

Laid  wide  space  method.  Provides  two  layer  con¬ 
struction  over  entire  roof  surface. 
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Average  weight  per  square-J211  pounds. 

Shingles  per  square— 147. 

Tapered  Mastic  Mineral  Surfaced  Shingle 

Size— 8"  x  18".  .  .  , 

Provides  two  layer  construction  over  entire  root 

surface 

Average  weight  per  square— 325  to  350  pounds. 
Shingles  per  square— 240.  ,  c,  .  , 

Heavy  Duty  Thikbut  Mineral  Surfaced  Shingle 

Size— 12"  x  36".  .  .  , 

Provides  two  layer  construction  over  entire  root  area 

except  where  cut-out  occurs. 

Average  weight  per  square— 240  pounds. 

Shingles  per  square — 80. 

UNDER  TEST  #17 

Giant  Staple-Lox  Mineral  Surfaced  Shingle 

Size — 16"  x  16".  .  ,  • 

Provides  one  layer  construction  over  root  area  witn 

two  layer  construction  at  all  laps. 

Average  weight  per  square — 162  pounds. 

Shingles  per  square— 82.  ,  _  ,  , 

12  1/3"  Cork  Insulated  Hexagon  Mineral  Surfaced 

Shingle 

Size— 12 1/3"  x  36".  .  on  .  ,  f 

Provides  two  layer  construction  over  89%  ot  root 

area.  010  , 

Average  weight  per  square— 218  pounds. 

Strips  per  square — 86. 

Allweather  Mineral  Surfaced  Shingle 
Size— 16"  x  18". 

Provides  one  layer  construction  over  root  area. 
Average  weight  per  square — 150  pounds. 

Exposure — 6%". 

Shingles  per  square— 96. 

The  roofing  materials  used  in  the  construction  of  the 
specifications  as  listed  under  the  various  tests  are  as 
follows : 


BUILT-UP  ROOFING  MATERIALS 


Material 

Asphalt  Felts 

14#  Viskalt  Saturated 
15#  Viskalt  Saturated 


24#  Asphalt  Saturated 
30#  Viskalt  Saturated 
Tarred  Felts 
14#  Tarred  Felt 
15#  Tarred  Felt 


Cap  Sheets 


(when  cemented  with 
asphalt) 

Viskalt  Cap  Sheet 
Stalwart  Roofing. 


Guardian  Roofing 


Black  Back 
Guardian 
Rex  Flintkote 
Roofing 


45# 

55# 

65# 

35# 

45# 

55# 


55# 


Mineral  Surfaced 
Roofing 


55# 

65# 

75# 


75# 
90# 
90# 

Rex  Construction  Roofing 


Sq.  Ft. 

Average  Wt. 

tier 

Published 

5  Rolls 

Width 

Roll  Wt.—Roll 

T  ested* 

36" 

432 

60# 

60.85# 

36" 

432 

65# 

64.14# 

36" 

216 

33# 

36" 

216 

52# 

52.05# 

36" 

216 

65# 

66.12# 

32" 

432 

60# 

63.10# 

32" 

432 

65# 

66.50# 

32" 

216 

33# 

t 

36" 

216 

68# 

70.55# 

36" 

216 

68# 

73.65# 

36" 

108 

45# 

47.80# 

36" 

108 

55# 

60.35# 

36" 

108 

65# 

65.65# 

36" 

108 

35# 

36.05# 

36" 

108 

45# 

44.35# 

36" 

108 

55# 

56.15# 

36" 

108 

55# 

55.12# 

36" 

108 

55# 

58.30# 

36" 

108 

65# 

67.50# 

36" 

108 

75# 

79.55# 

36" 

108 

75# 

82.40# 

36" 

108 

90# 

90.40# 

18" 

116 

99# 

95.25# 

36" 

108 

55# 

58.45# 

Material 

Base  Sheet 
45#  Base  Sheet 
Asbestos  Felts 
15#  Asbestos  Felt 
20#  Asbestos  Felt 
55#  Asbestos  Felt 
Asbestos  Base  Flashing 

Rosin  Sheathing  Paper 

20# 


Sq.  Ft.  Average  Wt. 

per  Published  5  Rolls 
Width  Roll  Wt. — Roll  Tested* 


36"  108  45#  43.05# 


32"  324  45# 
32"  324  60# 
108 

54  33# 


32" 

16" 


62.10# 
55#  60.65# 


36"  500  20# 


25#  36"  500  25# 

30#  36"  500  30# 


40#  36"  500  40# 

Asphalt  for  Built-Up  Roofing 

Roofing  asphalt  furnished  in  approximately  450  lb. 
drums  made  to  meet  various  specifications  of  the 
American  Society  of  Testing  Materials,  also  specifica¬ 
tions  of  the  Federal  Government.  Used  for  cementing 
various  plies  of  felt  in  built-up  roofing  and  also  for  the 
top  coating. 

Pitch  for  Built-Up  Roofing 

Roofing  Pitch  furnished  in  wooden  barrels  weighing 
approximately  350  lbs.  per  barrel,  or  in  metal  drums 
weighing  approximately  450  lbs.  per  drum.  Used  for 
cementing  various  plies  of  tarred  felt  in  built-up  roofing. 

Viskalt  for  Built-Up  Roofing 
A  special  roofing  asphalt  made  at  Rutherford,  N.  J., 
furnished  in  drums  weighing  approximately  425  lbs. 
or  in  ten  gallon  cans  weighing  87  lbs.  per  can.  Used 
for  cementing  various  plies  of  felt  in  built-up  roofing 
and  also  for  top  coating.  ; 

P  Idstics 

Used  as  cementing  agents  between  felts  for  cold 
application  work ;  also  used  as  top  coating. 

Steadfast  Asphalt  Fibre  Cement 

A  combination  of  asphalt  and  fibre  in  the  form  of  3 
cut  back,  using  a  solvent  to  keep  the  material  in  3 
cold  or  plastic  form  prior  to  application.  Used  foi 
cementing  various  types  of  asphalt  felts,  cap  sheet! 
and  mineral  surfaced  roofing  where  a  cold  applicafiot 
is  required.  Furnished  in  65  lb.  metal  drums. 

Aduro  Plastic  Cement 

Generally  similar  to  above  but  haying  a  differen 
formula  in  the  various  materials  used  in  its  production 
Used  for  cementing  various  types  of  asphalt  felt,  cat 
sheets  and  mineral  surfaced  roofing  where  a  cold  apph 
cation  is  required.  j 

Flintkote  Plastic  Cement  , 

Similar  to  above  but  having  a  different  formula  n. 
the  various  materials  used  in  its  production.  Used  fo. 
cementing  asphalt  felt,  cap  sheets  and  mineral  surfacer 
roofing  where  a  cold  application  is  required.  Adun 
Plastic  Cement  and  Flintkote  Plastic  Cement  furmshet 
in  the  following  containers : 

550  lb.  drum,  average  weight  600  lbs. 

300  lb.  drum,  average  weight  330  lbs. 

50  lb.  can,  average  weight  55  lbs. 

25  lb.  can,  average  weight  29  lbs. 

Coatings 

Used  as  finish  on  smooth  surfaced  roofings. 
Flintkote  Asphalt  Coating — 

A  cold  asphalt  roof  coating  of  the  cut  back  type  use' 
at  times  as  the  top  coating  of  a  smooth  surfaced  built 

up  roof.  .  Q 

Furnished  in  55  gal.  drums,  approx,  weight  488 

Furnished  in  30  gal.  drums,  approx,  weight  270  lb: 

Flintkote  Fibrated  Roof  Coating  _  . 

A  cold  asphalt  roof  coating  similar  to  the  abov 
except  having  a  fibre  content.  Used  as  the  top  coatm 
of  a  smooth  surfaced  built-up  roof.  # 

Furnished  in  55  gal.  drums,  approx,  weight  500  lb: 

Furnished  in  30  gal.  drums,  approx,  weight  275  lb: 
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Aduro  Roof  Coating 

A  cold  asphalt  roof  coating  of  the  cut  back  type, 
used  at  times  as  the  top  coating  of  a  smooth  surfaced 
built-up  roof. 

Furnished  in  55  gal.  drums,  approx,  weight  488  lbs. 

Furnished  in  30  gal.  drums,  approx,  weight  270  lbs. 
Aduro  Fibrated  Roof  Coating 

A  cold  asphalt  roof  coating  similar  to  the  above 
except  having  a  fibre  content.  Used  as  the  top  coating 
of  a  smooth  surfaced  built-up  roof. 

Furnished  in  55  gal.  drums,  approx,  weight  500  lbs. 

Furnished  in  30  gal.  drums,  approx,  weight  275  lbs 

Static  Fibrated  Roof  Coating 

A  cold  asphalt  roof  coating  of  the  emulsion  type, 
having  a  fibre  _  content,  that  is  an  asphalt  compound' 
held  in  suspension  in  water.  Used  as  a  top  coating  of 
smooth  surfaced  built-up  roofing. 

Furnished  in  55  gal.  drums,  approx,  weight  525  lbs. 

burnished  in  30  gal.  drums,  approx,  weight  290  lbs 

Static  Protective  Coating 

.  A.  cold  asphalt  roof  coating  of  the  emulsion  type 
similar  to  the  above  except  that  no  fibre  is  included 
Used  as  a  top  coating  of  smooth  surfaced  built-uo 
roofing.  ^ 


Furnished  in  55  gal.  drums,  approx,  weight  525  lbs. 
burnished  in  30  gal.  drums,  approx,  weight  290  lbs. 
Asphalt  Primer 

A  cold  asphaltic  coating  used  as  a  priming  coat  over 
asphalt6  °r  meta^  sur^aces  before  the  application  of 


On  the  basis  of  the  tests  conducted,  it  is  recom¬ 
mended.  that  these  additional  roof  specifications  and 
the  various  specific  roofing  materials  as  herein  listed 
be  approved  and  that  the  resolution  adopted  by  the 
orl  20>  1938,  be  amended  to  include  these 
ddrtional  roof  specifications  and  roofing  materials  un¬ 
der  the  conditions  set  forth  in  this  report  and  the 
report  of  the  committee  on  tests  dated  July  16,  1938. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CF1ARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

bUT^i  reyJj;!ion,o£  J“>y  20.  W38,  and  does 
ireby  approve  the  additional  material  as  specified  in  the 

ired  Stalled  dl  tiFf”  ^  Qty’  when  manufac- 
>  above  ?eportand  abe  ed  °r  tagged  in  accordance  with 


F5-39-SM. 

7BTFrTN£rTihe  Filntkote  Company,  owner. 

ineTS-  i  ComPany  Asbestos  and  Asphalt  Sid- 

1  5pearances— s’  approval  of- 

'Tn/^fA^pplicant :  None. 

'  0  withFren°^RfD_Mat-eriaI  approved  in  accordance 

irp  rP?°r\  of  committee  on  tests. 

'IE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission- 

WalshVagC  and  BIUm  and  Assistant  Chief 

Negative  . .  n 

Absent  .  “ .  p 

tE  RESOLUTION— 

(145-39-SM) 

.  93raAnS’±erF1;ntkote  ?°mpany,  owner-  filed  February 
i deals  for  Sn  T  T?  th£  B°ard  of  Standards  and 
npl  lK  ’  ?f  Athe  material  known  as  Flintkote 
VHEREA^  aAd  Asphalt  Siding  Shingles;  and 

'tests  of  ’thehK  ma  e[’al  was  submitted  to  the  committee 
teStS  oi  the  board  for  test  and  report;  and 


Whereas,  the  report  of  the  committee  on  tests  of  the 
board  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 

Re:  Cal.  No.  145-39-SM. 

Subject:  Flintkote  Company  Asbestos 
and  Asphalt  Siding  Shingles. 

_  ,  April  17,  1939. 

I  he  Flintkote  Company  of  New  York  filed  on  Feb¬ 
ruary  4,  1939,  a  request  with  the  Board  of  Standards 
and  Appeals  for  the  approval  of  their  Asbestos  and 
Asphalt  Siding  Shingles  under  C26-191.0  (2.2.3)  of 
the  Administrative  Building  Code. 

These  asbestos  and  asphalt  siding  shingles  are  manu¬ 
factured  by  the  applicant  at  Rutherford,  N.  J.  The 
asbestos,  siding  is  made  of  cement  and  asbestos  pressed 
under  high  pressure  into  the  desired  rigid  shapes  and 
provided  with  nailing  holes.  The  asphalt  siding  is 
made  by  saturating  a  rag  felt  with  asphalt  and  then 
applying  a  high  melting  point  asphalt  coating  to  the 
surface  of  the  rag  felt  into  which  is  embedded  mineral 
granules  carrying  a  permanent  non-fading  color.  The 
use  of  colored  granules  or  embossing  of  the  siding 
itself  provides  the  different  designs  of  these  materials. 

The  siding  materials  manufactured  by  the  applicant 
are  as  follows : 

Thikbrik  Siding  Strips 
Size — 7  1/10"  x  36" 

Weight  per  square— 210  pounds 
Strips  per  square — 134 
Exposure — 3" 

Thikbrik  Siding  Strips 
Size — 7  1/10"  x  36" 

Weight  per  square— 175  pounds 
Strips  per  square — 134 
Exposure — 3" 

Setab  Brick  Siding  Strips 
Size — 7  1/10"  x  36" 

Weight  per  square— 230  pounds 
Strips  per  square — 131 
Exposure — 3" 

Accessories  for  the  above  type  of  shingles: 

Brick  Siding  Corner  Pieces 
Average  weight  per  bundle— 32  pounds 
Pieces  per  bundle — 50 
Exposure — 3" 

Soldier  Course  Siding  Strips 
Size— 12J4"  x  36" 

Average  weight  per  square — 140  lbs. 

Strips  per  square— 44 
Exposure — 9" 

Used  as  a  belt  course  at  sills,  cornices  and 
window  heads. 

Re-Nu  Siding  Strips 
Size— 10j4"  x  36" 

Weight  per  square — 139  lbs. 

Strips  per  square — 80 
Exposure — 5" 

R extab  Siding  Strips 
Size — 10  5/6"  x  36" 

Weight  per  square — 149  lbs. 

Strips  per  square — 77 
Exposure — 5  1/6" 

Cedartex  Wide  Space  Siding 
Size — 12"  x  16" 

Weight  per  square — 170  lbs. 

Shingles  per  square — 103 
Exposure — 7" 

Argotile  Siding 
Size — 9"  x  24" 

Weight  per  square— 135  pounds 
Strips  per  square — 80 
Exposure — 7^2" 
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Asbestos  Siding: 

Wave  Line  Siding — Style  No.  60 
Size— 12"  x  24"  x  5/32" 

Weight  per  square — 185  lbs. 

Shingles  per  square— 57 
Exposure — 10  /" 

Shake  Siding — Style  No.  80 
Size— 12"  x  24"  x  5/32" 

Weight  per  square — 195  lbs. 

Shingles  per  square — 60 
Exposure — 10" 

Wave  Line  Siding — Style  No.  70 
Size— 7}i"  x  24"  x  5/32" 

Weight  per  square — 210  lbs. 

Shingles  per  square — 96 
Exposure — 6/" 

Top-Lap  Siding— Style  No.  150 
Size— 8"  x  16"  x  5/32" 

Weight  per  square — 245  lbs. 

Shingles  per  square— 165 
Exposure — 5/" 

Wide  Space  Siding — Style  No.  100 
Size— 8"  x  16"  x  5/32" 

Weight  per  square — 245  lbs. 

Shingles  per  square — 160 
Exposure — at  butt  7"  x  8" 
at  top  7"  x  5" 

Accessories: 

Space  Fillers — Style  No.  101 
For  use  with  Style  No.  100  Wide  Space  Siding 
Average  weight  per  160  pieces — 30  pounds 
Dimensions — 5"  x  5"  x  5/32" 

The  Committee  on  Tests  having  investigated  and 
tested  representative  types  of  Flintkote  Asphalt  and 
Asbestos  Siding  recommends  the  approval. of  the  sid¬ 
ing  materials  and  accessories  thereto  as  listed  herein 
under  C  26-191.0  (2.2.3)  Administrative  Building  Code 
when  installed  in  accordance  with  the  printed  instruc¬ 
tions  of  the  manufacturer  and  that  the  use  of  these 
siding  shingles  be  limited  to  frame  construction  out¬ 
side  the  fire  limits,  as  provided  for  in  C  26-248.0 
(4. 113)  Administrative  Building  Code  and  where 
legally  permitted  for  replacement  within  the  fire 
limits.  It  is  also  recommended  that  this  material 
when  used  in  New  York  City  shall  be  marked  or 
labelled:  “Approved  by  the  Board  of  Standards  and 
Appeals  Cal.  No.  145-39-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  On  Tests. 

Resolved:  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Flintkote  Company 
Asbestos  and  Asphalt  Siding  Shingles,  for  use  in  New 
York  City  when  manufactured,  installed  and  labelled  or 
tagged  in  accordance  with  the  above  report. 


357-39-SM. 

APPLICANT— Porete  Manufacturing  Company,  owner. 

SUBJECT— Porete  Precast  Lightweight  Concrete  Slabs 
(for  floors,  flat  and  sloped  roof  construction), 
approval  of. 

APPEARANCES— 

For  Applicant:  Walter  Ernest. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh .  4 


Negative 
Absent  . 


THE  RESOLUTION— 

(357-39-SM) 

^^eiereas,  the  Porete  Manufacturing  Company,  owner 
filed  March  22,  1939,  an  application  with  the  Board  0 
Standards  and  Appeals  for  approval  of  the  material  knowi 
as  Porete  Precast  Lightweight  Concrete  Slabs  (for  floor 

and  roofs)  ;  and  . 

Whereas,  this  material  was  submitted  to  the  commute, 
on  tests  of  the  board  for  test  and  report  and 
Whereas,  the  report  of  the  committee  on  tests  ot  th 

board  reads :  .  i 


REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  357-39-SM 

Approval  of  Porete  Precast  Lightweight 
Concrete  Slabs  (for  floors  and  roofs) 

The  Porete  Co.  of  North  Arlington,  N.  J.  file: 
March  22,  1939  an  application  with  the  Board  c 
Standards  and  Appeals  for  approval  of  the  Poret 
Precast  Lightweight  Concrete  Slabs  ( for  floors  an 
roofs)  under  the  pertinent  sections  of  the  Admimstrz 
tive  (Building)  Code. 

Porete  Precast  Lightweight  Concrete  slabs  ai 
manufactured  at  the  plant  of  the  Porete  Co.  at  Nort 
Arlington,  N.  J.  the  slabs  are  made  of  lightweig 
concrete  composed  of  5  parts  Portland  Cement,  7  par 
sand  treated  so  as  to  weigh  75  lbs.  per  cu.  ft.,  24  inchi 
by  32  inches  by  1%  inches,  exclusive  of  held  nms. 
reinforced  with  galvanized  wire,  mesh,  located  ne;: 
the  bottom  of  the  slab.  The  slabs  are  placed  o\< 
and  clipped  to  purlins  with  joints  staggered  and  co- 
ered  with  a  field  finish  of  mortar  1  part  cement  ar 
2/  parts  sand.  The  same  material  is  made  in  si; 
form,  18  inches  by  60  inches  by  3  inches  thick,  excli 
sive  of  field  finish.  Specifications  of  .  these  slabs  ai 
tests  performed  at  Columbia  LTniversity  were  as  ic 


Columbia  Report  No. 

1555 

1666 

Lab.  N 

Dimensions — inches 

24x32x1 % 

24x32x2*4 

18x60: 

Field  Finish 

V2 

V2 

V* 

Total  Thickness  slab 
inches 

m 

23/4 

3/ 

Area  of  Slab 

5.08  sq.  ft. 

5.16  sq.  ft. 

7.5  sq. 

Span  lengths  (max.) 

2'  6/ 

2' 6/2 

4' 9/ 

Longitudinal 

Reinforcement 

No.  of  Wires 

14 

14 

7 

Transverse 

Reinforcement 

No.  of  Wires 

17 

17 

11 

Area  of  Wire  sq.  in. 
Spacing  inches 

.045 

l/x2 

l/x2 

3x16 

Average  load  at  fail¬ 
ure  on  slab  supported 
at  third  points  1467 

1300 

2455 

Average  live  load 
lbs.  sq.  ft. 

284 

281 

257 

Allowable  load 
lbs.  sq.  ft. 

71 

70 

64 

On  the  basis  of  these  tests,  the  committee  reco 
mends  the  approval  of  the  slabs  as  listed  below 
meeting  the  requirements  of  C26-619.0  Administrate 
Code  (103.1  BC)  for  roofs  of  Class.  1  and  Class 
construction  where  the  fire  protection  covering 
omitted  from  the  roof  trusses  as  provided  in  C26-0I 
Administrative  Code  (10.2.8  BC)  under  C26-63U 
Administrative  Code  (10.3.2.3  subdiv.  2  BC)  as  ; 
concrete  top  slab  provided  for  therein,  under  C26-6/, 
Administrative  Code  (10.12.1  BC)  as  a  floor  or  r, 
slab  as  provided  for  therein  and  under  C26-626.0  A 
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ministrative  Code  (10.3.8  BC)  simple  spans  under  the 

following  building  conditions : 


Slab 
Field  Finish 
Max.  Span 
Max.  Live  Load 
lbs.  per  sq.  ft. 


24x32x1  24x32x1  14 

V2  1% 

2'  Gy2  2'  6>4 


18x60x3 

V* 

4' 9  y2 

64 


71  70 

The  committee  recommends  further  that  care  should 
be  exercised  to  avoid  undue  concentration  of  loads  and 
that,  precaution  shall  be  taken  to  provide  adequate 
bearing  on  the  steel  and  that  all  structural  beams  or 
purlins  supporting  these  slabs  shall  be  properly  aligned 
and  that  each  slab  made  for  use  under  this  approval 
be  maiked  as  follows:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  No.  357-39-SM or  in  lieu  thereof,  a  stamp 
bearing  the  following  inscription  within  a  circle : 
around  the  periphery,  at  the  top,  the  word  “APP’VD” 
along  the  bottom,  B.  S.  &  A. ;  in  the  centre  two  lines 
upper  line  reading :  N.  Y.  C.,  lower  line  reading :  357- 
39-SM. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER. 

Chief  Engineer. 
Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  approve  the  material  known  as  Porete  Precast 
lightweight  Concrete  Slabs  (for  floors  and  roofs)  for 
lse  in  New  \ork  City,  when  manufactured,  installed  and 
abelled  or  stamped  in  accordance  with  the  above  report. 


Adjourned,  5  :00  P.  M. 


Edward  V.  Barton,  Chief  Clerk. 


^CORRECTION 

•  The  minutes  of  the  meeting  of  the  Board  of  Standards 
nd  Appeals  held  Tuesday,  April  4,  1939,  as  they  appeared 
i  Bu  letin  No.  15,  A  ol.  24,  are  hereby  corrected  to  read 
s  follows : 

'HE  RESOLUTION— 

(1080-38-SA) 

Whereas,  the  M.  S.  Little  Manufacturing  Company 

S»rUfif  eQ.NJOVeJmberJ28l  1938'  an  aPPlic»tion  with  the 
of  Standards  and  Appeals  for  approval  of  the  ap- 

I  ance  known  as  the  N.  Y.  Code  Duo  Trap  for  continuous 

rt  C  Ajtr?P-  wastes’  under  the  provisions  of  art.  15,  sub- 
rt-  5,  Administrative  Code  (14.5  BC)  ;  and 


Whereas.,  this  appliance  was  submitted  to  the  Com- 
mittee  on  Tests  of  the  board  for  test  and  report;  and 
V  hereas,  the  report  of  the  Committee  on  Tests  of  the 
board  reads  as  follows: 

REPORT  OF  COMMITTEE  ON  TESTS 

Cal.  1080-38-SA  April  3,  1939. 

Approval  of  N.  Y.  Code  Duo  Trap  for  Continuous 
Sink  and  Tray  Wastes. 

d  he  M.  S.  Little  Manufacturing  Company,  owner, 
hied  November  28,  1938,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  appli¬ 
ance  known  as  the  N.  Y.  Code  D'uo  Trap  (for  con¬ 
tinuous  sink  and  tray  wastes),  under  the  provisions 
(14  5*130)  SU^art‘  ^  the  Administrative  Code 

An  examination  of  the  original  trap  filed  indicated 
that  the  trap  did  not  meet  the  requirements  as  to  the 
full  two  inches  of  seal,  improvements  were  made  and 
the  seal  increased  to  two  inches  below  the  ground 
joint  connection.  The  Duo  Trap,  as  now  improved, 
consists  of  a  2  inch  brass  trap  with  seal  of  two  inches 
below  the  ground  joint  connection.  Above  this  is  a 
fitting  with  a  partition  separating  the  sink  waste  from 
the  wash  tray  waste. 

It  is  recommended  that  the  N.  Y.  Code  Duo  Trap 
as  improved,  be  approved  for  use  in  New  York  Citv 
on  condition  that  a  2"  water  seal  shall  be  provided’ 

r  i  i  under  C26-1257.0,  Administrative  Code 

(.14.0.0  BC),  and  that  a  drawing  showing  the  depth 
°t  seal  below  any  broken  joint  be  furnished  the  board 
and  that  the  trap  bear  a  label  reading:  “Approved  by 
l!?e  ,v5.rd  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  1080-38-SA,”  or  in  lieu  thereof 
a  cfie  or  stamp  with  raised  legible  letters,  on  the  body 
ot  the  trap,  reading  within  a  circle  around  a  periphery 
2*  tce  *°PA  !,he.  wTd  "APP’VD” ;  along  the  bottom, 
j.  &  A-  ;  m  the  center,  two  lines— the  upper  line 
38^4  ”  ^  C'  and  the  lower  line  reading  “1080- 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereb y  approve  the  appliance  known  as  the  N.  Y  Code  Duo 
trap  (for  continuous  sink  and  tray  wastes),  for  use  in 
.  ew  York  City  when  manufactured  and  labelled  or  tagged 
m  accordance  with  the  above  report. 

fi/C+mrjC!-0nTThe  ™ord  “Tray”  Changed  to  “Trap”  in 
the  third  line  from  the  end  of  the  resolution. 


NOTICE 


MULTIPLE  DWELLING  LAW  ON  SALE 
ie  n!ctS  qf  rhe  ^“dlPle  Dwelling  Law  are  now  on  sale  at 
>13  M  ?U-  °rpDl-y^10n  of  the  City  Rccord  Office,  Room 
CnnCc  Buddm,g’  Manhattan.  Price  50c;  by  mail  54c. 
copies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs  and 
uire  loweis  are  now  on  sale  at  the  Distribution  Division 
of  the  City  Record  Office,  Room  2213,  Municipal  Build¬ 
ing,  Manhattan.  Price  10c;  by  mail  12c. 


forms  for  notices  to  property  owners 


W^on„e'coUpyd  of  Form  7NO  Z°nC  reS°lntion-  are  en-  “Pies  ?!, ,'he  °ffic-e-°f,,hce  ??-ard  of  Standards  and  Appeals, 
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PROPOSED  RULES  ON  USES  OF 


[170-39-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  May  5,  1939,  at  10  a.tn.,  Room  1013  Municipal 
Building,  on  Proposed  Rules  relative  to  Uses  of  Insulating 
Fibre  Board. 


Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  op 
the  City  of  New  York,  and  C26-189.0  Administrative  Code 
(2.2.1. 1),  C-26-462.0  of  the  Administrative  Code  (8.4.10.6), 
C -26-458.0,  sub.  g,  Administrative  Code  (8.4.10.2),  C-26- 
138.0  sub.  b,  Administrative  Code  (8.7.2. 3),  C-26-541.U, 
sub.  a,  Administrative  Code  (8.7.2.6.1),  C-26-667 .0,  para¬ 
graphs  4  and  8,  Administrative  Code  (10.9.2.4),  sub.  c,  and 
(10  9  2  4),  Building  Code,  C-26-680,  sub.  21,  Administrative 
Code  (10.12.11.1),  C-26-541.0,  Administrative  Code  (8.7 .2  6. 
1),  C-26-619.0,  Administrative  Code  (10.3.1),  and  C -26- 
721.0,  Administrative  Code  (12.2). 

Note:  Where  reference  in  parentheses  appears  after  the 
Administrative  Code  Section,  it  refers  to  the  Sec- 
tion  of  the  New  Building  Code  3.S  formerly  num- 
bered. 


Rule  1.  Classes  of  Fibre  Board. 

(1)  Wood  Fibre 

(2)  Exploded  Wood  Fibre 

(3)  Balsam  and  Wood  Fibre 

(4)  Western  Wood  Fibre 

(5)  Cane  Fibre  (Bagasse) 

(6)  Pulp  from  waste  papers 

(7)  Straw  Fibre 

(8)  Ground  Wood  Pulp  Fibre 

(9)  Corn  Fibre 

1.1.  STRUCTURE  OF  FIBRE  BOARD.  Fibre  boards 
shall  be  manufactured  from  wood  or  other  vegetable 
fibre  by  a  felting  or  molding  process  and  Provided 
with  sizing  to  render  water-resistent,  and  shall  be 
subjected  to  a  sufficient  drying  temperature  so  as  to 
completely  destroy  rot-producing  fungi.  No  starch 
ingredient  shall  be  included  unless  made  toxic  to 
household  vermin. 

1  2.  The  structure  of  the  board  may  be  either  single  or 
multiple  ply,  and  if  latter,  the  plies  shall  be  joined 
under  pressure  by  a  moisture  resisting  cement.  Sur¬ 
faces  shall  be  finished  smooth  and  free  of  coarse 
fibres. 

1.3.  For  a  plaster  base,  wall  board,  roof  boards,  sheath¬ 
ing,  siding,  roof  insulation,  floor  insulation,  acousti¬ 
cal,  interior  finish,  the  fibre  board  shall  be  home- 
geneous,  free  from  cracks,  lumps,  unevenness  and 
other  defects. 


Table  1 


Miscel- 

Building  Plaster  laneous 
Board  Base  uses 
(Note  5)  (Note  6)  (Note  7) 


Maximum  thermal  conductivity 
B.T.U.  per  hour  per  square  foot 
per  degree  F.  per  inch  thickness 
(note  1) . 

0.36 

0.36 

0.36 

Minimum  transverse  strength, 

Lengthwise  (note  2) . 

14 

14 

7 

Pounds  Crosswise  (note  2) . 

12 

12 

7 

Minimum  deflection  at  ultimate 
load,  inches . 

0.25 

0.25 

0.25 

Maximum  deflection  at  ultimate 
load,  inches  (note  3) . 

.85 

.85 

1.25 

INSULATING  FIBRE  BOARD. 


Minimum  tensile  strength,  pounds 

per  square  inch  (note  4) . 

Water  absorption  per  cent . 

Maximum  linear  expansion,  per  cent 

Nail  holding  strength  # . • 

Bond  strength  per  square  foot  of 
bonded  surface . 


175 

175 

100 

5 

5 

10 

54 

54 

— 

100 

70 

60 

_ 

700 

- 

Note  1.  No  board  of  any  class  having  a  conductance  greater  than 
50  b.t.u.  per  hour,  per  square  foot  per  degree  F.  irre¬ 
spective  of  thickness  will  be  acceptable  under  these  rules. 

Note  2  This  requirement  is  based  upon  specimens  %  inch  thick. 

For  specimens  of  other  thicknesses  the.  requirement  shall 
be  increased  in  direct  proportion,  that  is,  for  a  thickness 
of  1-inch,  it  shall  be  doubled,  etc. 

Note  3.  Minimum  deflection  at  rupture  shall  be  not  less  than  .25". 

Note  4.  Tensile  strength  requirements  shall  be  applicable  only  on 

thicknesses  up  to  and  including  1-inch. 

Note  5.  Edges  shall  be  square  for  building  board. 

Note  6.  Edges  shall  be  either  ship  lapped  bevel  and  ship  lapped, 

tongue  and  grooved,  bevel  and  tongue  and  grooved,  V 
jointed,  or  ship  lapped  and  grooved.  Each  board  shall  be 
of  a  rough  fibrous  texture  to  insure  good  mechanical  and 
suction  bond. 

Note  7.  Edges  shall  be  square  unless  ship  lapped  or  offset. 


Rule  2.  Uses  and  Methods  of  Applying 
Fibre  Board. 

2.1  Fibre  board  may  be  used  as  a  plaster  base  or  wall 
board  in  non-fireproof  commercial  structures  not 
more  than  2  stories  in  height  and  in  one  and  two 
family  dwellings  not  exceeding  three  stories  in 
height  and  in  Class  3  multiple  dwellings  for  par¬ 
titions  and  ceilings  where  either  no  fire  resistive 
rating  is  required  or  where  a  fire  resistive  rating 
not  exceeding  r/2  hour  is  permitted  and  installed  in 
accordance  with  the  requirements  of  C-26-458,  Ad- , 
ministrative  Code  (8.4.10.2)  and  C-26-462.0,  Ad¬ 
ministrative  Code  (8.4.10.6). 

The  joints  on  walls  and  ceilings  shall  be  broken 
at  least  one  stud  apart,  and  in  no  event  shall  joints 
of  fibre  board  lath  be  in  vertical  line,  excepting  in 
the  corners  of  a  room.  The  joints  shall  be  broken  at 
every  other  board  on  the  walls  and  at  right  angles 
to  the  furring  on  ceiling.  C-26-462.0,  Administrative 
Code  (8.4.10.6).  They  shall  be  solidly  nailed  at 
every  bearing  not  more  than  6"  center  to  center  for 
walls  and  4"  center  to  center  for  ceilings  and  nailed 
to  all  studding  with  154". No.  13  gauge  blued  or  gal¬ 
vanized  plaster  board  nails,  with  34"  heads  for  J4 
board  and  134"  nails  with  34"  heads  for  34  or  * 
board,  and  with  proportionately  longer  nails  for 
thicker  fibre  board.  All  corners  shall  be  reinforced 
with  standard  metal  corner  beads.  All  re-entrant 
angles  shall  be  reinforced  with  standard  metal 
angle  lath  strip.  Reinforcement  shall  be  securely 
stapled  on  the  lath.  At  the  juncture  of  fra me  an 
masonry  construction.  6"  strip  of  expanded  metal 
lath  shall  be  used.  No  board  shall  be  run  through 
from  room  to  room. 

2.1.1  It  shall  be  unlawful  to  wet  fibre  board  betore 
plastering.  C26-462.0,  Administrative  Code 
(8.4.10.6). 

2. 1.2.1.  “SCRATCH  OR  FIRST  COAT.” 

The  scratch  coat  shall  contain  not  more 
than  2/3  by  weight  of  sand  and  1/3  calcined 
gypsum  plaster  with  fibres  or  including  other 
materials  and  fibring  so  that  the  setting  time 
shall  not  be  greater  than  four  hours  nor  less 
than  \y2  hours  and  with  a  tensile  strength 
of  not  less  than  75  pounds  per  sq.  m. 
scratch  coat  shall  be  not  less  than  54"  thic 

2.1.2.2  “BROWN  OR  SECOND  COAT.”  j 

The  brown  coat  shall  contain  not  more  thar 
34  by  weight  of  sand  and  the  remaining  A 
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shall  not  contain  less  than  3/5  of  calcined 
gypsum  and  not  more  than  2/5  of  other 
materials,  including  fibring.  The  setting  time 
shall  be  not  more  than  five  hours  nor  less  than 
two.  This  brown  coat  shall  have  a  tensile 
strength  of  not  less  than  50  pounds  per  sq.  in. 
and  shall  be  not  less  than  3/16"  in  thickness 

2. 1.2.3  “FINISH  COAT.” 

The  finish  coat  shall  be  applied  after  the  ap¬ 
plication  of  the  second  or  brown  coat  has 
become  dry,  and  shall  be  set  in  not  less  than 
20  minutes  nor  more  than  four  hours  and 
shall  have  a  tensile  strength  of  not  less  than 
200  pounds  per  sq.  in.  and  be  not  less  than 
1/16"  thick. 

2. 1.2.4  “GROUNDS.” 

Suitable  grounds  shall  be  established  with 
each  thickness  of  fibre  board  so  as  to  insure 
a  minimum  thickness  of  y2"  of  plaster.  Fibre 
board  shall  extend  from  floor  to  ceiling  with 
grounds  secured  to  the  framing  members 
through  the  fibre  board. 

FIBRE  BOARD  SHEATHING. 

Approved  fibre  board  sheathing  at  least  one-half 
of  an  inch  in  thickness  and  four  feet  in  width  may 
be  used  instead  of  wood  sheathing  when  bearing 
on  4  studs  and  fastened  to  each  bearing  with  \y2" 
wire  nails,  6"  or  less  c-c,  with  y8"  head,  and  for 
Ya"  or  1  '  board.  Such  nails  shall  be  2"  long. 
C-26-538.0,  sub.  b  (8.7. 2. 3).  Ihe  use  of  fibre  board 
as  roof  sheathing  is  not  permitted  except  as  insula¬ 
tion  over  suitable  sheathing  material 
MINOR  FRAME  STRUCTURE. 

Approved  fibre  board  siding  may  be  used  on  wood 
frame  sheds  erected  where  permitted  and  where 
open  on  at  least  one  side,  provided  such  sheds  are 
fifteen  feet  or  less  in  height  and  do  not  exceed  2500 
square  feet  in  area  and  are  at  least  4  feet  from  any 
lot  line  and  are  covered  on  sides  and  roof  with  ap¬ 
proved  fire-retarding  material.  C26-541.0  (8726  1  ) 
USE  OF  FIBRE  BOARD  WHEN  COVERED  BY 
AN  INCOMBUSTIBLE  WEARING  SURFACE. 
Untreated  combustible  insulation  board  of  a  single 
layer  or  thickness  not  to  exceed  l/2"  when  cemented 
or  attached  directly  to  the  surface  of  an  approved 


2.2 


2.3 


2.4 


type  of  fire-resistive  floor  construction  may  be 
used  elsewhere  than  in  stair  enclosure  and  corridors 
when  covered  by  an  incombustible  wearing  surface 
m  accordance  with  these  rules.  C26-667.0,  sub  4c 
(10.9.2.4). 

2.5  ROOF  AND  FLOOR  INSTALLATION  IN 
CLASS  1  AND  CLASS  2  STRUCTURES. 

Fibre  board  used  as  insulation  may  be  applied 
directly  to  the  fire-resistive  floor  or  roof  construc¬ 
tion  in  cement,  provided  such  insulation  is  covered 
by  at  least  one  and  one-half  inch  thickness  of 
Jrortland  Cement  concrete  or  other  equally  fire- 
resistive  material  of  equal  thickness.  C26-619  0 
sub.  a,  Administrative  Code  (10.3.1).  Insulation 
fibre  board  so  applied  shall  be  over  a  screeded  con¬ 
crete  roof  or  floor,  graded  where  necessary,  and 
cemented  to  the  arch  with  hot  asphalt  or  coal  tar 
pitch.  Fibre  insulation  board  shall  not  be  left  ex¬ 
posed  to  the  elements,  nor  shall  it  be  applied  to  wet 
surfaces  of  any  kind. 

2.6  ROOF  INSULATION  OTHER  THAN  IN 
CLASS  1  AND  CLASS  2  STRUCTURES. 

The  use  of  fibre  board  as  roof  insulation  is  lawful 
provided  such  fibre  board  is  covered  with  an  ap¬ 
proved  type  of  fire-resistive  roof  covering  applied 
directly  thereto,  C26-680,  sub.  2,  Administrative 
L.o(Ie  ( 11). 12.11.1),  and  when  installed  in  accordance 
with  the  requirements  of  2.2  of  these  rules. 

2.7  ACOUSTICAL  AND  INTERIOR  FINISH. 

Fibre  board  for  acoustical  and  interior  finish  in 
Class  1  and  Class  2  structures  may  be  used  when 
cemented  directly  to  the  plastered  surface  with  a 
quick-setting  cementing  material  and  secured  by 
small  head  barbed  nails,  except  as  in  C26-721.0  sub 
b,  Administrative  Code  (12.2),  and  when  installed 
as  specified  in  C26-634.0,  sub.  c,  Administrative 
Code  (10.4.2.2)  and  material  so  used,  shall  be 
treated  to  make  it  flameproof. 

2.8  USE  OF  FIBRE  BOARD  IN  FIRE  WALLS, 
kibre  board  may  be  used  as  insulation  in  fire  walls 
C2G-632.0  sub.  g  AC  (10.4.1.2)  if  cemented  and 
attached  directly  to  the  face  of  the  wall  laid  up 
with  no  intervening  air  spaces  and  protected  with 
not  less  than  2  in.  of  secured  masonry  laid  tight 
against  the  fibre  board. 


APPROVED  APPLIANCES 


Jame 


APPROVED  FUEL  OIL  FILL  PIPE  TERMINALS 

Calendar  No. 


°  YD .  720-38-SA 

and  Mason .  10-36-SA 

.  345-35-SA 

.  292-35-SA 

)re  and  Kling,  6  inch  Type  D . 

vbury  . 


184-38-SA 

223-35-SA 


Name  Calendar  No. 

Sef?rrTd,  A . 213-35-SA 

Island  .  204-35-SA 

Sea  -O-Strain  .  48-35-SA 

g?altlte  .  231-35-SA 

Simplex  ....■ .  214-35-SA 

Weco  .  78-38-SA 


APPROVED  APPLIANCES 


APPROVED  GAS  HEATERS 

3 me  °f.  B“rner  Calendar  No.  Name  of  Burner  Calendar  No. 

C  2  AC  r§e  M°^els  1-AG'85-  Janitrol  Gas  Unit  Heater,  Models  UG45-37 

mt  1 FnrrJ tG' •  77  'a  7  V  292-38'SA  UG85-37,  UG100-37,  UG125-37,  UG160-37! 

r™e  VR  F  Heater’  Model  8’  UG200-37,  UG400,  CG45-37,  CG60-37 

J-ype  VB  (Gas  Fired) .  443-38-SA  CG85-37,  CG100-37,  CG125-37,  CG160-37 

iphrev  Gas  TW  Ayr  ,  ,  ,c  CG200-37,  CG400,  M  2000,  M  3000,  M 

$5  X)  i2c  S  ’  M°de  S  6°’  65>  .  4000,  D  4000,  UG60-35,  UG125-35,  UG200- 

’  m  125  and  200 .  679-38-SA  35,  CG10-34  and  CG8-34 . 683-38-SA 
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FIRST  QUARTERLY  REPORT 


City  of  New  York 

BOARD  OF  STANDARDS  AND  APPEALS 

HARRIS  H.  MURDOCK,  chairman 
MUNICIPAL  BUILDING 


April  25,  1939. 


Hon.  Fiorello  H.  La  Guardia,  j 

Mayor  of  The  City  of  New  York, 

City  Hall,  New  York  City. 

Dear  Sir:  Quarterly  Recort  of  the  Board  of  Standards  and  Appeals  for  tl 

year  subSe  the  provisions  of  the  Charter,  Section  89' 

and  will  also  be  printed  in  the  Bulletin  of  the  Board. _ _ 


Filed  1939 

A 

JANUARY  . 

74 

Restored  . 

1 
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WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  board 

First ,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second ,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  t 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  ol  4 
date  for  the  hearing  in  his  case,  and  that  the  plea  ot  '  , 
to  receive  such  notice  is  no  excuse  for  neglect  to  appe. 

Fifth,  That  the  business  of  the  board  is  to  dispose  ot  . 
cases  promptly,  for  the  reason  that  the  pendency  0  j 
appeal  or  application  ties  the  hands  of  the  admmistrau 
official  in  enforcing  his  order;  therefore,  no  appeal  or  a- 
plication  will  be  held  in  abeyance  by  reason  ot  tenure 
the  appellant  or  applicant  to  file  necessary  data,  or  Dy  a. 
other  method  of  delay.  ,  , 

Sixth,  That  no  appeal  or  application  will  be  accepted 
filing  unless,  at  the  time  of  filing,  all  papers  plans  and  cw. 
required  by  law  are  supplied,  as  specified  on  the  du 
appeal  or  application  forms. 


628 


FIRST  QUARTERLY  REPORT 


SUMMARY 


DOCKET 

'ases  pending  December  31,  1938 . 

iases  filed  up  to  March  31,  1939 . 

lestored  to  Calendar  . 

Miscellaneous  Applications 
.equests  to  reopen  . 

equests  to  amend  . 

equests  to  rescind  . 

.equests  for  extension  of  time  . 

I 

equests  for  extension  of  permit  . 

equests  for  approval  of  plans  . 

dministrative  requests  . 

:quests  for  interpretation  . 

Total  . 

sposed  of  . 

ises  pending  March  31,  1939 . 


DISPOSITION  OF  CASES 

480  Withdrawn  . 

Dismissed  . 

a-i-2  Denied  . 

Granted  . 

Granted  on  condition  . 

'5U  Appliances  approved  . 

Appliances  dismissed,  disapproved  or  withdrawn.. 

Materials  approved  . 

225  Materials  dismissed,  disapproved  or  withdrawn..” 

Rules  approved  . 

[-7  Rules  disapproved,  rescinded  or  withdrawn . 


Miscellaneous  Actions 

4  Requests  to  reopen  granted  .  113 

Requests  to  reopen  denied  .  g 

9  Requests  to  amend  granted  .  57 

Requests  to  amend  denied  .  g 

23  Requests  to  rescind  granted  .  4 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  . ’  j  9 

^  Requests  for  extension  of  time  denied  . ’ .  ’  0 

Requests  for  extension  of  permit  granted  .  13 

0  Requests  for  extension  of  permit  denied  .  *  0 

Plans  approved  .  '  ’  ’  2 

0  Plans  disapproved  . *  ’  ’ '  0 

• -  Administrative  requests  granted  . 0 

1133  Administrative  requests  denied  or  withdrawn .  0 

Interpretations  . '  ’  ’ '  g 

603  Requests  withdrawn  or  dismissed  .  a 


530  Total 


35 

6 

60 

9 

213 

30 

6 

27 

6 

1 

0 


MONEYS  RECEIVED 


IBSCRIPTIONS 

;  Bulletin  . 

sh  Sales  . 


JANUARY  FEBRUARY 
$120.00  $60.00 

23.65  25.35 


MARCH  TOTAL 

$75.00  $255.00 

31.45  80.45 


id  to  City  Treasurer 


$143.65 


$85.35  $106.45  $335.45 


EDWARD  V.  BARTON,  Chief  Clerk. 


HARRIS  H.  MURDOCK,  Chairman. 


APPROVED  APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 

PE  A— 150  LBS.  WATER  WORKING  PRESSURE  TYPE  B— 250  LBS.  WATER 
*y  be  installed  on  all  4-inch  and  6-inch  systems  and 

on  uppermost  stories  on  8-inch  systems  May  be  installed  on  all 


WORKING  PRESSURE 
standpipe  systems 


ame 

‘banks  Company  . 

hvorth  Company  . 

Prevention  Mfg.  Co.,  Inc. 
Ker  National  Fire  Prev.  Eng.  Co... 

uns  Brothers  . 

D.  Allen  Mfg.  Co . 

1  Simmons  Co . 

inell  . 

lart  . 


Calendar  No. 
81 -20- S  A 
899-27-SA 
1307-27-SA 
304-28-SA 
779-28-SA 
890-28- S  A 
209-29- S  A 
651-30-SA 
14-31-SA 


Name 

New  York  Brass  Foundry  Co.  (Stillbech)  . . . 

Walworth  Company  . 

W.  D.  Allen  Mfg.  Company . 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc . 

Jenkins  Brothers  . 

Croker  National  Fire  Prev.  Eng.  Co . 

Fairbanks  Company  . 

Pratt  &  Cady  . ’ 

Elkhart  . 


Calendar  No. 
53-21-SA 
900-27-SA 
1151-27-SA 
1307-27-SA 
780-28-SA 
970-28-SA 
268-29-SA 
231-30-SA 
15-31-SA 
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RULES 


RULES  GOVERNING  THE  INSTALLATION  OF  INTERIOR  FIRE  ALARM  SIGNAL  SYSTEMS,  ADOPTED 
BY  THE  BOARD  OF  STANDARDS  AND  APPEALS,  SEPTEMBER  27.  19.7,  AMENDED  DECEMBER 
6  1917  AND  FEBRUARY  7,  1918  AND  REVISED  DECEMBER  11,  1936. 


[108-16-SR] 

Rules  for  Interior  Fire  Alarm  Signal  Systems 

Authority:  Sections  718A  and  718B  of  the  Charter  of 
the  City  of  New  York  to  carry  into  effect  the  provisions 
of  Chapter  19— 487E,  Administrative  Code  and  the  pro¬ 
visions  of  Section  279  of  the  Labor  Law. 

Scope  of  Rules 

These  rules  apply  to  all  hotels,  as  defined  in  the  Admin¬ 
istrative  Code  and  the  Multiple  Dwelling.  Law ;  to  all 
lodging  houses  having  more  than  15  sleeping  rooms,  or 
accommodating  more  than  15  lodgers  above  the  first  or 
ground  story;  to  all  public  and  private  hospitals  and 
asylums  having  more  than  15  rooms,  or  acconimodat  g 
more  than  15  patients  or  inmates  above  the  first  or  ground 
storv  •  to  all  nurseries  accommodating  more  than  OU  cn  l- 
dren,  'or  having  a  Board  of  Health  permit  for  the  accom¬ 
modation  of  more  than  30  children;  to  all  Turkish  or  other 
special  treatment  bath  houses  where  there  are  sleeping 
accommodation  for  more  than  fifteen  persons  on  the  prem¬ 
ises-  to  all  department  stores  having  two  or  more  de¬ 
partments  where  the  public  is  admitted  above  the  second 
floor;  to  all  public  schools;  and  to  all  single  and  tenan 
factory  buildings,  as  defined  in -the  Labor  Law  and 
specifically  required  by  Section  279  of  said  Law. 


Law 


Section  279.  Fire  Alarm  Signal  Systems  and  Fire  Drills: 


1.  Fire  alarm  signal  systems.  Every  factory  building 
over  two  stories  in  height  in  which  more  than  twenty-five 
persons  are  employed  above  the  .ground  floor  shall  be 
equipped  by  the  owner  thereof  with  a  fire  alarm  signa 
system  having  a  sufficient  number  of  signals  clearly  au¬ 
dible  to  all  occupants  of  the  building,  and  so  arrange 
as  to  permit  the  sounding  of  all  the  alarms  within  the 
building  whenever  the  alarm  is  sounded  m  any  portion 
thereof.  Such  system  shall  be  maintained  in  good  work¬ 
ing  order  and  no  person  shall  tamper  with  same  or  render 
ineffective  any  portion  thereof  except  to  repair  it.  A  per¬ 
son  discovering  a  fire  shall  cause  an  alarm  to  be  sounded 
immediately.  The  board  of  standards  and  appeals  in  the 
city  of  New  York,  may  make  rules  and  regulations  pre¬ 
scribing  the  number,  character  and  location  of  the  signa  s 
and  the  method  and  character  of  the  installation,  including 
that  of  all  appliances  in  connection  therewith. 


3  Exceptions.  Subdivisions  one  and  two  of  this  sec¬ 
tion  shall  not  apply  to  a  building  in  which  every  square 
foot  of  the  floor  area  on  all  stories  is  protected  with  an 
automatic  sprinkler  system,  having  two  adequate  sources 
of  water  supply  and  approved  by  the  public  authorities 
having  jurisdiction  thereof,  and  in  which  also  the  maxi¬ 
mum  number  of  occupants  of  any  one  floor  does  not  ex¬ 
ceed  by  more  than  fifty  percentum  the  capacity  of  the 
exits,  as  determined  by  subdivisions  one,  two  and  three  of 
section  two  hundred  and  seventy-eight,  in  addition  to  the 
prescribed  occupancy  under  subdivisions  five,  six  and 
seven  of  said  section.  If  the  commissioner  after  investi¬ 
gation  determines  that  the  spirit  of  this  chapter  is  ob¬ 
served  and  public  safety  secured,  he  may  permit  in  place 
of  the  automatic  sprinkler  system  before  specified,  an 
automatic  sprinkler  system  having  one  adequate. source,  of 
water  supply  and  approved  by  the  public  authorities  having 
jurisdiction  thereof. 


Chapter  19 — 487E-2.0.C.1. 

Interior  Fire  Alarms: — In  every  hotel,  lodging-house 
public  or  private  hospital  or  asylum,  department  store 
and  public  school,  there  shall  be  placed  and  provided  wher 
required  by  the  fire  commissioner,  an  adequate  and  reli¬ 
able  electrical  or  other  interior  alarm  system,  to  be  ap¬ 
proved  by  the  said  commissioner,  by  means  of  whicl 
alarms  of  fire  or  other  danger  may  be  instantly  communi¬ 
cated  to  every  portion  of  the  building.  The  fire  alarir 
apparatus  and  all  other  appliances  placed  or  kept  withir 
any  of  such  buildings  for  the  purpose  of  preventing  oi 
extinguishing  fires,  or  for  affording  means  of. escape  there 
from  in  case  of  fire,  shall  be  kept  at  all  times  in  gooc 
working  order  and  proper  condition  for  immediate  use 
and  any  member  of  the  uniformed  force  or  authonzec 
representative  of  the  Fire  Department  may  enter  any  o. 
the  said  buildings  at  any  time,  for  the  purpose  of  inspect 
ing  such  apparatus  or  appliances. 


Rule  1.  Definition  of  Terms 

1  1  The  term  “non-coded  closed  circuit  fire  alarm  sig 
nal  systems”  shall  mean  a  fire  alarm  signal,  systen 
consisting  of  sending  stations  and  signaling  de 
vices  operated  on  supervised  closed  electric  al 
ternating  current  circuits,  so  arranged  that  tb 
operation  of  any  station  will  automatically  souni 
the  signaling  devices  throughout  all  portions  o 
the  building. 

1.2  The  term  “coded  closed  circuit  fire  alarm  signa 
systems”  shall  mean  a  fire  alarm  signal  systen 
consisting  of  sending  stations  and  signaling  de 
vices  operated  on  supervised  closed  electric  cir 
cuits  which  transmits  rounds  of  coded  signals  t 
indicate  the  floor  or  portion  of  the  same  fron 
which  the  alarm  was  sent. 

1  3  The  term  “heretofore”  shall  mean  before  Decern 

ber  31,  1936. 

1.4  The  term  “hereafter”  shall  mean  after  Decembe 
31,  1936. 

1.5  The  term  “approved”  shall  mean  approved  by  th 
Board  of  Standards  and  Appeals. 

1.6  The  term  “commissioner”  shall  mean  the  Fire  Chie 
and  Commissioner  of  the  fire  department  spe 
cifically  charged  with  the  enforcement  of  law  re 
lating  to  interior  fire  alarm  systems  in  the  City  o 
New  York. 

Rule  2.  General 

2.1  All  fire  alarm  signal  systems  and  devices  shall  b 
approved  by  the  Board  of  Standards  and  Appea  - 

2  2  All  devices  and  equipment  that  have  been  a; 

proved  by  the  Board,  shall  have  securely  fastene 
thereon,  a  manufacturer’s  plate  bearing  the  wore 
“Approved  by  the  Board  of  Standards  and  1 

peals — No . ”,  together  with  any  other  electric. 

data  that  the  Commissioner  may  require. 

Rule  3.  Examination  and  Approval  of  Plans 

3.1  Before  the  installation  or  extension  of  any  fi' 
alarm  system,  specifications  and  plans  -  Ill- 
showing  complete  details  of  the  proposed  ins  < 
tion,  shall  be  submitted  by  the  owner,  or  his  age 
to  the  Commissioner  for  examination  ana 
proval. 
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ule  4.  Classification 

4.1  Fire  alarm  signal  systems  shall  be  classified  as 
follows : 

(a)  Non-coded  closed  circuit  fire  alarm  systems. 

(b)  Coded  closed  circuit  fire  alarm  systems. 

4.1.1  The  code  numbers  that  are  used  shall 
be  submitted  for  approval  to  the  Com¬ 
missioner  and  shall  be  sounded  at  least 
four  (4)  times  for  each  operation  of 
the  sending  station. 

4.2  A  non-coded  closed  circuit  system  shall  be  so  ar¬ 
ranged  that  the  operation  of  any  station  will  auto¬ 
matically  sound  the  signaling  devices  until  hook 
is  restored  to  its  original  position ;  and  in  the 
break-glass  type  until  the  glass  has  been  replaced. 

4.3  Coded  closed  circuit  systems  shall  be  divided  into 
three  (3)  classes : 

Class  1 — General  Systems. 

Class  2 — Pre-signal  or  dual  operation  systems. 

Class  3 — Unit  and  general  systems — or  Duplex 
systems. 

Special  systems. 

4.4  Class  1  system  shall  be  a  general  alarm  system  ot 
the  coded  closed  circuit  type  so  arranged  that  the 
operation  of  any  station  will  cause  the  signaling 
devices  to  sound  the  code  number  of  that  station 
at  least  four  (4)  times  throughout  the  entire  build¬ 
ing. 

4.5  Class  2  system  shall  be  a  pre-signal  or  dual  opera¬ 
tion  system  of  the  coded  closed  circuit  type  so  ar¬ 
ranged  that  the  operation  of  any  station  will  cause 
the  sounding  of  the  signaling  devices  located  in 
the  engine  room,  elevator  shafts,  basement  or 
other  places  in  the  building  where  the  members 
of  the  fire  brigade  work  or  assemble. 

4.5.1  Approved  means  shall  be  provided  at  each 
station,  so  arranged  that  a  subsequent  opera¬ 
tion  of.  any  station  shall  cause  the  sounding 
of  all  signaling  devices  throughout  the  build¬ 
ing. 

4.5.2  This  subsequent  operation  shall  be  per¬ 
formed  with  the  aid  of  a  key  or  plug  de¬ 
signed  so  as  to  prevent  unauthorized  sound¬ 
ing  of  the  general  alarm. 

4.5.3  The  pre-signal  or  dual  operation  key  or 
plug  shall  be  so  designed  that  it  can  be 
readily  identified  by  the  person  whose  duty 
it  would  be  to  use  same. 

k6  Class  3  system  shall  be  a  unit  and  general  alarm 
or  Duplex  system  of  the  coded  closed  circuit  type 
so  arranged  that  the  operation  of  a  station  within 
a  uni*  will  cause  all  of  the  signaling  devices  in 
that  unit  and  all  of  the  signaling  devices  on  the 
general  alarm  circuit  to  sound  the  code  numbers 
of  the  unit  and  zone  at  least  four  (4)  times. 

4.6.1  An  approved  register  and  time  stamp  may 
be  used  in  connection  with  a  Class  3  system 
when  approved  by  the  Commissioner. 

4.6.2  The  register,  if  of  closed  circuit  type,  shall 
be  operated  from  a  separate  closed  circuit 
control  board  or  from  separate  panel  isolated 
by .  barrier  from  main  control  panel  in 
main  control  board  cabinet. 

4.6.3  Approved  closed  circuit  trouble  and  unit 
annunciators  shall  be  installed  as  part  of 

all  Class  3  systems  when  required  by  the 
Commissioner. 

•7  Special  systems  shall  include  a  complete  Class  1 
7  or  3  system  supplemented  by  special  circuits’ 
ior  the  operation  of  other  fire  alarm  devices  in 


the  systems;  or  electric  control  systems  for  stop¬ 
ping  machinery,  closing  doors  or  ventilators  as 
may  be  required  by  the  Commissioner;  or  to  call 
the  central  station  of  a  private  operating  company 
or  the  fire  department.  Automatic  fire  detecting 
systems  may  be  connected  to  operate  an  interior 
nre  alarm  system  when  connected  thereto  by  an 
approved  coded  transmitter.  In  no  case  shall  the 
transmitter  be  considered  to  replace  the  standard 
approved  interior  fire  alarm  station,  except  where 
a  transmitter  has  been  approved  for  both  pur¬ 
poses.  The  special  control  circuits  shall  be  sep- 
ara|p  distinct  from  the  fire  alarm  system  but 
shall  be  brought  into  action  whenever  the  fire 
alarm  system  is  set  in  operation. 

Rule  5.  Systems  Permitted  in  Factory  and  Other 
Buildings 

5.1  Non-coded  closed  circuit  fire  alarm  signal  systems 
shall  be  permitted  only  in  a  factory  building  not 
exceeding  five  (5)  stories  in  height  having  not 
more  than  twenty-five  hundred  (2500)  square  feet 
in  area  in  any  one  story  and  having  not  more  than 
one  hundred  (100)  persons  in  a  single  factory;  nor 
more  than  fifty  (50)  persons  in  a  multiple  tenant 
factory  above  the  first  or  ground  floor. 

5.2  Coded  closed  circuit  systems  shall  be  required  in  a 
factory  building  exceeding  the  requirements  of 
Rule  5.1. 

5.3  Special,  fire  alarm  signal  systems  shall  be  per¬ 
mitted. in.  factory  buildings  at  the  direction  of  the 
Commissioner. 

5.4  Coded  closed  circuit  systems  shall  be  required  in 
all  other  types  of  buildings  requiring  an  interior 
alarm  system. 

Rule  6.  Installation  and  Construction  Require¬ 
ments 

6.1  All  work  in.  connection  with  the  installation  of  a 
fire  alarm  signal  system  shall  be  performed  in  a 
neat  and  workmanlike  manner  to  the  satisfaction 
of  the  Commissioner. 

6.2  In  any  fire  alarm  system  there  shall  be  not  more 
than  fourteen  (14)  direct  nor  more  than  ten  (10) 
alternating  current  gongs  or  other  approved 
sounding  devices  connected  in  one  circuit. 

6.3  There  shall  not  be  in  any  fire  alarm  system  more 
than  twenty  (20)  stations  connected  to  one  circuit 
or  loop. 

6.4  All  gongs  and  signaling  devices  shall  be  located 

n°t  iess  ^an  e'f>ht  (8)  feet  to  the  center  above 
the  floor. 

6.5  All  fire  alarm  stations  shall  be  located  five  (5) 
feet  three  (3)  inches  from  handle  to  floor. 

6.6  An  approved  instruction  card  properly  marked  and 
framed  under  glass  shall  be  installed  at  each  fire 
alarm  station. 

6.7  All  materials  and  devices  used  in  fire  alarm  signal 
systems  shall  be  securely  fastened  in  position  in  a 
manner  satisfactory  to  the  Commissioner. 

6.8  For  fastening  to  masonry  walls,  through  bolts, 
metal  expansion  shields  or  toggle  bolts  shall  be 
used. 

6.9  Wood  screws  shall  be  used  for  fastening  equip¬ 
ment  to  wood  surfaces. 

6.10  The  use  of  nails  or  wood  or  fibre  plugs  is  pro¬ 
hibited. 

6.11  When  fire  alarm  apparatus  is  mounted  upon  a 
wooden  back  board,  such  back  board  shall  be  not 
less  than  seven-eighths  (7/8)  inch  thick,  impreg¬ 
nated  with  a  non-absorptive  compound.  The  back 


631 


RULES 


board  shall  be  so  mounted  as  to  provide  an  air 
space  of  at  least  one-quarter  (%)  inch  between 
the  back  board  and  the  wall  for  free  circulation 
of  air. 

6.12  All  electrical  conductors  shall  be  installed  in 
standard  heavy  wall,  rigid  iron  or  steel .  conduits 
protected  with  an  approved  rust  preventive.  Ar¬ 
mored  cable  or  flexible  conduits  will  not  be  ac¬ 
cepted. 

6.13  All  conduits  shall  be  grounded  to  a  water  pipe  by 
approved  ground  clamps  with  a  conductor  equal 
to  the  largest  conductor  used  on  the  sys^rrJ  an(* 
the  smallest  size  ground  conductors  used  shall  not 
be  less  than  No.  10  B.  &  S.  gauge. 

6  14  Splices  in  electrical  conductors  in  vertical  risers 
shall  not  be  permitted.  Splices  when  necessary 
in  horizontal  runs,  shall  be  made  in  approved  junc¬ 
tion  boxes  and  shall  be  properly  soldered  and 
taped.  The  cover  of  the  junction  box  shall  be 
painted  fire  department  red  to  indicate  that  it  con- 
tains  splices.  The  use  of  wire  nuts  or  other 
solderless  splicing  devices  shall  not  be  permitted. 

6.15  Electrical  conduits  shall  enter  only  at  the  side 
or  the  bottom  of  the  control  cabinet. 

6.16  In  coded  fire  alarm  systems  using  break  glass  type 
stations,  at  least  one  (1)  extra  glass  shall  be  pro¬ 
vided  for  each  station  in  the  system. 

6.17  All  openings  in  walls,  floors  or  ceilings  where  con¬ 
duits  pass  through,  shall  be  properly  fire  stopped. 

6.18  Conduits  shall  contain  only  conductors  used  in 
connection  with  the  fire  alarm  system. 

6.19  When  special  care  is  taken  to  insure  the  wires 

against  injury,  four  (4)  wires  may  be  placed  in 
one-half  inch  rigid  iron  conduits  Conduc¬ 

tors  shall  consist  of  not  less  than  No.  14. B.  &  b. 
gauge  copper  wire,  having  rubber  insulation  wall 
not  less  than  three-sixty-fourths  (3/64)  inch  thick. 

6.20  Where  necessary  to  assure  reliable  service,  con¬ 
nections  of  conductors  to  terminals  or  binding 
posts  shall  be  soldered.  The  use  of  a  blow  torch 
for  soldering  connections  to  terminals  shall  not  be 

permitted.  .... 

6  21  Where  wires  pass  underground  from  one  building 
to  another,  they  shall  be  enclosed  in  conduits  and 
shall  be  lead  encased.  .  Wires  between  buildings, 
when  not  run  in  conduit,  shall  be  at  least  equiva¬ 
lent  in  conductivity  and  tensile  strength  to  No.  8 
B.  &  S.  gauge  copper  wire  for  box  and  signaling 
circuits  and  shall  be  supported  at  least  every 
seventy-five  (75)  feet  on  approved  glass  insulators 
and  brackets,  and  be  protected  by  approved  light¬ 
ning  arrestors  when  required  by  the  Commissioner. 
As  far  as  possible,  they  shall  be  run  under,  rather 
than  over,  electric  light  or  power  wires. 

Rule  7.  Sending  Stations 

7.1  There  shall  be  at  least  one  (1)  fire  alarm  sending 
station  in  each  story  of  any  building  requiring  a 
manual  fire  alarm  signal  system,  located  in  a 
natural  path  of  escape  from  fire  at  a  readily  ac- 
cessible  location  designated  by  the  Commissioner, 
which  always  shall  be  kept  unobstructed.  Addi¬ 
tional  sending  stations  shall  be  installed  so  that  no 
point  on  any  floor  in  a  non-fireproof  building  shall 
be  more  than  one  hundred  (100)  feet  distant  from 
the  nearest  sending  station  upon  such  floor.  In 
fireproof  or  sprinklered  buildings,  the  distance 
shall  not  be  more  than  one  hundred  and  fifty 
(150)  feet. 

Rule  8.  Sounding  Devices 

8  1  Sounding  devices  shall  be  sufficient  in  number  to 
be  clearly  audible  to  all  the  occupants  of  the 
building. 


Rule  9.  Sub-divided  Buildings 

9.1  Where  a  building  is  sub-divided  by  fire  walls,  each 
section  shall  be  deemed  a  separate  building  for 
the  purpose  of  fire  alarm  signal  system .  installa¬ 
tions.  One  control  board  may  be  used,  if  so  ar¬ 
ranged,  as  to  operate  the  signaling  devices  in  each 
section  of  the  building  independently;  or  may  be 
operated  as  one  unit  when  deemed  necessary  by 
the  Commissioner. 


Rule  10.  Mixed  Occupancy 

10.1  In  buildings  requiring  fire  alarm  signal  systems, 
of  which  parts  are  occupied  by  other  than  factory 
tenants  and  in  which  the  conditions  of  construc¬ 
tion  and  occupancy  warrant  the  establishment  of 
a  local  fire  brigade,  the  Commissioner  may  accept 
dual  operation  systems. 


Rule  11.  Existing  Installations 


11.1  Fire  alarm  signal  systems  heretofore  installed  in 
buildings  in  the  City  of  New  York  and  installed 
in  accordance  with  the  rules  then  in  force,  shall 
be  accepted  as  long  as  they  are  maintained  in 
proper  working  order. 


Rule  12.  Sources  of  Electrical  Energy 

12.1  Sources  of  electrical  energy  used  in  operating  fire! 
alarm  signal  systems  shall  be :  | 

1.  Generated  electric  power,  not  exceeding  a  po-; 
tential  of  250  volts,  including: 

(a)  Central  Stations 

(b)  Isolated  Plants 

i 

2.  Storage  battery  power 

12.1.1  Either  source  of  power  shall  be  used 
under  conditions  and  .  limitations  as, 
set  forth  by  the  Commissioner. 


12.2  One  source  of  energy  shall  be  connected  to  the 
fire  alarm  system  at  all  times.  All  auxiliary 
sources  of  energy  when  required  shall  be  so  ar-i 
ranged  and  controlled  by  an  automatic  switch  that 
when  the  primary  source  of  energy  fails,  the 
secondary  source  will  be  automatically  connected 
to  the  fire  alarm  signal  system.  Intermediate  de¬ 
vices  are  prohibited  between  the  fire  alarm  con¬ 
trol  board  and  the  source  of  current  supply,  ex-' 
cept  where  specifically  approved  by  the  board  foi, 
the  purpose  intended. 


12.3 


Central  Stations  #  \ 

When  the  energy  for  a  fire  alarm  signal  system  it 
supplied  by  a  central  station  power  system  it  shat 
be  accepted  as  the  sole  source  of  supply;  connec¬ 
tions  shall  be  made  on  the  street  side  of  the  service 
switch  except  that  in  cases  where  the  mastei 
meter  is  within  thirty  (30)  feet  of  the  main  switcl 
of  the  premises,  permission  may  be  given  by  tm 
Commissioner  to  connect  to  the  house  side  of  tm 
meter  when  a  certificate  .of.  recent  date  fr0™  aI 
authority  of  competent  jurisdiction  has  certinec 
that  the  electrical  wiring  throughout  the  premise: 
is  in  a  safe  condition.  When  a  house  side  con 
nection  is  made,  the  fire  alarm  cutout  shall  be 
first  connection  and  as  near  as  possible  to  tm 
meter.  Same  shall  be  enclosed  in  a  locked  a 
sealed  metal  cabinet,  painted  fire  department  re 
and  stenciled  “Interior  Fire  Alarm.’  Fuses  sha 
be  of  the  enclosed  cartridge  type.  Screw  pmi 
fuses  will  not  be  accepted.  The  cutout  shall  e  • 
three  pole  cartridge  fuse  cutout  with  neutral  xus 
replaced  by  a  solid  copper  bar.  The  smalles  s 
fuse  used  on  a  fire  alarm  system  shall  be  nnee> 
(15)  amperes. 
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Isolated,  Plants 


i2.4  Energy  from  isolated  electric  light  and  power 
plants  shall  be  used  for  fire  alarm  signal  systems 
only  when  there  is  a  more  than  one  generating 
unit  and  the  plant  is  always  in  operation  when  the 
building  is  occupied.  When  only  one  generator 
unit  is  employed,  the  source  of  energy  shall  be 
supplemented  by  storage  battery  or  other  auxiliary 
service.  The  fire  alarm  service  connection  shall 
be  taken  from  the  main  bus  of  the  house  switch¬ 
board  and  installed  in  accordance  with  the  service 
requirements  under  central  stations.  When  a  house 
connection  is  made,  the  fire  alarm  cutout 
shall  be  the  first  connection  and  as  near  as  possible 
to  the  meter.  Same  shall  be  enclosed  in  a  locked 
or  sealed  metal  cabinet,  painted  fire  department 
red  and  stenciled  “Interior  Fire  Alarm.”  Fuses 
shall  be  of  the  enclosed  cartridge  type.  Screw 
plug  fuses  will  not  be  accepted.  The  cutout  shall 
be  a  three  pole  cartridge  fuse  cutout  with  neutral 
fuse  replaced  by  a  solid  copper  bar.  The  smallest 
size  fuse  used  on  a  fire  alarm  system  shall  be 
fifteen  (IS)  amperes. 

Storage  Battery 

2.5  When  a  storage  battery  equipment  is  used  as  the 
sole  source  of  current  for  a  fire  alarm  signal  sys¬ 
tem,  the  storage  battery  shall  be  provided  in 
duplicate ;  or  an  approved  type  trickle  charger 
may  be  substituted  for  the  duplicate  storage  bat¬ 
tery  located  in  a  room  sufficiently  ventilated.  Such 
installations  shall  be  equipped  with  a  switchboard 
or  panel  of  approved  material  on  which  are 
mounted  volt  meters,  ammeters,  circuit  breakers, 
fuses,  resistances,  switches,  starting  devices  for 
motors,  field  rheostats  for  generator  and  other 
apparatus  required  for  charging  and  operating  the 
battery. 


..6  Storage  batteries  shall  be  so  located  and  ventilated 
as  to  avoid  danger  of  sparking  contacts  igniting 
flammable  gases  or  vapors. 

In  no  case  shall  a  storage  battery  be  located  in 
tne  same  room  with  a  gas  meter. 

•  13.  Acceptance  Test 

.1  Upon  completion  of  a  file  alarm  signal  system  and 
as  a  condition  of  acceptance,  a  test  of  the  entire 
installation  shall  be  made  under  the  direction  of 
tne  Commissioner. 

•2  All  systems  shall  show  an  insulation  resistance  of 
not  less  than  ten  (10)  megohms  with  signaling 
apparatus  disconnected. 

3  The  owner  or  contractors  shall  furnish  all  the 
necessary  tools,  instruments  and  labor  to  conduct 
this  test  when  required  by  the  Commissioner.  The 
contractor  shall  notify  the  Department  having 
jurisdiction  in  writing  at  the  start  and  upon  com¬ 
pletion  of  the  installation. 

14.  Daily  and  Monthly  Test 

1  Every  fire  alarm  system  shall  be  tested  each  morn- 
mg  immediately  after  the  hours  of  starting  work. 
Wo  such  system  shall  be  used  for  any  other  pur¬ 
pose,  except  that  (he  daily  dismissal  signals  may 
given  if  authorized  by  the  Commissioner.  The 
j  system  f°r  fire  drill  purposes  may  be 

tuaHjf  used  *  tCSt  °£  th°Se  partS  of  the  system  ac" 

"  a^onth11^'11^  S*a^0n  tested  at  least  once 

*  All  apparatus  requiring  winding  shall  be  rewound 

ner  each  operation  and  kept  in  normal  condition 
fn  complete  record  of  monthly  tests,  fire  drills 

hp  u  °  ier  ?Peratlons  of  fire  alarm  systems  shall 
kept  subject  to  inspection  by  the  Commissioner. 


Rule  15.  Maintenance 

15.1  Interior  fire  alarm  systems  shall  be  maintained  in 
operating  condition  at  all  times,  unless  the  build¬ 
ings  are  vacated  for  a  period  longer  than  one 
week..  If  the  system  becomes  inoperative  at  any 
ume,  it  shall  be  the  duty  of  the  owner  or  the  per¬ 
son  designated  by  him  to  be  in  charge  of  the 
system  to  notify  all  the  occupants  of  the  building 
and  to  take  immediate  steps  to  have  the  system 
restored  to  working  order.  He  shall  also  place 
cards  on  the  fire  alarm  boxes  indicating  that  the 
system  is  out  of  order. 

15.2  If,  for  any  reason,  it  becomes  necessary  to  discon¬ 
nect  the  source  of  current  of  any  system,  the  owner 
or  other  responsible  person  shall  notify  the  Com¬ 
missioner  in  advance  of  such  disconnection,  stating 
the  reason  therefor. 

15.3  In  systems  using  break  glass  ype  stations,  at 
least  one  (1)  extra  glass  for  each  station  in  the 
system  shall  be  kept  on  the  premises. 

Rule  16.  Alarm  Boxes 

16.1  In  fire  alarm  signal  systems  the  metal  case  en¬ 
closing  exposed  or  surface  alarm  bcxes  shall  be 
of  cast  iron  and  drilled  and  tapped  to  receive  the 
conduit.  When  exposed  to  moisture  the  box  shall 
be  enclosed  in  a  suitable  weather-proof  outer  shell. 
In  new  buildings,  approved  back  boxes  embedded 
in  the  wall  may  be  used  and  the  conduits  shall  be 
properly  secured  by  lock  nuts  and  bushings. 

16.2  All  current  carrying  parts  shall  be  insulated  from 
parts  of  opposite  polarity  with  approved  insulating 
material. 

16.3  All  coded  pull  lever  type  stations  shall  be  fitted 
with  a  door  to  protect  the  pull  lever  against  ac¬ 
cidental  injury.  Such  door  shall  have  a  handle 
rigidly  secured  thereon  and  be  so  constructed  a" 
to  open  readily.  The  wording  “In  Case  of  Fire 
Open  Door  and  Pull  Down  Lever”  in  raised  let¬ 
ters  or  equivaleni  instructions  shall  appear  on  the 
door. 

16.4  All  break-glass,  type  fire  alarm  boxes  shall  be  pro¬ 
vided  with  suitable  hammers  on  chains  of  ap- 
proved  type  attached  to  or  near  the  boxes  with 
which  the  glass  can  readily  be  broken;  or  other 
methods  may  be  used  to  break  the  glass  when  ap¬ 
proved  by  the  Commissioner. 

16.5  All  break-glass  boxes  shall  have  in  raised  letters 
on  the  fronts,  the  words  “Fire  Alarm— In  Case  of 
hire  Break  Glass,’  and  such  additional  instruc¬ 
tions  as  may  be  necessary  to  send  an  alarm. 

16.6  The  box  or  station  shall  be  so  designed  that  once 
started,  the  proper  transmission  of  a  complete  set 
of  signals  cannot  be  interfered  with  by  manipula¬ 
tion  of  its  starting  device. 

16.7  Each  closed  circuit  coded  box  or  station  shall  be 
arranged  to  send  a  definite  code  of  signals  to  in¬ 
dicate  the  floor  or  portion  of  same  on  which  it  is 
located. 

16.8  Not  less  than  three  (3)  or  more  than  twenty  (20) 
taps  or  blasts  shall  be  given  at  each  revolution 
of  the  code  wheel. 

16.9  The  code  wheel  shall  revolve  at  least  four  (4) 
times  for  each  operation  of  its  starting  device  and 
be  of  metal  properly  insulated  from  ground. 

16.10  Boxes  or  stations  used  in  systems  in  which 
whistles,  vibrating  bells  or  horns  are  employed 
shall  be  so  timed  that  the  sounding  devices  will 
give  the  code  signal  clearly. 

16.11  Contact  points  shall  be  in  multiple. 

16.12  Contact  points  and  contacts  of  the  testing  devices 
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shall  be  of  silver  or  other  approved  material  and 
be  of  the  scraping  type,  secured  in  a  substantial 
manner  to  phosphor  bronze  or  other  approved,  ma¬ 
terial  springs,  and  be  so  designed  as  to  positively 
break  a  circuit  carrying  one-tenth  (1/10)  ampere 
at  two  hundred  and  fifty  (250)  volts  under  ac¬ 
tual  working  conditions. 

16.13  Lever  boxes  shall  be  so  designed  as  to  auto¬ 
matically  wind  when  the  lever  is  pulled  for  an 
alarm.  Boxes  requiring  glass  replacements  shall 
be  so  arranged  that  replacement  cannot  be  made 
without  resetting  mechanism  for  another  alarm. 

16  14  Where  it  becomes  necessary  to  install  more  than 
one  set  of  contacts  operating  from  code  wheel, 
permission  in  writing  in  advance  must  be  obtained 
from  the  Commissioner.  This  shall  not  include 
pre-signal  features. 

16.15  The  box  shall  have  plainly  marked  thereon  its 
code  signal  number. 

Rule  17.  Non-Coded  Boxes 

17.1  Non-coded  closed  circuit  fire  alarm  stations  may 
be  operated  by  a  break-glass  or  pull  lever  device  so 
arranged  that  the  alarm  cannot  be  interfered  with 
except  by  resetting  or  replacement  of  the  glass 
by  an  authorized  person. 

17.2  The  construction  and  materials  shall  be  equal  to 
that  of  the  standard  approved  type  coded  closed 
circuit  station  except  that  the  contacts  shall  be.  of 
ample  capacity  to  safely  carry  the.  entire  operating 
current  of  the  gong  circuit  without  excessive 
heating. 

Rule  18.  Station  Testing  Devices 

18  1  Each  fire  alarm  system  shall  be  provided  with  an 

auxiliary  device  to  test  the  signaling  devices  lo- 
cated  in  one  of  the  alarm  boxes  or  mounted  on 
the  control  board  Such  testing  devices  shall  be 
arranged  to  make  the  test  without  operating  the 
break  wheel  of  the  box  or  interfering  with  the 
dual  operating  feature. 

18.2  Provision  shall  be  made  for  a  silent  test  of  coded 
alarm  box  mechanisms  without  operating  the  sig¬ 
naling  devices.  Such  device  shall  be.  designed  to 
prevent  any  persons  except  those  in  authority 
from  operating  the  same  and  to  prevent  the  pos- 
sibility  of  the  box  being  left  inoperative  after  the 
test. 

Rule  19.  Supervising  Current 

19  1  A  small  current  flow  to  constantly  supervise  each 

circuit  shall  be  maintained.  A  milliammeter,  or 
other  approved  current  indicator  shall  be  provided 
and  so  connected  as  to  indicate  the  supervising 
current. 

19.2  The  supervising  circuit  shall  be  provided  with  a 

trouble  bell  operating  on  open  circuit  arranged  to 
ring  continuously  in  case  of  failure  of  the  system. 
The  trouble  bell  shall  be  so  located  that  it  will  be 
within  audible  range  of  some  responsible  person 
in  the  building  and  shall  be  connected  to  the  elec¬ 
tric  light  or  power  service  in  the  building.  Per¬ 
mission  may  be  granted  by  the  Commissioner  to 
connect  the  trouble  bell  to  a  battery  of  approved 
type.  . 

19.3  Trouble  bells  shall  not  be  fitted  with  silencing 
switches  except  in  such  a  manner  that  the  act  of 
silencing  the  bell  by  the  operation  of  the  switch, 
automatically  and  positively  transfers  the  trouble 
signal  to  a  red  lamp  on  the  control  board  fed  by 
some  auxiliary  source  of  current  supply.  This 
auxiliary  source  of  current  shall  be  a  house  light¬ 
ing  circuit  or  any  other  approved  source. 


19.4  The  trouble  bell  shall  be  of  an  approved  design  of 
the  vibrating  type  and  give  a  distinctive  signal. 

Rule  20.  Protection  of  Sending  and  Sounding 
Devices 

20.1  In  fire  alarm  signal  systems,  all  moving  parts  of 
sending  stations  and  sounding  devices  shall  be 
enclosed  in  metal  casings,  made  dust-proof  and 
damp-proof  when  necessary,  and  clearly  marked 
with  instructions  for  use. 

20.2  Whenever  necessary,  hammer  rods  of  gongs  shall 
be  suitably  protected  against  mechanical  injury 
or  derangement  by  the  use  of  a  guard  or  other 
suitable  means.  If  subject  to  mechanical  injury, 
the  entire  device  shall  also  be  enclosed  in  a  pro-1 
tecting  case  made  of  approved  wire  netting  or 
perforated  metal.  All  casings  shall  be  insulated 
from  current  carrying  parts,  but  shall  be  grounded 
to  the  conduit. 

Rule  21.  Standards  of  Electric  Alarm  Apparatus 

21.1  All  electrically  actuated  apparatus  used  in  fin 
alarm  systems  shall  be  so  designed  and  constructed 
that  it  will  operate  satisfactorily  at  a  current  flow 
of  twenty-five  (25)  per  cent  above  or  below  the 
normal  operating  current. 

Insulation 

21.2  Insulating  materials  used  in.  electric  fire  alartr 
signal  systems  shall  be  varnished  cambric,  bake- 
lite,  mica  or  other  approved  insulating  material 

21.2.1  The  use  of  fibre  or  paper  as  an  insulating 

material  for  fire  alarm  signal  systems  shal 
not  be  permitted. 

21.3  The  insulating  material  used  on  electric  fire  alarn 
signal  systems  shall  be  capable  of  withstanding  ai 
insulation  break-down  test  of  one  thousand  (1000, 
volts  A.  C.  plus  twice  operating  voltage  appliet 
for  one  (1)  minute. 

Electro-Magnets 

21.4  Electro-magnet  windings  shall  be  impregnate* 
with  an  insulating  moisture  repelling  compoun* 
or  shall  be  of  silk  enameled  wire. 

21.5  Electro-magnet  coils  to  be  used  on  alternatinj 
current  when  composed  of  enameled  wire  sha 
have  an  additional  approved  insulation  on  eacl 
wire.  The  coils  may  be  of  the  form  wound  type 

21.6  A  protective  cover  to  prevent  mechanical  injur 
shall  be  provided  over  the  entire  coil. 

21.7  Electro-magnet  coils  shall  be  securely  fastened  t 
prevent  floating. 

21.8  Electro-magnet  cores  shall  be  of  the  best  grad 
of  ferrous  material  so  as  to  reduce  to  a  minimur 
the  possibility  of  failure  due  to  residual  mag 
netism. 

21.9  Electro-magnet  cores  for  use  on  alternating  cur 
rent  shall  be  of  laminated  construction  or  othe 
approved  method  to  prevent  heating  and  promo 
efficiency. 

21.10  Electro-magnet  cores  of  relays  and  gongs  sha 
be  treated  to  prevent  corrosion. 

21.10.1  Paint  or  varnish  for  this  purpose  sha 
not  be  used.  .  .  • 

21.11  Non-magnetic  freeze  pins  shall  be  used  whicn  wi 
prevent  two  magnet  surfaces  coming  in  actu. 
contact. 

Gongs 

21.12  Gong  shells  shall  be  pinned  to  prevent  turning  an 
then  securely  fastened  to  its  support  by  a  macm 
cap  screw  at  least  three-eighths  04)  incn 
diameter. 
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21.13  Gong  shells  shall  be  covered  with  an  approved 
rust  preventive. 

21.14  The  gong  shell  support  and  gong  frames  shall  be 
cast  in  one  piece. 

Wiring 

21.15  All  connections  shall  be  properly  protected,  se¬ 
curely  made  and  where  subject  to  motion  shall  be 
of  approved  flexible  wire. 

21.16  All  wiring  of  control  board,  station  and  gong  cir¬ 
cuits  shall  be  at  least  No.  14  B.  &  S.  gauge. 

21.17  Binding  posts  shall  be  of  such  a  character  that 
the  wire  is  held  between  two  flat  surfaces. 

21.18  Binding  posts  shall  be  mounted  on  an  approved 
terminal  block  or  insulating  strip  spaced  not  nearer 
than  one-half  (l/2)  inch  to  each  other,  unless  sepa¬ 
rated  by  approved  barriers. 

Relays 

I  21.19  The  armatures  of  all  relays  shall  depend  on  grav¬ 
ity  or  magnetic  attraction  for  their  operation. 

21.19.1  This  action  may  be  assisted  by  flat  type 
springs  when  approved  by  the  Commis¬ 
sioner. 

21.19.2  The  use  of  spiral  springs  is  prohibited. 

21.20  Adjustments  shall  be  of  such  a  character  that 
they  can  be  securely  locked. 

21.21  Contact  points  shall  be  ample  in  area  not  only  to 
take  care  of  current  used  in  operation  but  to 
insure  long  life  and  shall  be  of  pure  silver,  or 
other  approved  material,  properly  riveted  to  their 
support. 

21.22  Contact  arms  shall  be  of  phosphor  bronze  and  be 
of  the  dead  beat  type. 

21.23  Contact  assemblies  shall  be  of  such  a  character 
that  their  operation  will  be  of  a  scraping  self¬ 
cleansing  nature. 

21.24  The  use  of  condensers  across  contacts  to  absorb 
the  arc  or  in  any  part  of  a  fire  alarm  circuit  is 
prohibited. 

21.25  Relays  shall  be  free  from  objectionable  hum  when 
used  on  alternating  current. 


ule  22.  Time  Limit  Delay  Device 

22.1  All  gong  circuits  shall  and  special  signal  apparatus 
may  when  required  by  the  Commissioner,  be  pro¬ 
tected  by  a  Time  Limit  Delay  Device. 

Note :  This  time  limit  delay  device  shall  consist 
of  a  heating  coil  so  designed  that  the  nor¬ 
mal  operating  current  will  have  little  or 
no  effect  upon  a  thermostatic  bi-metal  bar 
or  strip  contained  therein.  Any  abnormal 
increase  over  operating  current  or  the  con¬ 
tinued  accumulative  heating  effect  thereof 
after  a  period  of  not  less  than  three  (3) 
minutes  nor  more  than  twenty  (20)  min¬ 
utes  shall  cause  the  thermostatic  element 
to  expand.  The  expansion  of  this  element 
shall  automatically  open  the  source  of  cur¬ 
rent  supply  to  the  gongs  or  devices  pro¬ 
tected. 

22.2  The  operation  of  the  time  limit  delay  device  shall 
cause  the  trouble  bell  to  ring. 

22.3  Time  limit  delay  devices  shall  be  so  connected 
in  the  fire  alarm  circuit  that  their  operation  will 
not  open  the  fire  alarm  box  circuits. 

22.4  Where  due  to  the  extent  of  the  installation,  it  be¬ 
comes  necessary  to  install  a  number  of  time  limit 
delay  devices,  the  operation  of  a  single  time  limit 


delay  device  shall  not  affect  other  sounding  devices 
similarly  protected. 

22.5  A  contactor  relay  to  operate  the  sounding  devices 
shall  be  provided  on  all  direct  current  gong  cir¬ 
cuits  exceeding  three  (3)  and  all  alternating  cur¬ 
rent  gong  circuits  exceeding  two  (2)  in  number. 

22.6  Gong  circuits  not  requiring  contactor  relays  shall 
be  operated  by  contacts  properly  placed  on  the 
armature  of  the  box  circuit  relay. 

22.7  A  separate  time  limit  delay  device,  contactor 
relay,  contactor  supervisory  relay  and  gong  super¬ 
visory  relay  shall  be  provided  for  each  four  (4) 
gong  circuit  or  fraction  thereof. 

Switches 

22.8  Triple  pole,  double  throw,  broken  back  knife 
switches  properly  supervised  and  connected  to 
emergency  resistors  shall  be  provided  on  all  box 
and  gong  circuits  when  they  exceed  three  (3)  in 
number. 

Instruments 

22.9  A  separate  approved  milliammeter  or  other  ap¬ 
proved  current  indicating  device  shall  be  provided 
for  the  box  circuit  and  each  four  (4)  gong  circuit 
on  the  control  board  when  the  gong  circuits  exceed 
three  (3)  in  number.  A  separate  milliammeter 
shall  be  provided  to  indicate  the  supervisory  cur¬ 
rent  of  contactor  relays  and  emergency  switch 
circuits.  This  meter  shall  be  known  as  the  Board 
Meter. 

Resistors 

22.10  Resistors  shall  be  mounted  on  the  front  or  face 
of  control  panels  and  shall  be  of  vitreous  enam¬ 
eled  type. 

Note:  Wire  wound  resistors  when  protected  by 
a  suitable  metal  guard  may  be  used  in  spe¬ 
cial  cases  when  approved  by  the  Commis¬ 
sioner. 

22.11  Ferrule  or  knife  contact  type  resistors  shall  not 
be  used. 

22.12  A  protective  resistor  shall  be  placed  in  the  nega¬ 
tive  or  live  lead  of  all  box  circuits  to  protec*  the 
contacts  of  the  boxes  in  the  event  of  a  ground. 

22.12.1  This  resistor  shall  be  not  less  than  three- 

hundred  (300)  nor  more  than  seven  hun¬ 
dred  and  fifty  (750)  ohms  resistance. 

Rule  23.  Control  Boards 

23.1  All  relays,  current  indicators,  resistances,  time 
limit  delay  devices  and  other  apparatus  used  in 
connection  with  the  operation  and  supervision  of 
closed  circuit  fire  alarm  signal  systems  shall  be 
properly  mounted  on  a  panel  of  approved  material, 
in  a  metal  cabinet  provided  with  lock  and  key. 
Ihe  control  board  shall  be  located  in  a  place  sub¬ 
ject  to  the  least  vibration,  free  from  moisture, 
inflammable  gases,  dust  and  mechanical  injury  and 
under  frequent  view  of  a  responsible  occupant  of 
the  building  delegated  by  the  owner  to  be  in 
charge. 

23.2  Control  board  panels  shall  be  of  insulating  mate¬ 
rial  such  as  ebony  asbestos,  bakelite  or  other  ap¬ 
proved  materials  at  least  one-half  (J4)  inch  in 
thickness. 

23.3  Control  boards  mounted  in  each  cabinet  shall  be 
securely  fastened  in  each  corner. 

23.4  Provision  shall  be  made  for  ample  wire  gutter 
space  around  the  panel. 
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23.5  Conduit  knockouts  shall  not  be  provided  in  top 
of  control  board  cabinet. 

23.6  An  approved  wiring  diagram  of  the  alarm  system 
and  card  of  instruction  properly  marked  and  se¬ 
curely  fastened  shall  be  provided  within  the  con¬ 
trol  board  cabinet.  When  it  becomes  necessary 
to  mount  the  diagram  outside  of  the  cabinet,  the 
diagram  shall  be  properly  framed  under  glass. 

23.7  All  control  board  cabinets  shall  be  provided  with 
sight  hole  and  glass  panel  to  make  meters  on 
the  inside  of  the  cabinets  visible  from  the  outside. 

23.8  Wires  in  gutter  spaces  shall  be  properly  laced  in 
a  neat  and  workmanlike  manner  on  all  control 
boards  having  a  capacity  for  more  than  three  (3) 
gong  circuits. 

Rule  24.  Battery  Cabinets 

24.1  All  electric  batteries  for  fire  alarm  signal  systems 
shall  be  placed  in  substantial  protecting  cabinets 
thoroughly  ventilated,  elevated  not  less  than  one 
(1)  nor  more  than  five  (5)  feet  above  the  floor 
and  located  in  clean,  dry  and  cool  places  where 
the  temperature  will  not  be  less  than  forty  (40) 
nor  more  than  one  hundred  and  ten  (110)  degrees 
Fahrenheit.  Main  battery  cabinets  shall  be  so 
constructed  that  the  condition  of  the  elements  may 
be  observed  without  disturbing  the  cells. 

24.2  Metal  battery  cabinets  shall  be  constructed  of  sheet 
iron  or  steel,  not  less  than  No.  14  U.  S.  gauge  in 
thickness,  properly  reinforced  by  angle  irons,  with 
self-closing  doors  provided  with  lock  and  key  and 
wood  shelves  not  less  than  seven-eighths  (%)  of 
an  inch  thick,  unless  the  battery  is  of  the  spray- 
proof  type,  properly  fastened  and  secured  to  pre¬ 
vent  sagging.  The  interior  and  the  exterior  of 
the  cabinet  shall  be  protected  with  three  (3)  coats 
of  asphaltum  compound,  each  coat  to  be  thor¬ 
oughly  dry  before  the  next  is  applied,  or  with 
baked  enamel. 

24.3  Wood  battery  cabinets  shall  be  constructed  of 
the  first  grade  of  kiln  dried  wood  not  less  than 
seven-eighths  (7/s)  of  an  inch  thick  and  shall  be 
provided  with  self-closing  door  and  approved  lock. 
The  shelves  shall  be  not  less  than  seven-eighths 
(7/s)  of  an  inch  thick  properly  fastened  and  se¬ 
cured  to  prevent  sagging.  The  cabinet  shall  be 
of  substantial  construction  painted  on  the  interior 
with  three  (3)  coats  of  asphaltum  compound  and 
on  the  exterior  with  three  (3)  coats  of  lead  paint 
or  two  (2)  coats  of  varnish. 

24.4  Storage  batteries  may  be  placed  on  enamaled  metal 
battery  racks,  provided  the  batteries  are  installed 
in  a  place  where  they  will  not  be  subject  to  me¬ 
chanical  injury,  and  will  be  ventilated  as  required 
in  Rule  12.6. 

Rule  25.  Painting  of  Equipment 

25.1  All  enclosing  cases  for  fire  alarm  apparatus  shall 
be  finished  in  fire  department  red,  except  where 
special  permission  is  given  by  the  Commissioner 
to  deviate  from  this  requirement. 

Rule  26.  Closed  Circuit  Annunciators 

26.1  Annunciators  used  in  connection  with  Class  3  fire 
alarm  systems  shall  be  of  an  approved  closed  cir¬ 
cuit  type. 

26.2  The  annunciator  shall  have  approved  type  of  re¬ 
lays  equipped  with  a  suitable  target,  shutter  or 
other  indicating  device. 

26.2.1  The  indicating  device  shall  have  marked 
thereon  a  suitable  description  of  the  pur¬ 
pose  it  serves. 


26.3  The  printed  designation  on  unit  or  building  annun¬ 
ciator’s  indicators  shall  be  legible.  The  mecha¬ 
nism  shall  be  so  arranged  that  once  operated  the 
indicating  device  shall  be  reset  manually. 

26.4  A  unit  annunciator  shall  be  so  designed  that  the 
operation  of  any  station  in  the  unit  shall  cause  a 
visible  and  audible  signal. 

26.5  The  unit  annunciator  shall  be  actuated  by  contact 
on  code  wheel  of  the  fire  alarm  station  or  by  con¬ 
tact  on  a  relay  connected  to  the  fire  alarm  boxi 
circuit.  In  no  case  shall  the  station  fire  alarm 
circuit  be  used  for  this  purpose. 

26.6  Trouble  annunciators  shall  be  so  arranged  that 
the  indicating  device  will  reset  automatically  when 
cause  of  trouble  has  been  removed. 

26.7  The  trouble  annunciator  shall  be  so  designed  that 
it  will  indicate  visible  and  audible  trouble  signals 
in  the  event  of  trouble  occurring  on  any  circuit 
control  board  or  unit  annunciators. 

26.8  The  trouble  annunciator  shall  be  actuated  by  the 
operation  of  contacts  on  all  supervisory  relays. 

26.8.1  Each  relay  of  this  annunciator  shall  be 

provided  with  two  (2)  sets  of  contacts  sc 
arranged  that  one  will  operate  the  one 
hundred  and  ten  (110)  volt  trouble  signal 
the  other  set  to  actuate  the  register  if  : 
register  is  used. 

26.9  A  trouble  buzzer  switch  and  lamp  shall  be  mountec 
on  the  inside  of  each  unit  annunciator  cabinet  oi 
the  panel. 

26.10  A  trouble  bell,  switch  and  lamp  shall  be  mountee 
on  the  inside  of  each  trouble  annunciator  cabine 
on  the  panel.  Trouble  bell  may  be  placed  at  ; 
distance  from  the  annunciator  by  special  permis 
sion  of  the  Commissioner. 

26.11  Relay  drops  of  annunciator  shall  be  so  designe 
that  vibration  from  without  or  that  caused  by  th 
trouble  signal  within  will  not  operate  the  indicat 
ing  devices. 

26.12  All  annunciators  shall  be  installed  in  a  separat 
red  enameled  steel  cabinet  provided  with  an  af 
proved  lock  and  key. 

26.13  Annunciators  shall  be  properly  marked  in  whit 
letters  at  least  one  (1)  inch  high  with  the  words 
“Fire  Alarm  Annunciator”  Zone  —  or  “Fire  Alari 
Trouble  Annunciator,”  whichever  the  case  may  b 

Rule  27.  Licensed  Contractors 

27.1  No  person  shall  install,  alter  or  repair  or  cam 
to  be  installed,  altered,  or  repaired  electrical  wu 
ing  or  apparatus  for  fire  alarm  systems  in  an 
building,  except  a  person  holding  a  license,  or 
special  license  in  accordance  with  Chapter  9  c 
the  Code  of  Ordinances  of  the  City  of  New  Yon 
The  enforcing  authority  shall  not  approve  ar 
installation,  alteration  or  repair  done  in  violatic 
of  this  rule. 

Rule  28.  Used  or  Rebuilt  Apparatus 

28.1  Used  apparatus  shall  not  be  re-used  for  any  i 
terior  fire  alarm  system  under  these  Rules  at 
Regulations  until  the  same  has  been  recondition! 
in  the  shop  of  a  reliable  manufacturer  buildn 
interior  fire  alarm  apparatus  which  has  been  a 
proved  by  the  Board  of  Standards  and  Appea 
Approval  in  writing  shall  be  obtained  from  the  e 
forcing  authority  prior  to  installation.  The  e 
forcing  authority  shall  not  approve  for  use,  us 
or  reconditioned  apparatus  that  may  not  give  s£ 
isfactory  service. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
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: sice— Municipal  Building,  Rooms  1000  to  1018. 

'.ephone— WOrth  2-0184. 
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.  ice  Hours  for  Public — 9  a.  m.  to  4  p.  m.  Saturdays 
9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap- 
peaKor  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to,  April  25,  1939 

Cal,  No.  Department  Premises  Affected 

491 -39- A . F.D . 65-67  Leonard  street  and  249 

Church  street,  northeast  cor¬ 
ner  (Block  No.  174,  Lot  No. 
12),  Borough  of  Manhattan, 
Decision  re:  4120-L.F. 


492-39- SM 


Kohler  Float  Valve  with  Vac¬ 
uum  Breaker,  K-9251,  manu¬ 
factured  by  Kohler  Company, 

Material. 


403.39.  A  H  B.Q . 69-15  Grand  avenue,  north  side, 

84.73  ft.  east  of  69th  street 
(Block  No.  2500,  Lot  No.  60), 
Maspeth,  Borough  of  Queens, 
Alt.  68-39. 


494-39-SM . Murray  and  Sorenson,  Inc., 

Vacuum  Breaker,  Type  Nos. 
1  and  2,  manufactured  by 
Murray  and  Sorenson,  Inc., 

Material. 


495-39-A . H.B.Bx.  ...  Southeast  corner  of  Fieldston 

road  and  Henry  Hudson 
parkway  (Block  No.  3415P, 
Lot  No.  275),  Borough  of 
The  Bronx,  Alt.  664-38. 


=;n3-39-A  H.B.M . 451-453  West  28th  street,  nortl 

side,  125  ft.  east  of  Tent! 
avenue  (Block  No.  726,  Lo 
No.  6),  Borough  of  Man 
hattan,  Alt.  583-39 


504-39-A  ..F.D . 163-165  East  86th  street,  nortl 

side,  153  ft.  4  in.  west  0 
Third  avenue  (Block  No 
1515,  Lot  No.  29),  Borougl 
of  Manhattan,  Decision 


505-39-A . F.D, 


47-51  East  59th  street,  nortl 
side,  140  ft.  east  of  Madisoi 
avenue  (Block  No.  1314,  Lo 
No.  28),  Borough  of  Man 
hattan,  Decisior 


506-39-BZ . H.B.M . 46-48  Pine  street  and  56-6 

William  street,  northeast  cor 
ner  (Block  No.  41,  Lot  Nc 
22),  Borough  of  Manhattan. 
Decision  re:  Certificat 
of  Occupanc; 


507-39- A  H'BM.  ...506-508  West  22nd  street,  sout 

^ .  side,  100  ft.  west  of  lOt. 

avenue  and  507-509  West  2b 
street,  north  side,  100  ft.  we; 
of  Tenth  avenue  (Block  Ni 
693,  Lot  No.  28),  Borough  c 
Manhattan, 

Decision  re:  Certificaf 
of  Occupanc 


496-39-SM  .  . Alpha  Portland  Cement,  manu¬ 

factured  by  Alpha  Portland 
Cement  Company,  at  Martins 
Creek,  Pa.,  and  Cementon, 
N.  Y.,  Material. 


508-39-A  . H.B.B . 1532  47th  street,  south  side,  2. 

ft.  east  of  15th  avenue  (Bloc 
No.  5442,  Lot  No.  18),  Bo 
ough  of  Brooklyn, 
Amendment  to  Applic.  606-3 


497-39-SM . Alpha  Mortar  Cement,  manu¬ 

factured  by  Alpha  Portland 
Cement  Company,  at  Martins 
Creek,  Pa.,  Material. 


498-39-SM . . Empire  Turbine  Ventilator, 

manufactured  by  Empire  Fan 
and  Ventilating  Equipment 


Company,  Material. 


499-39-SM . Empire  Syphon  Ventilator, 

manufactured  by  Empire  Fan 
and  Ventilating  Equipment 
Company,  Material. 


500-39- A . F.D . 633-641  Atlantic  avenue,  north¬ 

west  corner  of  Elliott  place 
(Block  No.  2002,  Lot  No.  55), 
Borough  of  Brooklyn, 

78907-L.C. 


501-39-A . H.B.Q . Southeast  corner  of  Baisley 

boulevard  and  New  York 
boulevard  (Race  Track), 
Jamaica,  Borough  of  Queens, 
N.B.  1228-39. 


502-39-BZ . H.B.B . 2349-2353  East  15th  street,  east 

side,  250  ft.  north  of  Avenue 
X  (Block  No.  7400,  Lot  No. 
56),  Borough  of  Brooklyn, 
Alt.  11778-38. 


509-39-SA . Superfex  Hot  Water  Heate 

Models  441  and  442, 

Applianc 


510-39-BZ  .  .H  B.Bx.  . .  .5821-5839  Broadway  and  251-2( 

West  238th  street,  northwe 
corner  (Block  No.  3414B,  L 
Nos.  134,  136  and  140),  Bo 
ough  of  The  Bronx, 

Decision  re :  Certifica 
of  Occupanc 


5 11-39- A  HB.R . 687-699  Forest  avenue,  nor 

side,  150  ft.  west  of  Berne 
avenue  (Block  No.  168,  L 
No.  60),  West  Brightc 
Borough  of  Richmond, 


512-39-BZ . H.B.R. . 


.  ..687-699  Forest  avenue,  nor 
side,  150  ft.  west  of  Berne 
avenue  (Block  No.  168,  I 
No.  60),  West  Brightc 


513-39-A . F.D. .  . . 


.Foot  of  60th  street  to  62nd  stre 
west  side  of  Twelfth  aven 
North  River  (Block  No.  11 
Lot  No.  1),  Borough 
Manhattan, 

883-L.F.  and  Decrsn 
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— 

514-39-SA . Aldrich  Sav-Haf  Oil  Burner, 

Models  35FSSP,  3SF5LP, 
35F5XP,  and  35J5, 

Appliance. 


515- 39-SM . Scoville  Vacuum  Breaker  Ball- 

cock,  No.  18,  manufactured 
by  Scoville  Manufacturing 
Company,  Material. 

516- 39-A . H.B.Q . 87-76  97th  street,  west  side,  108 

ft.  north  of  98th  avenue 
(Block  No.  8937,  Lot  No. 
44),  Woodhaven,  Borough  of 
Queens,  Alt.  598-39. 


17-39-BZ . H.B.Q . South  side  of  Astoria  boulevard, 

from  33rd  street  to  34th  street 
(Block  No.  631,  Lot  Nos.  19 
to  26  inclusive  and  Lot  No. 
30),  Astoria,  Borough  of 
Queens, 

Misc.  Applic.  906-39. 


18-39-SA . Beckett  Commodore  Oil  Burner, 

Appliance. 


200-38-BZ . H.B.M . 2-24  West  53rd  street,  south 

side,  100  ft.  west  of  Fifth 
avenue  (Block  No.  1268,  Lot 
Nos.  42  to  52  inclusive), 
Borough  of  Manhattan, 

Decision  re :  Certificate 
of  Occupancy. 


28-29-BZ . H.B.B . 433-443  Empire  boulevard,  north 

side,  101  ft.  2  in.  east  of  New 
York  avenue  (Block  No.  1310, 
Lot  No.  73),  Borough  of 
Brooklyn,  Alt.  1125-39. 


511-29-BZ . H.B.B . 6911  Ridge  boulevard,  east  side, 

90.55  ft.  south  of  Bay  Ridge 
avenue  (Block  No.  5871,  Lot 
No.  13),  Borough  of  Brook¬ 
lyn,  Applic.  9485-29. 


DESIGNATIONS:  H.B.— Department  of  nousing  and  Bulld- 
;  H.B.B.— Department  of  Housing  and  Buildings,  Brooklyn; 
H.B.M.— Department  of  Housing  and  Buildings,  Manhattan; 
H.B.Q.  Department  of  Housing  and  Buildings,  Queens; 
H.B.R.— Department  of  nousing  and  Buildings,  Richmond; 
H.B.Bx.— -Department  of  Housing  and  Buildings,  Bronx;  H.D.— 
Health  Department  and  F.I).— Fire  Department. 


19-39-SM. 


.’0-39-BZ . H.B.R. . 


1-39-SM: 


•2-39-BZ . H.B.Q... 


S-39-A 


.  F.D. . . 

• 

&) 


-39- A . F.D. 


(  £  *;  -- :- 


rynr: 

yt *  •  •  -v 


.Khun  Automatic  Back  Pressure 
Sewer  Valve,  manufactured 
by  Nathan  Khun, 

Material. 

.South  side  of  Ausable  avenue, 
122.11  ft.  east  of  Conyingham 
avenue  (Block  No.  101,  Lot 
No.  748),  Randall  Manor, 
Borough  of  Richmond, 

N.B.  13-39. 

.  Connecticut  Adamant  Gypsum 
Material,  manufactured  by 
The  Connecticut  Adamant 
Plaster  Company,  Material. 

.147-02  to  147-20  147th  avenue, 
southwest  corner  of  148th 
street  (Block  No.  4232,  Lot 
No.  1),  South  Jamaica,  Bor¬ 
ough  of  Queens, 

N.B.  2058-39. 


..64-70  Grand  avenue,  west  side, 
150  ft.  south  of  Park  avenue 
(Block  No.  1892,  Lot  No. 
44),  Bprough  of  Brooklyn, 

.  2481-L.F. 

•  til 

.311-315  West  34th  street,  north 
side,  175  ft.  west  of  Eighth 
•  avenue  and  316  West  35th 
■  street  (Block  No.  758,  Lot 
:  No.  28),  Borough  of  Man¬ 

hattan;  " 

15515-L.C.  and  Decision. 

*  » ihL 


Restored  to  Calendar 

to  /  v  .  '  r  . 

'38"BZ . H.B.Q.  ...23-22  to  23-30  31st  street,  north 

-  side,  100  ft.  east  of  23rd  road 
>'  .  (Block  No.  842,  Lot  No.  80), 

• -  Long  Island  City,  Borough  of 
’■  ■n.,  ..  Queens* t- •  Decision. 


COURT  DECISION 

Peo.  ex  rel.  N.  Y.  Life  v.  Murdock— On  October  25,  1938,  the  Board 
amended  its  resolution  of  July  12,  1938,  as  requested  by 
petitioner  to  permit  parking  and  storage  of  more  than  five 
motor  vehicles,  under  section  7-h,  for  two  years,  in  the 
business _  portion  of  premises,  but  excluding  from  such  use, 
the  portion  of  the  premises  zoned  for  residential  use,  Cal. 
No.  461-1937-BZ,  premises  247-261  Madison  avenue,  from 
East  38th  to  East  39th  streets,  Borough  of  Manhattan. 
Owner  brought  certiorari  proceedings  to  have  permission 
from  the  court  to  include  the  portion  zoned  for  residence 
use  in  the  parking  and  storage  permit.  Mr.  Justice 
Frankenthaler  stated  _  “the  action  taken  by  the  Board 
appears  to  be  amply  justified”  and  sustained  the  Board’s 
determination.  (N.  Y.  L.  J.,  May  1,  1939.) 


RULES 

Last  Publication  in  Bulletin 

Carbon  Dioxide  Liquefier  Rules. ...  Mar.  21,  1939 — Vol.  24,  No.  12 
Certificate  of  Occupancy,  approved 

form  . Aug.  23,  1938— Vol.  23,  No.  34 

Concrete  Flat  Slabs,  Rules . July  13,  1937— Vol.  22,  No.  28 

Concrete  Rules  (Hydrated  Lime)  ..  .Aug.  3,  1937 — Vol.  22,  No.  31 

Elevator  Rules  . Mar.  3,  1936 — Vol.  21,  No.  9 

Exit  Rules  (Revolving  Doors) . Tune  IS,  1937 — Vol.  22,  No.  24 

Factory  Exit  Rules . Feb.  21,  1939 — Vol.  24,  No.  8 

Fire  Alarm  Rules  (Interior) . Apr.  25,  1939— Vol.  24,  No.  17 

Fire  Drill  Rules . Nov.  22,  1938— Vol.  23,  No.  47 

Fire  Retarding  Rules  for  Garages, 

etc- ,  . Apr.  4,  1939— Vol.  24,  No.  14 

Fireproof  Wood,  Testing  of . Apr.  13,  1937— Vol.  22,  No.  15 

Frame  Garages,  Ruling  for . Jan.  21,  1919— Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting 

„  £u!es  .  . Nov.  1,  1938— Vol.  23,  No.  44 

Gas  Shut-Off  Rules . Apr.  7,  1925 — Vol.  10,  No.  14 

Hatchway  Protection  . June  5,  1928— Vol.  13,  No.  23 

Oil  Burner  Rules . Jan.  3,  1939— Vol.  24,  No.  1- 

raint,  Varnish  and  Lacquer  Spray- 

jng  Rule*  . May  2,  1939— Vol.  24,  No.  18 

Platform  Trucks,  Specifications  for. Nov.  24,  1936 — Vol.  21,  No.  47 

Plumbing  Rules  . Aug.  3,  1937— Vol.  22,  No.  31 

Plumbing  Rules  (Prevention  of  Con- 

tamination  of  Water  Supply) . Apr.  18,  1939— Vol.  24,  No.  16 

I  rocedure.  Rules  of . Sept.  7,  1937— Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A.C.Apr.  18,  1939— Vol.  24,  No.  16 

Smoking  in  Factories,  Rules  for _ May  2,  1939 — Vol.  24,  No  18 

Sprinkler  Rules  . June  29,  1937— Vol.  22,  No.  26 

Standpipe  Fireline  Rules . June  8,  1937— Vol.  22,  No.  23 

Structural  Alterations,  Reporting. .  .June  7,  1932— Vol.  17,  No  23 

bank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936— Vol.  21,  No  47 

rank  Trucks,  Gasoline,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

Wire  (ilass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Apr.  10,  1923 — Vol.  8,  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Mar.  5.  1Q34 — Vol  20  No  in 

Firelme  Hose  Valves . Apr.  25,  1939— Vol.  24,  No.  17 
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Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Jan. 

Fuel  Oil  Fill  Pipe  Terminals . May 

Fuel  Oil  Burners  for  Industrial  Use.  Aug. 

Fuel  Oil  Pumps . Jan. 

Gas  Heaters . May 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . May 

Range  Oil  Burners  and  Space 

Heaters  .  Ian. 

Vacuum  Breakers . Apr. 


3,  1939 — Vol.  24,  No.  1 

2.  1939 — Vol.  24,  No.  18 
30,  1938— Vol.  23,  No.  35 

3,  1939— Vol.  24,  No.  1 
2,  1939 — Vol.  24,  No.  18 

2,  1939 — Vol.  24,  No.  18 


3,  1939— Vol.  24,  No.  1  CAL.  NO. 
18,  1939 — Vol.  24,  No.  16 


MAY  2,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ^  May 
2.  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 

Manhattan,  on  the  following  matters: 

cal.  no.  17-38-BZ— Application,  January  13,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 
of  Harlern  Savings  Bank,  owner  CAL  N0 
(Rosemol  Realty  Corporation,  lessee), 
to  permit  in  a  retail  use  district,  for  a 
temporarv  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  324- 
328  West  34th  street,  south  side,  325 
ft.  west  of  8th  avenue  (Block  No.  757, 

Lot  Nos.  51  to  53,  inclusive),  Borough 
of  Manhattan. 

cal.  no,  411-37-BZ — Application,  August  20,  1938;  dis¬ 
missed  for  lack  of  prosecution,  October 
25,  1938;  reopened  and  restored  to 
calendar,  April  4,  1939,  under  sections 
7h  and  21  of  the  building  zone  resolu¬ 
tion,  of  Philip  Patti,  applicant  and  cal.  no. 
lessee,  on  behalf  of  Brooklyn  and 
Queens  Transit  Corporation,  owner,  to 
permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
366  Seneca  avenue,  southwest  corner 
of  DeKalb  avenue  (Block  No.  3425, 

Lot  No.  7),  Ridgewood,  Borough  of 
Queens. 

cal.  no.  1186-38-BZ — Application,  December  20,  1938,  un¬ 
der  sections  7c,  7h  and  21  of  the  build¬ 
ing  zone  resolution,  of  Robert  J.  Far-  cal.  no. 
rington,  applicant,  on  behalf  of  M. 

Elizabeth  de  Caraman  Chimay,  owner, 
to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  an  unrestricted  use 
district,  the  erection  and  maintenance 
of  a  gasoline  service  station  and,  also, 
the  parking  of  more  than  five  (5) 
motor  vehicles;  premises  351-353  First 
avenue,  west  side,  75  ft.  south  of  East 
21st  street  (Block  No.  926,  Lot  Nos. 

37  and  38),  Borough  of  Manhattan. 

cal.  no.  327-27-BZ— Application  of  Joseph  J.  Karp,  ap¬ 
plicant,  on  behalf  of  P.  Toback,  Inc., 
owner  (Sam  Brufsky,  lessee),  reopened 
under  new  proposal,  November  15,  cal.  no. 
1938,  under  section  7h  of  the  building 
zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 


than  five  (5)  motor  vehicles;  premises 
745-757  Ralph  avenue,  east  side,  275  ft. 
south  of  Sutter  avenue  (Block  No. 
3531,  Lot  No.  7),  Borough  of  Brook¬ 
lyn. 


461-38-BZ— Application,  June  6,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Regan,  applicant,  on  be¬ 
half  of  Trustees  of  Columbia  Univer¬ 
sity,  owner  (Michael  T.  Watts,  lessee), 
to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  on  an  existing  gasoline  service 
station;  premises  1910  Broadway,  east 
side,  87  ft.  3  in.  south  of  West  64th 
street  and  60  West  64th  street  (Block 
No.  1116,  Lot  No.  53),  Borough  of 
Manhattan. 


762-38-BZ— Application,  September  1,  1938,  un¬ 
der  section  7h  of  the  building  zone 
resolution,  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  Isabel  Sturges 
and  Dorothy  Bell  Dyer,  owners  (Gard¬ 
ner  Super  Service,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  "than  five  (5)  motor  vehicles; 
premises  1670-1716  Southern  boulevard, 
east  side,  50  ft.  south  of  East  174th 
street  (Block  No.  2983,  Lot  Nos.  7,  11, 
15  and  21),  Borough  of  The  Bronx. 


913-38-BZ — Application,  October  21,  1938,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  George  H.  Corey,  appli¬ 
cant,  on  behalf  of  Kew  Gardens  Cor¬ 
poration,  owner,  to  permit  partly  in  s 
residence  use  district  and  partly  in  c 
business  use  district,  the  parking  anc 
storage  of  more  than  five  (5)  motoi 
vehicles ;  premises  80-02  Kew  Garden: 
road,  south  side,  from  80th  road  tc 
Union  turnpike  (Block  No.  3348,  par 
of  Lot  No.  37),  Kew  Gardens,  Bor¬ 
ough  of  Queens. 

85-39-BZ— Application,  January  20,  1939,  undei 
section  7h  of  the  building  zone  resolu 
tion  of  Theodore  R.  Feinberg,  apph 
cant,  on  behalf  of  Street  Developmen 
Corporation,  owner  (63  Eighth  Avenui 
Corporation,  lessee),  to  permit  in  : 
business  use  district,  for  a  temporar; 
period  of  not  more  than  two  (2)  years 
the  parking  and  storage  of  more  thai 
five  (5)  motor  vehicles;  premises  303 
305  East  37th  street  and  688-694  Sec 
ond  avenue,  east  side,  24  ft.  8%  >r 
north  of  East  37th  street  (Block  Nc 
943,  Lot  Nos.  2,  3,  4,  5,  6  and  62) 
Borough  of  Manhattan. 

1265-25-BZ— Application  of  Abraham  Farber,  ap 
plicant,  on  behalf  of  Morris  Newma 
and  Arthur  J.  Stang,  owners,  rc 
opened  under  new  proposal,  Februar 
15,  1939,  under  section  21  of  the  builc 
ing  zone  resolution,  to  permit  in 
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business  use  district,  the  erection  and 
maintenance  of  a  motor  vehicle  repair 
shop  and  welding  shop  (previously  de¬ 
nied  re  gasoline  service  station)  ;  prem¬ 
ises  928-938  East  New  York  avenue, 
southwest  corner  of  Utica  avenue 
(Block  No.  4588,  part  of  Lot  No.  86), 
Borough  of  Brooklyn. 

cal.  no.  787-38-BZ — Application,  September  12,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Du  Pont  Holding  Corporation, 
applicant  and  lessee,  on  behalf  of 
Robert  Walton  Goelet,  owner,  to  per¬ 
mit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  425- 
437  Edgecombe  avenue,  southwest  cor¬ 
ner  of  West  155th  street  and  90-98  St. 
Nicholas  place  (Block  No.  2054,  part 
of  Lot  No.  69),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  2,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

,451-39-A — 51-79  Fountain  avenue,  northeast  corner  of 
Wells  street  (Block  No.  4155,  Lot  No.  1), 
Borough  of  Brooklyn. 

389  39-A — 100-106  West  39th  street,  south  side,  50  ft.  west 
of  Sixth  avenue  and  1031-1039  Sixth 
avenue  (Block  No.  814,  Lot  Nos.  39-45J4), 
Borough  of  Manhattan. 

429-39-A  163-30  and  163-32  Jamaica  avenue,  south  side, 
280  ft.  east  of  New  York  boulevard 
(Block  No.  1167,  Lot  No.  15),  Jamaica, 
Borough  of  Queens. 


report  with  recommendation  by  the  committee  of  the 
board : 


cal.  no.  426-39-BZ — Application,  April  5,  1939,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  Ely  Jacques  Kahn,  applicant,  on 
behalf  of  Henry  Sonn  and  Co.,  Inc., 
owner  (Trailer  Town,  Inc.,  lessee),  to 
permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  alteration  and  extension  of  an 
existing  building  to  be  occupied  as 
offices,  the  erection  and  maintenance  of 
business  buildings  (stores),  a  gasoline 
service  station  and  the  maintenance  of 
a  trailer  camp  and  a  space  for  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  East  side 
of  Ferris  avenue,  from  Philip  avenue 
to  Randall  avenue  and  the  north  and 
south  sides  of  Randall  avenue  (Block 
Nos.  5554,  5557,  5558,  5573,  5574,  5575, 
5609  and  5616),  Baxter  Creek,  East 
River,  Borough  of  The  Bronx. 

cai..  no.  349-39-BZ — Application,  March  20,  1939,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Leon  F.  Scully,  applicant, 
on  behalf  of  Madge  Murphy,  owner,  to 
permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
and,  also,  partly  in  an  “E”  area  and 
partly  in  a  “C”  area  district,  the  erec¬ 
tion  of  a  dwelling  and,  also,  a  garage 
not  conforming  with  the  area  require¬ 
ments  of  the  building  zone  resolution; 
premises  3114  Griswold  avenue  and 
1445  MacDonough  place,  southwest 
corner  (Block  No.  5411,  Lot  No.  31), 
Borough  of  The  Bronx. 


i37-39-A  Transportation  of  gasoline  in  Mack  Tank 
Trucks  (construction  of  cabs  not  built  of 
steel  in  accordance  with  Specifications  of 
the  Fire  Department  covering  Tank 
Trucks)  in  New  York  City. 

176-39-A — 3112  Griswold  avenue,  south  side,  25  ft.  west  of 
MacDonough  place  (Block  No.  5411,  Lot 
No.  30),  Borough  of  The  Bronx. 

127-39-A — East  side  of  Ferris  avenue  from  Philip  avenue 
to  Randall  avenue  and  the  north  and 
south  sides  of  Randall  avenue  (Block 
Nos.  5554,  5557,  5558,  5573,  5574,  5575, 
5609  and  5616),  Baxter  Creek,  East  River, 
B_orough  of  The  Bronx  (Under  Section 
35,  General  City  Law :  Re  Bed  of  Mapped 
Street). 


8-39-A  East  side  of  Ferris  avenue,  from  Philip  avenue 
to  Randall  avenue  and  the  north  and 
south  sides  of  Randall  avenue  (Block 
Nos.  5554,  5557,  5558,  5573,  5574,  5575, 
5609  and  5616),  Baxter  Creek,  East  River. 
Borough  of  The  Bronx. 


Building  Zone  Applications 

-5!0T!.CF  ls  HEREBY  GIVEN  by  the  Board  of  Stan 
f  tLk  a  public  hearing  under  the  provisio 

info  ,u!  (lln£,  ?one  resolution,  Tuesday  afternoon,  Mi 
r*.* >  at  2  °  clock,  in  Room  1013,  Municipal  Buildin 
<  nauan  on  the  following  matters,  except  cases  whi 
•tL  DeerJ  heard  and  on  which  decision  has  been  reservi 
‘out  turther  argument,  pending  an  inspection  and 


cal.  no.  932-38-BZ — Application,  October  11,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Adelaide  Walsh,  applicant  and 
lessee,  on  behalf  of  Long  Island  Rail¬ 
road,  owner,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  Hillside 
avenue,  bounded  by  Bessemer  street 
and  Babbage  street  (Land  under  Long 
Island  Railroad)  ;  (Block  No.  3258,  Lot 
No.  54  and  Block  No.  9262,  Lot  No. 
180),  Richmond  Hill,  Borough  of 
Queens. 


cal.  no.  122-39-BZ — Application,  February  2,  1939,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Theobald  H.  Engelhardt, 
applicant,  on  behalf  of  The  Cord 
Meyer  Company,  owner,  to  permit 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the 
erection  and  maintenance  of  a  business 
building  (stores  and  motion  picture 
theatre)  ;  premises  88-20  to  88-28 
Roosevelt  avenue,  south  side,  97.05  ft. 
west  of  Case  street,  89-27  to  89-41  Elm¬ 
hurst  avenue  and  40-19  to  40-35  Den¬ 
man  avenue  (Block  No.  1510,  part  of 
Lot  No.  1),  Elmhurst,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 
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MAY  5,  1939,  10  A.  M. 

RULES 

170-39-SR— Proposed  Rules  on  Uses  of  Insulating  Fibre 
Board. 


MAY  9,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May 
9,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  600-38-BZ— Application  July  12,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  William  Shary,  appli¬ 
cant,  on  behalf  of  Peter  J.  Stewart, 
owner,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3191-3195 
Bainbridge  avenue,  west  side,  125  ft. 
north  of  East  206th  street  (Block  No. 
3335,  Lot  Nos.  175  and  176),  Borough 
of  The  Bronx. 

cal.  no.  705-38-BZ— Application,  August  9,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  George  Rubenfeld,  appli¬ 
cant,  on  behalf  of  Flushing  Community 
Parking,  Inc.,  owner,  to  permit  in  a 
business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  136-23,  136-27  and 
136-31  38th  avenue,  north  side,  208.88 
ft.  east  of  Main  street  and  136-30, 
136-34,  136-36  and  136-38  37th  avenue, 
south  side,  276.65  ft.  east  of  Main 
street  (Block  No.  4978,  Lot  Nos.  15, 
17,  69,  70  and  72),  Flushing,  Borough 
of  Queens. 

cal.  no.  782-38-BZ— Application,  September  9,  1938,  under 
sections  7h  and  21  of  the  building  zone 
resolution  of  Harold  Couch,  applicant 
and  lessee,  on  behalf  of  William 
Couch,  owner,  to  permit  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  79-26  Woodside 
avenue,  southwest  corner  of  80th  street 
(Block  No.  1525,  Lot  No.  12),  Elm¬ 
hurst,  Borough  of  Queens. 

cal.  no.  802-38-BZ— Application,  September  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Theodore  R.  Feinberg,  appli¬ 
cant,  on  behalf  of  Hotels  Statler  Com¬ 
pany,  Inc.,  owner  (Hotel  Garage 
Annex,  Inc.,  lessee),  to  permit  in  a 
retail  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  htbtor  vehicles;  premises  225- 
235  West  33rd  street,  north  side,  259.3 
ft.  west  of  Seventh  avenue  (Block  No. 
783,  Lot  Nos.  22  to  26,  inclusive), 
UCl  Borough  ©f;  Manhattan. 


cal.  no.  806-38-BZ— Application,  September  21,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Babcock  and  Foster,  applicants, 
on  behalf  of  Rose  Buttelman,  owner 
(Horsting  Service  Station,  Inc., 
lessee),  to  permit  in  a  business  use 
district,  the  extension  of  a  gasoline 
service  station;  premises  65-27  Cooper 
avenue,  northeast  corner  of  65th  place, 
the  north  side  of  Cooper  avenue,  from 
65th  place  to  66th  street  (Block  No. 
3698,  Lot  No.  1),  Glendale,  Borough 
of  Queens. 

CAL.  NO.  1087-38-BZ— Application,  November  28,  1938,  un¬ 
der  section  7h  of  the  building  zone 
resolution,  of  Frank  Pasquale,  appli¬ 
cant  and  lessee,  on  behalf  of  Pennsyl¬ 
vania  Railroad,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
42-01  Skillman  avenue,  north  side,  100 
ft.  west  of  43rd  street  (Block  No.  183, 
Lot  Nos.  l-B-51 1-16) ,  Sunnyside, 
Borough  of  Queens. 

CAL.  NO.  1199-38-BZ— Application,  December  23,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Frank  Hayes,  applicant 
and  lessee,  on  behalf  of  Emma  Mat- 
tern,  as  General  Guardian  of  Gertrude 
Mattern,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  341- 
343  West  53rd  street,  north  side,  275 
ft.  east  of  Ninth  avenue  (Block  No 
1044,  Lot  Nos.  11  and  12),  Borougt 
of  Manhattan. 

CAL.  no.  104-39-BZ— -Application,  January  27,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Robert  J.  Farrington,  applicant 
on  behalf  of  Loro  Holding  Corpora¬ 
tion  and  Sol  Davis,  owners,  to  permi 
in  a  business  use  district,  the  extensior 
of  an  existing  gasoline  service  station 
premises  606-612  Grand  Concourse 
east  side,  175  ft.  north  of  East  150tl 
street  (Block  No.  2443,  Lot  Nos.  45  t< 
47,  inclusive),  Borough  of  The  Bronx 

cal.  no.  272-39-BZ— Application,  March  3,  1939,  unde: 

section  21  of  the  building  zone  resolu 
tion,  of  City  Bank  and  Farmers  Trus 
Company,  applicant  and  owner,  t< 
permit  in  a  restricted  retail  use  district 
the  erection  and  maintenance  of: 
motion  picture  theatre ;  premises  645 
647  Madison  avenue,  east  side,  50.5  n 
south  of  East  60th  street  (Block  Nc 
1374,  Lot  No.  51),  Borough  of  Man 
hattan. 

cal.  no.  44-35-BZ — Application  of  William  E.  Kenned} 
applicant;  on  behalf  of  Rose  Bonor 
owner,  reopened  January  24,  1939,  un 
der  section  21  of  the  building  z°n 
resolution,  to  permit  partly  in  a  bus: 
ness  use  district  and-  partly  in  a  resi 
i,  dence  use  district,  the  relocation  of  a 
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accessory  building  to  a  gasoline  service 
station  (previously  granted  by  the 
Board)  ;  premises  46-03  Laurel  Hill 
boulevard,  northeast  corner  of  46th 
street  (Block  No.  2296,  Lot  No.  1), 
Woodside,  Borough  of  Queens. 

cal.  no.  614-37-BZ— Application,  December  23,  1937;  dis¬ 
missed  for  lack  of  prosecution,  October 
25,  1938;  reopened  and  restored  to 
calendar,  January  31,  1939,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Frank  Billed,  applicant 
and  lessee,  on  behalf  of  Board  of 
Transportation,  City  of  New  York, 
owner,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  415  Sixth 
avenue  and  1-5  Greenwich  avenue 
southwest  corner  (Block  No.  593,  Lot 
No.  13),  Borough  of  Manhattan. 

cal.  no.  1069-38-BZ — Application,  November  26,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  7516  Rockaway 
Blvd.  Corporation,  owner,  to  permit 
on  a  lot  located  partly  in  a  business 
use  district,  and  partly  in  a  residence 
use  district,  the  extension  of  a  gaso¬ 
line  service  station ;  premises  75-16 
Rockaway  boulevard,  southwest  cor¬ 
ner  of  76th  street  (Block  No.  8946,  Lot 
No.  7).  Ozone  Park,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  9,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

1133-38- A— 27-29  Broadway  and  1-7  Dunham  place,  north¬ 
west  corner  (Block  No.  2468,  Lot  No.  26), 
Borough  of  Brooklyn. 

■23-39-A— 67-69  Irving  street,  north  side,  200  ft.  west  of 
Columbia  street  (Block  No.  314,  Lot  No. 
47),  Borough  of  Brooklyn. 

24-39-A — 1001-1019  Beach  20th  street,  northwest  corner  of 
Cornaga  avenue  and  1012-1028  Beach  21st 
street  (Block  No.  212,  Lot  Nos.  1  and  9), 
Far  Rockaway,  Borough  of  Queens. 

34-39-A— 1275  Broadway,  west  side,  from  West  32nd  street 
to  West  33rd  street,  100-124  West  33rd 
street  and  101-125  West  32nd  street  (Block 
No.  808,  Lot  No.  40),  Borough  of  Man¬ 
hattan. 

71-39- A— 40  East  14th  street,  south  side,  26  ft.  east  of 
University  place  and  125  University  place 
(Block  No.  625,  Lot  Nos.  7  and  9),  Bor¬ 
ough  of  Manhattan. 

15-39-A-WF— 39-20  104th  street,  west  side,  100  ft.  north 
of  Roosevelt  avenue  (Block  No.  1770,  Lot 
No.  90),  Corona,  Borough  of  Queens. 

H-39-A-WF — 135-40  39th  avenue,  south  side,  95  ft.  west 
of  Main  street  (Block  No.  4976  (843), 
Lot  No.  44),  Flushing,  Borough  of 
Queens. 

9  39-A-WF  132-01  to  132-13  Roosevelt  avenue,  northeast 
corner  of  Lawrence  street  (Block  No. 


4973,  Lot  No.  1),  Flushing,  Borough  of 
Queens. 

460-39A— 217-219  West  21st  street,  north  side,  225  ft.  west 
of  Seventh  avenue  (Block  No.  771,  Lot 
No.  29),  Borough  of  Manhattan. 

464-39- A— 345  West  84th  street,  north  side,  179  ft.  ^  in. 

east  of  Riverside  drive  (Block  No.  1246, 
Lot  No.  15),  Borough  of  Manhattan. 

466-39-A — 177-21  130th  avenue,  north  side,  410  ft.  west  of 
Merrick  road  (Block  No.  3219,  Lot  No. 
25),  Springfield,  Borough  of  Queens. 

473-39-A— Southern  boulevard  and  East  185th  street,  about 
800  ft.  southeast  (New  York  Zoological 
Park),  Borough  of  The  Bronx. 

476-39-A— 524  East  11th  street,  south  side,  308  ft.  east  of 
Avenue  A  (Block  No.  404,  Lot  No.  16), 
Borough  of  Manhattan. 

478-39-A — 958-974  President  street,  southeast  corner  of 
Classon  avenue  (Block  No.  1184,  part  of 
Lot  No.  1),  Borough  of  Brooklyn. 

480-39-A— 594  Greenwich  street,  west  side,  75  ft.  north  of 
West  Houston  street  (Block  No.  600,  Lot 
No.  35),  Borough  of  Manhattan. 

489- 39- A — 75  Essex  street,  northwest  corner  of  Broome 

street  (Block  No.  409,  Lot  No.  60), 
Borough  of  Manhattan. 

490- 39-A — 255-10  148th  avenue,  south  side,  100  ft.  east  of 

Weller  street  (Block  No.  4901,  Lot  Nos. 
62-67),  Rosedale,  Borough  of  Queens. 

491 - 39- A — 65-67  Leonard  street  and  249  Church  street, 

northeast  corner  (Block  No.  174,  Lot  No. 
12),  Borough  of  Manhattan. 

495-39-A  Southeast  corner  of  Henry  Hudson  parkway 
and  Fieldston  road  (Block  No.  3415-P, 
Lot  No.  275),  Borough  of  The  Bronx. 

504- 39-A — 163-165  East  86th  street,  north  side,  153  ft.  4  in. 

west  of  Third  avenue  (Block  No.  1515, 
Lot  No.  29),  Borough  of  Manhattan. 

505- 39-A — 47-51  East  59th  street,  north  side,  140  ft.  east  of 

Madison  avenue  (Block  No.  1314,  Lot  No. 
28),  Borough  of  Manhattan. 

583-39-A — 28-14  to  28-42  Jordan  street,  west  side,  from 
122.80  ft.  to  220.80  ft.  south  of  28th  avenue 
and  from  100  ft.  to  242  ft.  north  of  29th 
avenue  (Block  No.  5970,  part  of  Lot  No. 
10),  Flushing,  Borough  of  Queens. 

437-39-A — 82-84  Pierrepont  street,  southwest  corner  of 
Henry  street  (Block  No.  242,  Lot  No.  37), 
Borough  of  Brooklyn. 

5 16-39- A — 87-96  97th  street,  west  side,  108  ft.  north  of 
98th  avenue  (Block  No.  8937,  Lot  No.  44), 
Woodhaven,  Borough  of  Queens. 

547-39-A — 1160  Sage  street,  southeast  corner  of  Bolton 
road  (Block  No.  29,  Lot  No.  1),  Far 
Rockaway,  Borough  of  Queens. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  May 
9,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters,  except  cases  which 
have  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 
report  with  recomemndation  by  the  committee  of  the 
board : 
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cal.  no.  93 1-38-BZ— Application,  October  26,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  Nordheim,  applicant 
on  behalf  of  Antonio  DePunte,  owner, 
to  permit  in  a  residence  use  district, 
the  storage  of  more  than  three  (3) 
motor  vehicles ;  premises  252  East 
203rd  street,  south  side,  72.84  ft.  easl 
of  Valentine  avenue  (Block  No.  3308, 
Lot  Nos.  50  and  51),  Borough  of  The 
Bronx. 


cal.  no.  66-39-BZ— Application,  January  17,  1939,  under 
sections  7a,  7c  and  21  of  the  building 
zone  resolution,  of  Slee  and  Bryson, 
applicants,  on  behalf  of  Frank  Saccar- 
di  and  Lauretta  Saccardi,  owners,  to 
permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  part  of  an 
existing  building  to  a  gasoline  service 
station;  premises  7423  (7421  displayed) 
15th  avenue  and  1501  Bay  Ridge  park¬ 
way  (75th  street),  northeast  corner 
(Block  No.  6213,  Lot  No.  1),  Borough 
of  Brooklyn. 

cal.  no.  1006-38-BZ — Application,  November  9,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Rosella  I.  Wil¬ 
liams,  owner,  to  permit  in  a  business 
use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  1688  Eastern  boulevard,  south¬ 
west  corner  of  Soundview  avenue 
(Block  No.  3660,  Lot  Nos.  56  and  59), 
Borough  of  The  Bronx. 

cal.  no.  684-38-BZ — Application,  of  Nathan  Wolf,  applicant 
and  lessee,  on  behalf  of  Standard 
National  Corporation,  owner,  filed 
August  2,  1938;  dismissed  for  lack  of 
prosecution,  January  31,  1939;  reopened 
and  restored  to  calendar,  April  4,  1939, 
under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  2050-2066 
White  Plains  road,  southeast  corner 
of  Brady  avenue  and  northeast  corner 
of  Bronxdale  avenue  (Block  No.  4284, 
Lot  Nos.  5-11-13-15),  Borough  of  The 
Bronx. 

cal.  no.  523-38-BZ— Application,  June  21,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  George  Ehret 
Properties,  Inc.,  owner  (Frank  W. 
Banfield,  lessee),  to  permit  partly  in 
a  business  use  district  and  partly  in 
a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  (previ¬ 
ously  denied ;  reopened  April  25,  1939 
for  reconsideration)  ;  premises  23-22 
to  23-30  31st  street,  north  side,  100  ft. 
east  of  23rd  road  (Block  No.  842,  Lot 
No.  80),  Long  Island  City,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  16,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May 
16,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 


cal.  no 


49-28-BZ— Application  of  Safir  and  Kahn,  appli¬ 
cants,  on  behalf  of  Erndolph  Realty 
Corporation,  owner,  reopened  on  April 
18,  1939,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  alteration  and 
conversion  of  occupancy  of  second 
story  of  an  existing  building  to  busi¬ 
ness  use  (previously  granted  on  condi¬ 
tion  re  use  of  first  story  for  business 
use)  ;  premises  1710  University  avenue, 
east  side.  50  ft.  north  of  Brandt  place 
(Block  No.  2876,  Lot  No.  102),  Bor¬ 
ough  of  The  Bronx. 


cal.  no.  604-37-BZ— Application  of  Marjorie  Macormack, 
applicant,  on  behalf  of  Estate  of  A.  S. 
Robbins,  owner  (William  Macormack, 
lessee),  reopened  and  restored  to 
Calendar,  April  18,  1939,  re  Order  of 
the  Court,  under  section  7h  of.  the 
building  zone  resolution,  to  permit  in 
a  business  use  district,  the  maintenance 
of  a  parking  space  for  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied) ; 
premises  266-276  Clarkson  avenue, 
south  side,  139  ft.  7J4  in.  west  of 
Nostrand  avenue  (Block  No.  5066,  Lot 
Nos.  41  and  46),  Borough  of  Brooklyn. 


cal.  no.  97-37-BZ— Application  of  Cornelius  Cameron 
applicant  and  owner,  reopened  and 
restored  to  calendar,  April  18,  1939,  for 
further  hearing  in  accordance  with 
Court  Order— re  Application,  previ¬ 
ously  granted  on  condition  by  the 
Board,  under  section  7h  of  the  building 
zone  resolution,  permitting  in  a  busi¬ 
ness  use  district,  for  a  temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
1404-1428  East  New  York  avenue, 
southwest  corner  of  Amboy  street 
(Block  No.  3495,  Lot  Nos.  12  and  16), 
Borough  of  Brooklyn. 

cal.  no.  497-37-BZ— Application  of  Daniel  Ginsberg,  appli¬ 
cant,  on  behalf  of  Jacob  Litvin  an 
Anna  Litvin,  owners  (William  Losak, 
lessee),  reopened  and  restored  to  cal¬ 
endar,  April  18,  1939,  for  rehearing  in 
accordance  with  Court  Order  re 
Application,  previously  granted  on 
condition  by  the  Board,  under  section 
7h  of  the  building  zone  resolution,  per¬ 
mitting  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles, 
in  addition  to  the  existing  use  of  the 
premises  for  the  sale  of  used  cars- 
premises  1203-1235  East  New 
avenue,  northeast  corner  of  Ralph 
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avenue  and  Union  street  (Block  No. 
1477,  Lot  No.  1),  Borough  of 
Brooklyn. 

cal.  no.  308-37-BZ — Application  of  George  H.  Cohn,  appli¬ 
cant,  on  behalf  of  Cities  Service  Oil 
Company,  owner,  reopened  and  restored 
to  calendar  under  new  proposal,  June 
1,  1938,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district,  the  extension  of  an  exist¬ 
ing  gasoline  service  station  (previ¬ 
ously  withdrawn  re  parking  and  stor¬ 
age  of  more  than  five  (5)  motor 
vehicles)  ;  premises  538  Trinity  avenue 
and  696  East  149th  street,  southeast 
corner  (Block  No.  2557,  Lot  No.  96), 
Borough  of  The  Bronx. 

cal.  no.  308-33-BZ  Application  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Alice  Fadool,  owner, 
reopened  for  reconsideration  under  new 
facts,  November  1,  1938,  under  section 
21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district,  the 
alteration  and  change  of  occupancy  of 
part  of  the  first  story  of  an  existing 
apartment  house  from  dwelling  to 
business  use  (previously  denied  by  the 
Board)  ;  premises  195  Prospect  Park 
West,  northwest  corner  of  15th  street 
(Block  No.  1103,  Lot  No.  48),  Borough 
of  Brooklyn. 

cal.  no.  72-39-BZ— Application,  January  16,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Herman  M.  Cohn,  appli¬ 
cant,  on  behalf  of  Central  Savings 
Bank,  owner  (John  H.  Walker,  lessee), 
to  permit  partly  in  a  business  use  dis- 
trict.  and  partly  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  309-313  West 
142nd  street,  north  side,  89.11  ft.  east 
of  Bradhurst  avenue  (Block  No.  2043, 
Lot  Nos.  33  and  34),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


Corporation,  owner,  to  permit  in  a 
business  use  district  the  conversion  of 
occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop ;  premises  41 
Barker  street,  east  side,  700  ft.  north 
of  Castleton  avenue  (Block  No.  197, 
Lot  No.  34),  West  New  Brighton, 
Borough  of  Richmond. 

L.  no.  287-39-BZ  Application,  March  7,  1939,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  John  F.  Meehan,  appli¬ 
cant,  on  behalf  of  Tide  Water  Asso¬ 
ciated  Oil  Co.,  owner,  to  permit  the 
alteration  and  extension  of  an  acces¬ 
sory  building  on  an  existing  gasoline 
service  station,  located  partly  in  a 
business  use  and  partly  in  an  unre¬ 
stricted  use  district;  premises  126-50 
Northern  boulevard,  southeast  corner 
of  126th  place  (Block  No.  1821,  Lot  No. 
1),  Corona,  Borough  of  Queens. 

no.  280-39-BZ  Application,  March  6,  1939,  under  sec¬ 
tions  7a  and  7b  of  the  building  zone 
resolution,  of  Philip  Bardes,  applicant, 
on  behalf  of  Nathan  Belmont,  owner, 
to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  an  unrestricted  use 
district,  the  extension  of  an  existing 
factory  building;  premises  331-333 
Broome  street,  south  side,  75  ft.  8  in. 
east  of  Bowery  (Block  No.  423,  Lot 
Nos.  14  and  15),  Borough  of  Man¬ 
hattan. 

,  no.  224-39-BZ— Application,  February  24,  1939,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Amodio  Caruso,  appli¬ 
cant  and  lessee,  on  behalf  of  Andon  E. 
Andon,  owner,  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  85-37  Van 
Wyck  boulevard  (137th  street),  north¬ 
east  corner  of  86th  avenue  (Block  No. 
9647,  Lot  No.  19),  Jamaica,  Borough 
of  Queens. 


MAY  16,  1939,  2  P.  M. 

Appeal  from  Administrative  Decision 

89-39-A— 2075  Grand  concourse,  southwest  corner  of 
East  180th  street  (Block  No.  3160,  Lot 
No.  20),  Borough  of  The  Bronx  (Apt 
No.  1-B). 


MAY  23.  1939,  10  A.  M. 

Building  Zone  Applications 

IS  HEREBY  GIVEN  by  the  Board  of  Star 
and  Appeals  of  a  public  hearing  under  the  provisk 
■>  mm  111  zone  resolution,  Tuesday  morning,  M 
r'J W;;  at  10  o  clock,  in  Room  1013,  Municipal  Buildii 
anhattan.  on  the  following  matters : 


al.  no.  248-39-BZ— Application,  February  28,  1939,  under 
section  21  of  the  building  zone  reso¬ 
lution,  of  Nicholas  J.  Roth,  applicant 
and  lessee,  on  behalf  of  Janssen  Dairy 


cal.  no.  153-39-BZ— Application,  February  3,  1939,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Jacobena  Foster,  owner, 
to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  of  more 
than  five  (5)  motor  vehicles;  premises 
28-02  41st  street  and  40-16  28th  avenue, 
northwest  corner  (Block  No.  663,  Lot 
No.  21),  Astoria,  Borough  of  Queens. 


cal.  no.  1179-38-BZ — Application,  December  16,  1938,  un¬ 
der  sections  7h  and  21  of  the  building 
zone  resolution,  of  Garden  State  Lines, 
applicant  and  lessee,  on  behalf  of 
Cushman’s  Sons,  Inc.,  owner,  to  permit 
in  a  business  use  district,  for  a  tempo¬ 
rary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
550  West  167th  street,  south  side,  from 
St.  Nicholas  avenue  to  Audubon  ave- 
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nue,  28-34  Audubon  avenue  and  1140 
St.  Nicholas  avenue  (Block  No.  2124, 
Lot  No.  17),  "Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  23,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

114-39-A — 1510  Jessup  avenue,  east  side,  75  ft.  north  of 
West  I72d  street  (Block  No.  2872,  Lot 
No.  287),  Borough  of  The  Bronx. 

356-39-A— 146-03  111th  avenue,  north  side,  150  ft.  west  of 
147th  street  (Block  No.  2747,  Lot  No.  17), 
Jamaica,  Borough  of  Queens. 


JUNE  2,  1939,  10  A.  M. 

RULES 

584-39-SR— Proposed  Rules  for  the  Testing  and  Use  of 
Blended  Cements. 


JUNE  6,  1939,  10  A.  M. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning  June 
6,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  738-38-BZ — Application,  August  23,  1938,  under 
sections  7 a  and  21  of  the  building  zone 
resolution,  of  Bernard  Trencher,  appli¬ 
cant,  on  behalf  of  Mary  T.  Hasselman 
and  Anastasia  L.  Bartley,  owners 
(Socony-Vacuum  Oil  Company,  Inc., 
lessee),  to  permit  in  a  residence  use 
district  the  extension  of  a  gasoline  ser¬ 
vice  station  and  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gasoline  service  station  office,  lubri- 


tory,  auto  laundry  and  for  the  sale  of 
accessories ;  premises  1815-1825  Ocean 
avenue,  east  side,  280  ft.  south  of  Ave¬ 
nue  M  (Block  No.  7656,  Lot  No.  55 
and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  6,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

363-39-A — 1999  Gleason  avenue,  north  side,  100  ft.  west  of 
Pugsley  avenue  (Block  No.  3793,  Lot  No, 
55),  Borough  of  The  Bronx. 

405-39- A — 960  East  173rd  street,  southeast  corner  of  Vyse 
avenue  (Block  No.  2996,  Lot  No.  23), 
Borough  of  The  Bronx. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  June 
6,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter,  except  cases  which 
have  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 
report  with  recommendation  by  the  committee  of  the 
board : 

cal.  no.  145-38-BZ— Application,  March  8,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  William  H.  Van  Houten, 
applicant,  on  behalf  of  Mabel  Agassiz, 
owner,  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  nol 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  475  Wesl 
146th  street,  north  side,  100  ft.  east  ol 
Amsterdam  avenue  (Block  No.  2061 
Lot  Nos.  5  and  6),  Borough  ol 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  APRIL  25,  1939 

Present:  Chairman  Murdock,  Commissioners  Savage 
and  Blum  and  Assistant  Chief  Walsh. 

The  minutes  of  the  regular  meeting  of  the  Board  held 
on  Tuesday  morning,  April  4,  1939  and  the  minutes  of 
the  regular  meeting  of  the  Board  held  on  Tuesday  after¬ 
noon,  April  4,  1939,  were  approved  as  printed  in  Bul¬ 
letin  No.  15,  Volume  24. 


BUILDING  ZONE  CASES 

684-38- BZ. 

APPLICANT — Nathan  Wolf,  lessee,  for  Standard  Na¬ 
tional  Corporation,  owner. 

SUBJECT — Application  reopened  and  restored  to  calen¬ 
dar,  April  4,  1939  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  7h  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period  of  not 


more  than  two  (2)  years,  the  parking  and  storagt 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2050-2066  White  Plains  road 
southeast  corner  of  Brady  avenue  and  northeas 
corner  of  Bronxdale  avenue  (Block  No.  4284,  Lo 
Nos.  5-11-13-15),  Borough  of  The  Bronx. 

APPEARANCES—  .  '  _ 

For  Applicant:  Nathan  Wolf,  Louis  L.  Haupt,  fi¬ 
ll.  Steiner,  and  Philip  Freshman. 

For  Opposition :  Morton  Salomon,  William  A 
Romkey,  Nathan  Browne,  Sol  A.  Herzog 
James  A.  Deering,  Joseph  Berenson,  A.  B 
Gordon,  Mortimer  Stein,  Maureen  E.  Romke; 
and  others. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1939,  at  . 
P.M.,  for  decision  by  the  Board,  without  furthe 
argument. 


787-38-BZ. 

APPLICANT — DuPont  Holding  Corporation,  lessee,  fo 
Robert  Walton  Goelet,  owner. 
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SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  partly  in  a 
business  use  district  and  partly  in  a  residence  use 
district,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED  —  425-437  Edgecombe  avenue, 
southwest  corner  of  West  155th  street  and  90-98 
St.  Nicholas  place  (Block  No.  2054,  part  of  Lot 
No.  69),  BorcTugh  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Irving  Payson  Zinbarg,  Max  Lieb- 
eskind,  and  Louis  Porter. 

For  Opposition:  Solomon  A.  Shapiro,  John  T.  C. 

Lowe,  and  George  H.  Cohen. 

For  Administration:  Fred  Dahlem,  dept,  of  hous¬ 
ing  and  buildings. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1939,  at  10 
A.  M.,  for  further  consideration  by  the  Board. 


1006-38- BZ. 

APPLICANT — -Lama  and  Proskauer,  for  Rosella  I.  Wil- 
f  liams,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7c  and  21 
of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED — 1688  Eastern  boulevard,  south¬ 
west  corner  of  Soundview  avenue  (Block  No.  3660, 
Lot  Nos.  56  and  59),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1939,  at  2 
P.M.,  applicant  to  file  new  plans. 


1069-38-BZ. 


APPLICANT — Lama  and  Proskauer,  for  7516  Rockaway 
Boulevard  Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7c  and  21 
of  the  building  zone  resolution,  to  permit  on  a  lot, 
located  partly  in  a  business  use  district  and  partly 
in  a  residence  use  district,  the  extension  of  a 
gasoline  service  station. 

PREMISES  AFFECTED  —  75-16  Rockaway  boulevard, 
southwest  corner  of  76th  street  (Block  No.  8946, 
Lot  No.  7),  Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Harry 
Reichard. 

For  Opposition  :  Harry  K.  Nadell,  Frank  Briguglio, 
_  Geo.  H.  Thompson  and  William  N.  Conrad. 
ACTION  OF  BOARD — Laid  over  to  May  9,  1939,  at  10 
A.M.,  for  further  consideration  by  the  Board. 


S23-38-BZ. 

APPLICANT — Sidney  L.  Strauss,  for  George  Ehret  Prop- 

g unrr^8’  *n?->  9wner  (Frank  W.  Banfield,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7h  and  21 
of  the  building  zone  resolution,  to  permit  partly  in 
a  business  use  district  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
™ore  ^ian  (5)  motor  vehicles. 

PREMISES  AFFECTED — 23-22  to  23-30  31st  street, 
north  side,  100  ft.  east  of  23rd  road  (Block  No. 
842,  Lot  No.  80),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

for  Applicant — Sidney  L.  Strauss. 

For  Opposition:  Frances  Wagner,  Louise  Volpe 
and  Henry  Grassotti. 


ACTION  OF  BOARD — Application  denied,  reopened  and 
laid  over  to  May  9,  1939,  at  2  P.M.  Applicant  to. 
file  additional  information. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Savage  and  As¬ 


sistant  Chief  Walsh . 2 

Negative:  Chairman  Murdock  and  Commis¬ 
sioner  Blum  .  2 

Absent  .  o 

THE  VOTE  TO  RECONSIDER— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 


1085-38-BZ. 

APPLICANT — Jack  Z.  Cohen,  for  Loha  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings)  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 5307  -  5321  21st  avenue  and 
1072-1088  Dahill  road,  southeast  corner  (Block 
No.  5495,  Lot  No.  462),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Louis  Goldsmith  and  Larry 
Meltzer. 

For  Opposition:  Gustav  E.  Bary,  George  J.  Con- 
lan,  Frank  A.  Santora,  Rose  Omansky, 
Charles  L.  Estes,  William  Davis,  Pauline 


Koch  and  others. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(1085-38-BZ) 


Whereas,  Jack  Z.  Cohen,  for  Loha  Realty  Corporation, 
owner,  filed  November  28,  1938,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline  service 
station;  premises:  5307-5321  21st  avenue  and  1072-1088 
Dahill  road,  southeast  corner  (Block  No.  5495,  Lot  No. 
462),  Borough  of  Brooklyn;  and 

Whereas,  the  public  hearing  was  held  on  this  applica¬ 
tion  by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting,  April  25,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Dahill  road  is  in  a  residence 
use  district;  21st  avenue  is  in  a  residence  use  district;  53rd 
street  is  in  a  residence  use  district  and  McDonald  avenue  is 
in  a  business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
re  Application  No.  13457-38,  dated  November  23,  1938,  as 
amended  by  decision  of  February  28,  1939,  reads : 

“Proposed  gasoline  station,  lubritorium  and  office 
within  a  residence  use  district,  are  prohibited  by  Article 
2,  Section  3  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  164  ft.  on  Dahill  road, 
123  ft.  on  21st  avenue  and  a  distance  of  116  ft.  along  the 
southerly  lot  line.  Upon  the  southerly  portion  of  the  plot 
there  is  a  one  story  factory  and  business  building,  35  ft.  by 
101  ft.,  irregular  in  area.  It  is  proposed  to  erect  upon  the 
remainder  of  the  plot  an  office  and  lubritorium  structure, 
34  ft.  by  26  ft.  in  area  and,  also  the  necessary  tanks  and 
pumps  for  a  gasoline  service  station;  and 
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Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 
Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
re  Application  No.  13457-38,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


33-39-BZ. 

APPLICANT— Paul  Friedman,  for  Max  Freed  and  Lin¬ 
coln  Savings  Bank  of  Brooklyn,  owners.  _ 
SUBJECT — Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings)  under  section 
7e  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  the  extension  of  an  existing 
garage  for  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 375-381  Throop  avenue  and  81- 
91  Van  Buren  street,  northeast  corner  (Block  No. 
1792,  Lot  Nos.  1  and  3),  borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Paul  Friedman  and  Max  Freed. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(33-39-BZ) 

Whereas,  Paul  Friedman,  for  Max  Freed  and  Lincoln 

Savings  Bank  of  Brooklyn,  owners,  filed  on  January  11, 

1939,  an  application  under  section  7e  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the  exten¬ 
sion  of  an  existing  garage  for  more  than  five  (5)  motor 
vehicles;  premises:  375-381  Throop  avenue  and  81-91  Van 
Buren  street,  northeast  corner  (Block  No.  1792,  Lot  Nos. 

1  and  3),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  25,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Throop  avenue  is  in  a 
business  and  residence  use  district;  Van  Buren  street  is 
in  a  residence  and  business  use  district  and  Lafayette 
avenue  is  in  aj  residence  and  business  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  12,  1938,  acting  on  Applic.  No.  18514-38, 
reads : 

“Proposed  extension  to  a  public  garage  located  in  a 
business  use  district  is  contrary  to  the  Building  Zone 
Resolution,  Section  6  and  Section  4.  Denied.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  75  ft.  on  Throop  avenue  and  100  ft.  on 
Van  Buren  street.  Upon  the  southerly  portion  of  the  plot 
there  is  located  a  3-story  structure  having  a  frontage  of 
100  ft.  on  Van  Buren  street  and  50  ft.  on  Throop  avenue, 
occupied  as  a  garage  for  more  than  5  motor  vehicles  and 
a  gasoline  service  station.  It  is  proposed  to  erect  upon  the 
northerly  (vacant)  portion  of  the  plot,  a  one-story  exten- 
tion  to  the  existing  garage ;  said  extension  having  a  front¬ 
age  of  25  ft.  and  a  depth  of  100  ft. ;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  it  appears  that  the  garage  for  more  than  five 
motor  vehicles  on  the  same  street  between  two  intersecting 
streets  on  which  the  site  under  appeal  is  located  and  to 
which  this  extension  is  proposed,  has  existed  since  prior  to 


1916  and  that  under  section  7,  subdivision  e  of  the  building 
zone  resolution,  the  Board  is  empowered  to  grant  this 
application. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  section  7e 
thereof,  to  permit  the  extension  of  the  existing  garage  by 
the  construction  of  a  one-story  building  as  an  addition 
thereto,  as  indicated  on  plans  filed  with  this  application, 
on  condition  that  the  existing  garage  and  the  extension 
herein  permitted,  shall  not  be  further  increased  in  height 
or  area;  that  the  northerly  and  easterly  lot  line  walls  of 
the  proposed  extension  shall  be  unpunctured  for  their  full 
length;  that  no  skylights  shall  be  constructed  nearer  than 
10  feet  to  the  northerly  building  line;  that  such  skylights 
shall  be  constructed  with  plain  glass  with  screens  over 
and  under ;  that  this  extension  shall  be  used  solely  as  an 
extension  to  the  present  garage  for  the  storage  of  more  than 
five  motor  vehicles;  that  the  front  shall  be  constructed  of 
face  brick,  properly  coped,  to  harmonize  with  the  existing 
garage  building;  that  no  signs  shall  be  constructed  or 
maintained  on  the  front  of  this  building  or  on  the  roof; 
that  all  permits  required  shall  be  obtained  and  all  work 
completed  wdthin  one  year  from  the  date  of  this  resolution. 


167-39-BZ. 

APPLICANT — Samuel  Rosenblum,  for  John  E.  McNa¬ 
mara,  as  Administrator  of  Estate  of  Henrietta 
McCoy,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7b,  7c  and  21 
of  the  building  zone  resolution,  to  permit  partly  in 
a  business  use  district  and  partly  in  a  residence  use 
district,  the  maintenance  and  extension  of  a  store 
(erected  since  1916)  in  part  of  a  multiple  dwelling. 
PREMISES  AFFECTED — 2062  Morris  avenue,  east  side, 
94  ft.  north  of  Burnside  avenue  (Block  No.  3169, 
Lot  No.  V/2),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Opposition :  Solomon  Rothstein  and  J.  F. 
Calhoun. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ® 

Absent  .  0 

THE  RESOLUTION— 

(167-39-BZ) 

Whereas,  Samuel  Rosenblum,  for  John  E.  McNamara, 
as  Administrator  of  Estate  of  Henrietta  McCoy,  owner, 
filed  February  9,  1939,  an  application  under  Sections  7b,  7c 
and  21  of  the  building  zone  resolution,  to  permit  partly  in 
a  business  use  and  partly  in  a  residence  use  district,  the 
maintenance  and  extension  of  a  store  (erected  since  1916) 
in  part  of  a  multiple  dwelling;  premises:  2062  Morris  ave¬ 
nue,  east  side,  94  ft.  north  of  Burnside  avenue  (Block  No. 
3169,  Lot  No.  1 1/2,  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  25,  1939,  after  due  notice  by  publication  m 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Morris  avenue  is  in  a  resi¬ 
dence  and  business  use  district ;  Burnside  avenue  is  in  a 
business  and  residence  use  district  and  Creston  avenue  is 
in  a  residence  and  business  use  district ;  and  . 

Whereas,  the  decision  of  the  borough  superintendent .01 
buildings  re  Alteration  No.  777-38,  dated  January  27,  1939, 
as  amended  by  decision  of  March  27,  1939,  reads: 

“This  building  is  partly  in  a  “Business”  and  parti} 
in  a  “Residence”  district.  Store  is  unlawful.  Article 
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II.  Section  3  Zone  Resolution.  Our  records  indicate 
no  store  in  this  building.” 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
two  stories  and  basement  in  height,  with  a  frontage  of  19.8 
ft.  and  a  depth  of  57  ft.  The  southerly  portion  of  the 
street  front  of  the  existing  building  extends  for  a  distance 
of  six  (6)  feet  into  the  business  use  district — the  remainder 
is  in  the  residence  use  district.  The  basement  story  is  oc¬ 
cupied  as  a  store  which  was  installed  after  1916 — the  upper 
stories  are  occupied  as  dwellings.  It  is  proposed  to 
extend  the  area  of  the  store  by  an  irregular  shaped  addi¬ 
tion  having  a  frontage  of  5  ft.  0  in.  and  a  depth  of  7  ft. 
8  in. ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board;  and 

Whereas,  the  board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  under  section  7,  sub¬ 
division  b  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7b,  to 
permit  the  extension  of  the  business  use  as  proposed,  into 
the  residential  area,  on  condition  that  such  business  use 
shall  be  limited  to  the  basement  story,  as  proposed  with¬ 
out  connection  to  an  adjoining  building  and  that  the  busi¬ 
ness  use  shall  be  of  the  type  that  is  unobjectionable,  ex¬ 
cluding  a  meat  or  fish  market,  chicken  market  or  bakery 
having  bake  ovens  or  any  similar  use  deemed  equally  ob¬ 
jectionable  in  this  location,  by  the  superintendent  of  build¬ 
ings;  that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  year  from  the  date  of  this 
resolution  and  that  in  all  other  respects  the  building  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


Adjourned,  2:40  P.M. 


Edward  V.  Barton,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  25,  1939 

Present  :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 


28-29-BZ  BUILDING  Z0NE  CASES 

APPLICANT— Sidney  H.  Kitzler,  for  Philip  Gindoff 
owner.  ’ 

SUBJECT— Application  for  consideration— reopening  and 
restoration  to  calendar  under  new  proposal — re  (de- 
cision  of  the  acting  borough  superintendent  of 
buildings)  under  sections  7b  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  dis- 
nct,  the  alteration  and  change  of  occupancy  of 
part  of  a  garage  for  more  than  five  (5)  motor 

R7U9ienv(xgranted  by  the  Board  under  Cal.  No. 
o/4-^U-BZ),  so  as  to  permit  the  installation  of  a 
gasoline  service  station  (previously  withdrawn — re 
alteration  and  extension  of  garage  and  installation 
PDrArT^fasoline  service  station). 

PREMISES  AFFECTED  —  433-443  Empire  boulevard 

?Rl  ht,SMe’  east  of  New  York  avenue 

lyn°Ck  ^°"  Eot  ^°-  >  Borough  of  Brook- 

^PPEARANCES— 

mTTn^°^pplicant:  None. 

‘S|  CF  BOARD — Application  reopened,  subject  to 
rut,  TrH?al  Procedure. 
rHE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commission- 

,  age  and  Blum  and  Assistant  Chief 
Walsh  .  4 


Negative  .  q 

Absent  .  q 

51 1-29-BZ. 

APPLICANT — Wilfred  P.  Morrow  and  Emma  L.  Morrow, 
present  owners. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time  (time  having  expired  by  limita¬ 
tion)— re  Application  (decision  of  the  superin¬ 
tendent  of  buildings)  under  sections  7b,  7g  and  21 
of  the  budding  zone  resolution,  granted  on  condi¬ 
tion,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  alteration  and 
change  of  occupancy  of  the  first  story  of  an  exist¬ 
ing  building  from  dwelling  to  store  use. 

PREMISES  AFbECTED' — 6911  Ridge  boulevard,  east  side, 
90.55  ft.  south  of  Bay  Ridge  avenue  (Block  No. 
5871,  Lot  No.  13),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Wilfred  P.  Morrow. 

ACTION  Ob  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . 0 

Absent  . q 

200-38-BZ. 

APPLICANT — W  illiam  E.  Walsh,  for  MacMurray  Hold¬ 
ing  Corporation,  lessee,  for  Frank  S.  Staley,  at¬ 
torney-in-fact,  for  John  D.  Rockefeller,  Jr.,  owner. 

SUBJECT. — Application  for  consideration— reopening  and 
restoration  to  the  calendar,  having  been  previously 
withdrawn — re  Application  (decision  of  the  bor¬ 
ough  superintendent  of  buildings)  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 2-24  West  53rd  street,  south 
side,  100  ft.  west  of  Fifth  avenue  (Block  No.  1268, 
Lot  Nos.  42  to  52),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  William  E.  .Walsh. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . q 

Absent  . |  q 

570-38-BZ. 

APPLICANT — Stanley  K.  Maloof,  owner. 

SUBJECT — Application  for  consideration — reopening — re¬ 
hearing  on  new  proposal — re  Application  (decision 
of  the  borough  superintendent  of  buildings)  under 
section  7a  of  the  building  zone  resolution  to  permit 
in  a  residence  use  district  the  erection  and  mainten¬ 
ance  of  a  business  building  (stores  and  offices 
above)  ;  previously  denied. 

PREMISES  AFFECTED — 791-793  St.  Nicholas  avenue, 
west  side,  5l>  ft.  south  of  West  150th  street  (Block 
No.  2064,  Lot  Nos.  33  and  34),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Philip  Cohen. 

ACTION  OF  BOARD — Application  to  reopen  denied 

THE  VOTE  TO  REOPEN— 

Affirmative  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  . ’  q 


649 


MINUTES 


THE  RESOLUTION— 

(570-38-BZ) 

Whereas,  Robert  Gottlieb,  for  Stanley  K.  Maloof, 
owner,  filed  July  5,  1938,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  residence  use  district  the 
erection  and  maintenance  of  a  business  building  (stores 
and  offices  above)  ;  premises :  791-793  .St.  Nicholas  avenue, 
west  side,  51  ft.  south  of  West  150th  street  (Block  No. 
2064,  Lot  Nos.  33  and  34),  Borough  of  Manhattan;  and 

Whereas,  this  application  was  denied  by  vote  of  the 
board,  on  October  25,  1938;  and 

Whereas,  the  owner  now  requests  a  reopening  and  re¬ 
consideration  of  the  application,  upon  this  basis  of  a  new 
proposal ;  and 

Whereas,  the  board  deemed  that  the  new  proposal  was 
essentially  similar  to  the  previous  proposal  denied  by  the 

Resolved,  that  the  request  to  reopen  this  application  be 
and  it  hereby  is  denied. 


244-36-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Bennet-Schieber, 
Inc.,  owner  (John  Marder,  lessee). 

SUBJECT— Application  for  consideration— reopening,  ex¬ 
tension  of  time  and  approval  of  plans — re  Applica¬ 
tion  (decision  of  the  commissioner  of  buildings) 
under  section  21  of  the  building  zone  resolution, 
permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— Northeast  corner  of  Liberty 
avenue  and  104th  avenue  and  northwest  corner  of 
Liberty  avenue  and  184th  street  (Block  No.  1404, 
part  of  Lot  Nos.  141  and  415),  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD— Application  reopened,  time  ex¬ 
tended  and  plans  approved. 

THE  VOTE  TO  REOPEN,  EXTEND  TIME  AND 
APPROVE  PLANS— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . .4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(244-36-BZ) 

Whereas,  this  application  affecting  premises  northeast 
corner  of  Liberty  avenue  and  104th  avenue  and  northwest 
corner  of  Liberty  avenue  and  184th  street  (Block  No.  1404 
and  part  of  Lot  Nos.  141  and  415),  Jamaica,  Borough  of 
Queens,  was  granted  by  the  board  January  19,  1937,  for 
a  period  of  ten  years,  on  condition  that  complete  working 
drawings  be  submitted  for  approval  and  imposition  of 

conditions  and  that  the  area  of  the  plot  shall  not  exceed 

a  distance  of  142  ft.  easterly  along  104th  avenue  from 
the  intersection  of  Liberty  avenue;  and 

Whereas,  working  drawings  have  been  submitted ;  and 
Whereas,  applicant  now  requests  an  extension  of  time  to 
obtain  permits  and  complete  the  work  and  approval  of 
plans. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
January  19,  1937,  be  and  it  hereby  is  amended,  so  that  as 
amended,  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of 
the  use  district  regulations  of  the  building  zone  resolu¬ 
tion  and  that  the  application  be  and  it  hereby  is 
granted  under  section  21  thereof,  for  a  temporary 
period  of  ten  years  from  January  19,  1937,  on  condi¬ 
tion  that  the  plot  shall  be  leveled  substantially  to  the 
grade  of  Liberty  avenue ;  that  the  gasoline  service 
station  shall  be  arranged  substantially  in  accordance 
with  the  plans  marked  ‘Received  June  30,  1937’;  that 


the  station  shall  not  extend  beyond  a  point  142  ft. 
easterly  along  104th  avenue  and  for  a  distance  not 
exceeding  159  ft.  along  Liberty  avenue;  that  the 
accessory  building  shall  be  arranged  as  shown,  not 
exceeding  one  story  in  height  and  constructed  of 
fireproof  materials,  except  that  roof  beams  and  roof 
boarding  door  frames  and  doors  may  be  of  wood; 
that  all  windows  shall  be  constructed  of  steel  sash; 
that  all  ceilings  throughout  shall  be  fire-retarded  in 
accordance  with  the  rules  of  the  Board  of  Standards 
and  Appeals;  that  no  doors  shall  be  erected  on  the 
front  of  the  greasing  section  unless  hydraulic  type 
greasing  equipment  is  installed  or  unless  pits  are  ven¬ 
tilated  with  sparkproof  motor-driven  fans  with  ducts 
to  the  outer  air;  that  there  shall  be  no  openings  in 
the  wall  of  the  accessory  building  to  the  adjacent 
premises  to  the  east;  that  the  rear  wall  of  the  acces¬ 
sory  building  shall  be  extended,  as  indicated,  to  the 
street  building  lines ;  that  the  roof  shall  be  surfaced 
with  non-inflammable  material ;  that  skylights  shall  be 
constructed  with  metal  frames  and  sash,  glazed  with 
plain  glass  protected  with  screens  over  and  under; 
that  the  exterior  of  the  accessory  building  shall  be 
constructed  of  face  brick  to  the  height  of  3  ft.  and 
above  with  brick  stuccoed  with  brick  and  cast  stone 
trimmings;  that  the  gasoline  pumps  shall  be  located 
not  nearer  than  15  ft.  to  either  street  building  line, 
except  that  pumps  toward  the  west,  toward  the  inter¬ 
section,  as  shown,  may  be  10  ft. ;  that  such  pumps 
shall  be  constructed  of  the  parkway  type  with  masonry 
base,  as  shown;  that  the  planting  shall  be  maintained 
as  indicated  on  the  plans,  planting  areas  to  be  pro¬ 
tected  with  concrete  curbs  not  less  than  6  inches 
in  height;  that  the  entire  plot,  where  not  covered 
by  planting  and  accessory  buildings,  shall  be  cement- 
paved  or  covered  with  crushed  blue  stone  properly 
bound  with  tarvia ;  that  the  entrances  shall  not  ex¬ 
ceed,  three  from  Liberty  avenue  and  two  from  104th 
avenue,  no  entrance  to  exceed  25  ft.  with  curb  cuts 
opposite  not  exceeding  30  ft. ;  that  the  planting  areas 
between  entrances  shall  not  be  less  than  6  ft.  in 
width  along  Liberty  avenue  and  5  ft.  along  104th 
avenue  and  shall  be  maintained  with  curbing  protec¬ 
tion  ;  that  no  motor  vehicle  repairing  shall  be  permitted 
on  the  premises  and  no  parking  or  storage  of  cars 
other  than  those  being  serviced ;  that  no  portable 
gasoline  tanks  shall  be  used  on  or  from  the  premises, 
that  advertising  shall  be  restricted  to  the  illuminated 
globes  of  the  pumps  and  to  flat  sign  attached  to  the 
accessory  building,  excluding  all  temporary  signs  and 
roof  signs,  but  permitting  the  erection  within  the  build¬ 
ing  line  of  four  post  standards,  two  on  104th  avenue 
and  two  on  Liberty  avenue,  where  indicated,  for  sup¬ 
porting  signs  which  may  be  illuminated,  advertising 
only  the  brand  of  gasoline  on  sale  and  permitting  these 
signs  to  extend  beyond  the  building  for  a  distance  of 
not  more  than  4  ft.;  that  the  plans  marked  ‘Received 
January  25,  1939’  are  hereby  approved  as  in  substantial 
compliance  as  to  design  and  arrangement  with  the 
requirements  of  this  resolution ;  and  that  all  permits 
shall  be  obtained  and  all  work  shall  be  completed 
within  six  (6)  months  from  the  date  of  this  amended 
resolution.” 


11-37-BZ. 

APPLICANT — E.  M.  V.  Corporation,  owner.  _ 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  ox 
the  commissioner  of  buildings)  under  sections  7  , 
7h  and  21  of  the  building  zone  resolution,  granted 
on  condition,  permitting  partly  in  a  business  use 
district  and  partly  in  a  residence  use  district,  the 
parking  of  more  than  five  (5)  motor  vehicles  for 
a  temporary  period  of  two  (2)  years. 

PREMISES  AFFECTED— 6007-6023  Broadway,  north¬ 
west  corner  of  Spuyten  Duyvil  parkway,  northeast 
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corner  of  Post  road  (Block  No.  3415-F,  Lot  Nos. 
275,  305  and  307),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Osborne  A.  McKegney. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . 0 

Absent  .  0 

THE  RESOLUTION— 

(11-37-BZ) 

Whereas,  Charles  J.  Johnson,  for  E.  M.  V.  Corporation 
owner,  filed  January  8,  1937,  an  application  under  the 
building  zone  resolution  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district  the  park¬ 
ing  of  more  than  five  (5)  motor  vehicles;  premises  6007- 
6023  Broadway,  northwest  corner  of  Spuyten  Duyvil  park¬ 
way  and  northeast  corner  of  Post  road  (Block  No.  3415-F, 
Lot  Nos.  275,  305  and  307),  Borough  of  The  Bronx;  and 
Whereas,  this  application  was  granted  by  the  board 
April  27,  1937,  on  certain  conditions  and  owner  requested 
an  extension  of  the  term  of  the  permit. 

Resolved,  that  the  resolution  adopted  by  the  Board  on 
April  27,  1937  be  and  it  hereby  is  amended,  only  so  far  as 
it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended  the  resolution  will  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
under  sections  7H  and  21  thereof  for  a  perod  of  two 
years,  from  the  date  of  this  amended  resolution,  to 
permit  the  unbuilt-upon  portion  of  the  premises  under 
appeal  to  be  used  for  parking  of  more  than  five  motor 
vehicles,  on  condition  that  the  entire  area  shall  be  lev¬ 
eled  substantially  to  the  grade  of  Broadway ;  that  re¬ 
taining  walls  shall  be  erected  along  the  street  line  of 
Post  road  and  along  the  interior  lot  line  to  the  north ; 
that  that  portion  of  the  premises  for  a  distance  of  75 
ft.  northerly  from  the  intersection  of  Broadway  and 
Spuyten  Duyvil  parkway  shall  be  used  for  transient 
parking  for  customers  of  the  restaurant  building  located 
at  the  corner ;  that  the  balance  of  the  plot  for  a  distance 
of  150  ft.  may  be  used  for  transient  parking  of  passen¬ 
ger  cars  only ;  that  no  cars  shall  be  parked  that  are  not 
capable  of  operation ;  that  the  entire  parking  area  shall 
be  surfaced  with  macadam;  that  lights  for  general 
illumination  shall  be  on  pipe  standards  with  metallic 
re  lectors  so  arranged  as  to  reflect  downwardly  and 
below  the  height  of  the  northerly  and  westerly  retain¬ 
ing  walls;  that  sufficient  aisles  shall  be  maintained 
at  all  times  for  orderly  arrangement  of  parking  cars 
and  for  ease  of  access  and  exit;  that  curb  cuts  shall 
not  exceed  those  shown  on  plans  filed  with  this  appeal 
to  Broadway  and  to  Spuyten  Duyvil  parkway;  that 
signs  advertising  parking  shall  be  limited  to  a  sign 
erected  on  a  post  standard  near  the  Broadway  building 
me,  advertising  the  use  of  the  premises  and  the  rates 
c  arged ;  excluding  all  temporary  signs;  that  this  re¬ 
quirement,  however,  shall  not  limit  the  signs  adver- 
tisung  the  restaurant  use  when  erected  on  the  restaurant 
building,  but  no  signs  shall  be  erected  on  the  roof 
thereof ;  that  the  attendant’s  building  in  connection  with 
ne  parking  shall  be  located  near  the  Broadway  building 
une  and  shall  consist  of  a  building  not  over  10  ft. 
ffriand  °.ne  story  in  height;  that  during  the  time 
at  this  variance  is  in  effect,  the  premises  shall  not 
be  used  for  other  purposes  than  herein  and  otherwise 
gaily  penmtted;  that  the  existing  grass  plots  along  the 

if  lne,,a"d  other  planting  as  now  maintained  on  the 
Plot  shall  be  maintained.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

11 4-39- A. 

APPLICANT — Rebecca  Kross,  tenant  lessee,  A.  Haskel, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
Deputy  Commissioner,  Division  of  Housing,  De¬ 
partment  of  Housing  and  Buildings. 

PREMISES  AFFECTED — 1510  Jessup  avenue,  east  side, 
75  ft.  north  of  West  172nd  street  (Block  No. 
2872,  Lot  No.  287),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1939,  at  2 
P.  M.,  for  further  consideration  by  the  board. 


356-39-A. 

APPLICANT — William  Svoboda,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 146-03  111th  avenue,  north 
side,  150  ft.  west  of  147th  street  (Block  No.  2747, 
Lot  No.  17),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  William  Svoboda. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1939,  at  2 
P.  M.,  applicant  to  obtain  permit  from  Department 
of  Housing  and  Buildings. 


405-39- A. 

APPLICANT— Leonard  A.  Swarthe,  for  Frieda  Kaufler, 
lessee  (R. •  Kruckel,  owner). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
Deputy  Commissioner,  Division  of  Housing,  De¬ 
partment  of  Housing  and  Buildings. 

PREMISES  AFFECTED — -950  East  163rd  street,  south¬ 
east  corner  of  Vyse  avenue  (Block  No.  2996,  Lot 
No.  23),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Leonard  A.  Swarthe. 

For  Administration:  Adrian  Demo,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1939,  at  2 
P.  M.,  for  further  consideration  by  the  board. 


451-39- A. 

APPLICANT — H.  C.  Toensfeldt,  for  Board  of  Education, 
City  of  New  York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECED — 51-79  Fountain  avenue,  northeast 
corner  of  Wells  street  (Block  No.  4155,  Lot  No. 
1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  Tilgner,  G.  Goldman  and 
S.  L.  Buxbaum. 

For  Administration:  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1939,  at  2 
P.  M.,  for  applicant  to  obtain  additional  informa¬ 
tion. 


76 1-38- A. 

APPLICANT — Samuel  Rudy,  for  Katherine  A.  Wood, 
owner. 

SUBJECT — Application  for  consideration — 'reopening  and 
amendment — Re  Appeal  from  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 118  Chambers  street,  south 
side,  112  ft.  11  Yz  in.  west  of  Church  street  (Block 
No.  136.  Lot  No.  23),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Samuel  Rudy. 
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ACTION1  OF  BOARD — Application  to  reopen  denied. 


THE  VOTE  TO  REOPEN— 

Affirmative  . 0 

Negative  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 


55-39-A. 

APPLICANT — John  Arthur  Rofrano,  for  John  A.  Alex¬ 
ander,  lessee,  Broadway  Savings  Bank,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 402-414  East  105  th  street, 
south  side  100  ft.  east  of  First  avenue  and  403-415 
East  104th  street  (Block  No.  1698,  Lot  No.  5), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  John  A.  Alexander. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commission 


ers  Savage  and  Blum .  3 

Negative :  Assistant  Chief  Walsh  .  1 

Absent  .  0 


324-39- A. 

APPLICANT— Port  Warehouses  Incorporated,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 41-47  Vestry  street  and  437- 
441  Greenwich  street,  southeast  corner  (Block  No. 
219,  Lot  Nos.  11-13),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Campbell  C.  Grael. 

For  Administration :  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 


435-39-A. 

APPLICANT — A.  C.  Lefante,  for  Bushwick  Savings 
Bank,  owner  (N.  Desio,  lessee). 

SUBJECT — Appeal  from,  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 33-37  Division  place,  north 
side,  100  ft.  east  of  Debevoise  street  (Block  No. 
2841,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  A.  C.  Lefante. 

For  Administration:  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Building. 

ACTION  OF  BOARD — Appeal  withdrawn  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


381-39-A. 

APPLICANT— A.  F.  Winter,  for  F.  W.  Woolworth 
Company,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 32-44  East  170th  street,  south 
side,  206  ft.  10)4  in.  west  of  Walton  avenue  (Block 
No.  2842,  Lot  No.  43),  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Inspector  Maher,  Fire  De¬ 
partment.  .  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(381-39-A) 

Whereas,  A.  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee,  filed  March  27,  1939,  an  appeal  from  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
32-44  East  170th  street,  south  side,  206  ft.  10)4  in.  west  of 
Walton  avenue  (Block  No.  2842,  Lot  No.  43),  Borough  of 
The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  1894- 
LF,  dated  August  10,  1938,  reads : 

“1.  Install  an  approved  wet  automatic  sprinkler  , 
system  in  cellar  having  at  least  one  source  of  water 
supply  arranged  and  equipped  ^as  per  Article  16, 
Chapter  26,  Administrative  Code.” 
and  ' 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  March  7,  1939 ;  and 

Whereas,  the  building  is  76  ft.  6  in.  by  100  ft.,  irregular 
in  area,  one  story  and  pent  house  (25  ft.)  in  height, 
erected  in  1924,  located  in  a  business  use  district  and  occu¬ 
pied  as  follows:  Cellar — storage  and  boiler  room — 4  per¬ 
sons;  1st  floor — store,  200  persons;  pent  house — girls 
quarters,  for  which  certificate  No.  222  was  issued  on 
August  23,  1929 ;  and 

Whereas,  the  applicant  contends  that  the  building  is 
equipped  with  a  fireproof  stairway  leading  from  the  1st 
floor  to  the  roof;  a  fireproof  stairway  leading  from  the 
basement  to  the  1st  floor;  a  sidewalk  freight  elevator  and 
an  exit  from  the  basement  direct  to  the  rear  yard;  that 
there  are  ventilators  in  the  granite  base  of  the  show  win¬ 
dows  that  additional  ventilation  can  be  secured  through  the 
sidewalk  elevator;  that  there  is  a  fireproof  room  in  the 
basement  used  for  the  storage  of  baled  paper ;  that  the 
kitchen  is  enclosed  in  6  in.  terra  cotta  partitions ;  that  the  , 
merchandise  in  the  basement  is  common  to  five  and  ten 
cent  store  type  of  occupancy ;  that  not  more  than  .7  of  one 
per  cent  of  the  entire  stock  is  celluloid  merchandise ;  that 
aisles  are  3  ft.  wide  and  kept  clear  at  all  times ;  that  the 
basement  ceiling  is  fire-retarded  and  that  all  basement 
partitions  are  fireproof. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1894-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall* 
be  installed  throughout  the  cellar,  a  non-automatic  dry 
sprinkler  system,  complying  with  the  requirements  of  the 
building  code,  therefor,  except  that  the  automatic  alarm 
need  not  be  installed ;  that  the  sprinkler  heads  may  be 
spaced  25%  in  excess  of  the  requirements ;  that  all  fittings 
and  hangers  shall  be  of  malleable  iron ;  that  all  horizontal 
lines  may  be  close  to  the  ceiling  with  proper  pitch  and 
lj4  inch  drain  and  with  heads  pendant;  that  there  shall 
be  a  single  hose  inlet  of  approved  type  on  the  exterior  of 
the  building  at  least  10  inches  above  the  sidewalk;  that 
the  cap  of  this  hose  inlet  and  sign  stating  area  covered, 
shall  be  painted  aluminum ;  that  in  addition,  there  shall  be 
wet  sprinkler  heads  attached  to  the  domestic  water  supply, 
of  the  building  installed  in  the  unpacking  space,  waste 
paper  room  and  kitchen,  if  any ;  that  the  dry  system  and 
the  lines  of  the  wet  sprinkler  system  may  be  cross  con¬ 
nected  and  so  equipped  with  check  valves  at  the  domestic 
water  supply  and  at  the  pumper  inlet,  so  that  all  heads 
will  be  under  fire  department  control  from  the  side¬ 
walk  Siamese. 
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404-39-A. 

APPLICANT — Charles  Sebold,  for  Weimer  Storage  Com¬ 
pany,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
re  Transportation  of  Fuel  Oil  in  Tank  Truck 
(not  of  approved  type)  in  New  York  City. 

appearances— 

For  Applicant:  William  Machauer,  Jr. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  . .  4 

Negative  .  0 

Absent  . 0 


THE  RESOLUTION— 

(404-39-A) 

Whereas,  Charles  Sebold,  for  Weimer  Storage  Com¬ 
pany,  Inc.,  owner,  filed  March  31,  1939,  an  appeal  from 
an  order  of  the  fire  commissioner,  re  Transportation  of 
Fuel  Oil  in  Tank  Truck  (not  of  approved  type)  in  New 
York  City ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  16503- 
LC,  dated  March  22,  1939  reads : 

“An  inspection  of  Truck  No.  33 — Trailer  T14,  Auto¬ 
car  Tractor,  Chassis  No.  UN  10329,  used  by  you  for 
the  transportation  of  any  liquid  product  of  petroleum, 
shale  oil  or  coal  tar  as  required  by  Chapter  19,  Title 
C,  Part  1,  Article  10,  of  the  Administrative  Code  of 
the  City  of  New  York,  shows  the  following  require¬ 
ments  necessary  before  a  permit  can  be  issued : 

1.  Discontinue  the  use  of  tank  having  a  capacity  of 
more  than  3000  gallons.  Section  4.1.” 
and 

Whereas,  the  truck  in  question  consists  of  an  Auto  car 
tractor  and  a  semi-trailer  tank  unit,  the  tank  containing 
two  compartments  of  1786  and  1666  gallons  capacity  re¬ 
spectively,  total  3452  gallons ;  that  the  truck  bears  the 
applicants  number  33  and  is  Serial  No.  UN  10329,  Motor 
No.  50-2413  and  the  trailer  bears  applicant’s  No.  T14  and 
Serial  No.  D26873 ;  and 

Whereas,  the  applicant  contends  that  the  truck  will  be 
used  for  the  transportation  of  No.  6  oil  to  the  ferry  boat 
Chelsea  at  St.  George,  S.  I. ;  that  the  route  followed  will 
be  Goethel’s  Bridge  and  Forest  avenue  to  St.  George,  from 
the  Tremley  Point,  N.  J.  of  the  Sinclair  Refining  Co. ;  that 
it  has  no  truck  of  3,000  gallon  capacity  but  would  be  will¬ 
ing  to  limit  the  load  to  3,000  gallons,  if  permitted  to  use 
the  truck  in  question. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
16503-LC,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  truck 
shall  be  used  solely  on  the  route  as  stated,  and  only  for 
the  transportation  of  No.  6  oil ;  that  the  load  shall  be 
limited  to  3,000  gallons  and  that  all  deliveries  shall  be 
made  after  12  o’clock  midnight. 


406-39-A. 

APPLICANT — William  Knowles,  for  John  Holley  Clarke, 
attorney  for  Estate  of  John  Holley  Clarke,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super- 
intendent  of  buildings. 

PREMISES  AFFECTED — 143-16  Sanford  avenue,  south 
side,  135  ft.  east  of  Bowne  street  (Block  No.  5183, 
Lot  No.  18),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  Knowles. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 


ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(406-39-A) 

Whereas,  William  W.  Knowles,  for  John  Holley  Clarke, 
Jr.,  attorney  for  Estate  of  John  Holley  Clarke,  owner, 
filed  March  31,  1939,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings,  affecting  premises 
143-16  Sanford  avenue,  south  side,  135  ft.  east  of  Bowne 
street  (Block  No.  5183,  Lot  No.  18),  Flushing,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
Alt.  Applic.  No.  318-39,  dated  March  24,  1939,  reads: 

“The  use  of  more  than  2  stories  for  living  quarters 
in  a  2  family  frame  building,  is  contrary  to  sec.  8.7.2. 1 
of  the  Building  Code.” 

and 

Whereas,  the  building  is  two-and-a-half  stories  (34  ft.) 
in  height,  38  ft.  by  47  ft.  in  area  on  1st  floor  and  28  ft. 
by  32  ft.  in  area  above;  of  frame  construction;  erected 
50  years  ago ;  located  on  a  lot  50  ft.  by  100  ft.  in  area,  in 
a  residence  use,  “C”  area,  district  and  occupied  as  a  one- 
family  dwelling  throughout.  It  is  proposed  to  alter  the 
building  by  installing  additional  closets  on  the  first  floor 
and  a  small  kitchen  on  the  second  floor,  to  install  an  iron 
ladder  from  window  of  attic  to  roof  of  east  extension 
and  a  drop  ladder  to  yard  at  the  rear  and  to  occupy  the 
building  as  a  two-family  dwelling,  one  family  on  the  1st 
floor  and  one  on  the  second  and  attic  floors ;  and 

Whereas,  the  applicant  contends  it  is  not  proposed  to 
extend  the  building  in  area  or  reduce  the  size  of  the  lot 
or  to  rent  the  building  for  more  than  two  families. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  Alt.  Applic.  No.  318-39,  be  and  it  hereby  is  modi¬ 
fied,  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  at  no  time  shall  the  building  be  occupied  by 
more  than  two  (2)  families,  one  (1)  on  the  1st  floor 
and  one  (1)  on  the  2nd  floor  and  attic;  that  no  cooking 
shall  be  carried  on  in  the  attic ;  that  a  second  means  of 
exit  shall  be  constructed  from  the  3rd  floor,  which  may 
consist  of  an  exterior  fire  escape  or  iron  ladder  leading 
to  an  iron  balcony  or  porch  roof  at  the  2nd  floor  level,  thence 
by  a  drop  ladder  or  counterbalanced  ladder  to  grade ; 
that  an  agreement  shall  be  signed  by  the  owner  and  filed 
with  the  borough  superintendent  of  buildings  that  the 
building  at  no  time  will  be  occupied  by  more  than  two 
(2)  families;  and  that  the  building  shall  not  be  increased 
in  height  or  area  and  the  lot  shall  not  be  reduced. 


407-39-A. 

APPLICANT — Erhard  Djorup,  for  Restaurant  Platzl  Inc., 
lessee  (Manert  Realty  Corporation,  owner). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 223-229  East  86th  street,  north 
side,  275  ft.  east  of  Third  avenue  (Block  No. 
1532,  Lot  No.  12),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Erhard  Djorup. 

For  Administration :  Fred  Dahlem,  Department  of 


Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(407-39-A) 


Whereas,  Erhard  Djorup,  for  Restaurant  Platzl  Inc., 
lessee  (Manert  Realty  Corporation,  owner),  filed  on  March 
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31,  1939,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings,  affecting  premises  223-229  East  86th 
street,  north  side,  275  ft.  east  of  Third  avenue  (Block)  No. 
1532,  Lot  No.  12),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  27,  1939,  re  Alt  Applic.  No.  504-39,  reads : 

“This  amendment  is  disapproved  with  the  following 
objection: 

1.  Wood  construction  beyond  building  line  is  pro¬ 
hibited.” 

and 

Whereas,  the  premises  consist  of  three  (3)  stories  and 
basement  buildings  each  42  ft.  in  height,  66  ft.  8  in.  by 
100  ft.  8y2  in.  in  area,  of  non-fireproof  construction, 
located  in  a  business  use  district,  erected  in  1879  and  occu¬ 
pied  offices  and  dwellings  above  basement — restaurant, 
cabaret  and  store.  Certificate  of  occupancy  No.  21040  was 
issued  February  10,  1936  for  premises  Nos.  223-227  East 
86th  street,  permitting  the  occupancy  of  each  building  as 
follows:  Cellar— storage  ;  basement— restaurant,  cabaret 

and  store;  1st  floor  offices;  2nd  floor  of  223-225 — one  family 
each,  of  227 — vacant;  3rd  floor  of  223  225 — one  famjly 
each;  3rd  floor  of  227— vacant;  and  certificate  of  occu¬ 
pancy,  No.  15814  was  issued  November  15,  1929,  permitting 
the  occupancy  of  No.  229  East  86th  street  as  follows: 
Cellar — storage;  basement — restaurant  and  cabaret;  1st  to 
3rd  story — one  family;  and 

Whereas,  it  is  proposed  to  construct  temporary  wooden 
lamp  posts  and  decorative  wooden  railings,  rafters  and 
flower  boxes  at  present  stoop  line,  as  indicated  on  plans 
filed  with  this  appeal,  said  structure  to  be  maintained  for 
the  duration  of  the  World’s  Fair ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
beautify  the  present  conditions,  as  the  use  involved  is  a 
Bavarian  restaurant  located  several  steps  down  from  the 
present  stoop  line ;  that  all  wood  used  will  be  fireproof 
wood ;  that  the  structure  will  be  removed  at  the  close  of 
the  Fair. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings  re  Alt.  Applic.  No.  504-39,  be  and  it  hereby  is 
affirmed,  and  that  the  appeal  be  and  it  hereby  is  denied. 


408-39-A. 

APPLICANT— 708-712  Greenwich  Street  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 708-712  Greenwich  street,  west 
side,  65  ft.  south  of  Charles  street  (Block  No.  631, 
Lot  Nos.  19  and  20),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Aaron  Kosta. 

For  Administration :  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(408-39-A) 

Whereas,  708-712  Greenwich  Street  Realty  Corporation, 
owner,  filed  on  March  31,  1939,  an  appeal  and  a  decision 
of  the  fire  commissioner,  affecting  premises  708-712  Green¬ 
wich  street,  west  side,  65  ft.  south  of  Charles  street  (Block 
No.  631,  Lots  19  and  20),  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  1901- 
LF,  dated  August  10,  1938,  reads: 

“You  are  hereby  ordered  and  required,  within  30 
days  from  the  date  of  the  service  of  this  order,  to : 

1.  Put  sprinkler  system  in  proper  working  condi¬ 
tion.  09-161.0,  Administrative  Code.” 

and 


Whereas,  the  decision  of  the  fire  commissioner,  dated 
March  3,  1939,  reads : 

“In  reference  to  Order  No.  1901-LF,  issued  against 
the  above  premises  and  requiring  the  sprinkler  system 
to  be  restored  to  good  working  condition,  reinspection 
shows  that  both  sources  of  water  supply  and  all 
sprinkler  alarms  have  been  discontinued  and  system 
is  now  non-automatic  dry  for  Siamese  service  only. 
The  Building  Code  requires  all  non-automatic  systems 
to  be  provided  with  an  automatic  fire  alarm  system 
throughout  the  sprinkler  areas  with  a  connection  to  a 
central  office.  You  are  therefore  advised  that  if  the 
present  sprinkler  system  is  properly  maintained  and  the 
automatic  fire  alarm  system,  installed,  the  same  will  be 
accepted  as  adequate  compliance  with  Order  No. 
1901-LF. 

Kindly  advise  when  ready  for  re-inspection.” 

and 

Whereas,  the  building  is  6  stories  (71  ft.)  in  height, 
50  ft.  by  81  ft.  in  area,  of  nonfireproof  construction; 
equipped  with  a  sprinkler  system ;  located  in  an  unre¬ 
stricted  use  district;  erected  in  1909;  occupied  for  the 
storage  and  sale  of  paper ;  and 
Whereas,  the  applicant  contends  that  the  building  is 
now  equipped  with  an  automatic  sprinkler  system  which 
has  been  discontinued ;  that  the  premises  are  occupied  by 
one  tenant  only;  that  they  are  used  principally  for  storage 
of  bales  of  paper  and  for  offices;  that  there  is  plenty  of1 
aisle  space  and  the  merchandise  is  not;  piled  to  the  ceiling ; 
that  no  combustibles  or  easily  inflammable  articles  are 
stored;  that  there  is  no  manufacturing  on  premises;  three 
entrances  to  building  and  one  separate  entrance  lead  directly 
from  sidewalk  to  basement ;  there  is  no  sub-basement ;  there' 
is  an  elevator  and  stairway ;  iron  shutters  are  on  windows 
and  there  are  about  sixteeen  water  buckets  on  each  floor. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1901-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  existing 
sprinkler  system  shall  be  restored  and  maintained  in  good 
working  condition  as  a  non-automatic  dry  system ;  that  the 
automatic  fire  alarm  may  be  omitted ;  that  signs  shall  be; 
installed,  as  required  by  the  rules,  stating  the  type  of 
system  and  area  covered ;  on  the  further  condition  that  the 
system  shall  be  maintained  as  a  wet  system  during  non- 
freezing  weather,  during  which  time  signs  shall  be  installed 
properly  indicating  the  type  of  system,  the  system  to  in¬ 
clude  the  use  of  the  pressure  tank  on  the  roof. 

41 2-39- A. 

APPLICANT — Robert  M.  Byers,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — 835  Prospect  place,  north  side 
316  ft.  8  in.  east  of  Nostrand  avenue  (Block  No 
1227,  Lot  No.  64),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Robert  M.  Byers. 

For  Administration:  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  ' 

Negative  .  1 

Absent  .  * 

THE  RESOLUTION— 

(412-39-A) 

Whereas,  Robert  M.  Byers,  owner,  filed  on  March  31 
1939,  an  appeal  from  a  decision  of  the  acting  borougl 
superintendent  of  buildings,  affecting  premises  835  Prospec 
place,  north  side,  316  ft.  8  in.  east  of  Nostrand  avenu 
(Block  No.  1227,  Lot  No.  64),  Borough  of  Brooklyn;  an< 
Whereas,  the  decision  of  the  acting  borough  superin 
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reads?*'  ^  re  ^  ^  N°'  >«»-*  issued  ,or  your  refrigera,-' 

“1  Plans  as  filed  to  change  occupancy  from  a  following  must  be  done, 

hereafter  converted  dwelling  with  4  boarders  and  as  floor  nr  l  refngerating  systems  or  units  to 

arrangement  shown  on  plans  that  the  second  and  third  the  hniMin^  that  18  se^g^ed  from  other  parts  of 

floors  show  a  total  of  four  furnished  rooms,  this  dental  %  ma"I?er  tllat  will  prevent  the  acci- 

building  is  classified  as  a  Hereafter  Conv.  Dwelling  oarts  of  the  K.'m  refr>gcrant  vapor  reaching  other 

Class  B  and  must  conform  to  Article  6.”  g  with  °J  u  ?  din?i  ®uch  floor  or  room  to  be  equipped 

and  ™  exhaust  ventilation  or  windows  that  will  dis- 

Whereas,  the  building  is  3  stories  (38  ft  )  in  heio-ht  outside  eSxfp.e<J  refngerant  vapor  directly  to  the 

!oU6  ?r8  of  bSc  construction  fcn^a  “>  ™£*“**« 

ScMVlfeWJto:  a  from  7tic°S  *£«  t 

LTHrtm; bean°dCCUpi iedas  a  two-family  d-eUing  with  ^  building.  (Open  Escala  J)  ”  8  °  °‘her  fl°°rs  of 

F  “  of 

house  or  building,  and  further  this  “dwelhng”  unde?  Sub  4421 ? by  234  ft in St°TS  (12°  ft)  m  heiSht> 

“  “nd^t't^tfl 

Mmmrns  mmmMm 

b?  mofe^°hanhtlohef  bUIr  mg  ShaU  &t  n°  time  be  ^cupied  7  the  e/nt  of  fire  the  fan  will  Fi^matiially  ^uit  'clown 1 
floor°m  OCLUpying  fhe™stean(f^nd0^oo«ir^id:^thatatl?en3rd  .Ta^ 

to  a  room  -  thafsuch  1?/°  h' U^^u  n0t  m°re  than  two  SUr[0aaded  6.mch  hollow  tile  wall 'finished  with  cement 
as  an  integral  rart  flZ  sba.  at  r  times  be  maintained  °n  both  sides ;  that  this,  room  is  equipped  with  five  sprink- 
by  the  family  ?in  PfO+i!Oni0f  tbe,buiIding  occupied  ler  heads  and  a  fresh  air  intake  and  exhaust  system  to  the 

that  there  shall  he  «« /  th!  l-y’-  2nd  and  3rd  floors f?Pa“fy  of  approximately  2,000  cubic  feet  a  minute;  that 
par.  of  the  3rd  floo"^  C°°k,ng  f“to“  m~d  in  ^side 

APPLICANT  L  w  •  sSF  Tngl?heeerSl’nrnet  ™!LT 

emNl!rLaW/rnCe  *£  Bauerband-  for  Stern  Broth-  of  ,  ^nm5  an£  C°ffee  Urns’  7hich  are  vented  by  means 
SI  JR  IF  Ft’  A  /perry  Estates,  Inc.,  owner).  .7  a  S’?°°+,c7  /  per  minute  fan  discharging  directly  to 

3UtfJi.LT— Appeal  from  an  order  and  a  decision  of  the  1,  f°°f  ;ihat  ,the  escalators  are  100  ft.  removed  from  the 
PPmncfiZTmiss,oner-  luncheonette;  that  the  only  stairway  near  the  luncheonette 

X  ^  im  AFFECTED — 36-38  West  43rd  street  1110-  W\lcb  IS  4d  ft.  removed  therefrom,  opens  into  a  fire  tower 
w  b  F!Fb  avenue,  southeast  corner  and'  31-4S  an£  1S  Pr/ecIed  by  double  kalamein  doors. 

K*  ?7enP  £Block  No-  12S8-  Lot  Nos.  9,  Ilfs??  E  E  ^  °f  th5-  fire  commissioner,  No 

APPEAR  a \TPQand  70^’  BorouSh  of  Manhattan.  hp  UZ  h  w  ^  he/b^  1S  m°dified  and  that  the  appeal 

APPEARANCES—  be  and  it  hereby  is  granted  on  condition  that  the  refrigerat- 

bor  Applicant :  Lawrence  H.  Bauerband  \ng  s.ystem  shall  be  maintained  in  accordance  with  the 

bor  Administration:  Inspector  Meyer  Fire  De  description  filed  herein  and  to  the  satisfaction  of  the  fire 
ACTTHm  n£a/7ent'  y  ’  commissioner  ;  that  the  escalators  shall  be  maintained  in 

THE1  VOTrP  B0ARD— • Appeal  granted  on  condition  cd^N^d/d?  Jhe  T6801/10,0  adopted  by  the  board  under 

DIE  VOTE—  uluon-  Cal;  N°e-, 16j-36-A;  that  the  household  refrigerator  display 

Affirmative:  Chairman  Murdock  Commission  °n  1  *  tb  dc^or  sbad  be  removed  at  least  25  feet  from  the 

wrSuaVage  and  Blum  and  Assistant  Chief  ?e?ne?t?rS’fE ^eva/°rs  and  stairways;  that  in  all  other 

Walsh .  .  respects,  the  refrigerating  system  shall  comply  with  the 

Negative  . . .  i  ^^rements  of  the  Administrative  Code;  that  the  operator 

Absent  . ; ; .  JJ  shad  hold  a  certificate  of  fitness ;  that  the  person  holding 

THE  RESOLUTION—  .  such  certificate  shall  be  held  responsible  for  the  working 

IQN  conditions  and  leakage  and  that  the  system  shall  be  maim 

(415-39-A)  tamed  to  the  satisfaction  of  the  fire  commissioner 

essefwr5’  LaTrence  H-  Bauerband,  for  Stern  Brothers  ™  a  - 

1939  an  an1"/  Estates  Inc.,  owner),  filed  on  March  31  ’  442-39-A. 

commissioned3! fO?/  an  °rd7  an,d  a  decision  of  the  fire  APPLICANT— Sidney  L.  Strauss,  for  100  North  Moore 
*6-68  West  /  pre™fcs  31-45  West  42nd  street,  Corporation,  owner.  M°°re 

)ast  corner  ( B lock' ^oM 258  lT fiC°Uthj  SUBJECT— Appeal  from  an  order  and  a  decision  of  the 

0),  Borough  of  7Lr i  S-  y’  1J«  15’  65  and  „  fire  commissioner. 

Whereas,  the  order  of  the' fire  commissi  n  N  ttree  REMISES  AFFECTED — 104  North  Moore  street,  south 

dat«l  February  25,  1939  reads™  ’  N°‘  11S55'  ®lde-105c6  Tft  8in-  cast  of  West  8th  street  (Block 

,  *oy,  reads.  .  No.  185,  Lot  No.  13),  Borough  of  Manhattan. 
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APPEARANCES—  T  _ 

For  Applicant :  Sidney  L.  Strauss  n 

For  Administration:  Inspector  Maher,  hire  de¬ 
partment.  .  . 

ACTION  OF  BOARD'— Appeal  granted  on  condition. 

THE  VOTE _ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chiet 

Walsh .  q 

Negative  .  ,, 

Absent  . 

THE  RESOLUTION— 

(442-39-A) 

Whereas,  Sidney  L.  Strauss,  for  100  North  Moore 
Corporation,  owner,  filed  April  8,  1939,  an  appeal  from  an 
order  and  a  decision  of  the  fire  commissioner  affecting 
premises  104  North  Moore  street,  south  side  56  ft.  8  in. 
east  of  West  street  (Block  No.  185,  Lot  No.  13),  Borough 

of  Manhattan ;  and  .  .  ntnc. 

Whereas,  the  order  of  the  fire  commissioner,  No.  23/0- 

LF,  dated  October  21,  1938,  reads:  .  , 

“1  Install  an  approved  system  of  automatic  sprink¬ 
lers  ’  throughout  building  having  at  least  one  source 
of  water  supply  arranged  and  equipped  as  per  Art.  lo, 
Ch.  26,  Administrative  Code.” 

and  .  .  .  , 

Whereas,  said  order  was  referred  to  m  a  decision  of 
the  fire  commissioner,  dated  March  9,  1939 ;  and  ... 

Whereas,  the  building  is  5  stones  (60  ft.)  in  height, 
22  ft  bv  87  ft  7  in.  in  area  of  Class  3  construction, 
erected  prior  to  1885,  located  in  an  unrestricted  use  district 
and  occupied:  Cellar;  Storage  of  fibre  baskets ;  no  per¬ 
sons ;  1st  floor,  Office,  Storage  of  wood  and  fibre  baskets, 
paper  cartons,  and  shipping  room;  3  persons;  2nd  floor, 
storage  of  wood  baskets  and  bamboo  shades,  no  persons, 
3rd  floor,  storage  of  woven  baskets ;  4th  floor  storage  of 
woven  baskets ;  5th  floor,  storage  of  bamboo  shades,  coco 
mats,  galvanized  iron  tubs  and  woven  baskets.  No  occu- 

1  Whereas,  the  applicant  contends  that  the  2nd  floor 
ceiling  is  covered  with  stamped  metal,  all  other  ceilings 
are  exposed  wood  beams;  that  there  is  a  60  double  rung 
iron  stairway  leading  to  scuttle  m  roof  ;  that  the  buildi  & 
is  not  heated  and  is  occupied  by  one  tenant  throughout, 
that  all  openings  in  the  rear  wall  are  equipped  with .  hre 
shutters;  that  stair  hall  and  elevator  shafts  are  provided 
with  trouble  door  held  in  open  position  at  each  floor  that 
it  is  proposed  to  equip  these  trouble  doors  with  fusible 
links  and  counter-weights,  so  as  to  make  them  automatic 

Cl Resolved ,  that  the  order  of  the  fire  commissioner,  No 
2576-LF  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  there  shall  be 
installed  throughout  the  building  an  automatic,  dry,  one- 
source  sprinkler  system,  fed  from  street  ssuppiy ;  that 
such  system  shall  comply  with  Article  16  of  the  Admin¬ 
istrative  Code  throughout  the  building,  except  that  no 
sprinkler  alarm,  either  local  or  central,  shall  be  required 
and  except  that  the  heads  in  the  basement  may  be  pendant 
and  the  horizontal  lines  may  be  within  6  inches  of  the 
ceiling  and  properly  pitched ;  that  the  street  Siamese  s  lal 
be  supplied  as  required  with  a  sign  indicating  the  area 
covered  by  the  sprinkler  system,  in  accordance  with  the 
requirements  of  the  Code. 


ACTION  OF  BOARD1— Appeal  granted  on  condition. 
q-TJ'P  VOTF _ 

Affirmative:  Chairman  Murdock  Commission- 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  q 

Negative  .  q 

Absent  . 


THE  RESOLUTION— 

(445-39-A) 

Whereas,  Ernest  Kamp,  for  Helen  L  Sackett  owner, 
filed  April  10,  1939,  an  appeal  from  an  order  and  a  decision 
of  thePfire  commissioner,  affecting  premises  47  Beektnan 
street  south  side,  96  ft.  east  of  William  street  (Block  No.  , 
93  Lot  No.  29),  Borough  of  Manhattan,  and 

Whsreas,  the  order  of  the  fire  commissioner,  No.  1790- 

T  F  dated  August  2,  1938,  reads .  •  . . 

“1  Install  an  approved  wet  automatic  sprinkler 

system  in  cellar,  having  at  least  one  source  of water 
supply  arranged  and  equipped  as  per  Art.  16,  Ch.  40, 
Administrative  Code.” 

^Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  March  23,  1939,  and 

Whereas,  the  building  is  4  stories  (47  m  height,  23, 
ft  8  in  by  94  ft.  in  area  at  first  floor,  23  ft.  8  in.  by 
ft  in  area  at  typical  floor  level,  of  non-fireproof  construc¬ 
tion;  located  in  an  unrestricted  use  district  and  occupie : 

p-piior storage — no  persons;  1st  floor  light  Hianut  c 

tmring- — 7 persons ;  2nd  floor-same-5  persons;  3rd  floor 
—vacant;  4th  floor— carpenter  shop— 4  persons,  and 

'Whereas,  the  applicant  contends  it  1UPrXSliL1wTthi 
a  drv  non-automatic  sprinkler  system  in  the  cellar  with 
fire  department  connection  A  portion  of  the  cellar ^ce  g 
fire  retarded  with  $4  in.  asbestos  board  there  is  an, 
open  wooden  stairway  leading  from  first  floor -and  an 
exit  door  of  wood  leading  to  rear  court.  There  is  no, 
exit  from  the  rear  yard  or  court,  except  an  iron  staircase 
to  the  first  floor.  There  is  no  boiler  room  on  jhe  premise^ 
The  building  is  heated  by  means  of  gas  radiators  At  t  e 
front  of  the  building  leading  to  the  sidewalk  is  located 
sidewalk  elevator.  In  view  of  the  fact  of  the  g 
cupancy  and  the  non-hazardous  nature  of  the  busine  . 
modification  of  the  order  is  requested.  .  _ 

Resolved,  that  the  order  of  the  fire  qF'i’nnea 

1790-LF  be  and  it  hereby  is  modified [  and  that  the  appea 
be  and  ’it  hereby  is  granted  on  condition  that  there  sha 

be  instafled  throughout  the  cellar  a  non-automatic  dg 

sprinkler  system,  complying  wlth  1 :he  requir«|^fs  o 
Building  Code  therefor,  except  that  the  automatic 
need  not  be  installed;  that  all  fittings  and  hangers  hal 
be  of  malleable  iron;  that  all  honzontal  1‘nes  shal l  b; 
close  to  the  ceiling  with  proper  pitch  and  U  m  drain  a 
with  heads  pendant;  that  there  may  be  a  single  hose  nL 
of  approved  type  on  the  exterior  of  the  building  at  lea 
10  inches  above  the.  sidewalk ;  that  the  capoft 
inlet  and  sign  stating  area  covered  shall  be  pan 
aluminum. 


445-39-A. 

APPLICANT— Ernest  Kamp,  for  Helen  L.  Sackett,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 47  Beekman  street,  south  side, 
96  ft.  east  of  William  street  (Block  No.  93,  Lot 
No.  29),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Ernest  Kamp. 

For  Administration:  Inspector  Maher,  Fire  De¬ 
partment. 


450-39-A.  ,  ,  „ ,  ..  r 

APPLICANT— H.  C.  Toensfeldt,  for  Board  of  Education 
City  of  New  York,  owner.  , 

SUBJECT— Appeal  from  a  decision  of  the  acting  boro  g 
superintendent  of  buildings.  .t 

PREMISES  AFFECTED — 51-79  Fountain  avenue  nort 
east  corner  of  Wells  street  (Block  No.  4155,  U 
No.  1),  Borough  of  Brooklyn. 

APPEARANCES—  ,  „  rniAm*n  ar 

For  Applicant:  Charles  Tilgner,  G.  Goldman  a 

S.  L.  Buxbaum.  .  .  n.nar 

For  Administration:  Benjamin  Saltzman,  Depa 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD1— Appeal  granted  on  condition. 

Thurman  Murdock.  Commission- 
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^r/S,Stavage  and  Blum  and  Assistant  Chief 
Walsh .  . 

Negative  . n 

Absent  .  J: 

THE  RESOLUTION—  . 

(450-39-A) 

?•  C  Toe”S,feidI-  for  Board  of  Education,  City 
of  New  York  owner,  filed  April  11,  1939,  an  appeal  from 
a  decision  of  the  acting  borough  superintendent  of  build- 
ings,  affecting  premises  51-79  Fountain  avenue  northeast 
corner  Wells  street  (Block  No.  4155,  Lot  No  lj  Borough 

andBr°°k  yn  EaSt  NCW  Y°rk  Vocational  High  School)  ; 

Whereas,  the  decision  of  the  acting  borough  superin- 

®39  ikZ.  '  PP  '■  N0'  W°-39'  March  20, 

dbe  storage  of  gasoline  in  connection  with  a 
public  school  is  questioned  under  C19-11.0  and  C19-59  0 
b-1  of  Administrative  Code.  ’ 

■  2 ■  Protection  of  ventilating  duct  in  first  story  and 
m  upper  stories  is  questioned  under  C19-11  0  Adm 

^sZel^LPaint  Spray  Rul“ of  B-d  S 

baP  S 

soravinj^f  ?3?  rxing  paints  and  oils'  and  paint 
K  ?  °  r  J  l,rcmiscs  are  questioned  under 
C19-11.0  and  C19-85.0  of  Adm.  Code  and  under  Paint 
Spray  Rutes  of  Board  of  Standards  and  Appeals 
.  5-  Motor  vehicle  repair  shop  or  garage  occuoanrv 
Adm  fd001  qUestloned  under  C19-65.0  and  C19-110 

Jsfcde°rfC^foerS.  Code‘ine  *° 

and.o  be  a cceptaMeS toF^ r e ^ommissloirer. 

building  is  four  stories  (73  ft  )  in  height 

fief  f/n  unrestricted,  business  and  residence  use^dis- 
t'oundry  and®- r^m^1  T™’ 

SaK  ifeSl “ 

n,i  ”|o“s'  the  applicant  contends  that  gasoline  paints 
eUTn°  appf  ‘^school  MSSStin 

1  a  vault  under  y  RuRs,  that  oils  will  be  stored 

:raybr^,?£t4d^ar  ^  S 

n0  “e,of  Pierced  walls  in  the  boiler  room  enclosure 
at  thft«  nC,’  PamtS  °r  oils  wdl  be  used  in  the ce  lar 
ill  be  l  ■  d°^S  Imposed  in  the  boiler  room  enclosure 

st  ch,HeqUiPPed  Wlth  fireproof  self-closing  doors  that 
om  flota°nPdeh^eS  T  1  1  ft  ,6  in‘  ab?ve  the  boneJ 

hide  repair  shon  n?  d°°r:  ^  th,e  pn?Posed  motor 

,n.  will  be  for  s  5age’  as  referred  to  in  the  objec- 
the  oaim  cn  inst™?tlon  purposes  only;  that  the  use 

0-  fo?  Jh/SuT  orthe  ,hlae,r°platne  shop  is 

"J  ^ipp^ithXTh'  inghPq°iip'Prati<,nS  a"d  bP 


Resolved ,  that  the  decision  of  the  acting  borough  super- 

“S1.?”4  0niMuSC-  ^pplic-  No-  127°-39>  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
a  nrt°,  objection  No.  1,  on  condition  that  the  gasoline  is 
stored  in  the  yard  not  nearer  than  20  feet  to  a  wall  of 
any  part  ot  the  building  and  in  accordance  with  the  re- 

f nr  th’C  Stor?ge  °*  gasoline,  the  tank  not  to 
exceed  550  gallons  capacity  and  equipped  with  an  approved 
type  of  gasoline  pump;  granted  as  to  objection,  No.  2  on 
condition  that  the  proposed  method  of  installing  the  ven¬ 
tilating  duct,  as  shown  on  plans  filed  herewith,  with  the 
honzontal  portion  of  the  duct  enclosed  in  4  inches  of 
concrete,  may  be  accepted  as  complying  with  the  Paint 
Spraying  Rules  of  the  Board  of  Standards  and  Appeals- 
granted  as  to  objection  No.  3,  on  condition  that  the  boiler 
room  shall  be  separated  from  all  other  parts  of  the  cellar 
other  than  the  blower  and  fan  rooms  by  a  wall,  consisting 
of  not  less  than  8  inches  of  brick  and  with  the  partitions 
between  the  boiler  room  and  the  blower  room  not  less  than 

V?icbes  of  tfrra  c°tta;  that  entrance  to  the  boiler  room 
shah  be  only  from  the  outside  of  the  building;  granted  as 
to  objection  No.  4,  on  condition  that  not  more  than  100 
lbs  of  paints  and  oils  for  spraying  shall  be  maintained 
on  the  premises  at  any  time  and  that  such  materials  shall 
be  stored  in  an  approved  metal  cabinet,  in  compliance  with 
t  ie  rules  of  the  fire  commissioner  and  in  accordance  with 
the  Paint  Spraying  Rules  of  the  Board  of  Standards  and 
Appeals;  granted  as  to  objection  No.  5,  on  condition  that 
the  motor  vehicle  repair  shop  shall  be  solely  for  instruc- 
1?n.,  PurPo.ses  and  no  work  done  except  in  the  portion 
of  the  building  provided  therefor  and  that  all  work  shall 
be  under  the  supervision  of  a  competent  instructor;  as  to 
objection  No.  6  withdrawn  to  comply;  granted  as  to  objec- 
uon  l\o.  7,  on  condition  that  any  gasoline  taken  into  the 
building  shall  be  in  approved  safety  cans  of  not  over  5 
gallons  capacity  and  not  over  one  can  to  each  separate 
epartment  requiring  gasoline  for  its  equipment;  granted 
as  to  objection  No.  8,  on  condition  that  chemical  storage 
and  processes  in  laboratories  shall  be  maintained  and 
carried  on  to  the  satisfaction  of  the  fire  commissioner 


468-39-A. 

APPLICANT  Samuel  Gardstein,  for  Gutterman  and  Son 
owner.  ’ 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

EMISES  AFFECTED— 2241-2243  Church  avenue,  north 
>Jd%nco  *t’  m'^StTy°f  Fdatbush  avenue  (Block 

APPEARANCES— t  N°’  64  ’  Borough  of  Br°oklyn. 

For  Applicant :  Samuel  Gardstein. 

For  Administration:  Benjamin  Saltzman,  Depart* 

.  ^  ment  of  Housing  and  Buildings 

THE^  VOTE-  Append  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commission- 

,avage  and  Blum  and  Assistant  Chief 
Walsh .  a 

Negative  . .  0 

Absent  . *  .  q 

THE  RESOLUTION— 

(468-39-A) 

Whereas  Samuel  Gardstein,  for  Gutterman  and  Son 
owner,  filed  April  13,  1939,  an  appeal  from  a  decision  of 
the  acting  borough  superintendent  of  buildings,  affecting 
premises  2241-2243  Church  avenue,  north  side,  329  ft  \V2 
in.  east  of  Flatbush  avenue  (Block  No.  5089,  Lot  No  64) 
Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  on  Alt.  Applic.  No.  20-39,  dated  April  7  1939 
reads :  ’  ’ 

“1.  Public  building  occupancy  as  proposed  in  non- 
hreproof  building  over  20  ft.  in  height,  contrary  to 
Art.  4.2.1,  of  Code. 
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2.  Main  width  of  all  stairs  should  be  3  ft.  8  in.  in 

the  clear,  as  per  Art.  6.4.1.1  of  Code.  ^ 

3.  Enclosure  of  all  stairs  to^be  fireproof  (3  hour 

rating),  Art.  6.4.1.8.1a  of  Code. 


^Whereas  the  building  is  three  stories  (35  ft.)  'in 
height  27  ft  2j4  in.  by  108  ft.  in  area,  Class  3  construction, 
orated  in  a  business  use,  “C”  area  district,  erected  in 
1909  and  occupied:  Cellar— boiler  room  and  storage,  1st 
floor’ — restaurant  cabaret  and  dance  hall  73  persons,  n 
floor— club  room— 70  persons;  3rd  floor— billiard  Parlor 
20  persons.  It  is  proposed  to  occupy  the  building ;  as ^fol¬ 
lows  :  Cellar— mortuary,  toilets,  boiler  and  st°r^ 
nerson-  1st  floor — funeral  chapel — 266  persons  ,  2nd  floor 
reposing  rooms  and  office— 25  persons;  3rd  floor— show¬ 
rooms  and  offices — 10  persons ;  certificate  of  occupancy  No. 
86797  was  issued  April  5,  1938,  permitting  the  cellar  to  be 
used  as  a  boiler  room;  1st  floor-restaurant,  cabaret  with 
dance  space— 73  persons ;  2nd  floor— club  rooms ;  3rd  floor 

Whereas  this’ building  was  subject  of  an  application  of 
the  board  under  Cal.  No  85-37-A,  at  which  time  the  board 
permitted  the  2nd  story  to  be  used  for  restaurant  Pul"Poses 
or  for  club  rooms,  on  condition  the  floor  load  shall  not 
be  less  than  75  lbs.  per  superficial  foot,  and  P.er?1^tedfl 
3rd  floor  to  be  used  as  a  billiard  parlor,  provided  the  floor 
computation  is  filed  and  appioved  for  • 

per  superficial  foot;  the  occupancy  of  the  2nd  flo°r  ^ 
not  to  exceed  70  persons  and  the  occupancy  of  the  3rd 
floor  not  to  exceed  20  persons ;  and 

Whereas,  the  applicant  contends  that  the  Present  us 
of  the  building  is  public  in  character  and  could  be  con¬ 
tinued;  that  the  proposed  public  occupancy  as  a  funeral 
establishment  will  be  limited  to  the  ist  floor  and [  thus 
actually  reduce  the  public  use  in  the  building,  that  the 
number  of  occupants  on  the  2nd  and  3rd  floors  wi 
reduced  with  a  consequent  reduction  m  hazard,  that  the 
present  exits  were  accepted  by  the  board  for  a  total  occu- 
oancy  of  90  persons  on  the  two  upper  floors,  it  is  pro 
posed  to  reduce  this  occupancy  to  35  persons  above  the 
1st  floor;  that  the  present  stairs  are  3  ft.  4  in  and ^5  ft 
in  width  respectively,  enclosed  in  one  hour  partitions  with 
fireproof  self-closing  doors ;  that  these  stairs  are  more 
than  adequate  for  the  occupancy  requested;  that  the  cellar 
and  first  floor  ceilings  will  be  fire-retarded ;  that  the  floor 
loads  are  adequate  and  there  is  no  question  of  structural 
safety  involved  in  this  appeal. 

Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent  of  buildings,  on  Alt.  Applic.  No.  20  39,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  permitting  the  building  to  be  occupied  as  proposed, 
as  a  funeral  establishment,  on  condition  that  there  shall  be 
no  public  assembly  occupancy  above  the  1st  floor ;  that  the 
occupancy  shall  not  exceed  25  persons  on  the  2nd  floor 
and  10  on  the  3rd  floor;  that  in  all  other  respects  the  build¬ 
ing  shall  comply  with  all  requirements  of  the  building  code 
therefor,  except  that  it  may  be  constructed  non-fireproot, 
provided  the  ceilings  throughout  the  1st  floor  and  basement 
are  fire-retarded  in  accordance  with  the  rules  of  the  Board 
of  Standards  and  Appeals ;  that  the  exits,  shall  comply 
with  the  requirements  of  the  building  code  as  modified  by 
resolution  adopted  by  the  board  in  connection  with  Lai. 
No.  85-37-A ;  but  that  there  shall  be  no  sliding  doors  in¬ 
stalled  between  the  chapel  and  the  exit  to  street  and  that 
at  the  front  portion  of  the  chapel  there  shall  be  double 
exit  doors  not  less  than  5  ft.  in  width  to  side  court. 

90-34-A. 

APPLICANT— Sheppard  Glucroft,  for  B.  Gertz,  Inc., 
lessee. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  (order  of  the  fire  commissioner)  re 
Appeal  from  a  decision  of  the  commissioner  of 
buildings. 

PREMISES  AFFECTED— 162-10  to  162-32  Jamaica 
avenue  and  92-15  Union  Hall  street  (Block  No. 


1052,  Lot  Nos.  4,  6  and  79),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Sheppard  Glucroft. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 

THE  VOTE^TO  REOPEN  AND  AMEND  RESOLU¬ 
TION —  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  J 

Negative  . 

Absent  .  u 


THE  RESOLUTION— 

(90-34-A) 

Whereas,  Sheppard  Glucroft,  for  B  Gertz,  Inc.,  lessee, 
filed  April  4,  1934,  an  appeal  with  the  Board  of  Standards 
and  Appeals  from  a  decision  of  the  commissioner  of  build¬ 
ings  affecting  premises  162-10  to  162-18  Jamaica  avenue 
and ’92-15  Union  Hall  street  (Block  No.  1052,  Lot  Nos. 

4  6  and  79),  Jamaica,  Borough  of  Queens;  and 
’  Whereas,  the  decision  of  the  commissioner  of  buildings 
dated  April  2,  1934  re  Plan  No.  683-34,  reac  s .  _ 

1  Amendment  ref.  omission  of  stnndpipe  diS3.p- 
proved.  Provide  Standpipe  3,500  gallon  gravity  tank  as 
per  section  581,  chapter  5,  code  of  ordinances  and 
also  as  per  rules  of  Board  of  Standards  and  Appeals. 

and  .. 

Whereas,  this  appeal  was  granted  by  the  board  April 
10  1934,  on  certain  conditions  and  applicant  requested  an 

amendment  of  the  resolution.  ,  ,  , 

Resolved,  that  the  resolution  adopted  by  the  board  on 
April  10,  1934  be  and  it  hereby  is  amended,  so  that  as 
amended  it  shall  read :  .  .  , 

“Resolved  that  the  decision  of  the  commissioner  of  , 
buildings,  re  Plan  No.  683-34,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  permitting  the  omission  of  the  standpipe 
system,  on  condition  that  the  building  shall  be  pro¬ 
tected  with  an  approved  automatic  sprinkler  system 
complying  with  all  the  requirements  of  the  sprinkler 
rules  of  the  Board  of  Standards  and  Appeals, 
fed  from  a  20,000-gallon  gravity  tank  with  a  6-inch 
water  connection  from  Jamaica  avenue  and  a  4- 
inch  water  connection  from  Union  Hall  street,  known 
as  162nd  street;  that  this  sprinkler  system  shall  be 
equipped  with  water  flow  alarm  connection,  super¬ 
vised  by  a  central  alarm  station  having  direct  con¬ 
nection  to  Fire  Headquarters;  that  there  shall  be 
installed  in  the  building  two  fire  alarm  boxes  at  widely 
separated  points  connected  with  fire-headquarters,  tn  t 
there  shall  be  a  local  interior  fire  alarm  system  main¬ 
tained  in  the  building,  to  the  satisfaction  of  the  ad¬ 
ministrative  authorities ;  that  every  part  of  the  existing 
building  and  proposed  extension,  shall  be  sprinklered  m 
accordance  with  the  rules;  that  this  modification  is 
granted  in  connection  with  the  existing  6  story  buna 
ing  and  the  proposed  extension  to  the  east,  which  as 
stated  by  the  applicant,  is  to  be  constructed  at  this 
time,  for  a  height  of  two  stories  and  basement  only, 
and  also  the  two  story  building  to  the  east  thereoi, 
that  such  auxiliary  fire  fighting  appliances  shall.  ne 
maintained  throughout  the  building  as  may  be  requirea 
by  the  commissioner;  and  that  other  than  as  moc  i 
herein ;  the  building  shall  comply  with  all  other  - 
applicable  thereto,  that  in  the  event  the  owner  desires 
to  increase  the  building  by  an  addition  approx una 
50  ft.  by  80  ft.,  as  shown  on  plans  marked  receivea 
April  14,  1939’,  that  the  standpipe  system  need  not  oe 
installed,  provided  the  sprinkler  system  is  exter]aLf  ’ 
so  as  to  cover  all  portion  of  the  building,  tnaccor  0  . 
with  the  requirements  and  as  an  extension  oj 
system  in  the  present  building,  as  permitted  xn  vw 
resolution  adopted  April  10,  1934;  that  any  open  g 
between  this  building  and  the  adjoining  building  snm 
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be  in  accordance  with  the  requirements  of  the  Admin¬ 
istrative  Building  Code  therefor " 

918-38-A. 

APPLICANT— Eugene  J.  Lang,  for  Felician  Sisters,  Order 
or  ot.  rrancis,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment— re  Appeal  from  a  decision  of  the 
borough  superintendent  of  buildings 
PREMISES  AFFECTED-523  West  142?d  street,  north 
52®*  ft-  west  of  Hamilton  place  (Block  No. 

APPEARANCES—0'  16)’  Borough  of  Manhattan. 

For  Applicant:  Eugene  J.  Lang  and  Michael  J. 
McKay.  J 

For  Administration :  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
amended. 

TH*VOTE  TO  REOPEN  AND  AMEND  RESOLU- 


Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Application  1961-38,  objection  Nos.  13  and  14,  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  not  be  fur¬ 
ther  extended  in  height  or  area ;  that  the  new  stairways  to 
the  rear  shall  be  enclosed  throughout  with  fireproof  parti¬ 
tions  in  accordance  with  the  requirements  of  the  building 
c°de,  that  the  existing  staircase  in  the  front  portion  of 
building  shall  be  protected  with  a  sprinkler  system  con- 
nected  to  domestic  water  supply  in  accordance  with  the 
Sprinkler  Rules  for  a  Class  B  multiple  dwelling;  that  the 
front  portion  of  the  4th  story  may  be  raised  in  height,  as 
indicated  on  revised  plans  filed  with  the  borough  super¬ 
intendent  of  buildings ;  that  the  4tli  story  may  be  occupied 
for  rooms,  as  shown,  provided  that  in  all  other  respects 
the  requirements  of  this  resolution  shall  be  complied  with 
and  that  a  second  means  of  exit  from  the  4th  story  shall 
be  provided  by  means  of  an  exterior  door  opening  to  the 
roof  of  the  rear  extension,  from  which  access  can  be  had 
to  the  stair  bulkhead  leading  to  exit  at  grade. 


Affirmative:  Chairman  Murdock,  Commission- 

5-J7* ,  Ravage  and  Blum  and  Assistant  Chief 

Walsh . 

Negative  . 

Absent  .  . 

rHE  RESOLUTION— 

(918-38-A) 

Whereas,  Eugene  J  Lang,  for  The  Felician  Sister 
X  S.  F„  owners,  filed  October  24,  1938,  an  appeal  from 
ecision  of  the  borough  superintendent  of  buildings  affecl 
ng  premises  523  West  142nd  street,  northside,  204  f 
zest  of  Hamilton  place  (Block  No.  2074,  Lot  No  161 
lorough  of  Manhattan ;  and  J 

Whereas,  the  decision  of  the  borough  superintendent  o 
3  ISS5’  reads -teratl0n  AppIication  1961-38,  dated  Octobe 

13,  Acbbtiona1  story  added  to  present  two  story  rea 
building  is  unlawful  and  in  violation  of  Sec  42 
of  the  Building  Code,  unless  building  is  mad, 
fireproof  throughout.  Note  increase  in  height  o 
non-fireproof  institutional  building  (public  build 

Class  il  buid[„|serm,SSible  °n'y  f°r  ClaSS  1 
“14.  Stairs  in  both  wings,  of  building  should  be  fire¬ 
proof  and  enclosed  in  fireproof  partitions  com- 
id  plying  with  6.4.1.8.11,  Building  Code.” 

■ightE36Af’t  8heinbUhildSf  -3/2  StoHeS  (39  ft  3  in->  F 

rS’on  LV2-  -by  90  fMn  area’  of  n°n-fireproofi  con- 
e  d  wnr  edioma  residence  use,  “B”  area  district, 
ected  prior  to  1900  and  occupied  as  follows-  Cellar 

ThLr02ndfl0rageL1Stifl004r’  Hving  and  dinin&  room  and 
oms?’i4n person's -Ch3arPdeIflaond  dormitor-V:  3rd  floor,  5  bed- 
ry,  10  personsTand  ’  rear~vacant>  attic-dormi- 

MJror^ed tlafiS-iCant  contePds  that  as  ^  objection  13, 

^rease^nesfth^10"^3  ?  °ne  and  h  creates  an 

y  •  .  ®  tfian  lb/o  in  the  floor  area  and  less  than 

P  o„osedC^-0fttheiUi,ding-'  that  as  'o  objection  ij 
■ntc  °rposed  stairs  for  the  rear  wing,  meets  the  reauire 

tionfMl7r!r^  ?*irs  b?  m  accordance  with 

a* will  become  AT  a  exls‘"?g  st?irs  ?f. the  mai»  sec- 

en  tho  i  •,  ,.  a  secondary  stairs,  since  it  is  not  required 

l  is  less31!!  ann7=;alalterud’  d°eS  not  exceed  2,500  sq.  ft.’ 
s  than 1  75  fr  in  height  and  has  an  occupancy  of 

fim\0ooer;Pearndn  f°r  CaCh  50  SQ-  ft  °f  fl0°r  area  a^e 

SSn  lhe-mb°ard  .’S  ad,vised  that  the  borough  super- 
in,tq  vf  buildinS3  has  classified  this  building  and  use 
institutional  and  not  as  a  Class  B  multiple  dwelling  J 

VfEToAtl’  this,  appeal  was  granted  by  the  board,  Novem- 
alution  &nd  0wner  re9uested  an  amendment  of  the 


VARIATION  OF  LABOR  LAW 

436-39-S. 

APPLICANT — Vincent  M.  Cajano,  for  Grace  Persico, 
owner  (Italian  Cigar  and  Tobacco  Co.,  lessee). 
SUBJECT— Variation  of  the  Labor  Law  as  cited  in  a 
decision  of  the  acting  borough  superintendent  of 
buildings. 

PREMISES  APFECTED — 473  Hudson  avenue,  east  side, 
109  ft.  7  in.  south  of  DeKalb  avenue  (Block  No. 
2094,  Lot  No.  12)  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Vincent  M.  Cajano  and  Mr. 
Persico. 

For  Administration:  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  0 

Absent  .  q 

THE  RESOLUTION— 


(436-39-S) 

Whereas,  Vincent  M.  Cajano,  for  Grace  Persico,  owner 
(Italian  Cigar  and  Tobacco  Co.  lessee),  filed  April  5,  1939, 
an  application  for  a  variation  from  the  requirements  of 
the  Labor  Law,  as  cited  in  a  decision  of  the  acting 
borough  superintendent  of  buildings,  affecting  premises 
473  Hudson  avenue,  east  side,  109  ft.  7  in.  south  of  DeKalb 
avenue  (Block  No.  2094,  Lot  No.  12),  Borough  of  Brook¬ 
lyn;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent  on  B.N.  Applic.  No.  1172-39,  dated  March  20, 
1939,  reads : 

“Fixed  iron  bars  on  windows  not  permitted  by  par. 

272-3  Labor  Law.” 

and 

Whereas,  said  building  notice  application  was  filed  to 
remove  .violation  No.  227-39,  copy  of  which  is  filed  with 
this  application ;  and 

Whereas,  the  building  is  five  (5)  stories  in  height,  25 
ft.  by  97  ft.  in  area,  of  non-fireproof  construction,  located 
in  an  unrestricted  use  district,  erected  in  1919  and  occupied: 
Cellar — boiler  room  and  storage;  1st  floor — store  and 
storage ;  2nd  floor — office  and  storage ;  balance  of  the 
building,  factory,  for  which  certificate  of  occupancy  No. 
85993  was  issued  on  February  1,  1938;  and 

Whereas,  the  building  is  equipped  with  an  interior  fire 
alarm  system  and  one  interior  4  ft.  wood  stairway  enclosed 
in  fireproof  partitions,  equipped  with  fireproof  doors  at 
the  openings  and  one  fire-escape  located  at  the  rear  ex¬ 
tending  from  roof  to  yard;  and 
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Whereas,  the  applicant  contends  that  the  bars  in  ques¬ 
tion!  are  two  (2)  located  at  the  rear  of  each  floor  and  are 
required  for  protection  from  burglary  and  respectfully 
requests  a  modification  of  the  decision  of  the  acting  bor¬ 
ough  superintendent,  so  as  to  permit  the  continuance  of 
the  use  of  the  bars  as  presently  installed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  and  that  the  application  be  and  it  hereby  is  granted, 
modifying  the  decision  of  the  acting  borough  superin- 
tendcnt  on  B.N.  Applic.  No.  1172-39,  on  condition  that  the 
iron  bars  on  the  windows  opening  upon  the  rear  fire-escape 
shall  either  be  entirely  removed  or  reinstalled  on  the  inside 
of  the  windows  and  so  hinged  as  to  be  readily  openable 
during  working  hours. 


APPLIANCES  SUBMITTED  FOR  APPROVAL 
567-38- SA. 

APPLICANT— Schori  Process  Corporation,  owner. 
SUBJECT— Schori  Pistol  for  Spraying  Powdered  Metals 
(Zinc,  Copper,  Lead,  etc.),  approval  of. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  ~ 

Absent  .  0 

THE  RESOLUTION— 

(567-38-SA) 

Whereas,  the  Schori  Process  Corporation,  owner,  filed 
July  2,  1938,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  the 
Schori  Pistol  for  Spraying  Powdered  Metals;  and 
Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report ;  and 
(Whereas,  the  report  of  the  committee  on  tests  of  the 
board  supplemented  by  that  of  the  representative  of  the 
division  of  combustibles,  fire  department  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 


oxygen  The  nozzle  has  3  openings,  the  inner  one 
for  powder  and  air,  the  middle  for  gases  and  outei 

for  a  cooling  air  stream.  ,.  n 

When  adjusted,  the  pistol  nozzle  directs  a  flame 
about  4  inches  long  surrounded  by  cooling  air  anc 
surrounding  the  mixture  of  powder  and  air  agains 

the  object  to  be  coated.  .  ..  ,  , .  . 

Connections  from  the  pistol  are  by  substantial  rubbei 
lutes  to  the  oxygen  to  acetylene  tank,  to  compressec 
air  and  to  powder  container.  The  rubber  tube  con 
nection  to  the  oxygen  tank  is  by  a  right  hand  screv 
threaded  connection  and  to  the  acetylene  tank  by  ; 
left  hand  screw  but  both  connect  to  pistol  merely  b] 
the  tube  being  pushed  up  on  a  notched  nipple  not  < 

positive  connection.  .  .  ,  , 

As  a  result  of  these  tests,  it  is  recommended  tha 
the  Schori  Pistol  foil  spraying  powdered  metal  be  ap 
proved  for  use  in  New  York  City,  on  condition  tha 
the  metals  be  limited  to  cadmium,  tin,  lead,  zinc  brass 
bronze,  copper  and  other  materials  to  rubber ,  that  th 
gas  mixer  be  constructed  of  bronze  or  brass  insteau 
of  aluminum ;  that  the  rubber  tubes  connecting  to  th 
various  tanks  be  connected  to  the  pistol  by  a  simila 
right  and  left  hand  threaded  screwed  connection ;  tha 
the  needle  valves  in  the  gas  mixer  shall  have  a  shoulde 
or  pin  to  prevent  accidental  removal  as  only  a  limite' 
plug  is  needed  for  adjustment;  that  the  operators  o 
the  Schori  pistols  and  acetylene  torches,  shall  secur 
a  certificate  of  fitness  and  that  the  appliance  sha 
bear  a  label  reading:  “Approved  by  the  Board  o 
Standards  and  Appeals  for  use  in  New  York  Lit 
under  Cal.  No.  567-37-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  approve  the  appliance  known  as  the  Schori  Piste 
for  spraying  powdered  metals,  for  use  in  New  York  Lit 
when  manufactured,  operated  and  labelled  in  accordanc 
with  the  above  report. 


668-38-SA. 

APPLICANT— Crane  Company,  owner. 

SUBJECT— Crane  “Hanover”  Closet  and  Tank  Combin; 

tion  Cat.  No.  C- 11 004  (Plumbing  Device)— a; 
proval  of. 

APPEARANCES— 

For  Applicant :  L.  R.  Bauer.  t 

ACTION  OF  BOARD— Appliance  approved  in  accordane 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE—  .  . 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . . . . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(668-38-SA) 

Whereas,  the  Crane  Company,  owner,  filed  July  £ 
1938,  an  application  with  the  Board  of  Standards  ai 
Appeals  for  approval  of  the  appliances  known  as 
Crane  Hanover  Closet  and  Tank  Combinations;  and 
Whereas,  this  appliance  was  submitted  to  the  committ 
on  tests  of  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  committee  on  tests  ot  t 
board,  supplemented  by  that  of  the  representative  ot 
Department  of  Water  Supply,  Gas  and  Electricity,  w 
as  follows: 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  668-38-SA. 


Cal.  567-38-SA. 

Approval  of  the  Schori  Pistol  for  Spraying 

Powdered  Metals,  Zinc,  Copper,  Lead,  etc. 

Schori  Process  Corporation,  owner,  filed  July  2, 
1938,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  Schori  Pistol  for  spraying 
powdered  metals,  zinc,  copper,  lead,  etc.  under  the 
provision  of  C19-93.0  Administrative  Code. 

The  Schori  pistol  consists  of  a  gas  noozle,  air  nozzle, 
nozzle  tightening  nut,  pressure  ring,  fibre  ring,  Dis¬ 
tributor,  Injection  cone,  injector  fibre  ring,  injection 
nozzle,  a,  threaded  plug  and  an  air  nozzle,  a  tube  for 
gas,  a  pistol  handle,  a  gas  mixer,  a  packing  ring, 
packing,  packing  wax,  needle  valve,  a  gas  connection, 
oxygen  inlet,  air  inlet  and  powder  inlet.  An  inspection 
and  test  was  made  of  this  appliance  on  January  6, 
1939  by  Chief  Engineer  Huber  and  on  April  21,  1939 
by  Commissioner  Blum  of  the  Board  and  Assistant 
Engineer  Michaels  of  the  Division  of  Combustibles, 
Fire  Department.  The  Schori  pistol  was  operated, 
coating  several  pieces  of  wood  and  steel  with  powdered 
zinc  working  in  a  spray  booth.  Equipment  conditions 
and  ability  of  operator  was  very  good.  Samples  of 
the  material  sprayed  were  taken  and  marked.  The 
Schori  pistol  was  then  dismantled  and  parts  compared 
with  section  drawings  on  file.  The  Schori  pistol  was 
operated  with  acetylene  and  oxygen  mixture,  com¬ 
pressed  air  and  metallic  powder.  Claim  is  made  that 
the  pistol  will  operate  on  a  mixture  of  propane  and 
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Approval  of  Crane  Hanover  Closet  Trip  pc-cny  ttttaxt 

Tank  Combination  Cat.  No.  C-11004  THE  RESOLUTION — 

(Plumbing  Appliance)  (200-39-SA) 

On  July  26.  1938,  the  Crane  Company,  owner,  filed  the  Carrier  Corporation,  owner,  filed  February 

with  the  Board  of  Standards  and  Appeals  an  applica-  ,  ’  *  ,  ■ 1  an  application  with  the  Board  of  Standards  and 

tion  for  appio\al  of  the  plumbing  appliance  known  1  ^e?,s  l°.r  approval  of  the  appliance  known  as  the  Carrier 

as  Crane  Hanover  Closet  and  Tank  Combination  ^5,  -Contained.  Air  Conditioning  Unit,  Types  50G  SOH 
under  the  provisions  of  C26-1227-h  Administrative  50L  and  50M !  and  ’ 

Code  (14.8.2.8  BC).  Whereas,  this  appliance  was  submitted  to  the  committee 

The  Crane  “Hanover”  (Cat.  No.  C-11004)  is  a  close  OT1weSts  of  tbe  board  for  test  and  report;  and 
coupled  closet  and  tank  combination.  The  closet  is  of  u  wj*EREA,s’  ther  reP°rt  of  the  committee  on  tests  of  the 

the  siphon  jet  type  employing  a  swirling  rim  flush  to  b°arC  reads  as  follows  •' 

increase  efficiency  of  action  and  to  reduce  noise.  The  REPORT  OF  COMMTTTFF  DM  tectc 

tank  is  mounted  directly  on  to  an  integral  shelf' at  the  EUMMli  i  EE  ON  TESTS 

rear  of  the  closet  by  means  of  two  bolts  and  a  rubber  Cal.  200-39-SA. 

gasket  is  used  between  tank  and  closet  to  make  a  water  Approval  of  Carrier  Self-Contained 

tight  joint  Air  Conditioning  Units. 

aallnnCtan  f  aSfl  a  t!0ta?  iCapf,C1^y  of  6  ffalIons  and  five  The  Carrier  Corporation,  owner  filed  Februarv  21 

gallons  water  flush  with  all  fittings  in  place,  and  is  1939,  an  application  with  the  Board  of  Standards  and 

equipped  with  a  Crane  “Novae”  float  valve  which  has  Appeals  for  approval  of  the  appliance  known  as  the 

previously  been  tested  by  the  Board  on  Cal.  No.  174-  Carrier  Self-Contained  Air  Co,?d  Honfng  U™  Tyoct 

The'nornTal  LteMeveTT“Si ‘T  "“^P^valve.  “G  50H,  SOL  and  SOM,  under  the  provisions"  ! 

offiA9r„  r  water  level  C  in  the  tank  is  designated  C26-191.0  Administrative  Code  (2  2  3  B  C 1  and 

!'f  fl,rom,''1e  bottom  of  the  tank  and  the  Top  of  C19-97,  C19-9S  Administrative  Code  3 

measuWfPm  the  1.  ,,  °f  thS  flush,  val.ve  is  9.375”  These  types  of  Carrier  Portable'  Air  Conditioners 

miarte^  inch  ™  th?  bot,tom,of  the  tank,  giving  a  three  are  an  entirely  self-contained  unit  incorporating  in  one 

Salve  “B”  E  T 12?"  £L  TlC  ,Seat  °f  the  fl°at  CaS1I¥  mechanism  for  the  functions  of  generafing  and 

and  37?'  lll  il  ab«ve  the  normal  water  line  “C”  circulating  cooled  and  dehumidified  air  to  the  room 

Tli'  l  nf  l  °,f  the  overflow  tube  “A”.  and  expelling  tha  absorbed  heat  to  the  outdoors  It  E 

the  rim  of  the  closed Seat  D”  1S  b87S"  above  essentially  portable,  requiring  only  an  electrical  plug-in 

should  a  nh  1?  1  ?•’  in,SUnng  against  pollution,  connection  with  a  standard  fuse  protection  and  a  free 

should  a  plunger  be  used  in  the  closet.  window  connection  for  the  supplying  of  air  for  ven- 

NnvT  c  >a  .cocb  governing  the  flow  of  water  is  the  tilation  and  condensing  purposes  ° 

Sj8  mil  VSSly17il8dSAandpapPrOVed  ?"  12.  rT.vpc  50G  is  31”  high  HI”  wide  x  WA"  deep 

madehvthTn^17  V38_SA  r  Experimental  tests  were  Capacity  approximately  0.7  tons  of  refrigeration  effect 

Electridtv  witf  °  WatAr  SuPply ’  Gas  and  Available  in,  Air  Condensing  Type  only  Refrigerant 

the  Sice  of  It  mmm?tle  °"  ?ecember  «,  1938,  in  charge  3  pounds  Freon.  Compressor  motor  fc  lS 

developed  *  th  committee  and  no  siphomc  action  power.  Fan  Motor  1/40  Horsepower 

theA  !est  WM  made  at  ‘be  showroom  of  cu^t  "ncltrtJng  c^reli/'S'ar!  equtped 

Pkg  TPS  5a  SOn  avenue  and  40th  street-  A  with  110/220  V  dual  volfage  mX^  TTie  diSS  «r- 

stonoave  Tt-  •  newspaper  was  washed  down  without  rent  units  are  equipped  with  115  V  or  230  V  single 

andPPtagnk  that  ]he  Hanover  Closet  voltage  motors  as  ordered.  All  A-C  and  D-C  Fan 

York  Citv  ^  be  approved  for  use  in  New  motors  have  built-in  automatic  reset  protective  over 

permanently  affixed  reading1  ‘‘Annm'Tf?  ^  d.evices;  ^hich  °Pen  .the  electrical  circuit  upon 

of  Standards  and  a  ingf  APProved  by  the  Board  current  overload  or  excessive  temperature 

under'  Cal  668-38  SA”^  S  ^  “  New  Y°rk  City  •  A  1  A;C  Gompressor  motors  are  equipped  with  built- 

/o  ,  '  D„D,T<T1  111  overload  protective  devices,  which  automatically 

(bgd.)  BERNARD  A.  SAVAGE,  reset  .when  the  motor  cools  to  a  point  where  the 

Commissioner  operation  is  safe. 

CHARLES  M.  BLUM,  All  D-C  Compressor  motors  are  equipped  with  ther- 

Commissioner.  ma  protective  devices  which  must  be  manually  reset 

LESLIE  V.  HUBER,  ’  The  air  conditioning  elements  consist  of  a  cooling 

Chief  Engineer.  coil,  a.  circulating  fan,  motor,  filter  and  a  drip  pan 

Committee  on  Tests.  *°r  collecting  the  condensate.  The  cooling  coil  is  made 

Resolved,  that  the  Board  of  Standards  and  Ann^le  d™  of  copper  tubes  and  copper  fins,  tin  plated. 

reby  approve  the  appliance  known  as  the  Crane  Hanover  A  ?ontro?  switch  is  located  on  the  right-hand 

set  and  Tank  Combination,  for  use  in  New  York  rit;  fif06  the  unit.  One  side  of  the  switch  operates 

ihthntpianufactured>  installed  and  labelled  in  accordant?  tH<i  W?°  6  UmV  -he  other  Slde  operates  the  fan  motor 

™  the  above  report.  n  accordance  only  for  ventilation  purposes. 

w.  - — -  Tbe  uni.t  Type  consists  of  an  outer  decorative 

W-39-SA.  casing,  within  which  are  an  air  fan  and  motor  as- 

PPLICANT— Carrier  sembly,  filters,  sound  insulation,  cooling  coils,  expan- 

LBJECT — Carrier  Self-Containcxl" d  V  •  tt  •  ^J1  va*ve’  refrigerant  and  suction  lines,  compressor 

Types  50G,  50H  50L  andSOM  C°ndltloI?ing  Unit-  and  compressor  motor,  spring  mounting,  shell  and  coil 

PPEARANCES—  ’  and  50AI~ approval  of.  condenser  and  water  regulating  valve,  control  switches 

p_t  For  Applicant  •  None  and  aH  intercon.nected  piping  and  wiring. 

wi?hFreB„or1R^APPlirCe  app™d  “  -ccrdance  as^dari  aVa"ab'e  220  V’  3  Ph’  60  Cy  C“rr“‘ 

ffE  VOTE  TO  APPROVE—6  °n  tCStS‘  •  A,  _HorseP°Ver  m°tor  is  used  to  drive  the  air  fan 

Affirmative :  Chairman  Murdock,  Commission-  50 M^  S°M4  Snd  &  ^  Horsepower  motor  in  the 

Walsh^  and  BIUm  and  Assistant  Chief  compressor  in  the  50M4  unit  is  driven  by  a  3 

Negative  .  4  Horsepower  motor  and  the  compressor  in  the  S0M6 

Absent  .  .  0  is  driven  by  a  5  Horsepower  motor. 

.  B  Capacity  of  the  50M4  is  3.5  tons  of  refrigeration 
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effect  and  the  50M6  is  6.1  tons  refrigeration  effect. 
Total  refrigerant  charge  in  each  unit  is  15  pounds 

The  control  panel  is  located  in  the  front  of  the 
unit  directly  above  the  recirculated  air  grille.  ihis 
control  panel  is  provided  with  a  self-contained  thermo¬ 
stat,  manually  adjustable,  with  a  thermostatic  element 
located  in  the  recirculated  air  stream  There  is  also 
a  three-position  manual  switch  marked  Utt  ,  van  , 
“Cooling”,  for  independent  control  of  the  circulating 
fan  and  refrigeration  unit.  There  is  a  high  and  low 
pressure  cut-out  mounted  on  the  motor  compressor 
assembly  and  the  motor  starter  is  located  m  a  separate 
box  in  the  compressor  compartment 

Type  50H  is  2611/16"  high  x  30"  wide  x  15  deep 
Capacity  approximately  0.5  tons  of  refrigerant  effect. 
Available  in  Air  Condensing  Type  only.  Refrigerant 
charge  3  pounds  Freon.  Compressor  motor  A  Horse¬ 
power.  Fan  motor  is  mounted  directly  on  the  com¬ 
pressor  shaft.  .  ,  .  j.  . 

Units  are  available  for  either  alternating  or  direct 
current.  The  alternating’  current  units  are  equipped 
with  110/220  V  dual  voltage  motors.  The  direct 
current  units  are  equipped  with  115  V  or  230  V  single 
voltage  motors  as  ordered.  All  A-C  and  D-C  fan 
motors  have  built-in  automatic  reset  protective  over¬ 
load  devices,  which  open  the  electrical  circuit  upon 
current  overload  or  excessive  temperature. 

All  A-C  Compressor  motors  are  equipped  with  built- 
in  overload  protective  devices  which  automatically 
when  the  motor  cools  to  a  point  where  the  opera¬ 


tion  is  safe.  .  .  . 

All  D-C  Compressor  motors  are  equipped  with  ther¬ 
mal  protective  devices  which  must  be  manually  reset. 

The  air  conditioning  elements  consist  of  a  cooling 
coil,  a  circulating  fan,  filter  and  a  drip  pan  for  col¬ 
lecting  the  condensate.  The  cooling  coil  is  made  ot 
copper  tubes  and  copper  fins,  tin  plated. 

A  manual  control  switch  is  located  on  the  left-hand 
end  panel  of  the  casing.  This  switch  turns  both  the 
compressor  and  the  circulating  fan  on  or  off. 

Type  50L  uses  15  lbs.  of  Freon  (F12).  The  water 
inlet  and  outlet  connection  are  J4"  E.P.T.  or  54" 
F.P.T.  The  condensate  draw  line  is  }4"  F.P.T.  Power 
is  obtained  through  a  special  electrical  wiring  system. 
The  operation  of  the  unit  is  regulated  by  thermostatic 
control,  a  manual  control  system  is  also  provided. 

The  compressor,  motors,  fan,  etc.  of  the  unit  are 
enclosed  in  a  metal  casing.  The  front  upper  and  lower 
louvered  panels  are  removable.  The  lower  section  of 
the  unit,  houses  the  condensing  assembly  and  the 
upper  section,  the  air  conditioning  equipment.  This 
model  50L  is  available  in  2  sizes,  50L  3,  32^4"  in 
length  by  20)4"  in  width,  having  a  capacity  of  3  tons 
of  refrigeration  effect,  50L  5,  42)4"  in  length  by  20)4" 
in  width  and  has  a  capacity  of  5  tons  of  refrigeration 
effect;  both  are  6  ft.  U  15/16"  in  height.  The  unit 
includes  the  external  cabinet  or  casing  air  fan  and 
motor  assembly,  filters,  sound  insulation,  cooling  coils, 
expansion  valve,  refrigerant  and  suction  lines,  Com¬ 
pressor,  Compressor  mountings,  double  pipe  condenser 
and  water  regulating  valve,  control  switches  and  all 
interconnected  piping  and  wiring.  The  unit  is  used 
with  220  volt  3  phase  60  cycle  current  as  standard. 

The  outside  casing  is  No.  18  gauge  cold  rolled 
steel.  The  air  conditioning  unit  consists  of  a  filter 
section,  a  double  inlet  fan  assembly,  a  steel  baffling 
section  and  cooling  coils  of  aluminum  plate  fills  and 
copper  tubing. 

The  appliances  have  been  approved  by  the  Under¬ 
writers’  Laboratories  Safety  Appliance  No.  690, 
Application  No.  38C861. 

These  appliances  were  inspected  and  tested  under 
operating  conditions  at  42nd  street  and  Madison 
avenue,  N.  Y.  C.  As  a  result  of  this  inspection  and 
test,  it  is  recommended  that  the  Carrier  Self-Contained 
Air  Conditioning  Units,  Type  50G,  50H,  50L  and  50M 


be  approved  for  voluntary  use  in  New  \ork  City,  or 
condition  that  the  installations  conform  to  the  require¬ 
ments  of  Art.  18,  Refrigerating  Systems  of  the  Ad 
ministrative  Code  and  of  Art.  12,  Special  Occupancj 
Structures  of  the  Administrative  Building  Code,  sub 
ject  to  recommendations  of  the  Board  in  any  aii 
conditioning  rules  adopted  and  on  condition  that  thi 
appliance  bear  a  label,  permanently  affixed  reading 
“Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  200-39- SA. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 


Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  approve  the  appliance  known  as  the  gainer  Self 
Contained  Air  Conditioning  Units,  Type  5uLr,  burl,  bUJ 
and  SOM,  for  voluntary  use  in  New  York  City  when  mam: 
factured,  installed  and  labelled  in  accordance  with  tn 
above  report. 


201-39-SA. 

APPLICANT— Carrier  Corporation,  owner. 

SUBJECT— Carrier  Direct  Fired  Gas  Burner  Unit,  Mod 
58C3 — approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appliance  approved  in  accordam 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE—  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(201-39-SA) 

Whereas,  the  Carrier  Corporation,  owner,  filed  Februa 
21,  1939,  an  application  with  the  Board  of  Standards  ai 
Appeals  for  approval  of  the  appliance  known  as  the  Carri 
Direct  Fired  Gas  Burner  Unit,  Model  58C3  >  ana 
Whereas,  this  appliance  was  submitted  to  the  Committ 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  of  t 
board  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 

Re :  Cal.  201-39-SA. 

Approval  of  Carrier  Direct  Fired 
Gas  Burner  Unit.  Model  58C3. 

The  Carrier  Corporation  of  South  Geddes  btre 
Syracuse,  N.  Y.,  filed  February  21,  1939  an  apphcati 
with  the  Board  of  Standards  and  Appeals  for  appro 
of  the  appliance  known  as  the  Carrier  Direct  Fired 
Burner  Unit  Model  58C3  under  the  provisions  ot  L. 
690.0  Administrative  Code  (11.1.1  BC).  i 

This  is  a  gas  heating  system  designed  for  use 
warm  air  furnaces.  It  is  a  fully  automatic  sys 
operated  by  means  of  a  room  Thermostat.  It 
equipped  with  a  constant  pilot,  which  ignites  the  m 
burner  when  the  automatic  vajve  is  opened  by  the  ro 
thermostat.  A  pilot  safety  is  provided,  which  preve 
the  main  valve  from  opening,  or  closes  the  mam  va 
if  opened,  when  the  pilot  safety  is  extinguished, 
burner  is  made  in  one  size  having  an  input  capacity 
approximately  12,000  B.T.U.  per  hour.  The  sys  en 
rated  at  110  or  220  v.  50  or  60  cycles. 

The  burner  consists  of  two  cast  iron-half-rings 
proximate  diameter  1654  in-.  a  burner  outlet  A  J 
wide  of  corrugated  steel  ribbons  welded  at  five  poi 
An  adjustment  plate,  )4  in.  thick  approximately  1 
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1!?-  IOmeter,  d  leveling  screws  with  locknut  pro¬ 
vided.  L  he  pilot  assembly  consists  of  a  special  bronze 
casting  with  orifice  cap  machined  from  9/16  inch  steel 
stock  pinned  into  casting.  Two  5/32  in.  orifices  in  cap 
one  in  center,  and  one  at  right  angles  connected  with 
axel  slot  l/a~  in.  wide.  Central  orifice  partially  sur¬ 
rounded  with  steel  tube  2%  inches  long  having  a  hood 
at  top  spot  welded  in  place.  The  pilot  safety  thermo 
couple  is  attached  to  the  pilot  casting  with  bushings. 

the  inspirator  is  C.I.  approx.  2  in.  I  D.  The  primary 
air  shutter  is  Cl  approx.  3  in.  O.D.  The  air  shutter 
steel  and  orifice  assembly  brass.  Pilot  safety  switch 
bracket  steel.  Pilot  safety  switch  “BASO”  No.  550 
manufactured  by  Milwaukee  Gas  Specialty  Co  *  The 

xi0nto?ci?a,noel  contrains  a  Minneapolis-Honeywell  Cat. 
J\o.  21m  1-48  transformer. 

This  appliance  has  been  approved  by  the  Under- 

SerS  JL?bor?tories’  Lab-  File  No-  MH  2831,  June  2 
1938  and  by  the  American  Gas  Association. 

I  he  appliance  was  inspected  and  tested  at  329  Oxford 
Road  New  Rochelle,  N.  Y„  and  found  to  operate 
properly.  As  a  result  of  this  test  it  is  rcommended  that 
cQr^kiner  Dire9t  Fired  Gas  Burner  Unit,  Model 
38C3,  be  approved  for  use  in  other  than  combustible 
atmospheres,  on  condition  that  the  appliance  bear  a 
label  permanently  affixed  reading,  "Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City,  under  Cal.  201-39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

„  Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests.. 

that.Jhe  Board  of,  Standards  and  Appeals  does 
Z?/rIPtu0Ve  theapPkance  known  as  the  Carrier  Direct 
d  Gas  Burner  Unit,  Model  58C3,  for  use  in  New  York 
Aty  when  manufactured,  installed  and  labelled  in  ac- 
ordance  with  the  above  report. 


MATERIALS  SUBMITTED  FOR  APPROVAL 
57-38-SM. 

r'nrrrT^f — A-  ^orn’  owner. 

BBJECT-Dehydratine  No.  10  Semi-mastic  (waterproof 

PPEARANCES— ^  aPProval  of. 

ran™  °^pplicant :  None- 

CTI0  w-2F  B0ARp— Material  approved  in  accordance 
ttt-  report  of  committee  on  tests 

HE  VOTE  TO  APPROVE- 

Affirmative :  Chairman  Murdock,  Commission- 

,age  and  BIum  and  Assistant  Chief 

Walsh .  a 

Negative  . .  n 

Absent  . ■ . "  . . 

HE  RESOLUTION— 

(757-38-SM) 

hereas,  A.  C.  Horn,  owner,  filed  August  30  1938  an 

)roval°of  B4ph  ^  B,°fd  °f  Standards  and  Appeals ’for 
stir  mat/rlial  known  as  Dehydratine  No.  10  Semi- 

^  c  (waterproof  brush  coating)  ;  and 

T?sES:i?’ihlSDmat5riaI  was  sukmitted  to  the  Committee 
Tue  Board  for  test  and  report;  and 
ardS:  6  reP°rt  °f  the  Committee  on  Tests  of  the 

report  of  commitee  on  tests 

Re:  Cal.  757-38-SM. 

Approval  of  Dehydratine  No.  10  Semi- 
A  ??s£-c  (waterproof  brush  coating). 

tion  with  T’  °unerJ  filred  August  30,  1938,  an  applica- 
with  the  Board  of  Standards  and  Appeals  for 


approval  of  the  material  known  as  Dehydratine  No.  10 
Semi-mastic  (waterproof  brush  coating)  under  the  pro¬ 
tons  of  C26-524.0  Administrative  Code  (8.6.2.12  BC). 

This  material  is  a  uniform  machine  mixed  asphalt 
compound  containing  87%  to  88%  of  liquid  asphalt 
and  fibre  length  asbestos  known  as  0.0.5.11  Commercial 
free  from  grit. 

The  liquid  asphalt  has  the  following  characteristics : 

Volatile  37-38%  by  weight. 

Non-volatile  62-63%  by  weight. 

,.The  volatile  material  is  a  mineral  spirit  (petroleum 
distillate)  having  a  specific  gravity  of  55°  Be. 

The  non-volatile  material  has  the  following  charac¬ 
teristics  : 

Melting  point  (Ball  and  Ring)  165°. 

Penetration  at  77°  —  100  gr.  5  sec.  17. 

Penetration  at  32  °—  200  gr.  1  min  8 

Penetration  at  115°—  50  gr.  5  sec.  36. 

Ductility— about  6  cm.  at  77. 

Flash  Point — 550°  open  cup. 

Spec.  Gravity — 1.069. 

Solubility  in  carbon  bisulphide  99.8%. 

Solubility  in  carbon  tetrachloride  99.7% 

Evaporation  loss  20  gr.  5  hrs.  325°  trace. 

It  is  recommended  that  the  Board  of  Standards  and 
Appeals  approve  Dehydratine  No.  10  Semi-mastic 
(waterproof  brush  coating)  for  use  in  New  York  City, 
under  the  provisions  of  Section  C.26-524.0  Administra¬ 
tive  Code  (8.6.2.12  BC),  on  condition  that  in  Class  1 
and  Class  2  construction,  the  steel  shall  be  protected 
with  fireproof  material,  as  required  by  C26-611.0  Admin¬ 
istrative  Code  (10.2.1  BC)  and  on  condition  that  the 
containers  of  this  material  shall  bear  a  label  reading : 
Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  757-38-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Dehydratine  No  10 
Semi-mastic  ((waterproof  brush  coating),  for  use  in  New 
York  City  when  manufactured,  used  and  labelled  in  ac¬ 
cordance  with  the  above  report. 


892-38-SM. 

APPLICANT-^Joseph  Dixon  Crucible  Company,  owner. 
SUBJECT— Dixon’s  Waterproof  Primer  No.  101  and 
Dixon’s  Waterproof  Finish  Coat  No.  108  for  Steel 
Columns — approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  q 

Absent  .  q 

THE  RESOLUTION— 

(892-38-SM) 

herea S’  the  Joseph  Dixon  Crucible  Company,  owner, 
filed  October  17,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Dixon  s  Waterproof  Primer  No.  101  and  Dixon’s  Water¬ 
proof  Finish  Coat  No.  108  (for  steel  columns)  ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  of  the 
Board  reads : 
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REPORT  OF  COMMITTEE  ON  TESTS 

Re:  Cal.  No.  892-38-SM. 

Subject:  Approval  of  Dixon’s  Waterproof 
Primer  No.  101,  Dixon’s  Waterproof 
Finish  Coat  No.  108,  for  Steel  Columns. 

The  Joseph  Dixon  Crucible  Company  filed  October 
17  1938  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  materials  known  as 
Dixon’s  Waterproof  Primer  No.  101  and  Dixons 
Waterproof  Finish  Coat  No.  108,  for  Steel  Columns, 
under  the  provisions  of  C  26-524.0  Administrative  Code 

(8.6.2.12  BC).  _  ,  .  , 

Dixon’s  Waterproof  Primer  No.  101  (Red  color)  is 
composed  of  48.4%  pigment,  51.6%  vehicle  by  weight. 
The  dry  pigment  34.5%  red  lead 

20.5%  red  oxide  of  iron 
45.0%  silica-Graphite. 

The  red  lead  containing  not  less  than  95%  of  true 
red  lead,  the  red  oxide  of  iron  containing  not  less  than 
85%  iron  oxide  and  the  silica  graphite  containing  30% 
of  graphitic  carbon  and  70%  of  siliceous  inclusion. 
Federal  Specifications  TT  R  191  Red  Lead;  TT  P  31, 
Iron  Oxide,  No.  3-49-A  Black  Graphite. 

The  vehicle  —  9.7%  liquid  paint  drier 
90.3%  boiled  linseed  oil 
both  conforming  to  Federal  Specifications. 

Dixon’s  Black  Waterproof  Finish  Coat  No.  108  is 
composed  of 

33.4%  pigment 

66.6%  vehicle  by  weight. 

The  dry  pigment  85.6%  silica-graphite 
14.4%  carbon  black. 

The  silica  graphite  55.60%  graphitic  carbon  and 
44.4%  siliceous  inclusion. 

The  vehicle  9.3%  liquid  paint  drier 
90.7%  boiled  linseed  oil 
both  conforming  to  Federal  Specifications. 

It  is  recommended  that  Dixon’s  Waterproof  Primer 
No.  101  and  Dixon’s  Waterproof  Finish  Coat  No.  108 
for  steel  columns,  be  approved  under  the  provisions  of 
C  26-524.0  Administrative  Code  (8.6.2.12  BC),  for  use 
in  structures  of  Class  1  and  2  construction,  on  condition 
that  the  steel  shall  be  protected  with  fireproof  material 
as  required  by  Sec.  C  26-61 1.0  Administrative  Code 
(10.2.1  BC),  and  be  approved  under  the  provisions  of 
C  26-520.0  Administrative  Code  (8.6.2.10,  subdiv.  A, 
B.  C.),  for  painting  of  structural  steel,  on  condition  that 
the  container  of  the  material  shall  bear  a  label  per¬ 
manently  affixed  reading  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  No.  892-38-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Dixon’s  Waterproof 
Primer  No.  101  and  Dixon’s  Waterproof  Finish  Coat  No. 
108,  for  use  in  New  York  City  when  manufactured,  used 
and  labelled  in  accordance  with  the  above  report. 


970-38-SM. 

APPLICANT — H.  P.  Hayden,  of  Thompson  Materials 
Corporation,  for  Johnson-March  Corporation, 
owner. 

SUBJECT — Hunt  Process  (for  curing  concrete) — approval 
of. 

APPEARANCES— 

For  Applicant:  Edward  G.  Johnson  and  Harold  P. 
Hayden. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  committee  on  tests. 


THE  VOTE  TO  APPROVE—  „  .  . 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh . 

Negative  . 

Absent  . 


THE  RESOLUTION— 

(970-38-SM) 

Whereas,  H.  P.  Hayden,  of  lhompson  Materials  Cor¬ 
poration,  for  Johnson-March  Corporation,  owner,  filed 
November  2,  1938,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Hunt  Process  (for  curing  concrete)  ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  I  ests  of 
the  Board  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 
Re :  Cal.  No.  970-38-SM.  April  22,  1939. 

Subject:  Hunt  Process  (Concrete  Curing  Method). 

The  Johnson-March  Corporation  of  New  York,  filed 
with  the  Board  of  Standards  and  Appeals  a  request  for 
the  approval  of  their  concrete  curing  method  known  as 
the  “Hun  Process”  under  C26-502-0,  sub.  c,  of  the 
Administrative  Building  Code  (8.5.34).  The  Hunt 
Process,”  as  hereinafter  described,  is  a  bituminous  mate¬ 
rial  that  prevents  the  dehydration  of  concrete  and  per¬ 
mits  the  cement  to  hydrate,  so  that  the  concrete  develops 
strengths  which  are  comparable  to  moist  room  curing 


conditions. 

The  “Hunt  Process”  is  a  liquid  composed  of  Ber¬ 
mudez  asphalt  and  gilsonite  blended  at  a  high  tempera¬ 
ture  and  thinned  to  make  workable  by  a  petroleum 
solvent.  The  specification  of  this  compound  is  as 

follows:  „ 

Specific  Gravity  at  60°  F . 0.83  to  0.98 

Viscosity,  Saybolt  Furol  at  100°  F . 15  to  50  sec. 

When  distilled  to  a  temperature  of  680°  F.  the  total 
distillate  is  not  less  than  60%  by  volume.  The  initial 
boiling  point  of  the  distillate  is  not  less  than  240  F. 
and  at  least  35%  by  volume  of  the  total  distillate  has 
distilled  over  at  437°  F.  The  residue  poured  from  the 
flask  immediately  after  the  distillation  has  the  following 
characteristics: 

Specific  Gravity  at  77°  F . not  less  than  0.90 

Penetration  (100  gms.,  5  secs,  at  77°  F . -50 

Solubility  in  carbon  bisulfide . not  less  than  90.0% 

Ductility  at  77°  F . not  less  than  60  cm. 

Fixed  Carbon . 10  to  20% 

Paraffine  scale . not  more  than  O.b/o 

This  compound  is  applied  to  formed  or  exposed  con¬ 
crete  by  a  single  nozzle  spray  gun  operating  under 
compressed  air  at  a  pressure  of  90  lbs.  per  sq.  in.  As 
soon  as  the  forms  are  stripped  (within  one  hour),  the 
“Hunt  Process”  compound  is  sprayed  on  the  surface 
of  the  concrete  at  the  rate  of  20  sq.  yards  per  gal.  and 
forms  a  thin  flexible  black  sheet,  which  is  both  air  and 
waterproof.  It  thus  seals  into  the  contained  concrete 
the  mixing  water  and  permits  the  complete  hydration 
of  the  cement. 

This  material  was  tested  by  Columbia  University, 
Report  No.  2325,  with  results  as  follows: 

That  bituminous  curing  applied  as  soon  as  the 
concrete  has  been  deposited  and  finished,  is  more 


hours  burlap  curing. 

That  the  application  of  bituminous  coating  in 
general  results  in  considerably  higher  strength 
concrete  than  when  the  same  concrete  is  unprotected 
from  evaporation  during  the  curing  period.  _ 

That  bituminous  curing  is  equal  in  effectiveness 
to  moist  room  curing.  That  the  unprotected  (or 
uncured)  concrete  shows  an  average  loss  m 
strength  of  about  sixteen  (16%)  percent 

That  evaporation  of  the  mixing  water  is  retarded 
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by  the  application  of  bituminous  surface  coating, 
and  that  the  native  asphalt  compound  appears  to  be 
the  most  effective  of  the  three  materials  tested. 

That  the  compressive  strength  of  a  mass  of  un¬ 
cured  concrete  varies  throughout  the  depth  of  the 
slab.  The  loss  of  strength  is  dependent  on  the 
amount  of  evaporation  of  the  mixing  water,  and 
the  resultant  lack  of  curing. 

That  surface  coating  with  a  bituminous  compound 
and  moist  room  curing  each  produce  an  equally 
uniform  strength  throughout  slab,  whereas  the 
strength  of  the  material  adjacent  to  the  surface  of 
an  untreated  and  unprotected  slab  decreases  about 
forty  (40%)  percent. 

That  residence  to  abrasion  is  dependent  on 
proper  curing,  as  indicated  by  the  small  differences 
throughout  the  slab  in  the  moist  cured  and  bitu¬ 
minous  coated  specimens,  while  the  untreated  and 
unprotected  specimens  showed  a  large  variation,  or 
about  one  hundred  (100%)  percent  greater  at  the 
top  than  at  the  bottom  of  the  slab,  i.e.,  the  re¬ 
sistance  to  wear  of  uncured  concrete  is  approxi¬ 
mately  one-half. 

That  the  native  asphalt  compound  dries  more 
quickly  and  forms  a  more  impervious  film  than 
either  the  asphaltic  emulsion,  or  the  petroleum 
asphalt  cutback. 

On  the  basis  of  this  test,  the  committee  recommends 
the  approval  of  the  “Hunt  Process”  (Concrete  Curing 
Method),  when  manufactured  as  aforementioned,  as  an 
acceptable  method  of  curing  concrete,  as  required  in 
C26-502.0,  sub.  c,  of  the  Administrative  Building  Code 
(8.5.34) ,  provided  that  the  “Hunt  Process”  is  to  be 
applied  immediately  (within  1  hour)  after  the  forms 
are  stripped  from  structural  concrete  and  other  con¬ 
crete  work  not  requiring  forms,  such  as  floor  finishes 
and  driveways.  This  material  is  to  be  applied  by  a 
spray  gun  operated  by  at  least  90  lbs.  per  sq.  in  air 
pressure  and  spread  over  the  area  to  be  protected  at 
the  rate  of  1  gallon  to  each  20  square  yards.  When¬ 
ever  the  bonding  of  joints  or  surfaces  protected  by  the 
“Hunt  Process”  is  to  be  made,  the  “Hunt  Process” 
compound  shall  be  removed  by  sand  blasting  and  the 
surfaces  to  be  bonded  are  to  be  thoroughly  cleansed 
and  well  moistened  prior  to  the  application  of  grout 
or  other  concrete.  It  is  further  recommended  that  pre¬ 
caution  be  taken  to  prevent  unnecessary  water  spraying 
and  premature  loading  or  traffic  over  surfaces  treated 
with  this  compound.  It  is  also  recommended  that  the 
Hunt  Process”  be  applied  to  roof  slabs  and  floor  sur¬ 
faces  as  soon  as  the  surface  water  is  dissipated.  Similar¬ 
ly,  this  protection  shall  be  accorded  the  tops  of  walls, 
foundations,  beams  and  columns,  where  pouring  is  in¬ 
terrupted  for  a  period  longer  than  24  hours  after  the 
excess  water  on  the  top  of  the  forms  is  dissipated.  Such 
curing  compound  may  be  permitted  to  remain  on  the 
exposed  sides  of  concrete  surface  for  its  waterproofing 
qualities.  The  use  of  this  material  shall  be  limited  to 
confined  spaces. 

It  is  recommended  further  that  the  containers  of 
Hunt  Process”  (Concrete  Curing  Method)  be  stamped 
or  labelled : — “Approved  for  use  in  New  York  City  by 
the  Board  of  Standards  and  Appeals  under  Cal.  No. 
970-38-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

p  Committee  on  Tests. 

a esolvcd,  that  the  Board  of  Standards  and  Appeals  does 
-Teby  approve  the  material  known  as  the  Hunt  Process 
-oncrete  Curing  Method),  for  use  in  New  York  City 
ien  manufactured,  used  and  labelled  or  stamped  in  ac- 
rdance  with  the  above  report. 


359-39-SM. 


APPLICANT — The  Flintkote  Company,  owner. 

SUBJECT  Flintkote  Rock  (Mineral)  Wool  Insulation — 
approval  of. 

APPEARANCES— 

For  Applicant :  None. 

AC1  ION  OF  BOARD — Material  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  o 

Absent  .  q 


THE  RESOLUTION— 

(359-39-SM) 

Whereas,  the  Flintkote  Company,  owner,  filed  March  23, 
1939,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  material  known  as  Flintkote  Rock 
Wool  Insulation ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests,  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  of  the 
Board  reads : 


REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  No.  359-39-SM. 

Subject:  Flintkote  Rock  (Mineral) 

Wool  Insulation.  April  17,  1939. 

The  Flintkote  Company  of  New  York,  filed  on  March 
23,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  the  approval  of  Flintkote  Rock  Wool 
Insulation  under  the  provisions  of  the  Supplementary 
Rules  and  Regulations  of  the  Divisions  of  Housing  of 
the  Department  of  Housing  and  Buildings,  Sec.  1-2.4 
Mineral  Wool,  and  as  a  fire  stopping  material  Sec.  1-5 
of  these  rules  and  under  C  26-535.0,  sub.  a  and  b 
(8.7. 1.8. 1 )  Administrative  Building  Code,  which  pro¬ 
vides  for  firestopping  and  (8.7.1.8.2),  which  provides 
for  firestopping  of  furred  spaces  ;  also,  under  C  26-88.0 
(1.80)  of  the  Administrative  Building  Code  as  an  in¬ 
combustible  material. 

Flintkote  Rock  Wool  Insulation  is  manufactured  by 
the  American  Rock  Wool  Co.  at  their  plant  in  Plain- 
field,  N.  J.,  in  granulated,  long  fibre,  Prepac,  Durac 
Bats,  and  strip  forms.  The  bats  are  2"  and  wall  thick 
(3^"  to  4")  backed  with  a  treated  paper  so  as  to 
render  it  moisture-proof.  The  mineral  wool  is  treated 
to  make  it  water  repellent  and  vermin  proof. 

The  applicant  has  furnished  data  of  a  one-hour  fire 
test  conducted  at  Columbia  University,  Report  No.  2445. 
This  test  of  Flintkote  Rock  Wool  was  made  on  a  panel 
24  x  42  made  up  of  2"  x  4"  studs,  sill  and  cap  pieces 
with  sIud  spacing  12",  16"  and  12"  cc  respectively. 
Wood  lath  was  applied,  over  which  a  H"  scratch  coat 
consisting  of  1  part  lime  putty  and  two  parts  sand  with 
cattle  hair  added,  over  this  a  %"  brown  coat  consisting 
of  equal  parts  of  lime  putty  and  sand  and  finally  a  %" 
finish  coat  consisting  of  1  part  Plaster  of  Paris  and 
2  parts  lime,  thus  providing  a  total  thickness  of 
plaster.  Into  this  panel  Flintkote  Granulated  Mineral 
Wool  was  packed  to  a  density  of  8.5  lbs.  per  cu.  ft. 
and  then  capped  for  the  fire  test  in  the  gas  furnace. 

Tests  were  then  conducted  for  the  period  of  one  hour, 
in  accordance  with  the  standard  time  temperature  curve 
as  provided  in  C  26-579.0  Administrative  Building  Code 
(10.1.5.1).  The  results  of  this  test  indicate  that  the 
side  exposed  to  the  flame  was  completely  calcined  and 
crumbled  easily  and  that  the  wood  lath  was  consumed 
with  about  15%  charring  of  the  studs.  On  the  un- 
exposed  side  of  the  panel  the  wood  lath  was  in  the 
original  condition  and  the  plaster  showed  little  sign 
of  calcining.  The  temperature  rise  of  the  unexposed 
surface  of  the  panel  was  the  difference  between  the 
starting  temperature  of  70°  F.  and  the  final  temperature 
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at  the  end  of  the  hour  of  108°  F.,  giving  a  net  increase 
of  38°  F.,  which  is  well  within  the  code  limitation  of 
250°  F.  maximum  rise. 

On  the  basis  of  this  test  the  committee  recommends 
the  approval  of  Flintkote  Rock  (Mineral)  Wool  Insula¬ 
tion  in  granulated,  long  fibre,  Prepac,  Durac  Bats  and 
strip  forms,  be  approved  as  a  fire  retarding  material 
under  the  Supplementary  Rules  and  Regulations  of  the 
former  Tenement  House  Department  Sec.  1-2.4  and 
C26-191.0  A.C.  (2.2.3  BC)  provided  that  the  material 
shall  be  placed  in  the  studs  at  a  density  of  not  less 
than  8.5  lbs.  per  cu.  ft.  When  blown  in,  it  shall  be 
well  compacted  to  eliminate  possible  voids  and  prevent 
bridging  where  plaster  keys  are  excessive.  If  cross 
bridging  or  other  obstructions  exist,  means  shall  be 
taken  to  gain  access  to  all  spaces  between  the  studs  to 
be  fire-retarded. 

Approval  is  also  recommended  for  the  use  of  Flint¬ 
kote  Rock  (Mineral)  Wool  Insulation  in  granulated, 
long  fibre,  Prepac,  Durac  Bats  and  strip  forms  as  a 
firestop  under  Sec. 1-5  of  the  Supplementary  Rules  and 
Regulations  of  the  former  Tenement  House  Depart¬ 
ment  and  under  C26-535.0  sub.  a  and  b  A.C.  (8. 7. 1.8.1 
and  8.7.1.8.2  BC).  When  this  material  is  installed 
in  accordance  with  the  requirements  of  these  sections 


and  when  so  installed  the  density  shall  not  be  less  thar 

8.5  lbs.  per  cu.  ft.  ,  _  ,  .... 

It  is  further  recommended  that  Flintkote  Rock  (Min¬ 
eral)  Wool  Insulation  in  granulated,  long  fibre,  Prepac 
Durac  Bats  and  strip  forms  shall  be  installed  under  th( 
supervision  of  the  manufacturer  or  his  agents  and  thai 
each  bag  or  carton  containing  this  material  shall  b( 
stamped,  labelled  or  tagged  reading  Approved  by  th< 
Board  of  Standards  and  Appeals  for  use  in  New  Yorl 
City  under  Cal.  No.  359-39-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  approve  the  material  known  as  Flintkote  Rock  Woo 
Insulation,  for  use  in  New  York  City,  when  manufactured 
installed  and  labelled  or  tagged  in  accordance  with  th. 
above  report. 


Adjourned,  5  :30  P.M. 

Edward  V.  Barton,  Chief  Clerk. 


RULES 


SMOKING  IN  FACTORIES 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de¬ 
termining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed. 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in : — 

(a)  Factories  engaged  in  the  manufacture  of  cigar; 
cigarettes,  or  smoking  tobacco,  when  necessary  for  th 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling 
testing  and  experimental  purposes  is  carried  or 

(2)  Such  smoking  is  conducted  in  a  roor 
provided  especially  for  that  purpose,  separate 
from  the  rest  of  the  building  by  fireproof  o 
fire-resisting  partitions,  with  all  openings  therei 
protected  by  self-closing  fire  doors,  and,  furthe 
unless  the  building  is  of  fireproof  constructs 
or  required  with  an  approved  automatic  sprint; 
ler  system,  the  floor  and  ceiling  of  such  root 
shall  be  covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  th 
administrative  official  may  direct  are  installer 

(4)  All  waste  paper  and  other  inflammabl 
waste  materials  are  deposited  in  fireproof  n 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  followin 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 
Forge  shops; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 

provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  constni' 

tion ;  .  .i 

(2)  Such  chemical  fire  extinguishers  as  t 
administrative  official  may  direct  are  installec 

(3)  All  waste  paper  and  other  inflamma  > 
waste  materials  are  deposited  in  fireprooi  r1 
ceptacles. 
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PUBLIC  HEARING 


PROPOSED  RULES  ON  USES  OF  INSULATING  FIBRE  BOARD. 

Minimum  tensile  strength,  pounds 


[170-39-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  May  5,  1939,  at  10  a.m.,  Room  1013,  Municipal 
Building,  on  Proposed  Rules  relative  to  Uses  of  Insulating 
Fibre  Board. 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York,  and  C 26-189.0  Administrative  Code 
{2.2.1. 1),  C-26-462.0  of  the  Administrative  Code  (8.4.10.6), 
C-26-4S8.0,  sub.  g,  Administrative  Code  (8.4.10.2),  C-26- 
)3S.O,  sub.  b.  Administrative  Code  (87.2.3),  C-26-541  0 
■ub.  a,  Administrative  Code  (87.2.6. 1),  C-26-667.0,  para¬ 
graphs  4  and  8.  Administrative  Code  (10.9.2.4),  sub.  c,  and 
JO.9.2.4),  Building  Code,  C-26-680,  sub.  21,  Administrative 
r'Ode  (10.12.11.1) ,  C-26-541.0,  Administrative  Code  (87.2.6 
),  C-26-619.0,  Administrative  Code  (10.3.1),  and  C-26- 
'21.0,  Administrative  Code  (12.2). 

\ote:  Where  reference  in  parentheses  appears  after  the 
Administrative  Code  Section,  it  refers  to  the  Sec¬ 
tion  of  the  New  Building  Code  as  formerly  num¬ 
bered. 


(2) 

(3) 

(4) 

(5) 

(6) 

(7) 

(8) 
(9) 


tule  1.  Classes  of  Fibre  Board. 

(1)  Wood  Fibre 

Exploded  Wood  Fibre 
Balsam  and  Wood  Fibre 
Western  Wood  Fibre 
Cane  Fibre  (Bagasse) 

Pulp  from  waste  papers 
Straw  Fibre 

Ground  Wood  Pulp  Fibre 
Corn  Fibre 

J.L  STRUCTURE  OF  FIBRE  BOARD.  Fibre  boards 
shall  be  manufactured  from  wood  or  other  vegetable 
fibre  by. a  felting  or  molding  process  and  provided 
with  sizing  to  render  water-resistent,  and  shall  be 
subjected  to  a  sufficient  drying  temperature  so  as  to 
completely  destroy  rot-producing  fungi.  No  starch 
ingredient  shall  be  included  unless  made  toxic  to 
household  vermin. 

1.2.  The  structure  of  the  board  may  be  either  single  or 
multiple  ply,  and  if  latter,  the  plies  shall  be  joined 
under  pressure  by  a  moisture  resisting  cement.  Sur¬ 
faces  shall  be  finished  smooth  and  free  of  coarse 
fibres. 

For  a  plaster  base,  wall  board,  roof  boards,  sheath¬ 
ing,  siding,  roof  insulation,  floor  insulation,  acousti¬ 
cal,  interior  finish,  the  fibre  board  shall  be  home- 
geneous,  free  from  cracks,  lumps,  unevenness  and 
other  defects. 

Table  1 


1.3. 


Miscel- 

Building  Plaster  laneous 
Board  Base  uses 

(Note  5)  (Note  6)  (Note  7) 


?‘ra“ni  thermal'  conductivity 
a-i.U.  per  hour  per  square  foot 
)er  degree  F.  per  inch  thickness 


nimum  transverse 


strength, 

-^iguivvise  (note  2) . 

ounds  Crosswise  (note  2) . 

mmum  deflection  at  ultimate 


ximum  deflection  at  ultimate 


0.36 

0.36 

'0.36 

14 

14 

7 

12 

12 

7 

0.25 

0.25 

0.25 

.85 

.85 

1.25 

Jr  v-  J11V.U  ^  1IUIC  ^ J . .  .  . 

Water  absorption  per  cent . 

Maximum  linear  expansion,  per  cent 

Nail  holding  strength  # . 

Bond  strength  per  square  foot  of 
bonded  surface . 


175 

175 

100 

5 

1/ 

5 

1/ 

10 

72 

100 

72 

70 

60 

— 

700 

Note  1. 
Note  2. 


Note  3. 
Note  4. 


f n°  ■  °ai<^  of  a!ly  c*ass  having  a  conductance  greater  than 
au  b.t.u.  per  hour,  per  square  foot  per  degree  F.  irre¬ 
spective  of  thickness  will  be  acceptable  under  these  rules. 
This  requirement  is  based  upon  specimens  y2  inch  thick. 
lor  specimens  of  other  thicknesses  the  requirement  shall 

nf  Vn  1?IFectJ  Proportion,  that  is,  for  a  thickness 

oi  1-inch,  it  shall  be  doubled,  etc. 

Minimum  deflection  at  rupture  shall  be  not  less  than  .25". 


Note  5. 

Note  6. 


Tensile  strength  requirements  shall  be  applicable  only  on 
thicknesses  up  to  and  including  1-inch. 

Edges  shall  be  square  for  building  board. 

shall  be  either  ship  lapped  bevel  and  ship  lapped, 
tongue  and  grooved,  bevel  and  tongue  and  grooved  “V” 
jointed,  or  ship  lapped  and  grooved.  Each  board  shall  be 
sucqon°bond  fabr°US  texture  to  insure  good  mechanical  and 


Note  7.  Edges  shall  be  square  unless  ship  lapped  or  offset. 


Rule  2. 


Uses  and  Methods  of  Applying 
Fibre  Board. 

2.1  Fibre  board  may  be  used  as  a  plaster  base  or  wall 
board  in  non-firepro.of  commercial  structures  not 
more  than  2  stories  in  height  and  in  one  and  two 
family  dwellings  not  exceeding  three  stories  in 
height  and  in  Class  3  multiple  dwellings  for  par¬ 
titions  and  ceilings  where  either  no  fire  resistive 
rating  is  required  or  where  a  fire  resistive  rating 
not  exceeding  ^4  hour  is  permitted  and  installed  in 
accordance  with  the  requirements  of  C-26-458  Ad¬ 
ministrative  Code  (8.4.10.2)  and  C-26-462.0,’  Ad¬ 
ministrative  Code  (8.4.10.6). 

The  joints  on  walls  and  ceilings  shall  be  broken 
at  least  one  stud  apart,  and  in  no  event  shall  joints 
of  fibre  board  lath  be  in  vertical  line,  excepting  in 
the  corners  of  a  room.  The  joints  shall  be  broken  at 
every  other  board  on  the  walls  and  at  right  angles 
to  the  furring  on  ceiling.  C-26-462.0,  Administrative 
Code  (8.4.10.6).  They  shall  be  solidly  nailed  at 
every  bearing  not  more  than  6"  center  to  center  for 
walls  and  4"  center  to  center  for  ceilings  and  nailed 
to  all  studding  with  \y8"  No.  13  gauge  blued  or  gal¬ 
vanized  plaster  board  nails,  with  y8"  heads  for  y2" 
board  and  1^"  nails  with  y8"  heads  for  yA”  or  1" 
board,  and  with  proportionately  longer  nails  for 
thicker  fibre  board.  All  corners  shall  be  reinforced 
with  standard  metal  corner  beads.  All  re-entrant 
angles  shall  be  reinforced  with  standard  metal 
angle  lath  strip.  Reinforcement  shall  be  securely 
stapled  on  the  lath.  At  the  juncture  of  frame  and 
masonry  construction,  6"  strip  of  expanded  metal 
lath  shall  be  used.  No  board  shall  be  run  through 
from  room  to  room. 

2.1.1  It  shall  be  unlawful  to  wet  fibre  board  before 
plastering.  C26-462.0,  Administrative  Code 
(8.4.10.6). 

2. 1.2.1.  “SCRATCH  OR  FIRST  COAT.’' 

The  scratch  coat  shall  contain  not  more 
than  2/3  by  weight  of  sand  and  1/3  calcined 
gypsum  plaster  with  fibres  or  including  other 
materials  and  fibring  so  that  the  setting  time 
shall  not  be  greater  than  four  hours  nor  less 
than  1  y2  hours  and  with  a  tensile  strength 
of  not  less  than  75  pounds  per  sq.  in.  The 
scratch  coat  shall  be  not  less  than  yA”  thick. 

2. 1.2.2  “BROWN  OR  SECOND  COAT.” 

The  brown  coat  shall  contain  not  more  than 
Y\  by  weight  of  sand  and  the  remaining  y 
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shall  not  contain  less  than  3/5  of  calcined 
gypsum  and  not  more  than  2/5  of  other 
materials,  including  fibring.  The  setting  time 
shall  be  not  more  than  five  hours  nor  less  than 
two.  This  brown  coat  shall  have  a  tensile 
strength  of  not  less  than  50  pounds  per  sq.  in. 
and  shall  be  not  less  than  3/16"  in  thickness. 

2. 1.2.3  “FINISH  COAT.” 

The  finish  coat  shall  be  applied  after  the  ap¬ 
plication  of  the  second  or  brown  coat  has 
become  dry,  and  shall  be  set  in  not  less  than 
20  minutes  nor  more  than  four  hours  and 
shall  have  a  tensile  strength  of  not  less  than 
200  pounds  per  sq.  in.  and  be  not  less  than 
1/16"  thick. 

2. 1.2.4  “GROUNDS.” 

Suitable  grounds  shall  be  established  with 
each  thickness  of  fibre  board  so  as  to  insure 
a  minimum  thickness  of  /z"  of  plaster.  Fibre 
board  shall  extend  from  floor  to  ceiling  with 
grounds  secured  to  the  framing  members 
through  the  fibre  board. 

2.2  FIBRE  BOARD  SHEATHING. 

Approved  fibre  board  sheathing  at  least  one-half 
of  an  inch  in  thickness  and  four  feet  in  width  may 
be  used  instead  of  wood  sheathing  when  bearing 
on  4  studs  and  fastened  to  each  bearing  with  1}4" 
wire  nails,  6"  or  less  c-c,  with  head,  and  for 
24"  or  1"  board.  Such  nails  shall  be  2"  long. 
C-26-538.0,  sub.  b  (87.2.3).  The  use  of  fibre  board 
as  roof  sheathing  is  not  permitted  except  as  insula¬ 
tion  over  suitable  sheathing  material. 

2.3  MINOR  FRAME  STRUCTURE. 

Approved  fibre  board  siding  may  be  used  on  wood 
frame  sheds  erected  where  permitted  and  where 
open  on  at  least  one  side,  provided  such  sheds  are 
fifteen  feet  or  less  in  height  and  do  not  exceed  2500 
square  feet  in  area  and  are  at  least  4  feet  from  any 
lot  line  and  are  covered  on  sides  and  roof  with  ap¬ 
proved  fire-retarding  material.  C26-541.0  (87.2.6.1. ). 

2.4  USE  OF  FIBRE  BOARD  WHEN  COVERED  BY 
AN  INCOMBUSTIBLE  WEARING  SURFACE. 
Untreated  combustible  insulation  board  of  a  single 
layer  or  thickness  not  to  exceed  V2"  when  cemented 
or  attached  directly  to  the  surface  of  an  approved 


2.5 


2.6 


2.7 


2.8 


type  of  fire-resistive  floor  construction  may  b 
used  elsewhere  than  in  stair  enclosure  and  corridor 
when  covered  by  an  incombustible  wearing  surfao 
in  accordance  with  these  rules.  C26-667.G,  sub.  4 
(10.9.2.4). 

ROOF  AND  FLOOR  INSTALLATION  I! 
CLASS  1  AND  CLASS  2  STRUCTURES. 

Fibre  board  used  as  insulation  may  be  applie 
directly  to  the  fire-resistive  floor  or  roof  construe 
tion  in  cement,  provided  such  insulation  is  covere' 
by  at  least  one  and  one-half  inch  thickness  c 
Portland  Cement  concrete  or  other  equally  firt 
resistive  material  of  equal  thickness.  C26-619.1 
sub.  a,  Administrative  Code  (10.3.1).  Insulatio 
fibre  board  so  applied  shall  be  over  a  screeded  cor 
crete  roof  or  floor,  graded  where  necessary,  an 
cemented  to  the  arch  with  hot  asphalt  or  coal  t; 
pitch.  Fibre  insulation  board  shall  not  be  left  e? 
posed  to  the  elements,  nor  shall  it  be  applied  to  w< 
surfaces  of  any  kind. 

ROOF  INSULATION  OTHER  THAN  V. 
CLASS  1  AND  CLASS  2  STRUCTURES. 

The  use  of  fibre  board  as  roof  insulation  is  lawfu 
provided  such  fibre  board  is  covered  with  an  a] 
proved  type  of  fire-resistive  roof  covering  applie 
directly  thereto,  C26-680,  sub.  2,  Administrath 
Code  (10.12.11.1),  and  when  installed  in  accordam 
with  the  requirements  of  2.2  of  these  rules. 
ACOUST.ICAL  AND  INTERIOR  FINISH. 
Fibre  board  for  acoustical  and  interior  finish  i 
Class  1  and  Class  2  structures  may  be  used  whe 
cemented  directly  to  the  plastered  surface  with 
quick-setting  cementing  material  and  secured  t 
small  head  barbed  nails,  except  as  in  C26-721.0,  su 
b,  Administrative  Code  (12.2),  and  when  installe 
as  specified  in  C26-634.0,  sub.  c,  Administrath 
Code  ( 10.4.2.2)  and  material  so  used,  shall  1 
treated  to  make  it  flameproof. 

USE  OF  FIBRE  BOARD  IN  FIRE  WALLS. 
Fibre  board  may  be  used  as  insulation  in  fire  wal 
C26-632.0  sub.  g  AC  (10.4.1.2)  if  cemented  ar 
attached  directly  to  the  face  of  the  wall  laid  t 
with  no  intervening  air  spaces  and  protected  wit 
not  less  than  2  in.  of  secured  masonry  laid  tig 
against  the  fibre  board. 


APPROVED  APPLIANCES 


APPROVED 

Name 

Alro 

FUEL  OIL 

Calendar  No. 
720-38-SA 

FILL  PIPE  TERMINALS 

Name 

Calendar  N 
.  .  .  213-35-S 

10-36-SA 

Rhode  Island  . 

204-35-S 

345-35-SA 

48-35-S' 

r  . 

I  H  N 

292-35-SA 

....  231-35-S 

184-38-SA 

Simplex  . 

....  214-35-S, 

Newbury  . 

. .  223-35-SA 

78-38-S 

APPROVED  APPLIANCES 


APPROVED  GAS  HEATERS 


Name  of  Burner  Calendar  No. 

Bryant  Unit  Garage  Heater,  Models  l-AG-85- 

C,  2-AG-85-C  and  3-AG-85-C .  292-38-SA 

Bryant  Vertical  Forced  Air  Heater,  Model  8, 

Type  VB  (Gas  Fired) .  443-38-SA 

Humphrey  Gas  Unit  Heater,  Models  60,  65, 

85,  100,  125  and  200 .  679-38-SA 


Name  of  Burner 


Calendar  N 


Janitrol  Gas  Unit  Heater,  Models  UG45-37, 
UG85-37,  UG100-37,  UG125-37,  UG160-37, 
UG200-37,  UG400,  CG45-37,  CG60-37, 

CG85-37,  CG100-37,  CG125-37,  CG160-37, 
CG200-37,  CG400,  M  2000.  M  3000,  M 
4000,  D  4000,  UG60-35,  UG125-35,  UG200- 
35,  CG10-34  and  CG8-34 . 


i 

683-38-S 
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IULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  OF  paints  vap 
NISHES,  LACQUERS  AND  OTHER  FLAMMABLE  SURFACE  CODINGS 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEAL^  JUNE  10  1932 
AND  REVISED,  JULY  16,  1937,  EFFECTIVE  AUGUST  16,  1937.  ’ 


[353-30-SR] 

uthority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand- 

'ds  and  Appeals  by  Section  666,  subdivisions  2  and  3  of 

’e  Charter  of  the  City  of  New  York,  to  effectuate  the 

' ovisions  of  C  19-84.0,  C19-85.0  and  C19-86.0  of  the  Ad- 

inistrative  Code. 

ule  1.  Application. 

1.1  No  person,  firm  or  corporation  shall  SPRAY,  DIP 
or  IMMENSE  any  article  or  thing  within  the  City 
of  New  T  ork  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  inflammable  or  combustible 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  except  in  conformance  with  these  rules,  and 
under  a  permit  issued  by  the  Fire  Chief  and  Com¬ 
missioner.  Where  the  quantity  of  spraying  material 
used  in  a  day  does  not  exceed  two  (2)  quarts,  the 
Fire  Chief  and  Commissioner  may  modify  or  waive 
these  rules. 

1.2  APPLICATIONS.  Application  for  the  required 
permit  to  store  and  use  the  above-mentioned  articles 
shall  be  made  to  the  Fire  Chief  and  Commissioner 
on  forms  prescribed  by  him  and  shall  contain  such 
information  as  he  may  require.  When  a  spray, 
dipping,  immersing,  storage  or  mixing  room  is  to 
be  installed,  plans  shall  be  filed  with  the  Borough 
Superintendent  of  Buildings  before  a  permit  is 
issued. 

1.3  RESTRICT.  IONS.  No  spraying,  dipping  or  im¬ 
mersing  of  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  flammable  substances,  mix¬ 
tures  or  compounds  commonly  used  for  painting, 
varnishing,.  staining  or  similar  purposes  shall  be 
permitted  in  any  premises  or  portion  thereof  as 
follows: 


2.3  The  term  “CANOPY  BOOTH  or  HOOD"  when 
used  in  these  rules  shall  mean  an  installation  con¬ 
sisting  of  a  metal  canopy  or  hood,  without  any  side 
or  end  panels  enclosing  the  object  sprayed  and  an 
air  exhaust  system  under  which  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.4  The  term  ‘  TUNNEL  BOOTH"  when  used  in 
these  rules  shall  mean  a  compartment  consisting  of 
two  sides  and  top,  equipped  with  an  air  exhaust 
system  in  which  spraying  with  any  flammable  paints, 
varnishes, .  lacquers  or  any  other  flammable  sub- 
sta.nc.es,  mixtures  or  compounds  commonly  used  for 
painting,  varnishing,  staining  or  similar  purposes  is 
carried  on. 

2.5  The  term  “SPRAY  ROOM”  when  used  in  these 
rules  shall  mean  a  fully  enclosed  room  approved 
for  such  use  in  which  any  article  or  thing  is  sprayed 
by  any  flammable  paints,  varnishes,  lacquers  or  any 
other  flammable  substances,  mixtures  or  compounds 
commonly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.6  The  term  “DIPPING  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  room  approved  for 
such  use  in  which  any  article  or  thing  is  dipped, 
spread  or  immersed  in  any  flammable  paints,  var¬ 
nishes,  lacquers  or  any  other  flammable  substances, 
mixtures  or  compounds  commonly  used  for  paint¬ 
ing,  ^  varnishing,  staining  or  similar  purposes  ir 
carried  on. 

27  The  term  “FIREPROOF  or  FIRE-RESISTING 
PARTITIONS”  used  in  these  rules  shall  mean  the 
standards  set  in  the  Labor  Law  and  the  Rules  of 
the  Board  of  Standards  and  Appeals  for  factory 
buildings.  All  openings  in  this  tvpe  of  partition 
shall  only  be  equipped  with  self-closing,  fireproof 
doors. 


1.3.1  Which  is  occupied  as  a  Class  A  or  B  Multiple 
Dwelling  or  a  dwelling  for  one  or  two  fami¬ 
lies. 

1.3.2  Which  is  artificially  lighted  by  any  means 
other  than  electricity. 

1.3.3  Which  is  heated  by  other  than  the  use  of 
steam  or  hot  water  circulating  systems. 

e  2.  Definitions. 


.1 


term  “SPRAY  or  SPRAYING  SPACE,’ 
DIPPING.  SPACE  or  IMMERSING  SPACE’ 
when  used  in  these  rules  shall  mean  that  portion  ol 
the  premises  used  for  the  actual  work  of  spraying 
nipping  or  immersing  any  article  or  thing  with  any 
nammab  e  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds,  com¬ 
monly  used  for.  painting,  varnishing,  staining  or 
similar  purposes  in  any  booth  or  room  approved. 

The  term  “CABINET  BOOTH"  when  used  in  these 
,  j,  sha11.  ,mean  a  compartment  with  a  back,  top 
,”v™°  .s'd.es  equipped  with  air  exhaust  facilities, 
located  within  a  room  or  any  portion  of  any  prem- 
ses  where  spraying  with  anv  flammable  paints 
varnishes,  .  lacquers  or  any  other  flammable  sub- 
tances,  mixtures  or  compounds  commonly  used  for 

emmg,  varnishing,  staining  or  similar  purposes  is 
carried  on. 


2.8  The  term  “STORAGE  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  room  used  for 
the  storage  and  mixing  of  anv  inflammable  paints, 
varnishes,  lacquers  or  any  flammable  substances, 
mixtures  or  compounds  commonly  used  for  paint¬ 
ing,  varnishing,  staining  or  similar  purposes. 

2.9  The  term  “CERTIFICATE  OF  FITNESS”  when 
used  in  these  rules  shall  mean  the  written  permis¬ 
sion  granted  by  the  Fire  Chief  and  Commissioner  to 
an  individual  to  supervise  and  handle  spraying,  dip¬ 
ping  and  immersing  materials  and  equipment,  in 
accordance  with  the  provisions  of  Section  C19-14.0 
of  the  Administrative  Code  and  these  Rules. 

2.10  The  term  “PERMIT”  when  used  in  these  rules 
shall  mean  the  written  permission  issued  to  a  per¬ 
son,  firm  or  corporation  by  the  Fire  Chief  and 
Commissioner,  to  store  and  use  materials  covered 
by  Sections  C19-12.0  and  C19-84.0  of  the  Adminis¬ 
trative  Code  and  these  Rules. 


Rule  3.  Ventilation. 

3.1  Spraying  or  dipping  spaces  shall  be  ventilated  when 
in  operation  so  that  the  movement  of  air  shall  be 
at  least  one  hundred  (TOO')  linear  feet  per  minute 
in  the  breathing  zone  of  the  operator  and  be  of  suf¬ 
ficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors. 


669 


RULES 


3.2  Air  shall  be  admitted  to  the  spraying,  dipping  or 
immersing  spaces  in  an  amount  equal  to  the  capacity 
of  the  fan  or  fans  and  in  such  a  manner  as  to  avoid 
short-circuiting  the  path  of  air  in  the  working  zone 
of  such  spaces.  Exhaust  fans  shall  be  kept  running 
constantly  while  spraying  or  mixing  and  for  a  suf¬ 
ficient  length  of  time  thereafter  to  exhaust  all 
vapors,  fumes  or  residues  of  spraying  materials 
from  the  spray  booth  or  spray  room. 

3.3  EQUIPMENT.  Motors  shall  be  located  outside  of 
spraying,  dipping  or  immersing  spaces  except  as 
provided  in  Rule  4. 

Rule  4.  Specifications  for  Spray  Booths,  Spray 
Rooms  and  Dip  Rooms. 

4.1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 
combustible  material  satisfactory  to  the  administra¬ 
tive  official  having  jurisdiction,  be  adequately  ven¬ 
tilated  with  mechanical  ventilation ;  if  lighted  to  be 
in  conformity  with  these  rules.  The  necessary  fire 
protection  shall  be  maintained  at  all  times. 

4.1.1  Spray,  dip  and  immersing  rooms  shall  be  con- 
constructed  of  fireproof  or  fire-resisting  par¬ 
titions  with  waterproof  floors,  adequately 
ventilated  by  mechanical  means,  equipped  with 
the  necessary  fire  protection;  if  lighted  and 
heated  to  be  in  conformity  with  these  rules. 
Floor  drains  leading  to  the  house  drainage 
system  or  the  public  sewer,  shall  not  be  per¬ 
mitted.  Where  more  than  sixty  (60)  gallons 
of  material  in  open  tanks  are  used,  a  drain  to 
an  approved  tank  located  outside  the  building 
shall  be  provided. 

4.1.2  Panels  of  polished  wired  glass  or  plate  glass 
at  least  one-quarter  of  an  inch  (A)  thick,  not 
exceeding  seven  hundred  and  twenty  (720) 
square  inches  in  area  and  not  more  than 
forty-eight  (48)  inches  in  any  linear  dimen¬ 
sion  may  be  used  in  the  sides  of  a  spray  booth 
or  room. 

4.1.3  The  inner  sides  of  walls,  ceilings  and  the 
floors  of  all  spraying  or  dipping  spaces  shall 
have  a  smooth  surface. 

4.1.4  All  openings  in  spray,  dip  or  immersing  rooms 
shall  be  protected  by  fireproof  doors.  Only 
windows  opening  to  a  street  may  be  permitted 
or  a  window  not  on  a  lot  line  more  than  20 
ft.  distant  from  windows  of  adjacent  build¬ 
ings  not  in  same  plane  may  be  used  for 
ventilation. 

4.1.5  Ferrous  metal  used  in  the  construction  of 
spraying,  dipping  or  immersing  spaces  shall 
be  thoroughly  painted  on  the  inside  or  be 
galvanized. 

4.1.6  All  spraying,  dipping  or  immersing  spaces 
shall  be  so  constructed  that  a  reasonable 
length  longer  is  maintained  than  required  for 
the  article  or  thing  to  be  sprayed,  dipped  or 
immersed.  Ferrous  metal  shall  not  be  used 
for  such  floor  surface. 

4.1.7  At  least  three  (3)  feet  of  clear  working  space 
shall  always  be  maintained  for  each  operator 
spraying,  dipping  or  immersing  any  article  or 
thing. 

4.2  SPECIFICATIONS  FOR  DUCTS,  PIPES  AND 
FANS. 

4.2.1  All  ducts  used  for  ventilating,  spray,  dip  or 
immersing  spaces  shall  be  constructed  of  metal 
of  not  less  than  the  following  gauges  of 
metal. 

Ducts  twenty-four  (24")  inches  or  less  in 
diameter  No.  22  gauge. 


Ducts  over  twenty-four  (24")  inches  arc 
not  over  thirty-six  (36")  inches  ir 
diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (36")  inches  ir 
diameter  No.  18  gauge. 

4.2.2  Ducts  shall  be  strongly  constructed  and  b( 
installed  in  a  workmanlike  manner.  They  shal 
be  rigidly  supported. 

4.2.3  Ventilating  ducts  shall  run  as  directly  as 
practicable  to  the  outer  air  and  be  protectee 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  be  protectee 
with  a  screen  of  copper  or  bronze  with  a  mesl 
not  larger  than  one-quarter  (A")  inch. 

4.2.4  Where  a  duct  passes  through  a  non-fireprool 
roof,  the  duct  shall  be  protected  at  such  poin' 
by  an  outer  pipe  or  sleeve  with  an  air  space 
of  at  least  one  (1")  inch  between  the  sleeve 
and  duct.  The  outer  pipe  shall  be  not  less 
than  two  (2")  inches  from  any  woodwork  anc 
such  woodwork  shall  be  covered  with  metal. 

4.2.5  Ventilating  ducts  shall  not  terminate  withir 
ten  (10)  feet  measured  horizontally  of  an] 
chimney  outlet,  unprotected  air  intakes  or  o 
any  door  or  window  in  an  adjoining  building 

4.2.6  If  induced  draft  is  used  to  create  an  air  move 
ment,  the  air  shall  be  supplied  from  a  poin 
outside  the  spray  or  dip  or  immersing  space 
Fans  and  motor  must  be  located  outside  th< 
spray  or  dip  space,  except  approved  explo 
sion-proof  motor  and  non-ferrous  blade  fans 

4.2.7  The  exhaust  system  from  any  spray,  dip  o 
immersing  space  shall  not  be  connected  to  an; 
other  ventilating  system  or  be  discharged  inti 
a  chimney  or  flue  used  for  the  purpose  o 
conveying  gases  of  combustion. 

4.2.8  Exhaust  fan  blades  shall  be  constructed  o 
non-ferrous  metal.  All  exhaust  and  ventilat 
ing  fans  to  be  permanently  connected  to  thei 
source  of  power,  using  metallic  conduit 
Rheostats  in  fan  bases  not  permitted.  Fai 
blades  not  coming  in  direct  contact  witl 
spraying  fumes,  need  not  comply  with  thi 
requirement. 

4.3  Storage  rooms  shall  be  constructed  of  fireproof  o 
fire-resisting  partitions  with  waterproof  floors  an' 
be  adequately  ventilated  by  either  natural  or  me 
chanical  means. 

4.4  No  motors,  switches,  rheostats,  lamps  or  other  elec 
trical  equipment  shall  be  located  in  spray,  dippin 
or  immersing  rooms  or  within  ten  (10)  feet  of  an 
spray  compartment,  spray  booth,  immersing  or  dip 
ping  space  unless  such  electrical  equipment  be  of 
type  approved  for  use  in  explosive  atmosphere 
and  where  a  conduit  leads  from  a  hazardous  lors 
tion  to  a  non-hazardous  location,  the  conduit  sha 
be  sealed  off  by  an  approved  sealing  _  compount 
Except  that  alternating  current  induction  motor 
of  the  totally  enclosed  type,  having  no  brushe: 
make  and  break  contacts,  collectors  or  other  arcin 
or  sparking  parts  may  be  located  within  ten  (10 
feet  of  a  spray  booth,  spray  compartment  or  dir 
ping  space  when  approved  by  the  administrative  ol 
ficial  having  jurisdiction. 

4.4.1  Artificial  lighting  shall  be  only  by  means  c 
electricity. 

4.5  LIGHTING  FIXTURES. 

4.5.1  When  lighting  fixtures  are  located  within  1 
feet  of  a  spray  booth,  spraying  compartmei 
or  dipping  space,  they  shall  be  of  the  rigi 
stem  type,  enclosing  all  wiring  and  be  equippe 
with  keyless  sockets  having  vaporproof  globe 
protected  by  wire  guards. 


670 


RULES 


4.5.2  All  electrical  equipment  shall  be  installed  and 
grounded  as  provided  by  the  Administrative 
Code  covering  electrical  equipment  and  per¬ 
manently  connected  to  their  source  of  current 
supply,  using  metallic  conduit. 

4.5.3  No  pin  plug  receptacles  shall  be  used. 

4.5.4  All  electric  light  wiring  shall  be  enclosed  in 
metal  conduits  and  shall  conform  to  Rule  4.4. 

4.5.5  1  lie  use  of  portable  cords  or  trailer  lights  are 
prohibited. 


Rule  5.  Maintenance  and  Operation. 


5.1  Every  premises  wherein  a  spraying,  dipping,  or  im¬ 
mersing  space  is  maintained  and  "operated  shall  be 
continuously  under  the  charge  and  supervision  of 
one  or  more  persons  holding  a  certificate  of  fitness, 
whose  duty  shall  be  to  see  that  the  spray,  dipping 
and  immersing  space  rules  and  the  terms  of  the 
permit  are  not  violated.  No  other  duties  shall 
interfere  with  the  enforcement  of  these  rules. 

5.2  Smoking  or  the  carrying  of  lighted  cigars,  cigar¬ 
ettes  or  pipes  in  spray,  dipping  or  immersing  space 
is  prohibited. 


^  ^  ^  person  shall  be  permitted  within  a  spray  space 

between  the  spray  gun  and  the  exhaust  outlet  while 
the  spray  gun  is  in  use. 

5.4  Spraying,  dipping  or  immersing  spaces  and  its  sur¬ 
roundings  shall  be  kept  clean  at  all  times  and  shall 
be  kept  clear  of  all  materials,  equipment  and  uten¬ 
sils  not  required  in  the  operation  of  the  spray.  Side 
walls,  ceilings,  baffle  plates,  etc,  shall  be  sprayed 
with  soap  and  water  solution,  before  cleaning,  or 
cardboard  or  masking  paper  can  be  fastened  before 
any  operation  and  after  said  operation  be  removed 
from  the  premises  in  approved  waste  cans. 

5.5  Floors  within  and  surrounding  spray,  dip  or  im¬ 
mersing  spaces  shall  be  kept  clean  and  free  from 
waste  material  at  all  times 


5.7 

•5.8 

59 

bo 

.11 
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Spray  rooms,  booths,  fans,  ducts,  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained 
in  clean  and  efficient  working  condition;  lacquer 

spraying  booths  shall  be  wet  down  before  clean¬ 
ing. 


Implements  used  for  cleaning  shall  be  made  of  non- 
ferrous  material  to  avoid  sparks. 

Metal  waste  cans  with  self-closing  covers  shall  be 
provided  for  all  spraying,  dipping  or  immersing 
spaces  and  storage  rooms.  The  number  to  be  in- 
stalled  shall  be  determined  by  the  administrative 
official  having  jurisdiction. 


Approved  fire  appliances  shall  be  installed  in  all 
spraying,  dipping  or  immersing  spaces  and  in  stor- 
age  rooms  as  may  be  determined  by  the  administra¬ 
tive  official  having  jurisdiction. 

Accumulation  of  flammable  waste,  sweepings  or  de- 
posits  from  spray,  dip  or  immersing  space  is  pro¬ 
hibited.  All  such  waste  shall  be  placed  in  approved 
waste  cans  and  be  removed  from  the  premises  at 
the  close  of  work  each  day. 

All  sand  papering  of  lead  painted  surfaces  shall  be 
clone  with  wet  sand  paper. 

No  motor  vehicle  shall  be  taken  into  or  out  of  a 
£Pray  space  under  its  own  power.  Batteries  shall 
be  removed  before  the  process  of  spraying  is  begun. 


Ie  6.  Storage  and  Mixing. 

6.1  Main  supplies  of  spray  coating  materials  and  thin- 
ners  shall  be  kept  in  an  outside  storage  building, 
storage  rooms  or  in  vented  metal  cabinets  in  accord¬ 
ance  with  the  fo’lowing  amounts: 

6.1.1  Spraying  materials  not  in  excess  of  20  gallons 
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may  be  stored  in  metal  cabinets  or  wood  cabi¬ 
nets,  metal  covered  on  both  sides  including 
the  door.  All  cabinets  to  be  ventilated  at  top 
and  bottom. 

6.1.2  Spraying  materials  in  excess  of  20  gallons  and 
not  exceeding  100  gallons  may  be  stored  in 
double-walled  .  metal  cabinets  vented  directly 
to  the  outer  air. 

6.1.3  Spraying  materials  in  excess  of  100  gallons 
shall  be  stored  in  a  separate  exterior  storage 
building  of  fireproof  or  fire-resisting  material 
with  ventilated  plain  glass  skylight  or  in  a 
storage  room  constructed  fireproof  in  a  fire¬ 
proof  building  or  fire-resisting  in  a  non-fire- 
proof  building.  The  maximum  amount  of 
spraying  materials  to  be  stored  in  a  storage 
room  of  a  non-fireproof  building  shall  be  deter¬ 
mined  by  the  administrative  official  having  juris¬ 
diction.  Storage  rooms  shall  have  a  window 
opening  to  the  outer  air  but  such  window  shall 
not  be  on  a  lot  line,  enclosed  court,  nor  opposite 
within  twenty  feet  of  windows  of  adjacent 
buildings  nor  part  of  the  same  premises,  such 
window  openings  to  be  fireproofed  and  lower 
half  provided  with  open  louvres  or  ventilated 
by  metal  duct  or  fan  at  least  8  inches  in 
diameter.  The  floors  of  all  storage  rooms 
shall  be  waterproof  up  to  a  height  of  at  least 
6  inches  from  the  floor  and  be  properly  pitched 
for  drainage  purposes  to  a  low  point  within 
the  enclosure.  Any  drain  in  such  storage 
room  shall  not  be  connected  to  the  house 
drainage  system  or  street  sewer.  The  sill  of 
the  door  shall  be  at  least  6  inches  above  the 
finished  floor.  All  doors  to  be  tin-clad,  ap¬ 
proved,  fireproof  and  self-closing. 

6.1.4  Mixing  or  thinning  of  coating  materials  shall 
be  conducted  in  a  storage  building  or  storage 
room,  except  that  containers  of  total  capacity 
not  exceeding  ten  gallons  may  be  opened  and 
their  contents  mixed  in  the  spray  room  or 
room  in  which  booths  are  located  while  the 
air  exhaust  system  is  operating. 

6.1.5  Working  supplies  sufficient  for  not  more  than 
one  day’s  use  but  not  exceeding  twenty  gallons 
to  each  booth,  nor  a  total  of  one  hundred 
gallons,  may  be  kept  in  the  spray  room  or 
room  in  which  spray  booths  are  located ;  cov¬ 
ers  of  containers  must  be  kept  thereon  when 
such  containers  are  not  actually  in  use.  This 
amount  is  in  addition  to  the  amount  allowed 
in  6.1.7. 

6.1.6  Gravity  feet  material  containers  for  supplying 
spray  guns  shall  not  exceed  ten  gallons  in 
capacity  and  shall  be  supported  by  wire  cables 
or  metal  brackets  having  a  factor  of  safety  of 
two  when  filled  with  the  heaviest  spraying 
materials  used. 

6.1.7  Pressure  feed  tanks  and  other  equipment  for 
use  in  connection  with  direct  spraying  under 
air  pressure  shall  be  restricted  to  tanks  of 
not.  more  ,  than  sixty  gallons,  individual  ca¬ 
pacity,  designed,  constructed  and  approved  for 
this  specific  purpose  by  the  Board  of  Stand¬ 
ards  and  Appeals.  Each  tank  shall  be  pro¬ 
vided  with  a  safety  valve  set  at  a  pressure 
not  exceeding  eighty  pounds.  All  gravity 
feed  containers  and  other  spraying  equipment 
shall  be  approved  as  above. 

6.1.8  The  installation  of  all  electrical  wiring, 
switches,  lighting  and  all  other  electrical  equip¬ 
ment,.  and  the  provisions  of  these  rules  against 
carrying  matches  or  smoking  and  prohibiting 
flame  or  spark-producing  devices,  shall  also 
apply  to  storage  or  mixing  rooms. 
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6.2  STORAGE  of  spraying,  dipping  and  immersing 
materials  shall  not  be  in  excess  of  two  hundred 
(200)  gallons  in  a  storage  room,  but  in  a  building 
in  which  nitro  cellulose  products  are  manufactured, 
stored  or  kept  the  amount  shall  be  not  over  twenty- 
five  (25)  gallons  as  per  Section  C19-113.0,  subdivi¬ 
sion  h  of  the  Administrative  Code. 

6.3  Sprinkler  heads  shall  be  provided  in  all  spray,  dip 
or  immersing  spaces  and  storage  rooms  and  shall 
be  installed  in  accordance  with  the  Sprinkler  Rules 
of  the  Board  of  Standards  and  Appeals,  except  in 
non-sprinklered  buildings  where  sprinkler  connec¬ 
tion  may  be  made  to  the  house  water  supply. 

6.4  Sprinkler  heads  in  spray,  dip  and  immersing  spaces 
shall  be  cleaned  at  least  once  a  week  under  the 
supervision  of  the  person  holding  the  certificate  of 
fitness  and  a  coating  of  light  grease  or  vaseline 
shall  be  applied  after  each  cleaning  to  prevent  the 
formation  of  a  hard  deposit  and  render  the  sprinkler 
useless  in  case  of  fire.  The  use  of  paper  bags  or 
other  materials  about  sprinkler  heads  is  prohibited. 

Rule  7.  General  Requirements. 

Notice — Attention  is  called  to  the  provisions  of  the  Ad¬ 
ministrative  Code  as  to  violations  reading  as  follows: 

Section  C19-152.0  of  the  Administrative  Code,  “Any  per¬ 
son  who  shall  willfully  violate  or  neglect  or  refuse  to  com¬ 
ply  with  any  of  the  provisions  of  this  chapter  in  addition  to 
any  other  penalties  prescribed  by  law  or  ordinance  shall, 
upon  conviction,  be  punished  by  a  fine  of  not  more  than 
$500  or  by  imprisonment  not  exceeding  6  months,  or  by 
both  such  fine  and  imprisonment !’ 

NOTE:— The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are :  broken  electric  lamps  and  other 
electrical  defects ;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents ; 
accumulation  of  deposits  in  the  tubes  and  vent 
pipes  from  neglect  in  cleaning  them  frequently; 
unnecessary  accumulation  of  waste  and  refuse, 
smoking  and  a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2  inches 
in  height,  shall  be  posted  in  all  spray  rooms  and 
paint  storage  rooms  or  building. 

(b)  No  combustible  material  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stocks  shall  be  arranged  so  as  not  to  interfere 
with  the  operation  of  automatic  sprinkler  heads. 


Rule  8.  Existing  Spray  Booths  and  Installations 

These  rules  shall  be  retroactive  in  the  following  respects  i 
Rule  1.3  Heating  of  Rooms. 

Rule  3.1  Air  Exhaust  System. 

31  Air  Supply  and  Mixing. 

Rule  4.1  Construction  of  Spray  Booths. 

4.1.3  Surfacing  of  Booths. 

4.1.5  Surfacing  of  Booths. 

4.2.2  Maintenance  of  Ducts. 

4.2.5  Electric  Lighting. 

4.2.6  Method  of  Induced  Draft. 

4.4  Separation  of  Booth  from  Flame. 

4.4  Location  of  Motors. 

Rule  5.1  Certificate  of  Fitness. 

5.2  Smoking,  Matches,  etc.  i,  . 

5.6  Maintenance  of  Equipment. 

5.7  Cleaning  Implements. 

5.9  Fire  Appliances. 

5.10  Accumulation  and  disposal  of  waste  mate 

rials. 

5.12  Motor  Vehicles  in  booths  or  rooms. 

Rule  6.  Storage  and  Mixing. 

Rule  7.  General  Requirements. 

NOTE:— Rules  6.1,  6.2,  6.3  and  6.4  may  not  be  applie 
in  fireproof  buildings  equipped  with  an  ap 
proved  existing  automatic  sprinkler  syster 
where  the  general  conditions  of  cleanlines 
are  properly  maintained  at  all  times. 


Rule  9.  Approval  Forms  and  Plans. 

There  shall  be  filed  before  installation  with  the  admini; 
trative  official  by  the  purchaser  (or  by  the  seller  thereof 
an  application  form  on  sheet  8  inches  by  10  inches,  whic 
form  shall  give  the  proper  name  and  address  of  booth  use 
and  also  the  floor  on  which  the  booth  or  booths  are  to  1 
installed.  An  ink  drawing  of  the  floor  upon  which  tr 
booth  will  be  located  shall  be  submitted  on  the  form  sheet 
such  drawing  shall  show  by  feet  and  inches  the  locatio 
of  exits,  chimneys  and  booths. 

When  a  storage  and  mixing  room  is  to  be  installed,  plarj 
drawn  to  a  scale  of  at  least  1/16  of  an  inch  to  a  foot  sha, 
be  filed  with  the  administrative  official  for  exammatic 
and  approval.  Such  plan  shall  show  on  the  floor  plan  tr 
location  of  all  booths,  storage  and  mixing  rooms  exits  ar 
all  chimneys  and  exterior  openings  within  15  feet  of  tt 
storage  rooms  and  vent  ducts. 


APPLIANCES 


APPROVED  PAINT,  VARNISH  AND  LACQUER  SPRAYING  EQUIPMENT 


Automatic  Paint  Sprayer . 477-37-SA. 

Binks-Hu-Ro-Thor-Hurley  Spray  Equipment. .  ,338-32-S A. 

De  Vilbiss  Spray-Painting  Equipment . 336-32-SA. 

Eclipse  Spray  Painting  Equipment . 151-38-SA. 

Eureka  Paint  Sprayer . 478-37-SA. 


Milburn  Spray  Painting  Equipment . 492-38-S. 

Paasche  Spray  Painting  Equipment . 363-32-s 

Sharpe  Spray  Guns,  Models  B-21,  C-21,  RA-21, 

RC-21,  GA-37,  GC-37,  Bear-Cat,  K,  KF,  KO 

L,  M-2,  M-4,  FA-36  and  FC-36 . 6CM-38-S. 

Spraco  Spray  Painting  Equipment . 479-32-b 


NOTICE 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appe< 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cei 
each- — postage  to  be  added  if  the  forms  are  forwarded 
mail. 
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Affecting  Calendar  Numbers  932-38-BZ,  122-39-BZ,  349- 

39- BZ,  426-39-BZ,  624-26-BZ,  106-30-BZ,  92-31-BZ,  441- 
32-BZ,  153-36-BZ,  366-37-BZ,  110-38-BZ,  376-39-A,  389- 
39-A,  451 -39- A,  427-39- A,  428-39- A,  429-39- A,  537-39- A, 
516-38-SA,  276-39-SA,  293-39-SM  and  474-38-SM. 

linutes  of  Special  Meeting,  May  5,  1939,  at  10  A.M., 
Affecting  Calendar  Number  170-39-SR. 

orrections  Affecting  Calendar  Numbers  371 -39- A,  372- 
39-A  and  552-37-A. 

otice  of  Public  Hearing  on  Proposed  Rules  for  the 
Testing  and  Use  of  Blended  Cements. 

lsulating  Fibre  Board  Rules. 

pproved  Fuel  Oil  Fill  Pipe  Terminals. 

pproved  Gas  Heaters. 

■ales  for  Refrigerating  Systems. 

ules  relative  to  Submerged  Inlets  and  Protective  Meth¬ 
ods  to  be  Applied  to  Prevent  Contamination  of  Water 
Supply. 

pproved  Vacuum  Breakers. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Alunicipal  Building, 
Borough  of  Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  9een 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  May  2,  1939 
Cal.  No.  Department  Premises  Affected 

525-39-SA . Aqua  Systems  Gasoline  Dispens¬ 

ing  Pump,  Model  855, 

Appliance. 


526-39-SM . Flagg  Mushroom  Type  Vent 

Cap,  manufactured  by  Stanley 
G.  Flagg  and  Co.,  Inc., 

Material. 


527-39-A . H.B.Q . Memorial  Abbey  in  Cypress 

Hills  Cemetry,  plot  No.  14, 
2150  ft.  north  of  Jamaica 
avenue  and  530  ft.  west  from 
west  boundary  of  Forest 
Park  (Block  No.  2942  Lot 
No.  400),  Glendale,  Borough 
of  Queens,  N.B.  5566-30. 


528-39-SM . Compodrolith  Asbestos  Mange- 

site,  manufactured  by  Compo¬ 
drolith  Floor  Company, 

Material. 


529-39-S . F.D . 30-02  Thomson  avenue,  south 

side,  from  30th  street  to  30th 
place  (Block  No.  274,  Lot 
No.  1),  Long  Island  City, 
Borough  of  Queens, 

2215-L.F.  and  Decision. 


530-39-A . F.D . 23-25  Warren  street,  south  side, 

100  ft.  5  in.  east  of  Church 
street  (Block  No.  134,  Lot 
No.  16),  Borough  of  Man¬ 
hattan, 

2704-L.F.  and  Decision. 


531-39-A . H.B.Q . 56-12  111th  street,  northwest 

corner  of  Corona  avenue 
(Block  No.  2012,  Lot  No. 
47),  Corona,  Borough  of 
Queens,  N.B.  2600-39. 


532-39-A . F.D . 59-50  54th  street,  west  side,  360 

ft.  north  of  Flushing  avenue 
(Block  No.  2628,  Lot  No. 
28),  Maspeth,  Borough  of 

Queens,  75027-L.C. 


533-39-SM . Pottsco  Lightweight  Concrete, 

manufactured  by  The  Celotex 
Corporation,  Material. 


534-39-BZ. . .  .H.B.B . 86-96  Wyckoff  avenue  and  1615- 

1623  DeKalb  avenue,  south¬ 
west  corner  (Block  No.  3237, 
Lot  No.  33),  Borough  of 
Brooklyn,  B.N.  1452-39. 


535-39-A . F.D . Foot  of  20th  street,  750  ft. 

distant  from  shore,  Atlantic 
Ocean,  waters  surrounding 
Coney  Island,  Borough  of 
Brooklyn,  Decision. 


Sherwood  Anti-Syphon  Ballcock 


or  Ball  Valve,  No.  86,  mani 
factured  by  Sherwood  Bra 
Works,  Materk 


537-39-A . F.D . Transportation  of  Gasoline  i 

Mack  Tank  Trucks  (coi 
struction  of  cabs  not  built  < 
steel  in  accordance  wi) 
Specifications  of  The  Fi 
Department  covering  Tar 
Trucks),  in  New  York  Cit 

Decisio 


538-39-A . F.D . 1324  Bowery  and  3029  West  15l 

street,  southeast  corn< 
(Block  No.  7074,  Lot  N 
256),  Borough  of  Brooklyn 
Decision  re  72214-LJ 


539-39-BZ . H.B.M . 1455-1465  Madison  avenue,  ea 

side,  from  East  100th  stre 
to  East  101st  street,  51  Ea 
100th  street  and  48-50  Ea 
101st  street  (Block  No.  160 
Lot  Nos.  20,  21,  24  and  49-1 
inclusive),  Borough  of  Mai 
hattan, 

Decision  re  Certifica' 
of  Occupanc; 


540-39-SM . Portland  Pozzolana  Cemen 

manufactured  at  Alpha  Por 
land  Cement  Co.,  Plant  ; 
Cementon,  N.  Y., 

Materia 


541- 39-SA . Airco  Type  “A”  Portable  Acet} 

lene  Generators,  l5  lb.,  2 
lb.,  and  50  lb.,  capacities, 
Applianc 

542- 39-BZ . H.B.Q . 50-01  to  50-03  Queens  boulevan 


northeast  corner  of  50t 
street  (Block  No.  1319,  Lc 
No.  1),  Woodside,  Boroug 
of  Queens,  N.B.  7701-31 


543-39-SM . Pyrono  Fire  Retardent  Doo 

manufactured  by  Compoun 
and  Pyrono  Door  Company, 

Materia 


544-39-A . H.B.Bx. . .  .176  East  206th  street,  sout 


side,  262.69  ft.  east  of  Gran 
Concourse  (Block  No.  33b 
Lot  No.  15),  Borough  o 
The  Bronx,  Alt.  731-31 


545-39-SA . Florence  Cabinet  Heater: 

Models  CK-1,  CK-2,  CJ-: 
CJ-21  and  C-2,  Applianci 


546-39-BZ . H.B.M . 213-223  East  125th  street,  nort 

side,  155  ft.  east  of  Thir 
avenue  (Block  No.  1790,  Lc 
No.  8),  Borough  of  Man 


hattan,  Alt.  374-31 


547-39-A . H.B.Q . 1160  Sage  street,  southeast  cor 

ner  of  Bolton  road  (Bloc 
No.  29,  Lot  No.  1),  Fa 
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Rockaway, 

Queens, 


Borough  o  f 
Alt.  712-39. 


■48-39-A . 


.H.B.B. 


49-39- A . 


■H.B.Q. 


.2262  65th  street  south  side,  110 
ft.  west  of  West  Fifth  street 
(Block  No.  6579,  Lot  No.  7), 
Borough  of  Brooklyn, 

Alt.  998-39. 

75-66  186th  street,  west  side, 
70.03  ft.  north  of  Union 
Turnpike  (Block  No.  7202, 
Lot  No.  32),  Flushing,  Bor¬ 
ough  of  Queens, 

N.B.2734-39. 


1E8IGNATION8 :  H.B. — Department  of  Housing  and  Build - 
igs:  Department  of  Housing  and  Buildings.  Brooklyn: 

Department  of  Housing  and  Buildings.  Manhattan; 
l.B.Q. — Department  of  Housing  and  Buildings.  Queens: 
t.B.R.— Department  of  Housing  and  Buildings,  Richmond: 
t.B.Bx.— Department  of  Housing  and  Buildings,  Bronx;  H.D.— 
lealth  Department  and  F.D.— Fire  Department. 

_ 

1 

CERTIORARI  ORDER  SERVED  ON  BOARD  OF 
STANDARDS  AND  APPEALS 

On  May  4,  1939.  Harry  Silver,  served  on  Board  petition  and  order 
3  certiorari,  on  behalf  of  Max  Silver,  lessee,  in  re  decision  of  the 
card  of  February  15,  1939,  denying  under  section  7-h  permission 
or  parking  and  storage  of  more  than  five  (5)  motor  vehicles,  Cal.  No. 
33-37-BZ,  premises  507-511  Sheffield  avenue,  Borough  of  Brooklyn. 


RULES 


Last  Publication  in  Bulletin 


Irbon  Dioxide  Liquefier  Rules... 

.  Mar. 

21, 

1939- 

—Vol. 

24, 

No. 

12 

irtificate  of  Occupancy,  approved 

form  . 

23. 

1938- 

-Vol. 

23. 

No. 

34 

increte  Flat  Slabs.  Rules . . 

13, 

1937- 

-Vol. 

22, 

No. 

28 

)ncrete  Rules  (Hydrated  Lime) . . 

•  Aug. 

3. 

1937- 

-Vol. 

22, 

No. 

31 

evator  Rules  . 

3, 

1936— Vol. 

21. 

No. 

9 

nit  Rules  (Revolving  Doors).... 

.Tune 

15, 

193  7- 

-Vol. 

22, 

No. 

24 

ictory  Exit  Rules . 

.Feb, 

21, 

1939- 

-Vol. 

24, 

No. 

8 

re  Alarm  Rules  (Interior) . 

.  Apr. 

25, 

1939- 

-Vol. 

24, 

No. 

17 

re  Drill  Rules . 

.  Nov. 

22, 

1938- 

-Vol. 

23, 

No. 

47 

re  Retarding  Rules  for  Garages 

» 

etc . 

•  Apr. 

4, 

1939- 

-Vol. 

24, 

No. 

14 

reproof  Wood,  Testing  of . 

■  Apr. 

13, 

1937- 

-Vol. 

22, 

No. 

15 

'ame  Garages,  Ruling  for . 

Jan. 

Z 

21, 

1919- 

-Vol. 

4, 

No. 

3 

lsinn  Welding  and  Gas  Cuttini 

Rules  . 

•  Nov. 

1, 

19.38- 

-Vol. 

2.3, 

No. 

44 

is  Shut-Off  Rules . 

Apr. 

7, 

1925- 

-Vol. 

10, 

No. 

u 

(atchway  Protection  . 

Tune 

5. 

1928- 

-Vol. 

13. 

No. 

21 

sulating  Fibre  Board  Rules . 

.May 

9, 

1939- 

-Vol. 

24. 

No. 

19 

1  Burner  Rules . 

Jan. 

3, 

1939- 

-Vol. 

24, 

No. 

1 

lint,  Varnish  and  Lacquer  Spray 

. 

ing  Rules . . 

May 

2, 

1939- 

—Vol. 

24, 

No. 

18 

atform  Trucks,  Specifications  for 

Nov. 

24, 

19.36— Vol. 

21. 

No. 

47 

umhing  Rules  . 

Aug. 

3. 

1937- 

-Vol. 

22, 

No. 

31 

.umbing  Rules  (Prevention  of  Con 

tamination  of  Water  Supply) . 

.May 

9, 

1939- 

-Vol. 

24, 

No. 

19 

\( 

ocedure.  Rules  of . 

Sept. 

7, 

1937- 

-Vol. 

22. 

No. 

dngerating  Systems,  Extract  A.C 

.May 

9, 

1939- 

-Vol. 

24, 

No. 

19 

loking  in  Factories,  Rules  for.... 

May 

2, 

1939- 

-Vol. 

24, 

No. 

18 

nnkler  Rules . 

June 

29, 

1937- 

-Vol. 

22, 

No. 

26 

'indpipe  Fireline  Rules . 

June 

8, 

1937- 

-Vol. 

22, 

No 

2? 

ructtiral  Alterations.  Reporting.  .  . 

Tune 

7, 

1932- 

-Vol. 

17, 

No. 

21 

nk  Trucks.  Fuel  Oil.  etc . 

Nov. 

24, 

1936- 

-Vol. 

21, 

No 

47 

nk  Trucks,  Gasoline,  etc . 

Nov. 

24. 

1936- 

-Vol. 

21, 

No 

47 

'ire  Glass  Rules  ( Amendment  to 

Rule  505  of  Industrial  Code).. 

Apr. 

10, 

1923- 

-Vol. 

8, 

No. 

15 

LIST  OF  APPROVED  APPLIANCES 


Mar. 

Apr. 


ti-Siphon  Valves  . 

i  ^ose  Valves . 

el  Oil  Burners  for  Domestic  and 

,L°f"nLerc'a1  Use  .  Jan. 

p  rv  d1"  Pipe  Terminals . May 

e  Oil  Burners  for  Industrial  Use. Aug. 

s  H.iLPumpS . Jan. 

ln.t’  Varnish  and  Lacquer  Spray 

Equipment  . May 

m  Od  Burners  and  Space 
Heater,  Jan 


cuum  Breakers 


.  May 


5.  1035— Vol.  20,  No.  10 
25,  1939— Vol.  24,  No.  17 

3,  1939— Vol.  24,  No.  1 

9,  1939— Vol.  24,  No.  19 
30,  1938— Vol.  23.  No.  35 
3,  1939— Vol.  24,  No.  1 
9,  1939— Vol.  24,  No.  19 

2,  1939— Vol.  24,  No.  18 

3,  1939— Vol.  24.  No.  1 

9,  1939— Vol.  24,  No.  19 


MAY  9,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
n  i^n  building  zone  resolution,  Tuesday  morning,  May 
9  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  600-38-BZ— Application  July  12,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  William  Shary,  appli¬ 
cant,  on  behalf  of  Peter  J.  Stewart, 
owner,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3191-3195 
Bainbridge  avenue,  west  side,  125  ft. 
north  of  East  206th  street  (Block  No. 
3335,  Lot  Nos.  175  and  176),  Borough 
of  The  Bronx. 

cal.  no.  705-38-BZ — Application,  August  9,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  George  Rubenfeld,  appli¬ 
cant,  on  behalf  of  Flushing  Community 
Parking,  Inc.,  owner,  to  permit  in  a 
business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  136-23,  136-27  and 
136-31  38th  avenue,  north  side,  208.88 
ft.  east  of  Main  street  and  136-30, 
136-34,  136-36  and  136-38  37th  avenue, 
south  side,  276.65  ft.  east  of  Main 
street  (Block  No.  4978,  Lot  Nos.  15, 
17,  69,  70  and  72),  Flushing,  Borough 
of  Queens. 

cal.  no.  782-38-BZ — Application,  September  9,  1938,  under 
sections  7h  and  21  of  the  building  zone 
resolution  of  Harold  Couch,  applicant 
and  lessee,  on  behalf  of  William 
Couch,  owner,  to  permit  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  79-26  Woodside 
avenue,  southwest  corner  of  80th  street 
(Block  No.  1525,  Lot  No.  12),  Elm¬ 
hurst,  Borough  of  Queens. 

cal.  no.  802-38-BZ — Application,  September  16,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Theodore  R.  Feinberg,  appli¬ 
cant,  on  behalf  of  Hotels  Statler  Com¬ 
pany,  Inc.,  owner  (Hotel  Garage 
Annex,  Inc.,  lessee),  to  permit  in  a 
retail  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  225- 
235  West  33rd  street,  north  side,  259.3 
ft.  west  of  Seventh  avenue  (Block  No. 
783,  Lot  Nos.  22  to  26,  inclusive), 
Borough  of  Manhattan. 

cal.  no.  806-38-BZ — Application,  September  21,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Babcock  and  Foster,  applicants, 
on  behalf  of  Rose  Buttelman,  owner 
(Horsting  Service  Station,  Inc., 
lessee),  to  permit  in  a  business  use 
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district,  the  extension  of  a  gasoline 
service  station ;  premises  65-27  Cooper 
avenue,  northeast  corner  of  65th  place, 
the  north  side  of  Cooper  avenue,  from 
65th  place  to  66th  street  (Block  No. 
3698,  Lot  No.  1),  Glendale,  Borough 
of  Queens. 

cal.  no.  1087-38-BZ — Application,  November  28,  1938,  un¬ 
der  section  7h  of  the  building  zone 
resolution,  of  Frank  Pasquale,  appli¬ 
cant  and  lessee,  on  behalf  of  Pennsyl¬ 
vania  Railroad,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
42-01  Skillman  avenue,  north  side,  100 
ft.  west  of  43rd  street  (Block  No.  183, 
Lot  Nos.  l-B-511-16),  Sunnyside, 
Borough  of  Queens. 

cal.  no.  1199-38-BZ — Application,  December  23,  1938,  un¬ 
der  section  21  of  the  building  zone 
resolution,  of  Frank  Hayes,  applicant 
and  lessee,  on  behalf  of  Emma  Mat- 
tern,  as  General  Guardian  of  Gertrude 
Mattern,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  341- 
343  West  53rd  street,  north  side,  275 
ft.  east  of  Ninth  avenue  (Block  No. 
1044.  Lot  Nos.  11  and  12),  Borough 
of  Manhattan. 

cal.  no.  104-39-BZ — Application,  January  27,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Robert  J.  Farrington,  applicant, 
on  behalf  of  Loro  Holding  Corpora¬ 
tion  and  Sol  Davis,  owners,  to  permit 
in  a  business  use  district,  the  extension 
of  an  existing  gasoline  service  station ; 
premises  606-612  Grand  Concourse, 
east  side.  175  ft.  north  of  East  1 50th 
street  (Block  No.  2443,  Lot  Nos.  45  to 
47,  inclusive),  Borough  of  The  Bronx. 

cal.  no.  272-39-BZ — Application,  March  3,  1939,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  City  Bank  and  Farmers  Trust 
Company,  applicant  and  owner,  to 
permit  in  a  restricted  retail  use  district, 
the  erection  and  maintenance  of  a 
motion  picture  theatre ;  premises  645- 
647  Madison  avenue,  east  side,  50.5  ft. 
south  of  East  60th  street  (Block  No. 
1374,  Lot  No.  51),  Borough  of  Man¬ 
hattan. 

cal.  no.  44-35-BZ — Application  of  William  E.  Kennedy, 
applicant,  on  behalf  of  Rose  Bonori, 
owner,  reopened  January  24,  1939,  un¬ 
der  section  21  of  the  building  zone 
resolution,  to  permit  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  resi¬ 
dence  use  district,  the  relocation  of  an 
accessory  building  to  a  gasoline  service 
station  (previously  granted  by  the 
Board)  ;  premises  46-03  Laurel  Hill 
boulevard,  northeast  corner  of  46th 
street  (Block  No.  2296,  Lot  No.  1), 
Woodside,  Borough  of  Queens. 


cal.  no.  614-37-BZ — Application,  December  23,  1937 ;  c 
missed  for  lack  of  prosecution,  Octo 
25,  1938;  reopened  and  restored 
calendar,  January  31,  1939,  under  s 
tions  7h  and  21  of  the  building  z< 
resolution,  of  Frank  Billeci,  applic; 
and  lessee,  on  behalf  of  Board 
Transportation,  City  of  New  Yo 
owner,  to  permit  in  a  business  i 
district,  for  a  temporary  period  of  i 
more  than  two  (2)  years,  the  park] 
and  storage  of  more  than  five  ( 
motor  vehicles;  premises  415  Si; 
avenue  and  1-5  Greenwich  aven 
southwest  corner  (Block  No.  593,  I 
No.  13),  Borough  of  Manhattan. 

cal.  no.  1069-38-BZ— Application,  November  26,  1938,  unc 
sections  7c  and  21  of  the  building  zc 
resolution,  of  Lama  and  Proskau 
applicants,  on  behalf  of  7516  Rockaw 
Blvd.  Corporation,  owner,  to  peri 
on  a  lot  located  partly  in  a  busini 
use  district,  and  partly  in  a  resider 
use  district,  the  extension  of  a  ga< 
line  service  station ;  premises  75 
Rockaway  boulevard,  southwest  c< 
ner  of  76th  street  (Block  No.  8946,  I 
No.  7),  Ozone  Park,  Borough 
Queens. 

cal.  no.  327-27-BZ — Application  of  Joseph  J.  Karp,  j 
plicant,  on  behalf  of  P.  Toback,  Ir 
owner  (Sam  Brufsky,  lessee),  reopen 
under  new  proposal,  November 
1938,  under  section  7h  of  the  buildi 
zone  resolution,  to  permit  in  a  bu 
ness  use  district,  for  a  tempora 
period  of  not  more  than  two  ( 
years,  the  parking  and  storage  of  me 
than  five  (5)  motor  vehicles;  premi: 
745-757  Ralph  avenue,  east  side,  275 
south  of  Sutter  avenue  (Block  b 
3531,  Lot  No.  7),  Borough  of  Broc 
lyn. 

HARRIS  H.  MURDOCK,  Chairnu 


MAY  9,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

1133-38-A — 27-29  Broadway  and  1-7  Dunham  place,  nort 
west  corner  (Block  No.  2468,  Lot  No.  2 ( 
Borough  of  Brooklyn. 

423- 39-A — 67-69  Irving  street,  north  side,  200  ft.  west 

Columbia  street  (Block  No.  314,  Lot  h 
47),  Borough  of  Brooklyn. 

424- 39-A — 1001-1019  Beach  20th  street,  norihwest  corner 

Cornaga  avenue  and  1012-1028  Beach  2'. 
street  (Block  No.  212,  Lot  Nos.  1  and  I 
Far  Rockaway,  Borough  of  Queens. 

434-39-A — 1275  Broadway,  west  side,  from  West  32nd  stre 
to  West  33rd  street,  100-124  West  33 
street  and  101-125  West  32nd  street  (Bio 
No.  808,  Lot  No.  40),  Borough  of  Ma 
hattan. 

471-39-A — 40  East  14th  street,  south  side,  26  ft.  east 
University  place  and  125  University  pla 
(Block  No.  625,  Lot  Nos.  7  and  9),  Be 
ough  of  Manhattan. 

245-39-A-WF — 39-20  104th  street,  west  side,  100  ft.  nor 
of  Roosevelt  avenue  (Block  No.  1770,  L 
No.  90),  Corona,  Borough  of  Queens. 
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441-39-A-WF — 135-40  39th  avenue,  south  side,  95  ft.  west 
of  Main  street  (Block  No.  4976  (843), 
Lot  No.  44),  Flushing,  Borough  of 
Queens. 

469-39-A-WF  132-01  to  132-13  Roosevelt  avenue,  northeast 
corner  of  Lawrence  street  (Block  No. 
4973,  Lot  No.  1),  Flushing,  Borough  of 
Queens. 

460-39- A— >217-219  West  21st  street,  north  side,  225  ft.  west 
of  Seventh  avenue  (Block  No.  771,  Lot 
No.  29),  Borough  of  Manhattan. 

164-39-A— 345  West  84th  street,  north  side,  179  ft.  y2  in. 

east  of  Riverside  drive  (Block  No.  1246, 
Lot  No.  15),  Borough  of  Manhattan. 

[66-39-A — 177-21  130th  avenue,  north  side,  410  ft.  west  of 
Merrick  road  (Block  No.  3219,  Lot  No. 
25),  Springfield,  Borough  of  Queens. 


M  r  w*  at  2  °  clock,  in  Room  1013,  Municipal  Building, 
Manhattan  on  the  following  matters,  except  cases  which 
nave  been  heard  and  on  which  decision  has  been  reserved 
wit  lout  further  argument,  pending  an  inspection  and  a 
report  with  recomemndation  by  the  committee  of  the 
board : 


cal.  no.  931-38-BZ— Application,  October  26,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  Nordheim,  applicant 
on  behalf  of  Antonio  DePunte,  owner, 
to  permit  in  a  residence  use  district, 
the  storage  of  more  than  three  (3) 
motor  vehicles ;  premises  252  East 
203rd  street,  south  side,  72.84  ft.  east 
of  Valentine  avenue  (Block  No.  3308, 
Lot  Nos.  50  and  51),  Borough  of  The 
Bronx. 


73-39-A— Southern  boulevard  and  East  185th  street,  about 
800  ft.  southeast  (New  York  Zoological 
Park),  Borough  of  The  Bronx. 

76-39- A— 524  East  11th  street,  south  side,  308  ft.  east  of 
Avenue  A  (Block  No.  404,  Lot  No.  16), 
Borough  of  Manhattan. 

78-39- A— 958-974  President  street,  southeast  corner  of 
Classon  avenue  (Block  No.  1184,  part  of 
Lot  No.  1),  Borough  of  Brooklyn. 

30-39-A— 594  Greenwich  street,  west  side,  75  ft.  north  of 
West  Houston  street  (Block  No.  600,  Lot 
No.  35),  Borough  of  Manhattan. 

39-39- A — 75  Essex  street,  northwest  corner  of  Broome 
street  (Block  No.  409,  Lot  No.  60), 
Borough  of  Manhattan. 

>0-39- A— 255-10  148th  avenue,  south  side,  100  ft.  east  of 
Weller  street  (Block  No.  4901,  Lot  Nos. 
62-67),  Rosedale,  Borough  of  Queens. 

11 -39- A  65 -67  Leonard  street  and  249  Church  street, 
northeast  corner  (Block  No.  174,  Lot  No! 
12),  Borough  of  Manhattan. 

b-39-A— Southeast  corner  of  Henry  Hudson  parkway 
and  Fieldston  road  (Block  No.  3415-P, 
Lot  No.  275),  Borough  of  The  Bronx. 

4- 39-A— 163-165  East  86th  street,  north  side,  153  ft.  4  in. 

west  of  Third  avenue  (Block  No.  1515, 
Lot  No.  29),  Borough  of  Manhattan. 

5- 39- A — 47-51  East  59th  street,  north  side,  140  ft.  east  of 

Madison  avenue  (Block  No.  1314,  Lot  No. 
28),  Borough  of  Manhattan. 

3-39-A — 28-14  to  28-42  Jordan  street,  west  side,  from 
122.80  ft.  to  220.80  ft.  south  of  28th  avenue 
and  from  100  ft.  to  242  ft.  north  of  29th 
avenue  (Block  No.  5970,  part  of  Lot  No. 
10),  Flushing,  Borough  of  Queens. 

-39-A— 82-84  Pierrepont  street,  southwest  corner  of 
Henry  street  (Block  No.  242,  Lot  No.  37), 
Borough  of  Brooklyn. 

-39-A— 87-96  97th  street,  west  side,  108  ft.  north  of 
98th  avenue  (Block  No.  8937,  Lot  No.  44), 
Woodhaven,  Borough  of  Queens. 

-39-A— 1160  Sage  street,  southeast  corner  of  Bolton 
road  (Block  No.  29,  Lot  No.  1),  Far 
Rockaway,  Borough  of  Queens. 

Building  Zone  Applications 

^  HEREBY  GIVEN  by  the  Board  of  Stand- 
n?  Mj?eals  a  Pubkc  hearing  under  the  provisions 
uuding  zone  resolution,  Tuesday  afternoon,  May 
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cal.  no.  66-39-BZ— Application,  January  17,  1939,  under 
sections  7a,  7c  and  21  of  the  building 
zone  resolution,  of  Slee  and  Bryson 
applicants,  on  behalf  of  Frank  Saccar- 
di  and  .Lauretta  Saccardi,  owners,  to 
permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  part  of  an 
existing  building  to  a  gasoline  service 
station;  premises  7423  (7421  displayed) 
15th  avenue  and  1501  Bay  Ridge  park¬ 
way  (75th  street),  northeast  corner 
(Block  No.  6213,  Lot  No.  1),  Borough 
of  Brooklyn. 

cal.  no.  1006-38-BZ— Application,  November  9,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer 
applicants,  on  behalf  of  Rosella  I.  Wil¬ 
liams,  owner,  to  permit  in  a  business 
use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  1688  Eastern  boulevard,  south¬ 
west  corner  of  Soundview  avenue 
(Block  No.  3660,  Lot  Nos.  56  and  59) 
Borough  of  The  Bronx. 

cal.  no.  684-38-BZ — Application  of  Nathan  Wolf,  applicant 
and.  lessee,  on  behalf  of  Standard 
National  Corporation,  owner,  filed 
August  2,  1938;  dismissed  for  lack  of 
prosecution,  January  31,  1939;  reopened 
and  restored  to  calendar,  April  4,  1939, 
under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  2050-2066 
White  Plains  road,  southeast  corner 
of  Brady  avenue  and  northeast  corner 
of  Bronxdale  avenue  (Block  No.  4284 
Lot  Nos.  5-11-13-15),  Borough  of  The 
Bronx. 

cal.  no.  523-38-BZ — Application,  June  21,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Sidney  L.  Strauss,  ap¬ 
plicant,  .  on  behalf  of  George  Ehret 
Properties,  Inc.,  owner  (Frank  W. 
Banfield,  lessee),  to  permit  partly  in 
a  business  use  district  and  partly  in 
a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  (previ- 
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ously  denied ;  reopened  April  25,  1939 
for  reconsideration)  ;  premises  23-22 
to  23-30  31st  street,  north  side,  100  ft. 
east  of  23rd  road  (Block  No.  842,  Lot 
No.  80),  Long  Island  City,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  16,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  May 
16,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal  no.  49-28-BZ — Application  of  Safir  and  Kahn,  appli¬ 
cants,  on  behalf  of  Erndolph  Realty 
Corporation,  owner,  reopened  on  April 
18,  1939,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  alteration  and 
conversion  of  occupancy  of  second 
story  of  an  existing  building  to  busi¬ 
ness  use  (previously  granted  on  condi¬ 
tion  re  use  of  first  story  for  business 
use)  ;  premises  1710  University  avenue, 
east  side,  50  ft.  north  of  Brandt  place 
(Block  No.  2876,  Lot  No.  102),  Bor¬ 
ough  of  The  Bronx. 

cal.  no.  604-37-BZ— Application  of  Marjorie  Macormack, 
applicant,  on  behalf  of  Estate  of  A.  S. 
Robbins,  owner  (William  Macormack, 
lessee),  reopened  and  restored  to 
Calendar,  April  18,  1939,  re  Order  of 
the  Court,  under  section  7h  of.  the 
building  zone  resolution,  to  permit  in 
a  business  use  district,  the  maintenance 
of  a  parking  space  for  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied)  ; 
premises  266-276  Clarkson  avenue, 
south  side,  139  ft.  7^  in.  west  of 
Nostrand  avenue  (Block  No.  5066,  Lot 
Nos.  41  and  46),  Borough  of  Brooklyn. 

cal.  no.  97-37-BZ— Application  of  Cornelius  Cameron, 
applicant  and  owner,  reopened  and 
restored  to  calendar,  April  18,  1939,  for 
further  hearing  in  accordance  with 
Court  Order — re  Application,  previ¬ 
ously  granted  on  condition  by  the 
Board,  under  section  7h  of  the  building 
zone  resolution,  permitting  in  a  busi¬ 
ness  use  district,  for  a  temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
1404-1428  East  New  York  avenue, 
southwest  corner  of  Amboy  street 
(Block  No.  3495,  Lot  Nos.  12  and  16), 
Borough  of  Brooklyn. 

CAL.  NO.  497-37-BZ — Application  of  Daniel  Ginsberg,  appli¬ 
cant,  on  behalf  of  Jacob  Litvin  and 
Anna  Litvin,  owners  (William  Losak, 
lessee),  reopened  and  restored  to  cal¬ 
endar,  April  18,  1939,  for  rehearing  in 
accordance  with  Court  Order — re 
Application,  previously  granted  on 


condition  by  the  Board,  under  secti 
7h  of  the  building  zone  resolution,  p 
mitting  in  a  business  use  district,  : 
a  temporary  period  of  not  more  tl 
two  (2)  years,  the  parking  and  ston 
of  more  than  five  (5)  motor  vehic 
in  addition  to  the  existing  use  of 
premises  for  the  sale  of  used  ca 
premises  1203-1235  East  New  Y< 
avenue,  northeast  corner  of  Ra 
avenue  and  Union  street  (Block  ] 
1477,  Lot  No.  1),  Borough 
Brooklyn. 

cal.  no.  308-37-BZ — Application  of  George  H.  Cohn,  ap 
cant,  on  behalf  of  Cities  Service 
Company,  owner,  reopened  and  resto 
to  calendar  under  new  proposal,  ] 
1,  1938,  under  section  21  of  the  build 
zone  resolution,  to  permit  in  a  busir 
use  district,  the  extension  of  an  ex 
ing  gasoline  service  station  (pn 
ously  withdrawn  re  parking  and  s 
age  of  more  than  five  (5)  me 
vehicles)  ;  premises  538  Trinity  ave 
and  696  East  149th  street,  south 
corner  (Block  No.  2557,  Lot  No.  1 
Borough  of  The  Bronx. 

cal.  no.  308-33-BZ— Application  of  Paul  Friedman,  at 
cant,  on  behalf  of  Alice  Fadool,  ow 
reopened  for  reconsideration  under 
facts,  November  1,  1938,  under  sec 
21  of  the  building  zone  resolution 
permit  in  a  residence  use  district, 
alteration  and  change  of  occupancy 
part  of  the  first  story  of  an  exis 
apartment  house  from  dwelling 
business  use  (previously  denied  by 
Board)  ;  premises  195  Prospect  1 
West,  northwest  corner  of  15th  s' 
(Block  No.  1103,  Lot  No.  48),  Bon 
of  Brooklyn. 

cal.  no.  72-39-BZ — Application,  January  16,  1939,  u 
sections  7h  and  21  of  the  building 
resolution,  of  Herman  M.  Cohn^  a 
cant,  on  behalf  of  Central  Sa\ 
Bank,  owner  (John  H.  Walker,  les: 
to  permit  partly  in  a  business  use 
trict  and  partly  in  a  residence 
district,  for  a  temporary  period  of 
more  than  two  (2)  years,  the  pai 
and  storage  of  more  than  five^ 
motor  vehicles;  premises  309-313 
142nd  street,  north  side,  89.11  ft. 
of  Bradhurst  avenue  (Block  No. 
Lot  Nos.  33  and  34),  Borougl 
Manhattan. 

cal.  no.  122-39-BZ— Application,  February  2,  1939,  u 
sections  7c  and  21  of  the  building 
resolution,  of  Theobald  H.  Engelb 
applicant,  on  behalf  of  The 
Meyer  Company,  owner,  to  P' 
partly  in  a  residence  use  district 
partly  in  a  business  use  district 
erection  and  maintenance  of  a  bus 
building  (stores  and  motion  pi 
theatre)  ;  premises  88-20  to 
Roosevelt  avenue,  south  side,  97.( 
west  of  Case  street,  89-27  to  89-41 
hurst  avenue  and  40-19  to  40-35 
man  avenue  (Block  No.  1510,  pa 
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Lot  No.  1),  Elmhurst,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 

MAY  16,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

89-39-A — 2075  Grand  concourse,  southwest  corner  of 
East  180th  street  (Block  No.  3160,  Lot 
No.  20),  Borough  of  The  Bronx  (Apt. 
No.  1-B).  V  y 

467-39-A— 510-512  West  126th  street,  south  side,  111.10  ft. 

west  of  Amsterdam  avenue  (Block  No. 
1982,  Lot  Nos.  34  and  35),  Borough  of 
Manhattan. 

472-39-A— 1209  Channing  road,  south  side,  200  ft.  east  of 
Neilson  avenue  (Block  No.  36,  Lot  No. 
41),  Far  Rockaway,  Borough  of  Queens. 

535-39-A — Foot  of  20th  street,  750  ft.  off  shore,  Atlantic 
Ocean,  waters  surrounding  Coney  Island, 
Borough  of  Brooklyn. 

569-39- A— Transportation,  storage  and  sale  of  inflammable 
mixture  known  as  “Purosol”  in  one  (1) 
pint  cans  (not  of  approved  type)  in  New 
York  City. 

>24-39- A— 311-315  West  34th  street,  north  side,  175  ft.  west 
of  Eighth  avenue  and  316  West  35th  street 
(Block  No.  758,  Lot  No.  28),  Borough 
of  Manhattan. 

527-39-A— Cypress  Hills  Cemetry,  plot  No.  14,  2150  ft. 

north  of  Jamaica  avenue  and  530  ft.  west 
of  west  boundary  of  Forest  Park  (Block 
No.  2942,  Lot  No.  400),  Glendale,  Bor¬ 
ough  of  Queens. 

30-39-A— 23-25  Warren  street,  south  side,  100  ft.  5  in.  east 
of  Church  street  (Block  No.  134,  Lot  No 
16),  Borough  of  Manhattan. 

48-39- A— 2262  65th  street,  south  side,  110  ft.  west  of  West 
5th  street  (Block  No.  6579,  Lot  No.  7) 
Borough  of  Brooklyn. 

76-39-A  24  Thayer  street,  west  side,  250  ft.  north  of 
Nagle  avenue  (Block  No.  2174,  Lot  No. 
217),  Borough  of  Manhattan. 

18-39-  A— 11-25  Madison  avenue  and  38-46  East  25th 
street,  southeast  corner  (Block  No.  854 
Lot  Nos.  4-33-38  and  41),  Borough  of 
Manhattan. 

10-39-A— 567-569  Lexington  avenue,  east  side,  50  ft.  5  in. 

south  of  East  51st  street  and  144-166  East 
51st  street  (Block  No.  1305,  Lot  No  52) 
Borough  of  Manhattan. 

Variation  of  Labor  Law 

9-39-S— 30-02  Thomson  avenue,  south  side,  from  30th 
street  to  30th  place  (Block  No.  274,  Lot 
■No.  1),  Long  Island  City,  Borough  of 
Queens. 


MAY  23,  1939,  10  A.  M. 

Building  Zone  Applications 

ls~and^A  ^  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ee  buflE  °f  a  pubJlc.hearing  under  the  provisions 
1939  ut  >Z?n<i  r.es°Eition,  Tuesday  morning,  May 

Rattan  on  S,?? u  m-  R°°m  1013>  Municipal  Building, 
u‘duan.  on  the  following  matters: 


cal.  no.  248-39-BZ— Application,  February  28,  1939,  under 
section  21  of  the  building  zone  reso- 
lution,  of  Nicholas  J.  Roth,  applicant 
and  lessee,  on  behalf  of  Janssen  Dairy 
Corporation,  owner,  to  permit  in  a 
business  use  district  the  conversion  of 
occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop;  premises  41 
Baiker  street,  east  side,  700  ft.  north 
of  Castleton  avenue  (Block  No.  197 
Lot  No.  34),  West  New  Brighton, 
Borough  of  Richmond. 

cal.  no.  287-39-BZ— Application,  March  7,  1939,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  John  F.  Meehan,  appli¬ 
cant,  on  behalf  of  Tide  Water  Asso¬ 
ciated  Oil  Co.,  owner,  to  permit  the 
alteration  and  extension  of  an  acces¬ 
sory  building  on  an  existing  gasoline 
service  station,  located  partly  in  a 
business  use  and  partly  in  an  unre¬ 
stricted  use  district;  premises  126-50 
Northern  boulevard,  southeast  corner 
of  126th  place  (Block  No.  1821,  Lot  No. 
1),  Corona,  Borough  of  Queens. 

cal.  no.  280-39-BZ— Application,  March  6,  1939,  under  sec¬ 
tions  7a  and  7b  of  the  building  zone 
resolution,  of  Philip  Bardes,  applicant, 
on  behalf  of  Nathan  Belmont,  owner, 
to  permit  partly  in  a  business  use  dis- 
trict  and  partly  in  an  unrestricted  use 
district,  the  extension  of  an  existing 
factory  building;  premises  331-333 
Broome  street,  south  side,  75  ft.  8  in. 
east  of  Bowery  (Block  No.  423,  Lot 
Nos.  14  and  15),  Borough  of  Man¬ 
hattan. 

cal.  no.  224-39-BZ— Application,  February  24,  1939  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Amodio  Caruso,  appli¬ 
cant  and  lessee,  on  behalf  of  Andon  E. 
Andon,  owner,  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  85-37  Van 
Wyck  boulevard  (137th  street),  north¬ 
east  corner  of  86th  avenue  (Block  No. 
9647  Lot  No.  19),  Jamaica,  Borough 
of  Queens. 

CAL.  NO,  153-39-BZ— Application,  February  3,  1939,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Sidney  L.  Strauss,  applicant, 
on  behalf,  of  Jacobena  Foster,  owner, 
to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  of  more 
than  five  (5)  motor  vehicles;  premises 
28-02  41st  street  and  40-16  28th  avenue 
northwest  corner  (Block  No.  663,  Lot 
No.  21),  Astoria,  Borough  of  Queens. 

CAL.  NO.  1179-38-BZ— Application,  December  16,  1938,  un¬ 
der  sections  7h  and  21  of  the  building 
zone  resolution,  of  Garden  State  Lines, 
applicant ,  and  lessee,  on  behalf  of 
Cushman’s  Sons,  Inc.,  owner,  to  permit 
in  a  business  use  district,  for  a'  tempo¬ 
rary  period  of  not  more  than  two  (2) 
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years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
550  West  167th  street,  south  side,  from 
St.  Nicholas  avenue  to  Audubon  ave¬ 
nue,  28-34  Audubon  avenue  and  1140 
St.  Nicholas  avenue  (Block  No.  2124, 
Lot  No.  17),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


T 


MAY  23,  1939,  2  P.  M. 


Appeals  from  Administrative  Decisions 

114-39-A — 1510  Jessup  avenue,  east  side,  75  ft.  north  of 
West  172d  street  (Block  No.  2872,  Lot 
No.  287),  Borough  of  The  Bronx. 


356-39- A— 146-03  111th  avenue,  north  side,  150  ft.  west  of 
147th  street  (Block  No.  2747,  Lot  No.  17), 
Jamaica,  Borough  of  Queens. 

453- 39-A— 251  East  Fordham  road,  northeast  corner  of 

Valentine  avenue  (Block  No.  3154,  Lot 
No.  55),  Borough  of  The  Bronx. 

454- 39- A— 453  East  Tremont  avenue,  north  side,  150  ft. 

east  of  Park  avenue  (Block  No.  3034,  Lot 
No.  52),  Borough  of  The  Bronx. 


531-39- A— 56-12  111th  street,  northwest  corner  of  Corona 
avenue  (Block  No.  2012,  Lot  No.  47), 
Corona,  Borough  of  Queens. 


Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  May 
23,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters,  except  cases  which 
have  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 
report  with  recommendation  by  the  committee  of  the  board : 


CAL.  no.  1186-38-BZ— Application,  December  20,  1938,  un¬ 
der  sections  7c,  7h  and  21  of  the  build¬ 
ing  zone  resolution,  of  Robert  J.  Far¬ 
rington,  applicant,  on  behalf  of  M. 
Elizabeth  de  Caraman  Chimay,  owner, 
to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  an  unrestricted  use 
district,  the  erection  and  maintenance 
of  a  gasoline  service  station  and,  also, 
the  parking  of  more  than  five  (5) 
motor  vehicles ;  premises  351-353  First 
avenue,  west  side,  75  ft.  south  of  East 
21st  street  (Block  No.  926,  Lot  Nos. 
37  and  38),  Borough  of  Manhattan. 


cal.  no.  461 -38-BZ— Application,  June  6,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Regan,  applicant,  on  be¬ 
half  of  Trustees  of  Columbia  Univer¬ 
sity,  owner  (Michael  T.  Watts,  lessee), 
to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  on  an  existing  gasoline  service 
station;  premises  1910  Broadway,  east 
side,  87  ft.  3  in.  south  of  West  64th 
street  and  60  West  64th  street  (Block 
No.  1116,  Lot  No.  53),  Borough  of 
Manhattan. 


cal.  no.  762-38-BZ— Application,  September  1,  1938,  un¬ 
der  section  7h  of  the  building  zone 


resolution,  of  Henry  Nordheim,  a; 
plicant,  on  behalf  of  Isabel  Sturg< 
and  Dorothy  Bell  Dyer,  owners  (Gar< 
ner  Super  Service,  Inc.,  lessee),  1 
permit  in  a  business  use  district,  f( 
a  temporary  period  of  not  more  the 
two  (2)  years,  the  parking  and  storaj 
of  more  than  five  (5)  motor  vehicle: 
premises  1670-1716  Southern  boulevar 
east  side,  50  ft.  south  of  East  174' 
street  (Block  No.  2983,  Lot  Nos.  7,  1 
15  and  21),  Borough  of  The  Bron 

cal.  no.  913-38-BZ— Application,  October  21,  1938,  und 
sections  7h  and  21  of  the  building  zoi 
resolution,  of  George  H.  Corey,  app; 
cant,  on  behalf  of  Kew  Gardens  Co 
poration,  owner,  to  permit  partly  m 
residence  use  district  and  partly  in 
business  use  district,  the  parking  ai 
storage  of  more  than  five  (5)  mot' 
vehicles;  premises  80-02  Kew  Garde 
road,  south  side,  from  80th  road 
Union  turnpike  (Block  No.  3348,  pa 
of  Lot  No.  37),  Kew  Gardens,  Be 
ough  of  Queens. 

cal  no.  932-38-BZ— Application,  October  11,  1938,  und 
section  7h  of  the  building  zone  resol 
tion,  of  Adelaide  Walsh,  applicant  ai 
lessee,  on  behalf  of  Long  Island  Ra 
road,  owner,  to  permit  in  a  busine 
use  district,  for  a  temporary  period 
not  more  than  two  (2)  years,  the  par 
ing  and  storage  of  more  than  five  (. 
motor  vehicles;  premises  Hillsi 
avenue,  bounded  by  Bessemer  stre 
and  Babbage  street  (Land  under  Loi 
Island  Railroad)  ;  (Block  No.  3258,  L 
No.  54  and  Block  No.  9262,  Lot  F 
180),  Richmond  Hill,  Borough 
Queens. 

HARRIS  H.  MURDOCK,  Chairmc 


MAY  31,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Star 
ards  and  Appeals  of  a  public  hearing  under  the  provisic 
of  the  building  zone  resolution,  Wednesday  morning,  M 
31,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Buildn 
Manhattan,  on  the  following  matters : 

cal.  no.  202-39-BZ— Application,  February  21,  1939,  unc 
section  7h  of  the  building  zone  reso 
tion,  of  Philip  Matthews,  applicant  a 
lessee,  on  behalf  of  Hutbar  Rea 
Corporation,  owner,  to  permit  in 
business  use  district,  for  a  tempor; 
period  of  not  more  than  two  (2)  yea 
the  parking  and  storage  of  more  tl 
five  (5)  motor  vehicles;  premi 
2510-2546  White  Plains  road  (avenu 
east  side,  110  ft.  north  of  Mace  aver 
(Block  No.  4433,  Lot  Nos.  11,  15, 
and  19),  Borough  of  The  Bronx. 


cal.  no.  269-39-BZ — Application,  March  3,  1939,  under  s 
tion  21  of  the  building  zone  resoluti 
of  W.  H.  and  J.  F.  Dusenbury,  ap; 
cants,  on  behalf  of  John  W.  Schneic 
owner,  to  permit  in  a  residence 
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district,  the  erection  and  maintenance 
of  a  business  building  (stores)  ;  prem¬ 
ises  1334-1336  Storrow  street,  east  side, 
50  ft.  north  of  Benedict  avenue  (Block 
No.  3931,  Lot  No.  3),  Borough  of  The 
Bronx. 

cal.  no.  1177-38-BZ — Application,  December  14,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  B.  Lynch,  appli¬ 
cant  on  behalf  of  Michael  Mark, 
owner,  to  permit  in  a  business  use 
district,  the  extension  in  area  of  an 
existing  gasoline  service  station  and, 
also,  the  removal,  extension  and  re¬ 
location  in  a  new  position  of  a  motor 
vehicle  repair  shop,  previously  granted 
by  the  Board;  premises  71-14  and  71-16 
73rd  place  (formerly  4654  Proctor 
street),  west  side,  123  ft.  6^4  in.  south 
of  Central  avenue  (Block  No.  3691 
(2687),  Lot  Nos.  9  and  10  and  part 
of  Lot  No.  5),  Glendale,  Borough  of 
Queens. 

cal.  no.  70-39-BZ — Application,  January  19,  1939,  under 
sections  21  and  7h  of  the  building  zone 
resolution,  of  Albert  T.  Courtney, 
applicant,  on  behalf  of  Frank  Rysavy, 
as  trust  officer  of  First  National  Bank, 
and  Edith  Kane  Baker  and  Alexander 
C.  Nagle,  executrix  and  executors  of 
Estate  of  George  F.  Baker,  owner, 
(Kim  Parking  Stations,  Inc.,  lessee), 
to  permit  in  a  restricted  retail  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  13-19  East 
38th  street  and  250-260  Madison  ave¬ 
nue,  northwest  corner  and  18-20  East 
39th  street  (Block  No.  868.  Lot  Nos. 
14,  15,  16,  19,  59,  62  and  63),  Borough 
of  Manhattan. 

cal.  no.  105-39-BZ— Application,  January  27,  1939.  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  Philip  Bardes,  applicant, 
on  behalf  of  James  C.  Kennedy,  owner, 
to  permit  in  a  business  use  district, 
the  erection  and  maintenance  of  a 
garajre  for  more  than  five  15)  motor 
vehicles;  premises  179-197  Tillary 
street  and  273  Gold  street,  northeast 
corner  (Block  No.  122,  Lot  Nos.  5, 

6.  7.  48,  49  and  50),  Borough  of 
Brooklyn. 

cal.  no.  273-39-BZ — Application,  March  3,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  P.  Ames,  applicant,  on 
behalf  of  Vista  Island  Boulevard,  Inc., 
owner,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
196-47  and  196-49  Northern  boulevard, 
northwest  corner  of  Cross  Island  boule¬ 
vard  (Block  No.  5373,  Lot  Nos.  18 
and  22),  Flushing,  Borough  of  Queens. 

:AL'  Na  943-38-BZ — Application,  October  27,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Frank  Nardone,  applicant  and 


lessee,  on  behalf  of  F.  C.  A.  Corpora¬ 
tion  and  Edbro  Realty  Corporation, 
owners,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  43-25  43rd 
street,  east  side,  150  ft.  south  of  43rd 
avenue  (Block  No.  162,  Lot  Nos.  9-11 
and  17),  Long  Island  City,  Borough 
of  Queens. 

CAL.  NO.  247-39-BZ— Application,  February  27,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  Nardone,  applicant  and 
lessee,  on  behalf  of  Charles  B.  Klein- 
sphmidt  and  Edbro  Realty  Corpora¬ 
tion,  owners,  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  43-34  44th 
street,  west  side,  100.02  ft.  north  of 
Queens  boulevard  (Block  No.  162,  Lot 
Nos.  36  and  39),  Long  Island  City, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  2,  1939,  10  A.  M. 

RULES 

584-39-SR— Proposed  Rules  for  the  Testing  and  Use  of 
Blended  Cements. 

Appeals  from  Administrative  Decisions 

329- 39-A — Northwest  corner  of  Ferris  avenue  and  Seaman 

avenue  (Block  No.  5610,  Lot  No.  112), 
Borough  of  The  Bronx. 

330- 39-A — Northeast  corner  of  Ferris  avenue  and  Schley 

avenue  (Block  No.  5609,  Lot  No.  2), 
Borough  of  The  Bronx. 


JUNE  7,  1939,  10  A.  M. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning  June 
7,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  738-38- BZ — Application,  August  23,  1938,  under 
sections  7 a  and  21  of  the  building  zone 
resolution,  of  Bernard  Trencher,  appli¬ 
cant,  on  behalf  of  Mary  T.  Hasselman 
and  Anastasia  L.  Bartley,  owners 
(Socony-Vacuum  Oil  Company,  Inc., 
lessee),  to  permit  in  a  residence  use 
district  the  extension  of  a  gasoline  ser¬ 
vice  station  and  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gasoline  service  station  office,  lubri- 
tory,  auto  laundry  and  for  the  sale  of 
accessories ;  premises  1815-1825  Ocean 
avenue,  east  side,  280  ft.  south  of  Ave¬ 
nue  M  (Block  No.  7656,  Lot  No.  55 
and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


681 


CALENDAR 


JUNE  7  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

363-39-A — 1999  Gleason  avenue,  north  side,  100  ft.  west  of 
Pugsley  avenue  (Block  No.  3793,  Lot  No, 
55),  Borough  of  The  Bronx. 

405-39-A — 960  East  173rd  street,  southeast  corner  of  Vyse 
avenue  (Block  No.  2996,  Lot  No.  23), 
Borough  of  The  Bronx. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  afternoon ,  June 
7  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter,  except  cases  which 
have  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 
report  with  recommendation  by  the  committee  of  the 
board : 

cal.  no.  145-38-BZ — Application,  March  8,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  William  H.  Van  Houten, 
applicant,  on  behalf  of  Mabel  Agassiz, 
owner,  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  475  West 


146th  street,  north  side,  100  ft.  east  ( 
Amsterdam  avenue  (Block  No.  206 
Lot  Nos.  5  and  6),  Borough  c 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairma, 


JUNE  27,  1939,  10  A.  M. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stanc 
ards  and  Appeals  of  a  public  hearing  under  the  provisior 
of  the  building  zone  resolution,  Tuesday  morning,  Jm 
27,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Buildinj 
Manhattan,  on  the  following  matter : 

cal.  no.  17-38-BZ— Application,  January  13, 1938,  under  sec 
tion  7h  of  the  building  zone  resolutioi 
of  Herman  Kron,  applicant,  on  behal 
of  Harlem  Savings  Bank,  owne 
(Rosemol  Realty  Corporation,  lessee' 
to  permit  in  a  retail  use  district,  for 
temporary  period  of  not  more  than  tw 
(2)  years,  the  parking  of  more  tha 
five  (5)  motor  vehicles;  premises  324 
328  West  34th  street,  south  side,  32 
ft.  west  of  8th  avenue  (Block  No.  751 
Lot  Nos.  51  to  53,  inclusive),  Boroug 
of  Manhattan. 

HARRIS  H.  MURDOCK,  Cliairmat 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MAY  2,  1939 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  April  11,  1939,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
April  11,  1939,  were  approved  as  printed  in  Bulletin  No.  16, 
Vol.  24. 


BUILDING  ZONE  CASES 

327-27-BZ. 

APPLICANT — Joseph  J.  Karp,  for  P.  Toback,  Inc., 
owner  (Sam  Brufsky,  lessee). 

SUBJECT — Application  reopened  under  new  proposal,  No¬ 
vember  15,  1938  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  7h  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 745-757  Ralph  avenue,  east  side, 
275  ft.  south  of  Sutter  avenue  (Block  No.  3531, 
Lot  No.  7),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joseph  J.  Karp,  Gilbert  Elliot  and 
Sam  Brufsky. 

For  Opposition :  Leslie  Krisel. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1939,  at  10 
A.  M.,  for  further  hearing,  on  written  request  of 
attorney  for  objector. 

17-38-BZ. 

APPLICANT — Herman  Kron,  for  Harlem  Savings  Bank 
(Rosemol  Realty  Corporation,  lessee). 


SUBJECT — Application  (re  decision  of  the  borough  super 
intendent  of  buildings)  under  section  7h  of  th 
building  zone  resolution,  to  permit  in  a  retail  us 
district  for  a  temporary  period  of  not  more  tha 
two  (2)  years,  the  parking  of  more  than  five  (5 
motor  vehicles. 

PREMISES  AFFECTED— 324-328  West  34th  street,  sout 
side,  325  ft.  west  of  Eighth  avenue  (Block  No.  75i 
Lot  Nos.  51-53),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Philip  Adelman  and  Bernard  I 
Stern. 

For  Opposition:  John  B.  Butler,  Jr. 

ACTION  OF  BOARD— Laid  over  to  June  27,  1939,  a 
10  A.  M.,  on  request  of  applicant’s  representativ< 


461-38-BZ. 

APPLICANT — William  F.  Regan,  for  Trustees  of  Colum 
bia  University,  owner  (Michael  T.  Watts,  lessee) 

SUBJECT — Application  (re  decision  of  the  borough  super 
intendent  of  buildings)  under  section  21  of  th 
building  zone  resolution,  to  permit  in  a  business  us 
district,  for  a  temporary  period  of  not  more  thai 
two  (2)  years,  the  parking  and  storage  of  mor 
than  five  (5)  motor  vehicles  on  an  existing  gasolin 
service  station. 

PREMISES  AFFECTED— 1910  Broadway,  east  side,  87  ft 
3  in.  south  of  West  64th  street  and  60  West  64tl 
street'  (Block  No.  1116,  Lot  No.  53),  Borough  o 
Manhattan. 

APPEARANCES— 

For  Applicant:  William  F.  Regan. 

For  Opposition :  Gerson  T.  Margolish  and  Josepl 
F.  Addonigio. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1939,  at  : 
P.  M.,  for  inspection  and  report  by  a  committee  o 
the  board. 
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762-38- BZ. 

APPLICANT — Henry  Nordheim,  for  Dorothy  Bell  Dyer 
and  Isabel  Sturges,  owners  (Gardner  Super  Serv¬ 
ice,  Inc.,  lessee). 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1670-1716  Southern  boulevard, 
east  side,  50  ft.  south  of  East  174th  street  (Block 
No.  2983,  Lot  Nos.  7,  11,  15  and  21),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim,  M.  Gardner  and 
Rea  Gardner. 

For  Opposition:  Earl  C.  Gallant,  Benjamin  Egeni- 
man  and  Samuel  Egeniman. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1939,  at  2 
P.  M.,  for  inspection  and  report  by  a  committee 
of  the  board.  No  further  argument. 

_ _ _ 

P13-38-BZ. 

APPLICANT— George  H.  Corey,  for  Kew  Gardens  Cor¬ 
poration,  owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7h  and  21 
of  the  building  zone  resolution,  to  permit  partly  in 
a  residence  use  district  and  partly  in  a  business' use 
district,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 80-02  Kew  Gardens  road,  south 
side,  from  80th  road  to  Union  turnpike  (Block  No. 
3348,  part  of  Lot  No.  37),  Kew  Gardens,  Borough 
of  Queens. 

APPEARANCES— 


For  Applicant :  George  H.  Corey  and  Alrick  Man 
Jr. 

For  Opposition:  Mrs.  C.  N.  Flotte,  B.  M.  Hanofur 
Joseph  Sheldon,  Ambrose  L.  O’Shea,  William 
.  Ripse  and  Samuel  T.  Nierenberg. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1939,  at  2 
P.  M.,  for  further  inspection  and  consideration  by 
the  board,  without  further  argument. 


186-38-BZ. 

APPLICANT — Robert  J.  Farrington,  for  M.  Elizabeth  de 
Caraman  Chimay,  owner. 

UBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7c,  7h  and 
21  of  the  building  zone  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  an  unre- 
stncted  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station  and,  also,  the  parking 
^ian  ^ve  (5)  motor  vehicles. 

IISES  AFFECTED — 351-353  First  avenue,  west  side, 
75  ft.  south  of  East  21st  street  (Block  No.  926,  Lot 

P  P  E  4  R AN CeTs  ^  38'>’  Borough  of  Manhattan. 

For  Applicant:  Robert  J.  Farrington,  William  C. 

Knight  and  Anton  C.  Langsdorf. 

F°r  £i?.?.osition  :  Vincent  Tese,  Laurence  E.  Maier, 
Philip  Kohn,  Irving  Laigf elder,  Irving  Beck’ 
rTTn,T  Sidney  VI-  Spiro  and  others. 

TI0Ip  9F  BOARD— Laid  over  to  May  23,  1939,  at  2 
P.  M.,  for  inspection  and  report  by  a  committee  of 
tne  board.  No  further  argument. 


65-25-BZ. 

PPLICANT  Abraham  Farber,  for  Morris  Newman  and 

’RTPr-rthAr  J;. Stan&>  owners. 

J  Application  reopened  under  new  proposal, 

February  15,  1939  (re  decision  of  the  acting  bor¬ 


ough  superintendent  of  buildings)  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of  a 
motor  vehicle  repair  shop  and  welding  shop  (previ- 
nnn,fTo'isiy  denied  re  gasoline  service  station). 
PREMISES  AFFECTED  —  928-938  East  New  York 

^en’?r’nnSouthwest  corner  of  Utica  avenue  (Block 
No.  4588,  part  of  Lot  No.  86),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Abraham  Farber  and  Emil  Woldar 
For  Opposition:  Stephen  C.  Bresnahan,  Edwin  Tate 
Bernard  Segall,  Alfred  P.  Hamel,  Mrs.  Edith 
A  Grossarth  and  Anna  Farina. 

BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Absent  .  "  . .  q 

THE  RESOLUTION— 

(1265-25-BZ) 

Whereas,  Philip  J.  Sinnott,  for  Louis  M.  Bloch,  owner 
filed  December  9,  1925,  an  application  with  the  Board 
of  Standards  and  Appeals,  under  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erection 

o5o  n?oaiI^en?nCTveT  of  w  gasoline  service  station ;  premises : 

East  New  York  avenue,  southwest  corner  of 
Utica  avenue  (Block  No.  4588,  part  of  Lot  86),  Borough 
of  Brooklyn;  and 

Whereas,  this  application  was  denied  by  the  board  May 
lo,  1926 ;  and 

a  Abraham  Farber,  for  Morris  Newman  and 

rthur  J.  Stang,  present  owners,  requested  a  reopening  of 
this  application,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  motor  vehicle  repair  shop 
and  welding  shop;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
board  February  15,  1939;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  May  2  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the.  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  New  York  avenue  and 
Utice  avenue  are  in  a  business  use  district  and  Maple 
street  is  in  a  residence  and  business  use  district;  and 
Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  dated  January  10,  1939,  re  Application  No.  18106- 
38,  reads : 

“Proposed  auto  repair  shop  and  welding  shop  to  be 
located  in  a  business  use  district  is  contrary  to  Art. 
II.,  Sec.  4  (a)  of  the  Zone  Resolution.” 
and 


Whereas,  the  premises  consist  of  a  plot  of  ground 
having  a  frontage  of  30  ft.  on  Utica  avenue  and  100  ft.  on 
East  New  York  avenue;  upon  part  of  the  Utica  avenue 
frontage  of  the  plot,  there  is  located  a  one-story  frame 
dmen  It  is  proposed  to  erect  upon  the  westerly  portion  of 
the  East  New  York  avenue  frontage  of  the  plot,  a  one- 
story, _  non-fireproof  building,  40  ft.  by  30  ft.  in  area,  to  be 
occupied  as  a  motor  vehicle  repair  shop  and  a  welding 
shop ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  board;  and 

Whereas,  the  board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the 
building  zone  resolution  and  was,  therefore,  not  entitled 
to  relief  on  the  grounds  of  practical  difficulty  and  un¬ 
necessary  hardship. 

.  Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent,  re  Application  No.  18106-38,  be  and  it  hereby 
is  affirmed,  and  that  the  application  be  and  it  hereby  is 
denied. 
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411-37-BZ. 

APPLICANT— Philip  Patti,  lessee,  for  Brooklyn  and 
Queens  Transit  Corporation,  owner. 

SUBJECT— Application  reopened  and  restored  to  calendar 
April  4,  1939  (re  decision  of  the  borough  superin¬ 
tendent  of  buildings)  under  sections  7h  and  21  of 
the  building  zone  resolution,  to  permit  partly  in  a 
business  use  district  and  partly  in  a  residence  use 
district,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles  (previously  dismissed  for  lack 
of  prosecution). 

PREMISES  AFFECTED— 366  Seneca  avenue,  southwest 
corner  of  DeKalb  avenue  (Block  No.  3425,  Lot  No. 
7),  Ridgewood,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Abraham  Brodsky  and  Philip  Patti. 
For  Opposition:  Tessie  Reinhardt,  Emma  Neitmann, 
Helen  Rexer,  Celia  Weiner,  Erna  Hahn,  Anna 
Westrich,  Rosa  Panebianco  and  others. 
ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh . .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(411-37-BZ) 

Whereas,  Philip  Patti,  lessee,  for  Brooklyn  and  Queens 
Transit  Corporation,  owner,  filed  on  August  20,  1937,  an 
application  under  the  building  zone  resolution,  to  permit 
partly  in  a  business  use  district  and  partly  in  a  residence 
use  district,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises:  366  Seneca  avenue,  south¬ 
west  corner  of  DeKalb  avenue  (Block  No.  3425,  Lot  No. 
7),  Ridgewood,  Borough  of  Queens;  and 

Whereas,  this  application  was  dismissed  for  lack  of 
prosecution,  October  5,  1938,  and  applicant  requested  a 
reopening  of  the  case,  having  completed  the  papers;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
board  April  4,  1939;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  2,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Seneca  avenue  and  De  Kalb 
avenue  are  in  a  business  use  district;  Stockholm  street  is 
in  a  residence  and  business  use  district  and  Cypress  avenue 
is  in  a  business  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
re  B.N.  Applic.  No.  74-39,  dated  February  23,  1939,  reads: 

“Parking  and  storage  of  more  than  5  cars  in  a 
business  district  and  residence  district  is  contrary  to 
Art.  2,  Sections  3  and  4,  Zone  Resolution.” 

and 

W  hereas,  the  premises  consist  of  a  plot  of  ground 
having  a  frontage  of  200  ft.  on  Seneca  avenue,  145  ft. 
9  in.  on  De  Kalb  avenue  and  145  ft.  9  in.  on  Stockholm 
street.  An  area  (45  ft.  9  in.  by  100  ft.)  at  the  southwest 
portion  of  the  premises,  extends  into  a  residence  use  dis¬ 
trict ;  the  remainder  is  in  a  business  use  district.  It  is 
proposed  to  occupy  the  premises  for  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  under  section  7,  sub¬ 
division  h  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  for  a  term  of 
two  years,  permitting  the  premises  under  appeal  to  be 
occupied  for  the  parking  and  storage  of  more  than  five 


(5)  motor  vehicles,  on  condition  that  there  shall  be  erectec 
on  the  street  and  interior  lot  lines,  a  substantial  wover 
wire  fence ;  that  there  shall  be  no  entrance  to  the  premise: 
except  one  from  Seneca  avenue  not  over  15  ft  in  width 
approximately  at  the  middle  of  the  plot  between  Stockholrr 
street  and  De  Kalb  avenue,  replacing  present  entrance  frorr 
Stockholm  street;  that  there  shall  be  no  buildings  erectec 
on  the  premises  other  than  the  existing  building  at  the 
corner  of  De  Kalb  avenue  and  Seneca  avenue,  occupiec 
as  a  store  and  one  building  which  shall  not  exceed  15( 
sq.  ft.  and  not  over  one  story  in  height,  which  may  be  oi 
frame,  to  be  occupied  as  an  office  and  shelter  for  the  at¬ 
tendant  ;  that  during  the  term  of  this  variance,  the  prem¬ 
ises  shall  be  used  for  no  other  purpose  other  than  the 
parking  or  storage  of  cars  herein  permitted  but  excluding 
the  parking  or  storage  of  motorcycles  and  trucks ;  that  then 
shall  be  no  automobile  repairing  permitted  on  the  premise: 
or  servicing  of  cars ;  that  all  other  existing  buildings  and 
existing  signboards  shall  be  removed  and  no  signs  shall  be 
permitted  on  the  premises  other  than  a  sign  at  the  entrance 
to  parking  lot  advertising  the  parking  and  storage  use  and 
except  such  signs  as  are  usual  for  the  store  at  the  cornei 
of  De  Kalb  avenue ;  that  the  premises  shall  be  graded  and 
shall  be  surfaced  with  steam  cinders,  clean  gravel  or  othei 
suitable  material  properly  rolled  and  bound;  that  propei 
aisles  shall  be  maintained  at  all  times  for  easy  entrance  and: 
egress ;  that  any  existing  license  for  the  sale  of  used  car: 
shall  be  abrogated ;  that  such  portable  fire  fighting  appli¬ 
ances  shall  be  installed  as  the  fire  commissioner  shall  direct: 
and  that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  three  months  from  the  date  of  this  reso¬ 
lution. 


787-38-BZ. 

APPLICANT — DuPont  Holding  Corporation,  lessee,  foil 
Robert  Walton  Goelet,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  th< 
building  zone  resolution,  to  permit  partly  in  a  busi 
ness  use  district  and  partly  in  a  residence  use  dis-: 
trict,  the  parking  and  storage  of  more  than  fivd 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 425-437  Edgecombe  avenue 
southwest  corner  of  West  155th  street  and  90-98 
St.  Nicholas  place  (Block  No.  2054,  part  of  Lo' 
No.  69),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Irving  P.  Zinbarg. 

For  Opposition :  Solomon  A.  Shapiro. 

For  Administration.  Fred  Dahlem,  Department  oi 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . ■  ( 

Negative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh . L 

Absent  .  ( 

THE  RESOLUTION— 

(787-38-BZ) 

Whereas,  DuPont  Holding  Corporation,  lessee,  for  Rob¬ 
ert  Walton  Goelet,  owner,  filed  September  12,  1938,  an 
application  under  section  7h  of  the  building  zone  resolu¬ 
tion,  to  permit  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  affecting  premises  425-43/ 
Edgecombe  avenue  and  90-98  St.  Nicholas  place,  southwest 
corner  of  Edgecombe  avenue  and  West  155th  street  (Block 
No.  2054,  part  of  Lot  No.  69),  Borough  of  Manhattan; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  2,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Edgecombe  avenue  is  in  a 
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residence  and  business  use  district;  West  155th  street  is 
in  a  business  and  residence  use  district ;  and  St.  Nicholas 
place  is  in  a  residence  and  business  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  August  12,  1938,  reads: 

“Answering  your  letter  of  August  10,  1938,  request¬ 
ing  a  denial  for  the  parking  space  at  the  above  premises 
so  that  the  matter  may  be  appealed  within  thirty  (30) 
days  and  explaining  that  the  thirty  (30)  day  require¬ 
ment  has  expired  since  our  denial  of  June  20,  1938, 
you  are  advised  that  this  department  has  no  authority 
to  extend  such  time.  Therefore,  the  denial  of  June 
20,  1938,  is  herewith  repeated : 

‘Your  application  dated  June  9,  1938,  for  a  cer¬ 
tificate  of  occupancy  to  occupy  the  above  premises 
for  the  parking  and  storage  of  more  than  five  motor 
vehicles  has  been  denied  for  the  reason  that  these 
premises  are  located  in  a  business  and  a  residence 
district  where  this  occupancy  is  prohibited  by  Ar¬ 
ticle  11,  sections  3  and  4  of  the  Zone  Resolution.’” 
;and  ,  ri 

Whereas,  the  premises  consist  of  an  irregular  shaped 
iplot  of  ground  having  a  frontage  of  215  ft.  on  Edgecombe 
avenue,  104  ft.  10  in.  on  St.  Nicholas  place  and  a  distance 
[of  1*75  ft.  4  in.  along  the  southerly  lot  line.  It  is  proposed 
to  occupy  the  vacant  part  of  this  larger  plot  (having  a 
■frontage  of  110  ft  along  Edgecombe  avenue  and  a  dis¬ 
tance  of  75  ft.  along  the  southerly  lot  line)  for  a  temporary 
period  of  not  more  than  two  (2)  years,  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles.  The 
inortherly  part  of  the  site  is  located  in  a  business  use 
district  and  the  remainder  is  in  a  residence  use  district ; 
and 

Whereas,  these  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  board ;  and 
Whereas,  the  board  deemed  that  there  is  no  justification 
for  the  exercise  of  its  discretion  to  grant  a  zoning  variance 
rnder  section  7,  subdivision  H,  for  use  of  the  plot  for 
marking  and  storage  of  more  than  five  (5)  motor  vehicles. 

Resolved,  that  the  decision  of  the  borough  superintend¬ 
ent,  be  and  it  hereby  is  affirmed,  and  that  the  application 
)e  and  it  hereby  is  denied. 

f  - 

15-39-BZ. 

APPLICANT — Theodore  R.  Feinberg,  for  Street  De¬ 
velopment  Corporation,  owner  (63  Eighth  Avenue 
Corporation,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

’REMISES  AFFECTED — 303-305  East  37th  street  and 
688-694  Second  avenue,  east  side,  24  ft.  8)4  in. 
north  of  East  37th  street  (Block  No.  943,  Lot  Nos. 

2,  3,  4,  5,  6  and  62)  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Theodore  R.  Feinberg. 

For  Opposition:  Victor  B.  Gilbert,  Charles  Tilgner, 
Herman  Grant,  Stanley  M.  Rabadan  and 


Maud  Haas. 

XTION  OF  BOARD — Application  denied. 

HE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Absent  .  0 

HE  RESOLUTION— 

(85-39-BZ) 


W  hereas,  1  heodore  R.  Feinberg  (63  Eighth  avenue 
orporation,  lessee),  for  Street  Development  Corporation, 
.vner  ti led  January  20,  1939,  an  application  under  section 
1  ot  the  building  zone  resolution,  to  permit  in  a  business 


use  district,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehmles;  premises:  303-305  East  37th  street  and 
688-694  Second  avenue,  east  side,  24  ft.  8)4  in.  north  of 
East  37th  street  (Block  No.  943,  Lot  Nos.  2  to  6  incl  ) 
Borough  of  Manhattan;  and 
V  hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  2,  1939,  after  due  notice  by  publication  in 
ulletin  of  the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Second  avenue  is  in  a  busi¬ 
ness  use  district;  East  37th  street  is  in  an  unrestricted 
and  business  use  district  and  East  38th  street  is  in  an 
unrestricted  and  business  use  district;  and 
Whereas,  the  decision  of  the  Borough  Superintendent 
of  Buildings  dated  January  11,  1939,  reads: 

“Your  application  dated  December  12,  1938,  for  a 
certificate  of  occupancy  for  the  use  of  the  above 
piemises  as  a  parking  and  storage  space  for  more 
than  five  motor  vehicles  has  been  denied  as  the  prem¬ 
ises  are  located  in  a  business  district  where  this  occu¬ 
pancy  is  prohibited  by  section  4  of  the  Zone  Reso¬ 
lution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  99.3  ft.  on  Second 
avenue,  57.3  ft.  on  East  37th  street  and  a  distance  of  136 
ft.  5  in.  along  the  northerly  lot  line.  The  easterly  portion 
of  the  plot  extends  for  a  maximum  distance  of  36  ft.  into 
the  unrestricted  use  district.  The  remainder  of  the  plot 
is  in  a  business  use  district.  It  is  proposed  to  use  the  site 
for  a  temporary  period  of  not  more  than  2  years  for  the 
parking  and  storage  of  more  than  5  motor  vehicles ;  and 
.  Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board;  and 
Whereas,  the  board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  H,  for  use  of  the  plot 
for  parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


Adjourned:  3:50  P.M. 

Edward  V.  Barton,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  2,  1939 

Present:  Chairman  Murdock,  Commissioners  Savage 
and  Blum  and  Assistant  Chief  Walsh. 


BUILDING  ZONE  CASES 

932-38-BZ. 

APPLICANT — Adelaide  Walsh  (lessee),  for  Long  Island 
Railroad,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — Hillside  avenue,  bounded  by 
Bessemer  street  and  Babbage  street  (Land  under 
L.I.R.R.)  ;  (Block  No.  3258,  Lot  No.  54  and  Block 
No.  9262,  Lot  No  180),  Richmond  Hill,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Arthur  J.  Schutz  and  R.  McClin- 
tock  Robinson. 

For  Opposition:  George  H.  Colin  and  W.  A.  Still- 
waggon. 
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ACTION  OF  BOARD— Laid  over  to  May  23,  1939,  at  2 
P.  M.,  for  final  decision.  No  further  argument. 


122-39-BZ. 

APPLICANT— T.  H.  Engelhardt,  for  The  Cord  Meyer 
Company,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7c  and  21 
of  the  building  zone  resolution,  to  permit  partly  in 
a  residence  use  district  and  partly  in  a  business  use 
district,  the  erection  and  maintenance  of  a  business 
building  (stores  and  motion  picture  theatre). 

PREMISES  AFFECTED— 88-20  to  88-28  Roosevelt 
avenue,  south  side,  97.05  ft.  west  of  Case  street, 
89-27  to  89-41  Elmhurst  avenue  and  40-19  to  40-35 
Denman  avenue  (Block  No.  1510,  part  of  Lot  No. 
1),  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  Adikes,  T.  H.  Engelhardt, 
William  S.  Weinberg  and  Morris  Brecker. 

For  Opposition:  Fred  Rosenberg,  Samuel  Alt¬ 
schuler,  Ida  Altschuler  and  J.  Itzkowitz. 

ACTION  OF  BOARD— Laid  over  to  May  16,  1939,  at  10 
A.  M.,  applicant  to  file  new  plan  to  substantiate 
basis  of  appeal  under  section  21. 


349-39-BZ. 

APPLICANT — Leon  F.  Scully,  for  Madge  Murphy,  owner. 
SUBJECT — Application  (re  decisions  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7b  and  21 
of  the  building  zone  resolution  to  permit  partly  in  a 
business  use  district  and  partly  in  a  residence  use 
district,  and  also,  partly  in  an  “E”  area  and  partly 
in  a  “C”  area  district,  the  erection  of  a  dwelling 
and,  also,  a  garage  not  conforming  with  the  area 
requirements  of  the  building  zone  resolution. 
PREMISES  AFFECTED— 3114  Griswold  avenue  and  1445 
MacDonough  place,  southwest  corner  (Block  No. 
5411,  Lot  No.  31),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Leon  F.  Scully  and  Madge  Murphy. 
For  Opposition:  G.  R.  Euell,  Thos.  A.  Nyland 
and  others. 

For  Administration:  M.  Thiede,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  .  3 

Absent:  Assistant  Chief  Walsh  .  1 

THE  RESOLUTION— 

(349-39-BZ) 


Whereas,  Leon  F.  Scully,  for  Madge  Murphy,  owner, 
filed  on  March  20,  1939,  an  application  under  the  building 
zone  resolution,  to  permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district  and  also,  partly  in 
an  “E”  area  and  partly  in  a  “C”  area  district,  the  erection 
of  a  dwelling  and  also,  a  garage  not  conforming  with  the 
area  requirements  of  the  building  zone  resolution ;  prem¬ 
ises :  3114  Griswold  avenue  and  1445  MacDonough  place, 
southwest  corner  (Block  No.  5411,  Lot  No.  31),  Borough 
of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  2,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Eastern  boulevard  is  in  a 
business  use  and  “C”  area  district;  MacDonough  place  is 
in  a  residence  use  and  “E”  area  district  and  Griswold 
avenue  is  in  a  residence  and  business  use  and  also  “C” 
and  “E”  area  district ;  and 

Whereas,  the  decisions  of  the  borough  superintendent, 


dated  February  17,  1939,  and  March  13,  1939,  are,  re 
spectively,  as  follows : 

(Re  Alt.  App.  No.  44-39)  “1.  This  building  extend 
18  ft.  within  an  “E”  area  district.  Building  must.  b< 
set  back  10  ft.  from  the  MacDonough  place  street  line; 
in  compliance  with  Section  15  of  the  Building  Zorn 
Resolution.” 

(Re  Alt.  App.  No.  44-39)  “2.  The  garage  extendin; 
into  an  “E”  area  district  must  be  set  back  10  ft.  fron' 
the  street  line,  in  compliance  with  Section  15,  Building 
Zone  Resolution.  Not  further  considered.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  havinj 
a  frontage  of  90  ft.  on  MacDonough  place  and  25  ft.  oi 
Griswold  avenue.  The  westerly  portion  of  the  plot  extend 
into  a  business  use  district  and  also  into  a  “C”  area  dis 
trict  for  a  distance  of  7  ft.  The  remainder  of  the  plo 
is  located  in  a  residence  use  and  “E”  area  district.  It  i 
proposed  to  locate  upon  this  plot  a  two  (2)  story  fram< 
dwelling  20  ft.  by  57  ft.  in  area  to  be  occupied  by  tw< 
families  and  also  a  2-car  garage  25  ft.  by  18  ft.  in  area 
The  proposed  locations  of  these  buildings  do  not  compl; 
with  “E”  area  requirements  as  to  a  10  ft.  setback  from  th 
(MacDonough  place)  building  line;  and 
Whereas,  these  premises  and  the  surrounding  area  wer 
inspected  by  a  committee  of  the  board;  and 

Whereas,  the  board  deemed  that  applicant  failed  to  sub 
stantiate  a  basis  of  appeal  under  section  7,  subdivision  E 
and  section  21  of  the  building  zone  resolution  and  was 
therefore,  not  entitled  to  relief  on  the  grounds  of  prae 
tical  difficulty  and  unnecessary  hardship. 

Resolved ,  that  the  decisions  of  the  borough  superin 
tendent,  re  Alt.  App.  No.  44-39,  be  and  they  hereby  ar 
affirmed,  and  the  application  be  and  it  hereby  is  denied 

426-39-BZ. 

APPLICANT — Ely  Jacques  Kahn,  for  Henry  Sonn  an, 
Co.,  Inc.,  owner  (Trailer  Town,  Inc.,  lessee). 
SUBJECT — Application  (re  decisions  of  the  borough  supei 
intendent  of  buildings)  under  section  7f  of  the  builc 
ing  zone  resolution,  to  permit  partly  in  a  business  us 
district  and  partly  in  a  residence  use  district,  th 
alteration  and  extension  of  an  existing  building  t 
be  occupied  as  offices,  the  erection  and  maintenanc 
of  business  buildings  (stores),  a  gasoline  servic 
station  and  the  maintenance  of  a  trailer  camp  an 
a  space  for  the  parking  and  storage  of  more  tha 
five  (5)  motor  vehicles. 

PREMISES  AFE'ECTED — East  side  of  Ferris  avenu 
from  Philip  avenue  to  Randall  avenue  and  th 
north  and  south  sides  of  Randall  avenue  (Bloc 
Nos.  5554,  5557,  5558,  5573,  5574,  5575,  5609  an 
5616),  Baxter  Creek,  East  River,  Borough  of  Th 
Bronx. 

APPEARANCES— 

For  Applicant:  John  Kadel,  J.  B.  Newman  an 
Frederick  N.  Bolles. 

For  Opposition :  Harry  Lesser,  Harold  B.  Klorfeii 
Dept,  of  Parks,  Genevieve  G.  Beckhardt,  an, 
others. 

For  Administration :  Edward  J.  Clarke,  Boroug1 
Engineer,  Borough  President,  Bronx,  Lew 
Lasker,  Dept,  of  Water,  Gas  &  Electricitj 
Arthur  S.  Pedell,  State  Dept,  of  Health,  ar: 
Dr.  Oberwager,  Dept,  of  Health. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative . 

Absent  . 

THE  RESOLUTION— 

(426-39-BZ) 

Whereas,  Ely  Jacques  Kahn,  for  Henry  Sonn  and  C( 
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Inc.,  owner  (Trailer  Town,  Inc.,  lessee),  filed  April  5,  1939, 
an  application  under  section  7f  of  the  building  zone  resolu¬ 
tion,  to  permit  partly  in  a  business  use  district  and  partly 
in  a  residence  use  district,  the  alteration  and  extension  of  an 
existing  building  to  be  occupied  as  offices,  the  erection  and 
maintenance  of  business  buildings  (stores),  a  gasoline  ser¬ 
vice  station  and  the  maintenance  of  a  trailer  camp  and  a 
space  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  affecting  premises  east  side  of  Ferris  avenue, 
from  Philip  avenue  to  Randall  avenue  and  both  sides  of 
Randall  avenue  (Block  Nos.  5554,  5557,  5558,  5573,  5574, 
5575,  5609,  5616),  Baxter  Creek,  East  River,  Borough  of 
The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  2,  1939,  and  its  special  meeting,  May  5,  1939,  after 
due  notice  by  publication  in  the  Bulletin  of  the  Board  of 
Standards  and  Appeals;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.B.  Applic.  No.  234-39,  dated  March  17,  1939,  reads:  ’ 

!•  f  he  operation  of  a  trailer  camp  with  accessory 
buildings  located  partly  in  a  residence  district  and  partly 
in  a  business  district,  is  contrary  to  Siections  3  and  4 
of  the  Building  Zone  Resolution. 

2.  The  operation  of  a  parking  lot  in  a  residence  dis¬ 
trict  is  contrary  to  Section  3  of  the  Building  Zone 
Resolution, 
and 

'. t  ^heRkas,  the  decision  of  the  borough  superintendent  on 
\.B.  Applic.  No.  264-39,  dated  April  3,  1939,  reads: 

.  ^  proposed  erection  of  a  gasoline  service  sta- 

tion  in  a  residence  district  is  contrary  to  Section  3  of 
the  Building  Zone  Resolution.” 
ind 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
tn  area  of  approximately  eighty  (80)  acres;  lying  generally 
o  the  east  of  Ferris  avenue  and  to  the  north  of  the  East 
vner.  the  plot  lies  within  a  residence  use  district,  with  the 
xception  of  Emerson  avenue,  south  of  a  point  100  ft. 
iorth  of  Schley  avenue,  which  is  in  a  business  use  district, 
t  is  proposed  to  occupy  the  site  for  a  temporary  period  of 
ot  more  than  two  (2)  years  as  a  trailer  camp  and  accessory 
ses,  the  erection  of  a  building  to  be  occupied  as  offices — 

JCjc  u!1  the  west  Slde  of  Parsons  avenue,  between  Randall 
nd  Schley  avenues;  the  erection  and  maintenance  of  a 
ne-story  busmess  building  (stores),  having  a  frontage  of 
db  it.  8  in.  on  Parsons  avenue  and  120  ft.  6  in.  on  Randall 
\  enue  t  le  erection  of  a  gasoline  station  consisting  of  a 
nail  onice  and  two  pumps,  located  on  Block  No.  5575  and 

vpn„the  Ti°rtheasu  COrne,r  of  SchIey  avenue  and  Baynes 
venue.  The  southwesterly  part  of  the  plot  is  to  be  used 

3r  the  parking  and  storage  of  more  than  five  (5)  motor 
s  licies ;  said  motor  vehicles  being  accessories  to  the  various 
ailers  occupying  the  camp ;  and 

Vv  hereas  the  premises  and  area  were  inspected  bv  a 
>mmittee  of  the  board  prior  to  the  hearing ;  and 

hereas,  the  board  deemed  that  this  was  a  proper  case 
*■?  exercise  its  discretion  under  Section  7,  subdivision 
•  ot  the  building  zone  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
rebymcikc  a  variation  in  the  application  of  the  use  district 
guiations  of  the  building  zone  resolution  and  that  the  ap- 
ication  be  and  it  hereby  is  granted  under  Section  7-F 
ereot  for  the  duration  of  the  World’s  Fair,  and  in  no 

ZJa  erutkaU  Defember  31>  1940,  permitting  the  plot  under 
Peal  to  be  occupied  in  part  as  a  trailer  camp  and  in  part 

*  ?fr,klug  lot»  arranged  substantially  as  indicated  on 
ns  hied  herein,  on  condition  that  the  area  shall  be  gen- 
,  y  graded  so  that  no  portion  of  the  premises  used  for 
-  storage  of  trailers  shall  be  less  than  five  feet  at  any 
nt  above  the  high  water  mark;  that  there  shall  be  con¬ 
ducted  along  the  lines  of  the  property  to  the  west  and 
tn,  a  substantial  woven  wire  fence  not  less  than  six 
a.  Wltk  ?°  opening  therein;  that  no  portion  of 
'Pped  street  shall  be  occupied  other  than  as  permitted 


under  Cal.  No.  427-39-A;  that  no  portion  of  the  property 
owned  by  the  City  of  New  York  or  under  the  control  of  the 
Bark  Department,  shall  be  occupied  in  connection  with  the 
®tciraPe  °*  any  trailers  or  cars  or  for  the  erection  of  any 
building,  but  not  excluding  access  through  roads  constructed 
by  the  City  or  Park  Department;  that  there  shall  be  in¬ 
stalled  as  a  connection  to  the  existing  water  main  on  Ferris 
Avenue,  a  water  main  of  not  less  than  12  inches  in  diameter 
up  to  the  intersection  of  Parsons  avenue  and  Randall  avenue 
with  a  city  hydrant  located  at  Parsons  avenue  and  one  at 
Haines  avenue,  in  addition  to  the  existing  hydrant  at  Ferris 
avenue ;  that  at  Parsons  avenue  there  shall  be  an  extension 
of  this  water  main  of  a  diameter  of  8  inches,  extending 
southerly  along  Parsons  avenue  for  a  distance  of  not  less 
than  400  feet  with  a  hydrant  at  the  termination;  that  the 
driveways  for  access  to  trailer  sites  and  the  parking  lot 
itself,  shall  be  surfaced  with  cinders  or  clean  gravel  or  other 
suitable  material,  properly  rolled  and  bound  to  prevent 
dusting  and  suitably  graded;  that  there  shall  be  furnished 
tonet  accommodations  in  the  buildings  as  proposed,  located 
as  indicated  on  plans  filed  herein,  giving  adequate  accom¬ 
modations  for  the  occupants  of  the  trailers  and  furnished 
with  hot  and  cold  water  and  electric  washing  and  drying 
equipment  adequate  for  the  trailers  assigned  to  each  section  ; 
that  the  disposal  of  sewage  shall  be  by  means  of  septic 
tanks  of  adequate  size  and  duly  approved  by  all  departments 
havihg  jurisdiction,  including  the  State  Department  of 
Health  ;  that  in  each  toilet  building  there  shall  be  installed 
a  standpipe  connection  not  less  than  3  inches  in  diameter  and 
a  hose  reel  having  not  less  than  150  feet  of  1  y2  inch 
approved  hose,  equipped  with  a  ^  inch  nozzle;  that  lighting 
tor  gcneial  illumination  shall  be  properly  spaced  and  ade- 
quate  lor  directional  illumination  and  so  arranged  as  to 
face  away  from  the  Ferris  Avenue  Parkway;  that  the  re¬ 
quirements  of  the  Department  of  Health,  relative  to  the 
conduct  and  maintenance  of  trailer  camps,  shall  be  complied 
with;  that  an  adequate  force  for  policing  and  fire  protection 
^factory-  to  both  the  Police  and  Fire  Commissioners, 
shall  be  maintained  twenty-four  hours  of  each  day;  that  any 
buildings  erected  on  the  premises  shall  be  constructed  in  ac¬ 
cordance  with  the  requirements  therefor,  as  modified  under 
the'  resolutions  adopted  by  the  Board  in  Cal.  Nos.  427-39-A 
and  428-39- A ;  that  no  loud  speaker  shall  be  maintained  on 
the  giounds,  except  for  general  informatory  purposes;  that 
the  parking  lot  to  be  occupied  in  conjunction  with  this 
trailer  camp  shall  be  solely  for  the  parking  of  automobiles 
used  in  conjunction  with  the  trailers  and  for  cars  of  friends 
of  the  occupants  of  the  trailers  and  for  which  no  fee  shall 
be  charged,  that  there  shall  be  no  signs  advertising  this 
trailer  camp  or  otherwise,  except  one  at  the  entrance  to 
same,  near  Randall  avenue,  at  least  500  feet  removed  from 
T  erris  avenue  and  except  such  other  signs  as  the  Park  Com¬ 
missioner  may  approve;  that  there  shall  be  no  temporary  or 
roof  signs,  but  permitting  neat  directional  signs;  that  in 
order  to  insure  compliance  with  the  stipulations  of  this 
resolution  as  to  the  discontinuance  of  this  use  and  the  removal 
of  these  buildings  at  the  termination  of  this  variance  a 

£mnnon  °Lt¥  Ci,ty  of  New  York>  for  the  sum ’of 

ftfffUUO.  shall  be  filed  with  and  approved  by  the  Comptroller 

of  the  City  of  New  York;  that  this  variance  shall  also  per¬ 
mit  the  construction  of  the  temporary  business  buildings  and 
the  two  gasoline  tanks  and  two  pumps  substantially  as  shown 
on  plans  filed  with  this  application  and  as  affected  by  resolu¬ 
tion  under  Cal.  No.  427-39-A;  that  such  use  shall  be  limited 
to  sales  to  the  occupants  of  the  trailer  camp;  that  there  shall 
be  nothing  in  this  resolution  deemed  to  include  a  permit  to 
maintain  a  floating  boat  landing;  that  any  trees  on  the 
premises  certified  by  the  park  department  as  being  in  a 
healthy  condition  shall  not  be  removed;  that  the  applicant 
shall  submit  for  the  consideration  of  the  board  in  executive 
session,  rules  to  govern  the  use  of  these  premises  and  its 
occupants ;  that  no  trailers  shall  be  parked  in  excess  of  the 
spaces  provided  as  shown  on  plans  filed  with  this  appeal  and 
no  trailers  shall  be  parked  on  the  parking  lot;  that  complete 
working  plans  shall  be  submitted  to  the  board  for  further 
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consideration  and  such  plans  and  rules  above  referred  to, 
shall  be  submitted  within  two  weeks  from  the  date  of  this 
resolution ;  that  in  all  respects,  other  than  as  herein  modified 
and  as  modified  under  Cal.  Nos.  427-39-A  and  428-39- A,  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with. 


624-26-BZ. 

APPLICANT— Apa  Realty  Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings),  under  section  7f  of 
the  building  zone  resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  maintenance  of  a  gasoline 
service  station  (erected  under  a  temporary  vari¬ 
ation  granted  by  the  board  for  a  temporary  period). 

PREMISES  AFFECTED— Southwest  corner  of  Kiseena 
boulevard  (road)  and  Horace  Harding  (Nassau) 
boulevard  (Block  No.  2167,  Lot  No.  35),  Flushing," 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Anna  Reinhardt. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commission¬ 


ers  Savage  and  Blum  .  3 

Negative  . _ .  0 

Absent:  Assistant  Chief  Walsh  .  1 


THE  RESOLUTION— 

(624-26-BZ) 

Whereas,  this  application  affecting  premises  southwest 
corner  of  Kissena  boulevard  (road)  and  Horace  Harding 
(Nassau)  boulevard  (Block  No.  2167,  Lot.  No.  35),  Flush¬ 
ing,  Borough  of  Queens,  to  permit  in  a  business  use  dis¬ 
trict,  the  maintenance  of  a  gasoline  service  station  for  a 
temporary  period  of  two  (2)  years,  was  granted  by  the 
board  November  18,  1932,  resolution  amended  May  7,  1935, 
December  8,  1936,  and  November  15,  1938;  and 

Whereas,  the  applicant  requested  a  reopening  of  the 
case  and  an  extension  of  the  temporary  period ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
board  May  2,  1939;  and 

Whereas,  a  committee  of  the  board  inspected  these 
premises  and  surrounding  area  and  found  conditions  sub¬ 
stantially  the  same  as  they  were  six  months  ago. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  resolution  adopted  by  the  board  on  Novem¬ 
ber  18,  1932,  as  amended  by  resolution  adopted  by  the 
board  on  November  16,  1938,  as  to  the  temporary  term  of 
permit,  so  that  as  amended,  the  resolution  shall  read : 

“Granted,  under  section  7,  subdivision  i,for  tem¬ 
porary  period  of  six  (6)  months  from  the  date  of  the 
amended  resolution,  on  condition  that  all  pumps  shall 
be  set  back  not  less  than  10  ft.  from  the  building  lines; 
any  accessory  use  to  the  business  conducted  on  the 
premises  shall  be  confined  to  one-story  structures;  that 
there  shall  be  but  two  entrances  to  the  gasoline  station 
on  Nassau  boulevard  and  two  entrances  on  Reeves 
avenue,  each  not  more  than  12  ft.  wide,  with  curb  cuts 
not  more  than  14  ft.  wide  each ;  there  shall  be  but  one 
entrance  on  Kissena  boulevard,  not  more  than  12  ft. 
wide,  with  curb  cut  not  more  than  14  ft.  wide ;  that 
no  part  of  the  gasoline  station  or  the  equipment  or 
fence  enclosing  same  shall  extend  beyond  the  area  of 
the  plot  under  appeal  to  include  any  adjacent  property; 
that  other  than  as  amended  herein,  the  resolutions 
adopted  by  the  board  on  November  18,  1932  and  May 
7,  1935,  shall  be  complied  with  in  all  respects.” 


106-30-BZ. 

APPLICANT — Mabel  Hall,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings),  under  section  7f  of 


the  building  zone  resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  maintenance  of  a  gasoline 
service  station  for  a  temporary  period. 

PREMISES  AFFECTED — 337  Arbutus  avenue,  northeast 
corner  of  Hylan  boulevard  (Block  No.  6499,  Lot 
No.  5),  Huguenot,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant.  Mabel  Hall. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commission¬ 


ers  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  Walsh  .  ] 


THE  RESOLUTION— 

(106-30-BZ) 

Whereas,  this  application  affecting  premises  337  Arbutus 
avenue,  northeast  corner  of  Hylan  boulevard  (Block  No. 
6499,  Lot  No.  5),.  Huguenot,  Borough  of  Richmond,  to  per¬ 
mit  in  a  business  use  district  the  maintenance  of  a  gasoline 
service  station,  was  granted  by  the  board  May  12,  1931,  for 
a  temporary  period  of  two  years,  time  extended  July  18, 
1933,  June  11,  1935,  and  April  27,  1937,  for  an  additional 
period  of  two  years  and  owner  requests  a  further  extension. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  board  on  May 
12,  1931,  as  amended  thereafter  from  time  to  time,  only  so 
far  as  it  has  reference  to  term  of  permit,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“Granted  under  Section  7,  subdivision  F  for  a  tem¬ 
porary  period  of  two  (2)  years  from  the  date  of  this 
amended  resolution,  on  condition  that  the  resolution 
adopted  by  the  board  on  May  12,  1931,  as  amended  on 
July  18,  1933,  shall  be  complied  with  in  all  other  re¬ 
spects.” 


92-31-BZ. 

APPLICANT — Abraham  N.  Horwitz,  for  Reuben  Raskin 
and  Louis  Raskin,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
superintendent  of  buildings)  under  section  7f  of 
the  building  zone  resolution,  permitting  in  a  business 
use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station  for  a  temporary  period. 
PREMISES  AFFECTED— 8401-8411  Flatlands  avenue  and 
769  East  84th  street,  northeast  corner  (Block  No. 
8005,  Lot  Nos.  6,  7  and  8),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Abraham  N.  Horwitz. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  Walsh  .  1 

THE  RESOLUTION— 

(92-31-BZ) 

Whereas,  this  application  affecting  premises  8401-8411 
Flatlands  avenue  and  769  East  84th  street,  northeast  corner 
(Block  No.  8005,  Lot  Nos.  6,  7  and  8),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  board  on  June  23,  1931,  for  a 
temporary  period  of  two  years  on  certain  conditions, 
amended  May  28,  1935  and  May  18,  1937,  and  applicant 
requests  an  extension  of  the  temporary  period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  June  23,  1931  as  amended 
May  28,  1935  and  May  1'8,  1937,  only  so  far  as  it  has 
reference  to  term  of  permit,  so  that  as  amended,  the 
resolution  shall  read : 

“Granted  under  section  7,  subdivision  F,  for  a  tem¬ 
porary  period  of  two  years  from  the  date  of  this 
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amended  resolution  on  condition  that  any  gasoline 
pumps  shall  be  set  back  10  ft.  from  the  building  line  • 
that  the  entrances  to  the  gasoline  station  shall  be  con¬ 
fined  to  the  Flatlands  avenue  portion  of  the  premises, 
which  shall  consist  of  two  entrances,  the  curb  cuts  of 
which  shall  be  not  more  than  14  ft.  each  in  width ;  that 
any  accessory  use  shall  be  confined  along  the  northerly 
lot  line  of  the  premises;  that  these  conditions  shall  be 
maintained  only  so  long  as  the  premises  are  operating 
under  the  temporary  permit,  and  in  the  event  that  a 
permanent  permit  shall  be  granted  at  some  future  time, 
the  usual  conditions  and  restrictions  which  are  imposed 
on  gasoline  stations  shall  be  imposed  by  this  board ;  and 
that  other  than  as  amended  herein  as  to  term  the  reso¬ 
lution  adopted  by  the  board  on  June  23,  1931,  shall  be 
complied  with  in  all  respects.” 


441 -32- BZ. 

|  APPLICANT  Joseph  B.  Lynch,  for  The  Texas  Com¬ 
pany,  owner. 

.  SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution  and  approval  of  plans — re 
Application  (decision  of  the  superintendent  of  build¬ 
ups8)  under  section  21  of  the  building  zone  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  ex- 
nnr^T^n.oj^n  existing  gasoline  service  station. 
.PREMISES  AFFECTED — 701-715  Washington  avenue, 
northeast  corner  of  Grand  avenue  (Block  No  1154 

APPEARANCES—  ’  Br°°k,yn ’ 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD— Application  reopened,  resolution 
amended  and  plans  approved. 

P  REOPEN,  AMEND  RESOLUTION 
AND  APPROVE  PLANS— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  . . .  3 

Negative  .  .  .  0 

Absent :  Assistant  Chief  Walsh  "  ' '  ^  ^  j 

rHE  RESOLUTION— 

(441-32-BZ) 

Whereas,  J.  H.  Mentz,  for  the  Texas  Company,  owner 
lied  August  9,  1932,  an  application  under  the  building  zone 
esolution,  to  permit  in  a  business  use  district,  the  exten- 
arl  exlstlnS  gasoline  service  station ;  premises :  701- 

ialTng1t10?,ayenu^Vnortheast  corner  of  Grand  avenue 
Block  No.  1154,  Lot  No.  12),  Borough  of  Brooklyn;  and 

appllcation.  was  granted  by  the  board 
December  2,  1932,  on  certain  conditions  and  owner  re- 

lans  •  and  amendment  of  the  resolution  and  approval  of 

Whereas,  these  premises  and  surrounding  area  were 
ispected  by  a  committee  of  the  board. 

Rcsohed,  that  the  Board  of  Standards  and  Appeals  does 

WrPP'PP  resolution  adopted  by  the  board  on 
ecember  2,  1932,  so  that  as  amended  the  resolution  shall 

" Granted  on  condition  that  the  wall  now  separating 
the  portion  of  the  plot  at  present  used  as  a  gasoline 
station  from  the  proposed  addition  shall  be  removed 
ei  11  u  entire  area  not  covered  by  accessory  buildings 
'  rshal.]  be  cement  paved;  that  all  sidewalks  shall  be 
rPu  ln  good  condition  and  where  not  now  concrete 
shall  be  made  concrete  and  that  proper  curbing  shall 
be  installed;  that  there  shall  be  not  more  than  two 
17  rfC-  cats.  fron?  Washington  avenue,  not  exceeding 
1/  it.  in  width  each  and  not  more  than  two  (2)  from 
uranri  avenue,  one  toward  the  south  not  over  20  ft.  in 
width  and  one  toward  the  north  not  more  than  35  ft 

o^  Wnlv  tH+at  theT  Aha11  ,be  erected  at  the  intersection 
t  Washington  and  Grand  avenues,  a  triangular  block 
of  concrete  extending  for  a  distance  of  not  less  than 

£  5  °n.g  eafh  street  line  and  not  less  than  1  ft  in 

"eight . ;  that  the.  accessory  buildings  shall  be  not  over 
one  story  in  height  and  that  any  greasing  equipment 


shall  be  housed  within  an  accessory  building,  agreeing 
F1 .  g9neral  design  with  the  general  accessory  office 
building;  that  any  gasoline  pumps  erected  on  the 
frM!1j?Ses  s.  ^e  no^  nearer  than  13  ft.  to  either  street 
building  line;  that  on  the  rear  line  of  the  premises 
there  shall  be  a  brick  wall  constructed  on  the  lot  line 
not  less  than  6  ft.  in  height ;  that  any  accessory  build¬ 
ing  wall  may  be  incorporated  in  such  lot  line  wall ;  that 
any  heating  room  shall  be  installed  in  a  building  of 
fireproof  construction,  enterable  only  from  the  ex¬ 
terior  ;  that  there  shall  be  no  signs  erected,  other  than 
Pe^ft}.anerd  attached  to  the  facade  of  the  accessory 
building  and  the  illuminated  globes  of  the  pumps,  ex¬ 
cluding  all  roof  signs  and  temporary  signs,  but  ’per- 
mittmg  along  the  building  line  at  the  intersection  of 
Washington  and  Grand  avenues,  a  post  standard  for 
supporting  a  sign  advertising  only  the  brand  of  gaso¬ 
line  on  sale,  permitting  such  sign  to  be  illuminated  and 
to  extend  beyond  the  building  line  for  a  distance  of 
not  more  than  four  feet;  that  no  portable  gasoline 
pumps  shall  be  used  on  or  from  the  premises  and  no 
automobile  repairing  carried  on  and  no  parking  or 
storage  of  automobiles,  other  than  those  being  serviced ; 
that  there  shall  be  no  exterior  equipment  for  greasing 
or  washing ;  that  the  plans  marked  ‘Received  April  29, 
1939,  showing  the  existing  and  proposed  accessory 
buildings,  are  hereby  approved  as  in  general  conformity 
of  the  requirements  of  this  resolution  as  to  arrangement 
and  design ;  and  that  all  permits  shall  be  obtained  and 
all  work  shall  be  completed  within  one  year  from  the 
date  of  this  amended  resolution.” 


153-36-BZ. 

APPLICANT— Abraham  N.  Horwitz,  for  West  End  Hold¬ 
ing  Corporation,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
commissioner  of  buildings)  under  section  7c  of  the 
building  zone  resolution,  permitting  partly  in  a  busi¬ 
ness  use  district  and  partly  in  an  unrestricted  use 
district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED — 140-154  West  End  avenue 
east  side,  from  West  66th  street  to  West  67th  street 
(BJ°CK  No.  1158,  Lot  Nos.  1,  2,  3,  4,  61,  62,  63 
and  64),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Abraham  N.  Horwitz  and  Milton 
Sloame. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME _ 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  .  3 

Negative  .  0 

Absent :  Assistant  Chief  Walsh  I 

THE  RESOLUTION— 

(153-36-BZ) 

a  x  Wn  ere  a  s ,  this  application  affecting  premises  140-154 
West  End  avenue,  east  side,  from  West  66th  street  to  West 

67t,h/Aree^  (Block  No-  1158>  Lot  Nos-  1>  2,  3,  4,  61,  62  63 
and  64),  Borough  of  Manhattan,  was  granted  by  the  board 
July  14,  1956,  on  certain  conditions,  time  to  submit  plans 
io™ndedj  duncb  2’  November  30,  1937  and  May  17, 

a  8,  and  applicant  requests  a  further  extension  of  time 
to  submit  plans. 

Resolved J,  that  the  resolution  adopted  by  the  board  on 
July  14,  1936,  be  and  it  hereby  is  amended,  only  so  far 
as  lt  ,has  roference  to  the  submission  of  plans,  so  that  as 
amended  this  portion  of  the  resolution,  shall  read  : 

that  all  plans  shall  be  submitted  to  the  board  for 
approval  by  the  chairman  in  behalf  of  the  board,  be- 
fore  submission  to  the  Borough  Superintendent  of 
buildings,  within  one  year  from  the  date  of  this 
amended  resolution  and  if  found  to  conform  with  the 
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requirements  of  the  resolution  and  after  such  approval, 
all  permits  shall  be  obtained  and  all  work  shall  be 
completed  within  six  months  thereafter 


366-37-BZ. 

APPLICANT— F.  Oscar  Larson  (lessee),  for  Queens- 
boro  Investing  Company  and  Jackson  Avenue  Cor¬ 
poration,  owners. 

SUBJECT— Application  for  consideration— reopening  and 
amendment — re  Application  (decision  of  the  com¬ 
missioner  of  buildings)  under  sections  7h  and  21 
of  the  building  zone  resolution,  permitting  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 37-05  75th  street, _  37-04  76th 
street  and  75-10  37th  avenue,  south  side,  between 
75th  street  and  76th  street  (Block  No.  465,  Lot 
Nos.  30,  31,  35,  38,  40  and  42),  Jackson  Heights, 
Borough  of  Queens. 

APPEARANCES—  , 

For  Applicant:  F.  Oscar  Larson  and  Hiram  S. 
Hall. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum . .  3 

Negative  . . _ .  0 

Absent:  Assistant  Chief  Walsh  .  1 

THE  RESOLUTION— 

(366-37-BZ) 

Whereas,  F.  Oscar  Larson  (lessee),  for  Queensboro  In¬ 
vesting  Company  and  Tackson  Avenue  Corporation,  owners, 
filed  July  15,  1937,  an  application  under  the  building  zone 
resolution  to  permit  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district  for  a  temporary  period 
of  not  more  than  two  years  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises:  37-05  75th 
street,  37-04  76th  street  and  75-10  37th  avenue,  south  side, 
between  75th  and  76th  streets  (Block  No.  465,  Lot  Nos. 
30,  31,  35,  38,  40  and  42),  Jackson  Heights,  Borough  of 
Queens ;  and 

Whereas,  this  application  was  granted  by  the  board 
March  8,  1938,  on  certain  conditions  and  applicant  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  board  on 
March  8,  1938,  in  so  far  as  it  refers  to  requiring  fencing, 
so  that  as  amended,  the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted, 
under  section  7-H,  for  a  temporary  period  of  two  years 
from  March  8,  1938,  to  permit  that  portion  of  the 
plot  within  the  business  use  area  to  be  used  for  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles  of 
the  pleasure-car  type,  on  condition  that  the  entrance 
shall  be  solely  from  37th  avenue;  that  the  existing 
hedge  shall  be  maintained  and,  continued  across  ex¬ 
isting  entrance  from  76th  street;  that  there  shall  be 
erected  on  the  line  dividing  the  business  use  area 
from  the  residential  use  area  continuously  from  75th 
to  76th  streets,  a  fence  not  less  than  six  ft.  in  height, 
which  may  be  of  wood  or  metal  or  constructed  of  sub¬ 
stantial  woven  wire;  that  barricades  or  bumpers  shall 
be  erected  parallel  to  75th  and  76th  streets  to  preclude 
cars  being  parked  within  ten  feet  of  either  building 
line,  that  the  plot  shall  be  levelled  substantially  to  the 
level  of  37th  avenue  and  covered  with  steam  cinders 
or  other  suitable  material,  properly  rolled  and  bound 
so  as  to  prevent  dusting,  and  graded  so  as  to  provide 


surface  drainage;  that  any  lights  erected  for  illumina¬ 
tion  shall  have  metallic  reflectors  and  shall  be  so  placed 
as  to  reflect  away  from  the  residential  property  on 
75th  and  76th  streets;  that  during  the  term  of  this 
variance,  the  plot  shall  be  used  for  no  other  use ;  that 
no  building  shall  be  erected  thereon  except  there  may 
be  a  small  building  not  over  100  square  feet  in  area, 
one  story  in  height,  near  the  entrance,  as  a  shelter  for 
attendant ;  that  existing  signs  shall  be  removed  and  no 
signs  shall  be  erected  other  than  a  sign  near  the  en- 
trance,  not  exceeding  5  square  feet  in  area,  advertising 
the  parking  and  storage;  that  the  entrance  to  37th 
avenue  shall  not  exceed  10  feet  with  curb  cut  opposite 
not  exceeding  15  feet;  that  no  cars  shall  be  parked 
or  stored  other  than  those  having  up-to-date  license 
plates  and  which  are  capable  of  operation ;  that  proper 
aisle  spaces  shall  be  maintained,  that  such  portable  fire-' 
fighting  appliances  shall  be  installed  as  the  fire  com¬ 
missioner  shall  direct  and  that  all  permits  shall  be 
obtained  and  all  work  completed  within  „ six  months 
from  the  date  of  this  amended  resolution.” 


110-38-BZ. 

APPLICANT— C.  H.  Brunie,  of  Bankers  Trust  Company 
as  trustee  for  Estate  of  Lucie  M.  Stearns,  owner. 
SUBJECT — Application  for  consideration— reopening  and] 
extension  of  time — re  Application  (decision  of  tlu 
acting  borough  superintendent  of  buildings)  under 
section  21  of  the  building  zone  resolution,  permit¬ 
ting  in  a  business  use  district,  the  conversion  of 
occupancy  of  an  existnig  building  to  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED— East  side  of  Jerome  avenue 
232.38  ft.  south  of  East  Tremont  avenue  (Blocl 
No.  2853,  Lot  No.  15),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  reopened  and  tim< 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  . 

Negative  .  ] 

Absent:  Assistant  Chief  Walsh . 

THE  RESOLUTION— 

(110-38-BZ) 

Whereas,  William  Miltenberger,  for  estate  of  Luci< 
M.  Stearns,  owner,  filed  February  21,  1938,  an  application 
under  the  building  zone  resolution  to  permit  in  a  busines: 
use  district  the  conversion  of  occupancy  of  an  existing 
building  to  a  motor  vehicle  repair  shop ;  premises :  Eas 
side  of  Jerome  avenue,  232.38  ft.  south  of  East  Tremon 
avenue  (Block  No.  2853,  Lot  No.  15),  Borough  of  Thi 
Bronx ;  and 

Whereas,  this  application  was  granted  by  the  boai1 
April  26,  1938,  on  certain  conditions  and  the  Bankers  Trus 
Company,  as  trustee  for  the  owner,  now  requests  an  ex 
tension  of  time  to  obtain  permits  and  complete  the  work 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  amend  the  resolution  adopted  by  the  board  oi 
April  26,  1938,  only  so  far  as  it  has  reference  to  obtaining 
permits  and  completion  of  work,  so  that  as  amended,  tha 
portion  of  the  resolution  shall  read :  ’  J 

“that  all  permits  shall  be  obtained  and  all  work  sha 
be  completed  within  six  months  from  the  date  of  thi 
amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 


376-39- A. 

APPLICANT— Leon  F.  Scully,  for  Madge  Murphy,  owne: 
SUBJECT— Appeal  from  a  decision  of  the  borough  supei 
intendent  of  buildings. 

PREMISES  AFFECTED— 3112  Griswold  avenue,  sout 
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side,  25  ft.  west  of  McDonough  place  (Block  No. 
5411,  Lot  No.  30),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Leon  F.  Scully  and  Madge  Murphy. 
For  Administration— M.  Thiede,  Department  of 
Housing  and  Buildings. 

ACTION  Oh  BOARD — Appeal  withdrawn  without  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commission- 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative . 

Absent  . 

THE  RESOLUTION— 

(427-39-A) 

Whereas,  Ely  Jacques  Kahn,  for  Henry  Sonn  and  Co.. 


ers  Savage  and  Blum  .  3  Inc.,  owner  (Trailer  Town,  Inc.,  lessee),  filed  April  5,  1939* 

ega  .  0  a^  application  pursuant  to  Section  35  of  the  General  City 

Law,  for  permission  to  construct  an  extension  to  an  existing 
building  in  the  bed  of  a  mapped  street  (Parsons  avenue) 
and  to  use  the  beds  of  mapped  streets  (Hosmer  avenue 

H  I'M  n  -  D  .  _  T  T  _  .  -  -  ' 


Absent:  Assistant  Chief  Walsh  .  1 


389-39-A. 

APPLICANT — Louis  Schaffer,  Executor-Director  of  Labor  Emerson  avenue,  Parsons  avenue,  Haynes  avenue,  Philip 

Stage,  Inc.,  lessee  (Lillian  E.  Booth  and  Samuel  S.  cl611,116’  ,  c  \ley  avenue,  Foote  avenue,  Seaman  avenue  and 

Corwin,  owners).  Stark  place),  as  a  trailer  camp  and  parking  space  for  the 

SUBJECT — Appeal  from  an  order  and  decisions  of  the  Patdving  ar)d  storage  of  more  than  five  (5)  motor  vehicles; 

borough  superintendent  of  buildings  pi  ernises  .  both  sides  of  Randall  avenue,  east  of  Ferris  avenue 

PREMISES  AFFECTED— 100-106  West  39th  street  south  and  east  side  of  Ferris  avenue  from  Philip  avenue  to  Randall 

side,  50  ft.  west  of  Sixth  avenue  and  1031-1039  Blocks  3554,  5557,  5558,  5573,  5574,  5575,  5609  and 

Sixth  avenue  (Block  No.  814,  Lot  Nos.  39-4554)  5ed6'’  Baxter  Creek,  East  River,  Borough  of  The  Bronx; 

Borough  of  Manhattan.  and 

APPEARANCES— 

For  Applicant :  Elias  Lieberman  and  B.  Schlanger 
For  Administration:  Capt.  Foster,  Fire  Depart¬ 
ment;  Fred  Dahlem  and  Joseph  Taggart,  De- 
Payment  of  Housing  and  Buildings. 

THE  VOTE  TOAWlFHDRAW- draWn  afto  argument 


Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh . .  _  _  4 

Negative  .  .  0 

Absent  .  .  n 

451-39-A. 

APPLICANT-H.  C.  Toensfeldt,  for  Board  of  Education, 

City  of  New  York,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — 51-79  Fountain  avenue  north- 

No'  fTtaS  rt.  (B'OCk  N°-  4155  Lot  ‘FAttendan’ts^cthTr  itTTE 

APPEARANCES—  ^  *  B  k  yn‘  anoroximatelv  8  ft  in 

For  Applicant:  Charles  Tilgner,  Gustave  Goldman 
and  Saul  L.  Buxbaum. 

For  Administration:  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTIONOF  BOARD— Appeal  withdrawn  after  argument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission- 


Whereas,  the  decision  of  the  borough  superintendent,  on 
Alt.  Applic.  No.  153-39,  dated  March  24,  1939,  reads: 

“3.  Frame  extension  not  permitted  in  the  bed  of  pro¬ 
posed  street.  Section  35  of  the  General  City  Law.” 
and 

Whereas,  the  decision  of  the  borough  superintendent,  cn 
N.B.  Applic.  No.  234-39,  dated  March  17,  1939,  reads: 

“4.  Buildings  not  permitted  to  be  erected  within 
the  beds  of  proposed  streets.  Section  35  of  the  Gen¬ 
eral  City  Law.” 

and 

Whereas,  the  proposed  buildings  will  be  as  follows: 
approximately  7  sanitary  units,  each  consisting  of  a  one- 
story  frame  toilet  building,  5  ft.  by  57  ft.  in  area  and  a  one- 
story  slop  sink  building,  12  ft.  by  28  ft.  in  area;  a  one 
story  office  building,  9  ft.  by  11  ft.  in  area,  of  frame  con¬ 
struction,  to  be  used  in  conjunction  with  a  proposed  gasoline 
service  station;  a  one-story  frame  business  building  60  ft. 
by  37  ft.  in  area,  10  ft.  4  in.  in  height;  two  one-story  frame 


approximately  8  ft.  in  height,  and  a  frame  extension  to  the 
existing  brick  and  frame  business  building,  to  be  occupied  as 
a  restaurant,  office  and  community  center,  all  as  shown  on 
plans  filed  with  this  appeal;  and 
Whereas,  the  applicant  contends  that  plans  have  been 
so  rearranged  that  no  new  buildings  fall  within  the  beds  of 
mapped  streets;  that  the  only  proposed  use  of  the  beds  of 
mapped  streets  will  be  the  extension  of  an  existing  business 
building  and  the  use  of  the  land  for  trailer  lots  having  no 


ers  Savage  and  Blum  and  Assistant  Chief  permanent  construction  thereon;  that  the  proposed  extension 

N„„.7.alsh .  4  to  the  existing  building  in  the  bed  of  Parsons  avenue  will  be 

AbsentVe  .  °  temporary  nature  and  the  granting  of  this  application 


will  not  in  any  way  interfere  with  the  opening  of  the  streets- 
-  and 

427-39-A.  Whereas,  these  premises  and  the  surrounding  area  were 

APPLICANT— Ely  Jacques  Kahn,  for  Henry  Sonn  and  Co  insPected  by  a  committee  of  the  board;  and 

Tnr*  / 'T* : t  „ „  'T'  t  «  J  v  *>  WHF.RF.AS,  Hrmpul  as  rWicirtn 


Inc.,  owner  (Trailer  Town,  Inc.,  lessee). 

!  UBJECT— Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

1  REMISRS.AFFECTED-East  side  of  Ferris  avenue  from 
Bhihp  avenue  to  Randall  avenue  and  north  and 

c c r-Sr.'£fs Randa11  avenue  (Block  Nos.  5554, 
5do/  5558,  5573,  5574,  5575,  5609  and  5616),  Baxter 
iDDr.n  East  River>  Borough  of  The  Bronx. 

APPEARANCES— 

For  -Applicant:  John  Kadel  and  J.  B.  Newman, 
hor  Opposition:  H.  B.  Klorfein,  Dept,  of  Parks 
and  Harry  Lesser. 

For  Administration :  M.  C.  Theide,  Dept,  of  Hous- 
mg’  and  Buildings. 

ION  OF  BOARD — Appeal  granted  on  condition. 


Whereas,  appeal  as  to  decision  of  borough  superintendent 
acting  on  Alt.  Application  No.  153-39,  dated  March  24,  1939,’ 
was  withdrawn  by  applicant ;  and' 

Whereas,  the  board,  under  Section  35  of  the  General  City 
Law_  is  empowered  to  permit  the  construction  of  buildings 
within  the  bed  of  mapped  streets ;  and 
Whereas,  the  board  deemed  that  that  law  also  applies  to 
any  proposed  use,  whether  or  not  a  building  is  involved. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  N.B.  Application  No.  234-39,  dated  March  17,  1939,’ 
be  and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted,  to  permit  the  occupancy  of  mapped  streets,  other 
than  Randall  avenue,  in  connection  with  the  trailer  camp  as 
permitted  by  the  board  under  Cal.  No.  426-39-BZ,  on  con¬ 
dition  that  there  shall  be  no  buildings  erected  within  the  bed 
of  such  mapped  streets. 
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428-39-A. 

APPLICANT— Ely  Jacques  Kahn  for  Henry  Sonn  and  Co., 
Inc.,  owner  (Trailer  Town,  Inc.,  lessee). 
SUBJECT— Appeal  frm  decisions  of  the  borough  superin¬ 
tendent  of  buildings. 

PREMISES  AFFECTED— East  side  of  Ferris  avenue  from 
Philip  avenue  to  Randall  avenue  and  the  north  and 
south  sides  of  Randall  avenue  (Block  Nos.  5554, 
5557,  5558,  5573,  5574,  5575,  5609  and  5616),  Baxter 
Creek,  East  River,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  John  Kadel,  J.  B.  Newman  and 
Frederick  N.  Bolles.  . 

For  Opposition :  Harry  Lesser  and  Harold  Klorfein. 
For  Administration :  M.  C.  Theide,  Dept,  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(428-39-A) 

Whereas,  Ely  Jacques  Kahn,  for  Henry  Sonn  and  Co., 
Inc.,  owner  (Trailer  Town,  Inc.,  lessee),  filed  April  5,  1939, 
an  appeal  from  decisions  of  the  borough  superintendent  of 
buildings,  affecting  a  plot  approximately  80  acres  in  area, 
located  on  both  sides  of  Randall  avenue,  east  of  Ferris  ave¬ 
nue  and  east  side  of  Ferris  avenue  from  Philip  avenue  to 
Randall  avenue  (Blocks  5554,  5557,  5558,  5573,  5574,  5575, 
5609  and  5616),  Baxter  Creek,  East  River,  Borough  of  The 
Bronx ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  N.B.  Application  No.  264-39,  dated  April  3,  1939,  reads : 
“2.  The  proposed  erection  of  frame  business  build¬ 
ing  outside  the  fire  limits,  is  contrary  to  Section  4.1.3  of 
the  Building  Code  of  Section  C-26.248.0  of  the  Admin¬ 
istrative  Code.” 

and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
Alt.  Application  No.  153-39,  dated  March  24,  1939,  reads: 
‘‘1.  Frame  extension  to  business  building  outside  the 
fire  limits,  is  contrary  to  Section  4.1.3  of  the  Building 
Code  of  Section  C-26.247.0  of  the  Administrative  Code.” 

and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
N.B.  Application  No.  234-39,  dated  March  17,  1939,  reads : 
“5.  The  erection  of  proposed  frame  buildings  outside 
the  fire  limits,  to  be  used  for  toilet  units,  is  contrary  to 
Section  4.1.3  of  the  Building  Code  and  Section  C26.248.0 
of  the  Administrative  Code.” 

and 

Whereas,  the  proposed  buildings  will  be  as  follows:  ap¬ 
proximately  7  sanitary  units  each  consisting  of  a  one-story 
frame  toilet  building,  25  ft.  by  57  ft.  in  area  and  a  one-story 
slop  sink  building  12  ft.  by  28  ft.  in  area;  a  one-story  office 
building,  9  ft.  by  11  ft.  in  area,  of  frame  construction,  to  be 
used  in  conjunction  with  a  proposed  gasoline  service  station; 
a  one-story  frame  business  building  60  ft.  by  37  ft.  in  area, 
10  ft.  4  in.  in  height;  two  one-story  frame  information  or 
attendants  booths,  5  ft.  by  7  ft.  in  area,  approximately  8  ft. 
in  height,  and  a  frame  extension  to  the  existing  brick  and 
frame  business  building,  to  be  occupied  as  a  restaurant, 
office  and  community  center,  all  as  shown  on  plans  filed  with 
this  appeal ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to  oc¬ 
cupy  the  entire  site  as  a  trailer  camp  and  the  buildings  in 
question  are  required  for  the  functioning  of  such  camp; 
that  some  of  the  buildings  are  required  by  the  Health  De¬ 
partment  regulations  and  others  are  necessary  to  accom¬ 
modate  the  necessary  needs  of  the  community ;  that  as  the 
entire  development  is  temporary,  a  modification  of  the  re¬ 


quirements  of  Section  4.1.3  of  the  building  code  is  requested, 
so  that  the  buildings  may  be  constructed  of  wood,  gypsum 
plank,  prestwood  or  other  type  wall  boards,  as  permitted  for 
temporary  structures  within  the  World’s  Fair  grounds;  that 
a  patrol  system  will  be  maintained  to  keep  order  and  prevent 
the  accumulation  of  rubbish;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and  _ 

Whereas,  appeal  as  to  decision  of  borough  superintendent, 
acting  on  Alteration  Application  No.  153-39,  dated  March 
24,  1939,  was  withdrawn  by  applicant. 

Resolved,  that  the  decisions  of  the  borough  superintendent, 
acting  on  N.B.  Application  No.  264-39,  Objection  2,  dated 
April  3,  1939,  and  N.B.  Application  No.  234-39,  Objection  5, 
dated  March  17,  1939,  be  and  they  hereby  are  modified,  and: 
the  appeal  be  and  it  hereby  is  granted,  permitting  such  build¬ 
ings  to  be  erected  in  accordance  with  the  requirements  of 
the  administrative  building  code  for  structures  outside  the 
fire  limits,  on  condition  that  such  buildings  shall  be  used 
solely  as  accessories  to  the  trailer  camp,  as  permitted  under 
Cal.  No.  426-39-BZ,  and  shall  be  removed  upon  termination 
of  the  variance  thereunder. 


429-39-A. 

APPLICANT — A.  Paul  Loshen,  for  Newjam  Realty  Cor¬ 
poration,  lessee,  authorized  by  Mary  Lehnert,  owner. 
SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 163-30  and  163-32  Jamaica 
avenue,  south  side,  280  ft.  east  of  New  York  boule¬ 
vard  (Block  No.  1167,  Lot  No.  15),  Jamaica,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  Lazarus,  A.  Paul  Loshen 
and  Wm.  Sampur. 

For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(429-39-A) 

Whereas,  A.  Paul  Loshen,  for  Newjam  Realty  Corpo¬ 
ration,  lessee,  Mary  Lehnart,  owner,  filed  on  April  5,  1939,, 
an  appeal  from  a  decision  of  the  borough  superintendent 
of  buildings  affecting  premises  163-30  and  163-32  Jamaica 
avenue,  south  side,  280  ft.  east  of  New  York  boulevard 
(Block  No.  1167,  Lot  No.  15),  Jamaica,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  18,  1939,  on  B.N.  Application  233-39,  reads : 
“l1.  Frame  building  used  for  business  purposes  is 
contrary  to  sec.  4.1.1  of  the  Bldg.  Code. 

2  (a)  Submit  writing  from  adjoining  owner  to  allow 
exit  from  rear  yard  thru  his  property.  Egress  from 
fire  escape  to  lead  to  a  street ;  sec.  6.3.3. 

(b)  No  fire  escape  is  shown  to  serve  3rd  fl. ;  sec.' 
6.1.2.2.5b. 

(c)  Sec.  6.4. 1.1  requires  a  44  inch  stairway. 

(d)  Sec.  6.4.1.8.1b  requires  a  2  hr.  stairway. 

(e)  Sec.  64.1.11.(3)  requires  a  stairway  from  street 
to  roof. 

(g)  Sec.  6.4.1. 7.1  requires  stairway  to  be  of  incom¬ 
bustible  material — also  provides  handrail  for  each 
side;  sec.  6.4.1.12. 

5 — Provide  second  means  of  egress  from  cellar; 
sec.  6.1. 2.2.3  and  to  street;  sec.  6.3.3. 

7 — Stairway  from  3rd  floor  must  lead  directly  to  the 
street  and  be  fire  retarded  with  a  one  hr.  material ; 
sec.  6.1. 2.2.5. 
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and 


9  ^  Cellar  ceiling  to  be  of  1  hr.  fire  rating;  sec. 
13— Provide  toilet  facilities  for  each  sex.” 


Whereas,  the  building  is  three  stories  (32  ft.)  in  height, 
26  ft.  by  86  ft.  5  in.  in  area  of  frame  construction,  erected 
prior  to  1910,  located  in  a  business  use  district  and  occu¬ 
pied:  Cellar,  boiler  room,  no  persons;  1st  floor,  stores; 
2nd  floor,  beauty  parlor  and  tea  room,  50  persons ;  3rd 
floor,  dwelling,  2  persons;  it  is  proposed  to  occupy  the 
building  as  follows:  Cellar,  boiler  room;  1st  floor,  2  stores* 
2nd  floor,  beauty  parlor  and  tea  room,  50  persons  *  3rd 
floor,  vacant;  and 

Whereas,  a  violation  was  issued  March  28,  1938,  re- 
.  quiring  that  stairs  be  made  to  comply  with  the  building 
code,  exit  doors  to  open  outwardly,  trap  door  being 
removed  and  plans  submitted  showing  compliance  with 
the  code  for  business  buildings;  and 

Whereas,  B  N.  Application  233-39  was  filed  in  an  effort 
to  comply  with,  said  violation,  and  objections  appealed 
herein  were  received ;  and 

Whereas,  it  is  proposed  to  install  new  girder  and  col¬ 
umns  in  cellar,  to  cover  entire  cellar  ceiling  with  V2  inch 
plaster  boards,  to  remove  present  exit  door  at  foot  of 
stairway  leading  from  2nd  floor  to  street  floor;  to  fire 
retard  partitions  and  line  stairs  and  soffits  of  stairs  with 
approved  one  hour  resistive  material,  except  on  portion 
'  which  is  now  brick  filled  and  separates  the  stairway  from 
the  millinery  store;  to  remove  the  wood  from  westerly 
Slde  °f  Partition  dividing  the  two  stores  and  to  install  new 

f U'  by  a  a  °nf  h(?ur  fire  door  at  the  head  of  stairway 
I  at  second  floor  level,  and  to  install  new  3  ft.  by  7  ft. 

door  to  beauty  parlor,  opening  outwardly;  to  change  the 
swing  of  door  to  tea  room  to  swing  outwardly,  to  install 
an  exhaust  fan  in  tearoom  and  new  fire-escape  at  rear  of 
ea  room  with  sliding  drop-ladder  to  rear  yard;  to  vacate 
third  floor  and  remove  all  fixtures  in  kitchen  and  seal 
plumbing  or  gas  lines  arid  to  install  iron  ladder  from  third 
floor  to  scuttle  in  roof ;  and 

Whereas,  the  applicant  contends  that  the  building  has 
been  occupied  on  the  first  floor  for  retail  stores  at  least 

flpnmiar  ff-  t  iat  "j1  19?6  the  second  floor  was  altered  for 
dentu  offices  under  alteration  No.  2258-26;  that  the  dental 

offices  were  vacated  in  1932  and  the  front  portion  of  the 
second  floor  leased  for  a  beauty  parlor  and  the  rear  portion 

SL  M6a  r°°m;  thf\  193S’  the  Present  applicant  be¬ 
came  the  owner  and  holder  of  a  leasehold  for  21  years 

thPd  Sed  5V6r  $17’000  on  the  strength  of  a  search  of 
1  ding- dePartl?ent.re9ords-  which  revealed  that  no 
lolation  existed ;  that  it  is  impossible  to  comply  with 
the  requirements  of  the  building  department,  for  the  fol- 

ahTmLreaS°nS:  As  t0  ?bjection  l>  that  the  proposed 
alterations  are  proper  and  reasonable  and  will  make  the 

building  safe  for  business  occupancy;  that  as  to  objection 
ini’  Fwu  15  a  “lniTum  dePth  from  the  rear  of  the  build- 
addilfnn  ' *  0t  i!me  approximately  115  feet;  that  in 

vain?  i(A  thlS’  -thf  adjoining  property  to  the  rear  is 
vacant  and  occupied  as  a  bus  terminal  and  offers  easy 

n?re9S  H  mianS  of  a  gate  in  the  wire  fence 
2?t  ng  the  2  lots;  that  as  to  objection  2B,  it  is  pro¬ 
to  y,acate  third  floor  and  to  install  a  fire-escape 

lv;S-  e  tb?  second  floor;  that  as  to  objection  2C,  the 
-  istmg  stairway  is  38  inches  wide  and  it  is  proposed  to 
as  1  nhi  09cuPaocy  of  the  2nd  floor  to  60  persons;  that 
Jr°^  eCtl°n  ■ 2D ’  -that  the  Proposed  fire  retarding  of  the 
the  nri  Part>P°n  ls  adequate;  that  as  to  objection  2E, 
hullE61?  stanTay  terminates  10  feet  6  inches  inside  the 
oberfinn  £eWthlS  area  «  concrete  paved;  that  as  to 
firi  a  7u  !t  1S  Pr°P°sed  to  provide  hand-rails  and  to 
j  tn5'dvhecStainWay.  as  heretofore  referred  to;  that 

i  boiler  ,|eC1?ni  i:Cei  ar  rS  used  onIy  for  boiler  room,  with 
if  thl  ^ted  15  feet  from  the  rear  egress,  and  in  view 
ie  I  ,;  Clrcumstances,  no  two  means  of  egress  should 
c  required  from  the  cellar;  that  as  to  objection  7— the 

)ronni?°r  W1-  be  vacated;  that  as  to  objection  9,  the 
proposed  covering  rf  the  cellar  ceiling  with  K  inch  plaster 


b?al9f  j.01"ts  Poil?ted  up,  should  be  accepted  in  view 

objection  n  tbl  ihlS  1S  an,existin&  building;  that  as  to 
objection  13,  the  tea-room  has  two  toilets  and  there  will 

toil?i°fTa  v°CCUpant>  at  the  present  time  and  the  present 
toilet  facilities  are  adequate. 

^■D’<\TVe\’  tlia*:  decision  of  the  borough  superintendent 

APPhc.  No.  233-39,  be  and  it  hereby  is  modified, 
th?b  a-ppeaj  be  and  it  hereby  is  granted  on  conl 
dition  that  the  ceiling  throughout  the  cellar  shall  be  fire- 
SfaVH  ^ordance  with  the  rules  of  the  Board  of 
Standards  and  Appeals ;  that  the  primary  means  of  exit 
need  not  be  increased  in  width,  but  shall  be  enclosed 

HHWneenih?  ist  and  2nd  floors  with  fire-retarded  par- 
tit  ons ,  that  the  exit  passage  from  the  stairway  to  the 

street  need  not  be  nearer  than  10  ft.,  as  indicated  on  plans 
hied  with  the  borough  superintendent  of  buildings;  that 
the  door  from  the  stairway  at  the  1st  floor  level  shall  be 
removed;  that  the  stairway  shall  continue  to  the  3rd  floor 
with  an  iron  ladder  at  landing  to  the  scuttle  in  the  roof  • 
hat-  on  the  roof  there  shall  be  a  ladder  placed  against 
the  parapet,  to  permit  exit  to  the  roof  of  the  adjoining 
building ;  that  the  3rd  floor  shall  be  vacated  and  occupied 
or  no  use  and  sealed  against  entrance ;  except  the  stair- 
w&y ;  that  there  shall  be  erected  on  the  rear  of  the  building 
from  the  2nd  floor  to  grade,  an  exterior  fire  escape;  that 
there  shall  be  an  exit*  provided  by  means  of  a  gate  at  the 
rear,  to  permit  exit  to  adjoining  premises;  that  the  live  floor 
load  of  the  1st  and  2nd  floors  shall  be  not  less  than  100  lbs. 

Fu r  oSllFnrbcia-  £o?t ’  that  the  number  of  occupants  on 
the  2nd  floor  tor  the  proposed  tea  room  and  beauty  parlor 
fad  at  n°  time  exceed  50  persons;  that  such  portable 
fire-fighting  appliances  shall  be  installed  as  the  fire  com¬ 
missioner  shall  direct ;  that  at  least  2  sprinkler  heads  shall 
be  installed  in  the  2nd  floor  kitchen  attached  to  the  do¬ 
mestic  water  supply ;  that  the  wood  wainscoating  shall  be 
removed  from  the  partition  separating  the  1st  floor  stores 
and  plaster  or  equivalent  material  substituted;  and  that 
in  all  other  respects  the  requirements  of  the  building  code 
shall  be  complied  with. 

537-39-A. 

APPLICANT — Mack  International  Motor  Truck  Corpora¬ 
tion,  owner. 

^bfBJECT  Appeal  from  a  decision  of  the  fire  commis¬ 
sioner  re  Transportation  of  Gasoline  in  Mack  Tank 
Trucks  (construction  of  cabs  not  built  of  steel  in 
accordance  with  specifications  of  the  fire  department 
covering  Tank  Trucks)  in  New  York  C'itv 
APPEARANCES— 

For  Applicant:  Roy  J.  Wilson  and  Owen  J.  Evers. 
For- Administration:  Inspector  Hille,  Fire  Depart¬ 
ment. 

BOARD — Appeal  granted  on  condition. 

I  HE  VOTE — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  q 

Absent  .  q 

THE  RESOLUTION— 

(537-39-A) 

.  Whereas,  the  Mack  International  Motor  Truck  Corpora¬ 
tion,  owner,  filed  on  April  28,  1939,  an  appeal  from  a  deci- 
s*°n°f  the  fire  commissioner  re :  Transportation  of  gasoline 
in  Mack  Tank  Trucks  (construction  of  cabs  not  built  of 
steel  in  accordance  with  specifications  of  the  fire  depart¬ 
ment  covering  tank  trucks)  in  New  York  City;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 
April  26,  1939,  reads: 

.  “In  reply  to  your  communication  of  April  25,  1939 
in  which  you  request  a  modification  of  the  Fire 
partment  Specifications  with  respect  to  the  use  of 
wood  in  the  construction  of  cabs  on  gasoline  tank 
trucks  used  in  this  city,  it  is  regretted  that  this  de¬ 
partment  cannot  grant  your  request  without  being  un- 
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fair  to  other  manufacturers,  who  are  complying  with 
the  requirements  of  the  Specifications.” 

and 

Whereas,  the  decision  applies  to  five  (5)  cab-over-engine 
type  Mack  trucks  having  the  following  chassis  and  tank 
numbers ; 

No.  CJ ID  1089,  Scott  Tank  No.  714, 

No.  CJ1D1090,  Scott  Tank  No.  715, 

No.  CJ1D1091,  Scott  Tank  No.  718, 

No.  CJ1D1092,  Scott  Tank  No.  719, 

No.  CJ1D1088,  Scott  Tank  No.  716. 
and  one  conventional  type  (Mack)  tank  truck  having  the 
following  chassis  and  tank  No.:  XBX1D1216,  No.  717;  all 
of  these  trucks  to  be  used  for  the  transportation  of  gaso¬ 
line,  each  having  a  capacity  of  1,920  gallons,  in  eight 
compartments  of  240  gallons  each ;  and 

Whereas,  the  applicant  contends  that  two  of  the  trucks 
will  be  sold  to  the  Tidewater  Associated  Oil  Co.  and 
four  to  the  Sinclair  Refining  Co. ;  that  these  trucks  comply 
with  the  rules  of  the  fire  commissioner  in  all  respects, 
other  than  some  wood  has  been  used  in  the  construction 
of  the  cab;  that  the  applicant  was  not  aware  of  the  pro¬ 
vision  of  the  rules  relating  to  all  steel  cabs ;  that  it  is 
requested  that  the  variation  be  granted  at  this  time  to 
cover  the  six  trucks  which  have  already  been  constructed 
and  sold,  in  view  of  the  fact  that  the  company  is  now 
installing  new  equipment  so  that  they  can  comply  with  the 
rules  for  trucks  hereafter  constructed. 

Resdlved,  that  the  decision  of  the  fire  commissioner, 
dated  April  26,  1939,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  cabs  shall  be  protected  with  metal  on  the  exterior 
and  interior  and  that  within  a  period  of  six  months  from 
the  date  of  this  resolution,  new  cabs  shall  be  substituted, 
complying  in  all  respects  with  the  rules ;  that  in  all  other 
respects  the  requirements  shall  be  complied  with. 


APPLIANCES  SUBMITTED  FOR  APPROVAL 

516-38-SA. 

APPLICANT — Miller  Peerless  Mfg.  Co.,  owner. 

SUBJECT— Approval  of  Peerless  Safety  Can  for  Gasoline, 
manufactured  by  Miller  Peerless  Mfg.  Co. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 


ers  Savage  and  Blum  .  3 

Negative  . * .  0 

Absent:  Assistant  Chief  Walsh  .  1 

THE  RESOLUTION— 

(516-38-SA) 


Whereas,  the  Miller  Peerless  Mfg.  Co.,  owner,  filed 
June  22,  1938,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  the 
Peerless  Safety  Can  for  Gasoline ;  and 
Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  committee  on  tests  of  the 
board,  supplemented  by  that  of  the  representative  of  the 
division  of  combustibles,  fire  department,  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 

Cal.  No.  516-38-SA 
Approval  of  Peerless  Safety  Can 
for  Gasoline. 

The  Miller  Peerless  Mfg.  Co.  of  325  North  Aberdeen 
Street,  Chicago,  Illinois,  filed  June  22,  1938,  an  ap¬ 
plication  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Peerless  Safety  Can  for  gasoline 
under  C19-53.0  Administrative  Code. 


This  can  was  submitted  to  the  Committee  of  the 
Board  and  the  representative  of  the  Division  of  Com¬ 
bustibles  of  the  Fire  Department,  for  test  and  report. 
The  committee  conducted  a  test  of  the  safety  cans 
submitted  by  the  above  concern,  in  a  field  located  at 
Baldwin,  Long  Island. 

The  cans  are  made  in  1-2-3  and  5  gallon  sizes  and 
are  made  of  24  gauge  metal,  with  double  lock  and 
soldered  seams.  There  is  one  opening  in  the  can  for 
both  filling  and  pouring.  The  opening  is  protected  by 
means  of  a  spring  loaded  cover  in  addition  to  a  flame 
arrester  consisting  of  perforated  brass  metal.  The 
cans  are  painted  red.  They  are  designed  for  the  safe 
handling  of  volatile  inflammable  oils  and  have  been 
approved  by  the  Underwriters’  Laboratories  for  this 
purpose. 

Two  gallon  and  five  gallon  cans  were  selected  and 
filled  with  gasoline.  The  cans  were  turned  on  the  side 
to  determine  whether  or  not  the  cap  was  sufficient  to 
prevent  leakage.  On  repeated  tests  of  this  kind  there 
was  no  leakage  of  fluid  from  the  cans.  The  cap  was 
then  held  open  and  a  match  flashed  across  the  spout 
of  the  can.  The  vapors  took  fire  and  on  releasing  the 
handle,  they  were  extinguished  without  any  puff  or 
explosion. 

The  five-gallon  can  was  filled  with  gasoline  and  a 
fire  built  around  it.  During  the  fire  test  the  flame 
arrester  prevented  any  explosion  taking  place  in  the 
can  and  at  the  end  of  22  minutes  all  gasoline  had  been 
boiled  from  the  can  without  exploding. 

As  a  result  of  these  tests  therefore,  the  committee 
recommends  that  the  Peerless  Safety  Can  for  Gasoline, 
manufactured  as  herein  specified  by  the  Miller-Peerless 
Mfg.  Company  be  approved  in  the  following  sizes: 
1-2-3  and  5  gallons  for  use  in  New  York  City  for  the 
storage  of  volatile  inflammable  oils  where  required  by 
the  Administrative  Code,  on  condition  that  each  can 
bear  a  label  reading  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  516-38-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Peerless  Safety 
Can  for  Gasoline,  for  use  in  New  York  City  when  manu¬ 
factured  and  labelled  or  tagged  in  accordance  with  the 
above  report. 


276-39-SA. 

APPLICANT — Carrier  Corporation,  owner. 

SUBJECT — Carrier  Corporation  Portable  Summer  Air 
Conditioner,  Model  50J,  approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  Walsh  .  1 

THE  RESOLUTION— 

(276-39-SA) 

Whereas,  the  Carrier  Corporation,  owner,  filed  March 
3,  1939,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  appliance  known  as  the  Carrier 
Corporation  Portable  Summer  Air  Conditioner,  Model  50J ; 
and 

Whereas,  this  appliance  was  submitted  to  the  Committee 


* 
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on  Tests  of  the  board  for  test  and  report;  and 
Whereas,  the  report  of  the  committee  on  tests  of  the 
board  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  276-39-SA 

Approval  of  the  Carrier  Corporation,  Portable 
Summer  Air  Conditioner,  Model  50J. 

The  Carrier  Corporation,  owner,  filed  March  3,  1939, 
an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  appliance  known  as  the  Carrier 
Corporation  Portable  Summer  Air  Conditioner,  Model 
50J,  under  the  provisions  of  C26-191.0  Administrative 
Code  (2.2.3  BC)  and  C19-97  and  C19-98  Adminis¬ 
trative  Code. 

Model  50J  self  contained  air  conditioner  is  a  portable 
unit  of  the  air  or  water  cooled  type  with  a  capacity  of 
0.7  tons  of  refrigerating  effect,  incorporating  in  one 
casing  mechanism  for  generating  and  circulating  cooled 
and  dehumidified  air  to  the  room  and  expelling  absorbed 
heat  outdoors,  the  refrigerant  used  is  6  lbs.  of  Freon. 

The  cabinet  is  40j4  in.  high  and  36  in.  by  18  in.  deep. 

Air  is  forced  by  a  small  high  pressure  fan  (the 
ventilating  or  primary  fan)  across  a  primary  cooling 
coil  and  thence,  vertically  through  the  ejector  nozzles. 
This  primary  air  flow  from  the  nozzles  induces  a  sec¬ 
ondary  air  flow,  recirculated  from  the  room  into  the 
grille  in  the  front  of  the  unit  and  across  a  secondary 
cooling  coil.  Primary  and  secondary  air  streams  then 
merge  above  the  nozzles  and  are  dscharged  as  one  from 
the  top  grille.  The  humidity  condensed  from  the  air 
on  the  two  cooling  coils,  primary  and  secondary,  is 
subsequently  discharged  to  outdoors  by  the  condenser 
air  stream.  A  small  refrigeration  compressor  unit  pro¬ 
vides.  the  cooling  effect.  The  normal  condensing  func¬ 
tion  in  this  system  is  provided  by  air  drawn  from  out¬ 
doors  through  the  window  connection,  across  the 
condensing  coil,  and  redischarged  to  outdoors.  The 
humidity  precipitated  on  the  cooling  coils  is  drained  into 
the  condensed  air  stream  where,  by  its  re-evaporation, 
it.  assists  in  the  sub-cooling  of  the  refrigerant.  The 
air-cooled  condenser  must  be  placed  in  front  of  a 
window,  so  that  the  window  duct  connection  can  be 
readily  made.  over,  the  window  sill.  Through  this  one 
duct,  connection  air  is  drawn  from  outdoors  and  redis¬ 
charged,  carrying  with  it  the  heat  removed  from  the 
room. 

A  water-cooled  model  of  the  same  unit  for  use 
where  water  is  available  and  for  locations  other  than 
in  front  of.  a  window.  The  outside  air  connection  for 
this  model  is  a  small  one,  adequate  only  for  the  primary 
or  ventilation  fan  supply.  This  air  is  filtered. 

The  water  cooled  unit  requires  a  half-inch  water 
supply  and  waste  line;  and  since  this  model  uses  no 
condenser  air  by  which  the  precipitated  humidity  can 
be  discharged  to  outdoors,  a  half  inch  drain  is  provided. 
Normally,  a  supply  of  2  G.P.M.  of  water  is  required 
tor  condensing  purposes.  The  action  of  the  primary 
and  the  induced  secondary  cooled  air  streams  is  the 
same  as  in  the  air  cooled  model. 

This  type  of  fan  motor  protection  used  is  Spencer 
Klexon  overload  switch.  The  overload  protection 
device  for  the  compressor  is  incorporated  in  the  motor 
it  consists  of  an  Emerson  KS-80  BN-40-128  Automatic 
reset  overload  switch.  This  device  is  applied  to  Em¬ 
erson  #KS-80  BN  24  hp,  100-220  V.  10.0-5.0-A  ca¬ 
pacitor  start  motors.  It  is  not  used  on  direct  current 
motors  which  are  protected  with  a  heater  element  in 
the  controller.  The  receiver  is  constructed  of  2ii  in. 
outside  diameter  by  0.040  in.  thickness  of  brass  tubing. 
This  appliance  has  been  approved  by  the  Under- 

raffoenrS#3L7ac0281°5rieS  AppHance  #690’  APPH' 

The  appliance  was  inspected  and  tested  at  42nd  street 
and  Madison  avenue,  New  York  City  and  as  a  result 


of  this  inspection  and  test,  it  is  recommended  that  the 
Larner  Lorpoi-atio11  Portable  Summer  Air  Conditioner, 
Model  50J,  be  approved  for  voluntary  use  in  New  York 
City,  on  condition  that  the  installation  conform  to  the 
requirements  of  Article  18  Refrigerating  Systems  of 
the  Administrative  Code,  subject  to  recommendations 
ot  the  board  in  any  air  conditioning  rules  adopted  and 
on  condition  that  the  appliance  bear  a  label  perma¬ 
nently  affixed  reading:  “Approved  by  the  Board  of 
standards  and  Appeals  for  use  in  New  York  Citv 
under  Cal.  276-39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee. 

Resolve <p,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Carrier  Corpora¬ 
tion  Portable  Summer  Air  Conditioner,  Model  50J,  for  use 
in  iNew  York  City  when  manufactured,  installed  and  labelled 
or  tagged  in  accordance  with  the  above  report. 

MATERIALS  SUBMITTED  FOR  APPROVAL 
293-39-SM. 

APPLICANT  —  Weiskopf  and  Pickworth,  for  National 
buick  Corporation,  owner. 

SUBJECT— Nabcor  Steam  Cured  Cinder  Concrete  Units— 

'  consideration. 

APPEARANCES— 

For  Applicant :  R.  L.  Bertin,  M.  Carl  Levine,  John 
W.  Pickworth,  Harold  J.  Levine,  and  H.  B 
Spurr. 

ACTION  OF  BOARD — Laid  over  for  further  considera¬ 
tion  by  the  board. 

474-38-SM. 

APPLKSANT— Peter  A.  Frasse  and  Co.,  Inc.,  for  Wilson 
W  elder  and  Metals  Co.,  Inc.,  owner. 

SUBJECT  Approval  of  Wilson  Welding  Electrodes  Nos. 
2^’  an<^  107,  105,  851  and  520,  manufactured 
by  Wilson  Welder  and  Metals  Co.,  Inc 
APPEARANCES— 

For  Applicant:  S.  S.  Adelson 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  .  3 

Negative  . ’  q 

Absent:  Assistant  Chief  Walsh  .  1 

THE  RESOLUTION— 

(474-38-SM) 

Whereas,  Peter  A.  Frasse  and  Co.,  Inc.,  for  Wilson 
Welder  and  Metals  Co.,  Inc.,  owner,  filed  June  8,  1938  an 
application  with  the  Board  of  Standards  and  Appeals ’for 
approval  of  the  material  known  as  the  Wilson  Welding 
Electrodes,  Nos.  98,  98V  and  O,  107,  105,  851  and  520; 
and 

W  hereas,  this  material  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  committee  on  tests,  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  474-38-SM 

Subject:  Wilson  Welding  Electrodes,  Nos.  98,  98V 
and  O,  107,  105,  851,  520  and  Alloy  Rod  A. — 
Approval  of. 

On  June  8,  1938,  Peter  A.  Frasse,  for  Wilson  Welder 
and  Metals  Company,  Inc.,  owner,  filed  with  the  Board 
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of  Standards  and  Appeals  an  application  for  approval 
of  Wilson  Welding  Electrodes,  Nos.  98,  98V  and  0, 
107,  105,  851,  520,  under  the  provisions  of  C26-514.0 
Administrative  Code  (8.6.22)  and  the  Fusion  Welding 
Rules  of  the  board  and  on  January  3,  1939,  amended 
their  application  to  include  Alloy  Rod  A,  for  uses  as 
hereinafter  provided. 

The  method  of  '  manufacture  of  Wilson  Welding 
Electrodes  is  as  follows:  The  cut  lengths  of  core  rod 
are  fed  automatically  through  a  die  in  the  extruding 
machine  in  the  upper  part  of  which  is  a  hole  leading 
to  a  cylinder.  In  this  cylinder  there  is  deposited  a 
quantity  of  flux  or  coating  in  a  paste  form.  By  hy¬ 
draulic  pressure  this  flux  is  forced  down  through  the 
upper  hole  in  the  die,  of  exact  diameter  as  required, 
which  permits  just  the  right  amount  of  flux  to  be 
forced  through.  As  the  core  rod  travels  through  the 
die,  the  proper  amount  of  flux  is  forced  down  onto 
and  around  the  rod. 

When  the  rod  leaves  this  extruding  madhine,  the 
flux  is  still  in  a  soft  putty-like  form.  Each  rod  is 
then  mechanically  deposited  on  a  moving  belt,  which 
slowly  travels  through  a  long  oven.  The  rate  of  travel 
and  the  temperature  of  the  oven  are  controlled  so  that 
when  the  rods  come  out  at  the  other  end  of  the  oven 
the  flux  has  been  properly  baked.  From  this  point, 
the  rods  known  as  Wilson  Shielded  Arc  Electrodes,  are 
fed  through  another  machine  for  removing  the  coating 
from  contact  end  and  are  then  ready  for  boxing  and 
labeling. 

A  committee  of  the  board  witnessed  the  making  up 
of  the  all  weld  tensile  test  samples  at  the  plant  of 
the  Wilson  Welder  and  Metals  Company,  Inc.  The 
base  metal  plates  were  in  accordance  with  A.S.T.M. 
specification  A-7-36  and  were  bevelled  as  required  for 
the  welds  in  accordance  with  A.S'.T.M.  specification 
A-205-37T  and  the  Fusion  Welding  Rules  of  the  board. 

Specimens  were  made  up  with  Wilson  Welding 
Electrodes  No.  520  by  Alternating  current  process, 
using  A.C.  transformer  welders.  Specimens  were  made 
up  with  Wilson  Welding  Electrodes  Nos.  98,  107,  105, 

-  851,  520  and  Alloy  Rod  A  by  direct  current  process, 
using  motor  generator  sets.  The  specimens  were  de¬ 
livered  to  the  New  York  Testing  Laboratory  where 
they  were  machined,  marked  and  tested  for  tension  and 
elongation  on  January  5,  1939,  March  14,  1939,  and 
April  17,  1939,  at  the  said  Laboratory,  on  a  Tinius 
Ohlsen  Testing  Machine  of  100,000  lbs.  capacity.  Yield 
points  were  determined  by  the  “Drop  of  Beam"  method 
and  checked  by  the  “Total  Strain”  method,  using 
“Dividers”. 

RESULTS  OF  TESTS 

Weld  specimens  of  Rods  made  by  Direct  Current 
process,  using  motor  generator  sets  after  machining 
and  testing  with  results  as  follows : 

% 

Tensile  Elonga- 
Rod  Grade  Position  Strength  tion  in 


Specimen 

Size 

No. 

of  Weld 

Beads 

P.S.I. 

2  inches 

*105 

5/32" 

10 

Flat 

7 

67,500 

26 T 

*851 

5/32" 

10 

Flat 

7 

70,500 

29.5 

*  98 

5/32" 

10 

Flat 

6 

71,750 

16.5 

*  98 

5/32" 

10 

Vertical 

6 

67,750 

22.5 

*  98 

5/32" 

10 

Overhead 

6 

67,750 

27.0 

*107 

5/32" 

10 

Flat 

7 

82,250 

15.5 

*107 

5/32" 

10 

Vertical 

6 

78,250 

20.0 

*107 

5/32" 

10 

Overhead 

6 

79,750 

13.5 

*Alloy  Rod  A 

5/32" 

10 

Flat 

6 

76,000 

20.5 

*Alloy  Rod  A 

5/32" 

10 

Vertical 

6 

58,000 

19.0 

•Alloy  Rod  A 

5/32" 

10 

Overhead 

6 

78,250 

23.5 

*520 

5/32" 

10 

Flat 

7 

77,600 

18.5 

*520 

5/32" 

10 

Vertical 

6 

71,800 

17.0 

*520 

5/32" 

10 

Overhead 

6 

74,000 

12.5 

*  These  results  were  undoubtedly  due  to  the  haste  in  the 
makeup  of  the  test  specimens  and  as  a  result  a  retest  was  ordered 
by  the  committee  with  results  as  follows: 


% 


Specimen 

Rod 

Size 

Grade 

No. 

Position 
of  Weld 

Beads 

Tensile 

Strength 

P.S.I. 

Elonga¬ 
tion  in 
2  inches 

105 

5/32" 

10 

Flat 

8 

68,500 

27.5 

851 

5/32" 

10 

Flat 

8 

70,600 

29.5 

98 

5/32" 

10 

Flat 

7 

72,250 

24.5 

98 

5/32" 

10 

Vertical 

6 

67,000 

25.5 

98 

5/32" 

10 

Overhead 

6 

66,600 

28.0 

107 

5/32" 

10 

Flat 

8 

65,500 

23.0 

107 

5/32" 

10 

Vertical 

7 

63.800 

23.0 

107 

5/32" 

10 

Overhead 

7 

65,250 

23.0 

s Alloy  Rod  A 

5/32" 

4 

Flat 

14 

87,400 

15.0 

^Alloy  Rod  A 

5/32" 

4 

Vertical 

14 

86,600 

14.5 

f Alloy  Rod  A 

5/32" 

4 

Overhead 

14 

86,000 

12.5 

520 

5/32" 

10 

Flat 

8 

74,800 

23.0 

520 

5/32" 

10 

Vertical 

6 

71,000 

24.5 

520 

5/32" 

10 

Overhead 

7 

69,250 

21.5 

*  Alloy  Rod  A  was  withdrawn  by  the  applicant  after  the 
retest  when  it  did  not  meet  the  test  requirements  in  all  posi¬ 
tions  and  the  committee  recommended  withdrawal. 


Specimens  of  rods  made  by  Alternating  Current 
process,  using  A.C.  Transformer  Welders: 

T  ensile  Elonga- 


Rod 

Grade 

Position 

Strength 

tion  in 

Specimen 

Size 

No. 

of  Weld 

Beads  P.S.I. 

2  inches 

*520 

S/32" 

10 

Flat 

7  79,500 

22.0 

*520 

5/32" 

10 

Vertical 

6  76,250 

16.5 

*520 

5/32" 

10 

Overhead 

6  75,500 

22.5 

*  These  specimens  were  subject  to  a  retest  in  all  positions 
with  the  following  results: 


Tensile  Elonga- 


Rod 

Grade 

Position 

Strength 

tion  in 

Specimen 

Size 

No. 

of  Weld 

Beads  P.S.I. 

2  inches 

*520 

5/32" 

10 

Flat 

8  75,500 

20.5 

*520 

5/32" 

10 

Vertical 

7  74,400 

16.5 

*520 

5/32" 

10 

Overhead 

8  72,100 

23.5 

*  These  specimens  were  subject  to  a 

further  retest 

in  all 

positions  with 

the  following  results: 

Tensile 

% 

Elonga - 

Rod 

Grade 

Position 

Strength 

tion  in 

Specimen 

Size 

No. 

of  Weld 

Beads  P.S.I. 

2  inches 

520 

5/32" 

10 

Flat 

7  74,750 

24.5 

520 

5/32" 

10 

Vertical 

6  71,800 

20.5 

520 

5/32" 

10 

Overhead 

6  68,900 

24.0 

In  all  cases  the  rupture  in  specimens  which  met  the 
requirements  were  clean  and  an  inspection  of  the. broken 
cross-section  showed  a  complete  absence  of  voids  and 
slag  inclusions.  All  specimens  met  the  requirements  of 
the  American  Welding  Society  and  the  Fusion  Weld¬ 
ing  Rules  of  the  Board  of  Standards  and  Appeals  for 
No.  10  grade,  which  specifies  a  working  stress  of  at 
least  60,000  lbs.  per  square  inch  and  a  minimum  elonga¬ 
tion  of  20%  for  non-stress  relieved  specimens,  except 
that  the  performance  of  the  #520  Rod  with  alternating 
current  in  the  vertical  position  was  not  satisfactory  to 
the  Committee,  who  suggest  further  tests  before  ap¬ 
proval  is  recommended. 

Wilson  Welding  Electrodes  Nos.  851  and  105  (straight 
polarity)  were  tested  in  flat  position  only,  Nos.  .520 
and  107  (straight  polarity)  were  tested  in  all  positions, 
and  No.  98  (reversed  polarity)  was  tested  in  all  posi¬ 
tions  for  direct  current  welding,  No.  520  Electrodes 
were  tested  for  use  with  alternating  current  in  all 
positions.  Alloy  Rod  A  was  withdrawn  by  the  appli¬ 
cant  and  98V  and  O,  which  was  not  tested  was  also 
withdrawn  by  the  applicant. 

Various  agencies  which  have  approved  and  accepted 
Wilson  Electrodes  are  as  follows: 

Wilson  #105 — U.  S.  Navy,  American  Bureau  of 
Shipping,  British  Register  of  Ship¬ 
ping  &  Aircraft,  U.  S.  Dept,  of  Com¬ 
merce  (Bureau  of  Inspection  &  Navi¬ 
gation). 

Wilson  #851 — American  Bureau  of  Shipping. 

Wilson  #98 — U.  S.  Navy,  American  Bureau  of 
Shipping,  Lloyd’s  Register  of  Ship¬ 
ping,  Hartford  Steam  Boiler  Inspec- 
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ti°n  and  Insurance  Co.,  U.  S.  Dept 
of  Commerce  (Bureau  of  Marine  In- 
.....  sPectlon  and  Navigation). 

Wilson  #107— American  Bureau  of  Shipping 
Approval  is  recommended  for  Wilson  Welding  Elec- 

and  05  /straiSht  Polarity)  which  were 
tested  in  flat  position  only,  Nos.  520  and  107  (straight 
polarity)  which  were  tested  in  all  positions  and  No  98 
(reversed  polarity)  which  was  tested  in  all  positions 
and  No.  520  which  was  tested  for  use  with  alternating 
current  for  which  approval  is  recommended  in  the 
flat  and  overhead  positions  only.  These  rods  are 
manufactured  by  the  Wilson  Welder  and  Metals  Co., 
-Inc-,.  Baltimore  Aid  for  the  herein  recommended  uses 

1  J'«s  °,£  Jf'A32",  3/16"  and  %’■  »»  ™ds  to  be 
made  in  standard  lengths  coated  with  heavy  flux  coat- 

mg  identical  with  test  specimens  and  packed  in  bundles 
marked,  labelled  or  stamped  indicating  the  name,  grade 
polarity,  current  and  position  and  bearing  the  following 
notice  Approved  by  the  Board  of  Standards  and 
Appeals  under  Cal.  No.  474-38-SM.”  d 

(Sgd.)  BERNARD  A.  SAVAGE, 

_  Commissioner. 

CHARLES  M.  BLUM, 

T  Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  a f prove  the  material  known  as  the  Wilson  Welding 

?orkr0dbN°„\98'  ’°7'  '?5’  851  ,a"d  520’  for  use  in  New 
cf  ^  j  -ty’  wbe,n  manufactured,  marked,  labelled  or 
stamped  in  accordance  with  the  above  report. 


Meeting  recessed  at  6:00  P.M.  to  May  3  1939,  at  10  A  M 

to  RAIa?  5eT939Maafy  10  1939’  ™i?ting  messed  at  11:50  a.  m, 
to  May  5,  1939  at  10  a.  m.,  adjourned  1:15  p.  m. 

Edward  V.  Barton,  Chief  Clerk. 

SPECIAL  MEETING 

FRIDAY  MORNING,  MAY  5,  1939 

Present  Chairman  Murdock,  Commissioners  Savage  and 
31um  and  Assistant  Chief  Walsh.  ravage  ana 


RULES. 


70-39-SR. 

SUBJECT  Rules  relative  to  Uses  of  Insulating  Fibre 
Board,  adoption  of. 

APPEARANCES— 

CTTOV  op  Green  aad  William  B.  White”’  J'  J'  Tymn’ 

■  c  70?ofB,hU  Buliftint5  ad0P,ed  CSee  PagCS  700  and 
HE  VOTE  TO  ADOPT  RULES— 

Affirmative:  Chairman  Murdock,  Commission- 

^Mavage  and  Blum  and  Assistant  Chief 
Walsh  .  . 

Negative . ‘  '  ‘  . .  ^ 

Absent  . ’  . 

Adjourned,  1 :15  P.M. 

Edward  V.  Barton,  Chief  Clerk. 

^CORRECTION 

id  AmejheL°,fThe  ’r:tT  °,f,the  Board  of  Standards 

BuUeto  No  15  V„1ayk  Pn'  J  ‘I39’  as  they  appeared 
;  follows :  15,  '  •  24,  e  hereby  corrected  to  read 

dE  RESOLUTION— 


(371-39-A) 

Whereas,  Joseph  H.  Cornell,  for  Alice  Madalena,  owner, 
filed  on  March  24,  1939,  an  appeal  from  a  decision  o 
the  borough  superintendent  of  buildings,  affecting  premises 
7p,  ,  hi irdsall  avenue,  southeast  corner  of  Pinson  place 

Queens ;lnd158’  ^  N°‘  Far  RockawaA  Borough  of 

Al)V  An!!i^S’f-the  deciUcn  of  the  borough  superintendent  on 
Alt.  Application  No.  8411-38,  dated  March  24,  1939,  reads: 

the  use  of  more  than  two  stories  for  living  quarters 

£  fa™dy  fxra™e  residence  building  is  contrary 

to  Section  8.7.2.1  of  the  Bldg  Code” 
and 

24^PHEKEA^  S6  .building  is stories  (34  ft.)  in  height, 

40  ft  h  inn  fh  m  area;  °,f  frame.  construction;  on  a  lot 
.  by  100  ft.  in  area;  located  in  a  residence  use  “D” 

dwellfn?”?’- CreCted  1909  and  occl,Pied  as  a  one-family 
dwelling,  it  is  proposed  to  occupy  the  building;  1st  floor— 

SmiHeasTaynd  fl°°r  a"d  fami,y  ,otal'  twa 

AYhereas,  it  is  proposed  to  alter  the  building  on  the 
st  floor  by  haying  the  lower  portion  of  stairs  extended 
on  present  porch  for  2nd  floor  entrance  and  to  provide  a 

floor;  and  r°°m  °”  floor  and  a  new  kitchen  on  2nd 

Whereas  the  applicant  contends  that  the  neighborhood 
has  changed  and  that  a  large  house  for  one  family  is 

tl  s' W  y  ai,ld  tHf  a  large  number  of  sucb  houses  in 
this  vicinity  have  been  converted  to  two-family  dwellings. 

Resolved,  that,  the  decision  of  the  borough  superintendent 

andA/l llcatlon,  ^o-  841U38  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  to  permit 
the  occupancy  of  the  existing  building  for  two  families 

floor0?, TTt?  the  firSt  flr°-r  an?  °ne  occuPyhig  the  second 
Hoor  and  attic,  on  condition  that  the  building  shall  not 

be  increased  in  height  or  area;  that  the  size  of  the  ”ot 

shall  not  be  reduced;  that  there  shall  be  no  cooking  on  the 

the  ' attfc^inr ’at  V  t  ShaH  \e  a  SeCOnd  means  of  ^it  from 
fir!  i?  yd  uh*h  may  be  an  exterior  steel  ladder  or 
re  escape  and  that  it  may  terminate  at  a  balcony  at  second 
story  level  or  the  roof  of  the  second  story  level  with  a 
,  P,  ladder  to  grade;  that  an  agreement  shall  be  signed 
. ,  ll~  °"  ner  and  filed  with  the  borough  superintendent 

m>d  ??nmtimefiSha  the  bui.lding  be  permitted  to  be  occu¬ 
pied  for  more  than  two  families,  as  herein  permitted. 

*Correction— “2nd”  changed  to  “attic”  in  line  37  of  resolu¬ 
tion. 
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^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
Is  he!d  Tuesday,  April  4,  1939,  as  they  appeared 

as  follows”:  N°‘  ^  V°  ‘  24’  are  hereby  corrected  to  read 

THE  RESOLUTION— 

(372-39- A) 

Whereas,  Joseph  H.  Cornell,  for  Mary  B.  Green  and 
J7df  C'  W^rd’.  .owners,  filed  on  March  24,  1939  an 
bufldine-s^aff  a,decislon  ?f  the  borough  superintendent  of 
side  125*  ft  J  p/e™ses  22-17  Cornaga  avenue,  south 
side,  i25  ft.  west  of  Beach  22nd  street  (Block  No  253 
Lot  No.  61),  Far  Rockaway,  Borough  of  Queens  -  and 
A  if  3^ERE1^S’  ,tbe  decision  of  the  borough  superintendent  on 
t.  Application  No.  589-39,  dated  March  24,  1939,  reads  : 

cf  •’  Y  be  unlawful  to  use  more  than  two 

stories  for  hving  quarters  in  a  two  family  frame  resi- 

and  d  6  bm  d”18''  Contrary  to  section  8.7.2.I.,  Bldg.  Code.” 

^nTfHKRE48  Jbe.  building  is  2j/£  stories  (35  ft.)  in  height 

flo  '  60  f?  fh  ?f  frame  construction;  located  on 

a  lot  60  ft.  by  125  ft.  in  area;  in  a  business  use  “C” 
area -  district;  erected  in  1923  and  occupied  as  a  one-family 
welling.  It  is  proposed  to  occupy  the  building:  1st  floor— 
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one  family;  2nd  floor  and  attic— one  family,  total,  two 

families;  and  , 

Whereas,  it  is  proposed  to  alter  the  building  by  pro¬ 
viding  new  partitions  around  front  stairs  to  form  vestibule 
and  closets,  a  new  bathroom  on  first  floor,  a  new  kitchen 
on  2nd  story  and  to  provide  an  iron  ladder  from  rear  of 
2nd  story  extension  to  grade;  and 

Whereas,  the  applicant  contends  that  the  demand  for  a 
house  of  this  type  for  one  family  occupancy  is  small,  that 
a  number  of  houses  in  the  vicinity  have  been  similarly 
altered  and  some  are  being  demolished  due  to  the  fact 
that  there  is  no  demand  for  one  family  dwellings. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Application  No.  589-39  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  to  permit 
the  occupancy  of  the  existing  building  for  two  families, 
one  occupying  the  first  floor  and  one  occupying  the  second 
floor  and  attic,  on  condition  that  the  building  shall  not 
be  increased  in  height  or  area;  that  the  size  of  the  lot 
shall  not  be  reduced  \  that  there  shall  be  no  cooking  on  the 
attic  story;  that  there  shall  be  a  second  means  of  exit  from 
the  attic  story,  which  may  be  an  exterior  steel  ladder  or 
fire  escape  and  that  it  may  terminate  at  a  balcony  at  second 
story  level  or  the  roof  of  the  second  story  level  with  a 
drop  ladder  to  grade;  that  an  agreement  shall  be  signed 
by  the  owners  and  filed  with  the  borough  superintendent, 
that  at  no  time  shall  the  building  be  permitted  to  be  occu¬ 
pied  for  more  than  two  families,  as  herein  permitted. 

^Correction — “2nd”  changed  to  "attic”  in  line  38  of  resol¬ 
ution. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Tuesday,  March  28,  1939,  as  they  ap¬ 
peared  in  Bulletin  No.  14,  Vol.  24,  are  hereby  corrected  to 
read  as  follows: 


THE  RESOLUTION— 

(552-37-A) 

Whereas,  Andrew  F.  Weber,  for  Andreas  Baudendistel, 
owner,  filed  November  23,  1937,  an  appeal  from  a  decision 
of  the  commissioner  of  buildings,  affecting  premises  187- 
12  to  187-14  Linden  boulevard,  south  side,  150.51  ft.  east  of 
Long  Island  Railroad  (Block  No.  3168,  Lot  No.  15),  St. 
Albans,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
dated  November  22,  1937,  re  No.  4769-37,  reads  :  _ 

“Regarding  application  which  you  made  to  this  de¬ 
partment  for  issuance  of  Certificate  of  Occupancy  for 
use  of  premises  situated  at  187-12  to  14  Linden  boule¬ 
vard,  Borough  of  Queens,  for  Maternity  Hospital 
purposes,  be  advised  that  this  is  hereby  DENIED,  as 
inspection  shows  that  these  premises  do  not  comply 
with  the  rules  and  regulations  enforced  by  this  de¬ 
partment  governing  this  use  and  occupancy : 

1.  Construction  non-fireproof— contrary  to  Section  72 
Building  Code. 

4  Wall  thickness  not  as  per  Section  257,  Building 
Code.” 


Whereas,  the  building  in  question  is  two  stories,  23  ft. 
in  height,  of  non-fireproof  construction  36  ft.  by  84.19  ft. 
in  area  on  the  1st  story  and  36  ft.  by  49  ft.  in  area  above, 
on  a  lot  40  by  84  ft.  3  in.  in  area,  erected  in  1924  and  lo¬ 
cated  in  a  business  use  “D”  area  district,  to  be  occupied 
as  follows:  Cellar— storage— no  persons;  first  floor— hos¬ 
pital— 30  persons;  2nd  floor— hospital— 11  persons;  and 


MULTIPLE  DWELLING  LAW  ON  SALE 
Copies  of  the  Multiple  Dwelling  Law  are  now  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office,  Room 
2213,  Municipal  Building,  Manhattan.  Price  50;  by  mail  54c 
Copies  of  the  Supplemental  Rules  and  Regulations  of 


Whereas,  the  applicant  contends  that  the  1st  and  2nd 
floors  will  be  occupied  by  patients,  the  cellar  and  rear 
extension  will  be  used  for  storage  and  work  spaces  for 
the  staff ;  that  there  will  be  no  changes  in  the  construction 
of  the  building  or  any  additions,  except  relocating  certain 
non-bearing  partitions,  the  installation  of  a  dumbwaiter 
from  the  cellar  to  the  2nd  floor,  the  required  changes  in 
the  plumbing  system  and  a  new  exterior  iron  stair  to  be 
installed  at  the  rear  of  the  building  as  shown  on  drawings 
to  provide  a  secondary  means  of  exit  from  the  2nd  floor 
to  the  side  yard  along  the  east  property  line ;  that  this 
stair  will  be  3  ft.  0  in.  wide  and  at  an  angle  of  not  more 
than  45  degrees;  that  as  to  item  No.  1,  which  states  that 
the  construction  is  non-fireproof  and  contrary  to  section 
72  of  the  building  code,  the  building  is  only  3  ft.  6  in. 
above  the  20  ft.  0  in.  limit  permitted  in  this  section  where 
a  building  may  be  non-fireproof ; .  that  the  walls  of  the 
existing  building  are  of  masonry  with  wood  floor  and  roof 
beams;  a  brick  bearing  wall  extends  longitudinally  for  the 
length  of  the  building  on  all  floors  dividing  the  building 
into  two  areas  on  all  stories ;  that  two  means  of  egress 
will  be  provided  for  each  story;  that  as  to  item  No.  4, 
which  states  that  the  wall  thicknesses  are  not  as  per  section 
257  of  the  building  code,  this  section  of  the  code  requires 
all  walls  of  public  and  business  buildings  “when  not  over 
40  ft.  in  height,  12  in.  throughout” ;  in  this  existing  build¬ 
ing  the  side  and  the  longitudinal  dividing  walls  are  8  in. 
thick  above  the  foundation;  that  section  53  of  the  building 
code  requires  a  live  load  of  40  lbs.  for  private  and  ward 
room  floors  in  hospitals”  and  the  existing  building  was 
built  for  a  40  lb.  live  load,  there  would  be  no  additional 
live  load  for  the  walls  to  bear,  and  further  the  existing 
walls  are  only  60  per  cent  of  the  permitted  height  of  the 
12  in  wall,  and  the  clear  span  on  the  east  part  of  the 
building  is  19  ft.  0  in.  and  the  clear  span  in  the  west  part 
of  the  building  is  15  ft.  0  in. ;  that  the  intended  occupancy 
is  for  nine  patients  on  each  floor  with  all  the  babies  har¬ 
bored  on  the  1st  floor  and  a  staff  of.  about  five  persons 
with  a  part  of  the  staff  on  duty  at  all  times ;  and 

Whereas,  this  appeal  was  granted  by  the  board,  De- 
cember  4,  1937,  on  certain  conditions  and  applicant  re¬ 
quested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  December  14,  19j/, 
so  that  amended  it  shall  read :  .  [ 

“ Resolved ,  that  the  decision  of  the  commissioner  of 
buildings,  dated  November  22,  1937,  in  connection 
with  application  No.  4769-37,  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  permitting  the  occupancy  of  the  building  as 
a  maternity,  or  proprietary  hospital,  on  condition  tha 
the  building  shall  not  be  increased  in  height  and  area ; 
that  the  arrangement,  number  of  beds  maintained  and 
the  maintenance  shall  be  at  all  times,  subject  to  t  e 
approval  of  the  Department  of  Hospitals;  that  there 
shall  be  erected  an  exterior  steel  stairway  from  the 
roof  of  the  one-story  rear  extension  to  the  side  yard 
as  an  additional  means  of  exit ;  that  the  cellar  ceiling 
shall  be  fire-retarded  and  the  heater  room  enclosed  in 
fire-retarded  partitions;  that  such  portable  auxiliary 
fire-fighting  appliances  shall  be  installed  as  the  com¬ 
missioner  shall  direct;  that  all  permits  required  shall 
be  obtained  and  all  work  completed  within  six  months 
from  the  date  of  this  amended  resolution;  that  there 
shall  be  proper  supervision  on  each  floor  during 
twenty-four  hours  of  each  day.” 

*Correction — The  word  “interior”  changed  to  " exterior ” 
in  line  84  of  resolution. 


the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs  and 
Fire  Towers  are  now  on  sale  at  the  Distribution  Division 
of  the  City  Record  Office,  Room  2213,  Municipal  Bull 

-  —  •  in.  K.r  moil 
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PUBLIC  HEARING 


PROPOSED  RULES  FOR  THE  TESTING  AND  USE  OF  BLENDED  CEMENTS. 


(584-39-SR) 

IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  June  2,  1939,  at  10  a.m.,  Room  1013,  Municipal 
Building,  Manhattan,  on  Proposed  Rules  for  the  Testing 
and  Use  of  Blended  Cements.  g 

Authority : 

afdTanTV^  iUt^orit.y  vcsted  *»  Board  of  Stand- 
tlfr  l  d  ^PPeals  by  Section  666,  paragraph  2,  Charter  of 

no  CCnydcf^?LiX  \Tr  C26~189-0’  Administrative  Build- 
2  ald  36-312  °>  Paraph  c,  subdivision 

"hTntir  3  -tVe  Bu}ldtn9  Code  (7. 1.1. 7. 3)  reading: 
it  l7nIlCrein  fontfmed  shad  be  construed  to  prohibit 

ft  hnnfl  CeT  °f  °Jher  types  which  are  approved  by 
the  board  and  are  used  m  accordance  with  rules  of  the 
board  governing  their  use.”  T 

1.0  Scope. 

1.1  The  purpose  of  these  rules  is  to  provide  a  basis 
wherein  approved  cements  other  than  Portland 
Cements  and  consisting  mainly  of  blended  materials 
E,be  !ised  wherever  under  the  Administrative 
mkted  g  C°d6  ^  USG  °f  Portland  Cement  is  per- 

-•0  Blended  Cements. 

2.1  Blended  Cements.  These  rules  apply  to  blended 
hydraulic  cements  consisting  essentially  of  Portland 
Clement  and  more  than  one  per  cent  admixtures,  such 

(a)  Inert  siliceous  materials. 

(b)  Limes,  natural  cements  or  other  calcium  sili¬ 
cate  cements. 

(c)  Pozzolanic  materials. 

(d)  Accelerators,  retarders  and  plasticizers. 

np2rm>?hmfi,heminJ?0ntained  sha11  be  construed  as 
the  blending  of  cements  and  admixtures 
in  the  held,  except  as  may  be  otherwise  permitted  in 
specific  cases  by  the  Board. 

9  Composition  of  Blended  Cements. 

fartntJ1  3*1? c’aE  used  as  admixtures  in  the  manu- 
£  1?£L  fi  bi6nd^  events  shall  conform  generally 
'  exist  nrtf  SpccficaPons,  where  such  specifications 
x  st,  or  if  no  Federal  Specifications  exist,  they  shall 

emin°JTht0  A-S-P-AJ-  specifications  or  such  rules  gov- 
by  thf  Board  ^  matenals  as  are  Promulgfted 

Manufacture  and  quality  of  Blended  Cements. 

4.1  A  flow  sheet  in  duplicate  showing  the  process 
of  manufacture  and  blending  shall  be  filed  wfth  the 

shall (  nrh,dftLP0f  any-  appl'Cat'on  for  approval  which 

:  used  rdUpdroo‘fheasTo8'qn„aa.i,dy.the  am°Un*  °f 

Available  supply  of  raw  materials. 

the  Mtenthfl6  ShaI,’  ber  filed  with  the  Board  showing 

manSfacturer.SUPP  7  material  avaiIab,e  to  th* 

■  Fineness. 

sq1  cmhene?ecific  surface  sha.n  be  not  less  than  1800 

described  in  gAa«?V  AT  deterPPned  hY  methods  of  test 
escribed  in  A.S.T.M.  specifications  C115-38T 

ssievlnot  exceed  IS%  by  wdght  “ 


7.0  Soundness. 

I'}  A  .Pat  of  neat  cement  of  normal  consistency  shall 

outlined  inASTM5  f°r  .f-.d-ss  by  the  methods 
so  tested  it  sPecifications ;  C77-36,  and  when 

a  1  h  J-  •  h  no  Slgns  of  distortion,  cracking¬ 
checking  or  disintegration  when  subjected  to  the 
steam  test,  nor  shall  the  expansion  of  the  pat  be  greater 
than  5mm,  when  molded  in  Le  Chatelier  tonfs  and 
stored  in  a  standard  moist  closet  for  24  hoursg 

of  three3?" xT  x  ft  re<3utireme"*s.  ‘he  expansion 
x  I  x  11)  bars  of  neat  cement  of  normal 

consistency  when  subjected  to  the  Autoclave  test 

A.b.f.M.  tentative  method,  shall  not  have  an  exnan 
sion  in  excess  of  0.75%.  expan- 

8.0  Time  of  set. 

scribIdmL0fASStTM  SQaH  m  determined  by  test  de- 
scrmea  in  A.S.l.M.  Specification  C77-36  and 

mortar  so  tested  shall  not  develop  initial  set  in  less 

than  one  hour  and  final  set  in  more  than  10  ho  S 

as  tested  with  Vicat  or  Gillmore  needle  ’ 

9.0  Compressive  strength  for  normal  blended  cements. 

9.1  The  average  compressive  strength  of  five  2-inch 
Tnd  2r75CUnartrmPdSdd  n  °ne  part  °f  bIended  cement 

be  not  Sa"d  by  Weight  shal1 


Age  at  Test 

Storage  of  Cubes 

'Compressive 

Strength 

7  days 

1  day  in  moist  air,  6 
days  in  water 

2200  #/□" 

2d>  days 

1  day  in  moist  air,  27 
days  in  water 

3500  #/□" 

Cl 09-3 7- T  accordance  with  A.S.T.M.  Spec. 

9.2  Tensile  Strength. 

The  average  tensile  strength  in  lb./in.!  of  not  less 

and  3  pa°rtsarofnn»tS  C°mp°fed  °f  P«‘  cement 
A  Parts  of  Ottawa  sand,  by  weight  shall  he 

equal  to  or  greater  than  the  following:  '  ' 


Age  at  Test  Storage  of  Briquets 


Tensile 

Strength, 


_  3  days 

1  day  in  moist  air,  2  days 

175 

7  days 

in  water 

1  day  in  moist  air,  6  days 

275 

in  wafer 

28  days 

1  day  in  moist  air,  27  days 

350 

in  water 

anH  S  l  Ti  l  r,ength  of  the  mortar  at  7 

and  28  days.  shall  be  higher  than  that  at  3  and  7 
days,  respectively. 

10.0  Blended  cements  having  other  properties. 

10.1  When  approval  of  the  board  is  requested  for 
the  use  of  Blended  Cements  having  high  early 
.spe,ng  ,b’  SU  [at,f  resistance  or  low  heat  of  hydration, 
application  shall  be  made  to  the  board  for  additional 
tests  to  develop  these  properties. 
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RULES  ON  USES  OF  INSULATING  FIBRE  BOARD. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  MAY  5,  1939.  EFFECTIVE, 
m ^  ACCORD™  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK  CITY 

CHARTER,  MAY  29,  1939. 

Maximum  linear  expansion,  per  cent 


[170-39-SR] 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  op 
the  City  of  New  York,  and  C26-189.0  Administrative  Code 
(2.2. 1.1),  C-26-462.0  of  the  Administrative  Code  (8.4.10.6), 
C-26-458.0,  sub.  g,  Administrative  Code  (8.4.10.2),  C-26- 
538.0  sub.  b.  Administrative  Code  (87.2.3),  C-26-541.U, 
sub.  a,  Administrative  Code  (8.7. 2.6.1),  C-26-667.0,  para¬ 
graphs  4  and  8,  Administrative  Code  (10.9.2.4) ,  sub.  c,  and 
(10  9.2  4),  Building  Code,  C-26-680,  sub.  21,  Administrative 
Code  (10.12.11.1),  C-26-541.0,  Administrative  Code  (8.7.2  6. 
1),  C-26-619.0,  Administrative  Code  (10.3.1),  and  C -26- 
721.0,  Administrative  Code  (12.2). 

Note:  Where  reference  in  parentheses  appears  after  the 
Administrative  Code  Section,  it  refers  to  the  Sec¬ 
tion  of  the  New  Building  Code  as  formerly  num¬ 
bered. 

Rule  1.  Classes  of  Fibre  Board. 

Wood  Fibre 
Exploded  vVood  Fibre 
Balsam  and  Wood  Fibre 
Western  Wood  Fibre 
Cane  Fibre  (Bagasse) 

Pulp  from  waste  papers 
Straw  Fibre 

Ground  Wood  Pulp  Fibre 
Corn  Fibre 

STRUCTURE  OF  FIBRE  BOARD.  Fibre  boards 
shall  be  manufactured  from  wood  or  other  vegetable 
fibre  by  a  felting  or  molding  process  and  provided 
with  sizing  to  render  water-resistent,  and  shall  be 
subjected  to  a  sufficient  drying  temperature  so  as  to 
completely  destroy  rot-producing  fungi.  No  starch 
ingredient  shall  be  included  unless  made  toxic  to 
household  vermin. 

The  structure  of  the  board  may  be  either  single  or 
multiple  ply,  and  if  latter,  the  plies  shall  be  joined 
under  pressure  by  a  moisture  resisting  cement.  Sur¬ 
faces  shall  be  finished  smooth  and  free  of  coarse 
fibres. 

For  a  plaster  base,  wall  board,  roof  boards,  sheath¬ 
ing,  siding,  roof  insulation,  floor  insulation,  acousti¬ 
cal,  interior  finish,  the  fibre  board  shall  be  home- 
geneous,  free  from  cracks,  lumps,  unevenness  and 
other  defects. 

Table  1 


54 


(1) 

(2) 

(3) 

(4) 

(5) 

(6) 

(7) 

(8) 

(9) 

1.1. 


1.2. 


1.3. 


Building  Plaster 
Board  Base 


Miscel¬ 

laneous 

uses 


(Note  5)  (Note  6)  (Note  7) 


Maximum  thermal  conductivity 
B.T.U.  per  hour  per  square  foot 
oer  degree  F.  per  inch  thickness 

(note  1) .  9.36 

Minimum  transverse  strength, 

Lengthwise  (note  2) .  14 

Pounds  Crosswise  (note  2) .  12 

Minimum  deflection  at  ultimate 

load,  inches . 

Maximum  deflection  at  ultimate 

load,  inches  (note  3) . 85 

Minimum  tensile  strength,  pounds 

per  square  inch  (note  4) . 

Water  absorption  per  cent . 


0.36 

0.36 

0.36 

14 

14 

7 

12 

12 

7 

0.25 

0.25 

0.25 

.85 

.85 

1.25 

175 

175 

100 

5 

5 

10 

Nail  holding  strength  # 

Bond  strength  per  square  foot  of 
bonded  surface . 


100 


54 

70 


60 


700  — 


Note  1  No  board  of  any  class  having  a  conductance  greater  than 
0  50  b.t.u.  per  hour,  per  square  foot  per  degree  F.  irre¬ 
spective  of  thickness  will  be  acceptable  under  these  rules. 

Note  2.  This  requirement  is  based  upon  specimens  V?  inch  thick. 

For  specimens  of  other  thicknesses  the  requirement  shall 
- - A-' —  1 —  "  thickness 


Note  3. 
Note  4. 


Note  S. 
Note  6. 


Note  7. 

Rule 


2. 


2.1 


r  ui  aptciniLuo  VA  - - -  .  ± 

be  increased  in  direct  proportion,  that  is,  for 
of  1-inch,  it  shall  be  doubled,  etc. 

Minimum  deflection  at  rupture  shall  be  not  less  than  .25". 
Tensile  strength  requirements  shall  be  applicable  only  on 
thicknesses  up  to  and  including  1-inch. 

Edges  shall  be  square  for  building  board. 

Edges  shall  be  either  ship  lapped  bevel  and  ship  lapped, 
tongue  and  grooved,  bevel  and  tongue  and  grooved,  V 
jointed,  or  ship  lapped  and  grooved.  Each  board  shall  be 
of  a  rough  fibrous  texture  to  insure  good  mechanical  and 
suction  bond. 

Edges  shall  be  square  unless  ship  lapped  or  offset. 

Uses  and  Methods  of  Applying 
Fibre  Board. 

Fibre  board  may  be  used  as  a  plaster  base  or  wall 
board  in  non-fireproof  commercial  structures  nol 
more  than  2  stories  in  height  and  in  one  and  two 
family  dwellings  not  exceeding  three  stones  in 
height  and  in  Class  3  multiple  dwellings  for  par¬ 
titions  and  ceilings  where  either  no  fire  resistive 
rating  is  required  or  where  a  fire  resistive  ratmg 
not  exceeding  54  hour  is  permitted  and  installed  in 
accordance  with  the  requirements  of  C-26-458,  Ad- 
ministrative  Code  (8.4.10.2)  and  C-26-462.0,  Ad- 
ministrative  Code  (8.4.10.6). 

The  joints  on  walls  and  ceilings  shall  be  broker 
at  least  one  stud  apart,  and  in  no  event  shall  joint? 
of  fibre  board  lath  be  in  vertical  line,  excepting  li¬ 
the  corners  of  a  room.  The  joints  shall  be  broken  al 
every  other  board  on  the  walls  and  at  right  angle? 
to  the  furring  on  ceiling.  C-26-462.0,  Administratm 
Code  (8.4.10.6).  They  shall  be  solidly  nailed  al 
every  bearing  not  more  than  6"  center  to  center  for 
walls  and  4"  center  to  center  for  ceilings  and  nailec 
to  all  studding  with  154"  No.  13  gauge  blued  or  gal 
vanized  plaster  board  nails,  with  54"  heads  for  A 
board  and  154"  nails  with  34"  heads  for  54  or  1 
board,  and  with  proportionately  longer  nails  loi 
thicker  fibre  board.  All  corners  shall  be  reinforcec 
with  standard  metal  corner  beads.  All  re-entran 
angles  shall  be  reinforced  with  standard  meta 
angle  lath  strip.  Reinforcement  shall  be  securel 
stapled  on  the  lath.  At  the  juncture  of  frame  am 
masonry  construction,  6"  strip  of  expanded  me 
lath  shall  be  used.  No  board  shall  be  run  throng 

from  room  to  room.  ,  , 

211  It  shall  be  unlawful  to  wet  fibre  board  beto 
plastering.  C26-462.0,  Administrative  Cod 
(8.4.10.6). 

2. 1.2.1.  “SCRATCH  OR  FIRST  COAT.” 

The  scratch  coat  shall  contain  not  mor 
than  2/3  by  weight  of  sand  and  1/3  calcine 
gypsum  plaster  with  fibres  or  including  o 
materials  and  fibring  so  that  the  setting 
shall  not  be  greater  than  four  hours  nor  te^ 
than  154  hours  and  with  a  tensile  .streng 
of  not  less  than . 75  pounds  per sq.  m.  ^ 


scratch  coat  shall  be  not  less  than  54 
2.1. 2.2  “BROWN  OR  SECOND  COAT 


Dlv'J  VV  IN  WIV  ^ 

The  brown  coat  shall  contain  not  more  tw 
54  by  weight  of  sand  and  the  remaining  / 
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shall  not  contain  less  than  3/5  of  calcined  2  4 
gypsum  and  not  more  than  2/5  of  other 
materials,  including  fibring.  The  setting  time 
shall  be  not  more  than  five  hours  nor  less  than 
two.  This  brown  coat  shall  have  a  tensile 
strength  of  not  less  than  50  pounds  per  sq.  in. 
and  shall  be  not  less  than  3/ 1 6^  in  thickness 

2. 1.2.3  “FINISH  COAT.” 

The  finish  coat  shall  be  applied  after  the  ap¬ 
plication  of  the  second  or  brown  coat  has 
become  dry,  and  shall  be  set  in  not  less  than  2  5 
20  minutes  nor  more  than  four  hours  and 
shall  have  a  tensile  strength  of  not  less  than 
200  pounds  per  sq.  in.  and  be  not  less  than 
1/16"  thick. 

2. 1.2.4  “GROUNDS.” 

Suitable  grounds  shall  be  established  with 
each  thickness  of  fibre  board  so  as  to  insure 
a  minimum  thickness  of  of  plaster.  Fibre 
board  shall  extend  from  floor  to  ceiling  with 
grounds  secured  to  the  framing  members 
through  the  fibre  board. 

2.2  FIBRE  BOARD  SHEATHING. 

Approved  fibre  board  sheathing  at  least  one-half 

of  an  inch  in  thickness  and  four  feet  in  width  may  ?  * 

be  used  instead  of  wood  sheathing  when  bearing 

on  4  studs  and  fastened  to  each  bearing  with  1 V2" 

wire  nails,  6 '  or  less  c-c,  with  24"  head,  and  for 

74  or  1  board,  the  nails  shall  be  2"  long. 

C-26-538.0,  sub.  b  (8.7.2. 3).  The  use  of  fibre  board 
as  roof  sheathing  is  not  permitted  except  as  insula¬ 
tion  over  suitable  sheathing  material. 

2.3  MINOR  FRAME  STRUCTURE.  2.7 

Approved  fibre  board  siding  may  be  used  on  wood  2.8 
irame  sheds  erected  where  permitted  and  where 
open  on  at  least  one  side,  provided  such  sheds  are 
fiiteen  feet  or  less  in  height  and  do  not  exceed  2500 
square  feet  in  area  and  are  at  least  4  feet  from  any 
lot  line  and  are  covered  on  sides  and  roof  with  ap¬ 
proved  fire-retarding  material.  C26-541.0  (8.7.2.6.1  ). 


USE  OF  FIBRE  BOARD  WHEN  COVERED  BY 
AN  INCOMBUSTIBLE  WEARING  SURFACE. 
Untreated  combustible  insulation  board  of  a  single 
layer  or  thickness  not  to  exceed  when  cemented 
or  attached  directly  to  the  surface  of  an  approved 
type  of  fire-resistive  floor  construction  may  be 
used  elsewhere  than  in  stair  enclosure  and  corridors 
when  covered  by  an  incombustible  wearing  surface 
--cordance  with  these  rules.  C26-667.0,  sub.  4c 

ROpF  AND  FL°OR  installation  IN 

CLASS  1  AND  CLASS  2  STRUCTURES. 

Fibre  board  used  as  insulation  may  be  applied 
directly  to  the  fire-resistive  floor  or  roof  construc¬ 
tion  in  cement,  provided  such  insulation  is  covered 
d  ^  j6a^  one  and  one-half  inch  thickness  of 
Portland  Cement  concrete  or  other  equally  fire- 
resistive  material  of  equal  thickness.  C26-619  0 
sub.  a,  Administrative  Code  (10.3.1).  Insulation 
fibre  board  so  applied  shall  be  over  a  screeded  con¬ 
crete  roof  or  floor,  graded  where  necessary,  and 
cemented  to  the  arch  with  hot  asphalt  or  coal  tar 
pitch  Fibre  insulation  board  shall  not  be  left  ex¬ 
posed  to  the  elements,  nor  shall  it  be  applied  to  wet 
surfaces  of  any  kind. 

?T°Pc?o  insulation  OTHER  THAN  IN 
CLASS  1  AND  CLASS  2  STRUCTURES. 

The  use -of  fibre  board  as  roof  insulation  is  lawful 
provided  such  fibre  board  is  covered  with  an  ap¬ 
proved  type  of  fire-resistive  roof  covering  applied 
directly  thereto  C26-680,  sub.  2,  Administrative 
Code  (10.12.11.1),  and  when  installed  in  accordant 
with  the  requirements  of  2.2  of  these  rules. 

ACOUSTICAL  AND  INTERIOR  FINISH. 

USE  OF  FIBRE  BOARD  IN  FIRE  WALLS. 

Fl0b/^  board  may  be  used  as  insulation  in  fire  walls 
C26  632  0  sub.  g  AC  (10.4.1.2)  if  cemented  and 
attached  directly  to  the  face  of  the  wall  laid  up 
with  no  intervening  air  spaces  and  protected  with 
not  less  than  2  in.  of  secured  masonry  laid  tight 
against  the  fibre  board. 


APPROVED  APPLIANCES 


'fame 


APPROVED  FUEL  OIL  FILL  PIPE  TERMINALS 


;o 


Calendar  No. 

,  .  , ,  .  720-38-SA 

'  and  Mason .  10-36-SA 

§gA .  345-35-SA 

-W .  292-35-SA 

ore  and  Kling,  6  inch  Type  D .  184-38-SA 

'wbury  .  223,-35-SA 


Name  Calendar  No. 

p[effrrTd,  . . .  213-35-SA 

Sea -O-Strain  .  48-35-SA 

gealtite  .  231-35-SA 

f*mP]ex  .  214-35-SA 


APPROVED  APPLIANCES 


APPROVED  GAS  HEATERS 

LnjKf^-  burner  Calendar  No.  Name  of  Burner  Calendar  No 

C  2  AG  SS1?56  ??Ar  «J°rels  !'AG'85-  Janitrol  Gas  Unit  Heater,  Models  UG45-37 

m  292~38-SA  ugss-37,  ugioo-37,  UG125-37,  UGI60-37; 

t  J  vr  r  ?  4  r  Heater,  Model  8,  UG200-37,  UG400,  CG45-37,  CG60-37 

ype  VB  (Gas  Fired) .  443-38-SA  CG85-37,  CG100-37,  CG125-37,  CG160 -37, 

iphrev  Gas  Unit  Hpatpr  A/r  ri  i  ad  ac  CG200-37,  CG400,  M  2000,  M  3000,  M 

85  100  125  Y??  S  ’  Models  601  65’  ^  ,0  0  .  4000,  D  4000,  UG60-35,  UG125-35,  UG200- 

*  1UU’  125  and  200  .  679-38-SA  35,  CG10-34  and  CG8-34 . .  683-38-SA 
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EXTRACTS  FROM  CHAPTER  19,  ARTICLE  18  OF  THE  ADMINISTRATIVE  CODE  OF  THE 
CITY  OF  NEW  YORK,  RELATING  TO  REFRIGERATING  SYSTEMS 


ARTICLE  1. 

General  Provisions. 

§09-2.0.  Definitions. 

Unless  otherwise  expressly  stated,  whenever  used  in  this 
chapter  the  following  terms  shall  respectively  be  deemed 
to  mean : 

34.  Refrigerating  system,  a  combination  of  apparatus  in 
which  a  refrigerant  is  circulated  for  the  purpose  of  ex¬ 
tracting  heat. 

(a)  The  parts  of  the  system  are  the  compressor,  gen¬ 
erator,  condensor,  absorber,  receiver,  shell  type  or  tube  type 
apparatus,  pipes,  vessels,  or  other  parts,  containing  refrig¬ 
erant. 

(b)  Direct  refrigeration,  a  system  in  which  the  refrig¬ 
erant  is  circulated  to  the  substance  or  space  refrigerated. 

(c)  Indirect  refrigeration,  a  system  in  which  brine 
cooled  by  the  refrigerant  is  circulated  to>  the  substance  or 
space  refrigerated. 

(d)  Refrigerant  is  the  chemical  agent  other  than  brine 
used  to  produce  refrigeration. 

(e)  Irritant  refrigerant,  any  refrigerant  which  when 
breathed  attacks  the  throat  or  lungs. 

(f)  Hydrocarbon  refrigerants,  any  refrigerant  of  the 
hydrocarbon  class. 

(g)  Flammable  refrigerant,  any  refrigerant  which  will 
burn  or  explode  when  mixed  with  certain  proportions  of 
air. 

(h)  Refrigerating  machinery  room,  a  room  in  which 
is  located  a  refrigerating  system  containing  refrigerant,  but 
not  including  expansion  coils  when  located  in  cold  storage 
rooms  or  expansion  coils  when  located  in  refrigerator  boxes. 

(i)  Factor  of  safety,  the  multiple  three  and.  one-third 
(3^),  the  product  of  which  and  the  test  pressure,  con¬ 
stitutes  the  probable  rupture  pressure. 

(j)  Pressure  imposing  element,  that  apparatus  which 
draws  the  refrigerant  from  the  low  pressure  or  low  tem¬ 
perature  side  of  the  system  and  discharges  it  into  the  high 
pressure  or  high  temperature  side  of  the  system. 

(k)  Pressure  limiting  device,  a  pressure  or  temperature 
responsive  mechanism  for  automatically  stopping  the  oper¬ 
ation  of  the  pressure  imposing  element. 

(l)  Brine,  any  liquid  which  having  been  cooled  by  the 
refrigerating  system  is  used  for  the  transmission  of  heat. 

(m)  Pressure  relief  device,  a  pressure  relief  valve,  a 
rupture  member,  fusible  plug  or  other  approved  device  for 
relieving  the  pressure. 

(n)  Pressure  relief  valve,  a  valve  held  shut  by  a  spring 
or  other  means  to  automatically  relieve  pressure  in  excess 
of  its  setting. 

(o)  Rupture  member,  a  device  that  will  automatically 
rupture  at  a  pre-determined  pressure. 

(p)  Liquid  receiver,  a  vessel  permanently  connected  to 
a  system  by  inlet  and  outlet  pipes  for  storage  of  a  liquid 
refrigerant. 

(q)  Container,  a  cylinder  for  the  shipment  of  refrig¬ 
erant  constructed  to  conform  to  the  regulations  of  the 
Interstate  Commerce  Commission. 

(r)  Mixer,  a  vessel  or  device  in  a  system  for  mixing 
the  ammonia  or  other  soluble  vapor  with  water. 

(s)  Stop  valve,  a  cut-off  valve  for  use  during  normal 
operation. 

(t)  Service  valve,  a  key-operated  shut-off  valve  used 
only  during  shipment,  installation  or  repairs. 

(u)  Fusible  plug,  a  device  having  a  predetermined- 
temperature  fusible  member  for  the  relief  of  pressure. 

(v)  Public  buildings,  commercial  buildings  and  resi¬ 
dence  buildings  are  buildings  as  so  defined  by  Article  4, 
C26-235.0  of  the  Administrative  Code  of  the  City  of  New 
York. 

(a)  Public  Buildings.  Public  buildings  are  structures 
or  parts  of  structures  in  which  persons  congregate  for 


civic,  political,  educational,  religious  or  recreational  pur¬ 
poses,  or  in  which  persons  are  harbored  to  receive  medical, 
charitable  or  other  care  or  treatment,  or  in  which  persons 
are  held  or  detained  by  reason  of  public  or  civic  duty,  or 
for  correctional  purposes,  including  among  others,  court 
houses,  schools,  colleges,  libraries,  museums,  exhibition 
buildings,  lecture  halls,  churches,  assembly  halls,  lodge 
rooms,  club  houses  with  more  than  five  sleeping  rooms, 
dance  halls,  theatres,  bath  houses,  hospitals,  asylums,  armo¬ 
ries,  fire  houses,  police  stations,  jails  and  passenger  depots. 

(b)  Residence  Buildings.  Residence  buildings  are 
structures  or  parts  of  structures  in  which  sleeping  accom¬ 
modations  are  provided,  except  such  as  may  for  other 
reasons  be  classed  as  public  buildings,  including  multiple 
dwellings  as  defined  in  the  Multiple  Dwelling  Law. 

(c)  Commercial  Buildings.  Commercial  buildings  are 
structures  or  parts  of  structures,  which  are  not  public 
buildings  or  residence  buildings,  including  among  others, 
office  buildings,  factory  buildings,  salesrooms  (stores), 
markets,  restaurants,  warehouses,  freight  depots,  car  barns, 
stables,  garages,  motor  vehicle  repair  shops,  factories, 
laboratories,  smoke  houses,  grain  elevators,  coal  pockets, 
central  station  power  plants  and  electric  sub-stations. 

ARTICLE  3. 

Bonds  and  Fees. 

§09-24.0.  Fees  for  Permits. 

Applicants  for  permits  under  the  provisions  of  this  chap¬ 


ter  shall  pay  annual  fees  as  follows : 

35.  Refrigerating  systems : 

Class  A  systems .  $20.00 

Class  B  systems .  10.00 

Class  C  systems  containing  over  six  pounds 

of  refrigerant  .  5.00 

Class  C  systems  containing  six  pounds  or 

less  of  refrigerant .  LOO 


C19-  96.0. 
C26-214.0. 
C19-  97.0. 
C19-  98.0. 
Cl 9-  99.0. 
C19-100.0. 
09-101. 0. 
C19-102.0. 
09-103.0. 
09-104.0. 
09-105.0. 
09-106.0. 
09-107.0. 


ARTICLE  18. 

Refrigerating  Systems. 

Permits. 

Supervision. 

Classification. 

Permissible  locations. 

Refrigerating  machinery  rooms  and  ventilation. 
Open  flames  and  electrical  equipment. 

Testing. 

Piping. 

Safety  devices. 

Size  of  safety  devices. 

Location  and  discharge  of  safety  devices. 
Operating  precautions. 

Equipment  diagrams. 


§09-96.0.  Permits. 

(a)  Except  as  hereinafter  provided  in  this  article  it 
shall  be  unlawful  to  maintain  or  operate  a  refrigerating 
system  without  a  permit. 

(b)  A  permit  will  not  be  required  for  a  Class  C  system 
when  maintained  or  operated  in  the  residence  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house  or  a  business 
building. 

(c)  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 
frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions  of  this  article, 
as  are  deemed  by  the  fire  commissioner  necessary  in  the 
interest  of  public  safety. 

NOTE: — The  Fire  Chief  and  Commissioner  prescribed 
under  date  of  April  4,  1934,  the  following: 
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1«^lhat„the  refrigerants  dichlorodifluoromethane,  known 
'»  ,  ,Freon  (“Kinetic  No.  12”  also  “F-12”)  CChF,  also 
iichlorotetrafluoroethane  (“F-114”)  C,C1.F4  and  mono- 
iuorotrichloromethane  (“F-ll”  CFC1S  are  non-flammable 
ind  non-irritant,  unless  otherwise  hereinafter  provided,  and 
’hall  be  regulated  in  accordance  with  the  provisions  of 
Article  18  of  Chapter  19  of  the  Administrative  Code,  as 
uich,  except,  when  used  in  a  room  or  rooms  in  which  there 
s  an  open  flame  or  apparatus  to  produce  an  open  flame 
yhen  the  provisions  of  said  article  covering  irritant  re- 
:ngerants  shall  apply. 

2-  That  refrigerating  systems  employing  F-ll;  F-12  or 
’-114  are  restricted _to  parts  of  a  building  so  specified  in 
Dection  C19-98.0  (b)  for  refrigerants  other  than  non- 
rntant  and  non-flammable. 

3  That  refrigerating  systems  employing  F-ll;  F-12  or 
’-114  used  for  air  conditioning  are  restricted  to  the  indi- 
ect  method  except  that  the  direct  method  may  be  used  in 
’arts  of  a  building  so  specified  in  Section  C19-98.0  (b) 

0rL<retngerants  other  than  non-irritant  and  non-flam- 

aable. 

'1'i  ,That  refrigerating  systems  employing  F-ll;  F-12  or 
'-114  shall  not  be  installed  or  maintained  in  or  on  the 
tairways  halls,  lobbies,  entrances,  exits  or  auditoriums  of 
ny  building. 

That  refrigerating  systems  employing  F-ll;  F-12  or 
-114,  shall  not  be  installed  or  maintained  in  a  hospital  un- 
:ss  the  entire  system  is  confined  in  a  fireproof  machinery 
aom,  used  for  no  other  purpose,  and  in  which  no  open 
ame  shall  be  employed,  except  that  the  Class  “C”  system 
antaining  not  more  than  10  pounds  of  refrigerant  may  be 
sed  in  a  diet  kitchen  which  shall  be  cut  off  from  the  rest 
f  the  budding  by  a  tight  fitting  self-closing  door  or  doors 
ad  provided  with  a  window  or  windows  to  the  outside’ 
ir.  All  open  flames,  and/or  apparatus  for  producing  an 
pen  flame  m  diet  kitchens  where  these  refrigerants  are 
sed  shall  be  vented  to  the  outside  air  as  herinafter  re¬ 
amed  in  Paragraph  8. 

dhat  fefKgei-ating  systems  employing  F-ll;  F-12  or 
-114  may  be  installed  or  maintained  in  a  hospital  private 
]om,  having  tight  partitions  and  tight  fitting  self-closing 
3or  or  doors  and  where  not  more  than  two  persons  are 
'I?  ess  and/or  given  medical  treatment,  provided  there  is 
a  open  flame  and/or  apparatus  for  producing  an  open 

i?  such  ™om  and  when  the  system  contains  not  more 
an  11J  pounds  of  refrigerant. 

iMT1i,atna  refri,gerating  system  employing  F-ll;  F-12  or 
-14  shall  not  be  installed  or  maintained  in  a  theatre 
,nfi!rp70tl0fi  picture  theatre  unless  the  entire  system  is 
.!”nncepd  ln  a  fi^Proof  machinery  room,  used  for  no  other 
pose,  and  in  which  no  open  flame  and/or  apparatus  to 
oduce  such  open  flame  shall  be  employed. 

8  1  hat  a  refrigerating  system  employing  F-ll;  F-12  or 

•114  when  used  m  a  room  or  rooms  in  which  there  is  an 
>en  name  or  apparatus  to  produce  such  open  flame,  such 
’<m  flame  and/or  apparatus  shall  be  provided  with  a  hood 
d  independent  mechanical  ventilation  so  arranged  as  to 
nvey  all  the  products  of  combustion  to  the  outside  of  the 
tS  ,  his  provision  shall  apply  only  to  diet  kitchens 
hospitals  and  to  Class  C  systems  in  schools,  churches 
nee  halls,  court  rooms,  police  stations,  jails,  asylums’ 
bways,  passenger  depots,  rooms  opening  into  passenger 
pots  and/or  subways  and  such  other  places  as  are  deemed 
j  saf^!1^  Fommissloner  necessary  in  the  interest  of  pub- 

rij-That  eac.h,  refrigerating  machinery  room  in  any 
biding  in  which  F-ll;  F-12  or  F-114  are  used,  shall  be 
1  untamed  vapor-tight  and  provided  with  tight  fitting,  self- 
nsing  doors,  in  accordance  with  Section  09-99  0  (a) 
i.  J1}?  eaeh  refrigerating  machinery  room  in  which 
r  *i  A  01,  is  used,  shall  be  adequately  ventilated 

Qoon  ^  9°^tSld  ^  in  acc°rdance  with  Section 
y-99.0  (b),  1,  2,  3  and  4. 

II.  Tests  pressures  and  setting  of  safety  valves  for  svs- 

c.ir&wiofrV'wiow.T  F-‘H  Sha"  he  induded  i" 
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Refrigerant 
F-ll 
F-12 
F-114 


Column  No.  1  Column  No.  2  Column  No  3 
25  15  15 

180  120  135 

•  60  30  30 

.  That  the  size  of  pressure  relief  valves  for  systems 

follows^  F11’  F’12  °r  F'114  is  emPloyed.  shall  be  as 

Capacity  of  System  Number  Required 

Up  to  30  tons  One  inch 


30  to  60 
60  to  100 
100  to  175 
175  to  250 
250  to  450 
450  to  900 


One  24 
One  1  “ 

One  1 J4  inches 
One  ll/2  “ 

One  2  “ 

13.  That  the  storage  of  F-ll,  F-12  or  F-114  shall  con- 
form  with  Sect, on  C19-106.0  (c)-5  for  other  refrigerants. 
*  J  •  °^he,r  sectl0ns  or  parts  of  Article  18  of  the 

phe^1  withatlVC  C°de  n0t  S°  mentioned>  sha11  be  com- 

15.  1  hat  refrigerating  systems  employing  F-ll  F-12  or 

F-li4  installed  prior  to  May  19,  1932,  shah.  be  inspected 

of drtlf  feUndr°  C°mp-Iy  With  the  rules>  or  if  in  the  opinion 
of  the  Fire  Commissioner,  the  installations  are  of  a  non- 

whirfl?  aS  chvaracter>  a  may  be  issued.  Installations 

Sri  f  nr6"  madeklm  bosp^als,  theatres,  asylums  and 

with  tiesePl?uleCs.aSSemb  y  ^  be  made  t0  C°mply  strictly 

t  Permit,  where  required,  shall  be  applied  for 

forty-eight  hours  after  installation  is  completed  contain 
mg  the  name  of  the  person  for  whom  the  system  is  n- 
s tailed  and  the  place  of  location  of  the  system. 

be(used°n  Ihe  seys/em:gerant  “  the  permit  sha" 

Refrigerating  systems  to  which  these  provisions 
£an”ot,be  aPPbed,  may  be  maintained  and  operated  subject 
t  such  conditions  as  are  deemed  necessary  by  the  fire 
commissioner.  J  e 

§€26-214  0.  Refrigeration  System  Operators; 
Certificate  of  Qualification. 

(a)  It  shall  be  unlawful  to  maintain  or  operate  in  anv 
re^erfatlng.  system  containing  more  than 
hfty  (50)  pounds  of  refrigerant  except  under  the  per¬ 
sonal  supervision,  direction  or  control  of  either  a  dulv 
licensed  engineer  or  a  person  who  has  obtained  a  certificate 
of  qualification  from  the  superintendent  to  operate  such  a 
system.  Where  the  system  contains  two  hundred  (200) 
pounds  or  less  of  refrigerant  and  is  fully  automatic,  only 
one  qualified  operator  will  be  required. 

£b)  fr  shall  be  unlawful  to  maintain  or  operate  in  a 
pubhc  building  or  exhibition  hall  any  Class  C  system  per- 
mi“ed  Por  exhibition  or  demonstration  purposes  except 
under  the  personal  supervision,  direction  or  control  of 
either  a  duly  licensed  engineer  or  a  person  who  has  ob¬ 
tained  a  certificate  of  qualification  from  the  superintendent 
to  operate  such  a  system. 

r  u  iFP°n  receif)t  of  such  certificate  the  applicant  there- 
tor  shall  pay  an  annual  license  fee  as  follows :  For  the  in¬ 
itial  fee  $5,  and  for  renewal  thereof  the  sum  of  $1  pro- 
vided  application  for  such  renewal  be  made  for  within 
thirty  days  prior  to  the  expiration  of  such  certificate.  Any 
such  ceitificate  may  be_  revoked  or  suspended  for  cause  at 
any  time  by  the  superintendent. 

§€19-97.0.  Classifications. 

(a)  _  The  total  amount  of  refrigerant  common  to  a  system 
operating  through  one  or  more  evaporators,  shall  be  con- 
SKlered  the  capacity  of  the  system  and  determine  its  class. 

S  nln,  ^  ,system  is  a  system  containing  one  thou- 

z-jan  pounds  or  over  °f  refrigerant,  or  capable  of 
thirty  (30)  tons  capacity  or  over. 

A  C]ass  B  system  is  a  system  capable  of  less  than 
thirty  (30)  tons  capacity,  or  containing  less  than  one  thou¬ 
sand  (1,000)  pounds  of  refrigerant  and  more  the  amounts 
provided  for  in  a  Class  C  system. 

A  Class  C  system  is  a  system  containing  not  more 
than  twenty  (20)  pounds  of  refrigerant. 
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§09-98.0.  Permissible  Locations. 

(a)  It  shall  be  unlawful  to  install  any  Class  A  or  Class 
B  systems  in  any  public  building  as  defined  by  subdivision  a 
of  section  C26-235.0  of  the  code,  until  plans  have  been  filed 
with  and  approved  by  the  fire  commissioner,  and  no  re¬ 
frigerant  shall  be  placed  in  the  system  until  a  permit  has 
been  obtained  from  the  fire  commissioner. 

(b)  The  direct  method  of  refrigeration  shall  not  be 
used  in  any  building,  whether  or  not  a  permit  is  required 
for  installation  therein,  outside  of  the  refrigerating  ma¬ 
chinery  room  except  in  buildings  used  exclusively  for  ice 
making  or  for  refrigerating  purposes,  or  when  such  method 
is  not  carried  above  the  first  floor  in  business  buildings,  or 
in  the  business  sections  of  business  buildings  provided  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a  resi¬ 
dence  building  occupied  by  not  more  than  two  families,  or 
in  any  building  provided  a  non-irritant  and  non-flammable 
refrigerant  is  used.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  December  13,  1927. 

(c)  It  shall  be  unlawful  to  use  brine  in  any  brine  cir¬ 
culating  system  that  will  generate  flammable  vapor  at  a 
temperature  below  100  degrees  Fahrenheit  when  tested  in 
a  Tagliabue  open  cup  tester,  and  no  refrigerant  shall  be 
used  as  a  brine. 

(d)  It  shall  be  unlawful  to  install  or  maintain  a  Class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  used  exclusively  for  ice 
making  or  refrigerating  purposes.  The  provisions,  of  this 
subdivision  shall  not  apply  to  a  building  in  which  installa¬ 
tion  was  made  prior  to  December  13,  1927. 

(e)  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 
(10)  pounds  of  refrigerant. 

(f)  It  shall  be  unlawful  to  install  or  maintain  a  re¬ 
frigerating  system  employing  an  irritant  or  inflammable 
refrigerant  in  or  on: 

1.  The  stairways,  halls,  lobbies,  entrances,  exits  or 
auditoriums  of  any  building; 

2.  Dance  halls,  court  rooms,  police  stations,  jails,  sub¬ 
ways,  theatres,  or  motion  picture  theatres ; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger 
depot  or  rooms  opening  directly  therein ; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre,  or  where  persons  are  detained 
or  confined; 

5.  A  school  unless  the  refrigerating  system  is  used  ex¬ 
clusively  for  instructions  or  research  purposes ; 

6.  A  hospital  or  asylum  in  which  persons  are  confined 
or  given  medical  treatment  or  helpless.  Unless  otherwise 
required  by  this  section,  such  refrigerating  system  shall  be 
cut  off  from  the  building  by  unpierced  fireproof  construc¬ 
tion. 

The  foregoing  provisions  do  not  apply  to  hermetically 
sealed  unit  systems  containing  not  more  than  six  (6) 
pounds  of  refrigerant  when  located  in  dance  halls,  police 
stations,  diet  kitchens  of  hospitals,  or  laboratories,  and 
when  located  in  rooms  shut  off  from  the  rest,  of  the 
building  by  tight  partitions  and  tight-fitting,  solid,  self¬ 
closing  doors  and  located  in  a  room  having  a  window  to 
the  outside  air. 

(g)  An  intermittent  absorption  type  of  refrigerating 
machine  shall  not  be  permitted  in  a  Class  A  system.  Such 
a  type  of  machine  shall  be  permitted  in  a  Class  B  system 
only  when  a  heating  medium  of  low  pressure  steam  is  used 
in  its  operation. 

(h)  The  use  of  methyl  and  ethyl  chloride,  sulphur  diox¬ 
ide,  or  a  hydro-carbon  refrigerant  will  not  be  permitted 
in  Class  A  systems. 

(i)  A  Class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  Borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
and  shall  be  located  on  the  ground  floor,  which  shall  be  of 


unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
(8")  of  brick  or  six  inches  (6")  of  reinforced  concrete. 
Direct  exit  therefrom  leading  to  the  open  air  and  not  to 
any  other  part  of  the  building  shall  be  maintained  and 
shall  be  provided  with  vapor- tight,  self-closing,  fireproof 
doors. 

§09-99.0.  Refrigerating  Machinery  Rooms  and 
Ventilation. 

a.  Refrigerating  machinery  rooms. 

1.  All  refrigerating  machinery  rooms  in  which  an 
irritant  refrigerant  is  used  shall  be  maintained  vapor-tight 
except  that  all  doors  which  open  to  other  parts  of  the 
building  shall  only  be  required  to  be  self-closing  and  close 
fitting,  and  shall  be  kept  closed  at  all  times,  except  during 
entrance  or  exit.  All  other  openings  that  may  permit  the 
passage  of  vapor  to  other  parts  of  the  building  shall  be 
vapor-tight  and  kept  closed.  No  opening  from  elevator 
shafts  shall  be  permitted  in  the  refrigerating  machinery 
room.  This  provision,  however,  shall  not  apply  to  dumb¬ 
waiter  shafts  the  door  openings  of  which  are  protected 
with  self-closing  fire  doors  or  to  a  system  containing  less 
than  six  (6)  pounds  of  refrigerant.  Closets  solely  con¬ 
tained  within  and  opening  only  into  the  refrigerating  ma¬ 
chinery  room  shall  be  considered  as  part  of  the  room  in 
which  it  opens. 

2.  In  Class  A  and  Class  B  systems  in  which  an  irri¬ 
tant  refrigerant  is  used,  the  doors  of  the  refrigerating 
machinery  rooms  shall  open  outwardly. 

b.  Ventilation. 

1.  Each  Class  A,  B  and  C  refrigerating  machinery 

room  of  any  system  shall  be  independently  provided  with 
means  for  adequate  ventilation  to  the  outer  air.  The  ven¬ 
tilation  shall  consist  of  a  window  or  windows  opening 
directly  to  the  open  air,  or  mechanical  means  capable  of 
exhausting  the  foul  air  from  the  room.  .  u  ! 

2.  When  a  window  or  windows  are  used,  if  placed  in 
opposite  walls  so  as  to  provide  a  through  air  circulation  tc>i 
the  outer  air,  a  total  area  of  inlet  and  outlet,  respectively, 
of  not  less  than  that  specified,  in  Column  D  of  the  table  in 
subdivision  4  shall  be  provided.  When  a  window  or 
windows  are  placed  in  one  wall  a  total  area  shall  be  pro- } 
vided  not  less  than  that  specified  in  column  E  of  such 
table. 

3.  When  mechanical  means  are  used  they  shall  consist 
of  a  power-driven  exhaust  fan  of  the  enclosed  case  blower 
type  which  shall  be  capable  of  removing  from  the  refrig¬ 
erating  machinery  room  the  amount  of  air  specified  in  col¬ 
umn  B  of  the  table  in  subdivision  4.  The  inlet  to  the  fan 
shall  be  located  near  the  refrigerating  equipment.  The  out¬ 
let  from  the  fan  shall  terminate  not  less  than  six  (6)  feet 
above  the  sidewalk  and  in  no  case  under  a  stairway  or  fire 
escape.  Where  air  ducts  are  used  on  either  the  inlet  or 
discharge  side  of  the  fan  they  shall  each  have  an  area  not 
less  than  that  specified  in  Column  C  of  such  table.  Sharp 
bends  in  the  run  of  the  ducts  shall  be  avoided.  The  con¬ 
trol  for  such  mechanical  means  of  ventilation  shall  be 
easily  accessible  and  located  outside  of  the  refrigerating 
machinery  room. 

4. 


Meehan-  Window  Area 

Pounds  of  ical  Cu.  Meehan-  in  Sq.  Ft.  Window  Area 

Refriger-  Ft.  per  ical  Sq.  for  each  in  Sq.  Ft  for 

ant  in  Minute  Ft.  Duct  Opposite  One  Side 

System.  Discharge.  Area.  Side.  Only. 

A 

B 

C 

D 

E 

Up  to  ...  20 

150 

1/4 

1 

6 

50 

250 

1/3 

1  1/2 

12 

100 

400 

1/2 

2 

16 

150 

550 

2/3 

2  1/2 

19 

200 

680 

2/3 

3 

25 

250 

800 

1 

3  1/2 

29 

300 

900 

1 

4 

32 

400 

1,100 

1  1/4 

4  1/2 

38 

500 

1,275 

1  1/4 

5 

42 

704 
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600 

700 

800 

900 

1,000 

1,250 

1.500 
1,750 
2,000 

2.500 
3,000 
4,000 
5,000 
6,000 
7,000 
8,000 
9,000 

10,000 

12,000 

14,000 

16,000 

18,000 

20,000 

25,000 

30,000 

35,000 

40,000 

45.000 


1,450 
1,630 
1,800 
1,950 
2,050 
2,350 
2,800 

3.150 

3.500 

4.150 

4.500 
6,000 

7.500 
9,000 

10.500 
12,000 
13,000 
14,000 
17,000 
19,000 
22,000 
24,000 

26.500 
33,000 
39,000 
44,000 
51,000 
56.000 


§C19-101.0.  Testing'. 

Every  part  of  any  refrigerating  system  excent  nrpc 
*  and  c™trol  mechanism  shall  be  tested  to a't 


Refrigerant. 

Col.  1. 

High 

Pressure 

Side. 

Col.  2. 

Low  Pre: 

With 

Safety 

Valves. 

Carbon  dioxide  . . 

Ethane  .... 

1,500 

750 

Ammonia  . . . 

A  jUv)U 

?nn 

620 

150 

Propane  .... 

?CA 

Methyl  chloride  . . 

Sulphur  dioxide  . 
Iso-butane  ..... 

155 

135 

Qfl 

115 

80 

100 

Butane  .... 

yc 

45 

Ethyl  chloride  . . 
Dichloromethane  . 

30 

12 

12 

12 

35 

15 

Eichloroethylene  . 

Trichloroethylene 

12 

12 

12 

Col.  3. 
ure  Side 

A _ _ 

Without 

Safety 

Valves. 

1,000 

760 

225 

175 

120 

100 

70 

50 

25 

12 

12 

12 


sh^trD°0r1  op(lninZs  leadins  directly  to  the  open  air 

m5ntWhedfied  ir'  c  o  hmins  ’^a  ntT  “3  ”0  f  °t" h  is*  !  a  Me r 

|  employed!  the 

S  enjr.ced  i  the 

trigeradn^etrn^>/ti,meC^an*Ca*  means  °f  ventilation  in  re- 

'r  a  Class  fr?  r°0n?S  Where  a  Class  A  system 
vater  SS  ^  system  using  ammonia  is  installed  a 

prinkler  'svstem^fi^’  pr°Vlded  which  shall  consist  of  a 

■ne-quarter  inX  he^* * * S  °f  not  less  than 

eet  anart  in  or-lbce  spaced  not  more  than  eight 

Sted  above  aT.be"'^' a.'?d  such  W*™  shall  be 
i  the  ref  rip-era  tin  ^  rigerating  apparatus  and  piping 

4  shall  bge  ia„sSledaon  aeiJ  -°T  .N°'  than  "on! 
-inch  pipe*  six  heads  on  a  1r/  *nCu  p-Ipe’  bYe  heads  on  a 
shall  ^ k’  ‘  eads  on  a  ^A-inch  pipe.  The  deluge  svs- 

dves  for  such  waw*  flu _ !  ‘  The  control  valve  or 


Piping. 


§09-102.0.  Piping. 

refrigeran?1Pshll’l  receiv,ers  or  vessels  containing  the 

of  fhe  code  C  A  and  B  systems  ln  section  C19-107.0 

tion  shaV|irhavf Ihe  ubicb  nray  be  :barMl  aft«  installa- 
pressure  Side  g'"g  COnnect,on  >°c«ed  on  its  low 

T  in.  *J  1  t  b-  Gauge  glasses. 

Uquid  level  gauge  glasses,  except  those  of  the  bull’s 

simh  gPlassesa  hanVhcaU  HmatitC  ,d°Sing  shut'off  valves  a”d 
by  slofled  metal  casings  qUa"ly  Pr°teCted  against 

§09-103.0.  Safety  Devices. 

i  r>  a*  ..Construction  and  setting. 

'  Plessure  relief  valves,  pressure  limiting  devices  and 
pture  members  shall  be  set  to  prevent  the  pressure  from 
exceeding  the  test  pressure.  The  pressure  at  which  the  de 
V3,  “  A?n  S.  be  indicated 


Cme„°t“'0'  °Pe"  F,ames  and  Electrical  Equip. 

vr  a-  Open  flames. 

B  refrtemtinl  arC  ??ht  wiI1  be  Permitted  in  a  Class  A 
frigerant  is  ^  machinery  room  in  which  a  flammable 

1.  All  n  .b*  Electrical  equipment. 

Ife  than  fiftv  3  refrigerating  systems  containing 

rasSStt’i'S'srassesi 

*4r:sh„^^ 

e  of  necessity.  1  b  quickIy  reached  and  operated  in 

>endenteu%nhelectr!ca?rnntm^ChaniLm  in  any  system  is 
iting  device  shal/hf  control,  such  control  in  a  pressure 
•aingedeshanta'Lb'°\a.„c>!ei..circ“!t  No, bin?  herein 


o  T?,,  *ii  i  .  ,  vwutj  Luiumns  i  ana  £  oi  tabic  ) 

2  Fusible  plugs  shall  relieve  the  pressure  at  a  temoera- 
ure  not  exceeding  280  degrees  Fahrenheit. 

i  n  l  ii  t  b*  Gse  of  st°P  valves. 

Pressure SrelifbeMUn-laWfuI  t0  Iocate  a  st0p  valve  Ween  a 
pressure  relief  device  or  pressure  limiting  device  and  the 

Pa3°f  tbe  system  protected  thereby,  unless  two  pressure 

re hef  deuces  of  required  size  are  used,  and  so  arranged 

!ba!;  y  one  pressl,re  relief  device  can  be  cut  off  for 
repair  purposes  at  any  one  time. 

and  to  whirl  SyStem  in  Whi.^  no  st°P  va,ves  are  used 
and  m  which  the  pressure  will  equalize  throughout  the 

f.ne“wh,en  the  pressure  imposing  element  is  nofin  opera- 
tion  may  be  protected  by  only  one  pressure  relief  device 
located  on  the  high  pressure  side. 

.  ,  c-  Ammonia  mixer. 

.  L  ,rbe  L,ow  Pressure  side  of  a  Class  A  ammonia  svs- 
tem  shall  be  provided  with  a  hand-operated  valve  for  dis¬ 
charging  the  ammonia  into  water  through  a  mixer  to  the 
sewer  in  case  of  emergency 

,rf  ^r.cS.haILbe  constructed  of  steel 


=  =££  BMSR  'Z&giEP  a“  -  K 

.i  If  clioll  Ko  n m  a. _  i  . 


V '  1  f  /  ^  °MU£UC  UlUl. 

It  shall  be  unlawful  to  locate  a  valve  in  the  ammonia 


705 


RULES 


emergency  discharge  line,  except  for  the  “^fi^xer’ 
ated  valve  discharging  into  the  water  and  mixer, 

but  there  may  be  one  stop  valve  located  inside  the  building 
for  repair  purposes  only.  This  valve  shall  be  sealed  open 

and  labeled  “Keep  Open.”  .  . 

4  The  manually  operated  pressure  relief  valve  shall  be 
located  in  a  locked  box  which  can  be  oPened  by  members  o 
the  Fire  Department  by  means  of  a  Fire  Department  key. 
The  door  of  the  box  shall  be  on  the  public  thoroughfare 
side  of  the  building  in  an  easily  accessible  . location  and  not 
less  than  eighteen  (18)  inches  or  more  than  me  (a)  teet 
above  the  sidewalk  level.  The  box  shall  be  permanently 
labeled  with  letters  of  not  less  than  one  (1)  inch  reading 
“For  Fire  Department  Use  Only.”  The  relief  valve  shall  be 
labeled  “Ammonia.”  A  sign  shall  he  Pos,tedTwl*m  the  box 
reading  “Do  Not  Open  Valve  Until  Water  Is  Flowing. 

5  A  single  standard  three  (3)  inch  fire  department 
connection  shall  be  provided  through  which  the  necessary 
water  may  be  supplied  to  the  mixer.  The  fire  department 
connection  shall  be  located  near  the  box  and  not  less  than 
eighteen  (18)  inches  or  more  than  twenty-four  (24)  inches 
above  the  sidewalk  level  and  shall  be  permanently  labeled 
having  letters  not  less  than  one  (1)  inch  high  reading  io 
Ammonia  Mixer.”  A  check  valve  so  set  as  to  prevent  gases 
from  reaching  the  fire  department  connection  shall  be  in¬ 
stalled  in  the  water  line  between  the  fire  department  con¬ 
nection  and  the  water  and  ammonia  mixer. 

6.  The  fire  department  shall  have  sole  use  of  the 

mixer  and  supply  the  necessary  water. 

7.  In  systems  using  over  twenty-seven  thousand 
(27  000)  pounds  of  ammonia  there  shall  be  provided  one 
additional  water  and  ammonia  mixer  for  each  twenty-seven 
thousand  (27,000)  pounds  of  ammonia  or  fraction  thereot 

so  used  in  excess.  ,  .  *  pi 

8  The  ammonia  mixer  and  its  connection  for  a  Uass 
A  system  shall  conform  to  the  diagram  in  section  LIV-IU/.U 
of  the  code. 
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§09-104.0.  Size  of  Safety  Devices. 

(a)  The  size  of  pressure  relief  valves  shall  be  as  follows  : 

Capacity 
of  System. 

CO2  and 
Ethane,  No. 
Req.,  Size. 

Other 

Refrigerants, 
No.  Req.,  Size. 

Up  to  30  tons . 

30  to  60  tons . 

60  to  100  tons . 

100  to  175  tons . 

175  to  250  tons . 

250  to  450  tons . 

450  to  900  tons . 

1—J4" 

I-/2" 

I-/2" 

I-/2" 

.  .  1-3/" 

1—1" 

1— /2" 
1-3/" 

1-1" 

1-1/" 

1- I/2" 
1—2" 

2— 2" 

_ 

HCOMjtna**.  I 

QxmTtW)  \ 


SZ~ 
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txxfc  o* 
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<  = 
5*5 
i2  G 

In  incuts 

£5 

If!  11 

u  Vu  ■*  0(5 

A 

b]c 

D 

fr 

P 

G 

3o*n?  foo 

1  'A 

4 

15 

2 

45 

150 

v,‘ 

60  - 100 

1 

A 

s 

15 

2 

5o 

260 

1 

\00  •  175 

in 

\'A 

6 

2  0 

2 

fee 

460 

173  -  £50 

•4 

O 

Zb 

2 

73 

625 

if 

230-450 

z 

1 4 

IO 

30 

24 

90 

1000 

450-900 

3 

2 

12 

40 

3 

120 

220C 

z-f 

me  dept  connection 


(b)  Where  rupture  members  are  permitted  and  used,  the 
equivalent  area  of  the  relief  valve  specified  must  be  pro- 

'  (c)  Fusible  plugs  may  be  used  on  all  Class  C  systems 
and  on  all  Class  B  systems  of  the  hermetically  sealed  com¬ 
pression  type  containing  not  more  than  fifty  (50)  pounds 
of  refrigerant.  The  free  discharge  opening  shall  be  one- 
sixteenth  (1/16)  inch  in  diameter. 

§C19-105.0.  Location  and  Discharge  of  Safety 
Devices. 

a.  Location. 

A  pressure  limiting  device  shall  be  provided  on  the 
high  pressure  side  of  each  water-cooled  refrigerating  sys¬ 
tem  containing  more  than  six  (6)  pounds  of  refrigerant. 
A  pressure  relief  valve  shall  be  provided  on  the  high  pres- 
sure  side  of  each  water-cooled  refrigerating  system  con¬ 
taining  twenty  (20)  pounds  or  more  of  refrigerant,  but  it 
shall  not  be  necessary  to  discharge  the  refrigerant  to  the 
outside  air  or  water  tank  from  any  such  refrigerating  sys¬ 
tem  containing  fifty  (50)  pounds  or  less  of  refrigerant,  any 
other  provision  of  part  1,  of  this  title,  to  the  contrary  not¬ 
withstanding.  . 

b.  Location  and  discharge  of  safety  devices. 

1.  Each  compressor  or  generator  of  a  Class  A  or  B 


" 


/p> .  oudjt  men  sa»ctv  vwVt* 


tS  -  6AMTY  SS 


wnilE  uto  AnrIONIA NUU 


ARRANGEMENT  OP  PRESSURE  RELIEF  DEVICES 
FOR. 

CLA5S  *A‘  EQUIPMENT 
Section  09-107.0 


TO  OUTSIDE  ATMOSPHERE 

I 


DISCHAB&ETp  either 


ARRANGEMENT  OF  PRESSURE  RELIEF 
FOR. 

CLASS  *B"  EQUIPMENT 

Section  09-107. 0 


DEVICES 


RULES 


ereinafter  provided  °  reheVe  excess,ve  Fissure  as 

hS  «  ~  ■ss.tsa  at ■„■£ 

s  "ss-P^-tw 

0)  pounds  of  refriger7ntTnSdCnnataiRng  m°re  than  fifty 
ty  (5H  pounds  orTeS  of “  fri«ram  ^!*?s  “"‘lining 

>  by  stop  valves  shall  each  |P  g  ant  can  be  shut 

./ef  valvPe 

by  (50)UndsyorTssaonfd  ?laSS  B  systems  containing 
,  en  subjected  tn  re^n&erai]t  so  constructed  that 

i  that  generated  Tn  aThTThe  °utsidf  temperature  such 
ision  of  the  refSeranT^h^tf^  burst  due  to  the  ex- 
ief  device  retngerant-  sha11  be  protected  by  a  pressure 

UVsTdeTf  ^  ceLVsaIB  e  f  b< ‘  °»  the  low 

re  or  valves  on  tbi  v  u  System  lnto  which  the  relief 

b  on  e<1“ip”“' 

I  WW*  Dlschai?e  o'f  pressure  relief  valve 
jiarge°from  m“ Zhln OM^elief' °"Uf 

yptenzsd  therel°-  Tbp  <»*'«* 

^LnSntess 

S a£s  Toulon0  cw  li  H pp* 

■  which  shah  he  , trt  r  f  the  COde>  or  int0  a  tank  of 
Strgr  At  least  one  llTn  ?Urp0Se  except  ammonia 

l«ter  usTdTalf  b°/ rm°Ta/?ntain^  in  th<= 

r  ole  at  the  ton  All  nt?  enc,osed  type,  shall  have  a 
re  ‘relief6  vaTvL  Thail  | 

!,;fs“  irz;  Srjp  zpiviz 

'  Werebemo°reOPShtng  &g!e  (sSf  ’ ^ 
ivSlves'shSrbe Tth? tl,e" ^chLgTfrom 

\i  InToThfro ZZ\eC"b°°Pnd^  “ay  “  ^ 

pPr"sTenrde,&  ^STo'r  ^  A 

^Xt:LCOnf0rm  ,he  fcsTn^SolS 

!  106.0.  Operating  Precautions. 

a.  Masks  and  helmets 

:reassureSthTr  which.  °Perates  above  atmos- 

,:s  ’  th  shaI1  be  Prided  at  least  two  helmets 

-  a  Gass  B  system  in  which  more  than  fiftv  GfB 
of  ammonia,  sulphur  dioxide  or  other  irritant  re- 
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met'oTmlst  ^  th"e  Sha"  be  provided  at  '««t  one  hel- 

the  b°iteydhState  B^o/m'  haVe  bee"  approved  by 
refrigerant  emploved  shall  h.  f'nes  as  suitable  for  the 
in  operative  condition  in  o/C  USmC’  and  they  shall  be  kept 

inet  located  immediately  wtside* the3 117^  b*C  ,CaSe  °r  cab 
ery  room.  *  de  the  refrigerating  machin- 

,  n  ri  .  h.  Signs. 

than  fifty  (S0)S poundTo PrTf  • B  Syste!ns  containing  more 
on  and  affixed  in  a ^  permanent^'  T  lha11  be  pajnted 
control,  main  electrical  and  reTnt  T  Te  ™ain  steam 
ceivers,  containers  and  shell  tvne  enT  contro1  switches,  re- 
not  less  than  one  and  one-haTf  incheTvTi/^Thi l?ttCrS 
^rThTs^1  anrd  r6frigerant  contained^  dierein^h’  deS,g* 
nish  the  purchaser  wlt^a^sf55  T  °T-  B  ,system  shall  fur- 

8H"  by  11"  in  size,  which ^  ICves'Th^ratedTf6- ^ 
capacity  and  the  quantity  and  kind  Iff  ?-d  refr]geration 
for  the  satisfactory 

chaser  shall  consnirumicKy  e  system-  The  pur- 

Sign  in  the  machinery  room  l.perman“tly  display  this 
the  proper  refrigeS  content  In  th “ant,g.  and  >»■«  of 

coZ?ZZiZ,Tped  0,1  aM  Cla-  ?£ 

^  nnd^B Inachinerjl roomsTvhere  otr'fit  Kg?  *" 

fire  alarm  box;  (c)  The  name  ^  b-ocation  of  nearest 

of  physician  to  be  called  in  case  nT^5  and  telePb°ne  number 

‘ions  for  safely  shutting  Vow"  the  plar?,eHy;  (d) 
gency.  e  Plant  in  case  of  emer- 

i  nof  .  c-  Storage  of  refrigerant 

shall  be  Stored  only  TSlInfla"’'  rKe,fri^rati"g  system 
containers  conforming  to  the  r e  or  “on-irritant 
Interstate  CommeTCe  CommfssiS  W T  prescnbed  by  the 
such  refrigerant.  ^°r  ^be  transP°rtation  of 

oVhr?i,VyuXdCO(n30a0)epo.mddinof  infla’ "'’T"13"  ? 
refrigerant  shall  be  stored  in  fhTref^?6  °r  lrntant 
room  of  a  Class  A  systenL  ^  refngerating  machinery 

dred  and  "fifty6  OSoTToundToT^  fl0t  m°ff  tban  one  hun- 
frigerant  sha^l  be ^stored  in'  thT fl“™ab,e  °r  irntant  re¬ 
room  of  a  Class  B  system.  refngerating  machinery 

used  in  thfTystemThalT  be°  sTorefin” the^6^  ^  ^ 

machinery  room.  srored  in  the  refrigerating 

f r ige r a n t ^ h a rf f hat  pTrmftted^n^1 a?!fn-able  ,(?r  irritant  re¬ 
room  is  desired  it  shall  be  t-  fi  refrigerating  machinery 

or '"olosure  fed'fof3”  oftefp^pSe3  firePTO°f  b“Mdi"* 

it  .shall  be'dislhTged'OTto^to  AnhdM'VnnfrT  a  syslem 
tainers  conforming-  to  tbe  suitable  absorbent  or  con- 

CommerceConmtifsion  fol  ,LeAlat,ons  of.  'he  Interstate 
frigerant.  It  shalTTeVnhwM  tope^f “"v tP*  T 
to  escape  into  the  refrigerating  machine  y  rSL  8"3"' 

7.  Containers  shall  be  connected  tn  tbl  * 

mlmA  °Lu?mI„0,r  oi^ir the  ^™"'y 

J  Gass  ^"equipment.  pressure  -lief  devices  for  Class  A 

ARTICLE  27. 

§  Cl  9- 152.0.  VioIation”aItieS* 

to  comply  witlTanySp rovilil ITT f^arT  1  °0rfnti1?IeJ-tt,or  refus« 
the  provisions  of  article  twentv-sif  in  l’f£-  S  Mle’  excep( 
penalties  prescribed  by  law  shall  unfn  ai?.y  othe’ 

ished  by  a  fine  of  not  more  han  $500  orT1^00’-  be  pUn 
not  exceeding  six  months,  or  by  both0’  ^  ,^1PrlSonmeI1, 


RULES 


uititq  rfi  ATIVF  TO  SUBMERGED  INLETS  AND  PROTECTIVE  METHODS  TO  BE 
APPLIED  TO  PREVENT  CONTAMINATION  OF  WATER  SUPPLY. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  FEBRUARY  3,  1939 

IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE 
EFFECT  VE,  ACCU  YQRK  aTY  CHARXER>  FEBRUARY  27,  1939. 


(835-38-SR) 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  Paragraphs^  2  and  3 \  of 
the  New  York  City  Charter  and  C26-1268.0c  4^  (14.7.1.3 
BC)  and  C26-1277.0h  (14.8.2.8  BC),  of  the  Administrative 

Code. 


approved  vacuum  breaker  and  check  valve,  the  check 
valve  to  be  located  between  the  fixture  and  vacuum 
breaker.  The  waste  pipe  for  this  type  of  apparatus 
shall  not  connect  directly  with  any  drainage,  system  bul 
shall  discharge  above  an  open,  water  supplied,  trappec 
and  vented  fixture. 


Rule  6.  Bidets — Bed  Pan  Washers. 


Rule  1.  Flush- Valve  Fixtures. 


Flush-valve  controlled  fixtures,  with  submerged  in¬ 
lets  supplied  directly  from  the  City  Water  Supply 
System  (and  not  supplied  from  separate  riser  and 
tank),  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches 
above  the  overflow  level  of  the  fixture,  to  prevent 
siphonage  or  backflow  of  contaminated  water  into  the 
house  water  distribution  piping  and  checked  by  ^ 
inspector. 


Water  supply  connection  to  bidets,  bed  pan  washers 
or  similar  apparatus  shall  be  equipped  with  an  ap¬ 
proved  vacuum  breaker  and  check  valve,  the  latter  lo 
cated  between  the  fixture  and  the  vacuum  breaker. 


Rule  7.  Roof  or  Suction  Tanks. 


Water  supply  inlets  to  roof  or  suction  tanks  shal 
be  located  at  least  two  inches  above  the  overflow  leve 
of  the  tank. 


Rule  2.  Ballcocks. 


Rule  8.  Sump  or  Well  Pumps. 


Flush  tanks  operated  by  ballcocks  shall  have  an  aP‘ 
proved  vacuum  breaker  located  not  less  than  one-halt 
inch  above  the  overflow  outlet  of  the  flush  tank. 


Rule  3.  Submerged  Inlets. 


Water  supply  connections  for  priming  purposes  t 
sump,  well,  or  similar  type  pumps  shall  be  connecte 
to  the  inlet  side  of  the  pump  and  be  equipped  wit 
an  approved  vacuum  breaker  and  check  valve,  th 
check  valve  to  be  located  between  the  pump  and  th 
vacuum  breaker. 


Water  supply  inlets  to  fixtures  shall  be  located  at  RuJe  g  Condensers, 
least  one  inch  above  the  overflow  level  of  the  fixture 
except  when  submerged  inlets  are  absolutely  essential 
for  the  proper  functioning  of  a  fixture. 


Rule  4.  Sterilizers. 


Direct  water  supply  piping  connections  to  sterilizers 
are  prohibited.  The  waste  piping  for  sterilizers  sha  1 
not  connect  directly  with  any  drainage  system ;  such 
waste  piping  shall  discharge  above  an  open,  water  sup¬ 
plied,  trapped  and  vented  fixture. 


Rule  5.  Aspirators — Water  Siphons. 

supply  connections  to  aspirators,  water 


Water  supply  connections  to  _  .  ... 

siphons  or  similar  apparatus  shall  be  equipped  witn  an 


Direct  water  connection  to  refrigeration  unit  fc 
cooling  purposes  shall  be  equipped  with  an  approve 
check  valve  to  prevent  possible  back  flow  of  a™™" 
or  other  refrigerant  agency  from  defective  condense 
coils  or  jackets,  except  in  such  installations  where 
water  supply  piping  is  entirely  outside  of  the  P  Pin 
or  tank  containing  the  refrigerant  and  two  ind 
pendent  wall  thicknesses  of  meta!  sePa^fe  .  the  tic 
frigerant  from  the  city  water  supply.  fefr^eraA 
units  containing  more  than  twenty  pounds  of  ret 
erant  shall  be  provided  with  an .  additional! safegu; i 
in  the  form  of  an  approved  relief  valve  installed 1 
the  outlet  side  of  the  check  valve,  such  relief  vah 
being  set  at  five  pounds,  above  the  maximum  w 
pressure  at  the  point  of  installation. 


APPROVED  APPLIANCES 


APPROVED  VACUUM  BREAKERS 


Name 


Calendar  No. 


Name 


Calendar  N 


Bidoro  Vacuum  Breaker,  Type  D,  sizes  1", 

IYa",  lYY,  2",  2 y2”,  3",  3J4"  and  4" .  270-28-bA 

Crane  Company  Vacuum  Breakers  for  Supply 
Fixtures,  C-7830,  sizes,  )4",  I  >  ^  >  7-n  oA 

iy2"  2"  and  3W  .  /jU-oo-o/v 

Crane  Company  Vigilant  Vacuum  Breaker ....  345-38-SA 

Delany  Vacuum  Breaker,  Model  DV-88 . 

Hedges  and  Brother  Pilot  Vacuum  Valve .  180-dy-bA 


Novae  Flush  Valve  Vacuum  Breaker .  1200-38-S 

Penberthy  Vacuum  Breaker . " -  (h?A8-S 

Scovill  M.  V.  B.  No.  22  Ballcock .  ino  19  S 

Scovill  “S”  Vacuum  Breaker  Ballcock .  _ 

Sloan  Vacuum  Breaker,  Model  V-60-A . 

Watrous  Flush  Valve  and  Vacuum  Breaker, 

Models  Imperial,  Majestic  and  Jewel . 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Borough  of  Manhattan. 


r  fice— Municipal  Building,  Rooms  1000  to  1018. 
Ilephone— WOrth  2-0184. 

:fice  Hours  for  Public— 9  a.  m.  to  4  p.  m.  Saturdays 
y  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 


CONTENTS 


IS  issue  of  the  Bulletin  contains  in  the  order  given— 
:ket. 

tiorari  Order  Served  on  Board, 
es  Directory. 
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d  11997-383BZBZ’  802'38'BZ’  1069-38-BZ,  1087-38-BZ, 

St  of  Re&ular  Meeting  May  9,  1939,  at  2  P.M  , 
rectmg  Calendar  Numbers  523-38-BZ  931-38-R7  mnfi 

if  -  bz.  S£ 

BZ,  66-39-BZ,  168-28-BZ,  608-29-BZ,  678-30-BZ  53- 
? \\f  ^,;BZAf,9;3'  BZ-  332-32-Bz;  309-36  BZ  423- 
3  3X6a’3»« 480'39'A.  1 92-39- A,  464-39-A, 
3rq8aA«/2^5'39‘A'WF’  424-39-A,  434-39- A,  437-39-A 
-39-A-WF,  460-39-A,  469-39- A- WF,  471-39-A  473 

^9  A ’3505AT94A '3?i'^o49a '39'A’  491’39-A-  495-39 -A, 
A  4  a  J'39  A’  547-39  A-  583-39-A,  49- 

qfifl’w  S'A’  320-39-A,  338-39-A,  503-37-SA, 
39-bA,  969-38-SM,  and  997-38-SM. 


!;°f  Pti\C  .  on  Proposed  Rules  for  th« 

ting  and  Use  of  Blended  Cements. 


:  ry  Exit  Rules. 

'  «ng  in  Factory,  Rules. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless,  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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5063,  Lot  No.  16),  Borough  of 
Brooklyn,  2515-L.F. 


CALENDAR 


DOCKET 


New  Cases  Filed  up  to  May  9,  1939 

Cal.  No.  Department  Premises  Affected 

550-39-SM  •  . “Bardi”  Precast  Joist,  Precast 

Slab  and  Construction  of  Pre¬ 
cast  Joist  and  Monolithic  Slab, 
manufactured  by  Peter  Ba- 
jardi,  Material. 


55 1-39- A  .  ...F.D . 345-357  Maujer  street,  north  side, 

280  ft.  west  of  Morgan  avenue 
and  968  -  978  Grand  street 
(Block  No.  3019,  Lot  No.  27), 
Borough  of  Brooklyn, 

79163-L.C. 


552-39-BZ . H.B.B . 1028  -  1030  Utica  avenue,  west 

side,  100  ft.  south  of  Tilden 
avenue  (Block  No.  4734,  Lot 
No.  11),  Borough  of  Brook¬ 
lyn,  Alt.  668-39. 


553-39-SA...  ...  . 0-G  Empire  Ideal  Gas-Fired 

Boiler,  Appliance. 


554-39-SA  ..  .  ,.1-GA  Empire  Ideal  Gas-Fired 

Boiler,  Appliance. 


555-39-SA . 2-GA  Empire  Ideal  Gas-Fired 

Boiler,  Appliance. 


556-39-SA . .  . 4-GA  Empire  Ideal  Gas-Fired 

Boiler,  Appliance. 


557-39-SA .  2-GA  Standard  Ideal  Gas-Fired 

Boiler,  Appliance. 


558-39-SA  . . ..4-GA  Standard  Ideal  Gas-Fired 

Boiler,  Appliance. 


564-39-BZ . H.B.Q . 108-66  51st  avenue,  south  side, 

100  ft.  west  of  111th  street 
(Block  No.  2007,  Lot  Nos.  32, 
34,  35  and  37),  Corona.  Bor¬ 
ough  of  Queens,  Atl.  7879-38. 


565-39-A . F.D . 104  Fifth  avenue,  west  side,  73  ft. 

south  of  West  16th  street 
(Block  No.  817,  Lot  No.  47), 
Borough  of  Manhattan, 

Decision  re  10833-C. 


566-39-BZ . H.B.M . 140  Post  avenue,  west  side,  100 

ft.  north  of  West  207th  street 
(Block  No.  2223,  Lot  No.  22), 
Borough  of  Manhattan, 

Decision  re  Certificate 
of  Occupancy  and 
Zone  Viol.  99-37. 


567-39-A .  F.D  .55  Greene  street  and  469-471 

Broome  street,  southwest  cor¬ 
ner  (2nd  floor)  ;  (Block  No. 
475,  Lot  Nos.  44-47  inclusive), 
Borough  of  Manhattan, 

15928-L.C.  and  Decisions. 


568-39-BZ . H.B.Q . 15-06  149th  street,  southwest  cor¬ 

ner  of  Fifteenth  avenue 
(Block  No.  4646.  Lot  No.  14), 
Whitestone,  Borough  of 
Queens,  N.B.  1581-39. 


559.39- A .  F.D . Transportation,  sale,  storage  and 

use  of  Inflammable  Mixture 
known  as  “Purosol  Solvent’ 
in  one  (1)  pint,  sealed  cans 
(not  of  approved  type)  in 
New  York  City,  Decision. 


559-39-SA .  . . Westinghouse  “Spiralaire”  Oil 

Burner,  Alodels  J  and  K, 

Appliance. 


560-39-A _  H.B.B  ..  .605  Sixteenth  street,  north  side, 

174  ft.  7  in.  east  of  Eleventh 
avenue  (Block  No.  5259,  Lot 
No.  31),  Borough  of  Brook¬ 
lyn,  Alt.  876-39. 


561-39-BZ  .H.B.M _  340-344  West  42nd  street,  south 

side,  200  ft.  east  of  Ninth  ave¬ 
nue  and  339-343  West  41st 
street  (Block  No.  1032,  Lot 
No.  54),  Borough  of  Man¬ 
hattan, 

Decision  re  Certificate 
of  Occupancy. 


570-39-A .  .  .  .H.B.Bx.. .  .957  East  172nd  street,  northwest 

corner  of  Vyse  avenue  (Block 
No.  2989,  Lot  No.  50),  Bor¬ 
ough  of  The  Bronx, 

Decision  re  Viol.  2526-38. 


571-39-BZ . H.B.B... 


.  .  .205-217  South  First  street,  north 
side,  142  ft.  east  of  Dnggs 
avenue  (Block  No.  2394,  Lot 
Nos.  30,  32,  35  and  37),  Bor¬ 


ough  of  Brooklyn, 

Applic.  2244-39. 


572-39-A . H.B.Bx . 167  Delaney  place,  east  side,  213 

ft  north  of  Morris  Park  ave¬ 
nue  (Block  No.  4056,  Lot  No. 
7),  Borough  of  The  Bronx 
'  Alt.  639-35. 


562-39-BZ . H.B.M . 5-15  West  125th  street,  north 

side,  110  ft.  west  of  Fifth  ave¬ 
nue  and  6-14  West  126th 
street  (Block  No.  1723,  Lot 
No.  31),  Borough  of  Man¬ 
hattan, 

Decision  re  Certificate 
of  Occupancy. 


563-39-A  . F.D .  780-784  Flatbush  avenue,  west 

side,  329  ft.  5  in.  south  of 
Woodruff  avenue  (Block  No. 


573-39-SM 


574-39-BZ. . . .  H.B.Q.. 


Ford’s  Asphalt  Built-Up  R°M" 
ing,  Asphalt  Shingles  and  Al¬ 
lied  Products,  manufactured 
by  Ford  Roofing  Products 
Company,  Material. 


-11  67th  avenue  (Cornelia 
street)  north  side,  100  ft.  east 
af  Forest  avenue  (Block  No. 
1502,  Lot  No.  45),  Ridgewood, 
Borough  of  Queens,  ^ 
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575-39-SA. 


576-39-A . H.B.M 


577-39-SA. 


578-39-SM 


V9-39-BZ . H.B.M. 


80-39- S . H.B.B 


51-39-A . H.B.. 


2-39-SM. 


B-39-A . H.B.Q..  . . 


>  -39-SR 


■L _ 

-39-BZ . H.B.Q. 


‘39-BZ - H.B.B. . 


-  39-BZ  ...H.B.B.. 


.  ...Electrol  Oil  Burner,  Model  LF  r  ^ 

Appliance!  bonier  16th  street 

(Block  No.  6778,  part  of  Lot 

■ ' '  -24 

588-39-SA . ConvcrsA„n,  r Gas 

Viol.  1996-39! _  '  Appliance. 

■  ■  •  .Iron  Fireman  Oil  Burner  5®-39-SA . American  Gas  Converter. 

Appliance.  -  Apphance. 

. . . .  Featherweight  Precast  Concrete  59°'39'SA . Redfiash  5“.. Co"- 

Channel  Slabs,  manufactured -  '  Appliance. 

by  Federal  American  Cement  S91-^Q-S-\  a„,q  :  r>  ,  .  „ 

Tile  Company,  Material  "  *  . American  Rectangular  Gas  Con¬ 
verter,  Appliance. 

- 411,  417  and  421  Manhattan  ave-  592-39-SA  i  r  a  c<.  a  a  t j  i  r-  r-  . 

nue,  west  side,  entire  block  . 1-GA  Standard  Ideal  Gas-Fired 

from  West  117th  street  to _  -Boiler,  Appliance. 

West  118th  street,  351  West  ,Q,  ,Q  c  ,  „ 

117th  and  346  West  118th  593-39-SA .  . . . . 0-G  Standard  Ideal  Gas-Fired 

street  (Block  No.  1944,  Lot  Boiler,  Appliance. 

Nos.  lo,  14  and  51),  Borough 

of  Manhattan,  Decision.  594-39-SA  . . .  . 1-G  Standard  Ideal  Gas-Fired 

Boiler,  Appliance. 

...1220-1224  36th  street,  south  side,  ' 

140  ft.  in.  east  of  12th  ave-  595-39-SA  . .  . 4-G  Standard  Ideal  Gas-Fired 

nue  (Block  No.  5296.  Lot  Nos.  Boiler,  Appliance. 

10  and  112),  Borough  of 

Brooklyn,  Alt.  68-39.  596-39-SA . 1-G  Empire  Ideal  Gas-Fired 

icir.  T  Boiler,  Appliance. 

...1MU  Jessup  avenue,  east  side - - 

i?48  /LnV£  rmatl;erbed  597-39-BZ . H.B.Q . 84-04  Parsons  boulevard  and 

2872  Lo1?  As  oof  S'  152'16  841,1  avenue'  southwest 

293  '  2%;  corner  (Block  No.  9751,  Lot 

The  Bronx  X  TC?  °£  S’  Jamaica'  Borough  of 

e  .Bronx,  Decision.  _  Queens,  Alt.  9028-38. 

. .Masticote  Asbestos  Licjuid  Roof  598-39-A . H.B.M . 11-25  Madison  avenue  and  38-46 

East  25th  street’  s°utheast 

Madison  Paint  Company,  .  corner  (Block  No>  g54)  Lot 

Matenak  Nos.  4-33-38  and  41)  Borough 

oq  id*,  do  a-i  t  i  of  Manhattan,  N.B.  20-38. 

.  .28-14  to  28-42  Jordan  street,  west  " - " 

rt^o'T^V'-  t0  22°'8?  5"-39-SM . Sterling  Building  Blanket  (in- 

rom  1(5)  f  t8^Te  an?  sulation) ,  manufactured  by 

of  °  n°rTth  Sterling  Fibre  Company, 

!mZrroTio(tB,Zk  _  iIai'ria1' 

^“talo-wfoNB^IS  6°°'39'A"  HBM . 567-569  Lexington  avence  east 

•nclusive  N.B.  31.8^  £  it’  lit  Tlf.^  fX! 

N.B.'  3124-39mC  US1Ve  and  51st  street  (Block  No.  1305, 

Lot  No.  52),  Borough  of 

j  r.  i  ™  Manhattan,  Alt.  1006-39. 

.  .rroposed  Rules  re  Testing  and  t?  ,  ,  ,  ^  .  , 

Use  of  Blended  Cement!,  _  Restored  to  Calendar 

Rnles.  320-39-A . H.B.B . 1603  Avenue  U,  north  side,  20 

•70ft°  ^"of'cral5^’  250  (BlM  7!?  p^ofZol 

(B'«k  N°  *63,  Lot  No TTs  g?  48)1  Borougt ,%°°£ 

and  19),  Glendale,  Borough  _ -  '  ’  A  t-  1295'39. 

Of  Queens,  N.B.  2047-39.  94-38-BZ . H.B.Q . 89  -  02  to  89  -  12  166th  street, 

430-440  Atiortf.v  „  „„  ,  southwest  corner  of  89th  ave- 

side,  256  ft.  3  in.  west  of  Nev-  7?)  ^lock-  No‘  p66,  Lo,t  No; 

ms  street  (Block  No.  184,  Lot  Oueens^3103’  Borough  of 

of°Brooklyn3nd  Alt.^lif  _  DedS’ion  re :  Corr’  4736~37’ 

•1520-1524  Avenue  P,  southwest  39°'27'BZ . H-B'Q . 73*£  sMe’^T  w^stTf 
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74th  street  and  71-04  to  71-14 
74th  street  (Block  No.  3811, 
Lot  Nos.  2  and  8),  Glendale, 
Borough  of  Queens, 

Applic.  135 1'-35. 


.2546-2562  Atlantic  avenue,  south¬ 
west  corner  of  Alabama  ave¬ 
nue  (Block  No.  3683,  Lot  No. 
25),  Borough  of  Brooklyn, 

Applic.  1298-39. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Build¬ 
ings;  H.B.II. — Department  of  Housing  and  Buildings,  Brooklyn ; 
H.B.M. — Department  of  Housing  and  Buildings.  Manhattan; 
H.B.Q. — Department  of  Housing  and  Buildings.  Queens; 
H.B.  It. — Department  of  Housing  and  Buildings,  Richmond. 
H.B.Bx. — Department  of  Housing  and  Buildings,  Bronx;  H.i). 
Health  Department  and  F.D. — Fire  Department. 


of  the  building  zone  resolution,  Tuesday  morning,  May 
16,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 


cal.  no.  49-28-BZ — Application  of  Safir  and  Kahn,  appli¬ 
cants,  on  behalf  of  Erndolph  Realty 
Corporation,  owner,  reopened  on  April 
18,  1939,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  alteration  and 
conversion  of  occupancy  _  of  second 
story  of  an  existing  building  to  busi- 
'  ness  use  (previously  granted  on  condi¬ 
tion  re  use  of  first  story  for  business 
use)  ;  premises  1710  University  avenue, 
east  side  50  ft.  north  of  Brandt  place 
(Block  No.  2876,  I.ot  No.  102),  Bor- 


CERTIORARI  ORDER  SERVED  ON  BOARD  OF 
STANDARDS  AND  APPEALS 


On  May  10,  1939,  Philip  Adelman,  attorney,  served  on  Board 
petition  and  order  of  certiorari,  on  behalf  of  Joseph,  Goldstein,  m  re 
decision  of  April  11,  1939,  by  Board  denying  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  under  section  7-h,  Cal.  No.  763-38- 
BZ,  premises  728-744  Second  avenue,  Borough  of  Manhattan. 


RULES 

Last 

Carbon  Dioxide  Liquefier  Rule*. .  ..Mar. 
Certificate  of  Occupancy,  approved 

form  . 

Concrete  Flat  Slabs,  Rules . Tuly 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . )lar- 

Exit  Rules  (Revolving  Doors) . lune 

Factory  Exit  Rules....  _ . M ay 

Fire  Alarm  Rules  (Interior) . Apr. 

Fire  Drill  Rules . Nov. 

Fire  Retarding  Rules  for  Garages, 

etc . ;..••• . Apr. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . ...Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Nov. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . May 

Oil  Burner  Rules . Jan- 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules .  •  •  •  •  •■^ay 

Platform  Trucks,  SpecifiAtions  for. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply) . May 

Procedure.  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.May 
Smoking  in  Factories,  Rules  for.... May 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations.  Reporting.  .  .June 

Tank  Trucks,  Fuel  Oil.  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Apr. 


Publication  in  Bulletin 

21,  1939 — Vol.  24,  No.  12 

23,  1938— Vol.  23,  No.  34 
13,  1937 — Vol.  22,  No.  28 

3>  1937 — Vol.  22,  No.  31 
3>  1936— Vol.  21,  No.  9 

15,  1037 — Vol.  22.  No.  24 

16,  1939— Vol.  24,  No.  20 
25,  1939 — Vol.  24,  No.  17 

22,  1938— Vol.  23,  No.  47 

4,  1939— Vol.  24,  No.  14 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

1,  1938— Vol.  23,  No.  44 
7  1925— Vol.  10,  No.  14 

5,  1928— Vol.  13,  No.  23 

9,  1939 — Vol.  24,  No.  19 
3,  1939— Vol.  24,  No.  1 

2,  1939 — Vol.  24,  No.  18 

24,  1936 — Vol.  21,  No.  47 

3,  1937— Vol.  22,  No.  31 

9,  1939— Vol.  24,  No.  19 
7,  1937— Vol.  22,  No.  36 
9,  1939— Vol.  24.  No.  19 
16,  1939— Vol.  24,  No.  20 
29,  1937— Vol.  22,  No.  26 
g,  1937 — Vol.  22,  No.  23 
7.  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

10,  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Mar.  5.  1935 — Vol.  20,  No.  10 

Fireline  Hose  Valves . Apr.  25,  1939 — Vol.  24,  No.  17 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  .  Jan.  3,  1939 — Vol.  24,  No.  1 

Fuel  Oil  Fill  Pipe  Terminals . May  9,  1939— Vol.  24,  No.  19 

Fuel  Oil  Burners  for  Industrial  Use.  Aug.  30,  1938 — Vol.  23,  No.  35 

Fuel  Oil  Pumps .  Jan.  3,  1939 — Vol.  24,  No.  1 

Gas  Heaters . May  9,  1939 — Vol.  24,  No.  19 

Paint,  Varnish  and  Lacquer  Spray-  „ 

ing  Equipment  . May  2,  1939 — Vol.  24,  No.  18 

Range  Oil  Burners  and  Space 

Heaters  .  Jan.  3,  1939 — Vol.  24,  No.  1 

Vacuum  Breakers . May  9,  1939 — Vol.  24,  No.  19 


MAY  16,  1939.  10  A.  M. 

Building  Zone  Applications 


cal  no.  604-37-BZ— Application  of  Marjorie  Macormack, 
applicant,  on  behalf  of  Estate  of  A.  S. 
Robbins,  owner  (William  Macormack, 
lessee),  reopened  and  restored  tc 
Calendar,  April  18,  1939,  re  Order  ol 
the  Court,  under  section  7h  of.  the 
building  zone  resolution,  to  permit  ir 
a  business  use  district,  the  maintenance 
of  a  parking  space  for  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied) 
premises  266-276  Clarkson  avenue 
south  side,  139  ft.  7j4  in.  west  oi 
Nostrand  avenue  (Block  No.  5066,  Lo 
Nos.  41  and  46),  Borough  of  Brooklyn 

cal.  no.  97-37-BZ— Application  of  Cornelius  Cameron 
applicant  and  owner,  reopened  anc 
restored  to  calendar,  April  18,  1939,  fo: 
further  hearing  in  accordance  witl 
Court  Order— re  Application,  previ 
ously  granted  on  condition  by  thi 
Board,  under  section  7h  of  the  buildinf 
zone  resolution,  permitting  in  a  busi 
ness  use  district,  for  a  temporar; 
period  of  not  more  than  two  (2 
years,  the  parking  and  storage  of  mor 
than  five  (5)  motor  vehicles;  premise 
1404-1428  East  New  York  avenue 
southwest  corner  of  Amboy  stree 
(Block  No.  3495,  Lot  Nos.  12  and  16) 
Borough  of  Brooklyn. 

cal.  no.  497-37-BZ— Application  of  Daniel  Ginsberg,  apph 
cant,  on  behalf  of  Jacob  Litvin  air 
Anna  Litvin,  owners  (William  Losal 
lessee),  reopened  and  restored  to  ca 
endar,  April  18,  1939,  for  rehearing  r 
accordance  with  Court  Order  r 
Application,  previously  granted  o 
condition  by  the  Board,  under  sectio 
7h  of  the  building  zone  resolution,  per 
mitting  in  a  business  use  district,  lo 
a  temporary  period  of  not  more  tna 
two  (2)  years,  the  parking  and  storag 
of  more  than  five  (5)  motor  vehicle 
in  addition  to  the  existing  use  of  tli 
premises  for  the  sale  of  used  erm 
premises  1203-1235  East  New  Yor 
avenue,  northeast  corner  of  Ka*P 
avenue  and  Union  street  (Block  -  < 
1477,  Lot  No.  1),  Borough  c 
Brooklyn. 


NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand-  .  . .  ,  r  „  „  rnVin  W 

ards  and  Appeals  of  a  public  hearing  under  the  provisions  cal.  no.  308-37-BZ — Application  of  George  H.  , 
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cant,  on  behalf  of  Cities  Service  Oil 
Company,  owner,  reopened  and  restored 
to  calendar  under  new  proposal,  June 
1,  1938,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district,  the  extension  of  an  exist¬ 
ing  gasoline  service  station  (previ¬ 
ously  withdrawn  re  parking  and  stor- 
age  of  more  than  five  (5)  motor 
vehicles)  ;  premises  538  Trinity  avenue 
and  696  East  149th  street,  southeast 
corner  (Block  No.  2557,  Lot  No  96) 
Borough  of  The  Bronx. 

:al.  no.  308-33-BZ— Application  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Alice  Fadool,  owner 
reopened  for  reconsideration  under  neW 
facts,  November  1,  1938,  under  section 
41  of  the  building  zone  resolution,  to 
permit,  in  a  residence  use  district,  the 
alteration  and  change  of  occupancy  of 
part  of  the  first  story  of  an  existing 
apartment  house  from  dwelling  to 
business  use  (previously  denied  by  the 
Board)  ;  premises  195  Prospect  Park 
West  northwest  corner  of  15th  street 
(Block  No.  1103,  Lot  No.  48),  Borough 
of  Brooklyn.  & 

M.  NO.  72-39-BZ— Application,  January  16,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Herman  M.  Cohn,  appli¬ 
cant  on  behalf  of  Central  Savings 
Bank,  owner  (John  H.  Walker,  lessee) 
to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use 
district  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  309-313  West 
i42nd  street,  north  side,  89.11  ft.  east 
of  Bradhurst  avenue  (Block  No.  2043 

Manhattan.  ^  34X  BorouBh  oi 

>l.  no.  122-39-BZ— Application,  February  2,  1939,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Theobald  H.  Engelhardt 
applicant  on  behalf  of  The  Cord 
Meyer  .  Company,  owner,  to  permit 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district  the 
erection  and  maintenance  of  a  business 
building  (stores  and  motion  picture- 
theatre)  ;  premises  88-20  to  88-28 
Koosevelt  avenue,  south  side,  97  05  ft 
west  of  Case  street,  89-27  to  89-41  Elm¬ 
hurst  avenue  and  40-19  to  40-35  Den¬ 
man  avenue  (Block  No.  1510,  part  of 

Q?eeS°'  1}’  Elmhurst>  Borough  of 


MAY  16,  1939,  2  P. 


M. 


no.  272-39-BZ— Application,  March  3,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  City  Bank  and  Farmers  Trust 
Company,  applicant  and  owner  to 
permit  in  a  restricted  retail  use  district 
the  erection  and  maintenance  of  a 

J?1CtUre  theatre;  premises  645- 
04/  Madison  avenue,  east  side,  50  5  ft 
south  of  East  60th  street  (Block  No.’ 

hattanLOt  N°'  ^  ’  Borough  of  Man- 
HARRIS  H.  MURDOCK,  Chairman, 


Appeals  from  Administrative  Decisions 

89-39-A— 2075  Grand  concourse,  southwest  corner  of 

NTaSt  9S0t  o  Street  (Block  No-  316°-  Lot 
No  IB)  B°rough  o£  The  Bronx  (Apt. 

423-39-A  67-69  Irving  street,  north  side,  200  ft.  west  of 
Columbia  street  (Block  No.  314,  Lot  No 
47),  Borough  of  Brooklyn. 

466- 39-A— 177-21  130th  avenue,  north  side,  410  ft  west  of 
Merrick  road  (Block  No..  3219,  Lot  No. 
45),  Springfield,  Borough  of  Queens. 

467- 39-A— 510-512  West  126th  street,  south  side,  111  10  ft 
moo  ?f  AJ?sterdam  avenue  (Block  No! 

Bot  ^os-  34  ar,d  35),  Borough  of 
Manhattan. 

472-39-A— 1209  Charming  road,  south  side,  200  ft.  east  of 
Neilson  avenue  (Block  No.  36,  Lot  No. 
Far  Rockaway,  Borough  of  Queens. 

535-39-A  Foot  of  20th  street,  750  ft.  off  shore,  Atlantic 
Ucean,  waters  surrounding  Coney  Island 
Borough  of  Brooklyn. 

569-39- A  Transportation,  storage  and  sale  of  inflammable 
mixture  known  as  “Purosol”  in  one  (1) 
pint  cans  (not  of  approved  type)  in  New 
York  City. 

524-39-A— 311-315  West  34th  street,  north  side,  175  ft.  west 

?nf^httave.n,ue  and  316  West  35th  street 
(Block  No.  758,  Lot  No.  28),  Borough 
of  Manhattan.  s 

527-39-A— Cypress  Hills  Cemetry,  plot  No.  14,  2150  ft 
north  of  Jamaica  avenue  and  530  ft.  west 
of  west  boundary  of  Forest  Park  (Block 

N°T2912ALot  Na  40°)-  Glendale,  Bor¬ 
ough  of  Queens. 

S30-39-A— 23-25  Warren  street,  south  side,  100  ft.  5  in.  east 
Ghurch  street  (Block  No.  134,  Lot  No 
16),  Borough  of  Manhattan. 

548-39- A— 2262  65th  street,  south  side,  110  ft.  west  of  West 
5th  street  (Block  No.  6579,  Lot  No  7) 
Borough  of  Brooklyn. 

576-39-A— 24  Thayer  street,  west  side,  250  ft.  north  of 
Nagle  avenue  (Block  No.  2174,  Lot  No. 
417),  Borough  of  Manhattan. 

598-39- A  11-25  Madison  avenue  and  38-46  East  25th 
street,  southeast  corner  (Block  No.  854 
Lot  Nos.  4-33-38  and  41),  Borough  of 
Manhattan. 

600-39-A— 567-569  Lexington  avenue,  east  side,  50  ft.  5  in. 

south  of  East  51st  street  and  144-166  East 
51st  street  (Block  No.  1305,  Lot  No  52) 
Borough  of  Manhattan. 

Variation  of  Labor  Law 

529-39- S— 30-02  Thomson  avenue,  south  side,  from  30th 
street  to  30th  place  (Block  No.  274,  Lot 
No.  1),  Long  Island  City,  Borough  of 
Queens. 


MAY  23,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
r!  «  ,  APPeals  of  a  public  hearing  under  the  provisions 

o  t  le  building  zone  resolution,  Tuesday  morning,  May 
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23,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 

Manhattan,  on  the  following  matters: 

cal.  no.  248-39-BZ — Application,  February  28,  1939,  under 
section  21  of  the  building  zone  reso¬ 
lution,  of  Nicholas  J.  Roth,  applicant 
and  lessee,  on  behalf  of  Janssen  Dairy 
Corporation,  owner,  to  permit  _  in  a 
business  use  district  the  conversion  of 
occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop ;  premises  41 
Barker  street,  east  side,  700  ft.  north 
of  Castleton  avenue  (Block  No.  197, 
Lot  No.  34),  West  New  Brighton, 
Borough  of  Richmond. 

cal.  no.  287-39-BZ— Application,  March  7,  1939,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  John  F.  Meehan,  appli¬ 
cant,  on  behalf  of  Tide  Water  Asso¬ 
ciated  Oil  Co.,  owner,  to  permit  the 
alteration  and  extension  of  an  acces¬ 
sory  building  on  an  existing  gasoline 
service  station,  located  partly  in  a 
business  use  and  partly  in  an  unre¬ 
stricted  use  district;  premises  126-50 
Northern  boulevard,  southeast  corner 
of  126th  place  (Block  No.  1821,  Lot  No. 
1),  Corona,  Borough  of  Queens. 


CAL.  NO.  280-39-BZ— Application,  March  6,  1939,  under  sec¬ 
tions  7a  and  7b  of  the  building  zone 
resolution,  of  Philip  Bardes,  applicant, 
on  behalf  of  Nathan  Belmont,  owner, 
to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  an  unrestricted  use 
district,  the  extension  of  an  existing 
factory  building;  premises  331-333 
Broome  street,  south  side,  75  ft.  8  in. 
east  of  Bowery  (Block  No.  423,  Lot 
Nos.  14  and  15),  Borough  of  Man¬ 
hattan. 

cal.  no.  224-39-BZ — Application,  February  24,  1939,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Amodio  Caruso,  appli¬ 
cant  and  lessee,  on  behalf  of  Andon  E. 
Andon,  owner,  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  85-37  Van 
Wyck  boulevard  (137th  street),  north¬ 
east  corner  of  86th  avenue  (Block  No. 
96 47,  Lot  No.  19),  Jamaica,  Borough 
of  Queens. 

cal.  no.  153-39-BZ — Application,  February  3,  1939,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Jacobena  Foster,  owner, 
to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  of  more 
than  five  (5)  motor  vehicles;  premises 
28-02  41st  street  and  40-16  28th  avenue, 
northwest  corner  (Block  No.  663,  Lot 
No.  21),  Astoria,  Borough  of  Queens. 

cal.  no.  1179-38-BZ — Application,  December  16,  1938,  un¬ 
der  sections  7h  and  21  of  the  building 
zone  resolution,  of  Garden  State  Lines, 
applicant  and  lessee,  on  behalf  of 


Cushman’s  Sons,  Inc.,  owner,  to  permit 
in  a  business  use  district,  for  a  tempo¬ 
rary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
550  West  167th  street,  south  side,  from 
St.  Nicholas  avenue  to  Audubon  ave¬ 
nue,  28-34  Audubon  avenue  and  1140 
St.  Nicholas  avenue  (Block  No.  2124, 
Lot  No.  17),  Borough  of  Manhattan. 

cal  no.  806-38-BZ— Application,  September  21,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Babcock  and  Foster,  applicants, 
on  behalf  of  Rose  Buttelman,  owner 
(Horsting  Service  Station,  Inc., 
lessee),  to  permit  in  a  business  use 
district,  the  extension  of  a  gasoline 
service  station;  premises  65-27  Cooper 
avenue,  northeast  corner  of  65th  place 
the  north  side  of  Cooper  avenue,  from 
65th  place  to  66th  street  (Block  No 
3698,  Lot  No.  1),  Glendale,  Borougt 
of  Queens. 


CAL.  NO.  104-39-BZ— Application,  January  27,  1939,  undei 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Robert  J.  Farrington,  applicant 
on  behalf  of  Loro  Holding  Corpora¬ 
tion  and  Sol  Davis,  owners,  to  permit 
in  a  business  use  district,  the  extensior 
of  an  existing  gasoline  service  station 
premises  606-612  Grand  Concourse 
east  side,  175  ft.  north  of  East  lSOtl 
street  (Block  No.  2443,  Lot  Nos.  45  tc 
47,  inclusive),  Borough  of  The  Bronx 

HARRIS  H.  MURDOCK,  Chairman 


114-39 

356-39 

476-39 


480-39- 


453- 39 

454- 39 


531-39 

551-39 


563-39 


MAY  23,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

■A — 1510  Jessup  avenue,  east  side,  75  ft.  north  o: 

West  172d  street  (Block  No.  2872,  Lo' 
No.  287),  Borough  of  The  Bronx. 

.A— 146-03  111th  avenue,  north  side,  150  ft.  west  o. 

147th  street  (Block  No.  2747,  Lot  No.  17) 
Jamaica,  Borough  of  Queens. 

■A— 524  East  11th  street,  south  side,  308  ft-  Teast°: 

Avenue  A  (Block  No.  404,  Lot  No.  16) 
Borough  of  Manhattan. 

A — 594  Greenwich  street,  west  side,  75  ft.  north  o 
West  Houston  street  (Block  No.  600,  Lo 
No.  35),  Borough  of  Manhattan. 

-A— 251  East  Fordham  road,  northeast  c°r,n.erT° 
Valentine  avenue  (Block  No.  3154,  Lo 
No.  55),  Borough  of  The  Bronx. 

A— 453  East  Tremont  avenue,  north  side,  150  ft 
east  of  Park  avenue  (Block  No.  3034,  Lo 
No.  52).,  Borough  of  The  Bronx. 

56-12  111th  street,  northwest  corner  of  Corow 
avenue  (Block  No.  2012,  Lot  No.  4  ) 
Corona,  Borough  of  Queens. 

.A— 345-357  Maujer  street,  north  side,  280  ft.  west  o 
Morgan  avenue  and  968-978  Grand  stree 
(Block  No.  3019,  Lot  No.  27),  Borough  o 
Brooklyn. 

.A— 780-784  Flatbush  avenue,  west  side,  329  ft.  Sir 
south  of  Woodruff  avenue  (Block  JN 
5063,  Lot  No.  16),  Borough  of  Brooklyn 
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56S-39-A— 104  Fifth  Avenue,  west  side,  73  ft.  south  of  West 
16th  street  (Block  No.  817,  Lot  No  47) 
Borough  of  Manhattan. 

615-39- A— 39-15  150th  place,  east  side,  150  ft.  south  of 
Northern  boulevard  (Block  No.  5033,  Lot 
JNo.  14),  Flushing,  Borough  of  Queens. 

617-39-A — 92-1 1  35th  avenue,  north  side,  from  92nd  street 

93Id  ftreet  (BIock  No-  1453,  Lot  No 
J4),  LImhurst,  Borough  of  Queens. 

518-39-A — 40-33  Ithaca  street,  north  side,  375  ft  west  of 

£nlto"  (Block  No.  1505,  Lot  Nos. 

69-72-/3-74),  Elmhurst,  Borough  of  Queens. 

119-39-A  267-269  Bowery,  east  side,  108  ft.  1  in.  south  of 
East  Houston  street  (Block  No.  427  Lot 
Nos.  12  and  13),  Borough  of  Manhattan. 

.21-39-A — 181  Belmont  avenue  and  208  Junius  street,  north¬ 
west  corner  (Block  No.  3729,  Lot  No.  38), 
Borough  of  Brooklyn. 

-22-39-A— 61-63  Irving  place,  southwest  corner  of  East  18th 
street  (Block  No.  873,  Lot  No.  59),  Bor¬ 
ough  of  Manhattan. 

06-39-A— East  side  of  Parsons  boulevard,  between  Goethals 
avenue  and  82nd  drive  (Triborough  Hos¬ 
pital  for  Tuberculosis  Patients),  Jamaica, 
Borough  of  Queens. 

13-39-A  West  side  of  Twelfth  avenua  and  foot  of  West 
62nd  street  (Block  No.  1171,  Lot  No.  1) 
North  River,  Borough  of  Manhattan. 

18-39-A— East  side  of  First  avenue,  200  ft.  north  of  East 
40th  street  (Administration  Building  Bel¬ 
levue  Hospital)  ;  (Block  No.  958,  Lot  No 
1),  Borough  of  Manhattan. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 

thenbuild£^ »  °f  a  PUl?liC  hearklS  under  the  Provisions 
1939  of  i°n?  r.esokltlon,  Tuesday  afternoon,  May 

Room  1013,  Municipal  Building! 

“bmhVV  ,followl"?  matters,  except  cases  which 

thout  flirth Jrd  Td  °n  fVhlCh  decislon  has  been  reserved 

nnrt  l;lu  h  argument,  pending  an  inspection  and  a 

port  with  recommendation  by  the  committee  of  the  board : 

l.  no.  1186-38-BZ— Application,  December  20,  1938  un¬ 
der  sections  7c,  7h  and  21  of  the  build¬ 
ing  zone  resolution,  of  Robert  J.  Far¬ 
rington  applicant,  on  behalf  of  M. 
Elizabeth  de  Caraman  Chimay,  owner, 
to.  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  an  unrestricted  use 
district,  the  erection  and  maintenance 
of  a  gasoline  service  station  and  also 
the  parking  of  more  than  five  (5) 
motor  vehicles;  premises  351-353  First 
avenue,  west  side,  75  ft.  south  of  East 
21st  street  (Block  No.  926,  Lot  Nos. 

4/  and  38),  Borough  of  Manhattan. 


No.  1116,  Lot  No.  53),  Borough  of 
Manhattan. 


\m-  461 -38-BZ— Application,  June  6,  1938,  under  sec- 
tion  21  of  the  building  zone  resolution, 
of  Wdham  F.  Regan,  applicant,  on  be¬ 
half  of  Trustees  of  Columbia  Univer- 
Sity,  owner  (Michael  T.  Watts,  lessee), 
to  permit  in  a  business  use  district’ 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  on  an  existing  gasoline  service 
station ;  premises  1910  Broadway,  east 
side,  87  ft.  3  in.  south  of  West  64th 
street  and  60  West  64th  street  (Block 


CAL.  NO.  762-38-BZ— Application,  September  1,  1938,  un¬ 
der  section  7h  of  the  building  zone 
resolution,  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  Isabel  Sturges 
and  Dorothy  Bell  Dyer,  owners  (Gard¬ 
ner  Super  Service,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1670-1716  Southern  boulevard, 
east  side,  50  ft.  south  of  East  1 74th 
street  (Block  No.  2983,  Lot  Nos.  7,  11, 
15  and  21),  Borough  of  The  Bronx. 

cal.  no.  913-38-BZ— Application,  October  21,  1938,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  George  H.  Corey,  appli¬ 
cant,  on  behalf  of  Kew  Gardens  Cor¬ 
poration,  owner,  to  permit  partly  in  a 
residence  use  district  and  partly  in  a 
business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  80-02  Kew  Gardens 
road,  south  side,  from  80th  road  to 
Union  turnpike  (Block  No.  3348,  part 
of  Lot  No.  37),  Kew  Gardens,  Bor¬ 
ough  of  Queens. 

CAL.  NO.  932-38-BZ— Application,  October  11,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Adelaide  Walsh,  applicant  and 
lessee,  on  behalf  of  Long  Island  Rail¬ 
road,  owner,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  Hillside 
avenue,  bounded  by  Bessemer  street 
and  Babbage  street  (Land  under  Long 
Island  Railroad)  ;  (Block  No.  3258,  Lot 
No.  54  and  Block  No.  9262,  Lot  No. 
180),  Richmond  Hill,  Borough  of 
Queens. 

cal.  no.  327-27-BZ  Application  of  Joseph  J.  Karp,  ap¬ 
plicant,  on  behalf  of  P.  Toback, ’inc., 
owner  (Sam  Brufsky,  lessee),  reopened 
under  new  proposal,  November  15, 
1938,  under  section  7h  of  the  building 
zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
745-757  Ralph  avenue,  east  side,  275  ft. 
south  of  Sutter  avenue  (Block  No. 
3531,  Lot  No.  7),  Borough  of  Brook¬ 
lyn. 


cal.  no.  931-38-BZ — Application,  October  26,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  Nordheim,  applicant 
on  behalf  of  Antonio  DePunte,  owner, 
to  permit  in  a  residence  use  district, 
the  storage  of  more  than  three  (3) 
motor  vehicles;  premises  252  East 
203rd  street,  south  side,  72.84  ft.  east 
of  Valentine  avenue  (Block  No.  3308, 
Lot  Nos.  50  and  51),  Borough  of  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 
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MAY  31,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  May 
31,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  202-39-BZ — Application,  February  21,  1939,  under 
section  7 h  of  the  building  zone  resolu¬ 
tion,  of  Philip  Matthews,  applicant  and 
lessee,  on  behalf  of  Hutbar  Realty 
Corporation,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises 
2510-2546  White  Plains  road  (avenue), 
east  side,  110  ft.  north  of  Mace  avenue 
(Block  No.  4433,  Lot  Nos.  11,  15,  17 
and  19),  Borough  of  The  Bronx. 


cal.  no.  269-39-BZ — Application,  March  3,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  W.  H.  and  J.  F.  Dusenbury,  appli¬ 
cants,  on  behalf  of  John  W.  Schneider, 
owner,  to  permit  in  a  residence  use 
district,  the  erection  and  maintenance 
of  a  business  building  (stores)  ;  prem¬ 
ises  1334-1336  Storrow  street,  east  side, 
50  ft.  north  of  Benedict  avenue  (Block 
No.  3931,  Lot  No.  3),  Borough  of  The 
Bronx. 

cal.  no.  1177-38-BZ — Application,  December  14,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  B.  Lynch,  appli¬ 
cant  on  behalf  of  Michael  Mark, 
owner,  to  permit  in  a  business  use 
district,  the  extension  in  area  of  an 
existing  gasoline  service  station  and, 
also,  the  removal,  extension  and  re¬ 
location  in  a  new  position  of  a  motor 
vehicle  repair  shop,  previously  granted 
by  the  Board;  premises  71-14  and  71-16 
73rd  place  (formerly  4654  Proctor 
street),  west  side,  123  ft.  6p2  in.  south 
of  Central  avenue  (Block  No.  3691 
(2687),  Lot  Nos.  9  and  10  and  part 
of  Lot  No.  5),  Glendale,  Borough  of 
Queens. 

cal.  no.  70-39-BZ — Application,  January  19,  1939,  under 
sections  21  and  7h  of  the  building  zone 
resolution,  of  Albert  J.  Courtney, 
applicant,  on  behalf  of  Frank  Rysavy, 
as  trust  officer  of  First  National  Bank, 
and  Edith  Kane  Baker  and  Alexander 
C.  Nagle,  executrix  and  executors  of 
Estate  of  George  F.  Baker,  owner, 
(Kim  Parking  Stations,  Inc.,  lessee), 
to  permit  in  a  restricted  retail  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  13-19  East 
38th  street  and  250-260  Madison  ave¬ 
nue,  northwest  corner  and  18-20  East 
39th  street  (Block  No.  868,  Lot  Nos. 
14,  15,  16,  19,  59,  62  and  63),  Borough 
of  Manhattan. 


CAL.  NO.  105-39-BZ — Application,  January  27,  1939,  undei 
sections  7e  and  21  of  the  building  zone 
resolution,  of  Philip  Bardes,  applicant 
on  behalf  of  James  C.  Kennedy,  owner 
to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  j 
garage  for  more  than  five  (5)  motoi 
vehicles ;  premises  179-197  Tillarj 
street  and  273  Gold  street,  northeas 
corner  (Block  No.  122,  Lot  Nos.  5 
6,  7,  48,  49  and  50),  Borough  oi 
Brooklyn. 

cal.  no.  273-39-BZ — Application,  March  3,  1939,  undei 

section  21  of  the  building  zone  resolu 
tion,  of  George  P.  Ames,  applicant,  or 
behalf  of  Vista  Island  Boulevard,  Inc. 
owner,  to  permit  in  a  business  us< 
district,  the  erection  and  maintenanc< 
of  a  gasoline  service  station ;  premise: 
196-47  and  196-49  Northern  boulevard 
northwest  corner  of  Cross  Island  boule 
vard  (Block  No.  5373,  Lot  Nos.  If 
and  22),  Flushing,  Borough  of  Queens 

cal.  no.  943-38-BZ — Application,  October  27,  1938,  unde: 

section  7h  of  the  building  zone  resolu 
tion,  of  Frank  Nardone,  applicant  ant 
lessee,  on  behalf  of  F.  C.  A.  Corpora 
tion  and  Edbro  Realty  Corporation 
owners,  to  permit  in  a  business  us< 
district,  for  a  temporary  period  of  no 
more  than  two  (2)  years,  the  parkins 
and  storage  of  more  than  five  (5' 
motor  vehicles ;  premises  43-25  43r< 
street,  east  side,  150  ft.  south  of  43r< 
avenue  (Block  No.  162,  Lot  Nos.  9-1 
and  17),  Long  Island  City,  Borougl 
of  Queens. 

CAL.  NO.  247-39-BZ — Application,  February  27,  1939,  unde 
section  21  of  the  building  zone  resolu 
tion,  of  Frank  Nardone,  applicant  am 
lessee,  on  behalf  of  Charles  B.  Klein 
schmidt  and  Edbro  Realty  Corpora 
tion,  owners,  to  permit  in  a  residenc 
use  district,  for  a  temporary  period  o 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5 
motor  vehicles ;  premises  43-34  44tl 
street,  west  side,  100.02  ft.  north  o 
Queens  boulevard  (Block  No.  162,  Lo 
Nos.  36  and  39),  Long  Island  City 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman 


MAY  31,  1939,  2  P.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand 
ards  and  Appeals  of  a  public  hearing  under  the  provision 
of  the  building  zone  resolution,  Wednesday  afternoon,  Ma 
31,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Budding 
Manhattan,  on  the  following  matters,  except  cases  wnic 
have  been  heard  and  on  which  decision  has  been  reserve 
without  further  argument,  pending  an  inspection  and 
report  with  recommendation  by  the  committee  of  the  board 

cal.  no.  1006-38-BZ — Application,  November  9,  1938,  unde 
sections  7c  and  21  of  the  building  zon 
resolution,  of  Lama  and  Proskaue. 
applicants,  on  behalf  of  Rosella  I.  vVi 
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Hams,  owner,  to  permit  in  a  business 
use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  1688  Eastern  boulevard,  south¬ 
west  corner  of  Soundview  avenue 
(Block  No.  3660,  Lot  Nos.  56  and  59), 
Borough  of  The  Bronx. 

al.  no.  523-38-BZ  Application,  June  21,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  George  Ehret 
Properties,  Inc.,  owner  (Frank  W. 
Banfield,  lessee),  to  permit  partly  in 
a  business  use  district  and  partly  in 
a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  (previ¬ 
ously  denied;  reopened  April  25,  1939 
for  reconsideration)  ;  premises  23-22 
to  23-30  31st  street,  north  side,  100  ft 
east  of  23rd  road  (Block  No.  842,  Lot 
No.  80),  Long  Island  City,  Borough  of 
Queens. 


HARRIS  H.  MURDOCK,  Chairman. 


JUNE  2,  1939,  10  A.  M. 

RULES 

1-39-SR— Proposed  Rules  for  the  Testing  and  Use  of 
Blended  Cements. 

Appeals  from  Administrative  Decisions 

>-39-A  Northwest  corner  of  Ferris  avenue  and  Seaman 
avenue  (Block  No.  5610,  Lot  No.  112) 
Borough  of  The  Bronx. 

1-39- A— Northeast  corner  of  Ferris  avenue  and  Schley 
avenue  (Block  No.  5609,  Lot  No.  2), 
Borough  of  The  Bronx. 


JUNE  7,  1939,  10  A.  M. 

Building  Zone  Applications 

:0TICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
ana  Ppeals  of  a  public  hearing  under  the  provisions 
om bU1  ,z?ne  reso,ution,  Wednesday  morning  June 
at  10  o  clock,  m  Room  1013,  Municipal  Building 
nnattan,  on  the  following  matters : 

no.  738-38-BZ— Application,  August  23,  1938,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Bernard  Trencher,  appli¬ 
cant,  on  behalf  of  Mary  T.  Hasselman 
and  Anastasia  L.  Bartley,  owners 
(Socony-Vacuum  Oil  Company,  Inc., 
lessee),  to  permit  in  a  residence  use 
district  the  extension  of  a  gasoline  ser¬ 
vice  station  and  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gasoline  service  station  office,  lubri- 
tory,  auto  laundry  and  for  the  sale  of 
accessories;  premises  1815-1825  Ocean 
avenue,  east  side,  280  ft.  south  of  Ave¬ 
nue  M  (Block  No.  7656,  Lot  No.  55 
and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 

no.  23a-31-BZ— Application  of  Edward  L.  Kelly,  appli¬ 
cant,  on  behalf  of  Pearl  Palatnick, 


owner,  reopened  November  22,  1938,  on 
order  of  the  Court,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station 
(previously  denied  by  the  board)  ; 
premises  701-705  Utica  avenue,  east 
side,  100  ft.  south  of  Clarkson  avenue 
(Block  No.  4637,  Lot  No.  41).  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  467-32- BZ  Application  of  Fred  Surrey,  applicant 
and  owner,  reopened  and  restored  to 
calendar,  November  3,  1937,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  the 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  withdrawn)  ;  premises 
1745  Forest  avenue  and  841  Richmond 
avenue,  southeast  corner  (Block  No. 
1477,  Lot  No.  52),  Port  Richmond, 
Borough  of  Richmond. 

cal.  no.  645-29-BZ  Application  of  Charles  B.  Meyers,  ap¬ 
plicant,  on  behalf  of  William  M.  Smith, 
owner,  reopened  March  28,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  use,  and, 
also,  “E”  area  district,  the  erection  and 
maintenance  of  a  business  building 
(stores) — also,  said  building  does  not 
conform  with  “E”  area  requirements ; 
premises  1601-1611  Avenue  J  and  985- 
995  East  16th  street,  northeast  corner 
(Block  No.  6709,-  part  of  Lot  Nos.  47, 
49  and  51),  Borough  of  Brooklyn. 

cal.  no.  281-39-BZ — Application,  March  6,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 
of  Harold  R.  Medina,  Eugene  A.  Sher- 
pick,  William  B.  Symmes,  Jr.,  George 
G.  Schreiber  and  The  Cathedral  of  St. 
John  The  Divine  in  the  City  and  Dio¬ 
cese  of  New  York,  owners  (John 
Klinger,  lessee),  to  permit  in  a  business 
use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station,  and, 
also,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
1607-1613  Lexington  avenue  and  140 
East  102nd  street,  southeast  corner 
(Block  No.  1629,  Lot  Nos.  150,  51  to 
53,  inclusive),  Borough  of  Manhattan. 


cal.  no.  522-39  BZ  Application,  April  25,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Green  Bus  Lines,  Inc.,  owner, 
to  permit  in  an  undetermined  use,  “F” 
area  district,  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  as  a 
garage  for  more  than  five  (5)  motor 
vehicles,  motor  vehicle  repair  shop, 
welding  shop,  paint  shop  and,  also,  a 
parking  space  for  more  than  five  (5) 
motor  vehicles ;  premises  147-02  to  147- 
20  147th  avenue,  southwest  corner  of 
148th  street  (Block  No.  4232,  Lot  No. 
1),  South  Jamaica,  Borough  of  Queens. 

cal.  no.  259-39-BZ  Application,  March  1,  1939,  under  sec¬ 
tions  21  and  7a  of  the  building  zone 
resolution,  of  Michael  Lordi,  applicant 
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and  owner  (Lena  Lordi,  lessee),  to 
permit  in  a  residence  use  district,  the 
maintenance  of  a  garage  for  six  (6) 
motor  vehicles ;  premises  57-18  to  57-24 
Granger  street,  south  side,  131  ft.  east 
of  Martense  avenue  (Block  No.  1950, 
Lot  No.  46),  Corona,  Borough  of 
Queens. 

Appeal  from  Administrative  Decision 

1009-39-A — 57-16  Granger  street,  south  side,  136  ft.  east  of 
Martense  avenue  (Block  No.  1950,  Lot 
No.  46),  Corona,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  7  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

363-39-A — 1999  Gleason  avenue,  north  side,  100  ft.  west  of 
Pugsley  avenue  (Block  No.  3793,  Lot  No, 
55),  Borough  of  The  Bronx. 

405-39- A — 960  East  173rd  street,  southeast  corner  of  Vyse 
avenue  (Block  No.  2996,  Lot  No.  23), 
Borough  of  The  Bronx. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  afternoon,  June 
7,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter,  except  cases  which 
have  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 
report  with  recommendation  by  the  committee  of  the 
board : 

cal.  no.  145-38-BZ — Application,  March  8,  1938,  under  sec¬ 


tions  7h  and  21  of  the  building  zone 
resolution,  of  William  H.  Van  Houten, 
applicant,  on  behalf  of  Mabel  Agassiz, 
owner,  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  475  West 
146th  street,  north  side,  100  ft.  east  of 
Amsterdam  avenue  (Block  No.  2061, 
Lot  Nos.  5  and  6),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  27,  1939,  10  A.  M. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June 
27,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 

cal.  no.  17-38-BZ— Application,  January  13,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 
of  Harlem  Savings  Bank,  owner 
(Rosemol  Realty  Corporation,  lessee), 
to  permit  in  a  retail  use  district,  for  a 
temporarv  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  324- 
328  West  34th  street,  south  side,  325 
ft.  west  of  8th  avenue  (Block  No.  757, 
Lot  Nos.  51  to  53,  inclusive),  Borough 
of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MAY  9,  1939 

Present:  Chairman  Murdock,  Commissioners  Savage 
and  Blum  and  Assistant  Chief  Walsh. 

The  minutes  of  the  regular  meeting  of  the  board  held 
on  Tuesday  morning,  April  18,  1939,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  Tuesday  after¬ 
noon,  April  18,  1939,  were  approved  as  printed  in  Bul¬ 
letin  No.  17,  Vol.  24. 


BUILDING  ZONE  CASES 

327-27-BZ. 

APPLICANT — Joseph  J.  Karp  for  P.  Tovack,  Inc.,  owner 
(Sam  Brufsky,  lessee). 

SUBJECT — Application  reopened  under  new  proposal, 
November  15,  1938  (re  decision  of  the  acting 
borough  superintendent  of  buildings)  under  sec¬ 
tion  7h  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 745-757  Ralph  avenue,  east 
side,  275  ft.  south  of  Sutter  avenue  (Block  No. 
3531,  Lot  No.  7),  Borough  of  Brooklyn. 

APPEARANCES— 


For  Applicant:  Joseph  J.  Karp  and  Gilbert  Elliot. 
For  Opposition :  Sol  Beriss,  Leslie  Ivirsch, 
Charles  Mackover  and  Jerome  N.  Wanshel. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1939,  at' 
2  P.  M.,  for  report  and  decision  by  the  board. 
No  further  argument. 


806-38-BZ. 

APPLICANT— Babcock  and  Foster,  for  Rose  Buttelman, 
owner  (Horsting  Service  Station,  Inc.,  lessee). 

SUBJECT— Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  21  ot 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  extension  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— 65-27  Cooper  avenue,  north¬ 
east  corner  of  65th  place,  the  north  side  of  Cooper 
avenue,  from  65th  place  to  66th  street  (Block  No. 
3698,  Lot  No.  1),  Glendale,  Borough  of  Queens. 

APPEARANCES—  ,  0 

For  Applicant — Charles  H.  Babcock,  Robert  r. 

Buttelman  and  John  H.  Horsting. 

For  Opposition:  Joseph  Kresse. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1939,  at 
10  A.  M.,  for  applicant  to  file  revised  plans 
within  10  days. 
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104-39- BZ. 

APPLICANT — Robert  J.  Farrington,  for  Loro  Holding 
Corporation  and  Sol  Davis,  owners. 

SUBJECT  Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  extension  of  an  existing 
gasoline  service  station. 

PREMISES  . AFFEC1ED — 606-612  Grand  Concourse 
east  side,  175  ft.  north  of  East  150th  street  (Block 
Nr°-  2443,  Lot  Nos.  45  to  47,  inclusive),  Borough 
of  ihe  Bronx. 

Appearances— 

P  or  Applicant ;  Robert  J.  Farrington,  Allen  B 
Bates  and  Robert  Olmstead. 

For  Opposition  :  None. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1939,  at 
10  A  M.,  applicant  to  submit  new  drawings  and 
for  further  consideration  by  the  board. 


272-39-BZ. 

APPLICANT— City  Bank  and  Farmers  Trust  Company 
owner. 

SUBJECT  Application  (re  decision  of  the  borough 

SuPTn^dent  of  bu^dings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  re¬ 
stricted  retail  use  district,  the  erection  and  main¬ 
tenance  of  a  motion  picture  theatre 
PREMISES  AFFECTED-645-647  Madison’  avenue,  east 
Mde’  5l  ?•  so*xth  A  East  60111  street  (Block 
APPEARANCES— ^0t  N°'  51  ’  Borough  of  Manhattan. 
For  Applicant— Samuel  Levy. 

For  Opposition:  Paul  Moss,  Commissioner  of 
Licenses;  Francis  Bennett,  Mrs.  William  and 
V.  Draper. 

ACTION  OF  BOARD— Laid  over  to  May  16,  1939,  at 

u  j  fT  consideration  and  decision  by  the 
board.  No  further  argument. 


4-35-BZ. 

APPLICANT— William  E.  Kennedy,  for  Rose  Bonori 
owner.  ’ 

OBJECT— Application  reopened  January  24,  1939  (re 
decision  of  the  borough  superintendent  of  build- 
ings)  under  section  21  of  the  building  zone  reso- 
lution,  to  permit  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district,  the  reloca¬ 
tion  of  an  accessory  building  to  a  gasoline  service 
Dnn™on  (previously  granted  by  the  board). 
REMISES  AFFECTED — 46-03  Laurel  Hill  boulevard 
northeast  corner  of  46th  street  (Block  No.  2296 

PPEARANCES—  Woodside’  Borough  of  Queens. 

For  Applicant:  James  Adikes. 

For  Opposition :  None. 

BOARD — Resolution  amended. 

HE  V?TE  T9  AMEND  RESOLUTION— 

irmative :  Chairman  Murdock,  Commission- 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . ’  ’  *  [  ‘ ' '  ’  . .  n 

Absent  . •  • .  .  .  ^ 

BE  RESOLUTION— 

(44-35-BZ) 

th,is  application,  to  permit  partly  in  a  business 
,n  ' *  J „  and  Partly  in  a  residence  use  district,  the  erec- 
^inn^n?nce  of  a  gasoline  service  station,  affecting 
th  sSeWpf  VlUxrel  oo!l.bonlcvard,  northeast  corner  of 
Si  5  n  (B  oCk  No-  2296’  Lot  No-  Q’  Woodside,  Bor- 
frd  nnJM!nS’97aSiogAante(iJ01]  Certain  conditions,  by  the 
ne  18,  1935  And  1935’  and  the  resoIution  amended  on 

Whereas,  the  applicant  requested  a  reopening  of  the 


application  and  an  amendment  of  the  resolution,  relative 
to  ,°?e  location  of  the  building  on  the  premises;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
board  on  January  24,  1939 ;  and 
Whereas  a  public  hearing  was  held  on  this  application 
py  tne  Hoard  of  Standards  and  Appeals,  at  its  regular  meet- 
^ay  9,  1939,  after  due  notice  by  publication  in  the 

111  ^ ie  ®oard.  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Laurel  Hill  boulevard  is  in 
a  business  use  district;  46th  street  is  in  a  residence  and 
business  use  district;  47th  street  is  in  a  residence  and 
business  use  district  and  51st  road  is  in  a  residence  use 
district;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 

°|  Buddmgs’1  re  Alt-  Applic-  No.  9993-39,  dated  February 
cJ ,  iy59,  reads  : 

“1.  Moving  building  to  within  20  feet  of  rear  lot 
line  is,  contrary  to  provisions  of  Cal.  No.  44-35-BZ 
of  the  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground 
having  a  frontage  of  63  ft.  3  in.  on  Laurel  Hill  boulevard, 
112  ft.  on  46th  street  and  a  distance  of  60  ft.  along  the 
noitherly  lot  line  and  is  occupied  as  a  gasoline  service 
station.  An  irregular  shaped  area  at  the  northwest  corner 
of  the  site  extends  for  a  distance  of  approximately  12  ft. 
into  the  residence  use  district.  The  remainder  is  in  a 
business  use  district.  It  is  proposed  to  relocate  the  pumps 
to  the  north  of  the  proposed  building  line  of  Laurel  Hill 
boulevard  and  to  relocate  the  accessory  building  from  its 
present  position,  to  the  northerly  lot  line  of  the  plot.  It 
is  requested  that  the  time  limit  set  by  the  board  on  May  21, 
1935  be  extended  for  an  additional  five  (5)  years;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  amend  the  resolution  adopted  by  the  Board 
on  May  21,  1935,  as  amended  by  resolution  dated  June  18, 
1935,  by  adding  thereto: 

That  in  the  event  Laurel  Hill  boulevard  is  widened 
and  the  plot  under  appeal  reduced,  as  indicated  on 
plans  marked  ‘Received  May  7,  1939’,  that  the  acces¬ 
sory  building  hereinbefore  permitted,  may  be  removed 
or  reconstructed  along  the  rear  line  to  the  north,  sub¬ 
stantially  as  indicated  on  revised  plans  filed  and 
marked  ‘Received,  May  7,  1939’,  on  condition  there 
shall  be  no  openings  in  the  interior  lot  line  wall  open¬ 
ing  upon  adjoining  premises;  that  pumps  erected  shall 
not  be  nearer  than  15  ft.  to  the  new  street  line  of 
Laurel  Hill  boulevard  or  46 th  street;  that  curb  cuts 
shall  not  exceed  those  hereinbefore  permitted  and  that 
in  all  other  respects,  the  resolution  adopted  by  the  Board 
on  May  21,  1935,  as  amended  on  June  18,  '1935,  shall 
be  complied  with  and  that  the  term  of  the  variance  is 
hereby  extended  for  a  period  of  five  (5)  years  from 
the  date  of  this  amended  resolution.” 


614-37-BZ. 

APPLICANT— Frank  Billeci  (lessee),  for  Board  of  Trans¬ 
portation,  City  of  New  York,  owner. 

SUBJECT — Application  reopened  and  restored  to  cal¬ 
endar,  January  31,  1939  (re  decision  of  the  bor¬ 
ough  superintendent  of  buildings)  under  sec¬ 
tions  7h  and  21  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  dismissed  for  lack  of 
prosecution). 

PREMISES  AFFECTED — 415  Sixth  avenue  and  1-5 
Greenwich  avenue,  southwest  corner  (Block  No. 
593,  Lot  No.  13),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Benjamin  N.  Brody. 

For  Opposition :  William  H.  Amend,  Eugene  Silver, 
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Edmond  Martin,  V.  Clement  Jenkins,  Ed¬ 


ward  G.  Steinert  and  Millard  Henlein. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(614-37-BZ) 


Whereas,  Frank  Billeci,  for  Board  of  Transportation, 
City  of  New  York,  owner,  filed  December  23,  1937,  an 
application  under  sections  7h  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  premises: 
415  Sixth  avenue  and  1-5  Greenwich  avenue,  southwest 
corner  (Block  No.  593,  Lot  No.  13),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting,  May  9,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Sixth  avenue  is  in  a  business 
use  district ;  Greenwich  avenue  is  in  a  business  use  district ; 
Gay  street  is  in  a  residence  and  business  use  district ; 
Waverly  place  is  in  a  residence  and  business  use  district 
and  Christopher  street  is  in  a  residence  and  business  use 
district :  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  January  19,  1939,  reads : 

“Your  application  dated  January  9,  1939  for  a  cer¬ 
tificate  of  occupancy  for  use  of  the  above  premises  for 
the  parking  and  storage  of  more  than  5  motor  vehicles, 
has  been  denied  for  the  reason  that  the  premises  are 
located  in  a  business  district,  where  this  occupancy  is 
prohibited  by  Section  4  of  the  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  uf  ground  having  a  frontage  of  147  ft.  on  Sixth 
avenue,  63  ft.  on  Greenwich  avenue  and  104  ft.  on  Christo¬ 
pher  street.  Part  of  the  plot  is  occupied  by  a  lunch 
wagon  and  part  as  a  subway  entrance.  It  is  proposed  to 
occupy  the  remainder  of  the  plot  for  a  temporary  period 
of  not  more  than  two  (2)  years,  for  parking  and  storage 
of  more  than  5  motor  vehicles ;  and 

Whereas,  these  premises  and  surrounding  area  were 
inspected  by  a  committee  of  the  board;  and 

Whereas,  the  board  deemed  that  applicant  failed  to 
substantiate  his  basis  of  appeal  under  section  21  of  the 
building  zone  resolution,  on  the  grounds  of  practical  dif¬ 
ficulty  and  unnecessary  hardship,  and,  further,  that  there 
was  no  justification  for  the  exercise  of  its  discretion  to 
grant  a  zoning  variance  under  section  7,  subdivision  h. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  application  for  Certificate  of  Occupancy,  be  and 
it  hereby  is  affirmed,  and  that  the  'application  be  and  it 
hereby  is  denied. 

600-38-BZ. 

APPLICANT — William  Shary,  for  Peter  J.  Stewart, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  sections  7h 
and  21  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 3191-3195  Bainbridge  avenue, 
west  side,  125  ft.  north  of  East  206th  street 
(Blo'-k  No.  3335,  Lot  Nos.  175  and  176),  Borough 
of  The  Bronx. 

APPEARANCES— 


For  Applicant :  William  Shary  and  Peter  J. 
Stewart. 

For  Opposition :  Agnes  Molloy,  Elizabeth  Crosby, 
Laurence  M.  Rothman  and  N.  D.  Williamson. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT—  ■ 

Affirmative  . _ .  0 

Negative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 


THE  RESOLUTION— 

(600-38-BZ) 

Whereas,  William  Shary,  for  Peter  J.  Stewart,  owner, 
filed  July  12,  1938,  an  application  under  sections  7h  and 
21  of  the  building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises:  3191-3195  Bainbridge  avenue, 
west  side,  125  ft.  north  of  East  206th  street  (Block  No. 
3335,  Lot  Nos.  175  and  176),  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting,  May  9,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Bainbridge  avenue  is  in  a 
business  use  district ;  Rochambeau  avenue  is  in  a  residence  i 
use  district;  East  206th  street  is  in  a  residence  and  business 
use  district  and  East  207th  street  is  in  a  residence  and 
business  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
of  buildings,  dated  July  5,  1938,  as  amended  March  24, 
1939,  reads : 

“In  answer  to  your  application  for  the  conduction 
of  a  parking  and  storage  space  for  more  than  five  (5) 
motor  vehicles  at  above  mentioned  premises,  please  be 
advised  that  as  the  location  is  witbin  a  business  dis¬ 
trict  as  established  by  the  Amended  Building  Zone 
Resolution,  the  storage  of  more  than  five  (5)  autos 
thereat  would  be  unlawful.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground 
having  a  frontage  of  75  ft.  and  a  depth  of  100  ft.  Upon 
the  plot  there  are  located  a  5  car  garage,  a  4  car  garage, 
a  3  car  garage  and  a  florist  stand ;  it  is  proposed  to  occupy  1 
the  remainder  of  the  plot  for  a  temporary  period  of  not 
more  than  two  (2)  years  for  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  and 

Whereas,  the  board  deemed  that  section  7h  does  not 
apply  as  plot  is  not  vacant  and  unbuilt  upon  and  applicant 
failed  to  substantiate  a  basis  of  appeal  under  section  21 
of  the  building  zone  resolution  and  was,  therefore,  not 
entitled  to  relief  on  the  grounds  of  practical  difficulties  and 
unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


705-38-BZ. 

APPLICANT — George  Rubenfeld,  for  Flushing  Com¬ 
munity  Parking,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  sections  7h 
and  21  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 136-23,  136-27  and  136-31  38th 
avenue,  north  side,  208.88  ft.  east  of  Main  street 
and  136-30,  136-34,  136-36  and  136-38  37th  avenue, 
south  side,  276.65  ft.  east  of  Main  street  (Block 
No.  4978,  Lot  Nos.  15,  17,  69,  70  and  72),  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  George  Rubenfeld. 
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For  Opposition:  None. 

\CTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . ”  , .  *  ’  ’  ’  ’  ’  ’  ’  "  ]  ‘  q 

Absent  .  .  q 

'HE  RESOLUTION— 

(70S-38-BZ) 

Whereas,  George  Rubenfeld,  for  Flushing  Community 
anting,  Inc.,  owner  filed  August  9,  1938,  an  application 
nder  sections  /h  and  21  of  the  building  zone  resolution 
)  permit  in  a  business  use  district  the  parking  and  storage 

Lr?re  J,  ioAT  (?)  motor  vehicles;  premises:  136-23, 
50-2/  and  136-31  38th  avenue,  north  side,  208.88  ft  east 
f  Mam  street  and  136-30,  136-34,  136-36  and  136-38  37th 

^Cn!io7QSOTUt ?  I!de’  ft  east  of  Main  street  (Block 

°-  497r8-  Lot  Nos.  IS,  17,  69,  70  and  72),  Flushing,  Bor- 
lgh  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 

’  +-1C  ^?ardn  °/r> Aarirdards  and  .Appeals  at  its  regular 
eeting,  May  9,  1939,  after  due  notice  by  publication  in  the 
ulletin  of  the  Board  of  Standards  and  Appeals;  and 
WHEREAS,  the  use  district  maps  accompanying  the  build- 
g  zone  resolution  show  that  38th  avenue  is  in  a  business 
e  district,  d/th  avenue  is  in  a  business  use  district;  and 
am  street  is  in  a  business  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
buildings,  dated  July  28,  1938,  reads: 

Your  application  for  certificate  of  occupancy  for 
parking  and  storage  of  more  than  five  motor  vehicles 
at  the  above  premises  is  hereby  denied,  as  same  is 

Resolution^’  SeCtl0n  4’  subdiv-  15  of  the  Building  Zone 
:d 

Whereas,  the  premises  consist  of  an  irregular  shaped 
pund  having  a  frontage  of  121  ft.  on  38th  avenue,  93  ft. 
37th  avenue  and  a  depth  of  230  ft.  It  is  proposed  to 
-upy  the  site  for  the  parking  and  storage  of  more  than 
motor  vehicles;  and 

Whereas,  these  premises  and  surrounding  area  were 
pected  by  a  committee  of  the  board ;  and 
Whereas,  the  board  deemed  that  this  was  a  proper  case 
which  to  exercise,  its  discretion  under  section  7,  sub- 
lsion  h  of  the  building  zone  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
eby  make  a  variation  in  the  application  of  the  use  dis- 
-t  regulations  of  the  building  zone  resolution,  and  that 
application  be  and  it  hereby  is  granted,  under  section  7 
'division  h,  of  the  building  zone  resolution,  for  a  period 
two  (2)  years  from  the  date  of  this  resolution,  permit- 
5 .  e  Prerrnses,  under  appeal  to  be  used  for  transient 
king  oi  more  than  five  (5)  motor  vehicles,  on  condition 
?n.ly ,Ca,^s,  of.  the  Pleasure  type  shall  be  parked;  that 
plot  shall  be  levelled  substantially  to  the  grade  of  37th 
J8th  avenues,  and  surfaced  with  steam  cinders,  clean 
vel  or  other  suitable  material,  properly  rolled  and  bound 
prevent  dusting;  that  there  shall  be  erected  on  interior 
lines  and  on  street  building  lines,  a  substantial  woven- 
e  fence  not  less  than  6  ft.  in  height;  that  there  shall  be 
openings  in  this  fence,  except  two  (2)  openings  from 
i  avenue  not  exceeding  15  ft.  in  width  each,  with  curb 
'  opposite  not  exceeding  15  ft.  in  width  each  and  two 
openings  to  37th  avenue  not  exceeding  15  ft.  in  width 
i,  with  curb  cuts  opposite  not  exceeding  15  ft.  in  width 
i,  that  no  sign  shall  be  erected  on  premises  other  than 
?n  attached  to  the  fence  on  each  street  front  advertising 
transient  parking  use;  such  signs  not  to  exceed  15 
t.  in  area;  that  during  the  term  of  this  variance,  the 
nises  shall  be  occupied  for  no  other  use ;  that  any 
mg  installed  for  general  illumination,  shall  be  arranged 
metal  reflectors  to  reflect  towards  the  centre  of  prem- 
and  away  from  adjoining  premises;  that  no  building 
be  erected  on  the  premises  except  there  may  be 


erected  a  building  for  use  as  an  office  and  shelter  for  the 
attendant,  such  building  not  exceeding  150  sq.  ft.  in  area 
and  not  over  one  story  in  height'  and  which  may  be  of 
rame  construction ;  that  proper  aisles  shall  be  maintained 
at  all  times  for  easy  ingress  and  egress  of  vehicles ;  that 
f.uc  i  Por^abm  fire~b§;hting  appliances  shall  be  maintained  as 
7ebre  commissioner  shall  direct;  and  that  all  permits 
shall  be  obtained  and  all  work  involved  shall  be  completed 
within  six  months  from  the  date  of  this  resolution. 

782-38-BZ. 

APPLICANT— Harold  Couch  (lessee),  for  William 
Couch,  owner. 

SUBJECT— Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  sections  7h 
and  21  of  the  building  zone  resolution,  to  permit 
partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  the  parking  and  storage 
nnr,fTrll?ore  tban  bve  (5)  motor  vehicles. 

PREMISES  AFFECTED — 79-26  Woodside  avenue 
southwest  corner  of  80th  street  (Block  No  1525’ 

APPEARANCES—  EImhurst’  Borough  of  Queens. 

For  Applicant:  Emanuel  Lubin,  Harold  Couch 
and  Charles  Provo. 

Bor  Opposition :  Harold  Klorfein,  Park  Depart¬ 
ment,  Thomas  Daly,  Solon  Peck,  Irving 
.  __Tr. .  _  Be^r’  J°hn  Bellew  and  James  J.  Cotter. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  . '  . .  q 


THE  RESOLUTION— 

(782-38-BZ) 

Whereas,  Harold  Couch  (lessee),  for  William  Couch, 
°wnfr’-ir  ed  on  September  9,  1938,  an  application  under 
the  building  zone  resolution,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  the  parking  and 

7jre  tban  bve  (5)  motor  vehicles;  premises 
/y-20  Woodside  avenue  southwest  corner  of  80th  street 
(Block  No.  1525,  Lot  No.  12),  Elmhurst,  Borough  of 
Queens ;  and  •  & 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting,  May  9,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Woodside  avenue  and  Broad¬ 
way  are  each  in  a  business  use  district;  80th  street  is  in 
a  residence  and  business  use  district  and  79th  street  is 
in  a  residence  and  business  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  11,  1938,  reads: 

\  our  application  for  certificate  of  occupancy  for 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  on  premises  Woodside  avenue,  southwest  cor- 

^M°TfuT?0th  Street’  Borough  of  Queens,  is  hereby 
DENIED,  as  such  use  would  be  contrary  to  Art  2 
Section  3  and  Section  4,  Subd.  15  of  the  Building 
Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  117  ft.  on  Woodside 
avenue  258  ft.  on  80th.  street  and  a  distance  of  145  ft. 
along  the  southerly  lot  line.  The  southerly  portion  of  the 
plot  extends  into  a  residence  use  district  for  a  distance  of 
approximately  157  ft. ;  the  remainder  of  the  plot  is  in  a 
business  use  district.  It  is  proposed  to  occupy  the  plot 
for  a  temporary  period  of  not  more  than  two  (2)  years’ 
for  the  parking  and  storage  of  more  than  five  motor 
vehicles;  and 

Whereas,  these  premises  and  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 
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Whereas,  the  board  deemed  that  applicant  had  failed  to 
substantiate  his  basis  of  appeal  under  section  21  of  the 
building  zone  resolution,  and  that  it  was  not  a  proper  case 
to  exercise  its  discretion  under  section  7,  subdivision  h, 
of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  application  for  certificate  of  occupancy,  be  and 
it  hereby  is  affirmed,  and  that  the  application  be  and  it 
hereby  is  denied. 


802-38- BZ. 

APPLICANT — Theodore  R.  Feinberg,  for  Hotels  Statler 
Company,  Inc.,  owner  (Hotel  Garage  Annex,  Inc., 
lessee). 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  7h  of 
the  building  zone  resolution,  to  permit  in  a  retail 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 225-235  West  33d  street, 
north  side,  259.3  ft.  west  of  Seventh  avenue 
(Block  No.  783,  Lot  Nos.  22  to  26,  inclusive), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Theodore  R.  Feinberg  and  John 
C.  Messer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(802-38-BZ) 

Whereas,  Theodore  R.  Feinberg,  for  Hotels  Statler 
Company,  Inc.,  owner  (Flotel  Garage  Annex,  Inc.,  lessee), 
filed  September  16,  1938  an  application  under  section  7h 
of  the  building  zone  resolution,  to  permit  in  a  retail  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises:  225-235  West  33rd  street,  north  side, 
259.3  ft.  west  of  Seventh  avenue  (Block  No.  783,  Lot  Nos. 
22  to  26  inclusive),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting,  May  9,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  33rd  street  is  in  a 
retail  use  district ;  West  34th  street  is  in  a  retail  use  dis¬ 
trict  and  Seventh  avenue  is  in  a  retail  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
of  buildings,  dated  September  7,  1938,  as  amended  April 
10,  1939,  reads:  , 

“Your  application  for  a  certificate  of  occupancy  for 
the  above  premises  for  parking  and  storage  of  more 
than  five  motor  vehicles  has  been  denied,  for  the 
reason  that  the  premises  are  located  in  a  retail  district 
where  this  occupancy  is  prohibited  by  section  4A, 
sub-division  15  of  Article  2  of  the  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground 
having  a  frontage  of  112  ft.  and  a  depth  of  100  ft.  It  is 
proposed  to  occupy  this  site  for  a  temporary  period  of 
not  more  than  two  (2)  years,  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  these  premises  and  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  under  section  7,  sub¬ 
division  h  of  the  building  zone  resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7h  thereof,  for  a  temporary  period  of  two  years  from  the 
date  of  this  resolution,  to  permit  the  premises  under  appeal 
to  be  occupied  for  transient  parking  of  more  than  five  (5) 
motor  vehicles,  on  condition  that  only  automobiles  of  the 
pleasure-car  type  shall  be  parked;  that  the  premises  shall 
be  levelled  substantially  to  the  grade  of  West  33rd  street, 
surfaced  with  steam  cinders,  clean  gravel  or  other  suitable 
material,  properly  rolled  and  bound  to  prevent  dusting: 
that  there  shall  be  erected  on  the  interior  lot  line  where 
substantial  fences  or  walls  do  not  exist,  a  substantial  woven 
wire  fence  not  less  than  6  ft.  in  height;  that  a  similar 
fence  shall  be  maintained  along  the  Street  line  of  West 
33rd  street  with  no  openings  therein  except  one  30  ft.  in 
width  toward  the  easterly  end,  for  entrance  and  exit  witli 
a  curb  cut  opposite  not  exceeding  30  ft.  in  width ;  thal 
during  the  term  of  this  variance,  the  plot  shall  be  used 
for  no  other  use  than  transient  parking ;  that  no  building 
shall  be  erected  thereon,  other  than  an  office  not  over 
150  square  feet  in  area  and  one  story  in  height,  which  may 
be  of  frame  construction ;  that  no  signs  shall  be  erected 
or  maintained  on  the  premises,  except  a  sign  which  may 
be  erected  near  the  entrance,  attached  to  a  fence,  adver¬ 
tising  the  transient  parking  use,  such  sign  not  to  exceed 
15  square  feet  in  area;  that  around  the  ventilating  shafl 
on  the  premises,  there  shall  be  maintained  a  strongly  an¬ 
chored  concrete  or  wood  bumper  with  a  fence  not  less 
than  5  ft.  in  height  around  the  ventilating  area;  that  sucl 
bumper  shall  be  in  addition  to  the  existing  curb  anc 
shall  be  set  not  less  than  3  feet  therefrom  that  proper  aisles 
shall  be  maintained  at  all  times  for  easy  access  and  egress 
that  such  portable  fire-fighting  appliances  shall  be  installed 
as  the  Commissioner  shall  direct ;  that  any  part  of  at 
existing  curb  cut  not  meeting  the  legal  requirements,  shal 
have  the  curb  restored  and  that  all  permits  required  shal 
be  obtained  and  all  work  involved,  completed  within  thra 
months  from  the  date  of  this  resolution. 


1069-38-BZ. 

APPLICANT — Lama  and  Proskauer,  for  7516  Rockaway 
Boulevard  Corporation,  owner. 

SUBJECT— Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  sections  7c 
and  21  of  the  building  zone  resolution,  to  permil 
on  a  lot  located  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district,  the  exten¬ 
sion  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 75-16  Rockaway  boulevard 
southwest  corner  of  76th  street  (Block  No.  8946 
Lot  No.  7),  Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  L'ama. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  withou: 
argument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  . .  1 

Negative  .  I 

Absent  . 

THE  RESOLUTION— 

(1069-38-BZ) 

Whereas,  Lama  and  Proskauer,  for  7516  Rockaway 
Boulevard  Corporation,  owner,  filed  November  26,  Ivy 
an  application  under  sections  7c  and  21  of  the  buildtnj 
zone  resolution,  to  permit  on  a  lot  located  partly  in  < 
business  use  and  partly  in  a  residence  use  district,  t  < 
extension  of  a  gasoline  service  station;  premises:  Cw 
Rockaway  boulevard,  southwest  corner  of  76th  stree 
(Block  No.  8946,  Lot  No.  7),  Ozone  Park,  Borough  o. 
Queens;  and 
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Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting,  May  9,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
\\  hereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Rockaway  boulevard  is  in 
a  business  use  district;  91st  avenue  is  in  a  business  and 
residence  use  district ;  76th  street  is  in  a  residence  and 
business  use  district  and  75th  street  is  in  a  residence  and 
business  use  district;  and 

\\  HEREAS,  the  decision  of  the  borough  superintendent 
of  buddings,  re  Application  No.  702-38,  dated  November 

.  aS  amended  by  decision  dated  January  25,  1938, 

I  r  vaO  3  • 

“The  extension  of  a  gasoline  service  station  in  a  build¬ 
ing  located  in  a  residence  and  business  use  district 
is  contrary  to  Art.  2,  Sections  3  and  4  of  the  Zone 
Law. 
and 

\\  hereas,  the  existing  building  is  non-fireproof,  one 
story,  113  ft.  frontage  on  Rockaway  boulevard,  and  113  3 
ft.  on  76th  street,  irregular  in  area.  It  is  proposed  to 
remove  and  to  relocate  the  Rockaway  boulevard  street 
walls  of  the  existing  garage  for  more  than  5  motor 
vehicles  as  shown  upon  the  filed  plans  and  to  occupy  the 
resulting  space  as  a  gasoline  service  station.  An  irregular 
shaped  areal  at  the  southwest  corner  of  the  premises  is 
located  in  a  residence  use  district ;  the  remainder  is  in  a 
business  use  district ;  and 

Whereas,  the  applicant  stated  to  the  board  that  the 
Dank  holding  a  mortgage  on  the  property,  will  not  give 
them  permission  to  tear  'down  any  part  of  the  existing 


Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
•  Whereas,  the  use  district  maps  accompanying  the  build¬ 
up  zone  resolution  show  that  Skillman  avenue  is  in  a 
business  and  unrestricted  use  district  43rd  street  is  in 
a  business  and  unrestricted  use  district  and  42nd  street 
is  in  a  residence  and  business  use  district;  and 

f^H.^'EAS>  the  decision  of  the  borough  superintendent 
of  buddings,  dated  November  25,  1938,  reads: 

Your  application  for  certificate  of  occupancy  for 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  on  premises,  Skillman  avenue,  north  side  100 
ft.  west  of  43rd  street,  is  hereby  DENIED  as  same  is 

Resolution0”  SeCtl°n  4-  subdlv-  15  of  the  Building  Zone 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground 
having  a  frontage  of  200  ft.  and  a  depth  of  98  ft  It  is 
proposed  to  occupy  the  site,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  and 
Whereas,  these  premises  and  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 
.  Whereas,  the  board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
vanance  under  section  7,  subdivision  h,  for  the  use  of 
the  plot  for  parking  and  storage  of  more  than  five  motor 
vehicles. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


lrawnlVed’  ^  ^  application  be  and  *  hereby  is  with- 


087-38-BZ. 

[APPLICANT— Frank  Pasquale  (lessee),  for  Pennsyl¬ 
vania  Railroad,  owner. 

J>UBJECT  Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  7h  of 
tbe  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  stor- 
r-. oi  more  tli3.n  five  (5)  motor  vehiclpc; 
REMISES  AFFECTED-42-V  SMtaln  avSue,  north 
side,  100  ft  west  of  43rd  street  (Block  No.  183, 

Queens°S’  Sunnyside,  Borough  of 

PPEARANCES— 

For  Applicant :  J.  A.  Harrington. 

For  Opposition:  C.  V.  McLaughlin,  David  L. 
Samuels,  J.  Perlbinder,  M.  Byrnes,  James 

mn\T  rk  n°r^T?eniam‘n  GolIay  and  A-  J.  McCann. 

SE1^T°EFTB00&^Pl,Ca,i0n 

Affirmative  .  q 

Negative.  Chairman  Murdock,  Commission¬ 
er  BavaSe  and  Blum  and  Assistant  Chief 

Walsh  .  A 

Absent . . "  ’  . .  q 

'IE  RESOLUTION— 

(1087-38-BZ) 

IroariFra^  f\STqUaIe  (lessee),  for  Pennsylvania 

der  section  7b’  f  f b  28«  1938,  an  application 

a  bJnl"  7h  °fehe.  budding  zone  resolution,  to  permit 

-re?Ean  tSo  mdlStnCt>+b0r  a  tempomry  period  of  not 
in  fivp  m  (2)  76arS’  ,the,  parkin8  a"d  storage  of  more 
nve  (5)  motor  vehicles,  affecting  premises  42-01 

lock  No  S}d%  A00  ft  west  of  4drd  street 

Queens  -  and  LOt  Sunnyside,  Borough 

AtheRBoard  Waj  beld  on  this  application 

eting  Mav  9  i  and  Appeals  a.t  its  regular 

s>  y  9,  1939,  after  due  notice  by  publication  in  the 


1199-38-BZ. 

APPLICANT— Frank  Hayes  (lessee),  for  Emma  Mat- 
tern,  as  General  Guardian  of  Gertrude  Mattern, 
owner. 

SUBJECT  Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles 
PREMISES  AFFECTED— 341-343  West  53rd  street 
north  side,  275  ft.  east  of  Ninth  avenue  (Block 
No.  1044,  Lot  Nos.  11  and  12),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  William  J.  ICaltz  and  Frank 
Hayes. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(1199-38-BZ) 

Whereas,  Frank  Hayes  (lessee),  for  Emma  Mattern,  as 
General  Guardian  of  Gertrude  Mattern,  owner,  filed 

December  23,  1938,  an  application  under  section  21  of  the 

building  zone  resolution,  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  affecting  premises  341-343  West  53rd  street,  north 
side,  275  ft.  east  of  Ninth  avenue  (Block  No*  1044,  Lot 
Nos.  11  and  12),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  9,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing-  zone  resolution  show  that  West  53rd  street  is  in  a 
residence  and  retail  use  district;  West  54th  street  is  in  a 
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residence  and  retail  use  district;  Eighth  avenue  is  in  a 
retail  use  district  and  Ninth  avenue  is  in  a  retail  use  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  December  13,  1938,  reads : 

“With  reference  to  your  corrected  application  dated 
November  25,  1938  for  a  certificate  of  occupancy  to 
eliminate  Number  339  West  53rd  street,  you  are  ad¬ 
vised  that  this  has  been  done  on  our  records,  but  said 
application  remains  denied  as  stated  in  our  letter  to 
you  under  date  of  December  8,  1938  which  is  as 
follows : 

‘Your  application  dated  November  25,  1938  for 
a  certificate  of  occupancy  for  the  above  premises 
as  a  parking  lot  for  the  storage  and  parking  of 
more  than  five  motor  vehicles  has  been  denied,  for 
the  reason  that  the  premises  are  located  in  a  resi¬ 
dence  district  where  this  occupancy  is  prohibited 
by  Article  2,  section  3  of  the  Zone  Resolution’.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  50  ft.  and  a  depth  of  50  ft.  It  is  pro¬ 
posed  to  demolish  the  three  story  frame  building  now  on 
the  site  and  to  occupy  the  site  for  a  temporary  period  of 
not  more  than  two  (2)  years,  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  and 

_  Whereas,  the  board  deemed  that  applicant  had  substan¬ 
tiated  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  temporary  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  building  zone  resolution,  and 
that  the  application  be  and  it  hereby  is  granted,  under 
section  21,  permitting  the  plot  under  appeal  to  be  occupied 
for  a  temporary  period  of  two  (2)  years  from  the  date 
of  this  resolution,  for  the  transient  parking  of  more  than 
five  (5)  motor  vehicles,  on  condition  that  only  motor 
vehicles  of  the  pleasure  car  type  shall  be  parked;  that  the 
plot  shall  be  levelled  substantially  to  the  grade  of  West 
53rd  street  and  surfaced  with- steam  cinders,  clean  gravel 
or  other  suitable  material,  properly  rolled  and  bound ;  that 
on  the  interior  lot  lines,  where  brick  walls  of  existing 
buildings  do  not  occur,  there  shall  be  erected  a  substantial 
woven  wire  fence  not  less  than  6  ft.  in  height;  that  a 
similar  fence  shall  be  erected  on  the  street  building  line, 
except  for  an  entrance  not  over  20  ft.  in  width,  with  curb 
cut  opposite  of  similar  width ;  that  any  existing  curb  cuts, 
not  including  the  curb  cut  herein  permitted,  shall  have 
curbs  restored ;  that  proper  aisle  space  shall  be  maintained 
at  all  times  for  easy  entrance  and  egress ;  that  all  existing 
buildings  on  the  premises  shall  be  completely  removed  and 
no  building  shall  be  erected,  other  than  a  building  not 
exceeding  150  sq.  ft.  in  area  and  one  story  in  height,  which 
may  be  of  frame,  to  be  used  solely  as  office  and  shelter 
for  the  attendant;  that  during  the  term  of  this  variance, 
the  plot  shall  be  used  for  no  other  use  other  than  as  herein 
permitted;  that  signs  shall  be  restricted  to  one  sign  attached 
to  the  street  line  fence  and  not  exceeding  15  sq.  ft.  in 
area,  advertising  only  the  transient  parking  use,  excluding 
all  other  signs;  that  such  portable  fire-fighting  appliances 
shall  be  installed  as  the  fire  commissioner  shall  direct : 
that  all  permits  shall  be  obtained  and  all  work  completed 
within  three  (3)  months  from  the  date  of  this  resolution. 


Adjourned,  3:35  P.M. 

Edward  V.  Barton,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  9,  1939 

Present:  Chairman  Murdock.  Commissioners  Savage 
and  Blum  and  Assistant  Chief  Walsh. 


BUILDING  ZONE  CASES 

523-38-BZ. 

APPLICANT — Sidney  L.  Strauss,  for  George  Ehret 
Properties,  Inc.,  owner  (Frank  W.  Banfield, 
lessee). 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  sections  7h 
and  21  of  the  building  zone  resolution,  to  permit 
partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  for  a  temporary  period  oftf 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 23-22  to  23-30  31st  street, 
north  side,  100  ft.  east  of  23rd  road  (Block  No. 
842,  Lot  No.  80),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Opposition:  Harry  Grassatti. 

ACTION  OF  BOARD— Laid  over  to  May  31,  1939,  at  2 
P.  M.,  on  request  of  applicant.  , 


931-38-BZ. 

APPLICANT — Henry  Nordheim,  for  Antonio  DePunte, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  storage  of  more  than  three 
(3)  motor  vehicles. 

PREMISES  AFFECTED — 252  East  203rd  street,  south 
side,  72.84  ft.  east  of  Valentine  avenue  (Block 
No.  3308,  Lot  Nos.  50  and  51),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1939,  at  2 
P.  M.,  for  inspection  and  report  by  a  committee 
of  the  board.  No  further  argument. 


1006-38-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Rosella  I. 
Williams,  owner. 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  sections  7c 
and  21  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 1688  Eastern  boulevard, 
southwest  corner  of  Soundview  avenue  (Block 
No.  3660,  Lot  Nos.  56  and  59),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  31,  1939,  at  2 
P.  M.,  applicant  to  file  working  drawings. 


190-19-BZ. 

APPLICANT — Interborough  Engineering  Company,  for 
Joseph  Lau,  owner  (Lau  Motors,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment — (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  change  of  occupancy  of 
part  of  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  board)  to  a 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 2546-2562  Atlantic  avenue, 
southwest  corner  of  Alabama  avenue  (Block  No. 
3683,  Lot  No.  25),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Ribelle  Perotto. 
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ACTION  OF  BOARD — Application  reopened  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  ^ 

Negative  .  ’ '  . .  n 

Absent  . .  q 


390-27-BZ. 

APPLICANT— Conroy  and  Hardy,  for  Ralph  Holding 
Corporation,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
restoration  to  calendar  for  rehearing,  re  Order 
of  the  Court— re  Application  (decision  of  the 
commissioner  of  buildings)  previously  denied  by 
the  board,  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district 
.  the  erection  and  maintenance  of  a  gasoline  serv¬ 
ice  station. 

,  PREMISES  AFFECTED — 73-34  to  73-46  Cooper  avenue, 
south  side  22.22  ft.  west  of  74th  street  and  71-04 
to  ,71'14„?thJ  s,tre^t  (Block  No.  3811,  Lot  Nos.  2 

Appearances— nda  e’  Borough  of  Queens- 

For  Applicant :  R.  S.  Hardy. 

For  Opposition :  Frank  Weichner  and  Peter 
Kutzelmann. 

ACTION  OF  BOARD — Application  reopened  subject  to 
usual  procedure 

[THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . ’ .  n 

Absent  . .  ’  . .  q 


J4-38-BZ. 

APPLICANT— Arthur  W.  Renander,  for  Jeho  Co.  Inc. 

;,TTR  RVnT  (Jamaica  Parking  Co.,  Inc.,  lessee). 

Application  for  consideration — reopening  and 
restoration  to  the  calendar,  having  been  previ¬ 
ously  withdrawn— re  Application  (decision  of  the 
borough  superintendent  of  buildings)  under  sec¬ 
tion  7h  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking 

3nr,n^storage  of  more  than  five  (5)  motor  vehicles 

PREMISES  AFFECTED — 89-02  to  89-12  166th  street' 

southwest  corner  of  89th  avenue  (Block  No  866’ 

APPEARANCES—’  Jamaica’  BorouSh  of  Queens. 

i  APPllcant :  William  Eckert. 

ACTION  OF  BOARD— Application  reopened  subject  to 
usual  procedure. 

'HE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . n 

Absent  . q 


For  Applicant:  Kenneth  W.  Milnes. 

ACTION  OF  BOARD — Application  withdrawn  on  writ¬ 
ten  request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  o 

Absent  . ’  q 


93-39-BZ. 

APPLICANT— Kenneth  W.  Milnes,  for  John  Milnes  Co., 
Inc.,  owner. 

UBJECT  Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  the  extension  of  an  exist- 
mg  business  building. 

.REMISES  AFFECTED — 114  Burden  avenue,  south 
side,  3.18.47  ft.  west  of  Richmond  avenue  (Block 
No.  1102,  Lot  Nos.  7  and  10),  Port  Richmond, 
Borough  of  Richmond 
PPEARANCES— 


684-38-BZ. 

APPLICANT — Nathan  Wolf  (lessee),  for  Standard  Na¬ 
tional  Corporation,  owner. 

SUBJECT — Application  reopened  and  restored  to  cal¬ 
endar,  April  4,  1939  (re  decision  of  the  borough 
superintendent  of  buildings),  under  section  7h  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  .temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 2050-2066  White  Plains  road, 
southeast  corner  of  Brady  avenue  and  northeast 
corner  of  Bronxdale  avenue  (Block  No.  4284,  Dot 
Nos.  5,  11,  13  and  15),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Nathan  Wolf. 

For  Opposition :  Sol.  A.  Herzog. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(684-38-BZ) 

Whereas,  Nathan  Wolf  (lessee),  for  Standard  National 
Corporation,  owner,  filed  August  2,  1938,  an  application 
under  section  7h  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  affecting  premises  2050-2066 
White  Plains  road,  southeast  corner  of  Brady  avenue 
and  northeast  corner  of  Bronxdale  avenue  (Block  No. 
4284,  Lot  Nos.  5,  11,  13  and  15),  Borough  of  The  Bronx; 
and 

Whereas,  this  application  was  dismissed  for  lack  of 
prosecution,  by  vote  of  the  Board  on  January  31,  1939  and 
applicant  requested  a  reopening  and  reconsideration  of  the 
application;  and 

Whereas,  this  application  was  reopened  and  restored  to 
the  calendar,  by  vote  of  the  Board,  on  April  4,  1939;  and 
W  hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  9,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  White  Plains  road  is  in  a 
business  and  unrestricted  use  district;  Cruger  avenue  is  in 
a  residence  and  business  use  district;  Bronxdale  avenue 
is  in  a  business  and  unrestricted  use  district  and  Brady 
avenue  is  in  a  residence  and  business  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  July  25,  1938,  reads: 

“Your  request  for  a  certificate  of  occupancy  to 
occupy  the  vacant  lot  at  the  above  premises  for  parking 
and  storage  of  more  than  five  (5)  cars,  is  hereby 
denied  as  these  premises  are  located  in  a  business  use 
district  and  the  proposed  occupancy  is  contrary  to 
Article  2,  Section  4  of  the  Amended  Building  Zone 
Resolution.” 

and 

W  hereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  253  ft.  on  White 
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Plains  road,  100  ft.  on  Brady  avenue  and  127  ft.  on  Bronx- 
dale  avenue.  It  is  proposed  to  use  the  site,  for  a  tempo¬ 
rary  period  of  not  more  than  two  (2)  years,  for  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  these  premises  were  inspected  by  a  committee 
of  the  board,  verbal  report  of  which  inspection  recom¬ 
mended  denial  of  the  application;  and 
Whereas,  the  board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  the  variance 
sought  under  section  7,  subdivision  h  and  that  there  existed 
no  practical  difficulties  or  unnecessary  hardship  precluding 
a  conforming  use. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  be  and  it  hereby  is  affirmed,  and  that  the  application 
be  and  it  hereby  is  denied. 


66-39-BZ. 

APPLICANT — Slee  and  "Bryson,  for  Frank  Saccardi  and 
Lauretta  Saccardi,  owners. 

SUBJECT — Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings)  under  sections 
7a,  7c  and  21  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  the  conver¬ 
sion  of  occupancy  of  part  of  an  existing  building 
to  a  gasoline  service  station. 

PREMISES  AFFECTED— 7423  (  7421  displayed)  15th 
avenue  and  1501  Bfay  Ridge  parkway  (75th 
street),  northeast  corner  (Block  No.  6213,  Lot 
No.  l),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  B.  Slee  and  Elmer  Blom- 
berg. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(66-39-BZ) 

Whereas,  Slee  and  Bryson,  for  Frank  Saccardi  and 
Lauretta  Saccardi,  owners,  filed  January  17,  1939,  an 
application  under  sections  7a,  7c  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  part  of  an  existing  building 
to  a  gasoline  service  station,  affecting  premises  7423  (7421 
displayed)  15th  avenue  and  1501  Bay  Ridge  parkway  (75th 
street),  northeast  corner  (Block  No.  6213,  Lot  No.  1), 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  9,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Bay  Ridge  parkway  is  in  a 
residence  and  business  use  district;  15th  avenue  is  in  n 
business  use  district;  76th  street  is  in  a  residence  and 
business  use  district  and  74th  street  is  in  a  residence  and 
business  use  district;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent  of  buildings,  re  Applic.  No.  19680-37,  dated  January 
11,  1939,  reads: 

“Proposed  change  of  occupancy  of  first  floor  of 
present  three  story  building  from  store  use,  to  use  as 
a  gasoline  service  station  in  a  business  use  district  is 
contrary  to  Art.  2,  Sec.  4,  subdiv.  46  of  the  Zone 
Resolution.” 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  and  three  stories  in  height,  with  a  frontage 


of  20  ft.  on  15th  avenue  and  a  frontage  of  90  ft.  on  Bay 
Ridge  parkway ;  and 

Whereas,  the  building  is  occupied  on  the  1st  story  as 
store,  4  car  garage  with  gasoline  equipment  and  six  (6) 
portable  tanks  and  occupied  as  dwellings  above.  It  is 
proposed  to  alter  the  westerly  (store)  portion  of  the  1st 
story  of  the  building  and  to  occupy  it  as  a  gasoline  service 
station  (approximately  20  ft.  by  40  ft.  in  area)  and  to 
continue,  otherwise,  the  existing  use  of  the  building,  part 
of  4  car  garage  to  be  used  for  lubritorium ;  and 

Whereas,  these  premises  were  inspected  by  a  committee 
of  the  board,  verbal  report  of  which  inspection  recom¬ 
mended  granting  of  the  application ;  and 

Whereas,  the  board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was  therefore  entitled  to  relief  on 
the  ground  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  building  zone  resolution,  and 
that  the  application  be  and  it  hereby  is  granted  under  sec¬ 
tion  21,  to  permit  the  reconstruction  of  the  building  as 
proposed,  so  as  to  provide  an  alcove  gasoline  selling  station, 
on  condition  that  the  stairway  from  the  2nd  story  shall  be 
enclosed  in  fireproof  partitions  and  shall  open  directly  to 
the  street;  that  no  closet  or  other  space  shall  be  con¬ 
structed  under  stair  at  the  1st  floor  level;  that  the  cellar 
under  the  building  shall  be  filled  to  grade  except  for  the 
portion  under  the  store  where  heater  room  is  now  located : 
that  the  fire  escape  on  the  building  shall  be  maintained 
and  in  addition,  there  shall  be  a  means  of  escape  provided 
to  the  roof  of  the  garage  in  the  rear;  that  the  gasoline 
pump  and  tanks  in  the  rear  garage  shall  be  removed  or 
the  storage  tank  filled  and  sealed;  that  new  gasoline 
tanks  may  be  installed  within  the  front  portion  of  the 
cellar,  which  is  to  be  filled  to  grade ;  that  the  floor  of  the 
gasoline  selling  alcove  shall  be  cement  paved;  that  any 
pumps  erected  shall  be  erected  against  the  wall  to  the 
east  and  not  nearer  than  15  ft.  to  either  street  building 
line;  that  the  ceiling  of  the  gasoline  selling  area  shall  be 
protected  with  fire-retarded  ceiling  consisting  of  wire  lath 
and  in.  cement  plaster,  including  the  store  ceiling;  that 
curb  cuts  shall  be  restricted  to,  one  to  15th  avenue  not 
over  15  ft.  in  width  and  two  from  Bay  Ridge  parkway, 
one,  the  existing  curb  cut  approximately  35  ft.  in  width 
and  one  not  over  15  ft.  in  width,  not  nearer  than  15  ft. 
to  the  building  line  of  1 5th  avenue,  as  extended;  that  no 
portable  gasoline  tanks  shall  be  used  on  or  from  the 
premises;  that  there  shall  be  no  motor  vehicle  repairing: 
that  the  greasing  and  washing  of  automobiles  shall  be 
restricted  to  the  present  garage  space;  that  there  shall  H 
no  openings  in  the  walls  of  this  building  to  the  adjoining 
premises;  that  signs  shall  be  restricted  to  bracket  sign 
attached  to  the  building  below  the  sills  of  the  2nd  story 
windows,  advertising  only  the  brand  of  gasoline  on  sale 
and  that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this 
resolution. 


168-28- BZ. 

APPLICANT— William  H.  Garbade,  Jr.,  for  Adelaide  F. 
Garbade,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
amendment  of  resolution,  extension  of  .  permit  and 
approval  of  plans — re  Application  (decision  of  the 
commissioner  of  buildings)  under  section  7f  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district,  for  a  temporary  period  of  not-  more 
than  two  (2)  years,  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED— 54-82  to  54-90  Kissena  boule¬ 
vard,  northwest  corner  of  North  Hempstead 
turnpike  (Block  No.  5179  (1056),  Lot  No.  1)> 
Flushing,  Borough  of  Queens. 
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APPEARANCES— 

for  Applicant:  William  PI  Garliadp  Tr 
ACTION  OF  BOARD  Application  reopened'  resolution 

THF  VOTFdTOPpr^r>e^ndAe^  and  plans  proved. 

1  HE  VOIE  TO  REOPEN,  AMEND  RESOT  TTTTOM 

EXTEND  TIME  AND  APPROVE  PLANS-  ’ 
Affirmative:  Commissioners  Savage  and  Blum 

and  Assistanct  Chief  Walsh  .  7 

Negative:  Chairman  Murdock  .  1 

Absent  . ; . . .  * 

THE  RESOLUTION— 

(168-28-BZ) 

Whereas,  John  Kochendorfer,  for  Adelaide  F  Garhsdo 
owner,  filed  February  25,  1928,'  an  applicadon  under  , he 
budding  zone  resolution,  to  permit  in  a  business  use  distr  ct 

premises  •°,154  82  °‘  a  gat°,ine  «rvice  ^'ion; 

premises.  54-82  to  54-90  Kissena  boulevard,  northwest 

(1056)  Lot  NTn  tu™Pike  (Block  No.  5179 

(1056)  Lot  No.  1),  Flushing,  Borough  of  Queens;  and 

Turmf^  15  aPpllcation  was  granted  by  the  board 

November ^29'  1938  TnT*1  COndltlons-  resolution  amended 
iNovemDer  zy,  1958  and  owner  requested  a  further  amend¬ 
ment  of  the  resolution  and  an  approval  of  plans. 

TuneT ; ^ VhC  HrTiUti°n  ?dopted  tbe  board  on 
ber  29’  1938’  hi  T'ff  \ re^hon  adopted  on  Novem- 

^amende^i^hanr'eQr^  “  50  «■* 

AZThld’  tha,t  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 

and  thirt1CthregUla,ti0?S  °fnthe  building  zone  resolution 

under  section  a7Pfplf1Catl0n  be  and  *  hereby  is  granted 

date  of  th L  ?f  iOT;  3  PCr°d  °f  two  years  from  the 
aate  ot  this  amended  resolution,  on  condition  that  the 

pl°'  “ndf  »P«1  shall  be  leveled  substantially  to  the 

boulevard-  d,°ar.tbthHemPStead  turnp,kc  and  Kissena 
Doulevard  that  the  arrangement  of  the  plot  shall  he 

thLs  annl3  ^-  ac,cordance  with  the  plans  filed  with 
stated  ^n  thT  and, ln  accordance  with  the  conditions 
stated  in  the  application ;  that  the  plans  marked 
Received  February  28,  1939’,  be  and  they  hereW  are 

mentsTf  the*  h  Subftantial  compliance  with  the  require- 
“  /u°f  ,the  board,  on  condition  that  a  retaining  wall 
on  the  interior  lot  lines  shall  be  installed,  if  required 
by  the  borough  superintendent  under  the  building 
code;  that  there  shall  be  erected  on  the  interior  S 

thanS’5aftSUibnStrtlT,l  °inamTtal  W°0d  fence  not  less 

r  i  /  j  in  height;  that  the  accessory  building  shall 
be  located  substantially  as  shown;  that  the  entire  area 
„  ^re  not  covered  by  accessory  buildings  and  planting 

proviaaSorSh°fhn  °”  Pl,anS’  Sha11  be  surfaced  with  col 
Prowa  or  other  similar  and  suitable  surfacing-  that 

no  pumps  shall  be  erected  nearer  than  15  ft  to  either 

heebubdininfiniine;  ;!;at.,here  sha"  erected  within 
banding  line  at  the  intersection  of  North  Hemp¬ 
stead  turnpike  and  Kissena  boulevard  a  solid  block  of 

orSran'To  ”  ***  a°„d  exuding 

curh  TV  n  1°  ft  in  length  over  street  line;  that  the 
nVx  *  sha  ,not  exceed  25  ft.  in  width  and  shall 

interior  "lST  ^  5  ft'  .to.  either  street  building  or 
tenor  lot  line,  as  extended;  that  signs  shall  he*  re 

»rv  buiM  3  siS"/ttached  to 'the  facade  of  the  aece7 

pumps  exchfdinJdall°t  ,lll,n’1nated  globes  of  the 
hm  PS’  excl.uding  all  temporary  signs  and  roof  siuns 

near  ’ibf’  m"8  erec'io?  "’ithin  the  building  fine’ 

”d  Kbsseia  S  °n  h°f  rNor,h  H^tead  tufnpike 
nnnin  a  boul,eyard.  of  a  post  standard  for  sup- 

only  the  brfndWhfCh  be  illuminated-  advertising 
snrh  •  brand  of  gasoline  on  sale  and  permitting 

distance*0  /°  eXtend  beyond  the  building  fine  for  f 
r  S  inglall  he"01-6  4  ft‘j  that  -tomobik 

other  than  thiel  -arned  °n  and  no  Peking  of  cars 
Porta  hi e  T  thr  being  serviced  ;  that  there  shall  be  no 
that  a  i  gasobne  Pumps  used  on  or  from  the  premises- 
that  all  permits  shall  be  obtained  and  all  work  coV 
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608-29-BZ. 

APPLICANT-Reilly  and  Hershey  (lessees),  for  City  of 
New  York,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit— re  Application  (decisions  of 
the  superintendent  of  buildings  and  the  fire  com- 

TfreTgranted  on  condition,  under  section  7f 
ot  the  building  zone  resolution,  permitting  in  a 
business  use  district,  the  erection  and  maintenance 

period^0  me  Servlce  station  for  a  temporary 

PREMISES  AFFECTED-401-W  West  207th  street  and 
08/0-5882  Ninth  avenue,  northwest  corner  (Block 

ha°ttan.  ’  ^  °  Lot  N°'  1}’  Borough  of  Man- 

APPEARANCES— 

A  Smith. 

CTI0^xtendT)ARD~APpliCati°n  reopened  and  Permit 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commission¬ 
er;5  i  ?Vage  and  Blum  and  Assistant  Chief 

Walsh  . . 

Negative  . ’  *  [  ’  ’  ’  ‘  | .  ft 

Absent  .  ^ 

THE  RESOLUTION—  .  U 

(608-29-BZ) 

wTfHon7 tu  this  aPPbcation  affecting  premises  401-407 

West  207th  street  and  3876-3882  Ninth  avenue,  northwest 

iSrneT  B1°Ck  N°‘  22°4,  part  of  Lot  No-  !).  Borough  of 
anhattan  was  granted  by  the  board  for  a  temporary 

7 To™  tT  years  U-nder  section  7-  subdivision  F,  January 
/,  1950,  and  the  variation  extended  for  a  further  period 

Ma v  4Ja?03a7y  7’  1932>  March  27>  1934,  March  10,  1936  and 
.ay  4>  lyd/,  and  applicant  now  requests  a  further  exten¬ 
sion. 

Resolved,  that  the  resolution  adopted  January  7  1932 
be  and  it  hereby  is  amended  extending  the  time  for  ’a  fur-’ 
ther  temporary  period  under  section  7-F  of  the  building 

Z°ne  Ies.oIfl!tl0n’  f?r  2  years  from  May  26-  1939*  on  condi- 
7  io Sat  the  reS?  ad°Pted  by  the  board  on  January 

7,  1932  as  amended  May  4,  1937,  shall  be  complied  with 

Tn  h  Cr  re,sP^cts  ancl  that  this  gasoline  service  station 
shall  be  permitted  in  conjunction  with  the  private  garages 
on  the  adjacent  property,  variance  for  which  property 
has  been  granted  by  the  board  under  Cal.  No.  678-30-BZ. 

678-30-BZ. 

APPUCANT-Joseph  A.  Webber,  lessee;  Board  of 

,TTPmrr,SP°^tatl0n’  City  of  New  York-  owner. 
oUfiJ LCI  Application  for  consideration — reopening  and 

extension  of  permit — re  Application  (decision  of 
the  superintendent  of  buildings)  granted  on  con¬ 
dition,  under  section  7f  of  the  building  zone 
resolution,  permitting  partly  in  a  business  use 
district  and  partly  in  a  residence  use  district  the 
erection  and  maintenance  of  a  colony  of  sixty- 
.p.y-T-x  ,TI?ve  (05)  individual  garages. 

PREMISES  AFFECTED-Wl-423  West  207th  street  and 
XT  4Ynth  avcnue,  northwest  corner  (Block 

hattan^4’  ROt  ^°’  ^  ’  BorouSb  Man- 

APPEARANCES— 

Ar-^T^T<^^plicant:  Sanford  Smith. 
ACTION^OF^BOARD— Application  reopened  and  permit 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commission- 
Sava&e  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . .  ^ 

Absent  . ’  ]  ’  . .  ^ 


MINUTES 


THE  RESOLUTION— 

(678-30-BZ) 

Whereas,  this  application  affecting  premises  401-423 
West  207th  street  and  3876-3882  Ninth  avenue,  northwest 
corner  (Block  No.  2204,  part  of  Lot  No.  1),  Borough  of 
Manhattan,  was  granted  for  a  temporary  period  on  May 
26,  1931,  time  extended,  May  31,  1933,  May  21,  1935,  and 
May  4,  1937,  and  applicant  requests  a  further  extension  of 
the  temporary  variance  granted. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
May  26,  1931,  as  amended  by  resolution  adopted  May  4, 
1937,  be  and  it  hereby  is  amended,  only  so  far  as  it  has 
reference  to  the  term  of  the  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“so  as  to  extend  the  temporary  variance  under  section 
7f  for  two  (2)  years  from  May  26,  1939,  on  condition 
that  all  requirements  of  the  resolution  previously 
adopted  shall  be  complied  with,  as  well  as  tbe  resolu¬ 
tion  adopted  by  the  board  in  the  adjoining  gasoline 
station  to  be  operated  in  conjunction  with  these 
garages,  under  Cal.  No.  608-29-BZ.” 


53-31-BZ. 

APPLICANT — Herman  Kron,  for  I.  T.  Flatto,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  under  section  7f 
of  the  building  zone  resolution,  permitting  in  a 
business  use  district,  the  maintenance  of  a  gas¬ 
oline  service  station  for  a  temporary  period. 

PREMISES  AFFECTED— 301-331  West  230th  street, 
northeast  corner  of  Spuyten  Duyvil  road  (Block 
No.  3406-A,  Lot  No.  63  and  part  of  Lot  Nos.  62 
and  64),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Herman  Kron. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(53-31-BZ) 

Whereas,  this  application  affecting  premises  301-331 
West  230th  street,  northeast  corner  of  Spuyten  Duyvil 
road  (Block  No.  3406-A,  Lot  No.  63  and  part  of  Lot  Nos. 
62  and  64),  Borough  of  The  Bronx,  was  granted  by  the 
board  June  30,  1931,  under  section  7,  subdivision  F,  for  a 
temporary  period  of  two  years  on  certain  conditions  and 
the  temporary  period  extended  March  14,  1933,  Mav  28, 
1935,  March  16,  1937  and  September  14,  1937  and  applicant 
requests  a  further  extension  of  the  temporary  variance 
granted. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
Tune  30,  1931,  as  amended  by  resolution  adopted  on  May 
28.  1935,  be  and  it  hereby  is  amended,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended 
this  portion  of  the  resolution  will  read : 

“to  permit  a  continuance  of  the  use  of  the  gasoline 
service  station  for  a  period  of  two  (2)  years  from 
June  30,  1939,  on  condition  that  the  resolution  as 
adopted  by  the  board  on  June  30,  1931  and  as  amended 
bv  resolution  adopted  on  May  28,  1935,  shall  be  com¬ 
plied  with  in  all  other  respects.” 


185-31-BZ. 

APPLICANT — Sidney  H.  Kitzler,  for  Estate  of  David 
Stern,  owner. 


SUBJECT— Application  for  consideration— reopening  and 
extension  of  time— re  Application  (decision  of  the 
acting  borough  superintendent  of  buildings) 
under  section  "7a  of  the  building  zone  resolution, 
permitting  in  a  residence  use  and  C  area  district, 
the  extension  of  an  existing  factory  building 
(bakery)  with  the  omission  of  the  required  rear, 
yard. 

PREMISES  AFFECTED  —  1157-1161  Madison  street, 

north  side,  100  ft.  east  of  Central  avenue  (Block 

No.  3360,  Lot  No.  52),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  H.  Kitzler. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commission- 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  J- 

Absent  . ” 

THE  RESOLUTION— 

(185-31-BZ) 

Whereas,  this  application,  under  section  7a,  to  permit 
in  a  residence  use  district,  the  erection  and  maintenance 
of  an  extension  to  an  existing  business  building  (bakery), 
affecting  premises  1157-1161  Madison  street,  north  side, 
100  ft.  east  of  Central  avenue  (Block  No.  3360,  Lot  No. 
52),  Borough  of  Brooklyn,  was  granted  by  the  board1 
November  17,  1931,  on  certain  conditions,  and  resolution 
amended  January  4,  1938,  February  15,  1938  and  May  17, 
1938  and  applicant  requests  an  extension  of  time  to  com¬ 
plete  the  work. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
November  17,  1931  as  amended  by  resolution  adopted 
May  17,  1938,  be  and  it  hereby  is  amended,  only  so  far  as 
it  has  reference  to  the  completion  of  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“in  view  of  statement  by  the  applicant  that  permits 
have  been  obtained  and  that  the  work  is  approxi¬ 
mately  90%  completed,  all  work  shall  be  completed 
within  nine  (9)  months  from  the  date  of  this  amended 
resolution.” 


619-31-BZ. 

APPLICANT— Edgar  A.  Palmieri,  for  Estate  of  Israel 
Miller,  owner.  .  , 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted1 
on  condition,  under  section  7f  of  the  building 
zone  resolution,  permitting  the  erection  and 
maintenance  of  a  gasoline  service  station,  located 
partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  for  a  temporary  period. 

PREMISES  AFFECTED— 148-14  to  148-26  11 1th  avenue 
southwest  corner  of  Sutphin  boulevard  (Block 
No.  2745,  Lot  No.  26),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Edgar  A.  Palmieri. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  J 

Negative  .  n 

Absent  . 

THE  RESOLUTION— 

(619-31-BZ) 

Whereas,  this  application  affecting  premises  148-14  to 

148-26  111th  avenue,  southwest  corner  of  Sutphin  boule- 
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vard  (Block  No.  2745,  Lot  No.  26),  Jamaica,  Borough  of 
Queens,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station  was  granted  by 
the  board  April  29,  1932,  for  a  temporary  period  of  two 
years,  time  extended  for  an  additional  period  of  two  years 
on  March  12,  1935,  resolution  amended  May  14  1935  and 
permit  extended  April  27,  1937  and  owner  requested  a 
further  extension  of  the  temporary  period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  April  29,  1932,  as  amended 
May  14,  1935  only  so  far  as  it  has  reference  to  the  dura¬ 
tion  of  this  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

Granted  for  a  period  of  two  years  from  the  date 
°f  this  amended  resolution,  on  condition  that  in  all 
other  respects  the  resolution  adopted  by  the  board 
on  April  29,  1932,  as  amended  May  14,  1935,  shall  be 
complied  with  in  all  respects.” 


332-32- BZ. 

APPLICANT— Nordlinger,  Riegelman  and  Cooper,  for 
c  Labor  Holding  Corporation,  owner, 
o U b J  BC  1  Application  for  consideration— reopening  and 
extension  of  time  re  Application  (decision  of  the 
commissioner  of  buildings)  under  section  21  of 
the  building  zone  resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance 
ot  a  gasoline  service  station. 

PREMISES  AFFECTED — 3276  Jerome  avenue,  southeast 
corner  of  Grand  Concourse  (Block  No.  3323,  Lot 

APPEARANCES— and  82)’  B°rOUgh  of  The  Bronx- 
.  __  For  Applicant — L.  A.  Halperin. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME _ 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . . . ‘ ‘  a 

Absent . .  0 

THE  RESOLUTION— 

(332-32-BZ) 

Whereas,  this  application  affecting  premises  3276  Jerome 
avenue,  southeast  corner  of  the  Grand  Concourse  (Block 
-No.  3323,  Lot  Nos.  55,  64  and  82),  Borough  of  The  Bronx 
was  granted  by  the  board  November  21,  1933,  on  certain 
conditions,  amended  January  3,  1934,  and  April  20,  1937 
and  time  extended,  April  12,  1938  and  applicant  requested 
a  further  extension  of  time  to  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  board  on 
November  21,  1933,  as  amended  January  3,  1934,  April  20, 
1937  and  April  12,  1938,  only  so  far  as  it  has  reference 
■o  completion  of  work,  and  as  amended  this  portion  of  the 
resolution  shall  read : 

“fat  al1  permits  shall  he  obtained  and  all  work  com¬ 
peted  within  one  (1)  year  from  the  date  of  this 
amended  resolution ” 


J^erbo rough  parkway  (Block  No.  3750,  Lot  No. 

APPEARANCES— WOOd’  B°r0Ugh  of  Queens- 

bor  ’  Alfred  A.  Lama  and  Martyn  N. 

Weinstein. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commission¬ 
er5  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  ^ 

Negative  . .  n 

Absent  .  . .  '  q 

THE  RESOLUTION— 

(309-36-BZ) 

W  hereas,  this  application,  affecting  premises  80-89  Cy¬ 
press  Hills  street  (Fresh  Pond  road),  east  side,  996  ft 

aoc \  t? •  j InterborouSh  parkway  (Block  No.  3750,  Lot  No 
695)  Ridgewood,  Borough  of  Queens,  was  granted  by  the 
board  February  9,  1937  on  certain  conditions,  resolution 
amended  December  14,  1937  and  applicant  requested  an 
extension  of  time. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  board  on 
ebruary  9,  1937,  as  amended  by  resolution  adopted  De¬ 
cember  14,  1937,  only  so  far  as  it  has  reference  to  obtaining 
permits  and  completion  of  work,  so  that  as  amended  that 
portion  of  the  resolution  shall  read: 

“■  ■  ■  tbat  ab  permits  shall  be  obtained  and  all  work 
shall  be  completed  within  eighteen  (18)  months  from 
the  date  of  this  amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

423-39- A. 

APPLICANT — Kanlee  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 67-69  Irving  street,  north  side, 
200  ft.  west  of  Columbia  street,  (Block  No.  314,’ 
Lot  No.  47),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  Kahn. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1939  at  2 
P.M.,  on  request  of  applicant’s  representative. 


466-39- A. 

APPLICANT— Julius  Rapson,  for  Charles  W.  Berry, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 177-21  130th  avenue,  north 
side,  410  ft.  west  of  Merrick  road  (Block  No.  3219, 
Lot  No-  25),  Springfield,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1939,  at  2 
P.M.  Applicant  to  be  notified. 


509-36- BZ. 

APPLICANT— Martyn  N.  Weinstein,  for  Mount  Carmel 

TTRTTrr emetery,  for  Estate  of  J.  Adams  Heuss,  owner. 

UtfJhCT  Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
comimssioner  of  buildings)  under  section  21  of 
the  buildingzone  resolution,  permitting  in  a  resi- 
( cnee  use  district,  the  erection  and  maintenance 
ot  a  building  to  be  used  as  a  garage  for  less  than 

house  m°t0r  vehlcIes  (Hucks),  storage  and  tool 

’REMISES  "AFFECTED — 80-89  Cypress  Hills  street 
(h  resh  Pond  road),  east  side,  996  ft.  north  of 


476-39- A. 

APPLICANT — Albert  G.  Hillberg,  for  Doreal  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the 
borough  superintendent  of  buildings. 

PREMISES  AFFECTED — 524  East  11th  street,  south 
side,  308  ft.  east  of  Avenue  A  (Block  No.  404,  Lot 
No.  16),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Albert  G.  Hillberg. 

For  Administration:  Fred  Dahlem,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1939,  at  2 
P.M.,  for  further  consideration  by  the  Board. 
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480-39- A. 

APPLICANT — David  Millman,  for  594  Greenwich  Street 
Realty  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 594  Greenwich  street,  west 
side,  75  ft.  north  of  West  Houston  street  (Block 
No.  600,  Lot  No.  35),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant — David  Millman. 

For  Administration — Fred  Dahlem,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1939,  at  2 
P.M.,  for  inspection  by  a  committee  of  the  Board. 


192-39- A. 

APPLICANT— Kenneth  W.  Milnes,  for  John  Milnes  Co., 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 114  Burden  avenue,  south  side, 
358.47  ft.  west  of  Richmond  avenue  (Block  No. 
1102,  Lot  Nos.  7  and  10),  Port  Richmond,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant — Kenneth  W.  Milnes. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman-  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


464-39-A. 

APPLICANT — S.  Franklin  Oppenheim,  for  Samuel  Lax, 
Trustee  for  Certificate  Holders  of  Bond  and 
Mortgage  Co.,  Guarantee  No.  213026. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 345  West  84th  street,  north 
side,  179  ft.  y2  in.  east  of  Riverside  drive  (Block 
No.  1246,  Lot  No.  15),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  S.  Franklin  Oppenheim. 

ACTION  OF  BOARD — Appeal  withdrawn  without  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


1133-38-A. 

APPLICANT — L.  Goldstein,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 27-29  Broadway  and  1-7  Dun¬ 
ham  place,  northwest  corner  (Block  No.  2468, 
Lot  No.  26),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  George  Figler. 

For  Administration :  Thomas  A.  Larkin,  Fire  De¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 


THE  RESOLUTION— 

(1133-38-A) 

Whereas,  L.  Goldstein,  owner,  filed  December  6,  1938, 
an  appeal  from  an  order  and  a  decision  of  the  fire  com¬ 
missioner  affecting  premises  27-29  Broadway  and  1-7  Dun¬ 
ham  place,  northwest  corner  (Block  No.  2468,  Lot  No. 
26),  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  1019- 
LF,  dated  July  29,  1938,  reads : 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building  having  at  least 
one  source  of  water  supply,  arranged  and  equipped  as 
provided  in  Art.  16,  Administrative  Code.” 

and 

Whereas,  the  said  order  was  repeated  in  a  decision  of 
the  fire  commissioner  dated  November  10,  1938 ;  and 

Whereas,  the  building  is  4  stories  (44  ft.)  in  height, 
27  ft.  by  67  ft.  in  area,  of  non-fireproof  construction,  lo¬ 
cated  in  an  unrestricted  use  district,  erected  about  35  years 
ago,  and  occupied:  Cellar— storage  of  baled  rags,  no  per¬ 
sons;  1st  floor— storage  and  sorting  of  feathers  and  rags, 

2  persons;  2nd  floor— storing  of  feathers  and  rags,  1  per¬ 
son  ;  3rd  floor — sorting  of  feathers,  1  person ;  4th  floor — 
cleaning  of  feathers,  for  which  no  certificate  of  occupancy 
has  been  issued ;  and 

Whereas,  the  applicant  contends  that  the  cost  of  com- 
pliance  with  the  order  would  be  well  over  $6,000;  that 
to  require  compliance  would  be  a  great  hardship  to  the 
owner;  that  if  there  is  no  other  alternative,  it  will  be 
necessary  to  vacate  the  building ;  that  the  property  is  being 
carried  at  a  very  close  margin;  that  at  the  present  time 
there  are  not  more  than  5  persons  employed  in  the  build¬ 
ing;  that  the  building  is  equipped  with  fire-escape  with 
fireproof  windows  on  the  course ;  that  under  the  circum-  < 
stances,  the  board  is  respectfully  requested  to  modify  the 
order  or  hold  same  in  abeyance ;  and  _  i 

Whereas,  this  matter  was  laid  over  from  a  previous 
hearing  for  an  inspection  by  a  committee  of  the  board ; 
and 

Whereas,  after  such  inspection  was  made  the  committee 
recommended  that  the  application  should  be  denied. 

Resolved,  that  the  order  of  the  fire  commissioner,  No 
1019-LF,  be  and  it  hereby  is  affirmed,  and  that  the  appeal 
be  and  it  hereby  is  denied. 


245-39-A-WF. 

APPLICANT— Angelina  Bosco,  lessee,  for  Brooklyn  Trust 
Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 39-20  104th  street,  west  side, 
100  ft.  north  of  Roosevelt  avenue  (Block  No.  1770, 
Lot  No  90),  Corona,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Norman  L.  Adolf  and  Angelina 
Bosco.  . 

For  Administration:  Joseph  Ferro,  Department  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . 

Absent  .  u 

THE  RESOLUTION— 

(245-39-A-WF) 

Whereas,  Angelina  Bosco,  lessee,  for  Brooklyn  Trust 
Company,  owner,  filed  February  27,  1939,  an  application 
for  the  approval  of  the  operation  of  a  cabaret  within  the 
World’s  Fair  district,  affecting  premises  39-20  104th  street, 
west  side,  100  ft.  north  of  Roosevelt  avenue  (Block  No- 
1770,  Lot  No.  90),  Corona,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent  o 
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7Uii939gSre°adsB'N‘  Application  Na  62'39>  dated  February 

“Contrary  to  section  8  of  World’s  Fair  Resolution  ” 

and 

Whereas,  the  building  is  4  stories  in  height,  25  ft.  by 
8U  it.  in  areai,  of  non-fireproof  construction,  located  in  a 
business  use  district,  erected  in  1927,  and  occupied:  Cellar 
-boiler  room;  1st  floor-*ar  and  grill;  2nd  floor— 2  apart¬ 
ments,  3rd  floor— same;  4th  floor— same;  it  is  proposed 
to  occupy  the  1st  floor  as  bar  and  grill  and  cabaret;  and 
Whereas,  the  applicant  contends  that  she  operated  a 
cabaret  diagonally  across  the  street  from  the  premises  in 
question  for  a  period  of  years  and  moved  to  the  present 
location  due  to  the  refusal  of  her  former  landlord  to 
renew  the  lease  without  an  increase  of  rental  to  twice  the 
former  rent;  that  the  proposed  cabaret  will  be  a  3  piece 
orchestra  for  dancing  and  two  singing  waiters  or  enter¬ 
tainers  ;  and 

Whereas,  report  of  the  police  commisioner  has  been 
received  wherein  it  is  stated  that  there  is  no  objection  on 
the  part  of  the  police  department  to  the  issuance  of  the 
cabaret  license  in  view  of  the  fact  that  the  applicant  has 
conducted  a  cabaret  in  this  area  for  the  last  5  years  in  a 
lawful  and  orderly  manner. 

S\iVe\’  *,bat  !he  decision  of  the  borough  superintendent 
.®Y^;  4ppllca|}on  No.  62-39  be  and  it  hereby  is  modified 
and  that  the  application  be  and  it  hereby  is  granted  on  con- 
dition  that  in  al  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 


and 


a  a  Department  RED.  Chapter  26,  Article 
1/,  Administrative  Code  of  the  City  of  New  York.” 

Whereas,  the  said  order  was  referred  to  in  a  decision 
ot  the  hre  commissioner  dated  March  31,  1939-  and 

Whereas,  the  building  is  2  stories  (28  ft.)  in  height 
with  a  frontage  of  197  ft.  on  Beach  20th  street,  146  ft.  gon 
Beach  21st  street  and  a  depth  of  160  ft.  of  Class  3  con- 
struetion;  erected  in  1926;  equipped  with  a  standpipe 
system ;  located  in  an  unrestricted  and  business  use  district 
and  occupied:  Cellar — storage  of  wines  and  liquors,  gro¬ 
ceries  stationery,  dry  goods,  leather  bindings,  shoes  and 
miscellaneous  merchandise  (department  store  storage)  • 
1st  floor  stores;  2nd  floor — offices  and  bowling  alleys  60 
persons;  and  J  ’ 

Whereas,  the  applicant  contends  that  the  installation  of 
extinguishers  would  be  more  satisfactory  than  the  sup¬ 
plying  of  fire  hoses  to  the  present  standpipes. 

tbaj  *be  order  ,°f  the  fire  commissioner,  No. 

J  -He  b<r  a?d  F  hereby  is  modified,  and  the  appeal  be 
and  it  hereby  is  granted  as  to  Item  IB,  on  condition  that 
the  standpipe  shall  be  extended  on  the  1st  floor  adjacent 
to  the  stairway  leading  into  the  rear  store  space ;  that  on 
"*e,,  s,t  hoor  outlet  and  2nd  floor  outlet  at  this  point  there 
shall  be  installed  not  less  than  100  ft.  of  approved  hose 
which  may  be  1)4  inch  in  diameter  with  reducing  connec¬ 
tion;  and  equipped  with  an  approved  nozzle;  that'  in  the 
stores  such  portable  fire-fighting  appliances  shall  be  in¬ 
stalled  as  the  fire  commissioner  shall  direct  and  denied 
as  to  Items  1-A  and  1-C. 


424-39-A. 

SURT'Fr TN  A~Eigihtr  Combined  Corporation,  owner. 
SUBJhCT— Appeal  from  an  order  and  a  decision  of 
the  hre  commissioner. 

PREMISES  AFFECTED— 1001-1019  Beach  20th  street 
moo  d  6St,  c°™er  of  Cornaga  avenue  and  1012- 
!028  ,Beach  28th  street  (Block  No.  212,  Lot  Nos. 

APPEARANCES- r  RoCkaway’  Borou®h  of 
For  Applicant :  Louis  C.  Borr. 

For  Administration:  Thomas  A.  Larkin  Fire  De¬ 
partment. 

THE^VOTE  E(^FD  Appeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commission¬ 
er5  CavaSe  and  Blum  and  Assistant  Chief 
Walsh  .  4 

Negative  . n 

Absent  . 0 

THE  RESOLUTION— 

(424-39-A) 

Whereas  Fight  Combined  Corporation,  owner,  filed  on 
the  firL  1939’-an.  aPPeal  from  an  order  and  a  decision  of 
20th  strpemmiei0ner’  affectinS  premises  1001-1019  Beach 
1028  H  i  northwest  corner  of  Cornaga  avenue  and  1012- 

‘  -  »>. 
by  *he  fire 

Armnge  the  standpipe  system  to  conform  to 
ftheTT”1^  of  Article  17,  Administrative  Code 
ing  orders7- °f  NgW  YOrk  ^  COmply  with  the  follow¬ 
ing  f°r.a  flow  test  by  washing  and  clean- 

rflfr-f  a  •  itandpipe  system.  Said  test  must  be  con¬ 
ducted  in  the  presence  of  a  representative  of  this 

exces tm  f0t  atiC*  Sh°W  50  Ibs'  hydrostatic  pressure  in 
excess  of  working  pressure  of  the  system  for  half  an 

no7zlpRePflaCe  umiSSmf  -2^  inch  aPProved  hose  and 
m  ™  at„each  standPIPe  outlet  with  sufficient  hose 
to  cover  all  floor  areas. 

C.  Paint  the  caps  of  standpipe  siamese  connec- 


434-39-A. 

APPLICANT— Gimbel  Brothers,  Inc.,  lessee  (Broadway 
„  aod  33rd  Street  Realty  Corporation,  owner). 

oUrJJBCi  Appeal  from  an  order  and  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 1275  Broadway,  west  side 
from  West  32nd  street  to  West  33rd  street,  101- 
125  West  32nd  street  and  100-124  West  33rd  street 
(Block  No.  808,  Lot  No.  40)  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  James  K.  Crimmins. 

For  Administration:  Insp.  Meyer,  Fire  Depart¬ 
ment. 

^^TION  OF  BOARD— Appeal  granted  on  condition. 
irlL  VOIE — 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . 0 

Absent  .  *  q 

THE  RESOLUTION— 

(434-39-A) 

_  \Yhereas,  Gimbel  Brothers,  Inc.,  lessee  (Broadway  and 
Street  Realty  Corporation,  owner),  filed  April  5, 
1939,  an  appeal  from  an  order  and  decision  of  the  fire 
commissioner,  affecting  premises  12/5  Broadway,  west  side 
from  West  32nd  to  West  33rd  streets,  100-124  West  33rd 
street  and  101-125  West  32nd  street  (Block  No.  808  Lot 
No.  40),  Borough  of  Manhattan;  and 
Whereas,  order  No.  11131-LC,  issued  by  the  fire  com¬ 
missioner  February  7,  1938,  is  referred  to  in  the  following 
decision  of  the  fire  commissioner,  dated  March  21,  1939: 
“Responding  to  your  request  of  March  10,  1939  we 
are  quoting  herewith  Order  No.  11131-LC,  issued 
against  the  refrigerating  system  at  premises  1275 
Broadway,  Borough  of  Manhattan. 

On  February  7,  1938,  we  have  been  advised  that  the 
Board  of  Standards  and  Appeals  will  accept  a  letter, 
when  the  applicant  has  exceeded  his  time  limit  in 
which  to  file  his  appeal. 

‘Confine  all  refrigerating  systems  or  unit  to  a  floor 
or  room  that  is  segregated  from  other  parts  of  the 
building  in  a  manner  that  will  prevent  the  accidental 
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escape  of  refrigerant  vapor  reaching  other  parts  of  the 
building:  such  floors  or  room  to  be  equipped  with  ex¬ 
haust  ventilation  or  windows  that  will  discharge  any 
escaped  refrigerant  vapor  directly  to  the  outside  air.’  ” 

and 

Whereas,  the  building  is  11  stories  (167  ft.  1 54  in.)  in 
height,  189  ft.  by  400  ft.  in  area,  of  fireproof  construction, 
equipped  with  a  standpipe  and  a  sprinkler  system,  located 
in  a  retail  use  district,  erected  in  1911  and  occupied  through¬ 
out,  pursuant  to  certificate  of  occupancy  No.  11933,  issued 
December  23,  1926,  as  a  department  store;  and 

Wherf.as,  the  applicant  contends  that  the  order  affects 
refrigerators  located  on  the  8th  floor  for  display  purposes 
only;  that  these  refrigerators  do  not  exceed  50  at  any  one 
time;  that  each  refrigerator  contains  2  lbs.  of  sulphur 
dioxide ;  that  the  removal  of  the  refrigerant  would  ma¬ 
terially  affect  the  sale  of  the  refrigerators  and  that  com¬ 
pliance  with  the  order  would  work  a  severe  hardship. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
11131-LC,  be  and  it  hereby  is  modified,  and  the  appeal  be 
and  it  thereby  is  granted  on  condition  that  no  refrigerator 
containing  more  than  6  lbs.  of  refrigerant  shall  be  dis¬ 
played  ;  that  not  more  than  one  model  of  each  size,  of  each 
make,  containing  refrigerant  shall  be  displayed ;  that  no 
such  refrigerator  shall  be  located  nearer  than  25  ft.  to  a 
means  of  exit  or  an  elevator  or  escalator;  that  the  space 
in  which  refrigerators  containing  refrigerant  are  displayed, 
shall  be  ventilated  by  mechanical  ventilation,  unless  open¬ 
ing  upon  shafts  or  interior  courts ;  that  if  refrigerators 
containing  refrigerant  are  stocked  in  the  same  building 
where  displayed,  they  shall  be  on  a  floor  or  portion  of  a 
floor  entirely  separated  from  a  space  where  customers  are 
admitted,  by  walls  or  partitions  reasonably  vaporproof  and 
such  storage  space  shall  be  ventilated  to  the  satisfaction  of 
the  fire  commissioner. 


437-39-A. 

APPLICANT  —  B.  Meredith  Langstaff,  attorney,  for 
Brooklyn  Heights  Association,  Second  United 
Cities  Realty  Corporation  and  Belle  C.  Stickle 
and  Edward  Handelman,  attorney,  for  160  Henry 
Street  Corporation,  adjacent  property  owners. 

OWNER  OF  PREMISES— Rosalie  L.  Minzie. 

SUBJECT — Appeal  from  a  decision  of  the  Acting  Bor¬ 
ough  Superintendent  of  Buildings,  re  Revocation 
of  Certificate  of  Occupancy  No.  1028. 

PREMISES  AFFECTED- — 82-84  Pierrepont  street,  south¬ 
west  corner  of  Henry  street  (Block  No.  242,  Lot 
No.  37),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  B.  Meredith  Langstaff  and  Ed¬ 
ward  Handelman. 

For  Owner:  Lewis  E.  Forman,  Alexander  Smith, 
R.  S.  Hardy,  Francis  X.  Bona,  John  F. 
Tully,  Mrs.  Edith  Wagner,  Rosalie  L.  Minzie, 
Frank  E.  Mendes  and  Helen  D.  Herstlet. 

For  Administration:  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Part  of  Certificate  of  Occupancy 
No.  1028,  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(437-39-A) 

Whereas,  B.  Meredith  Langstaff,  for  Brooklyn  Heights 
Association,  Second  United  Cities  Realty  Corporation  and 
Belle  C.  Stickle  and  Edward  Handelman,  for  160  Henry 
Street  Corporation,  adjacent  property  owners,  filed  on 
April  4,  1939,  an  application  for  revocation  of  certificate 
of  occupancy  No.  1028,  affecting  premises  82-84  Pierrepont 


street,  southwest  corner  of  Henry  street  (Block  No.  242, 
Lot  No.  37),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  20,  1939,  reads : 

“Replying  to  your  letter  of  March  16th,  in  which 
you  request  that  Certificate  of  Occupancy  No.  1028 
for  the  above  mentioned  premises  be  revoked.  Please 
be  advised  that  Section  646.0  of  the  New  York  City 
Charter  provides  that  a  Certificate  of  Occupancy  is 
binding  upon  this  Department,  until  set  aside  by  the 
Board  of  Standards  and  Appeals. 

Under  the  circumstances,  I  cannot  entertain  any 
application  for  the  revocation  of  the  Certificate  in 
question.” 

and 

Whereas,  the  building  is  4  stories  in  height,  37  ft.  by 
110  ft.  in  area  of  non-fireproof  construction,  erected  in 
1900,  located  in  a  residence  use  district  and  occupied  as 
follows :  Basement,  dining-room  and  kitchen,  balance  of 
the  building,  owners  residence  and  boarders ;  and 

Whereas,  certificate  of  occupancy  No.  1028  was  issued 
November  26,  1919,  for: 

Part  of  basement,  1st,  2nd  and  3rd  floor  one  family,  the 
rest  boarders,  total  1  family  and  boarders  and  private 
garage,  one  car,  rear  of  first  floor.  Permit  No.  3437-19; 
and 

Whereas,  on  September  26,  1928,  the  words  “also  public 
restaurant  on  street  level  floor”,  were  added  to  this  certifi¬ 
cate  by  order  of  superintendent,  on  account  of  affidavits 
filed  with  Permit  No.  3437-19;  and 
Whereas,  the  applicant  contends  that  in  1919,  the  build¬ 
ing  was  enlarged  and  the  certificate  of  occupancy  in  ques¬ 
tion,  issued  upon  the  completion  of  the  alteration;  that  in 
1928,  by  an  irregular  procedure,  this  certificate  of  occu¬ 
pancy  was  amended;  that  this  amendment  of  the  certificate 
of  occupancy  was  unlawful,  as  it  created  a  variation  of 
the  building  zone  resolution  without  application  to  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  counsel  for  the  owner  contends  that  the 
premises  were  occupied  as  a  public  restaurant  prior  to 
July  25,  1916. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  revoke  in  part,  certificate  of  occupancy  No.  1028, 
only  so  far  as  it  has  reference  to  the  revocation  of  the 
endorsement  on  the  certificate  of  occupancy  by  the  building 
department,  September  26,  1928,  reading :  “also  public 
restaurant  on  street  level  floor”,  and  that  in  all  other 
respects,  the  certificate  of  occupancy,  as  issued  in  1919, 
No.  1028,  shall  stand. 


441 -39- A- WF.  • 

APPLICANT — Albert  Keerson,  for  Wilgate  Holding  Cor¬ 
poration,  owner  (Keerhall  Realty  Corporation, 
Lewis  Halperin,  lessees). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 135-40  39th  avenue,  south  side, 
90  ft.  west  of  Main  street  (Block  No.  4976  (843 
old),  Lot  No.  44),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Albert  Keerson. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ~ 

Absent  .  ® 

THE  RESOLUTION— 

(441-39-A-WF) 

Whereas,  Albert  Keerson,  for  Wilgate  Holding  Cor¬ 
poration,  owner  (Keerhall  Realty  Corporation,  Lewis 
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Halperin,  lessees),  filed  April  6,  1939,  an  application  for 
approval,  pursuant  to  the  resolution  adopted  by  the  Board 
of  Estimate  and  Apportionment,  regulating  uses  within 
the  World’s  Fair  district,  on  the  erection  of  signs  exceed¬ 
ing  30  sq.  ft.  in  area  on  building  No.  135-40  39th  avenue, 
south  side,  95  ft.  west  of'  Main  street  (Block  No.  4976 
(843  old),  Lot  No.  44),  Flushing,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  Misc.  Applic.  No.  727-39,  dated  March  23,  1939,  reads: 

‘1.  The  erection  of  two  (2)  signs  each  exceeding 
30  sq.  ft.  in  area,  within  the  World’s  Fair  area,  is 
contrary  to  Section  4  of  the  World’s  Fair  resolution.” 
and 

Whereas,  the  building  is  two  stories  (31  ft.)  in  height, 
90  ft.  by  45  ft.  in  area,  of  Class  3  construction,  located 
in  a  business  use  district,  erected  in  1922  and  occupied: 
Cellar — storage;  1st  floor — food  market — 15  persons;  2nd 
floor — vacant ;  and 

Whereas,  the  signs  in  question  are  5  ft.  by  26  ft.  each, 
reading  as  follows:  “Keerson’s”  “Market”;  that  these 
signs  will  be  secured  flush  to  the  face  of  the  building,  10 
ft.  above  grade,  extending  5  in.  over  the  building  line, 
each  sign  will  be  constructed  of  metal  with  1  inch  raised 
wooden  letters  secured  by  6  in.  spikes  in  the  brick  wall; 
that  the  sign  will  be  illuminated  by  gooseneck  reflector, 
as  shown  on  plans  filed  with  this  appeal;  and 

Whereas,  reports  have  been  submitted  by  the  depart¬ 
ment  of  licenses,  fire  department,  commissioner  of  health 
and  police  department,  pursuant  to  the  provisions  of  Sec¬ 
tion  10  of  the  World’s  Fair  Resolution ;  and 
Whereas,  the  applicant  contends  that  the  signs  in  ques¬ 
tion  are  necessary  for  the  conduct  of  the  business. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  No.  727-39  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condi¬ 
tion  that  the  signs  shall  not  be  increased  beyond  the  area 
stated  and  shall  comply  in  all  other  respects  with  the 
requirements  and  shall  not  be  illuminated  except  by  goose¬ 
neck  reflectors. 


460-39-A. 

APPLICANT — A.  J.  O’Brien,  for  Isaac  Elson,  owner 
(Elson  Lumber  Co.,  lessee). 

SUBJECT — Appeal  from  an  order  and  decisions  of  the 
fire  commissioner 

PREMISES  AFFECTED-21 7-219  West  21st  street,  north 
side,  225  ft.  west  of  Seventh  avenue  (Block  No. 
771,  Lot  No.  29),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  A.  J.  O’Brien. 

For  Administration:  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . o 

Absent  .  0 


THE  RESOLUTION— 

(460-39-A) 

V  hereas,  A.  J.  O’Brien,  for  Isaac  Elson,  owner  (Elson 
Lumber  Co.,  lessee),  filed  April  12,  1939,  an  appeal  from 
an  order  and  decisions  of  the  fire  commissioner,  affecting 
premises  217-219  West  21st  street,  north  side,  225  ft.  west 
°f  Seventh  avenue  (Block  No.  771,  Lot  No.  29),  Borough 
of  Manhattan ;  and 

t  ^EREAS-  the  order  of  the  fire  commissioner,  No.  2396- 
LF,  dated  September  19,  1938,  reads : 

1.  Install  an  approved  wet  automatic  sprinkler 
system,  in  cellar,  having  at  least  one  source  of  water 


supply,  arranged  and  equipped  as  per  Article  16, 
Chapter  26,  Administrative  Code.” 

and 

Whereas,  said  order  was  referred  to  in  decisions  of  the 
fire  commissioner,  dated  March  9,  1939  and  April  24,  1939, 
respectively ;  and 

Whereas,  the  building  is  3  stories  and  basement  (42  ft.) 
in  height,  50  ft.  by  98  ft.  9  in.  in  area,  of  nonfireproof 
construction;  erected  in  1922;  located  in  a  business  use 
district;  occupied:  Cellar — lumber  storage;  1st  floor — lum¬ 
ber  storage,  building  materials,  storage  and  garage  for  3 
cars,  5  persons ;  2nd  and  3rd  floors — storage  of  lumber  and 
building  materials,  no  persons;  certificate  of  occupancy  No. 
5400,  issued  October  22,  1922,  for  the  following  use:  1st 
floor — storage  and  garage^for  3  autos;  2nd  and  3rd  floors 
— storage;  and 

Whereas,  the  applicant  contends  that  the  cellar  is  used 
for  storage  of  new  lumber  in  orderly  stacks  with  good 
aisle  space  and  sufficient  fire  protection,  such  as  extin¬ 
guishers  and  fire  pails ;  there  are  two  means  of  egress  from 
the  cellar  to  1st  floor;  that  the  cellar  ceiling  is  fire-retarded 
and  the  cellar  is  unheated ;  that  it  would  be  a  hardship  to 
be  compelled  to  install  a  dry-pipe  system  with  city  main 
connection  and  dry  pipe  valve.  It  is  proposed  to  install 
a  non-automatic  sprinkler  system  in  the  cellar. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
2396-LF,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall 
be  installed  throughout  the  cellar  a  non  automatic  sprinkler 
system ;  that  the  interior  automatic  alarm  need  not  be 
installed;  that  there  shall  be  installed  a  hose  inlet  at  the 
building  line,  not  less  than  12  inches  above  the  sidewalk ; 
that  the  fittings  throughout  shall  be  of  malleable  iron ;  that 
the  cap  of  the  hose  inlet  shall  be  painted  aluminum  and 
there  shall  be  a  sign  painted  aluminum  indicating  the  cellar 
protection  and  that  in  all  other  respects,  the  system  shall 
comply  with  the  requirements  of  the  building  code  therefor. 


469-39-A-WF. 

APPLICANT — Joseph  B.  Lynch,  for  Socony-Vacuum  Oil 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED  —  132-01  to  132-13  Roosevelt 
avenue,  northeast  corner  of  Lawrence  street 
(Block  No.  4973,  Lot  No.  1),  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration:  Joseph  Ferro,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(469-39-A-WF) 

Whereas,  Joseph  B.  Lynch,  for  Socony-Vacuum  Oil  Co., 
Inc.,  owner,  filed  April  14,  1939,  an  application  for  approval 
of  the  erection  of  signs  exceeding  the  area  permitted 
under  the  resolution  of  the  Board  of  Estimate  and  Appor¬ 
tionment,  affecting  the  World’s  Fair  district,  premises 
132-01  to  132-13  Roosevelt  avenue,  northeast  corner  of 
Lawrence  street  (Block  No.  4973,  Lot  No.  1),  Flushing, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  Sign  Application  No.  84-39,  dated  March  15,  1939,  reads: 
“1.  The  erection  of  a  group  of  signs  totaling  more 
than  30  sq.  ft.  in  area  within  the  World’s  Fair  Area 
is  contrary  to  Section  4  of  the  World’s  Fair  resolution. 
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2.  The  erection  of  a  sign  on  other  than  the  front  of 
a  building  is  contrary  to  Section  4  of  the  World’s  Fair 
resolution.  _  .  „ 

Note:  Projecting  sign  exceeding  30  sq.  ft.  in  area, 
and  _ 

Whereas,  the  building  is  one  story  (13  ft.)  in  height, 
74  ft.  by  26  ft.  in  area,  on  a  plot  126.54  ft.  by  99.8  ft.  in 
area,  erected  in  1931,  located  in  an  unrestricted  use  district 
and  occupied  as  a  gasoline  service  station;  and 

Whereas,  it  is  proposed  to  erect  a  continuous  band 
type”  sign  29  ft.  6  in.  along  the  easterly  lot  line,  74  ft. 
across  the  front  elevation  of  the  building,  29  ft.  6  in.  across 
the  west  elevation  of  the  building  and  a  distance  of  36  ft. 
from  the  west  wall  of  the  building  to  Lawrence  street 
building  line ;  this  entire  “band  sign”  to  be  5  ft.  high  and 
to  erect  a  new  sign  on  post  standard  extending  beyond  the 
building  line,  as  shown  on  plans  filed  with  this  appeal ; 

Whereas,  the  applicant  contends  that  the  proposed  band 
sign  will  consist  of  a  flat  sign  in  3  sections,  2  of  which 
will  be  over  the  station,  supported  on  steel  columns  and 
the  other  section  will  be  supported  on  the  parapet  of  the 
present  building ;  that  the  entire  sign  will  be  at  one  level 
and  will  run  across  the  property  continuously,  as  shown  on 
the  plans  filed;  that  the  sign  will  be  of  steel  construction, 
as  shown  on  plans;  that  the  purpose  of  the  sign  is  to 
improve  the  location  of  the  site  and  partially  eliminate  sur¬ 
rounding  conditions,  which  tend  to  destroy  the  effectiveness 
of  the  station ;  that  as  the  sign  will  be  at  a  maximum 
height  of  15  ft.,  will  not  be  illuminated  and  will  not 
possibly  be  seen  from  the  Fair  grounds  and  therefore 
favorable  consideration  of  this  appeal  is  requested. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
as  to  Sign  Application  No.  84-39  be  and  it  hereby  is  modified 
and  that  the  application  be  and  it  hereby  is  granted  as  to 
Objection  No.  2,  on  condition  that  the  sign  shall  be  re¬ 
stricted  to  advertising  the  brand  of  gasoline  on  sale  and 
shall  be  erected  on  a  post  standard  within  the  building 
line;  that  such  sign  shall  not  extend  beyond  the  building 
line  for  a  distance  of  more  than  four  feet;  and  denied 
as  to  Objection  No.  1. 


471-39-A. 

APPLICANT — Benjamin  N.  Brody  ,for  Union  Park 
Realty  Co.,  Inc.,  owner  (Kitty  Kelly  Stores  Co., 
Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 40  East  14th  street,  south  side, 
26  ft.  east  of  University  place  and  125  University 
place  (Block  No.  625,  Lot  Nos.  7  and  9),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Benjamin  N.  Brody. 

For  Administration:  Insp.  Maher,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(471-39-A) 

Whereas,  Benjamin  N.  Brody,  for  Union  Park  Realty 
Co.,  Inc.,  owner  (Kitty  Kelly  Stores,  Inc.,  lessee),  filed 
April  12,  1939,  an  appeal  from  a  decision  and  an  order  of 
the  fire  commissioner,  affecting  premises  40  East  14th 
street,  south  side,  26  ft.  east  of  University  place  and  125 
University'  place  (Block  No.  625,  Lot  Nos.  7  and  9),  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  2051  - 
LF,  dated  August  18,  1938,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler 
system  in  cellar,  having  at  least  one  source  of  water 


supply  arranged  and  equipped  as  per  Art.  16,  Chap. 
26  Adm.  Code.” 

and  .  . 

Whereas,  this  order  is  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  March  16,  1939 ;  and 

Whereas,  the  building  is  5  stories  (60  ft.)  in  height,  26 
ft.  9  in.  by  130  ft.  in  area,  of  non-fireproof  construction, 
erected  prior  to  1876,  located  in  a  business  use  district,  and 
occupied :  Cellar— storage  and  sales  room— 35  persons ; 
1st  floor— stores — 100  persons;  2nd  to  5th  floors— vacant ; 
and  ,  j-  •  : 

Whereas,  the  applicant  contends  that  the  building  is 
occupied  by  two  tenants — 14th  street  store  and  basement 
by  a  shoe  store;  that  the  shoe  store  portion  of  the  base¬ 
ment  is  used  as  stock  rooms  at  the  front  and  rear  and , 
for  a  period  of  two  weeks,  one  week  prior  to  Easter  and 
one  week  prior  to  Christmas,  the  center  portion  is  used  as 
a  salesroom ;  that  this  portion  of  the  basement  has  a  metal 
ceiling  and  a  4  ft.  wide  steel  stairway  leading  to  the  1st 
floor  store  above ;  that  the  store  and  basement  on  University 
place  is  occupied  as  a  sandwich  shop,  the  basement  of 
which  is  separated  from  the  basement  of  the  shoe  store, 
by  a  terra  cotta  block  partition;  that  the  2nd,  3rd,  4th  and 
5th  floors  will  remain  unoccupied ;  that  there  are  sidewalk 
vaults  on  14th  street  and  University  place  the  full  width 
of  the  building;  that  the  use  is  non-hazardous ;  that  it  is 
proposed  to  install  as  an  alternative  to  compliance  with  the 
order,  an  engineer’s  exit  on  the  14th  street  side  and  one 
on,  the  University  place  side,  equipped  with  an  iron  ladder 
leading  to  street  level;  that  if  this  method  of  compliance 
with  the  order  is  not  satisfactory,  permission  is  requested 
to  install  a  non-automatic  sprinkler  system  in  the  basement 
portion  under  the  restaurant  only. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
2051-LF,  be  and  it  hereby  is  modified,  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  there  shall  be 
installed  in  the  three  (3)  stock  rooms  located  in  the  cellar, 
as  shown  on  plans  filed  with  this  appeal,  sprinkler  heads 
connected  with  domestic  water  supply  of  building  and  that 
no  Siamese  or  automatic  alarm  need  be  installed. 


473-39-A. 

APPLICANT  —  Frank  M.  Wright,  for  New  York  Zoo* 
logical  Society,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— Southern  boulevard  and  East 
185th  street,  about  800  ft.  southeast  (New  York 
Zoological  Park),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Frank  M.  Wright. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . 

THE  RESOLUTION— 

(473-39-A) 

Whereas,  Frank  M.  Wright,  for  New  York  Zoological 
Society,  owner,  filed  April  12,  1939,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings,  af¬ 
fecting  premises  Southern  boulevard,  800  ft.  southeast  of 
East  185th  street,  Borough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  Alt.  Application  No.  51-39,  dated  April  5,  1939,  reads: 
“1.  Building  should  be  constructed  as  per  sec.  3.2.3. 
Frame  structures  are  unlawful  within  the  fire  limits. 
Sec.  4.1.2. 

3.  Roofing  should  be  of  lawful  approved  materials. 

Sec.  8.7.2.4  and  10.12.1.  . 

4.  Cornice  should  be  of  incombustible  materials. 
Sec.  10.12.13.1.  Sec.  7.I.4.7.” 

and 
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Whereas,  the  building  is  one  story  (25  ft.)  in  height, 
40  ft.  by  85  ft.  in  area,  of  frame  construction ;  erected  in 
1900;  located  in  a  residence  use  district  and  occupied  as 
a  lunchroom,  150  persons;  and 
Whereas,  it  is  proposed  to  erect  a  small  extension  ap¬ 
proximately  14  ft.  6  in.  by  35  ft.  9  in.  in  area,  of  frame 
construction  similar  in  construction  to  the  existing  build¬ 
ing,  which  is  more  than  200  ft.  from  the  nearest  building, 
which  is  of  brick  with  tile  roof  and  copper  cornices. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Application  No.  51-39,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
permitting  the  construction  as  proposed,  on  condition  that 
the  building  shall  not  be  further  increased  in  height  or 
area  and,  granted  only  so  long  as  the  building  shall  be  used 
as  proposed  in  connection  with  the  Bronx  Zoological  Park 


478-39-A. 

APPLfCANT:— H.  C.  Toensfeldt,  for  Board  of  Education 
City  of  New  York,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  acting  borou°h 
superintendent  of  buildings. 

PREMISES  AFFECTED  —  958-974  President  street, 
southeast  corner  of  Classon  avenue  (Block  No' 

APPEARANCES-  L°'  N°’  Borough  o£  Br°°kly>- 
For  Applicant :  Charles  Tilgner. 

For  Administration  :  Benjamin  Saltzman,  Depart¬ 
ment'  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . '  g 

Absent  . *  "  ’  ‘  ^ .  q 

THE  RESOLUTION— 

(478-39-A) 

Whereas,  H  C  Toensfeldt,  for  Board  of  Education, 
City  of  New  York,  owner,  filed  on  April  17,  1939,  an 
appeal  from  a  decision  of  the  acting  borough  superintendent 
of  buildings,  affecting  premises  958-974  President  street 
southeast  corner  Classon  avenue  (Block  No.  1184,  part  of 
Lot  No.  1),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  acting  borough  superin- 
tendent  dated  April  6,  1939,  on  Arndt.  Application  to 
Permit  6631-38,  reads: 

“According  to  Sec.  372,  sub.  3  of  the  Old  Code, 
applicable  to  this  building,  every  opening  in  a  fire  par- 

fire^door  ^  Protected  by  an  approved  self-closing 

There  is  no  double  action  door  which  has  been  ap¬ 
proved  as  an  approved  self-closing  fire  door,  and 
therefore  this  application  is  denied  ” 
and 

(,AAVf!E\RE-AS’utheL  wdl  be  4  stories  and  basement, 

(60  ft.)  m  height,  289  ft.  2  in.  by  200  ft.  6  in.  in  area,  of 
fireproof  construction,  located  in  a  residence  use  district, 
to  be  occupied  throughout  as  a  public  school ;  and 
Whereas  the  applicant  contends  that  to  provide  single 
ftrA^  -S°ube  doors>  would  interfere  with  the  supervised 
Pnl-vT  wrhe[e  occupants  of  the  school  are  grouped  on 
fnh  mi  r  j  Partltlon  and  in  order  to  avoid  a  panic, 
uii  width  of  door  openings  is  necessary ;  that  application 
has  been  made  to  the  City  Council  to  amend  the  code  so 
as  to  permit  this  installation;  that  in  order  not  to  delay 

thfs  appeal  °f  the  Sch°o1,  £avorable  action  is  requested  on 

Jj£VJd’  th.at  d?cision  of  the  act'ng  borough  super- 
2eJ’  aj  Permit  No.  6631-38  be  and  it  hereb?  is 
peSLaS  that  the  appeal  be  and  it  hereby  is  granted, 
k  nrn  ^  I  :-e  1IJstailat1on  of  'double  acting  kalamein  doors 
donrVcRu  the  fireProof  partition  on  condition  that  the 

and  thi'a  )C  as  aPProved  £or  a  single  door  for  one  hour; 
that  no  astragal  need  be  supplied. 


489-39-A. 

APPLICANT— Julius  Eckmann,  for  Good  Samaritan  Dis¬ 
pensary,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
borough  superintendent  of  buildines 
PREMISES  AFFECTED  -  75  Essex  street,  northwest 
corner  of  Broome  street  (Block  No.  409,  Lot  No 
60),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Julius  Eckmann. 

For  Administration  :  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

mSu1  vTumT?  B0ARD— Appeal  granted  on  condition, 
i  tiE  V  U  i  E — - 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . ’  ’  ‘  [  *  g 

Absent  . .  g 

THE  RESOLUTION— 

(489-39-A) 

Whereas,  Julius  Eckmann,  for  Good  Samaritan  Dispen- 
sary,  owner,  filed  on  April  18,  1939,  an  appeal  from  an 
order  and  decision  of  the  borough  superintendent  of  build- 
mgs,  affecting  premises  75  Essex  street,  northwest  corner 

r  Broo,me  street  (Block  No-  409,  Lot  No.  60),  Borough 
of  Manhattan;  and 

Whereas,  violation  No.  627-39  issued  by  the  borough 
superintendent  of  buildings,  dated  April  13,  1939,  reads: 

Of  failing  to  enclose  the  elevator  shaft  of  a  public 
building  in  fireproof  materials. 

You  are  hereby  directed  to  enclose  the  elevator  shaft 
as  required  by  law.” 

and 

Y\  hereas,  the  decision  of  the  borough  superintendent 
dated  April  13,  1939,  reads : 

r‘r^onr  re9uest  for  a  modification  of  violation  No. 
627-39  to  permit  the  enclosure  of  an  elevator  shaft 
wffi h .  sheet  metal  instead  of  as  required  under  the 
building  code,  is  hereby  denied. 

Application  for  modification  of  this  order  may  be 
made  to  the  Board  of  Standards  and  Appeals  ” 

and 

Whereas,  the  building  is  4  stories  (65  ft.)  in  height, 

40  ft.  by  86  ft.  in  area,  of  non  fireproof  construction, 
located  in  a  business  use  district,  erected  in  1889  and 
0^5:u^Rd  ■  Cellar,  boiler  room;  1st  floor,  drug  department, 
office,  etc. ,  2nd,  3rd,  4th  floors,  out-patients  dispensarv ' 
and  ’ 

Whereas,  the  applicant  contends  that  the  conditions  are 
such  that  there  is  no  room  for  the  required  enclosure  in 
the  elevator  shaft;  that  the  cables  and  guides  and  stair 
stringers  are  so  located  that  there  is  not  sufficient  clearance 
to  erect  the  required  partitions ;  it  is  requested  that  permis¬ 
sion  be  granted  to  enclose  the  shaft  with  No.  16  gauge 
metal,  with  kalamein  doors  at  openings;  that  the  dispensary 
is  a  charitable  organization  and  that  compliance  with  the 
strict  interpretation  of  the  law,  would  impose  a  hardship. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  as  to  violation  No.  627-39  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  walls  surrounding  the-  elevator  and  stair  on  the 
cellar  level  shall  be  not  less  than  8  in.  of  masonry  with 
all  doors  thereto,  fireproof  and  self-closing;  that  on  the 
1st  and  4th  floors,  the  elevator  shaft  shall  be  enclosed 
continuously  on  all  four  sides,  with  wire  lath  and  plaster 
not  less  than  l/2  inches  thick,  using  steeltex  or  similar 
reinforcing  material;  that  the  doors  to  the  elevator  shall 
be  of  kalamein  construction;  that  this  modification  shall 
continue  only  so  long  as  the  building  is  continued  in  its 
present  use. 

490-39-A.  ‘ 

APPLICANT — Dominick  Salvati,  for  Alfred  Di  Stefano, 
owner. 
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SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED  —  255-10  148th  avenue,  south 
side,  100  ft.  east  of  Weller  street  (Block  No.  4901, 
Lot  Nos.  62-67),  Rosedale,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant — Dominick  Salvati  and  Alfred  Di 
Stefano. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(490-39- A) 

Whereas,  Dominick  Salvati,  for  Alfred  Di  Stefano, 
owner,  filed  on  April  18,  1939,  an  appeal  from  a  decision 
of  the  borough  superintendent  of  buildings,  affecting  prem¬ 
ises  255-10  148th  avenue,  south  side,  100  ft.  east  of  Weller 
street  (Block  No.  4901,  Lot  Nos.  62-67),  Rosedale,  Borough 
of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  N.B.  Application  No.  7476-38,  dated  April  13,  1939, 
reads : 

“1.  The  erection  of  a  frame  building  in  the  fire 
limits  is  contrary  to  section  4.1.2  of  the  Building  Code.” 

and 

Whereas,  the  building  is  P/2  stories  (18  ft.)  in  height, 
25  ft.  by  38  ft.  in  area,  on  a  plot  50  ft.  by  100  ft.  in  area, 
of  frame  construction,  located  in  an  undetermined  use,  “D” 
area  district,  erected  in  1938  and  occupied  as  a  one  family 
dwelling ;  and 

Whereas,  the  applicant  contends  that  plans  were  filed 
for  the  erection  of  a  brick  and  frame  dwelling,  but  that  a 
brick  veneered  structure  was  erected ;  that  an  amendment 
was  filed  to  cover  this  condition,  resulting  in  the  objection 
appealed  from ;  that  other  buildings  in  the  vicinity  are 
mostly  of  frame  construction,  having  been  erected  under 
the  old  building  code. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  on  N.B.  Application  No.  7476-38  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  further  increased 
in  height  or  area  and  that  the  plot  shall  not  be  decreased 
in  area ;  that  the  building  shall  be  faced  with  brick  as  pro¬ 
posed  and  in  all  other  respects,  shall  meet  the  require¬ 
ments  for  a  building  erected  outside  the  fire  limits. 


491 -39- A. 

APPLICANT — Samuel  Rudy,  for  Colonial  Real  Estate 
Association,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 65-67  Leonard  street  and  249 
Church  street,  northeast  corner  (Block  No.  174, 
Lot  No.  12),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Samuel  Rudy. 

For  Administration:  Insp.  Maher,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(491-39-A) 

Whereas,  Samuel  Rudy,  for  Colonial  Real  Estate  Asso¬ 


ciation,  owner,  filed  on  April  19,  1939,  an  appeal  from  an 
order  and  decision  of  the  fire  commissioner,  affecting 
premises  65-67  Leonard  street  and  249  Church  street,  north¬ 
east  corner  (Block  No.  174,  Lot  No.  12),  Borough  of 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  4120- 
LF,  dated  February  2,  1939,  reads : 

“1.  Provide  an  automatic  fire  alarm  complete  with 
Central  Office  connection  (in  the  cellar  and  sub-cellar). 
All  work  shall  be  done  in  a  manner  satisfactory  to 
the  Fire  Commissioner  and  in  accordance  with  estab¬ 
lished  practice  and  trade  custom.  Full  information 
as  to  the  number,  type  and  the  spacing  of  alarm 
actuating  devices  shall  be  furnished  to  the  Fire  Com¬ 
missioner  and  his  approval  secured  before  the  work 
may  be  commenced ;  Art.  16,  Ch.  26,  Adm.  Code.” 

and 

Whereas,  the  modification  of  this  order  requested  by 
the  applicant  is  denied  in  a  decision  of  the  fire  commis¬ 
sioner,  dated  April  10,  1939;  and 

Whereas,  the  building  is  5  stories  in  height,  39  ft.  11  in. 
bv  50  ft.  in  area,  of  non-fireproof  construction,  erected 
prior  to  1899,  located  in  an  unrestricted  use  district  and 
occupied  :  Sub-cellar — storage  of  cotton  textiles — no 
persons;  cellar — same;  1st  floor  to  5th  floor  offices  ■ 
not  more  than  8  persons  per  floor,  for  which  certificate 
of  occupancy  No.  18744  was  issued  in  1932;  the  building 
is  equipped  with  a  sprinkler  system;  and 

Whereas,  the  applicant  contends  that  there  is  no  fire 
hazard  in  the  building;  that  there  is  a  fireproof  stairway 
to  cellar  and  sub-cellar  and  a  sidewalk  elevator  on  the 
Leonard  street  side  of  building,  an  entrance  to  the  cellar 
and  sub-cellar  from  the  store  on  the  Leonard  street  side  of 
the  building,  and  a  hallway  entrance  to  the  cellar  on  the 
Church  street  side  of  the  building;  that  to  compel  the 
installation  of  an  automatic  fire  alarm  system  in  conjunc¬ 
tion  with  the  dry  sprinkler  system  in  the  cellar  and  sub¬ 
cellar,  is  not  warranted,  as  no  serious  hazardous  condition 
exists  and  there  are  sufficient  means  of  egress  and  ingress. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
4120-LF,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  sprinkler 
system,  shall  in  all  other  respects,  meet  the  requirements 
of  article  16  of  the  administrative  code. 


495 -39- A. 

APPLICANT  —  Ward  Fenner,  for  Riverdale  Country 
School,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— Southeast  corner  of  Field- 
ston  road  and  Henry  Hudson  parkway  (Block 
No.  3415P,  Lot  No.  275),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant — Ward  Fenner. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . . 4 

Negative  .  9 

Absent  .  9 

THE  RESOLUTION— 

(495-39-A) 

Whereas,  Ward  W.  Fenner,  for  Riverdale  Country 
School,  Inc.,  owner,  filed  April  20,  1939,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings,  affect¬ 
ing  premises  southeast  corner  of  Henry  Hudson  parkway 
and  Fieldston  road  (Block  No.  3415P,  Lot  No.  275), 
Borough  of  The  Bronx ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  14,  1939,  re  alteration  application  No.  664-38, 
reads : 
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“1.  New  addition  is  of  unlawful  construction.  Non- 
fireproof  school  buildings  are  limited  to  two  occupied 
stories  and  a  maximum  of  30  ft.  in  height.  Sec.  C26- 
254.0  of  Administrative  Code  and  Sec.  4.2.1  of  Building 
Code.  Where  the  structure  does  not  adjoin  the  street, 
the  average  level  of  all  ground  adjoining  such  structure 
shall  be  used  instead  of  the  curb  level,  for  determining 
the  height  of  building.  Sec.  C26-82.0  of  Administra¬ 
tive  Code  and  Sec.  1.74  of  Building  Code.  Recon¬ 
sideration  denied.” 
and 

Whereas,  the  building  as  extended,  will  be  134  ft.  10  in. 
^  51 ,  ft-  9  in-  in  area;  basement  and  two  stories;  30  ft. 
in  height  of  Class  3  construction;  located  in  a  residence 
use,  “G”  area  district  and  occupied:  Basement— play  room 
boiler  room,  storage,  dining  room  and  kitchen,  137  persons • 
1st  floor,  classrooms  and  offices,  133  persons;  2nd  floor’ 
classrooms  and  gymnasium,  233  persons;  and 
.  M  hereas,  the  applicant  contends  that  the  proposed  addi- 
tion  will  be  30  ft.  in  height;  that  it  cannot  be  said  that 
the  buildmg  does  not  adjoin  the  street  as  defined  in  Sec. 

?  .7,.°^  art!cle  1  chapter  5  of  the  building  code;  that  the 
building  will  be  provided  with  adequate  exits  as  shown 
on  plans ,  that  the  second  floor  of  the  extension  is  to  be 
built  of  fireproof  construction  with  steel  beams  and  con- 
crete  floor  arches  and  a  horizontal  exit  is  to  be  provided 
on  this  floor  between  the  old  and  new  parts  of  the  building 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  as  to  alteration  application  No.  664-38  be  and  it  herebv 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  extension  shall  be  constructed  with 
brick  walls  ;  that  the  ceiling  of  the  1st  floor  shall  be  fire- 
retarded  with  wire  lath  and  cement  plaster  %  inches  in 
thickness ;  that  the  second  floor  shall  be  of  fireproof  con¬ 
struction  ;  that  stairway  No.  1  may  be  a  steel  exterior 
stairway  and  Stairway  No.  2  shall  be  steel  and  enclosed 
in  accordance  with  the  requirements  of  the  building  code. 


Whereas,  the  building  is  two  stories  (36  ft.)  in  height, 
W  A" ,in-  by.  100  .ft-  8j£  in.  at  1st  floor  and  51 
tt.  5-1/3  in.  by  90  ft.  8  in.  at  2nd  floor,  of  non-fireproof 
construction,  erected  in  1927,  located  in  a  business  use 
district  and  occupied  :  Cellar — kitchen  and  storage — 10  per- 
1st  fl°or  an<l  mezzanine — restaurant — 205  persons; 
Zncl  floor  machine  room — no  persons;  and 

Whereas,  appellant  contends  that  it  is  proposed  to  in¬ 
stall  a  direct  system  of  refrigeration  for  air  conditioning 
purposes  on  the  2nd  floor  in  the  present  machinery  room; 
that  the  system  will  have  a  capacity  of  42  tons  and  will 
contain  300  lbs.  of  F-12  refrigerant;  that  it  will  be 
equipped  with  the  necessary  fire  dampers,  metal  grilles  arid- 
asbestos  insulation  where  each  duct  goes  through  the  floor. 

Resolved,  that  the  decision  of  the  fire  commissioner,  dated 
Apru  19,  1939,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  in  all 
other  respects  the  refrigerating  system  shall  comply  with 
all  the  requirements  therefor  and  shall  be  maintained  to 
the  satisfaction  of  the  fire  commissioner;  that  the  2nd 
floor  of  the  building  shall  be  used  solely  for  the  refrig- 
erating  equipment  as  proposed  and  that  the  amount  of 
b-12  refrigerant  shall  at  no  time  exceed  300  pounds. 


504-39- A. 

APPLICANT  —  James  Anderson,  Jr.,  for  Horn  and 
-Hardart  Company,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 163-165  East  86th  street,  north 
icip’  t  a  “•  ^  *n-  west  of  Third  avenue  (Block  No. 
APPEARANCES—0'  29)’  Borough  of  Manhattan. 

For  Applicant:  James  Anderson,  Jr. 

For  Administration:  Insp.  Meyer  Fire  Dent 
THE1  V^TE  B0ARD— Appeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . .  0 

Absent  . ’  ’  ’  . .  q 

THE  RESOLUTION— 

(504-39- A) 

Whereas,  James  Anderson,  Jr.,  for  Horn  and  Hardart 
Company,  owner  filed  on  April  21,  1939,  an  appeal  from 
u?,rlsl°n  °f  the  fire  commissioner,  affecting  premises 
163-165  East  86th  street,  north  side,  153  ft.  4  in.  west  of 

MXr„n”n!iBlock  No- I5is- Lot  N°-  29>-  B°ro“s>’  »f 
Apriri9“l93*re^ds:Si°n  °f  ‘he  ^  commlssioner. 

‘‘Replying  to  your  letter  of  April  17,  1939,  relative 
to  the  carrying  of  direct  expansion  refrigerating  ducts 
Horn  the  second  to  the  first  floor  of  the  above-men¬ 
tioned  premises,  please  be  advised  that  this  method  of 
retngeratmn  is  contrary  to  the  requirements  of  Section 
W  of  the  Refrigerating  Code,  and  therefore  a  permit 
cannot  be  issued.” 
ind 
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505-39-A. 

APPLICANT  —  James  Anderson,  Jr.,  for  Horn  and 
Hardart  Company,  owner. 

^UHJIfCT  Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 47-51  East  59th  street,  north 
side,  140  ft.  east  of  Madison  avenue  (Block  No 

APPEARANCES—0  ^  B°rOUgh  °f  M“ha"“- 
For  Applicant:  James  Anderson,  Jr. 

For  Administration :  Insp.  Meyer,  Fire  Dent. 
ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . 0 

Absent  .  *  '  ’  q 

THE  RESOLUTION— 

(505-39-A) 

Whereas,  James  Anderson,  Jr.,  for  Horn  and  Hardart 
Company,  owner,  filed  on  April  21,  1939,  an  appeal  from 
a  decision  of  the  fire  commissioner  affecting  premises 
47-51  East  59th  street,  north  side,  140  ft.  east  of  Madison 
avenue  (Block  No.  1314,  Lot  28),  Borough  of  Manhattan; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
April  6,  1939,  reads: 

“In  reply  to  your  letter  of  April  5,  1939,  relative  to 
the  proposed  installation  of  direct  expansion  refriger¬ 
ating  air  cooling  equipment  on  the  second  floor,  with 
extension  of  same  to  the  first  floor  at  the  above  men¬ 
tioned  premises,  please  be  advised  that  Section  09- 
98.0  (h)  of  the  Administrative  Code  prohibits  such 
installation  from  the  second  to  the  first  floor.” 

and 

Whereas,  the  existing  building  is  2  stories  and  mezza¬ 
nine  (33  ft.)  in  height,  50  ft.  by  100  ft.  in  area  at  the 
1st  floor  and  50  ft.  by  70  ft.  in  area  above,  of  non-fireproof 
consti uction,  located  in  a  retail  use  district,  occupied: 
Cellar — kitchen  and  storage — 5  persons;  1st  floor  and  mez¬ 
zanine  restaurant — 350  persons  ;  2nd  floor — refrigerating 
machinery  room — 4  persons;  and 

Whereas,  it  is  proposed  to  install  on  the  2nd  floor, 
direct  expansion  air  conditioning  equipment,  which  will 
extend  by  means  of  ducts  from  the  2nd  to  1st  floors  and 
mezzanine ;  and 

.  Whereas,  the  applicant  contends  that  the  entire  building 
is  under  the  control  of  one  owner;  that  the  proposed  system 
will  have  a  capacity  of  48  tons  and  will  contain  270  lbs. 
of  F-12  refrigerant  and  will  be  equipped  with  necessary 
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fire  dampers,  metal  grilles  and  asbestos  insulation  on 
each  duct  where  same  goes  through  floor. 

Resolved,  that  the  decision  of  the  fire  commissioner, 
dated  April  6,  1939,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  2nd  floor  of  the  building  shall  be  used  solely  for 
the  refrigerating  equipment,  as  proposed,  and  that  the 
amount  of  F-12  refrigerant  shall  at  no  time  exceed  270 
pounds ;  that  in  all  other  respects,  the  refrigerating  system 
shall  comply  with  all  the  requiremetns  therefor  and  shall 
be  maintained  to  the  satisfaction  of  the  fire  commissioner. 


516-39-A. 

APPLICANT— Jack  Z.  Cohen,  for  Charlotte  E.  Ebeling, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 87-76  97th  street,  west  side, 
108  ft.  north  of  98th  avenue  (Block  No.  8937,  Lot 
No.  44),  Woodhaven,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  C 

Absent  .  0 


THE  RESOLUTION— 

(516-39-A) 

Whereas,  Jack  Z.  Cohen,  for  Charlotte  E.  Ebeling, 
owner,  filed  April  25,  1939,  an  appeal  from  a  decision  of 
the  borough  superintendent  of  buildings,  affecting  premises 
87-76  97th  street,  west  side,  108  ft.  north  of  98th  avenue 
(Block  No.  8937,  Lot  No.  44),  Woodhaven,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  Alteration  Application  No.  598-39,  dated  March  31, 
1939,  reads : 

“1.  Fire  retard  behind  kitchen  range  as  per  Sect. 

11.1.6. 

2.  The  use  of  third  story  for  living  quarters  in  a 
frame  building  occupied  by  more  than  one  family  is 
contrary  to  section  8.7.2. 1.” 
and 

Whereas,  the  building  is  2 stories  (33  ft.)  in  height, 
24  ft.  6  in.  by  50  ft.  in  area  at  1st  floor,  18  ft.  by  34  ft. 
in  area  above,  on  a  plot  36  ft.  by  100  ft.,  of  Class  4  con¬ 
struction,  located  in  a  residence  use  “E”  area  district, 
erected  in  1909  and  occupied  as  a  one  family  dwelling;  and 

Whereas,  appellant  contends  that  it  is  proposed  to  in¬ 
stall  a  new  set  of  kitchen  fixtures  in  the  center  room  on 
the  2nd  floor  and  to  make  a  separate  apartment  on  each 
of  the  1st  and  2nd  floors;  the  attic  floor  has  one  finished 
room  and  one  unfinished  room,  which  has  actually  no  head 
room  because  of  roof  hips ;  that  these  rooms  will  not  be 
used  for  living  purposes ;  and 

Whereas,  the  applicant  contends  that  the  building  is 
fully  detached ;  that  the  owner  has  no  need  for  the  entire 
building  and  it  is  proposed  to  convert  same  into  a  two- 
family  dwelling. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alteration  Application  No.  598-39  be  and  it  hereby  is 
modified  and  that  the  appeal  be  anld  it  hereby  is  granted, 
as  to  objection  No.  2  thereof,  permitting  the  building  to 
be  occupied  by  two  families,  one  on  the  1st  floor  and  one 
on  the  2nd  floor ;  that  the  attic  space  shall  be  assigned  to 
the  family  occupying  the  2nd  floor,  but  shall  not  be  used 
for  living  purposes ;  that  in  all  other  respects,  the  building 
shall  comply  with  all  requirements  for  buildings  erected 
outside  the  fire  limits ;  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area  and  that  the  lot  shall  not  be 


reduced  in  area;  that  the  requirements  of  the  borough 
superintendent  as  to  objection  No.  1  shall  be  complied  with. 


547-39-A. 

APPLICANT — Max  Horn,  for  Oscar  Mandel,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 1160  Sage  street,  southeast 
corner  of  Bolton  road  (Block  No.  29,  Lot  No.  1), 
Far  Rockaway,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Max  Horn. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(547-39-A) 

Whereas,  Max  Horn,  for  Oscar  Mandel,  owner,  filed 
May  2,  1939,  an  appeal  from  a  decision  of  the  borough 
superintendent  of  buildings,  affecting  premises  1160  Sage 
street,  southeast  corner  of  Bolton  road  (Block  No.  29, 
Lot  No.  1),  Far  Rockaway,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  Alteration  Application  No.  712-39,  dated  April  20, 
1939,  reads : 

“1.  Use  of  more  than  two  stories  for  living  quarters 
in  two  family  residence  buildings  is  contrary  to  Sec. 
8. 7.2.1.  B.C. 

3.  Note  on  plans,  porches  that  are  open.  Ventilation 
of  rooms  opening  on  same  not  considered.” 
and  , 

Whereas,  the  building  is  three  stories  (35  ft.)  in.  height, 
48  ft.  by  48  ft.  in  area,  on  a  plot  87.5  ft.  by  125  ft.^  in  area, 
of  frame  construction,  located  in  a  residence  use  “D”  area 
district,  erected  about  1910  and  occupied :  Cellar — boiler 
room;  1st  floor — dwelling — one  family;  2nd  and  3rd  floors 
combined — one  family;  and 

Whereas,  it  is  proposed  to  relocate  the  1st  floor  kitchen, 
modernize  bath  room  on  1st  floor,  change  the  entrance  to 
1st  floor,  so  that  the  1st  floor  apartment  will  be  entered 
from  Sage  street  arid  the  upper  apartment  from  Bolton 
road ;  it  is  also  proposed  to  relocate  the  2nd  floor  kitchen 
and  modernize  2nd  floor  bath  room.  No  change  is  proposed 
on  the  3rd  floor ;  and 

Whereas,  the  applicant  contends  that  since  no  structural 
alterations  are  proposed  and  since  the  same  arrangement 
of  families  will  be  maintained,  permission  is  requested  to 
use  the  3rd  floor  bed  room  in  conjunction  with  the  2nd 
floor  apartment.  As  to  objection  No.  3,  living  room  opens 
upon  an  open  porch.  This  is  an  existing  condition.. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alteration  Application  No.  712-39,  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted, 
as  to  objection  No.  1,  permitting  the  building  to  be  occu¬ 
pied  for  two  families,  one  occupying  the  1st  floor  and  one 
occupying  the  2nd  floor  and  attic,  on  condition  that  there 
shall  be  no  cooking  carried  on  in  the  3rd  or  attic  story  ; 
that  an  agreement  shall  be  signed  by  the  owner  and  filed 
with  the  borough  superintendent  that  at  no  time  will  the 
building  be  occupied  by  more  than  two  families,  that  there 
shall  be  a  second  means  of  exit  provided  from  the  3rd  story, 
which  may  consist  of  an  exterior  fire  escape  or  ladder 
reaching  to  porch  or  balcony  at  the  second  story  level, 
thence  by  counterbalanced  ladder  to  grade;  as  to  objec¬ 
tion  No.  3,  existing  rooms  may  be  deemed  properly  ven¬ 
tilated,  if  opening  upon  unenclosed  porches. 


583-39-A. 

APPLICANT — Joseph  Unger,  for  International  Construc¬ 
tion  Corporation,  owner. 
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SUBJECT  Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings 

PREMISES  AFFECTED  28-14  to  28-42  Jordan  street, 
west  side,  from  122.80  ft.  to  220.80  ft.  south  of  28th 
avenue  and  from  100  ft.  to  242  ft.  north  of  29th 
avenue  (Block  No.  5970,  part  of  Lot  No.  10) 

APPEARANcfs  ®°r0Ugh  °'  Q“eenS- 

1  °rAIuss)^Cant:  ^°Sepk  Un8er  and  Alexander 

For  Administration  :  Joseph  Ferro,  Dept,  of  Hous¬ 
ing  and  Buildings. 

THF1  VOTE— B0ARD~AppeaI  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commission¬ 
er;5  i  ,avage  and  Blum  and  Assistant  Chief 

Negative  . ' '  ’  ’ '  ‘  j  . .  2 

Absent  . .  q 

THE  RESOLUTION— 

(583-39-A) 

Whereas,  Joseph  Unger,  for  International  Construction 

&  rTr'  fi'ld  May  S'  i939-  “  =PPeal  from 
decisions  of  the  borough  superintendent  of  buildings  af- 

frotmg  premises  28-14  to  28-42  Jordan  street  west  side 
ST  M  24£4  A°  2208e°  ft  so“11’  of  28th  avenue  and  from 

part  of  Lo^No*' imrtpT°£|  29th  oVenUe  <Block  No-  5970, 
Wnjfl  V  ,  .I  Ills|ant';  Borough  of  Queens;  and 
WHEREAS,  the  decisions  of  the  borough  superintendent 
on  N.  B.  Application  Nos  990  991  992^  tils  sno  m’ 
3121  and  3124-1939,  dated  May  4,  1939  reid  '  3U9'  3120’ 

9.4.2PXSh?BgStgg°CodetS  d°“  ^  C°nf°™  *»  Sert- 
9.4p3rrofe,hneecfuSr^ waU  as  required  by  SCCt 

and 

Whereas,  the  premises  consist  of  a  plot  ’fronting  297  2 

oi  lineJ  f?d  87d59  .1‘-  in  V>*h  *e  northerly 

upon 

S'S  thfs  :tT*nTate  ™ 

it,)Vi^ERfASr  lf  1S  proposed  to  grade  the  rear  yard  so  that 
the  level  °f  ^me  adjacent  to  the  rear  lot  line  will  be 
A  ••  6-  in-  above  the  grade  of  the  rear  yards  of  pronertv 
id  Joining  to  the  west  and  the  elevation  of  the  rear  yard 

he  JradfSW0  ‘hat  *h?  r5ar,  Wal1  of  ,he  buildin.? 
ne  grade  will  be  approximately  4  ft.  above  the  footing’s 

is  shown  on  plans  filed  with  this  appeal ;  and 
Whereas,  the  applicant  contends  that  the  erection  of  a 

.e  Tha^Uhin  on  fh®  'T  ■W-°Uld  be  unsightly  and  would 
e  a  hardship  on  the  adjoining  owners,  who  would  have 

°  share  the  cost  of  such  wall;  that  the  proposed  terrace 

I  rear  Wl11  be  sodded  and  could  also  be  landscaped  • 

lot  f°,bWater  fr°T  ‘’T  Pl01s  "-111  drain  on  any  c 
lot,  if  the  proposed  grade  is  permitted. 

Resolved,  that  the  decisions  of  the  Borough  Superintend- 

119  -flC?ong^9i  N'  ?’  Apphcati°n  Nos-  990,  991,P992,  3118 
mdifi  1°’ SI?  \nd  3124-1939,  be  and  they  hereby  are 
°dtfied  and  that  the  appeal  be  and  it  hereby  is  granted  on 
onditwn  that  the  retaining  wall  shall  be  provided  which 
all  be  not.  less  in  height  than  2  ft.  6  in.  above  the  Jrade 

-ected  onJ°tTgfl0IS  m  the.reai3  that  no  Rnce  nefd  be 
lat  h?  °f  he  fretainmg  wal1  as  herein  permitted  ; 

at  in  all  other  respects,  except  as  to  height  above  grade 

e  construction  of  the  retaining  wall  shall  comply5  with 
e  requirements  of  the  new  building  code. 


>-21 -A. 

ppLICANT  An sonia  Fire  prevention  Company,  for 
rTRTvrm  A0a,.  Street  Corporation,  owner, 
u nj  EL  1  Application  for  consideration— reopening  and 
amendment — re  Appeal  from  an  order  of  the  fire 
commissioner. 

REMISES  AFFECTED  -  110-122  Broad  street,  15-17 


Water  street  and  16-18  Front  street  (Block  No. 
8,  Lot  No.  20),  Borough  of  Manhattan. 
AppEARANCES — 

For  Applicant :  George  E.  Green. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOpEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION— 

(49-21-A) 

Whereas,  William  M.  Halsted  for  Eldridge  T.  Gerry 
owner,  filed  December  30,  1920,  an  appeal  with  the  Board 
of  Appeals  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  110-122  Broad  street,  15-17  Water  street  and 
16-18  Front  street  (Block  No.  8,  Lot  No.  20),  Borough  of 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  No.  15776- 
F,  reads : 

1.  Install  a  standpipe  with  risers  4  in.  in  diameter 
tested  to  withstand  a  pressure  of  300  lbs,  per  square 
inch  extending  from  cellar  to  roof,  with  necessary 
check  valves  and  2^-in.  regulation  Fire  Department 
outlets  on  each  story  (including  basements,  cellars 
and  roofs),  placed  within  main  stairway  enclosure. 
Each  outlet  to  be  provided  with  sufficient  feet  of  2*4- 
in.  standard  hose  attached  thereto.”; 

and 

Whereas,  the  building  is  fireproof  seven  stories  (88  ft  ) 
in  height  with  a  frontage  of  145  ft.  3  in.  on  Broad  street, 
76  ft.  7/  in.  on  Front  street  and  88  ft.  2*4  in.  on  Water 
street ,  occupied  as  offices  and  storage,  the  building  being 
divided  into  two  portions  by  a  24-in."  partition  waif  at  the 
centre  with  openings  protected  by  fire  doors  in  all  stories 
except  the  first ;  the  means  of  egress  consisting  of  two 
interior  stairways  in  the  southerly  portion  of  the  building 
enclosed  in  6  in.  terra  cotta  partitions,  a  stairway  at  the 
centre  of  the  northerly  portion  and  a  fire  escape  on  the 
Water  street  front  and  one  on  the  Front  street  front;  and 
Whereas,  this  appeal  was  granted  by  the  board,  Febru¬ 
ary  8,  1921  and  the  applicant  requested  an  amendment  of 
the  resolution  because  of  the  issuance  of  order  No.  306-LF, 
of  the^  fire  commissioner,  dated  May  4,  1938,  which  reads : 

“1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  Article  17,  Chapter  26,  Administrative  Code. 
Note:  The  reason  for  the  issuance  of  this  order  is 
because  the  resolution  of  the  Board  of  Standards  and 
Appeals,  Cal.  No.  49-21-A  has  not  been  complied  with, 
inasmuch  as  the  fireproof  doors  at  the  openings  have 
been  removed.” 

Resolved,  that  the  resolution  adopted  by  the  board  on 
February  8,  1921,  be  and  it  hereby  is  amended,  so  that  as 
amended,  it  shall  read: 

[‘Resolved,  that  order  No.  15776-F  of  the  Fire  Com¬ 
missioner,  be  and  it  hereby  is  reversed  and  that  the 
appeal  be  and  it  hereby  is  granted. 

Resolved  further,  that  order  No.  306 -LF  of  the 
Fire  Commissioner,  he  and  it  hereby  is  modified,  so 
that  in  the  event  the  ozyner  desires  to  remove  the  fire 
doors  in  the  two  openings  shown,  in  the  subdividing 
wall,  such  doors  may  be  omitted,  provided  partitions 
from  corridor  to  stairways  are  constructed  with  not 
less  than  4  inches  of  terra  cotta)  blocks,  with  openings 
protected  with  fireproof  self-closing  doors." 

637-23-A. 

ApPL'ICANT — Edmund  Hellriegel,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
amendment— re  Appeal  from  an  order  and  a  de¬ 
cision  of  the  fire  commissioner. 


739 


MINUTES 


PREMISES  AFFECTED  —  1252  Willoughby  avenue, 
south  side,  275  ft.  east  of  Irving  avenue  (Block 
No.  3210,  Lot  No.  17),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Edmund  Hellriegel. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(637-23-A) 

Whereas,  Edmund  Hellriegel,  lessee,  filed  May  23,  1923, 
an  appeal,  with  the  Board  of  Appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises  1252  Willoughby 
avenue,  south  side,  275  ft.  east  of  Irving  avenue  (Block 
No.  3210,  Lot  No.  17),  Borough  of  Brooklyn;  and 

Whereas,  the  order  No.  79793-LC  of  the  fire  commis¬ 
sioner  dated  May  3,  1923,  reads : 

“Subdiv.  2-D  of  sec.  232,  Chap.  10,  code  of  Ordi¬ 
nances  provides  that  no  permit  for  the  storage  or 
manufacture  of  nitro-cellulose  products  shall  be  issued 
for  any  building  of  frame  construction  located  inside 
the  fire  limits. 

“1.  You  are  therefore  ordered  to  forthwith  remove 
all  nitro-cellulose  products  from  the  premises.”; 

and 

Whereas,  the  building  is  a  brick  filled  frame  shed,  one 
story  in  height,  25  ft.  by  11  ft.  in  area;  occupied  for  the 
manufacture  of  celluloid  eye-glass  frames,  2  persons;  and 

Whereas,  the  applicant  contends  that  only  two  pounds 
of  celluloid,  stored  in  metal  boxes,  are  in  the  building  at 
any  time  and  this  is  removed  and  stored  outside  the 
building  every  night ;  and 

Whereas,  this  appeal  was  granted  by  the  board  July  24, 
1923,  on  certain  conditions  and  the  lessee  requested  an 
amendment  of  the  resolution  because  of  the  issuance  of 
order  No.  79164-LC  of  the  fire  commissioner,  dated  April 
5,  1939,  which  reads : 

“1.  Discontinue  the  use  of  open  flame  where  cellu¬ 
loid  is  stored  and  used.  The  resolution  of  the  Board 
of  Standards  and  Appeals,  adopted  July  24,  1923, 
permits  the  storage  and  use  of  not  more  than  five 
pounds  of  celluloid,  provided  there  shall  be  no  open 
flame  on  the  premises.” 

Resolved,  that  the  resolution  adopted  by  the  board  on 
July  24,  1923,  be  and  it  hereby  is  amended,  so  that  as 
amended,  it  shall  read : 

“Resolved,  that  order  No.  79793-LC  of  the  Fire 
Commissioner,  be  and  it  hereby  is  modified,  and  the 
appeal  be  and  it  hereby  is  granted  on  condition  that 
no  celluloid  in  excess  of  five  (5)  pounds  shall  be 
maintained  or  stored;  that  there  shall  be  no  open  flame 
on  the  premises,  and  that  a  doorzvay  shall  be  provided 
in  substitution  of  a  window  on  Willoughby  avenue 
front  of  the  building. 

Resolved  further,  that  order  No.  79164-LC  of  the 
Fire  Commissioner,  be  and  it  hereby  is  modified,  so 
that  in  the  event  the  lessee  desires  to  install  an  Arco 
Heater,  as  proposed  in  letter  marked  “Received  April 
27,  1939”,  such  heater  may  be  permitted,  on  condition 
that  it  is  installed  in  an  extension  to  the  main  building 
and  the  extension  is  separated  from  the  main  building 
by  a  brick  filled  wall,  lined  with  metal  and  with  a  fire¬ 
proof  self-closing  door  thereto .” 

265 -39- A. 

APPLICANT  —  Harry  Greenberg,  for  Reynolds  Metals 
Co.,  for  Henry  Friedland,  owner. 


SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  a  decision  of  the 
borough  superintendent  of  buildings. 
PREMISES  AFFECTED — 35-46  74th  street,  west  side, 
100  ft.  north  of  37th  avenue  (Block  No.  1273,  Lot 
No.  11),  Jackson  Heights,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant — Harry  Greenberg. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  Q 


THE  RESOLUTION— 

(265-39-A) 

Whereas,  Harry  Greenberg,  for  Reynolds  Metals  Co., 
for  Henry  Friedland,  owner  filed  March  2,  1939,  an  appeal 
from  a  decision  of  the  borough  superintendent  of  build¬ 
ings,  affecting  premises  35-46  74th  street,  west  side,  100  ft. 
north  of  37th  avenue  (Block  No.  1273,  Lot  No.  11),  Jack- 
son  Heights,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  N.B.  Applic.  No.  10372-38,  dated  March  1,  1939,  reads: 

“The  use  of  Reynolds  Flame  Ecod  Lath  on  all  six 
floors  at  one  time  prior  to  the  scratch  coat  is  contrary 
to  Section  8.4.10.2.” 

and 

Whereas,  the  proposed  building  is  to  be  six  stories  (62 
ft.  10  in.)  in  height,  268  ft.  by  84  ft.  4  in.  in  area,  of  non- 
fireproof  construction,  located  in  a  residence  use,  “B”  area 
district,  and  occupied  throughout  as  a  Class  A  multiple 
dwelling ;  and 

Whereas,  the  applicant  contends  that  the  board  approved 
Reynolds  Ecod  Lath  as  a  substitute  for  wood  lath,  but 
that  as  the  paper  backing  is  flame  proofed  it  should  be 
accepted  on  the  same  basis  as  metal  laths,  which  can  be 
applied,  continuously  on  a  six  story  non-fireproof  building, 
without  interruption,  or  the  necessity  of  applying  plaster 
prior  to  the  completion  of  the  aplication  of  the  lath ;  and 

Whereas,  this  appeal  was  granted  by  the  board  March 
7,  1939,  on  certain  conditions  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
March  7,  1939,  be  and  it  hereby  is  amended,  so  that  as 
amended  it  shall  read : 

“Resolved,  that  the  decision  of  the  borough  super¬ 
intendent,  acting  on  N.B.  Application  No.  10372-38, 
be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  such  lath  shall 
comply  with  the  requirements  of  the  Board  of  Stand¬ 
ards  and  Appeals  under  Cal.  No.  714-38-SM,  except 
that  in  this  specific  case,  the  perforations  may  be 
omitted  in  the  reinforcing  strips  and  that  in  all  other 
respects,  the  installation  of  the  lath  shall  meet  the 
requirements  of  the  building  code,  as  to  metal  lath. 


320-39-A. 

APPLICANT  —  Jack  Z.  Cohen,  for  George  Schrank, 
owner  (Sol  Modica,  lessee).  .  , 

SUBJECT— Application  for  consideration— reopening  and 
restoration  to  the  calendar,  having  been  previously 
withdrawn — re  Appeal  from  decisions  of  the 
acting  borough  superintendent  of  buildings. 

PREMISES  AFFECTED — 1 603  Avenue  U,  north  side,  2U 
ft.  east  of  East  16th  street  (Block  No.  7321,  part 
of  Lot  No.  48),  Borough  of  Brooklyn. 
APPEARANCES—  . 

For  Applicant :  Larry  Meltzer,  George  SchranR 
and  Mrs.  E.  Schrank. 

ACTION  OF  BOARD— Appeal  reopened  and  granted  on 
condition. 


740 


MINUTES 


TH  ditkTn— T°  RE0PEN  AND  GRANT  on  con- 

AfTirmative:  Chairman  Murdock,  Commission- 

WaIshVagC  and  B  Um  and  Assistant  Chief 

Negative  . '  ’  .  4 

Absent  . ’  ’  ’ . 

THE  RESOLUTION— 

(320-39-A) 

(SdSIca/lSsee2),  ^March  °™r. 

letung  premises  1503  Avenue  U,  north  side  20  ft  Pact 

^  P“*  °f  L“‘  N°- 

Comply  with  the  provisions  of  Sec  2  13  5  The 

BldSeentCoSdrUCtUi;ep  b£naltered  in  accorlnce  Ji* 

Blag.  Code  so  that  exits,  floor  capacity  exterior  wall 

thickness,  protection  against  spread  of  fire  from  cellar 
and  *  ’  WI  COnform  to  requirements  for  new  occupancy.” 

>nYfHrEcf’f.th?  buildin&  is  2  stories  (23  ft.)  in  height 
20  ft  by  55  fbln  .area,  Class  III  construction  ;  located  in  a 
msiness  use  district ;  erected  in  1923  and  altered  in  1928 
ind  occupied  since  alteration:  Cellar-storage;  1st  floor- 
etail  store,  5  persons;  2nd  floor— dwelling,  one  family 

orL^l S'  fl°  °CCU?y  the  building  as  follows:  Cellar- 
.arlori2  perso„°sT7nd0re’  PerS°"S:  2"d  A°or— beauty 
the  applicant  contends  that  the  windows  at  the 

hr2nifl0(0r  TA  enlarged  in  1928>  under  Permit 
1  and.  Certificate  of  Occupancy  No.  54576  was  issued 
or  dwelling  occupancy  on  the  2nd  floor;  that  since  then 
e  second  floor  has  been  used  for  business  such  as  mil- 

ccuLntnf  mre9S  ^Sfl°P  afd  bjau,ty  par,or :  that  present 
ccupant  of  the  2nd  floor  leased  the  premises  April  1938 

3r«seas  a  beauty  parlor  and  has  been  refused  a  license 
!r, tbe  BoaId  of  .^alth  due  to  the  fact  that  certificate  of 
-cupancy  f< or  sard  use  has  not  been  issued;  that  applica- 
^  for  certificate  of  occupancy  for  beauty  parlor  was 
,tbef  ob’ectlon  appealed  from  resulted,  and  further 
intends  that  the  proposed  occupancy  will  be  limited  to 
ily  a  few  persons ;  and 

Whereas,  this  appeal  was  withdrawn  April  4  1939  and 
Jplicant  requested  reopening  and  reconsideration  of  the 
se;  and 

Whereas,  this  appeal  was  reopened  by  vote  of  the  board ; 


PREMISES  AFFECTED — 130-53  70th  avenue,  north  side 
120  ft  west  of  135th  street  (Block  No.  6548,  Lot 

APPEARANCES— CSt  H'11S’  B°r°Ugh  of  Queens* 

For  Applicant :  C.  Dale  Badgeley. 

F°r  Administration  :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THFVOTE  TO  REOPEN  AND  AMEND  RESOLU- 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . - . .  0 

Absent  .  ’  q 


Whereas,  the  decision  of  the  borough  superintendent  of 
ddings,  re  Application  No.  1295-39,  dated  April  19,  1939, 

,  Business  occupancy  on  2nd  floor.  Building  should 
therefore  comply  with  the  Building  Code,  as  to  floor 
loads  of  75  lbs.  live  load,  exits  and  wall  thicknesses.” 
Resolved,  that  the  decisions  of  the  acting  borough  super- 

^nment’t,°n  uApp  lcat,on-  Nos‘  13800-38  and  1295-39 ?  be 
1  they  hereby  are  modified,  and  that  the  appeal  be ’and 
hereby  is  granted,  permitting  the  2nd  story  to  be  used 
oeauty  parlor,  as  proposed,  on  condition  that  no  living 
ommodatipns  shall  be  provided  on  the  second  floor- 
ie  equipment  and  partitions  installed  and  occupancy 

!  ^  door  load  of  40  lbs-  Per  superficial 

>t  and  that  in  all  other  respects  the  building  shall  com- 
with  the  requirements  of  the  Administrative  Code  as 
construction  and  occupancy. 


-39-A. 

PLICANT— C.  Dale  Badgeley,  for  Angof  Holding  Co., 

lessee*) WnCr  (NeW  Y°rk  World’s  Fair  1939>  lnc’> 
BJECT— Application  for  consideration — reopening  and 
amendment— re  Appeal  from  a  decision  of  the 
borough  superintendent  of  buildings. 


THE  RESOLUTION— 

(338-39- A) 

\\  hereas,  C.  Dale  Badgeley,  for  Angof  Holding  Co., 
Inc.,  owner  (New  York  World’s  Fair  1939,  Inc.,  lessee), 
filed  on  March  17,  1939,  an  appeal  from  a  decision;  of  the 
borough  superintendent  of  buildings  affecting  premises  130- 
53  70th  avenue,  north  side,  120  ft.  west  of  135th  street 
(Block  No.  6548,  Lot  No.  6),  Forest  Hills,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  28,  1939  on  Alteration  Application  No. 
75-39,  reads : 

“4.  A  frame  building  for  non-residential  use  is 
contrary  to  the  code  (sec.  4.1.3,  sub.  la;  sec.  4.1.3,  sub. 
5a). 

5.  A  place  of  detention  (police  station)  is  contrary 
to  the  code,  sec.  4.2.1  (sec.  3.1.1,  considers  a  police 
station  as  a  public  building).” 

and 

Whereas,  the  building  is  3  stories  (37  ft.)  in  height, 
76  ft.  1  in.  by  140  ft.  in  area,  of  frame  construction,  located 
in  a  residence  use  district,  erected  in  1930  and  occupied 
under  certificate  of  occupancy  No.  45180  as  a  golf  and 
country  club;  and 

Whereas,  it  is  proposed  to  alter  the  building  so  as  to 
provide  temporary  offices  for  the  Mayor  and  the  Comp¬ 
troller  of  the  City  of  New  York,  and  for  a  police  station, 
waiting  room  and  dining  room ;  and 
Whereas,  the  applicant  contends  that  there  will  be  no 
structural  changes,  all  new  partitions  will  be  of  cement 
plaster  on  metaj  lath,  an  air  cooling  system  with  metal 
ducts  will  be  installed  and  new  entrance  constructed. 
Present  porte  cochere  and  cupolas  on  roof  will  be  removed* 
and  ’ 

Whereas,  the  appeal  was  granted  by  the  board  March 
21,  1939  on  certain  conditions  and  applicant  requested  an 
amendment  of  t<he  resolution,  to  include  additional  items 
reading : 

“6.  Means  of  egress  not  adequate. 

(a)  Stair  construction  and  enclosure. 

(b)  Exit  doors  do  not  swing  in  direction  of  egress.” 
Resolved,  that  the  resolution  adopted  by  the  board  on 

March  21,  1939  be  and  it  hereby  is  amended,  so  that  as 
amended,  it  shall  read : 

Resolved,  that  the  decision  of  the  borough  super¬ 
intendent,  on  Alt.  No.  75-39,  objections  4  and  5,  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it 
hereby  is  granted,  permitting  the  use  of  the  frame 
building  during  the  duration  of  the  World’s  Fair,  for 
use  as  office  of  the  City  of  New  York  and  appurten¬ 
ances  thereto,  including  a  police  station,  on  condition 
that  the  building  shall  not  be  used  for  other  purposes 
and  shall,  in  all  other  respects,  comply  with  the  re¬ 
quirements  of  all  laws,  rules,  and  regulations  applicable 
thereto,  other  than  as  herein  varied  and  granted  on 
condition,  as  to  Items  6 a  and  6b,  that  the  stairs  shall 
be  enclosed  on  three  (3)  sides  with  brick  zvalls  not 
less  than  8  in.  thick /  that  where  exit  doors  are  in-* 
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stalled  same  shall  swing  in  the  direction  of  exit  except 
that  exit  doors  need  not  be  installed  on  the  1st  or  2nd 
floors  of  the  main  stairway ” 

APPLIANCES  SUBMITTED  FOR  APPROVAL 
503-37-SA 

APPLICANT— The  Indiana  Heat  and  Power  Company, 
for  Williams  Bros,  and  Miller,  Inc.,  owner. 
SUBJECT— Indiana  Oil  Burner,  Models  AG,  AGH,  AP 
and  APH — approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  the  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ^ 

THE  RESOLUTION— 

(503-37-SA) 

Whereas,  The  Indiana  Heat  and  Power  Company,  for 
Williams  Bros,  and  Miller,  Inc.,  owner,  filed  October  22, 
1937,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  appliance  known  as  the 
Indiana  Oil  Burner  Models  AG,  AGH,  AP,  and  APH;  and 
Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 
Whereas,  the  report  of  the  committee  on  tests,  _  supple¬ 
mented  by  that  of  the  representatives  of  the  division  of 
combustibles  of  the  fire  department,  reads: 

REPORT  OF* COMMITTEE  ON  TESTS 
Cal.  No.  503-37-SA. 

Subject:  Indiana  Oil  Burner,  Models  AG,  AGH,  AP 
and  APH. 

The  burner  is  fully  automatic  and  is  of  the  hori¬ 
zontal  rotary  mechanical  type.  The  burner  operates 
either  with  a  direct  suction  feed  from  a  pump  on  the 
burner  or  by  gravity  from  an  individual  pump  set  of 
the  approved  type. 

The  parts  consist  of  a  revolving  brass  cup  which 
atomizes  the  oil  and  revolves  at  motor  speed;  motor 
being  connected  directly  to  the  shaft. 

The  oil  is  thrown  from  the  periphery  of  the  cup 
in  an  atomized  state  by  means  of  centrifugal  force  and 
is  mixed  with  air  supplied  by  a  fan  in  the  fan  housing. 
The  fan  is  located  directly  behind  the  atomizing  as¬ 
sembly  and  supplied  air  for  combustion.  The  fan 
housing  is  constructed  of  cast  iron  and  is  provided 
with  brackets  for  attaching  to  a  hinged  stuffing  box. 

The  air  nozzle  is  mounted  upon  the  front  of  the 
fan  housing  surrounding  the  oil  nozzle  and  air  for 
combustion  is  directed  around  the  oil  spray  by  means 
of  this  air  nozzle.  The  air  nozzle  protector  is  attached 
to  the  front  plate  of  the  burner  and  serves  as  pro¬ 
tection  against  heat  from  the  combustion  chamber. 

The  burner  is  provided  with  GE  to  3  H.P.  motor, 
and  a  Tuthill  pump.  There  is  a  strainer  between  the 
pre-heater  and  the  pump,  manufactured  by  The  Indiana 
Heat  and  Pump  Company.  The  oil  is  pre-heated  by 
means  of  a  Wells  Type  “A”  pre-heater  which  is  set 
at  between  125°  and  140°  F. 

Controls — Asco  oil  valve ;  thermostatic  control  on 
the  Wells  Heater  and  Minneapolis  Honeywell  magnetic 
gas  valve  for  pilot  light;  Minneapolis  Honeywell  stack 
control  and  Minneapolis  Honeywell  pressuretrol. 

Ignition— dual  gas-electric;  Jefferson  transformer  be¬ 
ing  used. 

If  the  burner  is  swung  open  under  operating  con¬ 


ditions,  the  electrical  contact  is  broken  and  the  burner 
is  shut  off. 

The  burner  was  operated  from  a  cold  start  with  the 
oil  supply  shut  off,  and  it  was  found  that  the  Protecto- 
relay  shut  the  burner  down  in  40  and  43  seconds  re¬ 
spectively.  The  burner  was  then  put  into  normal 
operation,  and  during  the  period  of  test,  it  was  found 
that  the  controls  functioned  as  designed. 

As  a  result  of  this  inspection  and  test,  it  is  there¬ 
fore  recommended  that  the  Indiana  Oil  Burner,  Models 
AP,  APH,  AG  and  AGH,  be  approved  for  fully_  auto¬ 
matic  use  with  fuel  oil  not  heavier  than  No.  5  cold 
and  No.  6  preheated  U.  S.  Dept,  of  Commerce  Stand¬ 
ards,  when  installed  in  accordance  with  the  provisions 
of  the  Oil  Burner  Rules  adopted  by  the  Board  of 
Standards  and  Appeals. 

(Sgd)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  device  known  as  the  Indiana  Oil  Burner, 
Models,  AG,  AGH,  AP  and  APH,  for  use  in  commercial 
and  industrial  installations,  with  fuel  oil  not  heavier  than 
No.  5,  cooled  and  6,  preheated,  U.  S.  Dept,  of  Commerce 
Standards,  when  installed  in  accordance  with  the  above 
report  and  with  the  Oil  Burner  Rules  of  the  Board  of 
Standards  and  Appeals,  on  condition  that  the  device  shall 
have  a  label  permanently  affixed  thereto  reading : 

“Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  No.  503-37-SA.” 


334-39-SA. 

APPLICANT— Donald  French,  for  Carrier  Corporation, 
owner. 

SUBJESCT— Carrier  Oil  Burner,  Models  62  D  2  and  62 
_D  —  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  " 

Absent  .  9 

THE  RESOLUTION— 

(334-39-SA) 

Whereas,  Donald  French,  for  the  Carrier  Corporation, 
owner,  filed  March  8,  1939,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Carrier  Oil  Burner,  Models  62  D  2  and 
62  D  3 ;  and 

Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  committee  on  tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  No.  334-39-SA. 

Approval  of  the  Carrier  Oil  Burner, 

Models  62  D  2  and  62  D  3. 

The  Carrier  Corporation  filed  March  8,  1939,  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  appliance  known  as  the  Carrier 
Oil  Burner,  Models  62  D  2  and  62  D  3,  under  the 
provisions  of  C26-191.0  Administrative  Code  (2.2.3  BC). 

This  is  a  mechanical  draft  oil  burner  of  the  pres¬ 
sure  atomizing  gun  type  for  use  as  a  conversion  burner 
in  boiler  and  furnace  installations.  It  is  pedesta 
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mounted.  The  motor  fuel  unit  transformer  and  fan 
are  standard  Parts.  This  burner  is  similar  to  62  C  2 
approved  by  the  Board  under  Cal.  No.  499-38-SA  ex¬ 
cept  that  it  is  not  used  with  a  special  type  boiler.  The 
motor  is  a  % ;  H.P.  100  60  cycle  single  phase  1725 

Themf nef  ,an V  flan?-  mounted  on  the  burner  housing 
The  fuel  unit  combines  a  Webster  two  stage  oil  pump 

strainer  and  pressure  regulating  valve.  A  Webste? 
ransformer  is  used.  The  fan  is  6  inches  in  dimeter 
forward  curve  type.  The  Controls  consist  of  a  Mini 
neapohs  Honeywell  Type  116A  Protecto  relay  for  con- 
t  ol  ignition  as  Minneapolis  Honeywell  Type  Til  A 

Thermostat  and  a  M-H  Linnit  control  for  inter¬ 
mittent,  ignition,  a  M-H  type  R  117A  protecto  relay 
is  provided.  At  the  test,  the  controls  operated  in  85 

hnCrnnpdrS  f  2jIoVln§,flame  extinguishment,  shutting  off  the 
burner.  During  the  operation  there  were  no  flare-backs 
or  undue  carbon  deposit. 

Model  62  D  3  has  a  standard  propeller  type  spinner 
The  appliance  has  been  approved  by  the  Underwriters 
Laboratone5  Misc.  Pet.  1109,  Guide7  No.  300-104  FUe 

R  !S  jecommended  that  the  Carrier  Oil  Burner 
Models  62  D  2  and  62  D  3,  be  approved  for  use  ?n 
domestic  and  commercial  installations  with  fuel  oil 
not  header  than  No.  3  U.  S.  Dept,  of  Commerce 
standards,  when  installed  in  accordance  with  th?  Ofl 

anTe>wlleS  nf  the  B°ard  of  Standards  and  Appeals 
and  with  the  above  report,  on  condition  that  the  burner 
have  a  label  permanently  affixed  reading,  “Approved 
by  the  Board  of  Standards  and  Appeals,  for^se  in 
New  \ork  City  under  Cal  No.  334-39-SA.” 

(Sgd)  BERNARD  A.  SAVAGE, 

^TT  .  Commissioner. 

CHARLES  M.  BLUM, 

T  ,  Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
oes  hereby  approve  the  appliance  known  as  the  Carrier  Oil 
urner  Models  62  D  2  and  62  D  3,  when  manufaSurS 
>s  afled,  operated  and  labelled  in  accordance  with  the  above 


MATERIALS  SUBMITTED  FOR  APPROVAL 
•9-38-SM. 

PPLICANT— H.  P.  Hayden,  for  Thompson  Materials 
Corporation,  The  Johnson-March  Corporation 
owner.  ’ 

JBJECT— Curcrete  (Concrete  Curing  Method)— approval 

3PEARANCES— 

For  Applicant:  None. 

"TI0  witif  B0ARB)— Material  approved  in  accordance 
with  report  of  committee  on  tests. 

IE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission- 
WaLhVage  an<1  BIUm  and  Assistant  Chief 

Negative  . ’  *  ’  ]  ’  *  . . 

Absent  . ’  ’  j  j . 

fE  RESOLUTION— 

(969-38-SM) 

Vhereas,  the  Johnson-March  Corporation  of  New  York, 
lrj’  5  c'!  November  2,  1938,  an  application  with  the 
ot  Standards  and  Appeals  for  approval  of  the  ma- 
a  1(nown  as  Curcrete  (concrete  curing  method)  ;  and 

”ERF;AS’  this  material  was  submitted  to  the  committee 
tests  for  test  and  report;  and 

Whereas,  the  report  of  the  committee  on  tests  reads : 


REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  No.  969-38-SM. 

Sub.:  Curcret<e  (Concrete  Curing  Method). 

May  5,  1939. 

The  Johnson-March  Corporation  of  New  York  filed 
November  2,  1938,  with  the  Board  of  Standards  and 
Appeals,  a  request  for  the  approval  of  their  material 
known  as  “CURCRETE”,  under  C-26-502.0,  sub.  c, 
of  the  Administrative  Code  (8.5.34  BC),  which  pro¬ 
vides  that  “Concrete  shall  be  kept  moist  for  a  period 
°fat  feast  seven  days  after  being  deposited.”  “CUR- 
LREIE  ,  as  hereafter  described,  is  a  bituminous  ma¬ 
terial  which  when  applied  to  the  surface  of  fresh 
concrete,  forms  a  water  impervious  film,  which  pre¬ 
vents  the  evaporation  of  the  mixing  water  and  permits 
the  cement  to  hydrate,  so  that  the  concrete  develops 
strengths  which  are  comparable  to  moist  room  curing 
conditions. 

“CURCRETE”  is  a  liquid  material  of  suitable  con¬ 
sistency  for  spraying  and  is  composed  of  a  water  ex¬ 
ternal  phase  emulsion  of  selected  asphalt.  The  speci¬ 
fication  for  this  compound  is  as  follows: 

(1)  Specific  Gravity  (g  77°F . Not  less  than  1.00 

(2)  Viscosity,  Saybolt  Furol  @  77°F 

,  Not  more  than  50  secs. 

>4'  Settlement,  5  days . Not  more  than  6% 

(4)  Demulsibility,  35  ml.  of  0.02  N.CaCh 

,,,  c-  ^  ^  Not  over  25% 

(5)  Sieve  Test  (A.S.T.M.  D-244-34T) 

/ s\  .....  ,  Not  more  than  0.10% 

(0)  Miscibility,  the  emulsion  shall  be  miscible  with 
distilled  water  in  all  proportions. 

(7)  Asphalt  Content  (A.S.T.M.  D-244-34T). 

rr,,  ,  .  .  ,  .  .  45%  to  50% 

the  physical  characteristics  of  the  asphalt  recovered 
from  the  emulsion  by  distillation  shall  have  the  fol¬ 
lowing  physical  characteristics : 

Specific  Gravity  @  77°  F . Not  less  than  1  00 

Penetration  @  77°F,  100  gms.  5  secs . 100  to  200 

Solubility,  CS2 . Not  less  than  95% 

Ductility  @  77°F . Not  less  than  40  cm. 

. . -Not  more  than  2.0% 

(.8)  When  applied  at  the  rate  of  ten  square  yards  per 
gallon  to  the  surface  of  freshly  prepared  con¬ 
crete,  having  a  2  in.  slump,  in  a  reasonably  dry 
atmosphere  at  70°  F,  the  asphalt  emulsion  forms 
a  continuous  adherent  coating  within  20 
minutes  after  application.  The  freshly  applied 
film  has  a  brown  color  but  becomes  black  and 
glossy  when  dry. 

The  emulsion  is  applied  in  atomized  form  to  the 
surface  of  the  fresh  concrete  by  means  of  a  single 
nozzle  spray  gun  operating  under  a  pressure  of  not 
less  than  90  pounds  per  square  inch.  It  is  applied  at 
a  uniform  rate  of  10  square  yards  per  gallon  and  forms 
a  continuous,  water  impervious  membrane  after  drying 
which  will  prevent  the  evaporation  of  mixing  water 
from  the  treated  surface  and  thus  insures  complete 
hydration  of  the  cement.  It'  may  be  used  on  any 
concrete  surface  where  a  dark  color  is  not  objection¬ 
able  and  should  be  applied  as  soon  as  possible  after 
finishing  or  the  removal  of  forms. 

This  and  other  curing  compounds  have  been  tested 
by  Columbia  University.  The  following  conclusions  in 
regard  to  the  merit  of  bituminous  curing  compounds 
are  quoted  from  their  Report  No.  2325 : 

That  the  application  of  bituminous  coating  re¬ 
sults  in  considerably  higher  strength  concrete  than 
when  the  same  concrete  is  unprotected  from  evap¬ 
oration  during  the  curing  period. 

That  bituminous  curing  is  equal  in  effectiveness 
to  moist  room  curing.  That  the  unprotected  (or  un¬ 
cured)  concrete  shows  an  average  loss  in  strength 
of  about  sixteen  (16%)  per  cent. 

That  surface  coating  with  a  bituminous  com¬ 
pound  and  moist  room  curing  each  produce  an  equally 
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uniform  strength  throughout  slab,  whereas  the 
strength  of  the  material  adjacent  to  the  surface  of 
an  untreated  and  unprotected  slab  decreases  about 
forty  (40%)  per  cent. 

That  resistance  to  abrasion  is  dependent  on 
proper  curing,  as  indicated  by  the  small  differences 
throughout  the  slab  in  the  moist  cured  and  bituminous 
coated  specimens,  while  the  untreated  and  unprotected 
specimens  showed  a  large  variation,  or  about  one 
hundred  (100%)  per  cent  greater  at  the  top  than 
at  the  bottom  of  the  slab,  i.e.,  the  resistance  to  wear 
of  uncured  concrete  is  approximately  one-half. 

On  the  basis  of  these  conclusions,  the  committee 
recommends  the  approval  of  the  use  of  “CUR- 
CRETE”  as  an  acceptable  method  of  curing  concrete, 
under  C-26-502.0,  sub.  c,  of  the  Administrative  Code 
(8.5.34  BC),  provided  it  complies  with  the  specifica¬ 
tion  provided  herein  and  that  it  be  applied  immediately 
(within  30  minutes)  after  the  finishing  of  and  dis¬ 
sipation  of  surface  water  from  all  horizontal  surfaces 
such  as  floors,  driveways,  platforms  and  the  tops  of 
walls  or  other  formed  concrete  and  that  it  shall  be 
applied  to  formed  surfaces  within  one  hour  after  the 
removal  of  forms. 

The  emulsion  to  be  applied  uniformly  in  atomized 
form  at  the  rate  of  10  square  yards  per  gallon  by 
means  of  a  spray  gun  operated  at  a  pressure  of  at  least 
90  pounds  per  square  inch.  After  treatment  of  the 
surface,  the  concrete  shall  be  protected  from  traffic  or 
premature  loading  during  the  curing  period.  When 
necessary  to  secure  a  bond  between  a  surface  treated 
with  “CURCRETE”  and  superimposed  concrete,  the 
“CURCRETE”  shall  be  removed  by  sand  blasting  or 
other  approved  method,  and  the  surface  thus  exposed 
shall  be  moistened  prior  to  the  application  of  a  grout 
or  other  concrete.  This  material  may  be  used  in  con¬ 
fined  or  poorly  ventilated  spaces. 

It  is  recommended  further  that  the  containers  of 
“CURCRETE”  be  stamped  or  labelled:  “Approved 
for  use  in  New  York  City  by  the  Board  of  Standards 
and  Appeals  under  Cal.  No.  969-38-SM.” 

(Sgd)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Curcrete  (concrete 
curing  method),  when  manufactured,  used  and  stamped  or 
labelled  in  accordance  with  the  above  report. 

997-38- SM. 

APPLICANT — M.  J.  Merkin  Paint  Company,  Incor¬ 
porated,  owner. 

SUBJECT— Perfectseal  Roof  Coating  and  Roof  Cement- 
approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO.  APPROVE — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  q 

Absent  .  q 


THE  RESOLUTION— 

(997-38-SM) 

Whereas,  the  M.  J.  Merkin  Paint  Co.,  Inc.,  owner,  filed 
November  7,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Perfectseal  Roof  Coating;  and 


Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  for  test  and  report ;  and, 

Whereas,  the  report  of  the  Committee  on  Test-s,  reads: 
REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  No.  997-38-SM 

Approval  of  Perfectseal  Roof  Coating. 

M.  J.  Merkin  Paint  Co.,  Inc.,  filed  November  7,  1938 
an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  their  roof  coating  known  as 
Perfectseal  under  tests  specified  C26-680  Administrative 
Code  (10.12.11.1  BC)  and  Group  16,  Art.  2  Adminis¬ 
trative  Code  (10.1.16  BC).  1  , 

The  material  is  a  mixture  of  natural  asphalt  and 
waterproofing  compounds  mixed  with  asbestos  fibre 
and  a  mineral  filter.  It  is  used  as  a  material  for  re¬ 
pairing  and  patching  old  roofs  and  as  a  cementing 
material  in  the  laying  of  new  roofing.  It  is  manu¬ 
factured  in  the  following  colors :  Black,  maroon, 
bright  red  and  bright  green. 

The  test  sample  consisted  of  a  complete  assembly 
of  roof  deck  and  covering  as  is  applied  on  practice 
and  having  an  area  of  12  sq.  ft.  Upon  this  roof  deck 
was  placed  a  fully  burning  brand  for  the  purpose  of 
investigating  the  possibility  of  the  spread  of  flame, 
ignition  of  wood  decking  and  the  area  and  depth  of 
charring. 

Result  of  this  test  is  described  herein.  The  deck 
was  an  old  roof  consisting  of  3  ply  12  lb.  rag  felt  on 
which  a  coating  of  Merkin  Perfectseal  Roof  Coating 
of  40  lbs.  per  hundred  sq.  ft.  was  placed  over  this 
roof.  The  incline  was  1  inch  per  foot.  A  12  inch 
fan  5  ft.  from  the  brand  and  producing  a  wind  ve¬ 
locity  of  6  miles  per  hour  2  ft.  from  fan  was  used. 
The  burning  brand  was  placed  upon  the  test  panel  and 
in  20  minutes  30  sec.  all  flame  had  died  out  and  in 
26  minutes  30  sec.  brand  was  entirely  consumed. 

Upon  examination  of  the  roof  after  test,  it  was 
found  that  two  plies  of  the  material  had  been  con¬ 
sumed  ;  that  there  was  very  slight  charring  of  roof 
deck.  This  test  was  made  at  the  New  York  testing 
laboratories.  The  material  has  been  accepted  by  the 
U.  S.  Treasury  Department. 

It  is  recommended  that  the  Perfectseal  Roof  Coat¬ 
ing,  manufactured  by  M.  J.  Merkin  Paint  Co.,  Inc.,  be 
approved  for  use  in  New  York  .City  as  a  repair  coat¬ 
ing  for  old  roofs  and  as  a  cement  in  the  laying  of 
new  roofs,  when  manufactured  and  used  in  accordance 
with  the  above  report  and  limited  to  such  materials 
as  may  be  provided  for  under  rules  of  Board  for  roof 
construction,  on  condition  that  the  container  of  the 
material  bear  a  label  permanently  affixed  thereto 
reading:  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  No. 
997-38-SM.” 

(Sgd)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Perfectseal  Roof 
Coating, .  manufactured  by  M.  J.  Merkin  Paint  Co.,  Inc., 
for  use  in  New  York  City,  when  manufactured,  used  and 
labelled  in  accordance  with  above  report. 


Meeting  recessed  at  6:30  P.M.  to  May  12,  1939,  at 
10  A.M. 

Reconvened  May  12,  1939,  adjourned  1  :00  P.M. 

Edward  V.  Barton,  Chief  Clerk. 
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PUBLIC  HEARING 


PROPOSED  RULES  FOR  THE  TESTING  AND  USE  OF  BLENDED  CEMENTS. 


(584-39-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the :  Board  of  Standards  and  Appeals  on 
Friday,  June  2  1939,  at  10  a.m.,  Room  1013,  Municipal 
EuiMing,  Manhattan,  on  Proposed  Rules  for  the  Testing 
and  Use  of  Blended  Cements. 

Authority : 

Pursuant  to  the  Authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York,  and  C26-189.0,  Administrative  Build - 
l!ig  j°J  e-  and  C26-312.0,  paragraph  c,  subdivision 

2  Administrative  Building  Code  (7. 1.1. 7. 3)  reading: 
Nothing  herein  contained  shall  be  construed  to  prohibit 
the  use  of  cements  of  other  types  which  are  approved  by 

,  board  a^a  are  used  in  accordance  with  rules  of  the 
board  governing  their  use.” 

,1.0  Scope. 

1.1  The  purpose  of  these  rules  is  to  provide  a  basis 
wherein  approved  cements  other  than  Portland 
Cements  and  consisting  mainly  of  blended  materials 

.be  *ised  wherever  under  the  Administrative 
Building  Code  the  use  of  Portland  Cement  is  per¬ 
mitted.  y 

1.0  Blended  Cements. 

2.1  Blended  Cements.  These  rules  apply  to  blended 
hydraulic  cements  consisting  essentially  of  Portland 

Cement  and  more  than  one  per  cent  admixtures,  such 
a  s  i — 

(a)  Inert  siliceous  materials. 

(b)  Limes,  natural  cements  or  other  calcium  sili¬ 
cate  cements. 

(c)  Pozzolanic  materials. 

(d)  Accelerators,  retarders  and  plasticizers. 

2.2  Nothing  herein  contained  shall  be  construed  as 
permitting  the  blending  of  cements  and  admixtures 
in  the  field,  except  as  may  be  otherwise  permitted  in 
specific  cases  by  the  Board. 

0  Composition  of  Blended  Cements. 

3.1  All  materials  used  as  admixtures  in  the  manu¬ 
facture  of  blended  cements  shall  conform  generally 
to  federal  Specifications,  where  such  specifications 
exist,  or  if  no  Federal  Specifications  exist,  they  shall 
conform  to  A.S.T.M.  specifications  or  such  rules  gov- 

byHfhe  Board6  °f  materials  as  are  Promulgated 

1  Manufacture  and  quality  of  Blended  Cements. 

4.1  A  flow  sheet  in  duplicate  showing  the  process 
of  manufacture  aud  blending  shall  be  filed  with  the 

Part,of  an^  application  for  approval  which 

,,  i  in^lude  tbe  ongin  and  the  amount  of  materials 
used  and  proof  as  to  quality. 

1  Available  supply  of  raw  materials. 

5.1  Evidence  shall  be  filed  with  the  Board  showing 
tne  potential  supply  of  raw  material  available  to  the 
manufacturer. 

*  Fineness. 

6.1  The  specific  surface  shall  be  not  less  than  1800 
sq.  cm.  per  gram,  as  determined  by  methods  of  test 
described  in  A.S.T.M.  specifications  C115-38T. 

«“du«  sha11  not  exceed  15%  by  weight  on 
a  #325  standard  sieve. 


7.0  Soundness. 

7.1  A  pat  of  neat  cement  of  normal  consistency  shall 
be  subjected  to  tests  for  soundness  by  the  methods 
outlined  in  A.S.T.M.  specifications  C77-36,  and  when 
so  tested  it  shall  show  no  signs  of  distortion,  cracking 
checking  or  disintegration  when  subjected  to  the 
steam  test,  nor  shall  the  expansion  of  the  pat  be  greater 
than  5mm,  when  molded  in  Le  Chatelier  tongs  and 
stored  in  a  standard  moist  closet  for  24  hours. 

7.2  In  addition  to  these  requirements,  the  expansion 
of  three  1  x  1  x  10"  bars  of  neat  cement  of  normal 
consistency  when  subjected  to  the  Autoclave  test, 
A.b.I.M.  tentative  method,  shall  not  have  an  expan¬ 
sion  in  excess  of  0.75%. 

8.0  Time  of  set. 

8.1  Time  of  setting  shall  be  determined  by  test  de¬ 
scribed  in  A.S.T.M.  Specification  C77-36,  and  the 
mortar  so  tested  shall  not  develop  initial  set  in  less 
than  one  hour  and  final  set  in  more  than  10  hours 
3.S  tested  with  Vicat  or  Gillmore  needle. 

9.0  Compressive  strength  for  normal  blended  cements. 

9.1  The  average  compressive  strength  of  five  2-inch 
mo.rtar  cubes  composed  of  one  part  of  blended  cement 
and  2.75  parts  graded  Ottawa  sand  by  weight  shall 
be  not  less  than  the  following: 


Age  at  Test 

^Compressive 

Storage  of  Cubes  Strength 

7  days 

28  days 

1  day  in  moist  air,  6  2200  #/□" 
(lays  in  water 

1  day  in  moist  air,  27  3500  #/□" 
days  in  water 

*When  tested  in  accordance  with  A.S.T.M.  Spec. 

1 09-37-T. 

9.2  Tensile  Strength. 

The  average  tensile  strength  in  lb./in.2  of  not  less 
than  5  mortar  briquets  composed  of  one  part  cement 
and  3  parts  of  Ottawa  sand,  by  weight,  shall  be 
equal  to  or  greater  than  the  following: 

Age  at  Test 

Storage  of  Briquets 

Tensile 

Strength, 

#/□" 

3  days 

7  days 

28  days 

1  day  in  moist  air,  2  days 
in  water 

1  day  in  moist  air,  6  days 
in  water 

1  day  in  moist  air,  27  days 
in  water 

175 

275 

350 

The  average  tensile  strength  of  the  mortar  at  7 
and  28  days  shall  be  higher  than  that  at  3  and  7 
days,  respectively. 

10.0  Blended  cements  having  other  properties. 

10.1  When  approval  of  the  board  is  requested  for 
the  use  of  Blended  Cements  having  high  early 
strength,  sulfate  resistance  or  low  heat  of  hydration, 
application  shall  be  made  to  the  board  for  additional 
tests  to  develop  these  properties. 
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FACTORY  EXIT  RULES  ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS 
FEBRUARY  23,  1927,  AND  AMENDED  JANUARY  15,  1932. 


(64-27-SR) 

STANDARD  FACTORY  EXITS 
Section  1 — Fire  Escapes. 

Rule  1.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  more 
than  five  stories  in  height  and  not  exceeding  nine  stories 
in  height,  nor  in  any  case  more  than  90  ft.  from  curb  level 
to  top  floor  level,  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  Labor  Law  may  con¬ 
sist  of  an  outside  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  labor  law,  and  in 
addition  thereto : 

(1)  The  balconies  and  stairs  shall  be  protected  on 
the  outside  by  substantial  railings  to  a  height  of  at 
least  4  ft.  6  in.,  measured  from  floor  of  balcony  or 
center  of  stair  tread,  constructed  of  bars  at  least  one- 
half  ( y2 )  inch  in  diameter,  spaced  not  more  than  six 
(6)  inches  on  centers,  or  of  substantial  grille  work,  or 
of  screening  not  less  than  No.  10  U.  S.  gauge  wire 
with  not  more  than  one  and  one-half  (1 J4)  inch  mesh, 
all  rigidly  braced ; 

(2)  When  there  is  safe  egress  from  the  roof  of  the 
building  to  any  adjoining  structure,  the  fire  escape 
stairway  shall  continue  to  the  roof,  and  if  there  be  no 
safe  means  of  egress,  a  gooseneck  ladder  shall  be  pro¬ 
vided  from  the  top  story  balcony  to  the  roof. 

(b)  Any  such  fire  escape  erected  prior  to  October  1, 
1913,  shall  conform  in  every  respect  with  the  requirements 
of  paragraph  (a)  of  this  rule,  except  that  balconies  may 
be  not  less  than  3  feet  in  width ;  the  connecting  stairs  not 
less  than  20  inches  in  width,  and  placed  at  an  angle  not 
exceeding  60  degrees  if  the  building  is  not  over  six  stories 
in  height,  otherwise  at  an  angle  of  45  degrees. 

Rule  2.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  five 
stories  or  less  in  height,  one  of  the  required  means  of  exit 
under  Section  271  of  the  Labor  Law  may  consist  of  an 
outside  iron  fire  escape,  provided  that : 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  Labor  Law. 

(b)  Existing  fire  escapes  shall  comply  with  all  the  pro¬ 
visions  of  Section  274,  Labor  Law  and  in  addition  thereto 

(1)  The  balconies  shall  be  not  less  than  3  feet  in 
width. 

(2)  The  rails  around  balconies  and  well  holes  and 
on  stairways  shall  be  not  less  than  3  feet  in  height. 

(3)  Passageways  on  the  balconies  shall  be  not  less 
than  14  inches  in  the  clear. 

(4)  At  least  one  opening  to  each  balcony  shall  be 
a  single  fireproof  casement  door  at  least  2  feet  wide 
and  at  least  6  feet  in  height,  except  that  where  the 
distance  between  the  sill  and  lintel  will  not  permit 
of  an  opening  6  feet  in  height,  a  casement  door  not 
less  than  4  ft.  6  in.  in  height  will  be  permitted. 

Rule  3.  The  single  fireproof  casement  doors  leading  to 
all  fire  escape  balconies  shall  open  out  and  shall  be  self¬ 
closing.  An  easily  operated  door  lock  with  knobs  on  both 
sides  of  the  door  shall  be  provided. 

Such  fire  doors  may  be  at  window  sill  level  if  fixed  iron 
step  at  least  two  feet  wide,  with  risers  not  exceeding 
eight  (8)  inches,  and  treads  not  less  than  eight  (8)  inches 
are  provided  on  the  inside  from  floor  level  to  sills  properly 
secured. 

Rule  4  (a).  Any  such  fire  escape  erected  subsequent 
to  October  1,  1913,  and  prior  to  these  rules  taking  effect, 


unless  previously  accepted  as  one  of  the  required  means 
of  exit  or  escape  by  the  administrative  official  having  jur¬ 
isdiction,  shall  conform  in  every  respect  to  the  provisions 
of  these  rules. 

(b)  A  fire  escape  shall  not  hereafter  be  accepted  as  con¬ 
stituting  one  of  the  required  means  of  exit  or  escape  under 
Section  271-1  of  the  Labor  Law,  in  any  building  erected 
prior  to  October  1,  1913,  now  occupied  or  to  be  occupied  as 
a  factory,  exceeding  nine  stories  in  height,  or  more  than 
90  feet  from  curb  level  to  top  floor  level. 

Rule  5.  All  fire  escapes  shall  be  maintained  struc¬ 
turally  safe,  properly  painted,  and  kept  clear  of  all  obstruc¬ 
tions. 

Section  2 — Enclosure  of  Factory  Stairways. 

Rule  6.  Except  as  herein  provided,  in  all  factory  build¬ 
ings  five  stories  or  less  in  height,  erected  prior  to  October 
1,  1913,  in  which  there  are  more  than  twenty-five  persons 
employed  above  the  second  story,  all  interior  stairways, 
serving  as  required  means  of  exit,  and  the  landings,  plat¬ 
forms  and  passageways  connected  therewith,  shall  be  en¬ 
closed  on  all  sides  by  partitions  of  fire-resisting  material 
extending  continuously  from  the  lowest  point  of  the  stair¬ 
way  in  accordance  with  the  following  schedule : 


Number 

of 

stories 

Contents 
combustible, 
no  sprinkler 

Contents  non¬ 
combustible 
no  sprinkler 

Contents 
combustible, 
and  sprinkler 

Contents  non¬ 
combustible 
and  sprinkler 

Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairways 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or  in 
the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  adequate 
automatic  sprinkler  equipment  installed  and  maintained  in 
good  working  order  on  each  floor. 

The  term  “story”  as  used  above  means  that  part  of  a 
building  between  any  floor  and  the  floor  or  roof  next 
above ; — the  first  story  is  that  part  of  a  building  which  is 
more  than  50  per  cent  above  the  floor  below  and  the  floor 
next  above  the  curb  or  average  grade  level. 

Where  the  stairways  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  the  under  side  of 
the  roof  boarding.  That  portion  of  the  under  side  of  the 
roof  beams  within  the  stair  enclosure  shall  be  covered  with 
fire-resisting  material,  except  in  buildings  with  roofs  of 
non-combustible  material,  in  which  case  the  partitions  may 
stop  at  the  under  side  of  he  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
the  enclosure  shall  be  so  built  as  to  form  a  bulkhead.  The 
enclosure  shall  be  ventilated  by  a  skylight  in  the  roof  with 
louvres  or  ventilators,  or  exterior  windows  with  ventilating 
sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  with 
approved  self-closing  fire  doors,  except  where  such  open¬ 
ings  are  in  the  exterior  wall  of  the  building. 
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'  The  bottom  of  the  enclosure  shall  be  of  fireproof  mate¬ 
rial  at  least  four  inches  thick  unless  the  partition  extends 
to  the  cellar  bottom. 

A  horizontal  exit,  as  defined  in  section  267  of  the  Labor 
Law,  will  be  accepted  as  a  compliance  with  this  rule  when 
pot  sides  of  the  fire  wall  or  walls  are  occupied  on  any 
tactory  floor  by  the  same  occupant. 

Rule  7.  Where  there  are  occupancies  on  any  story 
>r  part  of  a  story  involving  the  storage  or  use  below  the 
op  story  of  the  following  materials  and  exceeding  the 
.mount  specified,  and  there  are  more  than  5  persons  em- 
•loyed  at  manufacturing  above  such  occupancy,  the  interior 
tairvvay  serving  as  required  means  of  egress  shall  be  en- 
losed  on  that  story  with  fire-resisting  material  from  floor 
d  under  side  of  floor  above,  including  any  exposed  stair 
Dflits,  landings  and  passageways ;  openings  shall  be  pro- 
lded  with  approved  self-closing  fire  doors. 

Nitrocellulose  in  any  shape  or  form,  10  pounds. 

Volatile  inflammable  oils,  1  gallon. 

Volatile  inflammable  mixtures,  5  gallons. 

Combustible  mixtures,  10  gallons. 

Paints,  varnishes  and  lacquers,  10  gallons. 

Upholstering  or  mattresses,  manufacturing  or  repairing. 
Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  includ- 
?  tea,  coffee  or  similar  beverages). 

The  Board  shall  rule  upon  new  occupanies  as  they  arise 
d  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  as 
ove,  the  entire  stairway  shall  be  enclosed  in  fire-resisting 
iterial  where  there  are  more  than  5  persons  employed  at 
inufacturing  above  the  first  story. 


Rule  8.  Required  Exits  and  Enclosures  of  Stairways  in 
/o- Story  Factory  Buildings. 

Required  Exits. — In  every  two-story  factory  build- 
erected  prior  to  October  1,  1913,  in  which  more  than 
:  persons  are  employed  at  manufacturing,  there  shall  be 
,‘Vided  from  each  story  at  least  two  means  of  exit  or 
ape  from  fire  remote  from  each  other,  one  of  which 
m  every  floor  above  or  below  grade  shall  lead  to  or 
n  on  an  interior  stairway  which  shall  be  enclosed,  as 
einafter  provided,  or  on  an  exterior  enclosed  stairway, 
i  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
?rade  exit,  or  to  an  exterior  screened  stairway,  or  to  a 
escape  conforming  to  section  273,  Labor  Law,  or  rule  2 
hese  rules.  Except  that  exit  door  shall  be  a  fire  door, 
i  substantial  steps  to  the  sills  properly  secured  when  sill 
nore  than  8  inches  above  the  floor  level;  and  where 
e  is  no  safe  egress  from  the  roof,  a  gooseneck  ladder 
1  be  provided  from  top  balcony  to  the  roof,  except  on 
front  of  buildings. 

^obstructed  egress  from  the  foot  of  the  fire  escape  or 
rior  screened  stairway  shall  be  as  required  by  section 
Labor  Law,  or  to  open  adjoining  yard  with  egress  to 
street.  No  point  on  any  floor  of  such  building  shall  be 
-  than  one  hundred  and  fifty  (150)  feet  distant  from 
an  exit. 

de  9.  Enclosure  of  Stairways.— In  two-story  build- 
where  there  are  occupancies  on  any  story  or  part 
story  involving  the  storage  or  use  below  the  top  story 
iy  ot  the  materials  exceeding  the  amounts  specified  in 
l  *nd.  the[e  are  more  than  5  persons  employed  at 
ifactunng  above  such  occupancy,  all  interior  stairways 
ng  as  required  means  of  exit  shall  be  enclosed  from 
Dwest  point  of  such  stairway  to  the  ceiling  of  the  first 
by  partitions  of  fire-resisting  material,  unless  the 
ing  is  provided  with  a  wet  sprinkler  system,  in  which 
“5  enclosure  of  stairways  shall  not  be  required, 
osures  shall  lead  directly  to  a  door  opening  out- 


a  StreCt  °r  road>  or  an  °Pen  area  affording  unob¬ 
structed  Passage  to  a  street  or  road.  All  openings  in  such 

deviCesPr0Vided  Wi‘h  *re  d°°rS  equipped  wi,h 

^^A11/efeirenCe  h<;r<rin  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 

Factorv  S°;  •  St°ra#e  ,of  Combustible  Material  Within 
factory  btairway  Enclosures. 

shifl  te  fac^ry  buifldinfsno  articIes  or  wares  of  any  nature 
sha  1  be  kept  or  stored  inside  the  limits  of  any  stairway 

form!Uoe  °r  unenclosed  fairway,  or  on  the  landings,  plaL 
forms  or  passageways  connected  therewith. 

But  this  shall  not  prohibit  the  erection  and  maintenance 
of  a  stand  to  be  built  of  incombustible  material  and  wire 
glass  or  RLmch-thick  piate  glass  for  the  retail  sale  of  cigars 
cigare  es  and  tobacco  and  candies  in  original  packages  or 
daily  newspapers  m  the  public  hall  or  corridor  on  the  first 
story  of  any  building  provided  there  is  no  open  flame.  All 
portions  of  the  stand  and  any  portion  of  any  permitted  ac- 
use  same  shall  be  set  back  at  least  18  inches 
from  the  outside  line  of  travel  of  the  required  legal  width 
exit.  Each  such  stand  shall  be  provided  with  at  least 
one  approved  2j4-gallon  chemical  fire  extinguisher. 

Section  3 — Safe  Egress  from  Roofs  of  Factory 
Buildings. 

Rule  11.  Interior  stairways  serving  as  required  means 
ot  exit  in  factory  buildings  erected  after  October  1  1913 
and  not  exceeding  five  stories  in  height,  and  in  buddings’ 
elected  before  October  1,  1913,  now  occupied  or  to  be 
occupied  as  a  factory,  shall  not  be  required  to  extend  to  the 
roof  where  there  is  no  safe  egress  from  the  roof,  under 
Sections  270,  271  and  272,  Labor  Law. 

(a.)  When  the  roofs,  or  the  top  of  the  parapet  wall  of 
an  adjoining  building  are  more  than  eight  feet  below  or 
more  than  five  feet  above  the  top  of  the  parapet  wall  of 
the  building  in  question,  and  there  is  no  outside  party  wall 
hre  escape,  party  wall  exterior  screened  stairway,  party 
wall  balconies  or  bridges,  or  where  any  outside  exits  do 
not  connect  to  adjoining  buildings  at  roof  level,  or  where 
there  are  no  unbarred  window  openings  five  feet  above  the 
i  oo f  or  parapet  wall  of  the  building  in  question. 

(b)  When  the  roof  of  the  building  in  question  has  a  pitch 
exceeding  one  foot  in  six  feet  of  horizontal  run. 

Rule  12  (a).  When  there  is  no  safe  egress  from  the 
roof,  as  above  described,  there  shall  be  in  all  cases  at  least 
a  double-rung  ladder  at  the  top  of  the  interior  stairway, 
and  within  the  interior  stairway  enclosure  when  stairway  is 
enclosed.  Such  ladder  shall  be  at  least  18  inches  in  width 
and  shall  be  properly  secured  at  top  and  bottom.  The  lad¬ 
der  shall  lead  to  a  scuttle  opening  not  less  than  2  feet  by  3 
feet  or  be  of  such  additional  area  as  may  be  required  to 
provide  ample  head  room.  The  scuttle  cover  shall  be  hinged 
and  of  light  weight  construction,  or  be  counter-balanced. 

An  easily  operated  hook  may  be  provided  on  scuttle  cover 
(b)  Where  the  stair  bulkhead  door  opens  within  10  feet 
rom  the  open  edge  of  the  roof,  an  iron  railing  properly 
braced  at  least  3  feet  high  and  at  least  10  feet  long  shall  be 
provided  at  the  edge  of  roof. 

SUBSTANDARD  FACTORY  EXITS 

Section  4 — Fire  Escapes. 

Rule  13.  W  hen  in  addition  to  the  required  exits  from 
any  factory  or  factory  building,  there  exist  other  means  of 
egress  which  are  not  entirely  in  accordance  with  the  re- 
quirements  of  the  Labor  Law  and  the  Rules  of  the  Board 
of  Standards  and  Appeals,  such  means  of  egress  may  be 
retained  under  the  following  conditions : 

(a)  Fire  Escapes.— All  substandard  fire  escapes  on  fac¬ 
tory  buildings  shall  be  maintained,  structurally  safe,  prop¬ 
erly  painted,  and  with  the  openings  leading  thereto  kept  in 
good  repair.  ’ 
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In  lieu  of  a  counter-balanced  stairway,  a  drop  ladder  in 
guides  with  a  back-drop  gravity  hook  may  be  provided. 

The  drop  ladder  shall  be  of  sufficient  length  to  reach 
from  the  lowest  balcony  to  the  ground  or  safe  landing 
place,  with  a  passageway  opening  cut  in  the  balcony  rail, 
which  rail  shall  be  properly  braced. 

When  such  substandard  fire  escapes  are  located  in  a 
court,  side  or  rear  of  a  building,  proper  egress  to  a  point 
of  safety  shall  be  provided,  either  to  open  adjoining  yards, 
or  the  lowest  balcony  may  be  connected  to  an  adjoining 
fire  escape,  exterior  stairway,  to  the  roof  of  adjoining  ex¬ 
tensions,  or  other  means  of  egress  satisfactory  to  the 
authorities  having  jurisdiction. 

Substandard  fire  escapes  shall  be  kept  clear  of  all  ob¬ 
structions,  shall  not  be  used  for  fire  drills,  and  shall  not 
be  considered  as  a  basis  for  increase  in  occupancy. 

Section  5 — Stairways  and  Bridges. 

Rule  14.  Interior  Stairways. — All  interior  stairways 
not  conforming  to  the  requirements  of  the  Labor  Law  or 


rules  of  the  Board  of  Standards  and  Appeals  may  be  re 
tained,  provided  that  egress  to  same  is  maintained  un 
obstructed,  halls  are  properly  lighted,  and  all  landing! 
passageways,  etc.,  are  maintained  free  and  unobstructec 
An  easily  operated  panic  bolt  or  other  similar  device  ma 
be  installed  at  street  exit  door. 

Rule  15.  Exterior  Screened  Stairways.  —  Exteric 

screened  stairways  not  serving  as  a  required  means  c 
egress  shall  be  maintained  structurally  safe  and  properl 
pointed,  exits  thereto  and  all  platforms  and  passageway 
thereof  shall  be  maintained  unobstructed,  and  egress  fror 
termination  shall  be  provided  as  required  for  substandar 
fire  escapes  in  subdivision  a. 

Rule  16.  Horizontal  Bridges. — Horizontal  bridges  an 
party  wall  balconies  between  buildings  shall  be  main 
tained  structurally  safe  and  properly  painted,  and  acces 
thereto  and  all  passageways  thereof  shall  be  maintaine 
unobstructed. 

Rule  17.  No  sign  of  any  character  shall  be  placed  a 
openings  leading  to  these  substandard  exits. 
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SMOKING  IN  FACTORIES 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de¬ 
termining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed. 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in : — 

(a)  Factories  engaged  in  the  manufacture  of  cigar 
cigarettes,  or  smoking  tobacco,  when  necessary  for  th 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  samplinj 
testing  and  experimental  purposes  is  carried  oi 

(2)  Such  smoking  is  conducted  in  a  root 
provided  especially  for  that  purpose,  separate 
from  the  rest  of  the  building  by  fireproof  c 
fire-resisting  partitions,  with  all  openings  therei 
protected  by  self-closing  fire  doors,  and,  furthe 
unless  the  building  is  of  fireproof  constructs 
or  required  with  an  approved  automatic  sprint 
ler  system,  the  floor  and  ceiling  of  such  rooi 
shall  be  covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  th 
administrative  official  may  direct  are  installet 

(4)  All  waste  paper  and  other  inflammabl 
waste  materials  are  deposited  in  fireproof  r< 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  followin 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 
Forge  shops; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 

provided  that  in  any  case  : 

(1)  The  building  is  not  of  wooden  construe 

tion ;  W., 

(2)  Such  chemical  fire  extinguishers  as  tr 
administrative  official  may  direct  are  installec 

(3)  All  waste  paper  and  other  inflammab 
waste  materials  are  deposited  in  fireproof  n 
ceptacles. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  parings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan.  s 


>ffice— Municipal  Building,  Rooms  1000  to  1018. 
elephone— WOrth  2-0184. 

,FTa  m°T„S,5°E  PuBLIC-9  4  p.  m.  Saturdays 

v  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CONTENTS 

his  issue  of  the  Bulletin  contains  in  the  order  given 
scket. 

1(urt  Decision, 
lies  Directory. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the' date 
of  the  action  of  the  Administrative  Official. 


ie  Hearing  Calendar. 

Autes  of  Regular  Meeting  May  16,  1939,  at  10  A.P 
ttectmg  Calendar  Numbers  49-28-BZ,  308-33-BZ  4‘ 

*bL^sb3?:bt9-ez'  ,22-39  bz' 

nutes  of  Regular  Meeting  May  16,  1939,  at  2  P.l\ 

9  A  fott  ™Tbers  968-24‘BZ-  29-32-BZ,  8 
2  39  A  w  ifl  A  iA;n46/'39'A'  594-38- A,  466-39- 
oo7a  cto  ,5n30;39'A>  535'39-A-  548-39- A,  56 

29  39  S  i  £  c??'39;A’  60«-39- A<  308-39- A,  343-39-. 

,  39-Js,  167-38-SA,  237-36-SA,  1082-38- S A  hu  io  c 

38-39-SA,  346-39-SA,  293-39-SM  aud  35f-39-SM  S 

Numbers  ,22-38-SM'  19 


iking  in  Factory,  Rules. 

1C*  of  Public  Hearing  on  Proposed  Rules  for  the 
esting  and  Use  of  Blended  Cements. 

ss  for  Refrigerating  Systems. 

Retarding  Rules  for  Garages,  etc. 


Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 

of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK.  Chairman 
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DOCKET 

New  Cases  Filed  tip  to  May  16,  1939 

Cal.  No.  Department  Premises  Affected 

601-39-A . H.B.Q . 75-71,  75-75  and  75-79  184th 

street,  northeast  corner  of 
Union  turnpike  and  east  side 
of  184th  street,  39.42  ft.  and 
79.42  ft.  north  of  Union  turn¬ 
pike  (Block  No.  7201,  Lot 
No.  1),  Flushing,  Borough  of 
Queens, 

N.  B.  2441-39,  N.B.  2442-39 
and  N.B.  9916-38. 


602-39- A  H.B.Q . 75-74,  75-76  and  75-80  184th 

street,  northwest  corner  of 
Union  turnpike  and  west  side 
of  184th  street,  45.82  ft.  and 
85.32  ft.  north  of  Union  turn¬ 
pike  (Block  No.  7200,  Lot 
No.  1),  Flushing,  Borough  of 
Queens, 

N.B.  2443-39.  N.B.  9910-38 
and  N.B.  9955-38. 


603-39-BZ...  H.B.Q  ...  148-19  89th  avenue,  north  side, 

200  ft.  west  of  1 50th  street 
(Block  No.  9693,  Lot  No.  54), 
Jamaica,  Borough  of  Queens, 
Misc.  Applic.  586-39. 


604-39-SA . Dugas  Dry  Chemical  Fire  Ex¬ 
tinguisher,  Appliance. 


605 -39- A  ....H.B.B . 1520  49th  street,  south  side,  140 

ft.  east  of  15th  avenue  (Block 
No.  5453,  Lot  No.  14),  Bor¬ 
ough  of  Brooklyn, 

Alt.  211-39. 


606-39-A . H.B.Q . 147-02  to  147-20  147th  avenue, 

southwest  corner  of  148th 
street  (Block  No.  4232,  Lot 
No.  1),  South  Jamaica,  Bor¬ 
ough  of  Queens, 

N.B.  2058-39. 


607-39-S. .  .  H.B.M.  .  .1059-1061  Third  avenue,  east  side, 

50  ft.  5  in.  south  of  East  63rd 
street  (Block  No.  1417,  Lot 
No.  47),  Borough  of  Man¬ 
hattan, 

Decision  re  Viol.  482-39. 


608-39-BZ . H.B.R.  .  .  767  Forest  avenue,  north  side, 

360  ft.  east  of  Broadway 
(Block  No.  183,  Lot  Nos.  68 
and  70),  West  New  Brighton, 
Borough  of  Richmond, 

Alt.  79-39. 


609-39-A . H.B.B . 181-191  Lawrence  avenue,  north 

side,  201  ft.  8J4  in.  west  of 
Ocean  parkway  (Block  No. 
5420,  Lot  No.  69),  Borough 
of  Brooklyn,  N.B.  548-39. 


610-39-SM . Union  Metal  Steel  Bridging, 

manufactured  by  Union  Metal 
Bridging  Company,  Material. 


61 1-39-A-WF.  .H.B.Q.. . .  133-18  to  133-36  37th  avenue, 

south  side,  140  ft.  east  of 
Lawrence  street  and  37-15  to 
37-19  Lawrence  street  (Block 
No.  4972,  Lot  Nos.  10,  23  and 
62),  Flushing,  Borough  of 
Queens, 

Misc.  Applic.  2483-39. 


612-39-A  . .  ..H.B.B.  2739  Bedford  avenue,  northeast 

corner  of  Farragut  road 
(Block  No.  5225,  Lot  No.  2), 
Borough  of  Brooklyn, 

Alt.  784-39. 


613-39-A-WF. . H.B.Q . 134-15  Northern  boulevard,  north 

side,  85.91  ft.  east  of  Collins 
place  (Block  No.  4946,  Lot 
No.  77),  Flushing,  Borough 
of  Queens, 

Misc.  Applic.  2665-39. 


614-39-SM . Dalen  Gray  Norwegian  Portland 

Cement,  manufactured  in 
Brevik,  Norway  and  imported 
by  O.  M.  Knoof,  Inc., 

Material. 


615-39-A. ....  .H.B.Q. ..  .  39-15  150th  place,  east  side,  150 

ft.  south  of  Northern  boule¬ 
vard  (Block  No.  5033,  Lot 
No.  12),  Flushing,  Boroueh 
of  Queens,  Alt.  172-39. 


61 6-39- A. ...  F.D. . ... .  22-02  to  22-20  39th  avenue,  south 

side,  225.20  ft.  east  of  23rd 
street  (Block  No.  393,  Lot 
Nos.  8-12-18),  Long  Island 
City,  Borough  of  Queens, 

Decision. 


617-39-A . H.B.Q . 92-11  35th  avenue,  north  side, 

between  92nd  street  and  93rd 
street  (Block  No.  1453,  Lot 
No.  34),  Elmhurst,  Borough 
of  Queens,  N.B.  2599-39. 


618-39-A  ....H.B.Q . 40-33  Ithaca  street,  north  side, 

375  ft.  west  of  Britton  ave¬ 
nue  (Block  No.  1505,  Lot 
Nos.  69-72-73-74),  Elmhurst, 
Borough  of  Queens, 

N.B.  10105-39. 


619-39-A. .  .  .F.D . .  .267-269  Bowery,  east  side,  108  ft. 

1  in.  south  of  East  Houston 
street  (Block  No.  427,  Lot 
Nos.  12  and  13),  Borough  of 
Manhattan, 

2835-L.F.  and  Decision. 


620-39-SM . . Gyp-Lap  Fireproof  Sheathing 

and  Gyp-Lap  Wood  Sheath¬ 
ing,  manufactured  by  U.  S. 
Gypsum  Company  and  Sam¬ 
son  Exterior  Sheathing  as 
distributed  by  Samson  Plaster 
Board  Company,  sales  agents 
for  U.  S.  Gypsum  Company, 
Material. 


621-39-A . F.D . 181  Belmont  avenue,  208  Junius 

street,  northwest  corner  (Block 
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622-39- A. 


.  F.  D. . . 


■  623-39-A . F.D. 


624-39-BZ .  H.B.Q. 


No.  3729,  Lot  No.  38),  Bor¬ 
ough  of  Brooklyn, 

77987-L.C.  and  Decision. 

.61-63  Irving  place,  southwest 
corner  of  East  18th  street 
(Block  No.  873,  Lot  No.  59), 
Borough  of  Manhattan, 

Decision. 

.118  West  23rd  street,  south  side, 
150  ft.  west  of  Sixth  avenue 
(Block  No.  798,  Lot  No.  54), 
Borough  of  Manhattan, 

2784-L.F. 

177-12  to  177-22  Union  turnpike, 
south  side,  345.17  ft.  east  of 
Utopia  parkway  (Block  No. 
7227,  part  of  Lot  No.  24), 
Jamaica,  Borough  of  Queens, 
N.B.  3264-39.’ 


;  625-39- S .  F.D. 


626-39-A . 


F.D... . 


527-39-BZ . H.B.B. 


128-39-BZ . 


67-38-SA. 


.24  02  39th  avenue,  southeast  cor¬ 
ner  of  24th  street  (Block  No. 
395,  Lot  No.  18),  Long  Island 
City,  Borough  of  Queens, 

Decision. 

.13  East  42nd  street,  north  side, 
121  ft.  east  of  Madison  ave¬ 
nue  and  18  East  43rd  street 
(Block  No.  1277,  Lot  No. 
12),  Borough  of  Manhattan, 
16615-L.C. 

.2642-2666  Fulton  street  and  37-43 
Pennsylvania  avenue,  south¬ 
east  corner  (Block  No.  3670, 
Lot  No.  18),  Borough  of 
Brooklyn,  N.B.  604-39. 

.1535  Plimpton  avenue  and  140- 
150  Featherbed  lane,  south¬ 
west  corner  and  1550-1564 
University  avenue  (Block  No. 
2875,  Lot  Nos.  51  and  56) 
Borough  of  The  Bronx, 

Alt.  464-38. 

Restored  to  Calendar 

. Sloan  Vacuum  Breaker,  Model 

V-60-A,  Appliance. 


RULES 

Carbon  Dioxide  Liquefier  Rules. ...  Mar.  2 1  U^1 93 9^—" Vof  24** No”  12 
Certificate  of  Occupancy,  approved  ’  °'  2 

conSSri,isi»bi-itj, §•  gSSfc,  %  3! 

Elevator  £3S  “”?> ’ ’  'iff  f  if  C  3l 

FS!orRyulait%Sing..D.Tf!::::;^  !J;  if  £:  II 

Firt  n!mmR  t11^3  (InIcnor> . Apr-  25,  1939— Vol.  24,  No'.  17 

Fire  Retarding3  Ruies  "  for "  Garages, ^°V"  22’  1938-VoK  23>  No- 

Fireproof  *  Wood,"  *  Testing  of  I  d  X  ‘.’apt  g>  %  &■  » 

Frame  Garages,  Ruling  for . Tan‘  21’  1010  v«l‘  "f ’  w°' 

Fusion  Welding  and  Gas  Cutt.ngJ  21’1919-Vol‘  4-  N°-  3 
Gas  sLets0fi’Rui«::::::::::::::-'SrT-  \  SgSzJS  ft  T 

Hatchway  Protection  . Jun4  5’  1928— Vol'  1 ?’  Nn  \\ 

OifUR|ti1rng  FiMle|  Board  Rules . May  9>  1939— Vol!  24 No’  19 

V.tr„isrSd  Lacquer '  SoW*"’  *  »•  - 

Plata^,.'  Specifications  for.S  £  f?’  S'  If 

Plumbing  Rules  . Aug  3  lQ37_Vn  1  V '  v 

Plumbing  Rules  (Prevention  of  Con-  '  '  22,  N°’  3 

ProoS;™  rSic0,'  olU.  S“PPl!') . -&T  7  }?||— X°{-  »”•  19 

Refrigerating  Systems,  Extract  A.C.May  23,’  1939— Vo  ’  24  No’  91 

Swfr  ,Rnle"'“.‘"’.  ' '  ■%£  f  24,’  No°'  f,' 

Standpipe  Fireline  Rules . june  o’  Jq'H  X°f-  22>  No.  26 

Structural  Alterations.  Reporting  Tune  7  io??  \r  J'  23 

Tank  Trucks,  Fuel  Oil,  elc.  .  f !nov  24  o  Lv°  '  *0’  23 

Tank  Trucks,  Gasoline,  etc . Nov  24’  1936  Vol'  V’  v°'  1? 

Wire  Glass  Rules  (Amendment  to  ’  1936~Vo1-  21,  No.  47 

Rule  503  of  Industrial  Code).. Apr.  10,  1923— Vol.  8,  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  .  vrar  r  in?r  \r  i  on  xt 

Fi relink  ,  . Mar.  5,  1935 — Vol.  20,  No.  10 

Fuel  *C)i|  ^Burners  ’for  'Domestic  and ^PP  *  24,  No.  .7 

™  ?■  if  g°0-  ,■ 

Fue  Oil  p!ZS  f°r  Industrial  Use. Aug.  30,  1938-Vol.  23,  ’  No.'  35 

Gas  Heater,  P .  Jan-  3-  1939 — ' Vol.  24.  No.  1 

Pain,.  Vartfish"  ’and  Sm,-  ’’  ,939^Vo''  24'  N°'  19 

Panr  05“'PS^;e;,",»d  ••Spa;eMay  ,939^V°,'  ^  N»  18 

vac -r^-:v.v:::::v.v::.fc  5;  if  ft ,( 


.  H.B.Bx 


ige;  H.B.B1— Departnmnt  of  Hou?ient  of.  Housing  and  Bulld- 
Department  of  BuiIdin&s,  Brooklyn; 

1  .B. Q . — Department  of  n  ?  and  Buildings,  Manhattan 
■B.R. — Department  of  a,ndT}  Buildings,  Queens; 

.B.Bx. — Departmpnt  n/  Tin,  *  ng  a°d  Buildings,  Richmond; 

«"■-  CaSS'l0!  Broni:  H  D- 


COURT  DECISION 

’  0'  ^  rel20St' lS°8UdthCe0nR  rUC1i0n  ,C°r^  Vu:  MulM-  On  December 
1938,  the  Board  reheard  this  application  (previously 

SL'T.SjV*  *5*  C°”rt'  a"d  a«ai"  d«£d  -der 

Ca  I  2  Sr  F°r  St°-e  “  res‘dence  use  district. 
B  ou!h  n  t  r  '  at  P^mises  21°1  Grand  Concourse. 

B  d  NfVhre  T0n^'  Mr'  JuStice  McGeehan  reversed 
noard  (N.  Y.  L.  J.  May  18,  1939). 


MAY  23,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
rds  and  Appeals  of  a  public  hearing  under  the  provisions 
„  QgQbUFd1I"R  ,Z?ne,  reso,ution.  Tuesday  morning ,  May 
w  at  10  °  clorc^-  m.  Room  1013.  Municipal  Building, 

Manhattan,  on  the  following;  matters : 

cal.  no.  248-39-BZ — Application,  February  28,  1939,  under 
section  21  of  the  building  zone  reso¬ 
lution,  of  Nicholas  J.  Roth,  applicant 
and  lessee,  on  behalf  of  Janssen  Dairy 
Corporation,  owner,  to  permit  in  a 
business  use  district  the  conversion  of 
occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop;  premises  41 
Barker  street,  east  side,  700  ft.  north 
of  Castleton  avenue  (Block  No.  197 
Lot  No.  34),  West  New  Brighton 
Borough  of  Richmond. 

cal.  no.  287-39-BZ— Application,  March  7,  1939,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  John  F.  Meehan,  appli¬ 
cant,  on  behalf  of  Tide  Water  Asso¬ 
ciated  Oil  Co.,  owner,  to  permit  the 
alteration  and  extension  of  an  acces¬ 
sory  building  on  an  existing  gasoline 
service  station,  located  partly  in  a 
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business  use  and  partly  in  an  unre¬ 
stricted  use  district;  premises  126-50 
Northern  boulevard,  southeast  corner 
of  126th  place  (Block  No.  1821,  Lot  No. 
1),  Corona,  Borough  of  Queens. 

cal.  no.  280-39-BZ— Application,  March  6,  1939,  under  sec¬ 
tions  7a  and  7b  of  the  building  zone 
resolution,  of  Philip  Bardes,  applicant, 
on  behalf  of  Nathan  Belmont,  owner, 
to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  an  unrestricted  use 
district,  the  extension  of  an  existing 
factory  building;  premises  331-333 
Broome  street,  south  side,  75  ft.  8  in. 
east  of  Bowery  (Block  No.  423,  Lot 
Nos.  14  and  15),  Borough  of  Man¬ 
hattan. 

cal.  no.  224-39-BZ — Application,  February  24,  1939,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Amodio  Caruso,  appli¬ 
cant  and  lessee,  on  behalf  of  Andon  E. 
Andon,  owner,  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  85-37  Van 
Wyck  boulevard  (137th  street),  north¬ 
east  corner  of  86th  avenue  (Block  No. 
9647,  Lot  No.  19),  Jamaica,  Borough 
of  Queens. 

cal.  no.  153-39-BZ — Application,  February  3,  1939,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Jacobena  Foster,  owner, 
to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  of  more 
than  five  (5)  motor  vehicles ;  premises 
28-02  41st  street  and  40-16  28th  avenue, 
northwest  corner  (Block  No.  663,  Lot 
No.  21),  Astoria,  Borough  of  Queens. 

cal.  no.  1179-38-BZ — Application,  December  16,  1938,  un¬ 
der  sections  7h  and  21  of  the  building 
zone  resolution,  of  Garden  State  Lines, 
applicant  and  lessee,  on  behalf  of 
Cushman’s  Sons,  Inc.,  owner,  to  permit 
in  a  business  use  district,  for  a  tempo¬ 
rary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
550  West  167th  street,  south  side,  from 
St.  Nicholas  avenue  to  Audubon  ave¬ 
nue,  28-34  Audubon  avenue  and  1140 
St.  Nicholas  avenue  (Block  No.  2124, 
Lot  No.  17),  Borough  of  Manhattan. 

cal.  no.  806-38-BZ — Application,  September  21,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Babcock  and  Foster,  applicants, 
on  behalf  of  Rose  Buttelman,  owner 
(Horsting  Service  Station,  Inc., 
lessee),  to  permit  in  a  business  use 
district,  the  extension  of  a  gasoline 
service  station ;  premises  65-27  Cooper 
avenue,  northeast  corner  of  65th  place, 
the  north  side  of  Cooper  avenue,  from 
65th  place  to  66th  street  (Block  No. 
3698,  Lot  No.  1),  Glendale,  Borough 
of  Queens. 


cal.  no.  104-39-BZ— Application,  January  27,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Robert  J.  Farrington,  applicant, 
on  behalf  of  Loro  Holding  Corpora¬ 
tion  and  Sol  Davis,  owners,  to  permit 
in  a  business  use  district,  the  extension 
of  an  existing  gasoline  service  station; 
premises  606-612  Grand  Concourse, 
east  side,  175  ft.  north  of  East  150th 
street  (Block  No.  2443,  Lot  Nos.  45  to 
47,  inclusive),  Borough  of  The  Bronx. 

cal.  no.  272-39-BZ— Application,  March  3,  1939,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  City  Bank  and  Farmers  Trust 
Company,  applicant  and  owner,  to 
permit  in  a  restricted  retail  use  district, 
the  erection  and  maintenance  of  a 
motion  picture  theatre;  premises  645- 
647  Madison  avenue,  east  side,  50.5  ft. 
south  of  East  60th  street  (Block  No. 
1374,  Lot  No.  51),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  23,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

114-39-A — 1510  Jessup  avenue,  east  side,  75  ft.  north  of 
West  I72d  street  (Block  No.  2872,  Lot 
No.  287),  Borough  of  The  Bronx. 

356-39-A — 146-03  111th  avenue,  north  side,  150  ft.  west  of 
147th  street  (Block  No.  2747,  Lot  No.  17), 
Jamaica,  Borough  of  Queens. 

476-39- A— 524  East  11th  street,  south  side,  308  ft.  east  of 
Avenue  A  (Block  No.  404,  Lot  No.  16), 
Borough  of  Manhattan. 

480-39- A — 594  Greenwich  street,  west  side,  75  ft.  north  of 
West  Houston  street  (Block  No.  600,  Lot 
No.  35),  Borough  of  Manhattan. 

423-39- A — 67-69  Irving  street,  north  side,  200  ft.  west  of 
Columbia  street  (Block  No.  314,  Lot  No. 
47),  Borough  of  Brooklyn. 

453- 39-A— 251  East  Fordham  road,  northeast  corner  of 

Valentine  avenue  (Block  No.  .  3154,  Lot 
No.  55),  Borough  of  The  Bronx. 

454- 39- A — 453  East  Tremont  avenue,  north  side,  150  ft. 

east  of  Park  avenue  (Block  No.  3034,  Lot 
No.  52),  Borough  of  The  Bronx. 

531-39-A — 56-12  111th  street,  northwest  corner  of  Corona 
avenue  (Block  No.  2012,  Lot  No.  47), 
Corona,  Borough  of  Queens. 

551-39-A — 345-357  Maujer  street,  north  side,  280  ft.  west  of 
Morgan  avenue  and  968-978  Grand  street 
(Block  No.  3019,  Lot  No.  27),  Borough  of 
Brooklyn. 

563-39-A — 780-784  Flatbush  avenue,  west  side,  329  ft.  5  in. 

south  of  Woodruff  avenue  (Block  No. 
5063,  Lot  No.  16),  Borough  of  Brooklyn. 

565-39-A — 104  Fifth  Avenue,  west  side,  73  ft.  south  of  West 
16th  street  (Block  No.  817,  Lot  No.  47), 
Borough  of  Manhattan. 

615-39-A— 39-15  150th  place,  east  side,  150  ft.  south  of 
Northern  boulevard  (Block  No.  5033,  Lot 
No.  12),  Flushing,  Borough  of  Queens. 

617-39-A — 92-11  35th  avenue,  north  side,  from  92nd  street 
to  93rd  street  (Block  No.  1453,  Lot  No. 
34),  Elmhurst,  Borough  of  Queens. 
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618- 39-A  40-33  Ithaca  street,  north  side,  375  ft.  west  of 

Britton  avenue  (Block  No.  1505,  Lot  Nos. 
69-72-73-74),  Elmhurst,  Borough  of  Queens. 

6 19- 39- A— 267-269  Bowery,  east  side,  108  ft.  1  in.  south  of 

East  Houston  street  (Block  No.  427,  Lot 
Nos.  12  and  13),  Borough  of  Manhattan. 

621- 39-A — 181  Belmont  avenue  and  208  Junius  street,  north¬ 

west  corner  (Block  No.  3729,  Lot  No.  38) 
Borough  of  Brooklyn. 

622- 39- A— 61-63  Irving  place,  southwest  corner  of  East  18th 

street  (Block  No.  873,  Lot  No.  59),  Bor¬ 
ough  of  Manhattan. 


656-39-A  East  side  of  Parsons  boulevard,  between  Goethals 
avenue  and  82nd  drive  (Triborough  Hos¬ 
pital  for  Tuberculosis  Patients),  Jamaica, 
Borough  of  Queens. 

513-39-4?— West  side  of  Twelfth  avenue  and  foot  of  West 
62nd  street  (Block  No.  1171,  Lot  No.  1), 
North  River,  Borough  of  Manhattan. 

648-39-A— East  side  of  First  avenue,  200  ft.  north  of  East 
26th  street  (Administration  Building  Bel¬ 
levue  Hospital)  ;  (Block  No.  958,  Lot  No. 
1),  Borough  of  Manhattan. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
c  fuv  QP.Peals  a  public  hearing  under  the  provisions 

,mobU1ldlong  ,Z,°n?  r.esolution>  Tuesday  afternoon,  May 
’  939,  at  2  o  clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters,  except  cases  which 
have  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 
report  with  recommendation  by  the  committee  of  the  board : 

CAL.  NO.  1186-38-BZ— Application,  December  20,  1938,  un¬ 
der  sections  7c,  7h  and  21  of  the  build¬ 
ing  zone  resolution,  of  Robert  J.  Far¬ 
rington,  applicant,  on  behalf  of  M. 
Elizabeth  de  Caraman  Chimay,  owner, 
t°.  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  an  unrestricted  use 
district,  the  erection  and  maintenance 
of  a  gasoline  service  station  and,  also 
the  parking  of  more  than  five  (5)’ 
motor  vehicles;  premises  351-353  First 
avenue,  west  side,  75  ft.  south  of  East 
21st  street  (Block  No.  926,  Lot  Nos. 

37  and  38),  Borough  of  Manhattan. 

cal.  no.  461-38-BZ— Application,  June  6,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Regan,  applicant,  on  be¬ 
half  of  Trustees  of  Columbia  Univer¬ 
sity,  owner  (Michael  T.  Watts,  lessee), 
to  permit  in  a  business  use  district’ 
i?1*  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  on  an  existing  gasoline  service 
station ;  premises  1910  Broadway,  east 
side,  87  ft.  3  in.  south  of  West  64th 
street  and  60  West  64th  street  (Block 
No.  1116,  Lot  No.  53),  Borough  of 
Manhattan. 

al.  no.  762-38-BZ— Application,  September  1,  1938,  un¬ 
der  section  7h  of  the  building  zone 
resolution,  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  Isabel  Sturges 
and  Dorothy  Bell  Dyer,  owners  (Gard¬ 
ner  Super  Service,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  for 


a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1670-1716  Southern  boulevard 
east  side,  50  ft.  south  of  East  174th 
street  (Block  No.  2983,  Lot  Nos.  7,  11, 
15  and  21),  Borough  of  The  Bronx. 

CAL.  NO.  913-38-BZ— Application,  October  21,  1938,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  George  H.  Corey,  appli¬ 
cant,  on  behalf  of  Kew  Gardens  Cor¬ 
poration,  owner,  to  permit  partly  in  a 
residence  use  district  and  partly  in  a 
business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  80-02  Kew  Gardens 
road,  south  side,  from  80th  road  to 
Union  turnpike  (Block  No.  3348,  part 
of  Lot  No.  37),  Kew  Gardens,  Bor¬ 
ough  of  Queens. 

cal.  no.  932-38-BZ— Application,  October  11,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Adelaide  Walsh,  applicant  and 
lessee,  on  behalf  of  Long  Island  Rail¬ 
road,  owner,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  Hillside 
avenue,  bounded  by  Bessemer  street 
and  Babbage  street  (Land  under  Long 
Island  Railroad)  ;  (Block  No.  3258,  Lot 
No.  54  and  Block  No.  9262,  Lot  No. 
180),  Richmond  Hill,  Borough  of 
Queens. 

cal.  no.  327-27-BZ — Application  of  Joseph  J.  Karp,  ap¬ 
plicant,  on  behalf  of  P.  Toback,  Inc., 
owner  (Sam  Brufsky,  lessee),  reopened 
under  new  proposal,  November  15, 
1938,  under  section  7h  of  the  building 
zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  'temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
745-757  Ralph  avenue,  east  side,  275  ft. 
south  of  Sutter  avenue  (Block  No. 
3531,  Lot  No.  7),  Borough  of  Brook¬ 
lyn. 

cal.  no.  931-38-BZ— Application,  October  26,  1938,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  Nordheim,  applicant 
on  behalf  of  Antonio  DePunte,  owner, 
to  permit  in  a  residence  use  district, 
the  storage  of  more  than  three  (3) 
motor  vehicles ;  premises  252  East 
203rd  street,  south  side,  72.84  ft.  east 
of  Valentine  avenue  (Block  No.  3308, 
Lot  Nos.  50  and  51),  Borough  of  The 
Bronx. 


cal.  no.  308-33-BZ — Application  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Alice  Fadool,  owner, 
reopened  for  reconsideration  under  new 
facts,  November  1,  1938,  under  section 
21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district,  the 
alteration  and  change  of  occupancy  of 
part  of  the  first  story  of  an  existing 
apartment  house  from  dwelling  to 
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business  use  (previously  denied  by  the 
Board)  ;  premises  195  Prospect  Park 
West,  northwest  corner  of  15th  street 
(Block  No.  1103,  Lot  No.  48),  Borough 
of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  13-19  East 
38th  street  and  250-260  Madison  ave¬ 
nue,  northwest  corner  and  18-20  East 
39th  street  (Block  No.  868,  Lot  Nos. 
14,  15,  16,  19,  59,  62  and  63),  Borough 
of  Manhattan. 


MAY  31,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  May 
31,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  202-39-BZ — Application,  February  21,  1939,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Philip  Matthews,  applicant  and 
lessee,  on  behalf  of  Hutbar  Realty 
Corporation,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises 
2510-2546  White  Plains  road  (avenue), 
east  side,  110  ft.  north  of  Mace  avenue 
(Block  No.  4433,  Lot  Nos.  11,  15,  17 
and  19),  Borough  of  The  Bronx. 

cal.  no.  269-39-BZ — Application,  March  3,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  W.  H.  and  J.  F.  Dusenbury,  appli¬ 
cants,  on  behalf  of  John  W.  Schneider, 
owner,  to  permit  in  a  residence  use 
district,  the  erection  and  maintenance 
of  a  business  building  (stores)  ;  prem¬ 
ises  1334-1336  Storrow  street,  east  side, 

50  ft.  north  of  Benedict  avenue  (Block 
No.  3931,  Lot  No.  3),  Borough  of  The 
Bronx. 

cal.  no.  1177-38-BZ — Application,  December  14,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  B.  Lynch,  appli¬ 
cant  on  behalf  of  Michael  Mark, 
owner,  to  permit  in  a  business  use 
district,  the  extension  in  area  of  an 
existing  gasoline  service  station  and, 
also,  the  removal,  extension  and  re¬ 
location  in  a  new  position  of  a  motor 
vehicle  repair  shop,  previously  granted 
by  the  Board;  premises  71-14  and  71-16 
73rd  place  (formerly  4654  Proctor 
street),  west  side,  123  ft.  bl/2  in.  south 
of  Central  avenue  (Block  No.  3691 
(2687),  Lot  Nos.  9  and  10  and  part 
of  Lot  No.  5),  Glendale,  Borough  of 
Queens. 

cal.  no.  70-39-BZ — Application,  January  19,  1939,  under 
sections  21  and  7h  of  the  building  zone 
resolution,  of  Albert  J.  Courtney, 
applicant,  on  behalf  of  Frank  Rysavy, 
as  trust  officer  of  First  National  Bank, 
and  Edith  Kane  Baker  and  Alexander 
C.  Nagle,  executrix  and  executors  of 
Estate  of  George  F.  Baker,  owner, 
(Kim  Parking  Stations,  Inc.,  lessee), 
to  permit  in  a  restricted  retail  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
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cal.  no.  105-39-BZ — Application,  January  27,  1939,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  Philip  Bardes,  applicant, 
on  behalf  of  James  C.  Kennedy,  owner, 
to  permit  in  a  business  use  district, 
the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor 
vehicles;  premises  179-197  Tillary 
street  and  273  Gold  street,  northeast 
corner  (Block  No.  122,  Lot  ftNos.  5, 
6,  7,  48,  49  and  50),  Borough  of 
Brooklyn. 

cal.  no.  273-39-BZ — Application,  March  3,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  P.  Ames,  applicant,  on 
behalf  of  Vista  Island  Boulevard,  Inc., 
owner,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
196-47  and  196-49  Northern  boulevard, 
northwest  corner  of  Cross  Island  boule¬ 
vard  (Block  No.  5373,  Lot  Nos.  18 
and  22),  Flushing,  Borough  of  Queens. 

cal.  no.  943-38-BZ — Application,  October  27,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Frank  Nardone,  applicant  and 
lessee,  on  behalf  of  F.  C.  A.  Corpora¬ 
tion  and  Edbro  Realty  Corporation, 
owners,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  43-25  43rd 
street,  east  side,  150  ft.  south  of  43rd 
avenue  (Block  No.  162,  Lot  Nos.  9-11 
and  17),  Long  Island  City,  Borough 
of  Queens. 

cal.  no.  247-39-BZ — Application,  February  27,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  Nardone,  applicant  and 
lessee,  on  behalf  of  Charles  B.  Klein- 
schmidt  and  Edbro  Realty  Corpora¬ 
tion,  owners,  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  43-34  44th 
street,  west  side,  100.02  ft.  north  of 
Queens  boulevard  (Block  No.  162,  Lot 
Nos.  36  and  39),  Long  Island  City, 
Borough  of  Queens. 

cal.  no.  497-37-BZ — Application  of  Daniel  Ginsberg,  appli¬ 
cant,  on  behalf  of  Jacob  Litvin  and 
Anna  Litvin,  owners  (William  Losak, 
lessee),  reopened  and  restored  to  cal¬ 
endar,  April  18,  1939,  for  rehearing  in 
accordance  with  Court  Order — re 
Application,  preidously  granted  on 
condition  by  the  Board,  under  section 
7h  of  the  building  zone  resolution,  per¬ 
mitting  in  a  business  use  district',  for 
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a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles, 
in  addition  to  the  existing  use  of  the 
premises  for  the  sale  of  used  cars 
premises  1203-1235  East  New  York 
avenue,  northeast  corner  of  Ralph 
avenue  and  Union  street  (Block  No. 
1477  Lot  No.  1),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  31,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

524-39- A— 311-315  West  34th  street,  north  side,  175  ft.  west 
of  Eighth  avenue  and  316  West  35th  street 
(Block  No.  758,  Lot  No.  28),  Borough 
of  Manhattan. 
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-39- A— 605  16th  street,  north  side,  174  ft.  7  in.  east  of 
Eleventh  avenue  (Block  No.  5259,  Lot  No. 
31),  Borough  of  Brooklyn. 

■39-A— 451-453  West  28th  street,  north  side,  125  ft.  east 
of  Tenth  avenue  (Block  No.  726,  Lot  No. 
6),  Borough  of  Manhattan. 

-39-A— 1532  47th  street,  south  side,  220  ft.  east  of  15th 
avenue  (Block  No.  5442,  Lot  No.  18), 
Borough  of  Brooklyn. 


05-39-A — 


12-39- A — 


12-39-A — 


19-39-A — 


1520  49th  street,  south  side,  140  ft.  east  of  15th 
avenue  (Block  No.  5443,  Lot  No.  14), 
Borough  of  Brooklyn. 

2739  Bedford  avenue,  northeast  corner  of  Farra- 
gut  road  (Block  No.  5225,  Lot  No.  2), 
Borough  of  Brooklyn. 

59-50  54th  street,  west  side,  360  ft.  north  of 
Flushing  avenue  (Block  No.  2628,  Lot  No. 
28),  Maspeth,  Borough  of  Queens. 

-75-66  186th  street,  west  side,  70.03  ft.  north  of 
Union  turnpike  (Block  No.  7202,  part  of 


Lot  No. 
Queens. 


32),  Flushing,  Borough  of 


1-39- A — 


■75-71,  75  75  and  75-79  184th  street,  northeast 
corner  of  Union  turnpike  and  east  side  of 
184th  street,  39.42  ft.  and  79.42  ft.  north 
of  Union  turnpike  (Block  No.  7201,  Lot 
No.  1),  Flushing,  Borough  of  Queens. 

75-74,  75-76  and  75-80  184th  street,  northwest 
corner  of  Union  turnpike  and  west  side  of 
184th  street,  45.82  ft.  and  85.32  ft.  north  of 
Union  turnpike  (Block  No.  7200,  Lot  No. 
1),  Flushing,  Borough  of  Queens. 

181-191  Lawrence  avenue,  north  side,  201  ft 
8H  in.  west  of  Ocean  parkway  (Block  No. 
5420,  Lot  No.  69),  Borough  of  Brooklyn 

55-57  West  44th  street,  north  side,  216  ft.  10  in. 
east  of  Sixth  avenue  (Block  No.  1260,  Lot 
No.  10),  Borough  of  Manhattan. 

-829-835  Eleventh  avenue,  west  side,  25  42  ft 
south  of  West  57th  street  (Block  No.  1104, 
Lot  Nos.  31,  32  and  37),  Borough  of 
Manhattan. 

Variations  of  Labor  Law. 

< -39- S— 1220-1224  36th  street,  south  side,  140  ft.  %  in. 

east  of  Twelfth  avenue  (Block  No.  5296, 
Lot  Nos.  10  and  112),  Borough  of 
Brooklyn. 


(2-39-A— 

1 

-)-39-  A— 

i  -39-A— 

4-39- A- 


470-39-S— 501-505  Madison  avenue  and  41-51  East  52nd 
street,  northeast  corner  (Block  No.  1288, 
Lot  No.  21),  Borough  of  Manhattan. 

625 -39- S— 24-02  39th  avenue,  southeast  corner  of  24th  street 
(Block  No.  395,  Lot  No.  18),  Long  Island 
City,  Borough  of  Queens. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 

^ f  tu  n  •urPea  S  °f  a  p,ub!lc  hearing  under  the  provisions 
o,  iQin'1,1^  zone  resolution,  W ednesday  afternoon,  May 
y}’™’  at  2  °^loc,k’11in  Room  101 3,  Municipal  Building, 
Manhattan  on  the  following  matters,  except  cases  which 
have  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 
report  with  recommendation  by  the  committee  of  the  board  : 

cal.  no.  1006-38-BZ— Application,  November  9,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer 
applicants,  on  behalf  of  Rosella  I.  Wil¬ 
liams,  owner,  to  permit  in  a  business 
use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  1688  Eastern  boulevard,  south¬ 
west  corner  of  Soundview  avenue 
(Block  No.  3660,  Lot  Nos.  56  and  59), 
Borough  of  The  Bronx. 

cal.  no.  523-38-BZ  Application,  June  21,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  George  Ehret 
Properties,  Inc.,  owner  (Frank  W. 
Banfield,  lessee),  to  permit  partly  in 
a  business  use  district  and  partly  in 
a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  (previ¬ 
ously  denied;  reopened  April  25,  1939 
for  reconsideration)  ;  premises  23-22 
to  23-30  31st  street,  north  side,  100  ft. 
east  of  23rd  road  (Block  No.  842,  Lot 
No.  80),  Long  Island  City,  Borough  of 
Queens. 

cal.  no.  604-37-BZ  Application  of  Marjorie  Macormack, 
applicant,  on  behalf  of  Estate  of  A.  s! 
Robbins,  owner  (William  Macormack, 
lessee),  reopened  and  restored  to 
Calendar,  April  18,  1939,  re  Order  of 
the  Court,  under  section  7h  of  the 
building  zone  resolution,  to  permit  in 
a  business  use  district,  the  maintenance 
of  a  parking  space  fQr  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied)  ; 
premises  266-276  Clarkson  avenue, 
south  side,  139  ft.  7)4  in.  west  of 
Nostrand  avenue  (Block  No.  5066,  Lot 
Nos.  41  and  46),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 

JUNE  2,  1939,  10  A.  M. 

RULES 

584-39-SR—  Proposed  Rules  for  the  Testing  and  Use  of 
Blended  Cements. 

Appeals  from  Administrative  Decisions 

329-39-A— Northwest  corner  of  Ferris  avenue  and  Seaman 
avenue  (Block  No.  5610,  Lot  No.  112), 
Borough  of  The  Bronx. 
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330-39- A — Northeast  corner  of  Ferris  avenue  and  Schley 
avenue  (Block  No.  5609,  Lot  No.  2), 
Borough  of  The  Bronx. 


JUNE  7,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning  June 
7,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  738-38-BZ — Application,  August  23,  1938,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Bernard  Trencher,  appli¬ 
cant,  on  behalf  of  Mary  T.  Hasselman 
and  Anastasia  L.  Bartley,  owners 
(Socony-Vacuum  Oil  Company,  Inc., 
lessee),  to  permit  in  a  residence  use 
district  the  extension  of  a  gasoline  ser¬ 
vice  station  and  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gasoline  service  station  office,  lubri- 
tory,  auto  laundry  and  for  the  sale  of 
accessories;  premises  1815-1825  Ocean 
avenue,  east  side,  280  ft.  south  of  Ave¬ 
nue  M  (Block  No.  7656,  Lot  No.  55 
and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 

cal.  no.  235-31-BZ — Application  of  Edward  L.  Kelly,  appli¬ 
cant,  on  behalf  of  Pearl  Palatnick, 
owner,  reopened  November  22,  1938,  on 
order  of  the  Court,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station 
(previously  denied  by  the  board)  ; 
premises  701-705  Utica  avenue,  east 
side,  100  ft.  south  of  Clarkson  avenue 
(Block  No.  4637,  Lot  No.  41).  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  467-32-BZ — Application  of  Fred  Surrey,  applicant 
and  owner,  reopened  and  restored  to 
calendar,  November  3,  1937,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  the 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  withdrawn)  ;  premises 
1745  Forest  avenue  and  841  Richmond 
avenue,  southeast  corner  (Block  No. 
1477,  Lot  No.  52),  Port  Richmond, 
Borough  of  Richmond. 

cal.  no.  645-29-BZ— Application  of  Charles  B.  Meyers,  ap¬ 
plicant,  on  behalf  of  William  M.  Smith, 
owner,  reopened  March  28,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  use,  and, 
also,  “E”  area  district,  the  erection  and 
maintenance  of  a  business  building 
(stores) — also,  said  building  does  not 
conform  with  “E”  area  requirements ; 
premises  1601-1611  Avenue  J  and  985- 
995  East  16th  street,  northeast  corner 
(Block  No.  6709,  part  of  Lot  Nos.  47, 
49  and  51),  Borough  of  Brooklyn. 

cal.  no.  281-39-BZ — Application,  March  6,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 


of  Harold  R.  Medina,  Eugene  A.  Sher- 
pick,  William  B.  Symmes,  Jr.,  George 
G.  Schreiber  and  The  Cathedral  of  St. 
John  The  Divine  in  the  City  and  Dio¬ 
cese  of  New  York,  owners  (John 
Klinger,  lessee),  to  permit  in  a  business 
use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station,  and, 
also,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
1607-1613  Lexington  avenue  and  140 
East  102nd  street,  southeast  corner 
(Block  No.  1629,  Lot  Nos.  150,  5l  to 
53,  inclusive),  Borough  of  Manhattan. 

cal.  no.  522-39-BZ — Application,  April  25,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Green  Bus  Lines,  Inc.,  owner, 
to  permit  in  an  undetermined  use,  “F” 
area  district,  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  as  a 
garage  for  more  than  five  (5)  motor 
vehicles,  motor  vehicle  repair  shop, 
welding  shop,  paint  shop  and,  also,  a 
parking  space  for  more  than  five  (5) 
motor  vehicles ;  premises  147-02  to  147- 
20  147th  avenue,  southwest  corner  of 
148th  street  (Block  No.  4232,  Lot  No. 
1),  South  Jamaica,  Borough  of  Queens. 

cal.  no.  49-28-BZ — Application  of  Safir  and  Kahn,  appli¬ 
cants,  on  behalf  of  Erndolph  Realty 
Corporation,  owner,  reopened  on  April 
18,  1939,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  alteration  and 
conversion  of  occupancy  of  second 
story  of  an  existing  building  to  busi¬ 
ness  use  (previously  granted  on  condi¬ 
tion  re  use  of  first  story  for  business 
use)  ;  premises  1710  University  avenue, 
east  side.  50  ft.  north  of  Brandt  place 
(Block  No.  2876,  lot  No.  102),  Bor¬ 
ough  of  The  Bronx. 

cal.  no.  259-39-BZ — Application,  March  1,  1939,  under  sec¬ 
tions  21  and  7a  of  the  building  zone 
resolution,  of  Michael  Lordi,  applicant 
and  owner  (Lena  Lordi,  lessee),  to 
permit  in  a  residence  use  district,  the 
maintenance  of  a  garage  for  six  (6) 
motor  vehicles ;  premises  57-18  to  57-24 
Granger  street,  south  side,  131  ft.  east 
of  Martense  avenue  (Block  No.  1950, 
Lot  No.  46),  Corona,  Borough  of 
Queens. 

Appeals  from  Administrative  Decisions 

1009-38-A — 57-16  Granger  street,  south  side,  136  ft.  east  of 
Martense  avenue  (Block  No.  1950,  Lot 
No.  46),  Corona,  Borough  of  Queens. 

606-39-A — 147-02  to  147-20  147th  avenue,  southwest  corner 
of  148th  street  (Block  No.  4232,  Lot  No. 
1),  South  Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 

JUNE  7  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

363-39-A — 1999  Gleason  avenue,  north  side,  100  ft.  west  of 
Pugsley  avenue  (Block  No.  3793,  Lot  No. 
55),  Borough  of  The  Bronx. 
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529-39-S  30  02  Thomson  avenue,  south  side,  from  30th 
street  to  30th  place  (Block  No.  274,  Lot 
No.  1),  Long  Island  City,  Borough  of 
Queens. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
afrdl  a"d  APPeals  of  a  public  hearing  under  the  provisions 
7f  iotobUIfdl9S  f°ne  resolution,  Wednesday  afternoon ,  June 
u  at  2  0  c^oc^»  in  Room  1013,  Municipal  Building, 
Manhattan  on  the  following  matters,  except  cases  which 
have  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 

board^  recommendation  by  the  committee  of  the 

cal.  no.  145-38-BZ— Application,  March  8,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  William  H.  Van  Houten, 
applicant,  on  behalf  of  Mabel  Agassiz, 
owner,  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  475  West 
146th  street,  north  side,  100  ft.  east  of 
Amsterdam  avenue  (Block  No.  2061, 

*  ,  N°s-  5  and  6),  Borough  of 

Manhattan. 


AL. 


no.  122-39-BZ— Application,  February  2,  1939,  undei 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Theobald  H.  Engelhardt 
applicant,  on  behalf  of  The  Cord 
Meyer  .  Company,  owner,  to  permil 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the 
erection  and  maintenance  of  a  business 
building  (stores  and  motion  picture 
theatre)  ;  premises  88-20  to  88-28 
Roosevelt  avenue,  south  side,  97  05  ft 
west  of  Case  street,  89-27  to  89-41  Elm¬ 
hurst  avenue  and  40-19  to  40-35  Den¬ 
man  avenue  (Block  No.  1510,  part  of 
Lot  No.  1),  Elmhurst,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  13,  1939,  10  A.  M. 

Building  Zone  Applications 

1 °LCf  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
-  and  Appeals  of  a  public  hearing  under  the  provisions 
I'  Km  ,z,°nf  resolution,  Tuesday  morning,  June 

\  .  ’  at  o  clock,  in  Room  1013,  Municipal  Building, 

bnhattan,  on  the  following  matters : 

Na  72-39-BZ— Application,  January  16,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Herman  M.  Cohn,  appli¬ 
cant,  on  behalf  of  Central  Savings 
Bank,  owner  (John  H.  Walker,  lessee), 
to  permit  partly  in  a  business  use  dis- 
tnct  and  partly  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 


motor  vehicles;  premises  309-313  West 
142nd  street,  north  side,  89.11  ft.  east 
of  Bradhurst  avenue  (Block  No.  2043 
Lot  Nos.  33  and  34),  Borough  of 
Manhattan. 

CAL.  NO.  64-39-BZ— Application,  January  17,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Harris  Ulanoff, 
owner,  to  permit  in  a  residence  use 
district,  the  erection  and  maintenance 
of  a  business  building  (stores)  ;  prem- 
ises  81-06  to  81-16  57th  avenue  and 
57  02  to  57-08  82nd  street,  southwest 
corner  (Block  No.  2917,  Lot  No.  7) 
South  Elmhurst,  Borough  of  Queens.  ’ 

cal.  no.  277-39-BZ— Application,  March  4,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  M.  ’Baker,  applicant,  on  behalf 
of  Mary  A.  Bradley  and  George  F. 
Bradley,  owners,  to  permit  in  a  busi- 
ness  use  district,  the  maintenance  of 
individual  garages  for  more  than  five 
(5)  motor  vehicles;  premises  25-12, 
25-14  and  25-16  38th  avenue  and  38-06 
27th  street,  southwest  corner  (Block 
No.  387, .  Lot  Nos.  19  and  21),  Long 
Island  City,  Borough  of  Queens. 

cal.  no.  543-26-BZ— Application  of  Earl  R.  Fenton,  appli¬ 
cant,  on  behalf  of  Cities  Service  Oil 
Company,  owner  (John  Boyd,  lessee) 
reopened  February  21,  1939,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district,  the  alteration  and  extension 
of  an  accessory  building  and,  also,  the 
relocation  of  pumps  on  a  gasoline 
service  station  (previously  granted  by 
the  board);  premises  105-02  Queens 
boulevard  and  69-51  Yellowstone  boule¬ 
vard,  southwest  corner  (Block  No 
3236,  Lot  No.  1),  Forest  Hills  Terrace' 
Borough  of  Queens. 

cal.  no.  7S-39-BZ— Application,  January  19,  1939,  under 
section  21  of  the  building  zone  resolu- 
tion,  of  Sidney  L.  Strauss,  applicant,  on 
behalf  of  Anna  Gurein,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  alter- 
ation  and  extension  of  an  accessory 
building  on  an  existing  gasoline  service 
station;  premise8  38-02  Broadway  and 
7L,  ,  d°lb  street,  southeast  corner 
(BJock  No.  656,  Lot  No.  34),  Long 
Island  City,  Borough  of  Queens. 

cal.  no.  196-39-BZ— Application  February  20,  1939,  under 
section  21  of  the  building  zone  resolu 
tion  of  Newman  M.  Biller,  applicant, 
on  behalf  of  Jewish  Maternity  Hos¬ 
pital  owner,  to  permit  in  a  residence 
use  district  and,  also,  within  200  ft.  of 
a  hospital,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  332-342  East 
17th  street,  south  side,  120  ft.  east  of 
Livingston  place  (Block  No.  922,  Lot 

Manhattan!  8''  '*”**>• 
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cal.  no.  200-38-BZ — Application  of  MacMurray  Holding 
Corporation,  applicant  and  lessee,  on 
behalf  of  Frank  S.  Staley,  attorney- 
in-fact,  for-  John  D.  Rockefeller,  Jr., 
owner,  reopened  and  restored  to  calen¬ 
dar,  April  25,  1939,  under  section  21  of 
the  building  zone  resolution,  to  permit 
in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles  (previously  withdrawn)  ; 
premises  8-24  West  53rd  street,  south 
side,  175  ft.  west  of  Fifth  avenue 
(Block  No.  1268,  Lot  Nos.  45  to  52, 
inclusive),  Borough  of  Manhattan. 

cal.  no.  244-39-BZ — Application,  February  27,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  J.  Beatty,  applicant,  on 
behalf  of  Harlem  Savings  Bank,  owner, 
to  permit  in  a  restricted  retail  use  dis¬ 
trict,  the  alteration  and  conversion  of 
occupancy  of  part  of  an  existing 
building  to  a  motion  picture  theatre; 
premises  163-165  West  57th  street, 
north  side,  104  ft.  2  in.  east  of  Seventh 
avenue  (Block  No.  1010,  Lot  No.  5), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  13,  1939,  2  P.  M. 

Appeal  from  Administrative  Decision 

89-39-A — 2075  Grand  concourse,  southwest  corner  oi 
East  180th  street  (Block  No.  3160,  Loi 
No.  20),  Borough  of  The  Bronx  (Apt 
No.  1-B). 

JUNE  27,  1939,  10  A.  M. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June 
27,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building 
Manhattan,  on  the  following  matter : 

cal.  no.  17-38-BZ — Application,  January  13,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 
of  Harlem  Savings  Bank,  owner 
(Rosemol  Realty  Corporation,  lessee), 
to  permit  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two1 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  324- 
328  West  34th  street,  south  side,  325 
ft.  west  of  8th  avenue  (Block  No.  757, 
Lot  Nos.  51  to  53,  inclusive),  Borough 
of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MAY  16,  1939 

Present:  Chairman  Murdock,  Commissioners  Savage 
and  Blum  and  Assistant  Chief  Walsh. 

The  minutes  of  the  regular  meeting  of  the  board  held 
on  Tuesday  morning,  April  25,  1939,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  Tuesday  after¬ 
noon,  April  25,  1939,  were  approved  as  printed  in  Bulletin 
No.  18,  Vol.  24. 

BUILDING  ZONE  CASES 

49-28-BZ. 

APPLICANT — Safir  and  Kahn,  for  Erndolph  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  April  1938  (re  decision 
of  the  borough  superintendent  of  buildings)  under 
section  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district,  the  alteration 
and  conversion  of  occupancy  of  second  story  of  an 
existing  building  to  business  use  (previously 
granted  on  condition  re  use  of  first  story  for 
business  use). 

PREMISES  AFFECTED — 1710  University  avenue,  east 
side,  50  ft.  north  of  Brandt  place  (Block  No.  2876, 
Lot  No.  102),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Jesse  Safir,  Laurence  J.  Rothman 
and  Ernest  Kahn. 

For  Opposition:  George  Wagner. 

ACTION  OF  BOARD— Laid  over  to  June  7,  1939  at  10 
A.M.  for  additional  information  from  the  depart¬ 
ment  of  buildings  and  for  architect  to  file  new 
plans. 


308-33-BZ. 

APPLICANT — Paul  Friedman,  for  Alice  Fadool,  owner. 


SUBJECT— Application  reopened  for  reconsideration 
under  new  facts,  April  18,  1939— (re  decision  of 
the  acting  borough  superintendent  of  buildings) 
under  section  21  of  the  building  zone,  resolution,  tc 
permit  in  a  residence  use  district,  the  alteration 
and  change  of  occupancy  of  part  of  the  first  story 
of  an  existing  apartment  house  from  dwelling  tc 
business  use  (previously  denied  by  the  Board). 

PREMISES  AFFECTED  — 195  Prospect  Park  West, 
northwest  corner  of  15th  street  (Block  No.  1103, 
Lot  No.  48),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Paul  Friedman,  George  Fadool 
and  Joseph  M.  Monahan. 

For  Opposition :  Thomas  Epstein. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1939  at  2 
P.M.,  pending  City  Planning  Commission’s  report 
and  for  further  consideration  without  hearing  or 
further  argument. 


497-37-BZ. 

APPLICANT — Daniel  Ginsberg,  for  Jacob  Litvin  and 
Anna  Litvin,  owners  (William  Losak,  lessee). 

SUBJECT— Application  reopened  and  restored  to  calendar 
April  18,  1939,  for  rehearing  in  accordance  with 
Court  Order— re  Application,  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  by  the  Board,  under  section  7h  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  ot 
more  than  five  (5)  motor  vehicles,  in  addition  to 
the  existing  use  of  the  premises  for  the  sale  oi 
used  cars-. 

PREMISES  AFFECTED— 1203-1235  East  New  York  ave- 
nue,  northeast  corner  of  Ralph  avenue  and  Uni 
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Brooklyn1™*  NO'  W7’  L°‘  N°-  »■  Boro“Sh  of 
APPEARANCES— 

For  Applicant :  Samuel  Litvin. 

ArTrn\T,°nr?DP^AitTi^:  TJerome  A-  Wanshel. 

ACTION  OF  BOARD— Laid  over  to  May  31,  1939  at  10 

A.M.,  applicant  to  send  notice  by  registered  mail 

Mav79er,Q,°0f  proper.yf  noftter  tha‘ 

May  19,  1939.  No  further  adjournment. 

604-37- BZ. 

APPLICANT— Marjorie  Macormack,  for  Estate  of  A  S 

SUBIECT— AnnVOWt"er  (Wllliam  Macormack,  lessee). 

SU  JECT Drif?Sh5SS?n  rnPIned,anlI  restored  to  calendar 

tinn  ti8’  -1939  rr  °Lrder  0f  the  Court-re  Applica¬ 
tion  (decision  of  the  commissioner  of  buildings) 

under  section  7h  of  the  building  zone  resoliS, 
to  permit  in  a  business  use  district,  the  mainte¬ 
nance  of  a  parking  space  for  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles  (pre- 
PDT7ArTc^cS  ^  demed  by  the  Board).  CP 

PREMISES  AFFECTED  -  266-276  Clarkson  avenue 
’  south  side,  139  ft.  7)4  in.  west  of  Nostrand  ave- 

ofUB(roi°klyn  ^  ^  N°S'  41  and  46>’  B-ough 
APPEARANCES— 

F°r  mik'^Wm -Michv/rel  P°tter’  MarJ°rie  Macor- 
mack  William  Macormack,  Charles  Hilfar 

Joseph  Farina,  William  Davis,  Maurice  e’ 

Frank  Alexander  Macormack, 

Prank  A.  Hubbard  and  others. 

P or  Opposition:  Jerome  A.  Wanshel,  Harold  V. 
Dixon  cind  T.  E  l3,coh)s 

ACTI°N  OF  BOARD— Laid  over  to  May  31,  1939  a.  2 
,  ":'r  consideration  and  report  by  a  committee 

of  the  Board.  No  further  argument. 

72-39- BZ.  ' 

(APPUCANT-Herman  M.  Cohn,  for  Central  Savings 

SlIRTFrT  a  °)ynei:  (John  H.  Walker,  lessee). 

UB  JECT— Application  (re  decision  of  the  borough  super- 

oT^h^hn-rrf-  bmldings)  under  sections  7h  and  21 
of  the  building  zone  resolution,  to  permit  partly 

use  dbSTfUSe  di.Stric*  and  ^  »  a  resiffi 
tllnd  9i  °r  a  temP°rary  period  of  not  more 

more  tha°n(?  the  parking  and  storagc  of 

Dnr„“  than  five  (5)  motor  vehicles. 

REMISES  AFFECTED— 309-313  West  142nd  street 

Bl“ck  Soe'2043Hr  ‘tW*  Bradluirst  avenue 
Manhattan  '  N°S'  33  and  Bo™gh  °f 
APPEARANCES— 

For  Applicant :  None. 

4rmr™?°,JvPpposition:  None. 

\  QF  BOARD— Laid  over  to  June  13,  1939  at  10 
A.M.  on  written  request  of  applicant.  Applicant 
to  send  notices  by  registered  mail  to  affected  prop¬ 
erty  owners  not  later  than  June  1,  1939.  1  1 


APPEARANCES— 

For  Applicant  :  John  Adikes,  T.  H.  Engelhardt, 
W.  S.  Weinberg  and  Morris  Brecher. 

°r  a^!iP<£ltl0niC  Ei;ed  Bfsenberg,  Joseph  Linhart 
,  rTjr,,T  rA^.n<Ja^amue  Altschuler. 

ON  OF  BOARD— Laid  over  to  June  7,  1939  at  2 
’  ■’  or ,  c?nsideratl°n  by  a  committee  with 

argumentndatl°n  t0  the  B°ard’  without  further 


272-39-BZ. 

APPLICotmJr.~  Gty  Bank  Farmers  Trust  Company, 

SUBJECT— Application  (re  decision  of  the  borough  super- 
mtendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  restricted 
letail  use  district,  the  erection  and  maintenance 

p>t> rr a  r rcrc  "a**1011  picture  theatre. 

PREMISES  AFFECTED — 645-647  Madison  avenue  east 

1374  Lot  NnS°qnh  n  EaSt,  6°th  Street  (Blocb  No- 
APPEARANCES-  °Ugh  °f  Manhattan- 

For  Applicant :  Samuel  Levy. 

ArTinvni?BAOSAn0nn:  ,T'  Frances  Barnett. 

-  CIION  OF  BOARD— Laid  over  to  May  23,  1939  at  10 
A.M.  on  request  of  applicant’s  attorney. 

97-37-BZ.  ' 

SUB1ECT— A—<J0nleliUS  Cameron-  owner- 
"  U  JL CT  Application  reopened  and  restored  to  cal¬ 
endar,  April  18  1939,  for  further  hearing  in  ac¬ 
cordance  with  Court  Order-re  Application  (de¬ 
cision  of  the  commissioner  of  buildings)  previously 

fhH  the°b„ild  °n’  by  tH1  B°ard’  Und"r  secti°^ 
/h  of  the  building  zone  resolution,  permitting  in  a 

business  use  district,  for  a  temporary  period  of 

not  more  than  two  (2)  years,  the  parking  and 

PRE.M  I SFSa AgpVrTg (S)  motor  vehiclesg 
PREMISES  AFFECTED  1404-1428  East  New  York  ave¬ 
nue,  southwest  corner  of  Amboy  street  fRlnrtr 
No.  3495,  Lot  Nos.  12  and  16),  Borough  of  Brook- 

APPEARANCES— 

For  Applicant :  Abraham  Brodsky,  Cornelius  Cam- 
eron  and  Frederick  C.  Scoffield. 

For  Opposition:  Jerome  A.  Wanshel  and  J  Reu¬ 
ben  Covert. 

ACTION  OF  BOARD— Resolution  of  December  14  1937 
rescinded.  ’  ’ 

THCeI?BT#R  H  193E7-IND  RES0LU™N  OF  DE- 

Affirmative :  Chairman  Murdock,  Commission- 
Wals^^6  and  BIUm  an<4  Assistant  Chief 

Negative  . .  ...  '.[[[[[[[ .  ^ 

Absent  .  ’ " .  ^ 


22-39- BZ. 

AppLICANT— T.  H.  Engelhardt,  for  The  Cord  Meyer 
TTRirr7pmhany’  °wner.  J 

4  •  y- Application  (re  decision  of  the  borough  suner 

H  tbnedhntM°f  bU1'dings)  under  sections  7f and  21 

af  rehsidenrSmg  zo,ne/esolution,  to  permit  partly  in 

use  distdct  Z  dlStnFCt  and  ,Partly  in  a  business 
business  H ere,ctlon  and  maintenance  of  a 
theatre)  *  mg  (stores  and  motion  picture 

REMISES  AFFECTED — 88-20  to  88-28  Roosevelt  ave- 

27  V  89  41  SFf’  h7'°5+  WCSt  °f  Case  Street-  89- 
n pto  °9-41  Elmhurst  avenue  and  40-19  to  40-35 

Denman  avenue  (Block  No,  1510,  part  of  Lot  No 

1),  Elmhurst,  Borough  of  Queens. 


THE  RESOLUTION— 

(97-37-BZ) 

MlHbEffq’,7C°rneliVS  +Camer°u-  aheged  owner,  filed 
March  8,  1937,  an  application  under  the  building  zone  res¬ 
olution  to  permit  in  a  business  use  district  the  parking  and 

ldmTdV^TsTNeh^V^l  (5)  m°t0r  vehicles-'  Premises: 
,  t428  Last  New  York  avenue,  southwest  corner  nf 

Amboy  street  (Block  No.  3495,  Lot  Nos.  12  and  16)  Bor¬ 
ough  of  Brooklyn;  and 

Whereas  a  public  hearing  was  held  on  this  annlica- 
ti°n  by  the  Board  of  Standards  and  Appeals,  at  its  Regular 
meeting  December  14,  1937,  after  due  notice  by  publicSion 

ami hC  B.U  etm  °f  the  B°ard  of  Standards  and  Appeals ; 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  New  York  avenue 
Sterling  place,  Amboy  street  and  Herzl  street  are  all  in  a 
business  use  district;  and  a 
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Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  October  30,  1937,  re  App.  No.  1678-1937,  as 
amended,  reads : 

“Parking  and  storage  of  more  than  five  (5)  motor 
vehicles  in  a  business  use  district  is  contrary  to  Art. 
II,  Sec.  4-A  of  Zone  Resolution.  Denied.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  211  ft.  2 J4  iu.  on  East  New  York  avenue, 
124  ft.  1134  in.  on  Amboy  street  and  82  ft.  0  in.  on  Herzl 
street,  irregular  in  area,  on  which  it  is  proposed  to  erect 
a  one  story  office,  10  ft.  by  10  ft.  and  occupy  the  premises 
as  a  parking  and  storage  space  for  more  than  5  motor 
vehicles ;  and 

Whereas,  the  site  under  appeal  was  the  subject  of  an 
inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  at  this  hearing ;  and 

Whereas,  this  report  recommended  the  granting  of  this 
application  with  proper  safeguards,  and  the  board  deemed 
that  this  was  a  pjoper  case  to  exercise;  its  discretion  un¬ 
der  section  7,  subdivision  H  of  the  building  zone  resolu¬ 
tion;  and 

Whereas,  this  application  was  granted  December  14, 
1937,  on  certain  conditions ;  and 

Wi-iereas,  the!  action  of  the  Board  was  subject  to  Court 
review,  during  which  certain  facts  as  to  the  real  ownership 
of  the  plot  were  disclosed,  which  resulted  in  the  Court 
remanding  the  application  to  the  Board  for  further  con¬ 
sideration;  and 

Whereas,  it  now  appears  that  the  applicant  is  not  the 
owner  of  the  subject  property  and  did  not  file  proper  author¬ 
izations  of  persons  in  ownership  of  the  subject  property;  and 

Whereas,  the  board  deemed  that  the  application  was 
therefore  improperly  before  it. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  rescind  its  resolution  adopted  on  December  14,  1937. 


308-37-BZ. 

APPLICANT — George  H.  Cohn,  for  Cities  Service  Oil 
Company,  owner. 

SUBJECT — Application  reopened  and  restored  to  cal¬ 
endar  under  new  proposal,  June  1,  1938  (re  decision 
of  the  borough  superintendent  of  buildings)  under 
section  21  of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district,  the  extension  of  an 
existing  gasoline  service  station  (previously  with¬ 
drawn  re  parking  and  storage  of  more  than  five 
(5)  motor  vehicles). 

PREMISES  AFFECTED — 538  Trinity  avenue  and  696 
East  149th  street,  southeast  corner  (Block  No. 
2557,  Lot  No.  96),  Borough  of  The  Bronx. 

Appearances— 

For  Applicant :  Sydney  H.  Gleich. 

For  Opposition:  Frank  Steinberg  and  Donald  L. 


Newborg. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Absent  .  0 

THE  RESOLUTION— 

(308-37-BZ) 


Whereas,  George  H.  Cohn,  for  Municipal  Service  Realty 
Estate  Co.,  Inc.,  owner,  filed  June  23,  1937,  an  application 
under  the  building  zone  resolution,  to  permit  in  a  business 
use  district  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises:  538  Trinity  avenue  and  696 
East  149th  street,  southeast  corner  (Block  No.  2557,  Lot 
No.  96),  Borough  of  The  Bronx;  and 
Whereas,  this  application  was  withdrawn,  September  14, 
1937;  and 

Whereas,  George  H.  Cohn,  for  the  Cities  Service  Oil 


Company,  present  owner,  requested  a  reopening  of  this 
case,  to  permit  in  a  business  use  district,  the  extension  of 
an  existing  gasoline  service  station ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
board  June  1,  1938;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing  May  16,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  149th  street  is  in  a 
business  and  residence  use  district;  Trinity  avenue  is  in  a 
business  and  residence  use  district  and  Jackson  avenue  is 
in  a  business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of  , 
buildings,  dated  October  18,  1938,  reads: 

“Your  application  for  the  extension  of  the  gasoline 
service  station  at  above  mentioned  location  is  hereby 
denied  as  the  premises  are  located  in  a  business  dis¬ 
trict  as  established  by  the  amended  Building  Zone  Reso¬ 
lution  and  such  occupancy  would  be  contrary  to  Ar¬ 
ticle  2,  Section  4,  Subdivision  46.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  100  ft.  on  Trinity  avenue  and  109  ft.  on 
East  149th  street,  part  of  the  plot  having  a  frontage  of 
50  ft.  on  Trinity  avenue  and  75  ft.  on  East  149th  street 
is  used  as  a  (legal)  gasoline  service  station.  It  is  pro¬ 
posed  to  use  the  entire  premises  as  a  gasoline  service  sta¬ 
tion  ;  and 

Whereas,  the  board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed,  and  that  the  application  be  and 
it  hereby  is  denied. 


Adjourned:  3:00  P.  M. 

Edward  V.  Barton,  Chief  Clerk. 


BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  16,  1939 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 


BUILDING  ZONE  CASES 

968-24-BZ. 

APPLICANT — Sylvester  Kerrigan,  for  Barry  &  Company 
Chemists,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  as  to  signs — (re  decisions  of  the  act¬ 
ing  borough  superintendent  of  buildings)  re  Ap¬ 
plication,  previously  granted  on  condition,  under 
section  21  of  the  building  zone  resolution,  per¬ 
mitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  buildings  to  be  used  for  store 
purposes  on  first  story  and  for  dwelling  use  above. 

PREMISES  AFFECTED  —  1922-1932  Kings  Highway 
(Block  No.  6782,  Lot  Nos.  19  to  23,  inclusive),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sylvester  Kerrigan. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission- 
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Savage  and  Blum  and  Assistant  Chief 

vv  «usn .  * 

Negative  . .  () 

Absent  .  q 

THE  RESOLUTION— 

(968-24-BZ) 

V  application  affecting  premises  1922-1926 

md9?\93°n1932  Nn?s  highway  (Block  No.  6782,  Lot  Nos. 
19-^3),  Borough  of  Brooklyn,  was  granted  by  the  board 
February  17,  1935  on  certain  conditions,  plans  approved 
as  to  elevation,  May  5,  1925  and  February  15,  1938  and 
owner  requests  a  further  amendment  as  to  signs. 

Resolved ,  that  the  resolution  adopted  by  the  board  Feb¬ 
ruary  17,  1925,  as  amended  on  February  2,  1932,  be  and  it 
hereby  is  amended,  so  that  the  resolution  shall  read : 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  reinstate  its  action  of  May  5,  1925,  and  does 
hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  building  zone  resolution,  and 
that  the  application  be  and  it  hereby  is  granted,  re¬ 
stricted  to  business  use  of  retail  stores  on  the  ground 
floor  only,  and  only  so  far  as  it  affects  the  frontage  fac¬ 
ing  on  Kings  highway,  on  condition  that  the  upper  stor¬ 
ies  of  the  building  shall  be  restricted  to  dwelling  use 
and  occupancy;  the  store  fronts  or  show  windows  shall 
start  at  a  point  not  less  than  12  in.  from  the  Ocean 
avenue  building  line;  that  there  shall  be  no  stores  or 
business  use  evidenced  or  displayed  on  the  Ocean  ave¬ 
nue  front  of  the  structure;  that  there  shall  be  no  ad¬ 
vertising  signs  or  display  of  any  nature  or  description 
on  the  Ocean  avenue  front,  and  that  any  advertising 
signs  or  display  on  the  Kings  highway  front  shall  be 
restricted  to  lettering  placed  directly  on  show  windows 
oi  the  store  fronts  and  to  permanent  flat  signs  at¬ 
tached  to  the  building  above  the  shozv  windows  and 
below  the  sills  of  the  2nd  story  windows,  applying  to 
each  of  the  five  stores  and  as  shown  on  plan  marked 
Received  May  8,  1939  ;  that  m  all  other  respects  the 
resolution  of  the  board  as  amended  on  February  15 
1938,  shall  be  complied  with;  that  there  shall  be  no  en¬ 
trance  on  the  Ocean  avenue  front  other  than  those 

!?tipe(Lf0r<.  thendwelh^.  use  above;  t-hat  the  exterior 
the  street  walls  on  Kings  highway  and  Ocean  ave- 

onetbp°K;  °thtr-  tihan  th/  show  windows  of  the  stores 
on  the  Kings  highway  front,  shall  be  finished  in  face 

brick  with  architectural  terra  cotta  or  natural  stone 

trimmings;  that  any  windows  on  the  Ocean  avenue 

*£CfiPl  those  opening  directly  to  living  apart¬ 
ments,  shall  have  sills  not  less  than  6  ft.  above  grade- 
t  at  a  return  drawing  shall  be  made  to  this  board  of 
Jnn  prop°sed  elevations  for  approval  before  submis- 
'°"w  *  C  supermtendent  of  buildings;  and  further 
granted  on  condition  that  the  requirements  of  the 
budding  zone  resolution  shall  be  complied  with  in  all 
tfe  re.sp€cts  as  to  rear  yard  and  area  requirements. 

flZuher’  thatr  ln  the  event  the  owner  de- 

" 1028 Y-  St0re-  front  of  the  building  known 

as  tyzjy  Kings  highway  in  accordance  with  plan  marked 
Received  February  14,  1938,’  as  filed  with  the  super- 

Tuch^U  °l  buildmgi  under  APPhc.  No.  1316  of  1938, 

■  uch  alteration  may  be  done  on  condition  that  the  re- 

r  er  s/re  CTPched  with  and  that  the  terms  of 
this  resolution  will  be  complied  with  in  all  respects.” 

19-32- BZ. 

APPLICANT  — Lama  and  Proskauer,  for  Sam  Rosen 
owner.  c  » 

'UBJECT— Application  for  consideration— reopening  and 
amendment— re  Application  (re  decision  of  the 
^upermtendent  of  buddings)  under  section  21  of 
the  building  zone  resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of 
'Drurn^so  me  service  station. 

REMISES  AFFECTED— Southeast  corner  of  Columbia 

avenue  (67th  street)  and  Queens  boulevard  (Block 


Queenf2’  ^  N°'  33 Winfield’  Borough  of 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

™TION— E  T°  RE0PEN  AND  AMEND  RESOLU- 

Affirmative .  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(29-32-BZ) 

Whereas,  Louis  Allmendinger,  for  William  Winckel- 
mann,  owner,  filed  January  22,  1932,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion ;  premises :  Southeast  corner  of  Columbia  avenue  (67th 

iffeV*r-aiIdi  PllSens  boulevard  (Block  No.  1482,  Lot  No 
3wWinfied’  Borough  of  Queens;  and 
9Q”™as'  the  application  was  granted  by  the  board  April 
Tn’99  j°n  certain  conditions,  resolution  amended  May  17 
US2,  and  present  owner  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  April  29,  1932,  as  amended  by 
resolution  adopted  May  17,  1932,  so  that  as  amended  it 
shall  read : 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
us^  d*s^r'c^:  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  the  plot  shall  be  leveled  substantially 
to  the  grade  of  the  surrounding  streets;  that  the  ac¬ 
cessory  building  shall  be  located  toward  the  southerly 
end  of  the  premises  and  shall  be  used  for  office  only; 
that  there  may  be  installed  two  open  grease  pits  toward 
the  southerly  end ;  that  the  entire  premises  where  not 
covered  by  accessory  buildings  shall  be  cement  paved 
or  surfaced  with  colprovia  or  other  suitable  impervious 
material ;  that  there  shall  be  erected  on  the  interior  lot 
lines,  a  substantial  wall  or  fence  not  less  than  6  feet 
in  height;  that  the  entrances  to  the  premises  shall  not 
exceed  three,  each  not  over  20  ft.  in  width;  that  no 
portion  of  any  entrance  shall  be  nearer  than  five  (5) 
ft.  from  the  interior  lot  lines  as  extended;  that  such 
curb  cuts  may  be  located  as  are  indicated  on  plan 
marked  Received  March  4,  1939’;  that  any  pumps 
erected  shall  be  not  nearer  than  15  ft.  to  any  street 
building  line;  that  the  sidewalks  surrounding  premises 
shall  be  cement  paved  and  standard  curbs  shall  be  in¬ 
stalled  ;  that  signs  shall  be  restricted  to  permanent  signs 
attached  to  the  accessory  building  and  to  the  illumi¬ 
nated  globes  of  the  gasoline  pumps,  excluding  all  tem¬ 
porary  signs  and  roof  signs,  but  permitting  the  erec¬ 
tion  of  a  post  standard  within  the  building  line 
supporting  a  sign,  which  may  be  illuminated,  advertis- 
ing  only  the  brand  of  gasoline  on  sale  and  permitting 
such  signs  to  extend  beyond  the  building  line  not  more 
than  4  ft  ;  that  no  portable  pumps  shall  be  used  or 
maintained  on  the  premises;  that  no  automobiles  shall 
be.  stored  or  parked  on  the  premises  other  than  those 
being  serviced ;  that  no  automobile  repairing  shall  be 
carried  on ;  that  the  construction  of  the  accessory  build¬ 
ing  shall  be  in  accordance  with  the  plans  submitted 
to  the  Board  dated  May  10,  1932” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
89-39-A. 

APPLICANT  Leonard  A.  Swarthe,  for  Regina  Flazman 
lessee.  ’ 
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SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 2075  Grand  Concourse,  south¬ 
west  corner  of  East  180th  street  (Apt.  1-B )  ; 
(Block  No.  3160,  Lot  No.  20),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  A.  Swarthe. 

ACTION  OF  BOARD— Laid  over  to  June  13,  1939  at  2 
P.M.,  for  further  consideration  by  the  board. 


423-39-A. 

APPLICANT — Kanlee  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 67-69  Irving  street,  north  side, 
200  ft.  west  of  Columbia  street  (Block  No.  314, 
Lot  No.  47),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  J.  Carroll  and  Samuel  Kahn. 
For  Administration :  Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1939,  at  2 
P.M.  for  inspection  by  a  committee  of  the  board. 


524-39-A. 

APPLICANT— Samuel  Lippman,  for  Manhattan  Opera 
House  Ballroom  and  Banquet  Hall,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED  —  311-315  West  34th  street, 
north  side,  175  ft.  west  of  Eighth  avenue  and  316 
West  35th  street  (Block  No.  758,  Lot  No.  28), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Lippman,  Joseph  Giusep- 
pone,  Wilfred  D.  Bayley  and  George  An¬ 
derson. 

For  Administration  :  Fred  Dahlem,  Department  of 
Housing  and  Buildings  and  Insp.  Meyer,  Fire 
Department. 

ACTION  OF  BOARD — Laid  over  to  May  31,  1939  at  2 
P.M.  Applicant  to  file  plan  with  borough  super¬ 
intendent  and  for  further  testimony. 


467-39-A. 

APPLICANT — Robert  Dreyfuss,  for  I.  L.  R.  Realty  Co., 
Inc.,  owner. 

SUBJECT- — -Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 510-512  West  126th  street, 
south  side,  111.10  ft.  west  of  Amsterdam  avenue 
(Block  No.  1982,  Lot  Nos.  34-35),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Robert  Dreyfuss. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  . 0 


594-38- A. 

APPLICANT  —  Metropolitan  Life  Insurance  Company, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 324-342  Fourth  avenue,  west 
side,  from  East  24th  street  to  East  25th  street, 
25-33  East  24th  street  and  38-60  East  25th  street 


(Block  No.  854,  Lot  Nos.  1  to  41,  inclusive),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


466-39-A. 

APPLICANT — Julius  S.  Rapson,  for  Charles  W.  Berry, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED  —  177-21  130th  avenue,  north 
side,  410  ft.  west  of  Merrick  road  (Block  No.  3219, 
Lot  No.  25),  Springfield,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration — Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD  —  Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(466-39-A) 

Whereas,  Julius  S.  Rapson,  for  Charles  W.  Berry, 
owner,  filed  April  13,  1939,  an  appeal  from  a  decision  of 
the  borough  superintendent  of  buildings,  affecting  premises 
177-21  130th  avenue,  north  side,  410  ft.  west  of  Merrick 
road  (Block  No.  3219,  Lot  No.  25),  Springfield,  Borough 
of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
N.  B.  Applic.  No.  2585-39,  reads : 

“The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  section  4.1.2  Building  Code.” 

Whereas,  the  proposed  building  will  be  two  stories  (22 
ft.  6  in.)  in  height,  24  ft.  9  in.  by  39  ft.  in  area  at  1st 
floor  and  24  ft.  9  in.  by  12  ft.  in  area  above,  of  frame 
construction,  located  on  a  lot  40  ft.  by  100  ft.  in  area, 
in  an  unrestricted  use  district  and  occupied  as  a  one  family 
dwelling ;  and 

Whereas,  the  applicant  contends  that  the  section  is  built 
up  entirely  of  frame  dwellings,  some  of  which  are  brick 
veneered ;  that  the  proposed  building  will  be  of  brick  veneer 
to  the  plate  line,  with  asbestos  shingles  on  the  gable  ends; 
that  the  roof  will  be  covered  with  heavy  asphalt  shingles 
that  the  building  will  be  6  ft.  from  the  north  lot  line  and 
9  ft.  from  the  south  lot  line  and  20  ft.  set  back  from 
the  building  line;  and 

Whereas,  no  one  appeared/  on  behalf  of  the  appeal,  when 
this  case  was  called. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


472-39-A. 

APPLICANT — Joseph  H.  Cornell,  for  Jennie  Broadwin, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 12-09  Channing  road,  south 
side,  200  ft.  east  of  Neilson  street  (Block  No.  36, 
Lot  No.  41),  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  H.  Cornell. 
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For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  Oh  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  q 

Absent  .  '  q 

THE  RESOLUTION— 

(472-39-A) 

Whereas,  Joseph  H.  Cornell,  for  Jennie  Broadwin, 
owner,  filed  on  April  14,  1939,  an  appeal  from  a  decision 
of  the  borough  superintendent  of  buildings,  affecting  prem¬ 
ises  12-09  Channing  road,  south  side,  200  ft.  east  of  Neil- 
son  street  (Block  No.  36,  Lot  No.  41),  Far  Rockaway, 
Borough  of  Queens;  and 


John  J.  Carroll  and  Gregory  B. 


APPEARANCES— 

For  Applicant : 

Webb. 

For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

B0ARD—. Appeal  granted  on  condition. 

i  rlR  VO  1  E — 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(S27-39-A) 

Whereas,  Gregory  B.  Webb  and  John  Joseph  Carroll 
for  New  York  Mausoleum  Association,  Inc.,  lessee  (Cypress 


1939° reads  APPllcatlon  No.  727-1939,  dated  April  14,  affecting  premises— Cypress  Hills  Cemetery,  Plot  No.  14 

’  “tEp  „co  ,,  .  .  2150  ft.  north  of  Jamaica  avenue  and  530  ft.  west  of  west 

The  use  °f  more  than  two  stones  in  a  two-family  boundary  of  Forest  Park  (Block  No  2942  Lot  4001  Glen 
frame  building  is  contrary  to  Section  8.7.2.1  of  the  dale,  Borough  of  Queens;  and  '  ^ 

i  g  Lode-  Whereas,  the  decision  of  the  borough  superintendent 

dated  March  31,  1939,  re  Amendment  to  N.  B.  Applic.  No' 
5566-30,  reads : 

Application  is  denied.  Where  floor  areas  exceeded 
2500  sq.  ft.,  2  stairways  were  required  by  the  former 
Building  Code,  one  leading  to  roof.  It  is  proposed  to 
eliminate  the  one  leading  to  the  roof.” 

Whereas,  the  building  is  two  stories  and  basement  (40 
B.)r  in  height,  of  Class  I  construction,  162  ft.  8  in.  by 


and 

Whereas,  the  building  is  of  frame  construction,  two 
stories  and  attic  (34  ft.)  in  height,  25  ft.  by  39  ft.  in  area; 
located  in  a  residence  use  “E”  area  and  one-time  height 
district ,  erected  in  1907 ;  occupied  as  a  one-family  residence' 
md  ’ 

Whereas,  it  is  proposed  to  change  the  occupancy  to  a 

:wo-family  dwelling,  with  one  family  on  first  floor  and  „  -  --  — . - . ^  0  1U.  uy 

ine  family  on  second  floor  and  attic ;  that  the  first  floor  (8  ft-  8  in.  in  area ;  erected  in  1930  and  used  as  a  Mausoleum 

toyer  will  be  partitioned  into  two  foyers  and  one  ves-  !n  the  cemetery,  for  which  no  certificate  of  occupancy  is 

lbule,  one  foyer  for  each  family;  that  on  the  1st  floor  >ssued;  and 

he  present  kitchen  will  be  changed  to  living  room;  present  Whereas,  the  applicant  contends  that  the  building  is 
aundry  into  a  kitchen  and  the  present  pantry  to  a  bathroom;  equipped  with  an  interior  stairs  having  a  minimum  width 
he  present  living  and  dining  rooms  into  bedrooms  with  of  ;  that  the  aesthetic  value  of  the  building  would  be 

dosets  as  per  plans;  one  bedroom  on  second  floor  will  be  lost  the  exterior  stairs  is  required  to  be  erected'  that 
Ranged  to  a  kitchen,  as  per  plans ;  and  there  are  few  people  in  the  building  at  any  one  time.  ’ 

'acanIEtPnSv^rchKant  contends  that  the  house  has  been  Resolved ,  that  the  decision  of  the  borough  superintendent 

acant  ten  years  because  owner  could  not  afford  to  rent  on  N.  B.  Applic.  No.  5566-30,  be  and  it  herebv  is  modified 

nd^d :hnn°Wfi^nL°bSfT^l!  f°L*  °ne_family  dwelling  and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 


_  not  finance  altering  same  into  a  two-family 
iou.se  during  that  time ;  that  the  neighborhood  has  changed 
i  the  past  decade  and  many  of  the  houses  have  been 
ltered  into  two-family  houses. 

diat.  decision  of  the  borough  superintendent, 
n, A^ •  Application  No.  727-39,  be  and  it  hereby  is  modified, 
na  that  the  appeal  be  and  it  hereby  is  granted,  permitting 
he  building  to  be  occupied  for  two  families,  on  condition 
jat  the  arrangement  shall  be  substantially  in  accordance 
nth  plans  filed  with  this  appeal,  one  family  occupying  the 
st  floor  and  one  family  occupying  the  2nd  floor  and  attic; 
iat  there  shall  be  no  cooking  carried  on  in  the  attic;  that 
iere  shall  be  a  second  means  of  exit  furnished  from  the 
nndow  in  attic  at  the  rear  to  the  extension  roof  of  kitchen 
ad  with  a  drop  or  counterbalanced  ladder  from  that  ladder 

•  grade;  that  an  agreement  shall  be  signed  by  the  owner 

•  l  •r,.with  borough  superintendent  of  buildings  that 
ns  building,  will  at  no  time  be  occupied  bv  more  than  two 
imilies;  that  the  building  shall  not  be  further  extended 
id  the  lot  shall  not  be  further  reduced. 


that  in  all  other  respects  the  building  shall  comply  with  the 
requirements  therefor,  and  that  this  modification  shall  con¬ 
tinue  only  so  long  as  the  building  is  occupied  as  proposed. 


■39-A. 

PPLICA NT— Gregory  B.  Webb  and  John  Toseph  Carroll, 
for  Few  York  Mausoleum  Association,  Inc.,  lessee 
.  '(yPress  Hills  Cemetery,  owner). 

JBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

E^ITNcf  14 Cemetery>  P1°*  cauuuume,  me.,  owner,  nied  on  April  25,  1939,  an  appeal 
ft  west  nf  tfiP  f  K  J3™103  avenue  and  530  from  an  order  and  a  decision  8f  the  fire  commissioner  af- 

( Block  No  2942  LofNo0 4nnw'1°f  £e(:ting  Premises  2 3-25  Warren  street,  south  side,  100  ft. 

rLJl  2942,  Lot  Na  400)’  GIenda,e>  Borough  5  in.  east  of  Church  street  (Block  No.  134,  Lot  No.  16), 


530-39-A. 

APPLICANT— Samuel  Rosenblum,  for  Estate  of  Charles 
A.  Baudouine,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 23-25  Warren  street,  south 
side,  100  ft.  5  in.  east  of  Church  street  (Block  No. 
134,  Lot  No.  16),  Borough  of  Manhattan 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  q 

Absent  .  q 

THE  RESOLUTION— 

(530-39-A) 

Whereas,  Samuel  Rosenblum,  for  estate  of  Charles  A. 
Baudouine,  Inc.,  owner,  filed  on  April  25,  1939,  an  appeal 


of  Queens. 


Borough  of  Manhattan;  and 
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Whereas,  the  order  of  the  fire  commissioner  No.  2704- 
LF,  dated  October  21,  1938,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  in  cellar  and  sub-cellar  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per  Article 
16,  Chapter  26,  Administrative  Code.” 
and 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  April  4,  1939;  and 
Whereas,  the  building  is  5  stories  (65  ft.)  in  height, 
50  ft.  4  in.  by  75  ft.  6  in.  in  area,  of  non-fireproof  con¬ 
struction  ;  located  in  an  unrestricted  use  district ;  erected 
prior  to  1886  and  occupied :  Cellar — stores,  7  persons ;  1st 
story — stores,  15  persons  ;  2nd  story — offices  and  showrooms, 
30  persons ;  3rd,  4th  and  5th  stories — offices  and  show¬ 
rooms,  30  persons  each  floor ;  and 

Whereas,  the  applicant  contends  that  the  cellar  and  sub¬ 
cellar  are  used  by  the  occupants  of  the  1st  floor  stores, 
one  of  which  is  a  hardware  store  and  the  other  is  an 
office  and  salesroom  for  Humphrey  Gas  Heaters;  that 
there  is  no  furnace  in  the  building;  that  heat  is  supplied 
from  an  outside  source;  that  the  cellar  and  sub-cellar  are 
accessible  from  the  sidewalk  by  means  of  sidewalk  elevators : 
that  the  present  tenants  have  been  in  the  building  since 
1930 ;  that  as  the  building  is  maintained  in  good  condition, 
the  basement  and  sub-basement  are  small  areas  and  readily 
accessible  and  that  it  would  be  a  hardship  to  be  compelled  to 
install  a  sprinkler  system  as  required  by  the  order 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
2704-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall  be 
installed  throughout  the  cellar  and  sub-cellar  a  non-auto¬ 
matic  dry  pipe  sprinkler  system  complying  with  the  re¬ 
quirements  of  article  16  of  the  Administrative  Building 
Code  therefore,  except  that  heads  may  be  spaced  25%  in 
excess  of  the  requirements ;  that  no  sprinkler  alarm  need  be 
installed ;  that  all  fittings  shall  be  of  malleable  iron ;  that 
the  hose  inlet  may  be  of  t«he  single  approved  type,  in¬ 
stalled  not  less  than  12  inches  above  the  sidewalk ;  that 
the  cap  of  the  hose  inlet  shall  be  painted  aluminum  as  shall 
also  the  sign  stating  the  area  covered  by  the  sprinkler 
system. 


535-39-A. 

APPLICANT — Leonard  E.  Golditch,  for  Comet  Aerial 
Advertising  Company,  owner. 

SLTBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — Foot  of  20th  street,  750  ft.  off 
shore,  Atlantic  Ocean,  waters  surrounding  Coney 
Island,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  E.  Golditch,  Clark  B. 
Allen  and  others. 

For  Administration :  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  o 

Absent  .  q 


THE  RESOLUTION— 

(535-39-A) 

Whereas,  Leonard  E.  Golditch,  for  Comet  Aerial  Adver¬ 
tising  Company,  owner,  filed  on  April  27,  1939,  an  appeal 
from  a  decision  of  the  fire  commissioner  refusing  to  permit 
the  discharge  of  fireworks  from  a  boat  750  ft.  offshore 
between  West  10th  and  West  37th  streets,  Coney  Island, 
Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
April  18,  1939,  reads : 

\  our  favor  of  April  14,  1939,  in  reference  to  the 
advertising  display  in  the  form  of  a  rocket  6  or  8  inches 


in  diameter,  has  been  referred  to  the  writer  for  at¬ 
tention. 

We  regret  to  advise  that  under  Section  C19-42-1B  of 
the  Administrative  Code,  which  reads  as  follows : 
‘PROHIBITED  Types. 

Discharge  or  use. 

It  shall  be  unlawful  to  use  or  discharge  any  of  the 
following  articles  : 

Rockets  or  aerial  salutes  of  any  kind.’ 

Permission  to  use  the  rocket  cannot  be  granted  by 
this  Department.” 

and  , 

Whereas,  it  is  proposed  to  discharge  rockets  from  a  1 
boat  located  750  ft.  offshore,  the  rockets  in  question  con¬ 
sist  of  a  small  rocket  approximately  6  or  8  in.  in  diameter 
by  1(1  in.  high,  equipped  with  a  fuse  at  the  neck,  these 
rockets  are  placed  in  sand  for  a  depth  of  four  ft.  in  paste¬ 
board  mortar  from  which  the  rocket  is  discharged  by 
means  of  6  in.  of  black  powder;  and 

Whereas,  the  applicant  contends  that  the  rocket  con¬ 
tains  an  advertising  product  in  the  form  of  a  parachute 
and  consisting  of  Japanese  paper  approximately  10  oz. 
each ;  that  for  the  past  3  years  this  form  of  advertising 
has  been  in  use  in  other  countries ;  that  it  is  proposed  to 
discharge  the  rockets  from  the  deck  of  a  boat  a  sufficient 
distance  offshore  so  as  not  to  be  hazardous ;  that  the  opera¬ 
tion  will  be  in  charge  of  a  licensed  pyrotechnist  and  such 
safeguards  and  precautionary  measure  shall  be  provided  as 
may  be  required. 

Resolved,  that  the  decision  of  the  fire  commissioner,  dated 
April  18,  1939,  be  and  it  hereby  is  modified,  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  pro¬ 
posed  advertising  display  in  the  form  of  a  rocket  shall  be 
discharged  on  a  lighter  located  a  distance  of  not  less  than 
1,000  ft.  from  the  shore  line  and  limited  to  the  space  be¬ 
tween  West  10th  street  and  West  37th  street,  Coney  Island; 
that  the  discharge  shall  be  from  a  cylinder  mortar  properly 
anchored  to  the  deck  or  buried  in  sand,  as  proposed;  that 
the  amount  of  black  powder  used  for  each  discharge  shall 
not  exceed  5  oz. ;  that  the  discharge  shall  be  directed  away 
from  the  land;  that  the  exhibit  shall  be  in  charge  of  a 
licensed  pyrotechnist ;  that  such  fire-fighting  appliances  shall 
be  maintained  on  deck  as  the  fire  commissioner  shall  direct; 
that  the  advertising  project  in  the  form  of  a  parachute  may 
be  of  Japanese  paper,  but  which  shall  be  flameproof  in  a 
manner  satisfactory  to  the  fire  commissioner. 

548-39-A. 

APPLICANT — Benjamin  Goldberg,  for  Joseph  Feder- 
busch,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED-— 2262  65th  street,  south  side,  110 
ft.  west  of  West  Fifth  street  (Block  No.  6579, 
Lot  No.  7),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Benjamin  Goldberg. 

For  Administration:  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(548-39-A) 

Whereas,  Benjamin  Goldberg,  for  Joseph  Federbusch, 
owner,  filed  on  May  2,  1939,  an  appeal  from  a  decision 
of  the  borough,  superintendent  of  buildings,  affecting  prem¬ 
ises  2262  65th  street,  south  side,  110  ft.  west  of  West  Fifth 
street  (Block  No.  6579,  Lot  No.  7),  Borough  of  Brooklyn; 
and 


764 


MINUTES 


Ah  ADXS,QQSe4eCjSi°^  a/  th?  b°r°ugh  suPer>ntendent  on 
Mt.  Applic.  998-39,  dated  May  1,  1939,  reads : 

Budding  appears  to  be  laid  out  for  three  families 
one  on  the  first  floor  and  two  on  the  second  floo?’ 
Inasmuch  as  proposed  occupancy  comes  within  the 
scope  of  the  definition  of  a  multiple  dwelling  as  de- 
fined  in  Art.  1,  Sect.  4,  sub.  3  M.D.  Law  and  in  ad¬ 
dition  would  be  contrary  to  Sect.  56  M.D.L.,  prohibiting 

denied^  b  dg'  fr°m  bemg  converted>  the  proposition  is 

and 

building  is  two  stories  (28  ft.)  in  height 
business^  use  V" _area’.?£.  Class  4  construction;  located  in  a 
as  ay-family  Svellingfand  '  “  1924  and  occuPied 

Znd'floorTand'  “  PrOP°Se<1  t0  erect  a  ,,ew  tathroom  on 

\\  hereas,  the  applicant  contends  that  the  additional  bath- 

factmthatnhkSnbry-fpr  tn6  owner’s  Personal  use,  due  to  the 
twke  a  day  phyS1Cian  has  Prescribed  warm  water  bathing 

RC\uVC?’  t,1?at  the  decision  of  the  borough  superintendent 

and ^hat ^the  an  ^  h"8^’ -be,  and  *  hereby  ?s  ZJfiTd, 

'  tion  that  ,  fa  ,Xi  aKnd  !t  hereby  is  granted  on  condi¬ 
tion  that  the  proposed  bathroom  shall  comply  in  all  re- 

to  Lrthet  •iaHWS’  ™IeS  and  regulations  applicable  there¬ 
to,  that  the  building  at  no  time  shall  be  occupied  by  more 

than  two  families ;  that  an  agreement  shall  be  signed  by 
e  owner  and  filed  with  the  borough  superintendent  that 

:.wo',hmiHeesW"1  ‘"e  h"1"*"'8  be  °C^ki  b* 


,569-39- A. 

;APPLICpanyTm™e?'  f°r  The  Pure  0il  Com- 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis- 

flamman"  TransPortation,  storage  and  sale  of  in¬ 
flammable  mixture  known  as  “Purosol”  in  one  fl) 
pint  cans  (not  of  approved  type)  in  New  York 

Appearances— 

For  Applicant:  William  L.  Gordon, 
kor  Administration:  Inspector  Meyer,  Fire  De¬ 
partment.  J 

'HEVOT(£-BOARD~ApPeal  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commission- 

Walsh VagG  and  BIUm  and  Assistant  Chief 

Negative  . . .  n 

Absent  .  ’  ’  . . 

HE  RESOLUTION— 

(569-39-A) 

sale  of  inflammable 

ork  City fand  CanS  °f  approved  ^Pe)  in  New 

Sr ^ 939,' 1  r ea!ff ! S  °D  °f  ^  fire  commissioner,  dated 

all"  can?  use?!  ,that’  thi^  department  disapproves 

a"  can|  ,used.  for  packing  and  shipping  ‘Purosol’  (in¬ 
flammable  mixture)  other  than  the  type  as  specified 

ist?itiveVce?  f°/mn  ^Cti°n  C 19-59-00  of  the  Admin- 

that  C  dC  °f  hC  Clty  °f  New  York’  for  the  reason 

‘Inflammable  mixtures  shall  be  packed  and  shipped 
each  Ln  f  capac;ty  not  exceeding  five  (5)  gallons 

OD  can  nr  it6  fiV  d  Wlth  a  tlght-fitting  replaceable 
£  ’ir?£m  ,  her  ,devif’  so.made  that  the  can  shall 
ne  airtight  when  closed;  or  in  steel  barrels  or  drums 

each  ’  7  n0t  exceeding  fiftyfive  (55)  gallons 

»1 
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CiiJ'o?  New1  YorPkrOI^pfd  t0,°ffer,  for  sale  and  use  in  the 
t  'y  OI  iork-  Purosol’  solvent  in  one  pint  round 

top  cans  without  openings ;  and 

WHEREAS’  the  applicant  contends  that  “Purosol”  solvent 
has  a  flashpoint  of  80  degrees  F.  and  is  sold  only  to  glso- 

deMers^fS-  use^n3’-8?^8’  rep,air  -shops  and  automobile 
°  ai,eiT  r  us?  111  eternal  combustion  engines-  that  the 

W  melfs  TPfl,  ?  ^  N  “ ’o£  motors 

hat  the  f, PI  ,  regulating  the  flow  of  the  solvent ; 

therefore fthe?e  wifl^  18  necessarT-  for  one  operation  and, 

eretore,  there  will  be  no  possibility  of  a  partly  used  ran 
remaining  open  upon  the  premises.  Y 

da^d  April  27^1910  "'h  decis,ion  «f  ,the.  fire  commissioner, 
the  appeal  be  and9?’^6  f  hereby  15  modified>  and  that 
labeMn  white  he  eby  15  printed  on  condition  that  the 

everycan  readn^  “Unna  "  background  sha11  aPPear  on 

at  once"  L  Up°  opeTng’  remove  entire  contents 

,  •  ,  ’  ,  ,,a*  the  gun  used  in  connection  with  this 

matenal  shall  be  satisfactory  to  the  fire  commissioner. 

576-39-A. 

APPLICCAoSynraow„IeCre,and'  C 

SUBJE  int7„deP„P,eao/rb0S<findgCsCiSi0n  °f  'he  b0r°Ugh  SUper- 

PREMfSES  AFPECTED  24  Thayer  street,  west  side, 

T  !  XT  9^7hx  Nagle  avenue  (Block  No.  2174 

APPEARANCES-^  '  °Ug  °f  Ma,,l,at,an- 

For  Applicant :  Paul  Levine,  Hyman  Iceland, 

,  rTTraT  J-  Coop  and  C.  K.  Eckert 

THE1  VOTE— BOARD_ApPeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commission- 

ers  Savage  and  Blum  and  Assistant  Chief 
Walsh . . 

Negative  . .  n 

Absent  .  ’  . 

THE  RESOLUTION— 

(576-39-A) 

poS,EAown?rymfiTedICotMavf05  S'  Bl'ildif  Cor- 

deci?'o'1  of  the  borough  super,,, lemieut  “  Zfldings?' a f- 
ectmg  pirermses  24  Thayer  street,  west  side  250  ft  north 

of  Magha,atm,Tae„d<Bl0Ck  N°'  2‘74'  L°'  N°'  ’217>- 

suSL^5N?93«iSSUed  by  thC  boro"gh 

“You  will  please  take  notice  that  there  exists  a  vinia- 
'”n  Section  10.1.16  of  the  Building  Code  and  C  26-605 
Adimmstmtive  Code  at-  the  premises  hereinafter  de 

Rn^i-dd  fnQlbat,  ro?f  covering  is  not  approved  by  the 
Boa i  d  of  Standards  and  Appeals. 

ou  are  hereby  directed  to  immediately  obtain  an 
and  appr°val  from  the  Board  of  Standards  and  Appeals  ” 

building  is  5  stories  (55  ft.)  in  height, 

in  a''-^n  area.’  °f  Class  3  construction;  erected 

ml924;  located  in  a  residence  use  district  and  occupied  as 
a  Class  A  multiple  dwelling ;  and 

Whereas  the  applicant  contends  that  the  roof  in  question 

FihfiStSl°V^"lnCf  coatlnS  of  °urex  Asphalt  and  Asbestos 
Fibre  plastic  roof  cement  applied  on  fop  of  old  roof  30 

gauge  galvanized  metal  sheets  laid  over  the  Durex  and 

on^nn^rih1  3  r?°/  ^oating  °f  asPhalt  asbestos  fibre  paint 
on  top  of  the  metal  sheets;  that  prior  to  the  reroofing  fhe 

old  roof  consisted  of  two  or  three  old  roof  covering  of 
an  appioved  and  standard  type.  B 

Resolved  that  the  decision  of  the  borough  superintendent, 
acting  on  Violation  No.  1996-39  be  and  it  hereby  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  repairs  to  fhe  roof  shall  be  substantially  as  stated 
and  tbat  ar!-y  otbc(  re-roofing  shall  be  done  in  accordance 
with  the  rules  of  the  Board  of  Standards  and  Appeals 


MINUTES 


598-39- A. 

APPLICANT— Waid  and  Corbett,  for  Metropolitan  Life 
Insurance  Company,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 17-25  Madison  avenue  and  38- 
46  East  25th  street,  southeast  corner  (Block  No. 
854,  Lot  Nos.  4-33-38  and  41),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  John  H.  Derby. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(598-39- A) 

Whereas,  Waid  and  Corbett,  for  Metropolitan  Life  In¬ 
surance  Company,  owner,  filed  on  May  8,  1939,  an  appeal 
from  a  decision  of  the  borough  superintendent  of  buildings, 
affecting  premises  17-25  Madison  avenue  and  38-46  East 
25th  street,  southeast  corner  (Block  No.  854,  Lot  Nos. 
4-33-38  and  41),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
N.B.  Application  No.  20-38,  dated  May  4,  1939,  reads: 

“31.  The  enclosure  walls  of  Escalator  Hall  must  be 

constructed  of  fireproof  material,  and  all  openings  in 
same  must  be  protected  with  self-closing  fireproof 
doors  to  comply  with  Section  372  subd.  1  and  3  of  the 
1916  Building  Code. 

Note — See  answer  to  Objection  12.” 

and 

Whereas,  the  building  is  28  stories  (383  ft.)  in  height, 
112  ft.  6  in.  by  225  ft-,  in  area,  of  fireproof  construction, 
equipped  with  a  standpipe  system ;  located  in  a  business 
use  district;  occupied:  3rd  and  2nd  Sub-cellar — machinery; 
1st  sub-cellar — cafeteria,  950  persons;  cellar — kitchen  and 
storage ;  balance  of  the  building — offices ;  and 
Whereas,  the  applicant  contends  that  the  Building  Code 
requires  a  6-inch  terra  cotta  block  partition  to  shut  off  the 
area  communicating  with  an  escalator,  which  runs  from 
2nd  basement  to  1st  story;  that  in  Unit  No.  1  (Premises 
324-342  Fourth  avenue),  a  wire  glass  and  metal  frame  par¬ 
tition  was  approved  by  the  building  department  under 
similar  circumstances ;  that  it  is  the  desire  of  the  architects 
to  keep  the  same  architectural  treatment  as  was  permitted 
for  the  escalator  in  Unit  No.  1. 

Resolved,  that  the  decision  of  the  borough  superintendent*, 
on  N.B.  Application  No.  20-38,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  as  to 
Objection  No.  31,  on  condition  that  the  escalator  for  its 
complete  run  shall  be  enclosed  in  terra  cotta  block  parti¬ 
tions  not  less  than  6  inches  thick,  except  on  the  street  floor 
and  at*  the  second  basement  level ;  that  at  the  2nd  basement 
level  the  so-called  escalator  hall  shall  be  separated  from  all 
other  parts  of  the  building  by  masonry  walls  or  by  steel 
and  wireglass  partitions,  as  shown ;  that  all  doors  therein 
shall  be  made  of  similar  construction  and  made  self-closing, 
except  that  doors  to  stairway  and  fire  passages  shall  be 
in  accordance  with  the  requirements  of  the  Building  Code 
therefor. 


600-39-A. 

APPLICANT — R.  L.  Senior  for  Loew’s  Lexington,  Inc., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFECTED — 144-166  East  51st  street  and  567- 
569  Lexington  avenue,  east  side,  50  ft.  5  in.  south 


of  East  51'st  street  (Block  No.  1305,  Lot  No.  52), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Ely  Porter,  J.  Rose  and  E.  H. 
Stillman. 

For  Administration :  Fred  Dahlem,  Department  of 


Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Absent  .  0 

THE  RESOLUTION— 

(600-39-A) 


Whereas,  R.  L.  Senior,  for  Loew’s  Lexington,  Inc., 
owner,  filed  on  May  9,  1939,  an  appeal  f£om  a  decision  of 
the  borough  superintendent  of  buildings,  affecting  premises 
144-166  East  51st  street  and  567-569  Lexington  avenue, 
east  side,  50  ft.  5  in.  south  of  East  51st  street  (Block  No. 
1305,  Lot  No.  52),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt>.  Application  No.  1006-39,  dated  April  27,  1939,  reads: 

“2.  Number  location  and  arrangement  of  ducts  must 
conform  to  Sec.  12.3  of  Bldg.  Code. 

Note — Ducts  through  proscenium  wall  above  stage 
level,  contrary  to  said  section.” 

and 

Whereas,  the  building  is  3  stories  (65  ft.)  in  height,  50 
ft.  by  320  ft.  in  area,  of  fireproof  construction;  equipped 
with  a  sprinkler  system  and  a  standpipe  system ;  located 
in  a  business  use  district ;  erected  about  1910  and  occupied 
as  a  theatre;  and 

Whereas,  it  is  proposed  to  install  an  air-conditioning 
system  for  the  auditorium  and  lobby ;  the  air  will  be  taken 
from  outside  and  carried  through  a  dehumidifier  and  dis¬ 
tributed  to  auditorium  and  lobby  by  means  of  galvanized 
steel  ducts  passing  through  proscenium  walls ;  and 

Whereas,  the  applicant  contends  that  in  existing  theatre 
buildings,  it*  is  practically  impossible  to  introduce  a  modern 
air-conditioning  system  without  a  duct  opening  in  the 
proscenium  wall ;  that  the  duct  passing  through  this  open¬ 
ing  will  be  of  fireproof  construction  and  protected  by 
self-closing  fire  dampers  installed  one  on  each  side  of  the 
masonry  opening;  that  this  arrangement  has  been  generally 
used  and  is  now  existing  in  a  number  of  theatres  through¬ 
out  the  city ;  and 

Whereas,  the  board  deemed  that  the  proposal  constituted 
a  serious  fire  menace. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Application  No.  1006-39  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


308-39-A. 

APPLICANT— Francis  Seaman,  for  New  York  City 
Omnibus  Corporation,  owner.  _ 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  a  decision  of  the 
borough  superintendent  of  buildings. 

PREMISES  AFFECTED— 721-729  Lenox  avenue,  west 
side,  from  West  146th  street  to  West  147th  street, 
101-165  West  146th  street  and  100-64  West  147th 
street  (Block  No.  2015,  Lot  No.  6),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Francis  Seaman. 

ACTION  OF  BOARD* — Appeal  reopened  and  resolution 
amended.  _^tTT 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  J 

Negative  .  ^ 

Absent  .  u 
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THE  RESOLUTION— 

(308-39-A) 

Whereas,  Francis  Seaman,  for  New  York  City  Omnibus 
Corporation,  owner,  filed  on  March  9,  1939,  an  appeal  from 
a  decision  of  the  borough  superintendent  of  buildings, 
affecting  premises  721-729  Lenox  avenue,  101-165  West 
146th  street  and.  100-164  West  147th  street  (Block  No. 
2015,  Lot  No.  6),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
acting  on  P.  &  D.  Application  No.  2141-1938,  dated  Febru¬ 
ary  20,  1939,  reads : 

“10.  The  above  amendment  is  disapproved  as  Catch 
Basins,  not  permitted.  See  Art.  2.2.1. 1.  of  New  Build¬ 
ing  Code.” 

and 

Whereas,  the  building  is  one  story  (21  ft1.)  in  height, 
199  ft.  10  in.  by  648  ft.  9%  in.  in  area,  of  Class  1  construc¬ 
tion,  equipped  with  a  sprinkler  system,  located  in  an  un¬ 
restricted  use,  “A”  area  district,  occupied  throughout  as  a 
garage  and  motor  vehicle  repair  shop  ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  an  approved  oil  separator  and  in  addition  a  tank, 
built  of  inch  steel  plates  of  welded  construction  with 
hermetically  sealed  cover  and  interior  plate  baffles  as  a 
sand  trap  located  in  the  floor  drainage  system  at  a  point 
close  to  the  oil  separator,  and  cross-connected  into  the 
separator  vent;  with  a  \y2  inch  water  cleanout  and  a  4 
inch  hand  cleanout  near  the  base  of  the  settling  chamber; 
that  the  use  of  this  tank  is  predicated  on  the  desirability 
of  disposing  of  sand,  dirt  and  sludge  occurring  in  large 
1  quantities  in  the  garage  floor  drainage,  before  these  sub¬ 
stances  reach  t<he  separator,  thus  allowing  the  separator  to 
function  properly,  and  for  longer  periods  between  the  clean¬ 
ings  ;  this  need  arises  in  this  particular  building  by  reason 
of  the  great  number  of  large  buses  which  carry  into  the 
building  an  abnormal  amount  of  sand  and  dirt;  that  there 
are  four  systems  of  floor  drainage  in  this  building  which 
covers  an  area  of  199  ft?.  10  in.  in  width  and  649  ft.  9 74 
in.  in  length ;  the  separators  to  be  used  in  connection  with 
these  proposed  settling  chambers  would  be  approved  sep¬ 
arators  ;  it  is  further  proposed  to  locate  both  the  settling 
chambers  and  the  separators  in  waterproof  concrete  pits, 
having  removable  floor  plates  over  the  entire  area  of  the 
pits ;  and 

Whereas,  this  appeal  was  granted  by  the  board  March 
31,  1939,  on  certain  conditions  and  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  March  31,  1939,  so 
that  as  amended  it  shall  read : 

“Resolved,  that  the  decision  of  the  borough  super¬ 
intendent,  acting  on  P.  and  D.  application  No.  2141-38, 
objection  No.  10,  be  and  it*  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  sand  trap  shall  be  constructed  substantially 
as  indicated  on  plans  filed  with  this  appeal,  except  it 
shall  be  vented  by  a  separate  vent  not  connected  with 
the  approved  oil  separator  and  extended  up  to  and 
through  the  roof ;  that  the  approved  oil  separator 
shall  comply  with  all  requirements  therefor  and  that 
in  all  other  respects  all  requirements  of  the  building 
code  as  to  plumbing  and  drainage  and  the  requirements 
of  the  fire  commissioner  shall  be  complied  with. 

Resolved  further,  that  the  amended  plan  marked 
‘Received  May  8,  1939’  showing  a  pit  approximately 
10  feet  in  depth  and  with  a  concrete  slab  across  the 
pit  with  a  cast  iron  manhole  cover  is  hereby  approved 
for  general  design  and  arrangement  as  in  compliance 
.  with  this  resolution.” 

343-39-A. 

APPLICANT — H.  C.  Brockman,  for  Gulf  Oil  Corporation, 
lessee. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  a  decision  of  the 
borough  superintendent  of  buildings. 


PREMISES  AFFECTED — 92-28  Horace  Harding  boule¬ 
vard,  southeast  corner  of  Queens  boulevard  (Block 
No.  2075,  Lot  Nos.  5  and  6),  Elmhurst,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  H.  C.  Brockman. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  o 


THE  RESOLUTION— 

(343-39-A) 

Whereas,  Lama  and  Proskauer,  for  Gulf  Oil  Corpora¬ 
tion,  lessee,  filed  March  15,  1939,  an  appeal  from  a  decision 
of  the  borough  superintendent  of  buildings,  affecting  prem¬ 
ises  92-28  Horace  Harding  boulevard,  southeast  corner  of 
Queens  boulevard  (Block  No.  2075,  Lot  Nos.  5  and  6), 
Elmhurst,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
N.B.  Applic.  No.  5251-38,  dated  March  3,  1939,  reads: 

“1.  Individual  gasoline  tank  in  excess  of  550  gal¬ 
lons  capacity  is  contrary  to  provisions  of  Chapter  19 
of  the  Administrative  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  224.24  ft.  by 
200.56  ft.,  irregular  in  area,  upon  which  there  will  be 
erected  a  gasoline  service  station,  as  permitted  by  the  board 
under  Cal.  No.  708-38-BZ ;  and 

Whereas,  it  is  proposed  to  install  six  (6)  1000  gallon 
approved  type  gasoline  tanks  instead  of  twelve  (12)  550 
gallon  gasoline  tanks ;  and 

Whereas,  the  applicant  contends  that  the  proposed  in¬ 
stallation  of  the  larger  tanks  will  be  more  adaptable 
and  practical,  in  view  of  the  number  of  tanks  contemplated 
for  installation ;  and 

Whereas,  this  appeal  was  granted  by  the  board  March 
28,  1939,  on  certain  conditions  and  owner  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  March  28,  1939,  so  that  as 
amended  it  shall  read: 

“Resolved,  that  the  decision  of  the  borough  super¬ 
intendent,  on  N.B.  Applic.  No.  5251-38,  be  and  it  hereby 
is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  permitting  the  installation  of  six  (6)  1,000 
gallon  gasoline  storage  tanks,  where  indicated  on  plans 
approved  under  Cal.  No.  708-38-BZ,  on  condition  that 
four  such  tanks  shall  be  located  on  the  side  toward 
Horace  Harding  boulevard  and  two  (2)  on  the  side 
toward  Queens  boulevard,  and  that  in  all  other  respects, 
the  tanks  shall  comply  with  the  requirements  of  the  ad¬ 
ministrative  code  therefor,  and  the  tanks  shall  be  of 
the  gauge  required  for  tanks  of  similar  capacity  as  set 
forth  in  the  Oil  Burner  Rules  of  the  Board  of 
Standards  and  Appeals.” 


VARIATION  OF  LABOR  LAW 

529-39-S. 

APPLICANT — Samuel  Rosenblum,  for  Quality  Art  Nov¬ 
elty  Co.,  lessee. 

SUBJECT — Variation  of  the  Labor  Law  as  cited  in  an 
order  and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 30-02  Thomson  avenue,  south 
side,  from  30th  street  to  30th  place  (Block  No. 
274,  Lot  No.  1),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration :  Thomas  A.  Larkin,  Fire  De¬ 
partment. 
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ACTION  OF  BOARD— Laid  over  to  June  7,  1939  at  2 
P.M.,  for  inspection  by  a  committee  of  the  board 
and  for  new  decision  of  superintendent  of  build¬ 
ings. 

APPLIANCES  SUBMITTED  FOR  APPROVAL 

167-38-SA. 

APPLICANT— Sloan  Valve  Company,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment — re  additional  model — re  Sloan  Vac¬ 
uum  Breaker,  Model  V-60-A  (Plumbing  Device), 
previously  approved. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  reopened  and  referred 
to  committee  on  Tests. 

THE  VOTE  TO  REOPEN  AND  REFER  TO  COM¬ 
MITTEE  ON  TESTS— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  0 

Absent  .  0 


237-36-SA. 

APPLICANT— The  Aldrich  Company,  owner. 
SUBJECT— Heat-Pak  Oil  Burner,  Models  35  and  Com¬ 
pact — amendment  of  resolution  to  include  ap¬ 
proval  of  additional  models.  (Reopened  March 
29,  1938.) 

APPEARANCES— 

For  Applicant:  Irving  Hecht. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
witih  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(237-36-SA) 

Whereas,  the  Aldrich  Company,  owner,  filed  July  31, 
1936,  an  application  of  the  appliance  known  as  the  Heat- 
Pak  Oil  Burner,  Models  35  and  Compact;  and 

Whereas,  the  appliance  was  submitted  to  the  engineer 
of  the  board  and  the  division  of  combustibles  of  the  fire 
department  for  test  and  report;  and 

Whereas,  the  report  of  the  engineer  of  the  board  sup¬ 
plemented  by  that  of  the  representatives  of  the  division 
of  combustibles  was  substantially  as  follows : 

This  burner  is  of  the  mechanical  draft  pressure 
atomizing  type  and  was  installed  in  an  ordinary  type 
steam  boiler.  The  burner  consisted  of  the  following 
assembly : 

Emerson  1/6  H.P.  motor;  Sirocco  type  fan;  Sun- 
strand  fuel  unit  consisting  of  pump,  regulating  valve 
and  strainer. 

Ignition — Electric.  Webster  transformer  110  to 
10,000  volts.  Nozzle — any  standard  make  of  nozzle 
may  be  used  in  the  burner.  In  the  installation  under 
test,  a  Monarch  nozzle  was  used  with  two-gallons 
capacity. 

The  Model  35  was  the  burner  set  up  for  inspection 
and  test.  The  compact  model  is  identical  with  the 
Model  35,  except  that  the  length  of  the  air  tube  has 
been  cut  down  so  that  it  may  be  used  in  burner  boiler 
unit. 

Controls — Minneapolis  Honeywell  Pressuretrol  L404 : 
Protecto-Relay  R117-3.  The  burner  may  also  be 
equipped  with  Mercoid  or  any  other  standard  controls. 

With  the  oil  supply  shut  off  and  a  cold  combustion 


chamber,  the  burner  was  put  into  operation,  and  on 
two  successive  tests,  the  controls  shut  the  burner  down 
in  103  and  105  seconds  respectively.  The  burner  was 
then  put  into  normal  operation  for  approximately  45 
minutes,  and  all  controls  functioned  as  designed. 
Examination  of  the  combustion  chamber  showed  no 
undue  carbon  deposits,  and  the  flame  of  the  burner 
was  clean  and  free  of  soot  and  smoke.  During  the 
period  of  test  there  were  no  flare  backs  or  puffs  due 
to  faulty  ignition. 

As  a  result  of  this  inspection  and  test,  it  is  recom¬ 
mended  that  the  Heat-Pak  Oil  Burner  Models  35  and 
Compact,  be  approved  for  domestic  and  commercial 
installations  with  fuel  oil  not  heavier  than  No.  3  U.  S. 
Department  of  Commerce  Standards  when  installed 
in  accordance  with  the  Oil  Burner  Rules  adopted  by 
the  Board  of  Standards  and  Appeals. 

and 

Whereas,  this  appliance  was  approved  by  the  board, 
January  5,  1937  and  the  owner  requested  an  amendment  of 
the  resolution  to  include  additional  models ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
board,  March  29,  1938  and  referred  to  the  committee  on 
tests  of  the  board,  for  test  and  report;  and 

Whereas,  the  report  of  the  committee  on  tests,  of  the 
board,  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 

May  15,1939. 

Cal.  237-36-SA. 

Approval  of  Aldrich  Heat-Pak  Oil  Burner 
Models  35,  35F,  35TF,  35LG, 

35DD-,  35J,  350A,  35P, 

35GF,  35FF  and  35CA. 

Under  date  of  January  5,  1937,  the  Board  of  Stand¬ 
ards  and  Appeals  approved  the  Heat-Pak  Oil  Burner, 
Models  35  and  Compact  manufactured  by  the  Aldrich 
Company,  for  domestic  and  commercial  use.  On 
March  29,  1938,  the  application  was  reopened  on  a 
request  for  approval  of  additional  models  and  referred 
to  the  Engineer  of  the  Board. 

After  discussion  of  this  matter  with  the  head  of  the 
Aldrich  Company  and  its  representative  in  New  York, 
it  was  decided  to  discontinue  the  use  of  various  names 
and  to  confine  the  Aldrich  Heat-Pak  Oil  Burner  to 
model  numbers. 

The  models  were  inspected  and  tested  at  118  East 
28th  street. 

These  burners,  except  35TF,  which  is  a  double 
burner,  differ  mainly  as  to  the  amount  of  oil  consumed 
per  hour  and  the  amount  of  radiation.  All  are  me¬ 
chanical  draft  pressure  atomizers  gun  type  and  are 
equipped  with  motors,  fans,  etc.  similar  to  the  Heat- 
Pak  Burner  approved  by  the  Board  under  this  calen¬ 
dar  number,  January  5,  1937. 

Model  35  uses  up  to  4  gallons  oil  per  hour 
Model  35F  uses  up  to  5  gallons  oil  per  hour 
Model  35LG  uses  up  to  6  gallons 

Model  35DD  uses  up  to  7  gallons 

Model  350A  uses  up  to  3  gallons  for  small  size 
Model  350A  uses  up  to  6J4  gallons  for  large  size. 
Model  35FF  uses  up  to  to  2^4  gallons 

Model  35CA  uses  up  to  2j4  gallons 

Model  35GF  uses  up  to  3  gallons 

Model  35TF  is  a  double  gun  burner  for  1510-9000 
sq.  ft.  steam  radiation 
Model  35P  900;  sq.  ft.  steam  radiation 
Model  35J  uses  up  to  3J4  gallons  oil  per  hour. 

It  is  recommended  that  the  resolution  of  January  5, 
1937,  be  amended  to  approve  the  Aldrich  Heat-Pak 
Oil  Burner,  Models  35,  35F,  35TF,  35LG,  35DD,  35J, 
350A,  35P,  35GF,  35FF,  and  35CA  for  use  in  domestic 
and  commercial  installations  with  fuel  oil  not  heavier 
than  No.  3  U.  S.  Department  of  Commerce  standards, 
on  condition  that  each  burner  bear  a  label  permanently 
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affixed  reading,  “Approved  by  the  Board  of  Standards 

and  Appeals  for  use  in  New  York  City  under  Cal.  No. 

237-36-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Aldrich  Heat- 
Pak  Oil  Burner,  Models  35,  35F,  35TF,  35LG,  35DD  35  T 
350A,  35 P,  35GF,  35FF  and  35CA,  and  Compact,  for 
domestic  and  commercial  installations,  when  installed  in 
accordance  with  Oil  Burner  Rules,  of  the  Board  of  Stand¬ 
ards  and  Appeals,  for  use  with  fuel  oil  not  heavier  than 
No  3  U.  S.  Department  of  Commerce  Standards,  on 
condition  that  there  shall  be  permanently  attached  to  each 
burner  installed  a  label  reading: 

NOTICE 
Approved  by  the 

BOARD  OF  STANDARDS  AND  APPEALS 
For  Use  in  New  York  City 
UNDER  CAL.  No.  237-36-SA. 

1082-38-SA. 

APPLICANT  Acme  Gauge  and  Instrument  Company 
owner. 

APPEA^LANCES—  VaCUUm  Breaker— ; approval  of. 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  disapproved  in  accord- 

„rrr  Wltk  rePort  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Absent  .  .  q 

THE  RESOLUTION— 

(1082-38-SA) 

Whereas  the  Acme  Gauge  and  Instrument  Company, 
owner,  filed  November  28,  1938,  an  application  with  the 
Hoard  of  Standards  and  Appeals  for  approval  of  the  ap¬ 
pliance  known  as  the  “Acme”  Vacuum  Breaker ;  and 
Whereas  this  appliance  was  submitted  to  the  committee 
°wStS  °f  tle  board  for  test  and  report;  and 
Whereas,  the  report  of  the  committee  on  tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 

Cal.  No.  1082-38-SA.  1S’  1939< 

Application  for  Approval  of  the  Acme 
Vacuum  Breaker. 

The  Acme  Gauge  and  Instrument  Company,  filed 
November  28,  1938,  an  application  with  the  Board  of 
standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  “Acme”  Vacuum  Breaker  under  the  pro¬ 
vision  of  C26-1277.0  (14.8.2.8)  Administrative  Build¬ 
ing  Code  and  the  Rules  of  the  Board. 

17^  nUn11**  WaS  sukJ?cted  t0  a  vacuum  test  on  April 
\\r  *  c  at,  Bie  testing  bench  of  the  Department  of 
water  Supply,  Gas  and  Electricity  at  32  Vandewater 
st/ef3  and  when  subjected  to  a  vacuum  the  equivalent 
oi  26  inches  of  mercury,  drew  simulated  contaminated 
water  from  the  receptacle  in  which  the  submerged  out¬ 
let  protected  by  the  vacuum  breaker  was  placed.  Such 
simulated  contaminated  water  distinctly  showed  in  the 
gauge  glass  and  also  on  the  receptacle  at  the  foot 
ot  the  riser  of  the  vacuum  test  bench.  The  unit  is 
actuated  on  the  buoyant  float  principle  consisting  of  a 
cork  float  coated  with  a  resinous  substance  to  retard 
detenoration  from  water  contact.  The  float  is  topped 
with  a  light  brass  air  valve  arrangement  which,  with 


the  action  of  the  cork  float,  opens  and  shuts  the  air 
j,  r  s.°  c  u™t.  TIie  cork  float  and  its  attachment  to 
the  air  valve  disc  is  not  substantial  enough  to  endure 
for  any  length  of  time  under  service  conditions. 

1  he  above  tests  and  the  non-enduring  qualities  of  the 
float  arrangement  clearly  indicate  that  this  unit  does 
L™1!1  th-e  re9uirements  of  C26-1277-0 

Ru1e8s^\ht  BmoanrdtraUVe  B"ildi"g  C°de  a"d  wi,h  the 

The  report  of  the  Department  of  Water  Supply 
Gas  and  Electricity  dated  April  26,  1939,  is  a  part  of 
the  record  in  this  application  P 

beItdisappCrovedended  ,ha*  ,he  "AcnK”  Vac“™  Break" 
(Sgd)  BERNARD  A.  SAVAGE, 

,  Commissioner. 

CHARLES  M.  BLUM, 

T  „  Commissioner. 

LESLIE  V.  HUBER 

Chief  Engineer. 
Committee  on  Tests. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 

VactL  Break eT  aPPl'a"Ce  kn°Wn  aS  *he  “Acme” 

165-39-SA. 

APPLICANT— The  ^Beaton  and  Cadwell  Manufacturing 

SUBJECT— Cadwell  Syphon  Breaker,  Model  No  125 
approval  of.  ’ 

APPEARANCES— 

.  ^  For  Applicant:  None. 

10  wSf  (?0AB°~APPkance  approved  in  accordance 
with  Committee  on  Tests 
THE  VOTE  TO  APPROVE- 

Affirmative:  Chairman  Murdock,  Commission- 

wS  i  ,avage  and  Blum  and  Assistant  Chief 
Walsh .  . 

Negative  .  ’  j  ’  .  ^ 

Absent  . . .  j: 

THE  RESOLUTION— 

(165-39-SA) 

W  hereas,  the  Beaton  and  Cadwell  Manufacturing  Com 

Bo7rd°:rrg,aICdd  ^brua7  1M9'  a”  apSSr„Bift  r 

of  Standards  and  Appeals  for  approval  of  the 
No  S;’and°Wn  ^  ^  Cadwdl  S^hon  Breaker,  Model 

onTe^tTnf’ti^l^^T"6  WaS  Emitted  to  the  committee 
OI\/re5s  of  the  board  for  test  and  report;  and 

V  ereas,  the  report  of  the  commit-tee  on  tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS 

Cal.  No.  165-39-SA  May  15,  1939, 

MPoPde°VNo0125CadWel1  SyP',0n  Brea,<er> 

Tlie  ^aj0nT7a,n<3  Cadwell  Manufacturing  Companv 
owner,  filed  February  8,  1939,  amended  March  24 
1939  an  application  with  the  Board  of  Standards  and 
ppeals  for  approval  of  the  appliance  known  as  the 
Cadwell  Syphon  Breaker,  Model  No.  125  under  the 
provisions  of  C.26- 1277.0  (Sec.  14.8.2.8)  Administrative 
(  uil ding)  Code  and  the  Rules  of  the  Board 
1  he  unit  which  is  designed  as  a  vacuum  breaker  for 
flush  valve  equipped  fixtures  only,  was  subjected  at 
the  test  Bench  of  the  Department  of  Water  Supply 
Gas  and  Electricity  at  32  Vandewater  Street  to  two 

wfLm  VaCUUmS  ec^ulvalent  to  26p2  inches  of  mercur^ 
without  causing  any  rise  of  simulated  contaminated 
water  from  the  fixture  in  the  glass  tubing  be  w™en  he 
vacuum  breaker  and  the  siphon  jet  water  closet 
The  mechamcal  principle  of  the  unit  is  a  disc  con 
structed  of  Monel  metal  base  and  Monel  meta  facum 
on  the  pressure  side  with  a  removable  rubber  wasTe? 
facing  the  air  port,  the  disc  being  held  securUv  in 
place  by  means  of  a  Monel  metal  ring.  The  reports 
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of  the  Department'  of  Water  Supply,  Gas  and  Elec 
tricity,  dated  March  31,  1939  and  April  28,  1939  are  a 
part  of  the  record  in  this  application. 

On  the  basis  of  these  tests  it  is  recommended  that 
the  Cadwell  Syphon  Breaker,  Model  No.  125,  be  ap¬ 
proved  for  use  in  New  York  City,  on  condition  that  the 
appliance  bear  a  label  or  stamp  reading :  , 

“Approved  for  use  in  New  York  City  by  the  Board 
of  Standards  and  Appeals,  under  Cal.  No.  165-39-SA 
or  in  lieu  thereof,  a  die  or  stamp  be  made  (and 
stamped  or  labelled  on  article,  container,  bag,  box, 
bundle  or  cask)  bearing  the  following  inscription  within 
a  circle :  around  the  periphery,  at  the  top,  the  word 
APP’VD.,  along  t-he  bottom :  B.  S.  &  A.,  in  the  center, 
two  lines  UPPER  line  reading  N.Y.C.,  LOWER  line 
reading  Cal.  165-39-SA. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

#  Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Cadwell  Syphon 
Breaker,  M^odel  No.  125,  on  condition  that  the  appliance  be 
manufactured,  installed  and  labelled,  stamped  or  tagged  m 
accordance  with  above  report. 


208-39- S  A. 

APPLICANT— Lee  A.  Kelly,  for  American  Radiator  and 
Standard  Sanitary  Corporation,  owner. 

SUBJECT— American  Radiator  and  Standard  Sanitary 
Corporation  Vitreous  China,  W.  C.  Tank,  Model 
F-4050,  approval  of. 

APPEARANCES— 

For  Applicant :  D.  J.  Keefe. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  0 

Absent  .  9 

THE  RESOLUTION— 

(208-39-SA) 

Whereas,  Lee  A.  Kelly,  for  the  American  Radiator  and 
Standard  Sanitary  Corporation,  owner,  filed  February  23, 
1939,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  American  Radiator  and  Standard 
Sanitary  Corporation  Vitreous  China  W.  C.  Tank,  Model 

F-4050;  and  . 

Whereas,  this  appliance  was  submitted  to  the  Commit¬ 
tee  on  Tests  of  the  Board  for  test  and  report;!  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

May  15,  1939. 

Cal.  No.  208-39-SA. 

Approval  of  American  Radiator  and  Standard 
Sanitary  Corporation,  Vitreous  China  Water 
Closet  Tank,  Model  F-4050. 

Lee  A.  Kelly,  for  the  American  Radiator  and  Stand¬ 
ard  Sanitary  Corporation,  owner,  filed  February  23, 
1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  American  Radiator 
and  Standard  Sanitary  Corporation  Vitreous  Qhjna, 
W.  C.  Tank,  Model  F-4050,  under  the  provision  of 
C.26-1277.0-i-(14.8.2.9)  Administrative  (Building)  Code. 

The  flush  tanks  are  made  of  vitreous  china  and  have 
a  total  capacity  of  6l/2  gallons  with  5^4  gallons  up  to 
top  of  overflow  tube  and  a  flush  at  each  operation  of 
4  gallons  at  moment  of  flush  with  additional  water 
flowing  in. 


This  appliance  was  inspected  and  tested  at  No.  50 
West  40th  Street,  New  York  City,  on  May  6,  1939 
and  it  was  found  that  the  flush  was  adequate. 

It  is  recommended  that  the  American  Radiator  and 
Standard  Sanitary  Corporation,  Vitreous  China  W.C. 
tank,  Model  F-4050,  be  approved  for  use  in  New  York 
City,  on  condition  that)  the  appliance  bear  a  label 
permanently  affixed  reading,  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  Tork  City, 
under  Cal.  No.  208-39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner 
CHARLES  M.  BLUM, 
Commissioner 
LESLIE  V.  HUBER, 
Chief  Engineer. 

Committee  on  Tests. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  American 
Radiator  and  Standard  Sanitary  Corporation  Vitreous 
China  W.C.  Tank,  Model  F-4050,  when  manufactured, 
operated  and  labelled  in  accordance  with  the  above  report. 


346-39-SA. 

APPLICANT— John  G.  Kelly,  Inc.,  for  Watts  Regulator 
Company,  owner. 

SUBJECT— Watts  Vacuum  Breaker,  No.  88,  approval  of. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accord¬ 
ance  with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commision- 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  ” 

Absent  .  ^  1 

THE  RESOLUTION— 

(346-39-SA) 

Whereas,  John  G.  Kelly,  Inc.,  for  Thd  Watts  Regulator 
Company,  owner,  filed  March  20,  1939,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
appliance  known  as  the  Watts  Vacuum  Breaker,  No.  88, 

Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  committee  on  tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

May  15,  1939. 

Cal.  No.  346-39-SA. 

Approval  of  Watts  Vacuum  Breaker,  No.  88. 

John  G.  Kelly,  Inc.,  for  The  Watts  Regulator  Com¬ 
pany,  owner,  filed  March  20,  1939,  an  application  with 
the  Board  of  Standards  and  Appeals  for  Approval  of 
the  appliance  known  as  the  Watts  Vacuum  Breaker, 
No.  88,  under  the  provision  of  C26-1277.0  (14.8.2.8) 
Administrative  Building  Code  and  the  Rules  of  the 
Board.  .  10 

The  unit  was  subjected  to  vacuum  test  April  iv, 
1939  at  the  testing  bench  of  the  Dept,  of  Water  Supply, 
Gas  and  Electricity  at  32  Vandewater  street. 

The  unit  which  is  designed  as  a  vacuum  breaker  for 
general  use,  was  subjected  to  a  vacuum  the  equivalent 
of  26  inches  of  mercury  which  only  caused  a  rise  ot 
simulated  contaminated  water  \Ya  inches  above  the 
overflow  level  of  the  vessel  containing  the  water  into 
which  the  submerged  inlet  was  introduced.  Several 
vacuum  tests  failed  to  show  any  difference  in  the 
elevation  of  the  contaminated  water  and  the  unit  func¬ 
tioned  properly  without  leakage  in  the  5  pound  mini¬ 
mum  operating  pressure  test.  C 

The  mechanical  principle  of  the  unit  is  that  the 
waterway  is  throated  on  both  inlet  and  outlet  of  the 
90°  elbow  formation  with  a  circular  brass  disc  with 


770 


MINUTES 


rubber  seat  rising  vertically  under  internal  pressure 
conditions  to  close  airport  openings  at  the  top  of  the 
vent. 

The  above  tests  indicate  that  the  Watts  Vacuum 
Breaker,  No.  88,  warrants  approval  for  general  use 
under  the  requirements  of  C26-1277.0  (14  8  2  8)  Ad¬ 
ministrative  Building  Code. 

The  report  of  the  Dept,  of  Water  Supply,  Gas  and 
Electricity  dated  May  9,  1939  is  a  part  of  the  record 
in  this  application.  It  is  recommended  that  the  Watts 
\acuum  Breaker,  No.  88,  be  approved  for  use  in  New 
i  uu  ,  y’  °n  conditi°n  that  each  appliance  be  stamped, 
labelled  or  marked:  “Approved  for  use  in  New  York 

riy  AT7  ?n°cr?»of  Standards  and  Appeals,  under 
Cal.  No.  346-39-SA  ,  or  in  lieu  thereof,  a  die  or  stamp 

be  made  (and  stamped  or  labelled  on  article,  con¬ 
tainer,  bag,  box,  bundle  or  cask)  bearing  the  following 
inscription  within  a  circle:  around  the  periphery  at 
the  top,  the  word  APP’VD.,  along  the  bottom:  B  S  & 
A.,  in  the  center,  two  lines,  UPPER  line  reading 
N.  Y.  G,  LOWER  line  reading  Cal.  346-39-SA. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Watts  Vacuum 
Breaker,  No.  88,  on  condition  that  the  appliance  be  manu¬ 
factured,  installed  and  labelled,  stamped  or  tagged  in  ac¬ 
cordance  with  above  report. 

MATERIALS  SUBMITTED  FOR  APPROVAL 
293-39- SM. 

APPLICANT— Weiskopf  and;  Pickworth,  for  the  National 
Brick  Corporation,  owner. 

SUBJECT  —  “Nabcor”.  Steam-Cured  Cinder  Concrete 
Blocks  (for  use  in  one  and  two-way  ribbed  floor 
systems),  approval  of. 

APPEARANCES— 

For  Applicant :  H.  Greenberg,  I.  R.  Psaty,  Walter 
rl.  Weiskopf,  John  W.  Pickworth,  Harold  J 

VSpurr ’  Neatwait’  W-  L’  Newton,  and  Harry 

ACTION  OF  BOARD— Material  approved  in  accordance 
Wlth  report  of  Committee  on  Tests 
THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission- 

frs  Savage  and  Blum  and  Assistant  Chief 

Walsh .  a 

Negative  . n 

Absent  . q 

THE  RESOLUTION— 

(293-39-SM) 

W™5-  Weiskopf  and  Pickworth,  for  the  National 
Brick  Corporation,  owner,  filed  March  8,  1939,  an  appli¬ 
cation  with  the  Board  of  Standards  and  Appeals  foJap- 
proval  of  the  material  known  as  “Nabcor"  Steam-Cured 

Hbbedr  floo°rnCsys' terns)”'  V'  “Se  “  °ne  and  tw°-wa>’ 

hereas,  the  report  of  the  committee  on  tests  reads : 
REPORT  OF  COMMITTEE  ON  TESTS 

Cal.  No.  293-39-SM  May  U’  1939‘ 

Subject:  “Nabcor”  Steam-Cured  Cinder 

Concrete  Blocks  (for  use  in  one 
and  two-way  ribbed  floor  systems). 

N^eiVn°pf  mu  Pl?kwo[th,  ( ::°nsulting'  Engineers  of 
7  fi!ed0  wAth  the  Board  of  Standards  and 
ppeaL  March  8,  1939,  an  application  in  behalf  of  the 
Rational  Brick  Corporation,  Long  Island  City,  New 
“mIk  »cthe  aP?rovaI  of  their  material  known  as 
nn*b  Steam-9ured  Cinder  Blocks  (for  use  with 
ne  and  two-way  long  span  ribbed  floor  construction), 


under  the  provisions  of  C26-476.0  (8.5.8)  Adminis¬ 
trative  Building  Code,  for  average  A  and  average  B 
concrete. 

“Nabcor”  cinder  concrete  blocks  are  made  of  ap¬ 
proved  high  early  strength  Portland  cement,  clean 
graded  anthracite  cinders  (obtained  exclusively  from 
the  New  York  Steam  Corporation). 

The  cinders  and  cement  are  automatically  propor- 
tionecl  on  a  Jackson  and  Church  belt  conveyor  pro- 
portioner  in  the  ratio  of  one  part  high  early  strength 
Portland  cement  to  four  parts  of  cinders  by  volume. 
The  mixture  is  then  dropped  into  a  Jackson  and 
Church  Rod  Mill  which  has  about  four  tons  of  rods 
varying  in  diameter  from  vy2  inch  to  3  inches,  all 
rods  10  feet  long.  After  being  ground  and  ejected 
from  the  Rod  Mill,  the  mixture  is  elevated  and  passed 
thru  a  screw  conveyor,  where  approximately  five 
gallons  of  water  per  cubic  yard  is  added  to  give  a 
semi-dry  consistency  to  the  mixture.  The  mixture  is 
then  dropped  into  a  hopper  above  a  Besser  Automatic 
Tamping  and  Stripping  machine.  This  machine  auto¬ 
matically  tamps  and  molds  each  block  by  five  separate 
tamps.  The  tampers  weighing  over  800  lbs.  are  raised 
and  dropped  about  18  inches.  After  the  blocks  are 
tamped,  they  are  placed  on  rack  cars,  and  the  cars 
enter  steam  chambers  where  they  are  subjected  to 
high  pressure  steam  curing.  The  period  of  steaming 
is  as  follows:  The  steam  pressure  is  raised  0  lbs.  to 
140  lbs.  per  square  inch  in  about  2*4  hours.  A  pres¬ 
sure  of  140  lbs.  per  square  inch  is  maintained  for  a 
period  of  eight  hours,  then  the  pressure  is  released 
from  140  lbs.  per  square  inch  to  atmosphere  pressure 
in  a  final  period  of  2}4  hours.  The  blocks  are  then 
thoroughly  dry  and  cured  and  ready  for  use.  This 
process  of  manufacture  was  inspected  by  the  board 
on  May  11,  1939. 

The  blocks  are  of  dimensions  as  shown  in  Fig.  1. 
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The  proposed  use  of  these  blocks  are  in  pairs  placed 
open  end  to  open  end. 

Tests  were  conducted  at  the  material  testing  labora¬ 
tories  of  Cooper  Union,  N.  Y.  City,  on  representative 
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samples  of  “Nabcor”  blocks  with  results  thereof  sum¬ 
marized  as  follows : 

Average  weight  per  block  (8" 

depth)  . 35.3  lbs. 

Absolute  specific  gravity  of  material  2.02 
Apparent  specific  gravity  of  unit..  1.478 

Weight  of  material  in  unit . 92.23  lbs.  per  cu.  ft. 

Physical  Tests  on  Cinder  Concrete  Blocks: 


Ultimate  Strength 


Block  Area  (net) 

1  71.97 

2 

3 

4 

5 


Load 

Stress 

214,000 

2,973 

198,000 

2,751 

219,000 

3,042 

215,000 

2,987 

214,000 

2,973 

Average 

2,945 

Compression  on  Cinder  Concrete  Cylinders  6"  x  12" : 


Ultimate 

Specimen 

1 —  1st  Series 

2— 

3— 

1 —  2nd  Series 

2— 


Strength 

Lbs.  per  Sq.  In. 
4,219 
4,240 
2,544 
2,660 
3,970 


Average  3,527 


It  is  to  be  noted  that  the  average  ultimate  strengths 
of  blocks,  2,945  lbs.  per  sq.  inch,  and  of  cylinders, 
3,527  lbs.  per  sq.  inch,  are  both  well  above  the  required 
field  test  for  Average  Concrete,  Section  C26-501.0 
(8.5.33)  Administrative  Building  Code,  which  requires 
1,750  lbs.  per  sq.  inch  for  Average  “A”  Concrete  and 
2,200  lbs.  per  sq.  inch  for  Average  “B”  Concrete. 

It  is  noteworthy  that  the  material  in  the  blocks 
showed  much  greater  uniformity  in  strength  than  that 
in  the  cylinders.  This  becomes  apparent,  when  it  is 
realized  that  the  blocks  are  molded  in  machines  which 
mechanically  tamp  the  material  uniformly,  whereas  the 
cylinders  were  poured  in  cylindrical  forms  and  tamped 
by  hand.  This  variation  in  the  cylinders  cannot  be 
taken  as  a  reflection  on  the  quality  of  the  blocks,  be¬ 
cause  with  uniform  mixing  and  tamping  and  curing, 
the  product  should  be  practically  uniform,  and  the 
modulus  of  elasticity  should  be  considerably  higher. 


Bond 

tests  between 

Cinder  Concrete 

Blocks  and 

slabs  of 

Average  “B” 

Concrete : 

Ultimate 

Bond  Strength 

Block 

Bond  Area 

Load 

Stress 

3 

217.3 

57,000 

262 

4 

217.3 

47,000 

216 

5 

217.3 

70,000 

322 

6 

220.5 

117,000 

531 

7 

220.5 

98,000 

444 

Average 

355  lbs.  per 

sq. inch 


Compression  tests  of  Concrete  Materials  used  in 
bond  tests : 


Cylinder 

1 

2 


Crushing  Strength 
3,611  lbs.  per  sq.  inch 
3,957  lbs.  per  sq.  inch 


MODULUS  OF  ELASTICITY 


In  addition  to  the  tests  for  strength  given  above,  the 
modulus  of  elasticity  of  the  material  was  measured  in 


order  to  determine  its  stiffness.  Measurements  of 
modulus  of  elasticity  were  made  on  the  cinder  con¬ 
crete  cylinders  12  days  old  and  25  days  old. 


Specimen 

1 —  1st  Series 

2 — 

3 — 

b — 2nd  Series 


2— 


Modulus  of  Elasticity 

12  Day 
Cylinders 

1*257,000 

2,057,000 

1,420,000 

1,320,000 

1,500,000 


25  Day 
Cylinders 


1,743,000 

1,863,000 


Average  1,510,000  1,803,000 


Re  commendations : 

The  application  for  approval  has  been  filed  for  use 
of  “Nabcor”  under  the  provisions  of  C26-476.0  (8.5.8) 
Administrative  Building  Code,  wherein  the  Code  per¬ 
mits  the  use  of  filler  materials  as  a  structural  unit  in 
one  and  two-way  ribbed  floor  systems.  Before  making 
any  recommendation,  the  committee  feels  that  para¬ 
graph  b  of  Section  C26-476.0  (8.5.8)  Administrative 
Building  Code  requires  clarification  as  to  the  intent 
with  respect  to  the  significance  of  the  words  “Where 
such  tile  are  of  strength  at  least  equal  to  that  of  con¬ 
crete  and  the  joints  are  staggered,  the  shells  in  contact 
with  the  concrete  may  be  included  in  the  resisting 
section”;  the  question  arising  as  to  the  real  intent  of 
the  specific  wording  of  “of  strength  at  least  equal  to 
that  of  concrete .”  In  the  type  of  construction  pro- 
posed  where  the  slab  is  subjected  to  bending,  the 
theory  of  flexure  wherein  stresses  are  proportional  to 
strains  is  a  basic  principle.  Apparently  under  the  per¬ 
missive  provisions  of  the  section  of  the  Code  in  ques-  ; 
tion,  filler  blocks  are  attributed  the  structural  proper¬ 
ties  of  being  capable  of  resisting  bending  and  shear 
when  the  compression  of  the  filler  material  is  at  least 
equal  to  that  of  the  concrete  tested.  In  order  to 
clarify  this  question,  guidance  is  taken,  from  C26-468.0 
(8.5.1)  Administrative  Building  Code,  wherein  it  speci¬ 
fies  that  the  design  of  reinforced  concrete  members 
shall  be  based  on  generally  accepted  theory  of  flexure  1 
as  applied  to  reinforced  concrete.  This  would  invoke 
Hooke’s  Law  where  in  any  single  material,  stresses 
are  proportional  to  the  strains  induced.  It  is  apparent, 
therefore,  that  a  filler  block  should  be  capable  of  carry¬ 
ing  its  share  of  the  total  stress  and  since  both  the  rib 
and  the  filler  block  must  deform  together,  the  question 
of  stiffness  and  consequently  the  respective  moduli  of 
the  two  structural  units  becomes  a  definite  factor.  It 
is  well  accepted  that  the  principal  use  of  the  modulus 
of  elasticity  is  to  determine  the  relative  stresses  carried 
by  the  concrete  in  the  compressive  members  and  to 
ascertain  the  neutral  axis  in  beams.  As  applied  to  the 
proposed  type  of  construction,  the  application  of  the 
theory  of  flexure  implies  that  bending  is  resisted  by  the 
relative  stiffness  of  the  materials  composing  the  sec¬ 
tion  and  that  the  amount  of  bending  resisted  by  each  1 
material  bears  a  definite  relation  to  the  respective 
moduli  of  elasticity,  because  there  is  no  question  that 
the  accepted  theory  of  flexure,  as  applied  to  reinforced 
concrete,  is  applied  to  all  members  resisting  bending. 
Apparently,  therefore,  the  manner  in  which  filler  blocks 
act  structurally  in  one  and  two-way  rib  floor  systems 
can  be  well  *  applied  to  steam-cured  cinder  concrete 
units  as  well  as  to  other  filler  materials.  It  follows 
then,  that  if  the  modulus  of  elasticity  of  the  material 
in  the  filler  blocks  should  be  less  than  that  of  the 
concrete  in  the  ribs,  then  such  shells  can  be  considered 
as  contributing  to  the  resisting  sections  in  proportion 
to  the  respective  moduli  of  elasticity.  It,  therefore, 
becomes  necessary  to  develop  a  formula  for  deriving 
the  modulus  of  elasticity  of  a  composite  section,  in 
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accordance  with  the  application  of  principles  on  the 
theory  of  flexure  as  outlined  above.  See  Fig.  2. 
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hrom  the  foregoing  derivation,  it  appears  that  the 
resistance  to  bending  of  a  composite  section  is  de¬ 
creased  in  a  direct  proportion  of  the  relative  moduli 
oi  elasticity  of  the  composite  section  to  the  modulus 

Eu 

of  elasticity  of  the  concrete  in  a  ratio  of _ n 

Ec 

wherein  Eu  is  the  modulus  of  the  composite  section 
and  Fc  the  modulus  of  the  concrete  ribs  and  the  n 
o  stained  is  the  n  value  of  the  composite  section  for 
tne  type  ot  average  concrete  used. 

The  administrative  Building  Code  was  promul¬ 
gated  by  the  Board  of  Aldermen  and  set  up  as  a 
lawtul  guide  for  designing  engineers  to  follow.  Table 
3-s  contained  in  C26-365.0  (7.4.3. 3)  Admi  nistra- 
tive  Building  Code  provides  for  design  values  wherever 
average  A  or  average  B  concrete  is  used  These 
values  are  not  the  ultimate  values  of  the  properties 
ot  the  materials  listed  therein,  but  merely  nominal 
values  with  a  sufficient  factor  of  safety  provided  so 
as  to  obviate  such  exacting  requirements  of  check 
held  tests  as  are  provided  for  in  Controlled  Concrete, 
there  can  be  no  doubt  that  the  intent  of  the  Code 
implies  that  where  other  materials  are  desired  to 
be  used,  nominal  values  for  such  new  materials  should 
be  provided  to  be  consistent  with  this  table  It 

would  therefore  be  justification  to  the  conclusion 
that  the  value  of  any  new  materials  for  use  with  the 
values  of  the  materials  provided  for  in  this  table 
would  be  similar  nominal  values.  On  that  basis  the 
Committee  cannot  accept  the  ultimate  modulus  of 
elasticity  of  1,800,000  as  developed  by  test  but  recom¬ 
mends  a  reduction  to  a  nominal  value  of  1  500  000 
For  values  of  moduli  beyond  1,500,000  no  recommenda¬ 
tion  can  be  made  by  the  Committee  except  after  a 
floor  pane  test  by  means  of  which  the  full  empirical 
value  of  this  system  of  floors  with  “Nabcor”  blocks 

o?"l  £Pe/'  /0n,a  ba,sis  of  a  Permitted  modulus 

c  r  1,500,000  the  /n/  value  of  a  composite  section  using 
average  A  concrete  and  “Nabcor”  blocks  would  be 
/  z  a,  that  for  average  B  concrete  units,  such 
/n/  value  would  be  65%.  As  a  result  of  the  fore- 
foinf  data>  the  Committee  further  recommends  that 
ie  Nabcor  steam  cured  cinder  concrete  blocks  of 
the  properties  as  listed  herein  and  as  manufactured 
by  the  National  Brick  Corporation,  Long  Island  City, 
/o'eoV  bAe  ,aPProved  under  the  provisions  of  C26-476  0 
(8.5.8)  Administrative  Building  Code,  provided  thev 
are  installed  in  accordance  with  the  provisions  of  said 
section  for  one  and  two-way  ribbed  floor  slabs  on 
condition  that  approved  high  earlv  strength  Port¬ 
land  Cement  be  used,  that  the  hard  coal  cinders  be 
clean  and  graded,  free  from  dirt,  excessive  dust  or 
other  injurious  matter  and  with  combustible  content 
not  exceeding  ten  per  cent  by  weight,  that  all  blocks 
i  curecl  as.  provided  for  herein,  so  as  to  pre- 

C  U,  e,. tbe  Possibility  of  popping  and  disintegration 
and  that  the  recommendation  as  to  the  modulus  of 
elasticity  of  the  composite  section  as  to  average  A 
and  average  B  concrete  be  as  provided  for  herein 
Fare  shall  be  exercised  in  the  placing  of  this  block 
so  as  to  obviate  defective  edges  and  that  the  open 
side  where  meeting  together  shall  meet  squarely 
without  obstruction,  so  as  to  insure  close  alignment 
Fuch  blocks  shall  conform  to  dimensions  as  shown 
in  Fig.  1.  Further,  that  the  use  of  this  material  is 
to  be  limited  to  floor  construction  with  live  loads 
not  exceeding  75  lbs.  per  sq.  ft.  until  such  a  time  as 
tests  as  recommended  herein  justify  otherwise  It  is 
further  recommended  that  samples  of  these  units  be 
regularly  tested  during  the  construction  to  ascertain 
it  they  come  within  the  minimum  requirements  for 
compression  and  modulus  of  elasticity  as  provided 
herein.  Where  discoloration  of  ceilings  is  a  matter 
of  consequence  the  application  of  mastic  to  the  under 
side  of  the  blocks  may  be  permitted.  It  is  further 
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recommended  that  each  shipment  of  blocks  shall  have 
the  delivery  slip  marked,  labelled  or  stamped  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  in 
one  and  two-way  ribbed  floor  systems  under  the 
conditions  as  specified  in  Cal.  293-39-SM,  for  floors 
not  in  excess  of  75  pounds  per  square  foot  live  load.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  material  known  as  “Nabcor” 
Steam-Cured  Cinder  Concrete  Blocks,  for  use  in  one¬ 
way  and  two-way  ribbed  floor  systems,  on  condition  that 
the  material  be  manufactured,  used  and  labelled,  stamped 
or  tagged  in  accordance  with  above  report. 


352-39- SM. 

APPLICANT — Lloyd  A.  Fry  Roofing  Company,  owner. 
SUBJECT — Lloyd  A.  Fry  Roofing  Materials,  approval  of. 
APPEARANCES— 

For  Applicant :  M.  F.  Sweeney. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(352-39-SM) 

Whereas,  the  Lloyd  A.  Fry  Roofing  Company,  owner, 
filed  March  21,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  Lloyd  A.  Fry 
Roofing  Company,  roofing  materials ;  and 

Whereas,  these  materials  were  submitted  to  the  Com¬ 
mittee  on  Tests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  committee  on  tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  No.  352-39-SM. 

Subject:  Lloyd  A.  Fry  Roofing  Company 
Roofing  Materials — Approval  of. 

The  Lloyd  A.  Fry  Roofing  Company,  owner,  filed 
on  March  21,  1939,  with  the  Board  of  Standards  and 
Appeals  an  application  for  the  approval  of  their  Roofing 
Materials  as  listed  herein,  under  tests  specified  in 
C-26-680  AC  (10.12.11.1)  and  Group  16  Art.  2  AC 
(10.1.16) 

These  roofings  are  manufactured  by  the  applicant  at 
six  plants,  the  one  serving  this  area  is  located  at  South 
Kearney,  N.  J.  The  others  are  located  in  Chicago, 
Ill.,  Memphis,  Tenn.,  Detroit,  Michigan  and  Compton, 
Cal. 

The  following  test  samples  consisted  of  complete 
assemblies  of  roof  deck  and  covering,  as  it  is  applied 
in  practice  and  having  an  area  of  12  sq.  ft.  Upon 
these  roof  decks  was  placed  a  fully  burning  brand  for 
the  purpose  of  investigating  t<he  possibility  of  the  spread 
of  flame,  ignition  of  the  wood  decking  and  the  area 
and  depth  charring.  Results  of  these  tests  and  speci¬ 
fications  for  heavier  or  more  protective  roof  coverings, 
including  roof  covering  of  greater  coverage  than  the 
specific  specimens  tested  are  described  herein.  The 
quantities  of  waterproofing  materials  used  between 
plies  are  30#  per  square,  and  top  moppings  of  any 
smooth  surfaced  specification  is  50#  excepting  Black 
&  White  Cap  Sheet  which  has  34#  per  square. 
Where  slag  or  gravel  was  used,  the  top  pouring  of 
asphalt  was  50#  per  square.  The  asphalt  used  was 
furnished  by  the  Trumbull  Asphalt  Co.,  of  Delaware, 
with  a  melting  point  of  160/180°.  The  asphalt  satu¬ 


rated  rag  felt  is  made  up  of  approximately  70%  roofing 
rags  and  30%  stock  filler  (paper)  with  weights  and 
coverage  per  roll  as  listed  below : 

BUILT-UP  &  ROLL  ROOFING 


(Test  7,8,9) 


r plialt  Sat.  Area  per 

Approx.  Wt. 

Actual  Wt. 

lag  Felt 

Roll 

Per  Rl. 

(5  spec.) 

12# 

432  sq.  ft. 

50# 

51.5# 

14# 

432  sq.  ft. 

60# 

60# 

15# 

432  sq.  ft. 

64# 

64# 

24# 

216  sq.  ft. 

50# 

51# 

30# 

216  sq.  ft. 

64# 

65# 

Cap  Sheet  Roofing  (Test  6) 

Black  & 

White  216  sq.  ft. 

68# 

68.75# 

Smooth  Roll  Roofing 

55# 

108  sq.  ft. 

55# 

55# 

Mineral  Surfaced  (Test  10) 

90# 

108  sq.  ft. 

90# 

90.5  # 

Mineral 

Surfaced 

00 

tn 

4t= 

108  sq.  ft. 

85# 

86# 

Mineral 

Surfaced 

75# 

108  sq.  ft. 

75# 

76.25# 

Selvage  Edge  Roofing 

19  in. 

108  sq.  ft. 

55# 

56# 

Note :  Two  rolls  required  to  cover  one  square  on 
selvage  edge  roofing. 

The  tests  were  made  at  the  South  Kearney,  N.  J. 
plant  of  the  applicant*  on  Friday,  April  28,  1939  and 
witnessed  by  a  Committee  of  the  Board.  The  equip¬ 
ment  consisted  of  electric  fans,  set  at  a  distance  of 
five  feet  from  the  burning  brands,  and  regulated  to 
deliver  a  horizontal  current  of  air  at  a  velocity  of  six 
miles  per  hour,  two  feet  distant  from  the  fan.  All 
brands  used  were  kiln  dried  spruce  consisting  of  36 
pieces  /s"  x  /s"  x  6",  securely  nailed.  The  deck 
construction  was  7/"  wood  sheathing  made  upon  panels 
4'  by  3'. 

SHINGLES 
Test  No.  1 

11  1/3"  x  36"  Hexagon  Strip  Shingles 

Provides  2  layers  construction  over  76%  of  roof  area. 

Average  weight  per  square  168# 

Strips  per  square —  86 

Underwriters’  Class  C  Label — 2"  Headlap. 

This  shingle  was  tested  with  results  as  follows. 

11  1/3"  x  36"  Hexagon  Shingles  applied  over  7/s"  wood 
sheathing  on  an  incline  of  4"  per  foot. 

Time  until  flame  is  out  13  min.  50  sec. 

Time  until  Brand  is  consumed  18  min.  45  sec. 
Plies  consumed  at  any  point  Top 

Area  of  Wood  deck  charred  None 

Depth  of  charring  None 

Surface  area  burned  10"  x  11/4 

Surface  area  stained  12"  x  15" 

Similar  shingles  which  provide  either  heavier  con¬ 
struction  or  greater  headlap  are  manufactured  as 
follows : 

10"  36"  Four-Tab  Hexagon  Strip  Shingles 

Provides  2  layer  construction  over  roof  area. 

Average  weight  per  square  168# 

Strips  per  square —  100 

Underwriters  Class  C  Label — 2"  Headlap. 

12"  .r  36"  Hexagon  Strip  Shingles 
Provides  double  coverage  over  roof  area. 

Average  weight  per  square  218# 

Strips  per  square —  100 

Underwriters  Class  C  Label — 4"  Headlap. 

13^"  x  36"  Giant  Hexagon  Strip  Shingles 
Provides  2  layer  construction  over  85%  of  roof  area. 
Average  weight  per  square — 225 # 

Strips  per  square —  76 

Underwriters  Class  C  Label — 2"  Headlap. 
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This  shingle  was  tested  with  results  as  follows : 

Test  No.  2 

12  x  36"  Special  Square  Tab  Shingles 

.Provides  2  layer  construction  of  roof  area,  except 

where  cut  out  occurs. 

Average  weight  per  square— 210# 

Strips  per  square —  80 

2"  Headlap. 


Time  until  flame  is  out 
Time  until  Brand  is  consumed 
Plies  consumed  at  any  point 

Area  of  wood  deck  charred 
Depth  of  charring 
Surface  area  burned 
Surface  area  stained 


16  min.  55  sec. 

20  min.  30  sec. 
Shingles  consumed- 
Ply  not  affected. 
None 
None 
10"  x  24" 

13"  x  20" 


This  shingle  was  tested  with  results  as  follows : 

12"  XJ„"  Spfci?1  S?uare  Tab  Strip  Shingles  applied 
over  7/s  wood  sheathing  at  an  incline  of  4"  per  foot 
Time  until  flame  is  out  16  min.  15  sec. 

lime  until  Brand  is  consumed  20  min.  10  sec. 

Plies  consumed  at  any  point  Both 

Area  of  wood  deck  charred  Slightly  over  1  sq.  inch 
Depth  of  Charring  Slight 

Surface  area  burned  12"  x  20" 

Surface  area  stained  12"  x  15" 

Similar  shingles  which  provide  either  heavier  con- 
follows*1  °r  greater  ^ea^^aP  are  manufactured  as 

12"  x  36"  Standard  Square  Tab  Strip  Shingles 
Provides  2  layer  construction  over  roof  area 
Average  weight  per  square— 235# 

Strips  per  square —  80 

Underwriters  Class  C  Label— 2"  Headlap. 

12"  *  36"  Giant  Square  Tab  Strip  Shingles 
Provides  2  layer  construction  over  roof  area 
Average  weight  per  square— 257# 

Strips  per  square — «  80 

Underwriters  Class  C  Label— 2"  Headlap. 

12/4  _  x  36"  Square  Tab  Strip  Shingles 
Provides  3  layer  construction  over  roof  area 
Average  weight  per  square— 267# 

Strips  per  square —  100 

^de™te,rs  Class  C  Label— 4)4"  Headlap. 

10  x  36  Square  Tab  Strip  Shingles 
Provides  2  layer  construction  over  roof  area. 

Average  weight  per  square — 210# 

Strips  per  square —  100 

Underwriters  Class  C  Label— 2"  Headlap. 


12"  x  16"  Giant  Individual  Shingles 
Provides  3  layer  construction  over  roof  area 
Average  weight  per  square— 325# 

Shingles  per  square —  228 

Underwriters  Class  C  Label— 6"  Headlap. 

9"  x  12"  Standard  Individual  Shingles 
Provides  3  layer  construction  over  roof  area 
Average  weight  per  square— 253# 

Shingles  per  square—  380 

Underwriters  Class  C  Label— 4)4"  Headlap. 

All  of  the  foregoing  specifications  may  be  used 
either  for  New  Roofs  or  Re-roofing  for  inclines  of  4 
inches  per  foot. 

ROLL  ROOFING  MATERIALS 

The  following  tests  were  conducted  on  roof  construc¬ 
t-ions  made  up  of  roll  roofing  materials  for  new  and 
re-roofing  work  for  inclines  not  greater  than  3"  per 
horizontal  foot.  With  results  of  test  as  follows: 

Test  No.  5 

19"  Selvage  Edge  55#  Mineral  Surfaced  Roofing  built 
up  over  a  7/8”  Sheat-hing  with  2  plies  of  14#  Asphalt 
Saturated  rag  felt  mopped  solid  and  2  plies  55#  double 
coverage  mineral  surfaced  roofing,  which  is  mopped  to 
the  felt  and  to  each  other  between  the  19"  Selvage  lap. 
This  deck  was  subjected  to  the  brand  test  with  results 
as  follows : 


Time  until  flame  is,  out 

17  min. 

Time  until  brand  is  consumed 

19  min.  45  sec. 

Plies  consumed  at  any  point 

Two 

Area  of  wood  deck  charred 

None 

Depth  of  charring 

None 

Surface  area  burned 

10"  x 

24" 

Surface  area  stained 

12"  x 

25" 

Test  No.  3 

11"  x  40”  Streamline  or  Waveline  Strip  Shingles 
provides  2  layer  construction  over  roof  area. 
Average  weight  per  square — 235# 

Strips  per  square —  90 

Underwriters  Class  C  Label— 3"  Headlap. 

This  shingle  was  tested  with  results  as  follows : 

11"  *  40"  Streamline  or  Wave  line  Strip  Shingles 
plied  over  7/8”  Sheathing  at  an  incline  of  4"  per  f< 

Time  until  flame  is  out-  13  min.  50  sec. 

lime  until  Brand  is  consumed  17  min.  45  sec 
Plies  consumed  at  any  point  Top 

Area  of  wood  deck  charred  None 

Depth  of  Charring  None 

Surface  area  burned  12"  x  22" 

Surface  area  stained  13"  x  18" 

Test  No.  4 

]2i  X  ^ST\a\lt  Tlutch  Lap  Individual  Shingles  O’ 
1  layer  30#  felt. 

Provides  1  layer  construction  with  2  layer  constructi 
at  all  laps. 

Average  weight  per  square — 163# 

Shingles  per  square —  114 

Underwriters  Class  C  Label— 2"  Headlap. 

This  shingle  was  tested  with  results  as  follows : 

'l  L*  Giant  Dutch  Lap  Individual  Shingles  appli 
over  7/8  wood  Sheathing  with  1  layer  30#  Saturat 
■belt  at  an  incline  of  4"  per  foot. 


Test  No.  6 

Cap  Sheet  Roofing — Black  and  White  built  up  over 
a  7/%"  wood  sheathing  with  1  layer  30#  asphalt  satu¬ 
rated  rag  felt  and  2  layers  14#  asphalt  saturated  rag 
felt  mopped  solid  and  top  surfaced  with  1  layer  34# 
Black  &  White  Cap  Sheet  mopped  solid  to  the  felt. 
This  deck  was  subjected  to  the  brand  test  with  results 
as  follows : 


Time  until  flame  is  out 
Time  until  brand  is  consumed 
Plies  consumed  at  any  point 
Area  of  wood  deck  charred 
Depth  of  charring 
Surface  area  burned 
Surface  area  stained 


26  min.  30  sec. 
30  min.  5  sec. 
All 

4"  x  2" 

Vs" 

10"  x  18" 

10"  x  16" 


Test  No.  7 


3  Ply  Asphalt  Felt  and  Slag  built  over  a  7/8"  wood 
sheathing  with  1  layer  24  asphalt  saturated  rag  felt 
and  2  layers  12#  Asphalt  saturated  rag  felt  mopped 
solid  over  the  base  felt  and  surfaced  with  a  top  pour- 
ing  of  asphalt-  into  which  is  embedded  a  surfacing  of 
slag.  (300#)  or  gravel  (400#).  This  deck  was 
subjected  to  the  brand  test  with  results  as  follows: 


Time  until  flame  is  out 
Time  until  brand  is  consumed 
Plies  consumed  at  any  point 
Area  of  wood  deck  charred 
Depth  of  charring 
Surface  area  burned 
Surface  area  stained 


15  min.  20  sec. 

19  min.  15  sec. 

Two 

None 

None 

9"  x  17" 

10"  x  15" 
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Test  No.  8 


3  Ply  Asphalt  Felt  Mopped  built  up  over  a  y%"  wood 
sheathing  with  1  layer  30#  asphalt  saturated  rag  felt 
and  two  layers  14#  asphalt  saturated  rag  felt  mopped 
solid  over  the  base  felt  and  surfaced  with  a  top  pour¬ 
ing  of  asphalt.  This  deck  wTas  subjected  to  the  brand 
test  with  results  as  follows : 


Time  until  flame  is  out 
Time  until  brand  is  consumed 
Plies  consumed  at  any  point 
Area  of  wood  deck  charred 
Depth  of  charring 
Surface  area  burned 
Surface  area  stained 


21  min.  45  sec. 
26  min.  30  sec. 
All 

2  sq.  inches 
Slight 
8"  x  15" 

9"  x  16" 


3  Ply  Asphalt  Felt  and  Slag  built  up  over  a  wood 
sheathing  with  1  layer  30#  Asphalt  saturated  rag  felt 
and  2  layers  14#  asphalt  saturated  rag  felt  mopped 
solid  over  the  base  felt  and.  surfaced  with  a  top  pour¬ 
ing  of  asphalt  into  which  is  embedded  a  surfacing  of 
slag.  (300#)  or  gravel  (400#).  This  deck  was 
subjected  to  the  brand  test  with  results  as  follows: 


Time  until  flame  is  out 

16  min.  40  sec. 

Time  until  brand  is  consumed 

19  min.  15  sec. 

Plies  consumed  at  any  point 

Two 

Area  of  wood  deck  charred 

None 

Depth  of  charring 

None 

Surface  area  burned 

9"  x  15" 

Surface  area  stained 

9"  x  12" 

Test  No.  10 


90#  Mineral  Surfaced  Roofing  built  over  a  wood 
sheathing  with  1  layer  30#  Asphalt  Saturated  rag  felt 
properly  nailed  and  1  layer  90#  mineral  surfaced 
roofing  mopped  solid  to  t'he  felt.  This  deck  was  sub¬ 
jected  to  the  brand  test  with  results  as  follows: 


Time  until  flame  is  out 
Time  until  brand  is  consumed 
Plies  consumed  at  any  point 
Area  of  wood  deck  charred 
Depth  of  charring 
Surface  area  burned 
Surface  area  stained 


12  min.  05  sec. 

15  min.  50  sec. 

One 

None 

None 

10"  x  26" 

10"  x  20" 


The  results  of  these  tests  are  significant  in  that  the 
surface  area  burned  in  most  of  the  cases  exceeded  the 
12"  minimum  as  provided  for  in  C26-608.0  A.C.  (10. 
1.16.3)  which  undoubtedly  was  due  to  the  absence  of 
any  filler  material  in  the  asphalt.  However,  the  flame 
did  not  spread  beyond  the  specific  distance  as  described 
in  each  test  indicating  t'hat  for  the  slope  of  decks  as 
provided  herein  the  flame  spread  had  reached  a  maxi¬ 
mum  without  any  ignition  of  the  roofing  material 
beyond  the  areas  specified  (see  photographs  filed  here¬ 
with)  and  with  no  ignition  of  the  roof  deck,  all  of 
which  substantially  meets  the  intent  of  the  limitations 
of  the  acceptance  of  these  tests  under  the  provisions 
of  the  Administrative  Building  Code.  Except  for  the 
excess  of  flame  spread,  the  brand  test  on  these  decks 
behaved  similar  to  roofings  of  other  manufacturers 
and  with  less  effect  on  the  combustible  deck. 

The  roofing  materials  specified  herein  are  manufac¬ 
tured  by  the  applicant  and  marketed  under  the  follow¬ 
ing  names: 


Tru-Test 

Tru-Test  Corp. 

Jim  Brown 

Brown  Fence  &  Wire 

Co. 

Doyle 

Doyle  Hdwe.  Co. 

Ajax 

Stelwagon  Mfg.  Co. 

Oriental 

Sears  Roebuck  &  Co. 

Everwear 

H.  Verby  Co.  Inc. 

Wearon 

Wearon  Products  Co. 

Longware 

Invincible 

Park  Lumber  Co. 
Lloyd  A.  Fry  Roofing 

a  a  a  a 

Co. 

Giant 

a 

Moskote 

Moskowitz  Bros. 

Maple  City 

Murray  Co. 

Victory 

J.  J.  Mitzman 

Lone  Star 

Igoe  Brothers 

RECOMMENDATIONS 

As  a  result  of  these  tests  the  committee  recommends 
approval  under  C26-680  A.C.  (10.12.11.1  BC)  and 
Group  16,  Art.  2  A.C.  titled  “TESTS  OF  ROOF  COV¬ 
ERINGS”  (10.1.16  BC)  of  the  Lloyd  A.  Fry  roofing 
materials  as  listed  herein  under  the  following  con¬ 
ditions  : 

SLAG  OR  GRAVEL  SURFACED  ROOFING: 
Wherever  these  roofings  are  applied  they  shall  be 
protected  with  three  (3)  pounds  of  slag  or  four  (4) 
pounds  of  graded  gravel  (screened  %  to  ^  per 
square  foot  of  roofing  and  imbedded  in  a  pouring  of 
asphalt).  Where  promenades  are  provided  over  these  i 
roofings,  they  shall  be  protected  by  either  quarried 
slate  or  ceramic  tile,  not  less  than  6"  x  6"  x  J4"  firmly 
imbedded  in  asphalt  or  Portland  cement  mortar,  which 
construction  may  be  used  in  lieu  of  slag  or  gravel 
surfacing. 

SHINGLES 

Approval  is  recommended  on  all  classes  of  shingles 
as  listed  herein.  In  all  cases,  however,  the  use  of  these 
shingles  as  listed  in  this  report  is  limited  to  roofing 
or  reroofing  of  frame  residential  construction. 

ROLLS  AND  ASPHALT 

Approval  is  recommended  on  Logan-Long  Saturated 
Asphalt  Rag  Felts  in  weight  of  12  lbs.  (the  use  of  this 
weight  material  shall  be  limited  to  slag  or  gravel  roofs 
approved  herein),  also  14  lb.,  15  lb.  and  30  lb.  felts 
when  made  with  asphalt  160°-180°  melting  points  with 
penetration  23-25  at  77°  F.  100  grams  for  5  seconds.  ( 

In  test  No.  6,  the  weight  of  the  two  plies  of  saturated 
felts  shall  be  increased  from  14  lbs.  to  15  lbs.  each,  i 
and  similarly  in  test  No.  8.  In  test  No.  10,  the  slope  j 
of  the  deck  shall  be  reduced  from  3"  per  foot  to  2"  1 
per  foot. 

GENERAL 

Approval  of  these  roofings  is  recommended  on  con¬ 
dition  that  the  weight,  thickness  and  plies  of  material 
shall  not  be  less  for  any  group  than  that  specified  for 
the  specimen  tests. 

Nothing  herein  contained  shall  preclude  the  use  of 
heavier  or  additional  plies  of  saturated  rag  felt,  pro¬ 
vided  that  the  total  weight  and  number  of  plies  used 
shall  equal  or  exceed  that  approved  for  any  specifica¬ 
tion  tested  herein.  These  roofings  may  be  applied  to 
either  combustible  or  non-combustible  decks  as  spe¬ 
cifically  provided  herein. 

It  is  also  recommended  that  this  roofing  material  ( 
when  used  in  New  York  City  shall  have  each  package 
or  roll  clearly  marked  or  labelled  “Approved  by  the 
Board  of  Standards  and  Appeals  for  Use  in  New  York 
City  when  installed  in  accordance  with  these  specifica¬ 
tions  under  Cal.  No.  352-39-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM,  _ 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  Lloyd  A.  Fry  Roofing  Company  roofing 
materials,  when  manufactured  and  used,  labelled  or  tagged 
in  accordance  with  the  above  report. 

•  I 

Adjourned,  5:15  P.M. 

Edward  V.  Barton,  Chief  Clerk.  • 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Tuesday,  March  21,  1939,  as  they  ap- 
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peared  in  Bulletin  No.  13,  Vol.  24,  are  hereby  corrected  to 
read  as  follows : 

THE  RESOLUTION — • 

( 122-38-SM) 

Whereas,  K.  R.  Schuster,  owner,  filed  February  28,  1938, 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  material  known  as  the  Schuster  Mono¬ 
plate  System ;  and 

Whereas,  this  material  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  committee  on  tests  of  the 
board,  reads  as  follows : 

REPORT  OF  COMMITTEE  ON  TESTS 

Re:  Cal.  No.  122-38-SM. 

Approval:  Schuster  Monoplate  System. 

K.  R  Schuster  filed  February  28,  1938,  an  application 
with  the  Board  of  Standards  and  Appeals  for  the 
approval  of  the  Schuster  Monoplate  System  of  Two 
Way  Reinforced  Hollow  Tile  Monoplate  Floor  System 
as  hereinafter  described  under  C.26-628.0  Administra¬ 
te  92*5  ,QP-3-8  BC>  and  C.26-191.0  Administrative 
Code  (2-2.3  BC)  and  C.26-178.0.b  Administrative  Code 
(2. 1.2.5  BC). 

The  Schuster  Monoplate  System  is  a  new  type  of 
a  two  way  slab  not  only  in  design  but  also  in  the  use 
of  nickel  steel  reinforcement  (See  Figure  1).  The 


£  Top  of  Slab N  BS5x/3.9* 


Top  of  Beam 
Flush  with  Top  of  Slab 


\  -£j-  7 0"x$"x0-/0"PI. 
^ ~8"x8"x48*Co /. 


"6"  Slob 
6"xI2"xI2"  6  Cell 
Structural  Clay  Tie 

SECTION  "A-A" 

THE  SCHUSTER  MONOPLATE  SYSTEM 

Figure  1 


design  of  the  slab  is  predicated  on  an  empirical  moment 
tormula  developed  by  the  applicant  wherein  the  posi¬ 
tive  bending  moment  is  taken  as  1/48  W  and  the  nega¬ 
te  bending  moment!  as  1/24  W.  The  claims  for  this 
torm  of  construction  are  a  reduction  of  the  bending 
moment  in  the  beams  by  virtue  of  the  action  of  the 
top  and  bottom  reinforcing  rods  with  the  beams  and 
coumns,  such  structural  members  having  a  stiffening 
ertect  on  the  slab  to  create  a  cantilever  action  on  the 


slab  which  is  of  the  same  depth  as  the  beams.  These 
beams  act  as  struts  for  the  columns  during  their  erec¬ 
tion  and  as  reinforcement!  for  the  slab  wherein  the 
negative  reinforcing  rods  imbedded  in  upper  chord  of 
the  slab  and  the  usual  reinforcing  rods  along  with  the 
structural  members  are  encased  in  concrete  into  a  slab 
so  as  to  reduce  the  bending  moment!  The  beams  act 
as  struts  between  the  columns  and  as  slab  reinforce¬ 
ments  ultimately  wherein  they  absorb  punching  shear 
of  the  columns.  This  slab  is  predicated  upon  the 
stresses  being  radial  to  the  columns  and  accordingly 
negative  reinforcement  is  provided  in  the  area  sur¬ 
rounding  the  columns  and  the  rods  in  the  slabs  co¬ 
operating  with  the  struts  and  impose  all  floor  loads  on 
the  stmts  at  points  near  the  columns  which  being  con¬ 
nected  to  the  columns  resists  the  punching  shear  of 
the  columns. 

Tests  were  conducted  of  a  typical  slab  with  canti- 
eveis  (See  Figure  2)  to  simulate  a  continuous  floor 


Figure  2 

system  at  the  plant  of  the  International  Nickel  Co.  at 
Bayonne,  N.  J.  by  Columbia  University,  under  the 
direction  of  Prof.  W.  J.  Krefeld,  their  report  #2480 
dated  November,  1938.  The  test  panel  constructed 
was  28'  6"  square  supported  on  4-8  inch  H  48  lbs. 
structin  al  steel  columns  spaced  18  feet  on  centers 
These  columns  were  6  ft.  high,  each  fastened  to  a 
concrete  footing  of  such  size  as  to  avoid  settlement, 
lo  the  top  of  these  columns  structural  nickel  steel 
beams,  consisting  of  5  inch  H-18.9  lbs.  were  attached 
by  means  of  four  y.  inch  bolts,  two  of  the  beams  being 
continuous  over  the  columns  while  the  remaining  two 
were  spliced  over  the  columns  by  x  7"  x  4'  7j4" 
structural  steel  cover  plates  riveted  to  top  and  bottom 
flanges  so  that  all  beams  were  at  the  same  elevation. 

I  he  webs  of  these  beams  were  supplied  with  holes  for 
the  reinforcement  bars.  The  bottom  reinforcement  of 
the  slab  consisted  of  Y8”  deformed  round  bars  spaced 
16"  o/ c  in  both  directions  in  the  panel  and  the  canti¬ 
levers,  and  excepting  for  an  area  28"  within  column 
lines.  Reinforcement  on  top  was  placed  across  column 
lines  and  consists  of  5/&"  deformed  round  bars  16"  o/c 
extending  from  the  end  of  the  cantilevers  where  they 
were  hooked,  then  to  a  point  6  feet  beyond  the  column 
lines  into  the  interior  panel  as  straight  rods.  Two  bars 
at  approximately  the  3rd  point  from  each  edge  were 
omitted.  The  concrete  over  the  intersecting  bars  was 
7A  inches  and  \l/2  inches  respectively.  In  between,  this 
reinforcement  hollow  tile  was  placed  nominally  6 
(actually  5^")  x  12  x  12  inches,  6  cell  ribbed  faced 
and  scarred.  This  tile  was  spaced  16  inches  on  centers 
with  top  surfaces  at  the  same  elevation  as  the  five  inch 
nickel  steel  beams.  Spaces  between  this  tile  after  con¬ 
creting,  formed  ribs  4  inches  wide  in  both  directions 
ex.cept  for  column  lines  where  a  solid  concrete  band,  28 
inches  wide  surrounded  the  5  inch  beams. 

The  average  compression  stresses  of  the  tiles  which 
are  structural  units  with  cells  vertical  was  4603  p.s.i., 
and  with  cells  horizontal,  1514  p.s.i.  The  nickel  steel 
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reinforcement  for  Y  in.  bar  included  .38%  carbon, 
.64%  manganese,  3.58%  nickel  and  having  other  aver¬ 
age  values  as  follows :  Elongation  6.6%,  yield  point 
90,000  p.s.i.,  (as  determined  by  the  offset  method), 
Ultimate  strength  134,580  p.s.i.,  Modulus  of  elasticity 
28,420,000,  while  the  Y"  bars  consisted  of  carbon  .38%, 
manganese  .7h%,  nickel  3.45%,  average  values  of  elon¬ 
gation  8.9%,  yield  point  85,060  p.s.i.,  (as  determined,  by 
the  offset  method).  Ultimate  strength  127,100  p.s.i. 
and  Modulus  of  elasticity  28,460,000. 

It  is  apparent  from  these  figures  that  the  Y  inch 
deformed  round  bar  has  developed  higher  values  due 
to  the  working  of  the  metal  and  the  smaller  area.  The 
structural  nickel  steel  I  beam  used  consisted  of  carbon 
.26%,  manganese  .56%,  nickel  3.46%,  with  average 
values  of  elongation  13.2%,  yield  point  68,900  p.s.i., 
(as  determined  by  the  offset  method).  Ultimate 
strength  93,130  p.s.i.,  and  modulus  of  elasticity  28,- 
533,000.  These  figures  being  average  for  specific 
analysis  of  web,  top,  bottom  and  middle.  For  the  top 
and  bottom  flange  the  average  values  of  elongation  are 
15.2%,  yield  point  58,830  p.s.i.,  (as  determined  by  offset 
method)  and  88,530  p.s.i.  ultimate  strength  with  a 
modulus  of  elasticity  28,516,000. 

Concrete  was  made  up  in  proportion  of  1  to  2.3  to  3 
consisting  of  coarse  Long  Island  sand,  graded  gravel 
one  inch  maximum  size,  and  an  average  slump  of  4 
inches.  This  concrete  was  poured  to  a  thickness  of 
approximately  6  inches  (actually  5Y")  with  an  allow¬ 
ance  for  shrinkage. 

Specimen  cylinders  of  concrete  6  inches  by  12  inches 
taken  during  the  construction  of  the  slab  and  stored 
in  the  field  with  the  test  slab  were  tested  at>  the  end  of 
70  days  with  average  results  as  follows:  for  12  speci¬ 
mens  tested — Compressive  strength  5,468  p.s.i.,  modulus 
of  elasticity,  4,927,500. 


Figure  3 

Prior  to  the  placing  of  the  concrete,  means  were 
taken  to  provide  for  reaching  the  steel  bars,  concrete, 
and  top  and  bottom  flanges  of  two  I  beams,  with  a 
“strain  gauge”.  Touch  gauge  holes  were  cleaned  and 
then  protected  from  corrosion  with  vaseline.  Means 
were  also  taken  to  observe  bending  in  the  columns  and 
of  the  slab  along  column  lines  and  center  lines  with 
steel  T  inserts  at  the  bottom  and  contact  established 
with  reference  points  on  the  ground  directly  below. 
Additional  bench  marks  distant  from  the  footings  were 
established  to  observe  “footing”  settlement. 

This  slab  was  essentially  a  two  way  reinforced  tile 
concrete  rib  type  approximately  6  (actually  5Y")  inches 
in  depth,  with  a  flat  ceiling.  The  test  panel  provided 
cantilevers  extending  5  ft.  3  inches  on  all  sides  of  col¬ 
umns,  which  were  18  ft?,  on  centres  and  loaded  uni¬ 
formly,  to  produce  conditions  approximating  continu¬ 
ous  slab  construction.  The  loading  material  consisted 
of  pig  lead  and  was  so  placed  as  to  approximate  a 
uniformly  distributed  load  (See  Figure  3)  in  incre¬ 


ments  of  superimposed  loads  as  follows  (the  dead  load 
assumed  at  50  lbs.  per  sq.  ft.)  125,  253,  311  and  372  lbs. 
Under  this  last  loading  a  steel  splice  plate  over  one  of 
the  struts  failed  which  ended  the  test  of  the  slab  so 
far  as  continuous  slab  construction  was  concerned. 
The  test  was  however  continued  to  develop  the  strength 
of  the  central  portion  of  the  slab  by  testing  the  slab 
to  destruction  by  shoring  along  the  edges  of  the  panel 
on  four  sides  simulating  an  edge  supported  slab.  At 
the  time  Phis  was  done  the  central  deflection  of  the 
column  band  was  2)4  inches.  The  loading  of  this 
panel  was  finally  carried  to  700  lbs.  p.s.f.  by  shifting 
some  of  the  load  from  the  cantilevers  to  the  panel. 
Stress  and  strain  readings  were  taken  of  the  slab  dur¬ 
ing  these  loadings  and  all  strains  reduced  to  values 
corresponding  to  70  degrees  F.  During  the  entire 
tests,  precautions  were  taken  during  the  loading  of  the 
cantilever  portion  to  attempt  to  maintain  a  balance 
with  the  loading  of  the  panel,  by  placing  more  of  the 
cantilever  load  nearer  the  columns. 

The  deflections  for  applied  loads  in  the  centre  of  the 
panel  were  as  follows: 

TABLE  4 


SUMMARY  OF  CENTER  DEFLECTIONS 


Applied 
Load 
p.  s.  f. 

Total  Load 
including 
dead  load. 

Center  deflection 
for  Applied  Load, 
inches. 

Total  center 
deflection 
including  dead 
load,  inches. 

0 

50 

— 

0.25 

50* 

100 

.25 

0.50 

100* 

150 

.53 

0.78 

125 

175 

.64 

0.89 

196 

246 

1.10 

1.35 

253 

303 

2.24 

2.49 

311 

361 

2.75 

3.00 

372** 

422 

3.97 

4.22 

*  Deflections  for  these  loads  are  interpolated  from 
the  observed  data. 

**  Factor  of  safety  2.11  (when  the  splice  plate  failed) 
on  the  basis  of  a  design  live  load  of  150  p.s.f.  (ex¬ 
clusive  of  surface  finish). 

At  the  loading  of  700  p.s.f.  failure  in  the  concrete 
and  tile  was  produced  due  to  crushing  of  the  concrete 
along  the  column  line,  with  no  rupture  of  either  the 
beam  or  the  reinforcing  bars.  The  deflection  when 
failure  occurred  was  approximately  9.8  inches  at  the 
slab  centre,  which  increased  after  an  hour  to  10.45 
inches.  At  10.55"  the  slab  failed.  After  unloading,  the 
slab  recovered  4)4",  which  indicates  that  failure  was 
not  complete.  At  125  lb.  load  fine  cracks  formed 
on  the  top  along  the  edge  of  the  I  beam  flange  with  a 
small  opening  along  the  juncture  of  tile  and  concrete 
at  the  bottom,  and  in  the  general  direction  of  the  center 
lines  of  the  panel.  At  the  203  p.s.f.  load,  additional 
cracks  formed  along  the  edges  and  corners  of  the  first 
row  of  tile  and  in  t-he  bottom  of  the  slab.  At  372  p.s.i., 
pronounced  cracking  occurred  at  the  corners  without 
appreciable  opening  and  diagonal  cracks  in  the  imme¬ 
diate  vicinity  of  columns  opened.  All  cracking  seemed 
to  occupy  zones  of  high  positive  moment  along  centre 
lines  of  slab.  The  actual  failure  at  700  p.s.f.  was 
along  lines  almost  on  a  circle  described  between  col¬ 
umn  lines  except  at  final  failure  tiiere  was  no  spalling 
of  either  concrete  or  tile  and  no  pronounced  opening 
of  major  cracks,  indicating  that  the  reinforcement  had 
not  ruptured.  A  value  of  85,300  p.s.i.  in  tension  oc¬ 
curred  at-  station  N  10  and  5A  under  load  of  372  p.s.i. 
indicating  a  condition  of  over  stressing  of  the  rein- 
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forcement  exclusive  of  dead  load  conditions  where  the 
increment  cue  to  dead  load  would  give  higher  stress 
values  m  accordance  with  the  straight  line  formula, 
t  is  apparent  therefore,  that-  the  total  stresses  exceeded 
the  yield  points  in  the  reinforcement  at  this  point  at 
loads  prior  to  372  p.s.f.  The  yield  point  of  the  5A" 
nickel  reinforcement  rod  was  85,060  p.s.i. 

As  a  result  of  this  test  and  observations  therefrom, 
and  in  the  held,  the  committee  cannot  recommend  this 
construction  predicated  upon  the  applicant’s  formula 
tor  the  slab  upon  which  a  design  load  of  150  p.s.f. 
deac  load  of  50  p.s.f.  (exclusive  of  surface  finish  of 
approximately  22  lbs.  p.s.f.)  was  based.  When  the 
slab  failed  after  a  superimposed  load  of  372  p.s.f.  had 
tie  failure  in  the  coverplate  not  occurred,  undoubtedly, 
better  results  would  have  been  obtained  as  indicated  bv 
the  reserve  strength  °f  the  central  panel  which  failed 
at  /OO  p.s.f.  applied  after  supporting  the  slab  along 
the  four  sides.  While  the  stresses  observed  were  high 
the  condition  of  the  slab  and  high  ultimate  strength 
of  the  nickel  steel  reinforcement  indicate  a  reserve 
strength  in  both  the  steel  and  the  slab  and  justify  the 
committee  in  recommending  the  approval  of  the 
Schuster  Monoplate  System  under  C26-191.0  Adminis- 

S'vffh  1 ?rl3  BC-?nd  £26- 178.0b  Administrative 
Lode  (2.1  2.5  BC)  provided  that  the  empirical  formula 
used  in  the  design  of  the  slab  as  tested  be  increased 
from  1/48  WL.  to  1/36  WL.  for  the  positive  bending 
moment  and  from  1/24  WL.  to  1/18  WL.  for  the  nega 
tive  bending  moment  wherein,  W  is  the  total  dead  and 
live  load,  and  that  the  deflection  of  any  span  shall  be 
limited  to  1/360  of  its  length  in  the  shortest  direction 
and  provided  further  that  no  structural  value  be  at¬ 
tributed  to  the  struts  connecting  the  columns  but  that 
struts  and  their  connections  to  the  columns  shall  be 
strong  enough  to  resist  punching  shear  due  to  column 
action,  it  is  further  recommended  that  the  unit  stress 
of  the  nickel  steel  for  reinforcement  be  of  the  compo- 
sflmn  as  provided  herein  be  reduced  from  33,000  p.s.i. 

con500  P'S;1'  ("See  C26‘368-°  subdiv.  b.l.b.)  wherein 
25, 5UU  p.s.i.  is  assigned  nickel  steel  structural  shapes 
in  tension  and  in  C26-366.0  wherein  higher  unit  stresses 
are  assigned  structural  steel  having  yield  points  higher 
than  for  normal  steels.  The  allowable  stress  on  nickel 
steel  as  permitted  herein,  was  based  on  the  maximum 
stress  for  nickel  steel  as  provided  for  in  the  Code 
and  while  the  Committee  was  satisfied  with  the  pro¬ 
posed  value  for  nickel  steel  reinforcement  rods  of  33  000 
P-s.i  they  did  not  feel  that  they  could  exceed  ’ the 
Lode  limitation.  In  all  other  respects  the  materials  and 
construction  of  the  Schuster  Monoplate  System  shall 
comply  with  the  requirements  of  subart.  5  of  Art  8 
Administrative  Code  entitled  “Reinforced  Concrete 
Construction.” 

It  is  further  recommended  that  each  design  submit¬ 
ted  to  the  Building  Department  shall  carry  an  inscrip¬ 
tion  thereon  reading  as  follows:  “Schuster  Monoplate 
bystem  designed  in  accordance  with  the  requirements 

c?Ff,0vaI  £ranted  by  the  Board  under  Cal.  No. 
122-38-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ntr toy  approve  the  material  known  as  the  Schuster  Mono- 
plate  System  for  use  in  New  York  City  when  manufac- 
repor't  mSta  CC^  and  *abeded  in  accordance  with  the  above 

Corrections  are  as  shown  in  italics. 


^CORRECTION 

anJhAenrrtS  Mfmhe  ,meet\ng  -?f  the  Board  of  Standards 
and  AppeaL  held  Tuesday,  April  11,  1939,  as  they  appeared 

in  Bulletin  No.  16,  Vol.  24,  are  hereby  corrected  to  read 
as  tollows: 

(191-38-SM) 

The  following  cut  is  referred  to  as  Figure  1  in  the 
Report  of  the  Committee  on  Tests. 
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Figure  1 
^CORRECTION 

I  he  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeids  held  Tuesday,  April  4,  1939,  as  they  appeared 
m  Bulletin  No.  15,  Vol.  24,  are  hereby  corrected  to  read 
as  follows : 

THE  RESOLUTION— 

(1080-38-SA) 

Whereas,  the  M.  S.  Little  Manufacturing  Company, 
owner,  filed  November  28,  1938,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  ap¬ 
pliance  known  as  the  N.  Y.  Code  Duo  Trap  for  continuous 
sink  and  tray  wastes,  under  the  provisions  of  art.  15,  sub¬ 
art.  5,  Administrative  Code  (14.5  BC)  ;  and 

Whereas,  this  appliance  was  submitted  to  the  Com¬ 
mittee  on  Tests  of  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  of  the 
board  reads  as  follows : 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  1080-38-SA  April  3,  1939. 

Approval  of  N.  Y.  Code  Duo  1  rap  for  Continuous 
Sink  and  Tray  Wastes. 

The  M.  S.  Little  Manufacturing  Company,  owner, 
filed  November  28,  1938,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  appli- 
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ance  known  as  the  N.  Y.  Code  Duo  Trap  (for  con¬ 
tinuous  sink  and  tray  wastes),  under  the  provisions 
of  art.  15,  subart.  5  of  the  Administrative  Code 
(14.5  BC). 

An  examination  of  the  original  trap  filed  indicated 
that  the  trap  did  not  meet  the  requirement's  as  to  the 
full  two  inches  of  seal,  improvements  were  made  and 
the  seal  increased  to  two  inches  below  the  ground 
joint  connection.  The  Duo  Trap,  as  now  improved, 
consists  of  a  2  inch  brass  trap  with  seal  of  two  inches 
below  the  ground  joint  connection.  Above  this  is  a 
fitting  with  a  partition  separating  the  sink  waste  from 
the  wash  tray  waste. 

It  is  recommended  that  the  N.  Y.  Code  Duo  Trap 
as  improved,  be  approved  for  use  in  New  York  City, 
on  condition  that  a  2"  water  seal  shall  be  provided, 
as  required  under  C26-1257.0,  Administrative  Code 
(14.5.3  BC),  and  that  a  drawing  showing  the  depth 
of  seal  below  any  broken  joint  be  furnished  the  board 
and  that  the  trap  bear  a  label  reading:  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  1080-38- SA.”  or  in  lieu  thereof 


a  die  or  stamp  with  raised  legible  letters  on  the  body 
of  the  trap,  reading  within  a  circle  around  a  periphery 
at  the  top  the  word  “APP’VD” ;  along  the  bottom, 
“B.  S.  &  A.” ;  in  the  center,  two  lines — the  upper  line 
reading  “N.  Y.  C.”  and  the  lower  line  reading  “1080- 
38-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  N.  Y.  Code  Duo 
Trap  (for  continuous  sink  and  tray  wastes),  for  use  in 
New  York  City  when  manufactured  and  labelled  or  tagged 
in  accordance  with  the  above  report. 


*  Correction — The  word  “trap”  changed  to  “tray”  in  line 
5  of  resolution. 


SMOKING  IN 

Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de¬ 
termining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed. 


FACTORIES 

RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in : — 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or 
fire-resisting  partitions,  with  all  openings  therein 
protected  by  self-closing  fire  doors,  and,  further, 
unless  the  building  is  of  fireproof  construction 
or  required  with  an  approved  automatic  sprink¬ 
ler  system,  the  floor  and  ceiling  of  such  room 
shall  be  covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the 
administrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works ; 
Forge  shops; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 

provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc- 
tion ; 

(2)  Such  chemical  fire  extinguishers  as  the 
administrative  official  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 


MULTIPLE  DWELLING  LAW  ON  SALE 
Copies  of  the  Multiple  Dwelling  Law  are  now  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office,  Room 
2213,  Municipal  Building.  Manhattan.  Price  50c ;  by  mail  54c. 
Copies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs  and 
Fire  Towers  are  now  on  sale  at  the  Distribution  Division 
of  the  City  Record  Office,  Room  2213,  Municipal  Build¬ 
ing,  Manhattan.  Price  10c;  by  mail  12c. 
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PROPOSED  RULES  FOR  THE  TESTING  AND  USE  OF  BLENDED  CEMENTS. 


(584-39-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
£n.?ay,  June  2,  1939,  at  10  a.m.,  Room  1013,  Municipal 
Building,  Manhattan,  on  Proposed  Rules  for  the  Testing 
and  Use  of  Blended  Cements. 

Authority : 

Pursuant  to  the  Authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  Ci/y  of  New  York,  and  C26-189.0,  Administrative  Build- 
.  (2-2-1A),  and  C26-312.0,  paragraph  c,  subdivision 
?>  Administrative  Building  Code  ( 7.1. 1.7. 3 )  reading: 
Nothing  herein  contained  shall  be  construed  to  prohibit 
the  use  of  cements  of  other  types  which  are  approved  by 
the  board  and,  are  used  in  accordance  with  rules  of  the 
board  governing  their  use.” 

1.0  Scope. 

1.1  The  purpose  of  these  rules  is  to  provide  a  basis 

wherein  approved  cements  other  than  Portland 
Cements  and  consisting  mainly  of  blended  materials 
™ay  ,be  used  wherever  under  the  Administrative 
Building  Code  the  use  of  Portland  Cement  is  per¬ 
mitted.  y 

2.0  Blended  Cements. 

2.1  Blended  Cements.  These  rules  apply  to  blended 
hydraulic  cements  consisting  essentially  of  Portland 
Cement  and  more  than  one  per  cent  admixtures,  such 
as : — 

(a)  Inert  siliceous  materials. 

(b)  Limes,  natural  cements  or  other  calcium  sili¬ 
cate  cements. 

(c)  Pozzolanic  materials. 

(d)  Accelerators,  retarders  and  plasticizers. 

22  Nothing  herein  contained  shall  be  construed  as 
permitting  the  blending  of  cements  and  admixtures 
in  the  held,  except  as  may  be  otherwise  permitted  in 
specific  cases  by  the  Board. 

3.0  Composition  of  Blended  Cements. 

3.1  All  materials  used  as  admixtures  in  the  manu¬ 
facture  of  blended  cements  shall  conform  generally 
to  federal  Specifications,  where  such  specifications 
exist,  or  if  no  Federal  Specifications  exist,  they  shall 
conform  to  A.S.T.M.  specifications  or  such  rules  gov¬ 
erning  the  use  of  these  materials  as  are  promulgated 
hy  the  Board. 

4.0  Manufacture  and  quality  of  Blended  Cements. 

4.1  A  flow  sheet  in  duplicate  showing  the  process 
of  manufacture  and  blending  shall  be  filed  with  the 

flu  •  5art,of  any  application  for  approval  which 
shall  include  the  origin  and  the  amount  of  materials 
used  and  proof  as  to  quality. 

50  Available  supply  of  raw  materials. 

5.1  Evidence  shall  be  filed  with  the  Board  showing 
the  potential  supply  of  raw  material  available  to  the 
manufacturer. 

5  0  Fineness 


7.0  Soundness. 

Ko  /V-Pai  °J  ?eat  cement  of  normal  consistency  shall 
!LrUbj^  ed4  ~e,s,ts  for  soundness  by  the  methods 
nUtJ T*  ^  A.S.T.M.  specifications  C77-36,  and  when 
so  tested  it  shall  show  no  signs  of  distortion,  cracking 
checking  or  disintegration  when  subjected  to  the 
steam  test,  nor  shall  the  expansion  of  the  pat  be  greater 
than  5mm,  when  molded  in  Le  Chatelier  tongs  and 
stored  in  a  standard  moist  closet  for  24  hours. 

7.2  In  addition  to  these  requirements,  the  expansion 
of  three  1  x  1"  x  10"  bars  of  neat  cement  of  normal 

A^™Cy  When  subJected  to  the  Autoclave  test 
A.b.i.M.  tentative  method,  shall  not  have  an  expan¬ 
sion  in  excess  of  0.75%.  P 

8.0  Time  of  set. 

8'1 of  setting  shall  be  determined  by  test  de¬ 
scribed  in  A.S.T.M.  Specification  C77-36,  and  the 
mortar  so  tested  shall  not  develop  initial  set  in  less 
thart  one  hour  and  final  set  in  more  than  10  hours 
as  tested  with  Vicat  or  Gillmore  needle. 

9.0  Compressive  strength  for  normal  blended  cements. 

9.1  The  average  compressive  strength  of  five  2-inch 
m°rtar  cubes  composed  of  one  part  of  blended  cement 
and  2.7o  parts  graded  Ottawa  sand  by  weight  shall 
be  not  less  than  the  following:  S 


Age  at  Test 

Storage  of  Cubes 

^Compressive 

Strength 

7  days 

1  day  in  moist  air,  6 
days  in  water 

2200  #/□" 

28  days 

1  day  in  moist  air,  27 
days  in  water 

3500  #/□" 

CW9-37  TCSted  In  accordance  with  A.S.T.M.  Spec. 

9.2  Tensile  Strength. 

The  average  tensile  strength  in  lb./in.2  of  not  less 
than  5  mortar  briquets  composed  of  one  part  cement 
and  3  parts  of  Ottawa  sand,  by  weight,  shall  be 
equal  to  or  greater  than  the  following- 


Age  at  Test 

Storage  of  Briquets 

Tensile 

Strength, 

#/□" 

3  days 

1  day  in  moist  air,  2  days 
in  water 

175 

7  days 

1  day  in  moist  air,  6  days 
in  water 

275 

28  days 

1  day  in  moist  air,  27  days 
in  water 

350 

The  average  tensile  strength  of  the  mortar  at  7 
and  28  days  shall  be  higher  than  that  at  3  and  7 
days,  respectively. 


6.1  The  specific  surface  shall  be  not  less  than  1800 
q.  cm.  per  gram,  as  determined  by  methods  of  test 
described  in  A.S.T.M,  specifications  C115-38T. 

oUtoc6  res\due  shall  not  exceed  15%  by  weight  on 
a  #325  standard  sieve. 


10.0  Blended  cements  having  other  properties. 

10.1  When  approval  of  the  board  is  requested  for 
the  use  of  Blended  Cements  having  high  early 
strength,  sulfate  resistance  or  low  heat  of  hydration 
application  shall  be  made  to  the  board  for  additional’ 
tests  to  develop  these  properties. 
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EXTRACTS  FROM  CHAPTER  19,  ARTICLE  18  OF  THE  ADMINISTRATIVE  CODE  OF  THE 
CITY  OF  NEW  YORK,  RELATING  TO  REFRIGERATING  SYSTEMS 


ARTICLE  1. 

General  Provisions. 

§C19-2.0.  Definitions. 

Unless  otherwise  expressly  stated,  whenever  used  in  this 
chapter  the  following  terms  shall  respectively  be  deemed 
to  mean: 

34.  Refrigerating  system,  a  combination  of  apparatus  in 
which  a  refrigerant  is  circulated;  for  the  purpose  of  ex¬ 
tracting  heat. 

(a)  The  parts  of  the  system  are  the  compressor,  gen¬ 
erator,  condensor,  absorber,  receiver,  shell  type  or  tube  type 
apparatus,  pipes,  vessels,  or  other  parts,  containing  refrig¬ 
erant. 

(b)  Direct  refrigeration,  a  system  in  which  the  refrig¬ 
erant  is  circulated  to  the  substance  or  space  refrigerated. 

(c)  Indirect  refrigeration,  a  system  in  which  brine 
cooled  by  the  refrigerant  is  circulated  to-  the  substance  or 
space  refrigerated. 

(d)  Refrigerant  is  the  chemical  agent  other  than  brine 
used  to  produce  refrigeration. 

(e)  Irritant  refrigerant,  any  refrigerant  which  when 
breathed  attacks  the  throat  or  lungs. 

(f)  Hydrocarbon  refrigerants,  any  refrigerant  of  the 
hydrocarbon  class. 

(g)  Flammable  refrigerant,  any  refrigerant  which  will 
burn  or  explode  when  mixed  with  certain  proportions  of 
air. 

(h)  Refrigerating  machinery  room,  a  room  in  which 
is  located  a  refrigerating  system  containing  refrigerant,  but 
not  including  expansion  coils  when  located  in  cold  storage 
rooms  or  expansion  coils  when  located  in  refrigerator  boxes. 

(i)  Factor  of  safety,  the  multiple  three  and.  one-third 
(3] Vz ),  the  product  of  which  and  the  test  pressure,  con¬ 
stitutes  the  probable  rupture  pressure. 

(j)  Pressure  imposing  element,  that  apparatus  which 
draws  the  refrigerant  from  the  low  pressure  or  low  tem¬ 
perature  side  of  the  system  and  discharges  it  into  the  high 
pressure  or  high  temperature  side  of  the  system. 

(k)  Pressure  limiting  device,  a  pressure  or  temperature 
responsive  mechanism  for  automatically  stopping  the  oper¬ 
ation  of  the  pressure  imposing  element. 

(l)  Brine,  any  liquid  which  having  been  cooled  by  the 
refrigerating  system  is  used  for  the  transmission  of  heat. 

(m)  Pressure  relief  device,  a  pressure  relief  valve,  a 
rupture  member,  fusible  plug  or  other  approved  device  for 
relieving  the  pressure. 

(n)  Pressure  relief  valve,  a  valve  held  shut  by  a  spring 
or  other  means  to  automatically  relieve  pressure  in  excess 
of  its  setting. 

(o)  Rupture  member,  a  device  that  will  automatically 
rupture  at  a  pre-determined  pressure. 

(p)  Liquid  receiver,  a  vessel  permanently  connected  to 
a  system  by  inlet  and  outlet  pipes  for  storage  of  a  liquid 
refrigerant. 

(q)  Container,  a  cylinder  for  the  shipment  of  refrig¬ 
erant  constructed  to  conform  to  the  regulations  of  the 
Interstate  Commerce  Commission. 

(r)  Mixer,  a  vessel  or  device  in  a  system  for  mixing 
the  ammonia  or  other  soluble  vapor  with  water. 

(s)  _  Stop  valve,  a  cut-off  valve  for  use  during  normal 
operation. 

(t)  Service  valve,  a  key-operated  shut-off  valve  used 
only  during  shipment,  installation  or  repairs. 

(u)  Fusible  plug,  a  device  having  a  predetermined- 
temperature  fusible  member  for  the  relief  of  pressure. 

(v)  Public  buildings,  commercial  buildings  and  resi¬ 
dence  buildings  are  buildings  as  so  defined  by  Article  4, 
C26-235.0  of  the  Administrative  Code  of  the  City  of  New 
York. 

(a)  Public  Buildings.  Public  buildings  are  structures 
or  parts  of  structures  in  which  persons  congregate  for 


civic,  political,  educational,  religious  or  recreational  pur¬ 
poses,  or  in  which  persons  are  harbored  to  receive  medical, 
charitable  or  other  care  or  treatment,  or  in  which  persons 
are  held  or  detained  by  reason  of  public  or  civic  duty,  or 
for  correctional  purposes,  including  among  others,  court 
houses,  schools,  colleges,  libraries,  museums,  exhibition 
buildings,  lecture  halls,  churches,  assembly  halls,  lodge 
rooms,  club  houses  with  more  than  five  sleeping  rooms, 
dance  halls,  theatres,  bath  houses,  hospitals,  asylums,  armo¬ 
ries,  fire  houses,  police  stations,  jails  and  passenger  depots. 

(b)  Residence  Buildings.  Residence  buildings  are 
structures  or  parts  of  structures  in  which  sleeping  accom¬ 
modations  are  provided,  except  such  as  may  for  other 
reasons  be  classed  as  public  buildings,  including  multiple 
dwellings  as  defined  in  the  Multiple  Dwelling  Law. 

(c)  Commercial  Buildings.  Commercial  buildings  are 
structures  or  parts  of  structures,  which  are  not  public 
buildings  or  residence  buildings,  including  among  others, 
office  buildings,  factory  buildings,  salesrooms  (stores), 
markets,  restaurants,  warehouses,  freight  depots,  car  barns, 
stables,  garages,  motor  vehicle  repair  shops,  factories, 
laboratories,  smoke  houses,  grain  elevators,  coal  pockets, 
central  station  power  plants  and  electric  sub-stations. 

ARTICLE  3. 

Bonds  and  Fees. 

§09-24.0.  Fees  for  Permits. 

Applicants  for  permits  under  the  provisions  of  this  chap¬ 


ter  shall  pay  annual  fees  as  follows : 

35.  Refrigerating  systems : 

Class  A  systems .  $20.00 

Class  B  systems .  10.00 

Class  C  systems  containing  over  six  pounds 

of  refrigerant  .  5.00 

Class  C  systems  containing  six  pounds  or 

less  of  refrigerant .  1.00 


ARTICLE  18. 

Refrigerating  Systems. 

C19-  96.0.  Permits. 

C26-214.0.  Supervision. 

C19-  97.0.  Classification. 

C19-  98.0.  Permissible  locations. 

C19-  99.0.  Refrigerating  machinery  rooms  and  ventilation. 
09-100.0.  Open  flames  and  electrical  equipment. 
C19-101.0.  Testing. 

09-102.0.  Piping. 

09-103.0.  Safety  devices. 

09-104.0.  Size  of  safety  devices. 

09-105.0.  Location  and  discharge  of  safety  devices. 
09-106.0.  Operating  precautions. 

09-107.0.  Equipment  diagrams. 


§C19-96.0.  Permits. 

(a)  Except  as  hereinafter  provided  in  this  article  it 
shall  be  unlawful  to  maintain  or  operate  a  refrigerating 
system  without  a  permit. 

(b)  A  permit  will  not  be  required  for  a  Class  C  system 
when  maintained  or  operated  in  the  residence  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house  or  a  business 
building. 

(c)  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 
frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions  of  this  article, 
as  are  deemed  by  the  fire  commissioner  necessary  in  the 
interest  of  public  safety. 

NOTE: — The  Fire  Chief  and  Commissioner  prescribed 
under  date  of  April  4,  1934,  the  following: 
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1«T,That-.th,e»^-frigeraKnTts  dichlorodifluoromethane,  known 
as  Freon  (“Kinetic  No.  12”  also  “F-12”'i  m  u  7" 
dichlorotetrafluoroethane  (“F-114”)  C*ClJt  and  mono- 
fluorotnchloromethane  (“F-ll”  CFCl,  are  non-flammable 
and  non-n-ntant  unless  otherwise  hereinafter  provided,  and 
shall  be  i-'gulated  in  accordance  with  the  provisions  of 
Article  18  of  Chapter  19  of  the  Administrative  Code  as 
such,  except  when  used  in  a  room  or  rooms  in  which  there 
is  an  open  flame  or  apparatus  to  produce  an  open  flame 

frigerants  - 

L7  2i'i  a  That  refr?gerating  systems  employing  F-ll;  F-12  or 
sSbnarCir9  980terh?  °/-a  building  so  specified  in 
irSm  anHon-fl^nawI  refr'*era"*s  “*h-  "on- 

3  That  refrigerating  ^tcnis  employing  F-ll-  F-12  or 
F-114  used  for  air  conditioning  are  restricted  to’ the  indi¬ 
rect  method  except  that  the  direct  method  may  be  used  in 
f*rtS°/-a  bu‘ldl\ so  specified  in  Section  C19-98.0  (b) 
mable  fngCrantS  °ther  than  non'irritant  and  non-flam- 

u1-„lhuat„refng,erat.in&  systems  employing  F-ll;  F-12  or 
-114  shall  not  be  installed  or  maintained  in  or  on  the 

any1  budding  S>  °bbieS’  entrances,  exits  or  auditoriums  of 

ffmTta!,refriFr-ating  systems  employing  F-ll;  F-12  or 
Pfj  ®ha  1  .not  be  installed  or  maintained  in  a  hospital,  un- 
•nomh  ,Slrfe  system  is  confined  in  a  fireproof  machinery 

laZ’Sdhf°r  n°i  °thfr  purpose>  and  ^  which  no  ope^ 
lame  shall  be  employed,  except  that  the  Class  “C”  system 

:ontaining  not  more  than  10  pounds  of  refrigerant  mav Te 

lfett1inLa-m-et  7tchen.  which  shall  be  cut  offgfrom  the^est 
d  the  building  by  a  tight  fitting  self-closing  door  or  doors 

ir  PAl°lV1otdn  7*  "  Win,d/°W  °r  wind°wsgto  the  outside 

uircd  fa  Paragraph  8t0  'he  °Utside  ^  “  herinafter  re- 

6  That  refrigerating  systems  employing  F-ll  -  F-12  or 
-114  may  be  installed  or  maintained  in  a  hospital  private 
Jom,  having  tight  partitions  and  tight  fitting^elf-closinsr 
Z  °r  do°rs  and  where  not  more  than  tw0g  persons  arf 

« 10  peundsTf  ref/geSnf  SyS,'m  C°n,ai"S  "ot  more 

-114 Vhln* n«ff rif erati?gnS^Stem  emPi°ying  F-ll;  F-12  or 
.//Ir  i1!.  not  .be  installed  or  maintained  in  a  theatre 

'nfined  in  a°  firrnCtUrf  tbea,7e  unless  the  entire  system  is 
irpose  and  £  Zw°l  machinery  room,  used  for  no  other 

s  s^ssse  apparatus  to 

n  flame  or  apparatus  to  produce  such  open  flame  such 
en  flame  and/or  apparatus  shall  be  provided  with  a  hood 
;d  independent  mechanical  ventilation  so  arranged  as  to 
41  din 7  rv  produ.ct.s  of  combustion  to  the  outside  of  the 

‘Stall  andPJoVn  °n  SS1  apply  °nly  to  diet  ^chens 
nee  Phinc  d  ?  CIaSS  C  systems  in  schools,  churches 
;  “vfIls-  court  rooms,  police  stations,  jails  asylums 
,  ^  ’  Passenger  depots,  rooms  opening  into  passenger 

h  Ffa/com^5  and  SUCh  »"«? ^  "s °arPead  eS 

safety  Commiss,oner  necessary  in  the  interest  of  pub- 

'•  That  each  refrigerating  machinery  room  in  anv 
.Ming  in  which  F-ll;  F-12  or  F-114  are  used  shall  hi 
'intamed  vapor-tight  and  provided  with  tight  fitting  self- 
0  gTwrS’  un  acrc?rdance  with  Section  C19-990  (a) 

1-  FI?  refrigerating  machinery  room  in  which 

sctlv  to  th  J’i,  1  ^  USed’  -hal1  be  ade9uately  ventilated 
'-99.0  (b),  1,  2,  3  and  4*  “  accordance  with  Section 

\  Be?ts  Pressures  and  setting  of  safety  valves  for  svs- 

.Utaiff-aV'SsT  F-"4’  »* 


Re  frige  rant  Column  No.  1  Column  No.  2  Column  No.  3 
P-11  .  25  15  ic 

f!?4  'X  120  135 

P'114  60  30  30 

in  whidl^Fn6  Sf  ?9°f  pr|.ssure  relief  valves  for  systems 
follows:  F'12  °r  F'U4  15  empIoyed>  sha11  be  as 

Capacity  of  System  Number  Required 

Up  to  30  tons  One  inch 


30  to  60 
60  to  100 
100  to  175 
175  to  250 
250  to  450 
450  to  900 


One  24 
One  1  “ 

One  1J4  inches 
One  \l/2  “ 

One  2  “ 

,,  mu  t  i  '  Two  2  “ 

Id.  lhat  the  storage  of  F-ll,  F-12  or  F-114  shall  rnn- 
orm  with  Section  09- 106.0  (c)-5  for  other  refrigerants. 

14.  that  all  other  sections  or  parts  of  Article  18  of  the 

plied'' withatlVG  C°de  n0t  S°  mentioned>  sha11  be  com- 

15.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-1M  installed  prior  to  May  19,  1932,  shall  be  inspected 

of  the  FiieV0  COI?iP-ly  WithLtbe-  ruleS’  °r  if  in  the  opinion 
of  the  Fire  Commissioner,  the  installations  are  of  a  non- 

whirl,^5  chKaracter’  a  Permit  may  be  issued.  Installations 
which  have  been  made  in  hospitals,  theatres,  asylums  and 

witheSth°e£sePmleCs.aSSemb  y  ShaU  bC  made  t0  C°mply  strictly 
f  (p  •  Permit,  where  required,  shall  be  applied  for 
.fn°^i,eght  hourfs,after  installation  is  completed^  contain- 
g  the  name  of  the  person  for  whom  the  system  is  in¬ 
stalled  and  the  place  of  location  of  the  system 

be^L  fa  fhe  sysr.em:gerant  SPeCified  in  the  •>«”*  ^all 

Refrigerating  systems  to  which  these  provisions 
cannot  be  applied,  may  be  maintained  and  operated  subject 
to  such  conditions  as  are  deemed  necessary  by  the  fire 
commissioner.  J  y  e 

§c26-214.°.  Refrigeration  System  Operators; 
Certificate  of  Qualification. 

(a)  It  shall  be  unlawful  to  maintain  or  operate  in  any 

fiftW?many  rebnge7tlng  system  containing  more  than 
ufty  (50)  pounds  of  refrigerant  except  under  the  per¬ 
sonal  supervision,  direction  or  control  of  either  a  dulv 
licensed  engineer  or  a  person  who  has  obtained  a  certificate 
of  qualification  from  the  superintendent  to  operate  such  a 
system.  Where  the  system  contains  two  hundred  (200) 
pounds  or  less  of  refrigerant  and  is  fully  automatic,  only 
one  qualified  operator  will  be  required. 

[b)  It  shall  be  unlawful  to  maintain  or  operate  in  a 
pubhc  building  or  exhibition  hall  any  Class  C  system  per- 

mi!i  -l°r  exblbltlon  or  demonstration  purposes  except 
under  the  personal  supervision,  direction  or  control  of 
either  a  duly  licensed  engineer  or  a  person  who  has  ob¬ 
tained  a  certificate  of  qualification  from  the  superintendent 
to  operate  such  a  system. 

r  ^  UP011  receipt  of  such  certificate  the  applicant  there- 
for  shall  pay  an  annual  license  fee  as  follows :  For  the  in¬ 
itial  fee  $5,  and  for  renewal  thereof  the  sum  of  $1  pro¬ 
vided  application  for  such  renewal  be  made  for  within 
thirty  days  prior  to  the  expiration  of  such  certificate.  Any 
such  certificate  may  be_  revoked  or  suspended  for  cause  at 
any  time  by  the  superintendent. 

§C19-97.0.  Classifications. 

(a)  The  total  amount  of  refrigerant  common  to  a  system 
operating  through  one  or  more  evaporators,  shall  be  con- 
sidered  the  capacity  of  the  system  and  determine  its  class. 

S  /I  ^  system  *s  a  system  containing  one  thou- 

sand  (1,000)  pounds  or  over  of  refrigerant,  or  capable  of 
thirty  (30)  tons  capacity  or  over. 

,£iNClass  B  system  is  a  system  capable  of  less  than 
thmty  (30)  tons  capacity,  or  containing  less  than  one  thou¬ 
sand  (1,000)  pounds  of  refrigerant  and  more  the  amounts 
provided  for  in  a  Class  C  system. 

(d)  A  Class  C  system  is  a  system  containing  not  more 
than  twenty  (20)  pounds  of  refrigerant. 
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§09-98.0.  Permissible  Locations. 

(a)  It  shall  be  unlawful  to  install  any  Class  A  or  Class 
B  systems  in  any  public  building  as  defined  by  subdivision  a 
of  section  C26-235.0  of  the  code,  until  plans  have  been  filed 
with  and  approved  by  the  fire  commissioner,  and  no  re¬ 
frigerant  shall  be  placed  in  the  system  until  a  permit  has 
been  obtained  from  the  fire  commissioner. 

(b)  The  direct  method  of  refrigeration  shall  not  be 
used  in  any  building,  whether  or  not  a  permit  is  required 
for  installation  therein,  outside  of  the  refrigerating  ma¬ 
chinery  room  except  in  buildings  used  exclusively  for  ice 
making  or  for  refrigerating  purposes,  or  when  such  method 
is  not  carried  above  the  first  floor  in  business  buildings,  or 
in  the  business  sections  of  business  buildings  provided  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a  resi¬ 
dence  building  occupied  by  not  more  than  two  families,  or 
in  any  building  provided  a  non-irritant  and  non-flammable 
refrigerant  is  used.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  December  13,  1927. 

(c)  It  shall  be  unlawful  to  use  brine  in  any  brine  cir¬ 
culating  system  that  will  generate  flammable  vapor  at  a 
temperature  below  100  degrees  Fahrenheit  when  tested  in 
a  Tagliabue  open  cup  tester,  and  no  refrigerant  shall  be 
used  as  a  brine. 

(d)  It  shall  be  unlawful  to  install  or  maintain  a  Class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  used  exclusively  for  ice 
making  or  refrigerating  purposes.  The  provisions  of  this 
subdivision  shall  not  apply  to  a  building  in  which  installa¬ 
tion  was  made  prior  to  December  13,  1927. 

(e)  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 
(10)  pounds  of  refrigerant. 

(f)  It  shall  be  unlawful  to  install  or  maintain  a  re¬ 
frigerating  system  employing  an  irritant  or  inflammable 
refrigerant  in  or  on : 

1.  The  stairways,  halls,  lobbies,  entrances,  exits  or 
auditoriums  of  any  building; 

2.  Dance  halls,  court  rooms,  police  stations,  jails,  sub¬ 
ways,  theatres,  or  motion  picture  theatres ; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger 
depot  or  rooms  opening  directly  therein ; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre,  or  where  persons  are  detained 
or  confined ; 

5.  A  school  unless  the  refrigerating  system  is  used  ex¬ 
clusively  for  instructions  or  research  purposes ; 

6.  A  hospital  or  asylum  in  which  persons  are  confined 
or  given  medical  treatment  or  helpless.  Unless  otherwise 
required  by  this  section,  such  refrigerating  system  shall  be 
cut  off  from  the  building  by  unpierced  fireproof  construc¬ 
tion. 

The  foregoing  provisions  do  not  apply  to  hermetically 
sealed  unit  systems  containing  not  more  than  six  (6) 
popnds  of  refrigerant  when  located  in  dance  halls,  police 
stations,  diet  kitchens  of  hospitals,  or  laboratories,  and 
when  located  in  rooms  shut  off  from  the  rest,  of  the 
building  by  tight  partitions  and  tight-fitting,  solid,  self¬ 
closing  doors  and  located  in  a  room  having  a  window  to 
the  outside  air. 

(g)  An  intermittent  absorption  type  of  refrigerating 
machine  shall  not  be  permitted  in  a  Gass  A  system.  Such 
a  type  of  machine  shall  be  permitted  in  a  Class  B  system 
only  when  a  heating  medium  of  low  pressure  steam  is  used 
in  its  operation. 

(h)  The  use  of  methyl  and  ethyl  chloride,  sulphur  diox¬ 
ide,  or  a  hydro-carbon  refrigerant  will  not  be  permitted 
in  Class  A  systems. 

(i)  A  Class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  Borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
and  shall  be  located  on  the  ground  floor,  which  shall  be  of 


unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
(8")  of  brick  or  six  inches  (6")  of  reinforced  concrete 
Direct  exit  therefrom  leading  to  the  open  air  and  not  tc 
any  other  part  of  the  building  shall  be  maintained  and 
shall  be  provided  with  vapor-tight,  self-closing,  fireprool 
doors. 

§09-99.0.  Refrigerating  Machinery  Rooms  and 
Ventilation. 

a.  Refrigerating  machinery  rooms. 

1.  All  refrigerating  machinery  rooms  in  which  ar 
irritant  refrigerant  is  used  shall  be  maintained  vapor-tight 
except  that  all  doors  which  open  to  other  parts  of  the 
building  shall  only  be  required  to  be  self-closing  and  close 
fitting,  and  shall  be  kept  closed  at  all  times,  except  during 
entrance  or  exit.  All  other  openings  that  may  permit  the 
passage  of  vapor  to  other  parts  of  the  building  shall  be 
vapor-tight  and  kept  closed.  No  opening  from  elevator 
shafts  shall  be  permitted  in  the  refrigerating  machinery 
room.  This  provision,  however,  shall  not  apply  to  dumb¬ 
waiter  shafts  the  door  openings  of  which  are  protected 
with  self-closing  fire  doors  or  to  a  system  containing  less 
than  six  (6)  pounds  of  refrigerant.  Closets  solely  con¬ 
tained  within  and  opening  only  into  the  refrigerating  ma¬ 
chinery  room  shall  be  considered  as  part  of  the  room  in 
which  it  opens. 

2.  In  Class  A  and  Class  B  systems  in  which  an  irri¬ 
tant  refrigerant  is  used,  the  doors  of  the  refrigerating 
machinery  rooms  shall  open  outwardly. 

b.  Ventilation. 

1.  Each  Class  A,  B  and  C  refrigerating  machinery 
room  of  any  system  shall  be  independently  provided  with 
means  for  adequate  ventilation  to  the  outer  air.  The  ven¬ 
tilation  shall  consist  of  a  window  or  windows  opening 
directly  to  the  open  air,  or  mechanical  means  capable  of 
exhausting  the  foul  air  from  the  room. 

2.  When  a  window  or  windows  are  used,  if  placed  in 
opposite  walls  so  as  to  provide  a  through  air  circulation  to 
the  outer  air,  a  total  area  of  inlet  and  outlet,  respectively, 
of  not  less  than  that  specified  in  Column  D  of  the  table  in 
subdivision  4  shall  be  provided.  When  a  window  or 
windows  are  placed  in  one  wall  a  total  area  shall  be  pro¬ 
vided  not  less  than  that  specified  in  column  E  of  such 
table. 

3.  When  mechanical  means  are  used  they  shall  consist 
of  a  power-driven  exhaust  fan  of  the  enclosed  case  blower 
type  which  shall  be  capable  of  removing  from  the  refrig¬ 
erating  machinery  room  the  amount  of  air  specified  in  col¬ 
umn  B  of  the  table  in  subdivision  4.  The  inlet  to  the  fan 
shall  be  located  near  the  refrigerating  equipment.  The  out¬ 
let  from  the  fan  shall  terminate  not  less  than  six  (6)  feet 
above  the  sidewalk  and  in  no  case  under  a  stairway  or  fire 
escape.  Where  air  ducts  are  used  on  either  the  inlet  or 
discharge  side  of  the  fan  they  shall  each  have  an  area  not 
less  than  that  specified  in  Column  C  of  such  table.  Sharp 
bends  in  the  run  of  the  ducts  shall  be  avoided.  The  con¬ 
trol  for  such  mechanical  means  of  ventilation  shall  be 
easily  accessible  and  located  outside  of  the  refrigerating 
machinery  room. 

4. 


Meehan-  Window  Area 

Pounds  of  ical  Cu.  Meehan-  in  Sq.  Ft.  Window  Area 
Refriger-  Ft.  per  ical  Sq.  for  each  in  Sq.  rt.  tor 

ant  in  Minute  Ft.  Duct  Opposite  One  Side 

System.  Discharge.  Area.  Side.  Only.  _ 

A 

B 

C 

D 

E 

Up  to  ...  20 

150 

1/4 

1 

6 

50 

250 

1/3 

1  1/2 

12 

100 

400 

1/2 

2 

16 

150 

550 

2/3 

2  1/2 

19 

200 

680 

2/3 

3 

25 

250 

800 

1 

3  1/2 

29 

300 

900 

1 

4 

32 

400 

1,100 

1  1/4 

4  1/2 

38 

500 

1,275 

1  1/4 

5 

42 
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600 

700 

800 

900 

1,000 

1,250 

1.500 
1,750 
2,000 

2.500 
3,000 
4,000 
5,000 
6,000 
7,000 
8,000 
9,000 

10,000 

12,000 

14,000 

16,000 

18,000 

20,000 

25,000 

30,000 

35,000 

40,000 

45.000 


1,450 

1,630 

1,800 

1,950 

2,050 

2,350 

2,800 

3.150 

3.500 

4.150 

4.500 

6,000 

7.500 
9,000 

10.500 
12,000 
13,000 
14,000 
17,000 
19,000 
22,000 
24,000 

26.500 
33,000 
39,000 
44,000 
51,000 
56.000 


1/4 

1/2 

1/2 

1/2 

1/2 


1  1/2 
1  1/2 
2 
2 
2 
2 
2 
3 

3 

4 
4 
6 
7 
9 

10  1/2 

12 

13 

14 
17 
19 
22 
24 
26 
33 
39 
44 
51 
56 


6 
6 
7 

7 

8 

9 

11 

12  1/2 


1/2 

1/2 


14 

16 

18 

24 

30 

36 

42 

48 

52 

56 

68 

75 

86 

92 

100 

121 

142 

155 

176 

190 


45 

48 

51 

55 

59 

68 

78 

87 

95 

113 

130 

167 

204 

241 

278 

315 

342 

360 

425 

470 

540 

580 

630 

760 

870 

940 

1,060 

1.120 


§09-101.0.  Testing. 

Every  part  of  any  refrigerating  system,  except  pres¬ 
sure  gauges  and  control  mechanism  shall  be  tested  to  at 
least  the  following  pressures :  Class  A  and  B  systems  con¬ 
taining  over  fifty  (50)  pounds  of  refrigerant  shall  be  tested 
atter  installation  and  proved  tight  before  being  operated. 
A  dated  declaration  of  such  test,  signed  by  the  tester,  shall 
be  posted  in  the  machinery  room. 


Col.  1. 


Refrigerant. 


High 


Col.  2.  Col.  3. 
Low  Pressure  Side. 


Pressure  With 
Side.  Safety 
Valves. 

Without 

Safety 

Valves. 

1,500 

750 

1,000 

1,050 

520 

760 

300 

150 

225 

250 

115 

175 

155 

80 

120 

135 

100 

100 

90 

45 

70 

75 

35 

50 

30 

15 

25 

12 

12 

12 

12 

12 

12 

12 

12 

12 

Note— Door  openings  leading  directly  to  the  open  air 
shall  be  considered  equivalent  to  windows  for  the  require- 

mrtS™£eC,fied  in  co.lurFns  “D”  and  “E”  of  this  table. 

d.  Where  a  non-irritant  or  nonflammable  refrigerant 
is  employed,  the  requirements  as  given  in  the  table  in  sub¬ 
division  4  may  be  reduced  by  one-half.  When  air  or  water 

is  employed  as  the  refrigerant  no  ventilation  shall  be  re¬ 
quired. 

6.  In  lieu  of  mechanical  means  of  ventilation  in  re¬ 
frigerating  machinery  rooms  where  a  Class  A  system 
°r  a  Class  B  system  using  ammonia  is  installed,  a 
water  deluge  may  be  provided  which  shall  consist  of  a 
sprinkler  system  having  open  heads  of  not  less  than 
one-quarter  inch  04")  orifice  spaced  not  more  than  eight 
teet  apart  in  any  direction,  and  such  system  shall  be 
located  above  all  the  refrigerating  apparatus  and  piping 
m  the  refrigerating  machinery  room.  Not  more  than  one 
ead  shall  be  installed  on  a  24-inch  pipe;  five  heads  on  a 
i-inch  pipe  -  six  heads  on  a  lj4-inch  pipe.  The  deluge  sys¬ 
tem  shall  be  permanently  connected  with  the  main  house 
supply  or  other  assured  source  from  which  a  constant 
water  pressure  of  not  less  than  twenty  pounds  per  square 
inch  can  be  maintained  on  the  inlet  side  of  the  main  con¬ 
trol  valve  or  valves  at  all  times.  The  control  valve  or 

^UCh  Tater  del-V?e  system  sha11  be  manually 
•K  ?d  ani  easJly,  accessible,  and  shall  be  labeled  and 
located  outside  of  the  refrigerating  machinery  room. 

§09-100.0.  Open  Flames  and  Electrical  Equip¬ 
ment. 

a.  Open  flames. 

No  fire-flame  or  arc  light  will  be  permitted  in  a  Class  A 
or  H  refrigerating  machinery  room  in  which  a  flammable 
refrigerant  is  used. 

b.  Electrical  equipment. 

*1  411  Ciass  4  apd  B  refrigerating  systems  containing 
,  ore  ^an  fifty  (50)  pounds  of  refrigerant  shall  have  an 
-  ergency  switch  controlling  all  of  the  electrically-oper- 
•  Ci,  re  .2erating  machinery  or  the  remote  control  of 
>uch  a  switch  located  outside  of  the  refrigerating  machin- 

«y  ro?m  wbere  it  can  be  quickly  reached  and  operated  in 
ase  of  necessity. 

2.  Where  the  operating  mechanism  in  any  system  is 
ependent  upon  electrical  control,  such  control  in  a  pressure 
.  A  eVLCn  Ska  be  on  a  closed  circuit.  Nothing  herein 
rained  shall  require  a  hand  reset  on  an  automatic  type 
't  refrigerating  machine. 


Carbon  dioxide  . 

Ethane  . 

Ammonia  . 

Propane  . 

Methyl  chloride  . 

Sulphur  dioxide  . 

Iso-butane  . 

Butane  . 

Ethyl  chloride  . 

Dichloromethane . 

Dichloroethylene  . 

Trichloroethylene  . 

§09-102.0.  Piping. 

a.  Piping. 

1.  _  All  piping,  liquid  receivers  or  vessels  containing  the 
refrigerant,  shall  be  supported  on  or  by  strong  and  durable 
materials.  This  provision  shall  not  apply  to  Class  C  in¬ 
stallations. 

2.  The  arrangement  of  stop  valves,  relief  devices,  and 
other  similar  devices,  when  used  shall  be  as  shown  on  the 
diagram  for  Class  A  and  B  systems  in  section  09-107  0 
of  the  code. 

3.  Every  system  which  may  be  charged  after  installa¬ 
tion  shall  have  the  charging  connection  located  on  its  low 
pressure  side. 

b.  Gauge  glasses. 

Liquid  level  gauge  glasses,  except  those  of  the  bull’s 
eye  type,  shall  have  automatic  closing  shut-off  valves  and 
such  glasses  shall  be  adequately  protected  against  injury 
by  slotted  metal  casings. 

§09-103.0.  Safety  Devices. 

a.  Construction  and  setting. 

1.  Pressure  relief  valves,  pressure  limiting  devices  and 
rupture  members  shall  be  set  to  prevent  the  pressure  from 
exceeding  the  test  pressure.  The  pressure  at  which  the  de¬ 
vice  is  set  to  function  shall  be  indicated  thereon.  (See 
section  09-101. 0  of  the  code,  columns  1  and  2  of  talie.) 

2.  Fusible  plugs  shall  relieve  the  pressure  at  a  tempera¬ 
ture  not  exceeding  280  degrees  Fahrenheit. 

b.  Use  of  stop  valves. 

1.  It  shall  be  unlawful  to  locate  a  stop  valve  between  a 
pressure  relief  device  or  pressure  limiting  device  and  the 
part  of  the  system  protected  thereby,  unless  two  pressure 
relief  devices  of  required  size  are  used,  and  so  arranged 
that  only  one  pressure  relief  device  can  be  cut  off  for 
repair  purposes  at  any  one  time. 

2.  A  Class  B  system  in  which  no  stop  valves  are  used 
and  in  which  the  pressure  will  equalize  throughout  the 
system  when  the  pressure  imposing  element  is  not  in  opera¬ 
tion  may  be  protected  by  only  one  pressure  relief  device 
located  on  the  high  pressure  side. 

c.  Ammonia  mixer. 

1.  The  low  pressure  side  of  a  Class  A  ammonia  sys¬ 
tem  shall  be  provided  with  a  hand-operated  valve  for  dis¬ 
charging  the  ammonia  into  water  through  a  mixer  to  the 
sewer  in  case  of  emergency. 

2.  The  ammonia  mixer  shall  be  constructed  of  steel 
and  shall  be  capable  of  withstanding  a  pressure  of  at  least 
fifty  (50)  pounds  per  square  inch. 

3.  It  shall  be  unlawful  to  locate  a  valve  in  the  ammonia 
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emergency  discharge  line,  except  for  the  manually-oper¬ 
ated  valve  discharging  into  the  water  and  ammonia  mixer, 
but  there  may  be  one  stop  valve  located  inside  the  building 
for  repair  purposes  only.  This  valve  shall  be  sealed  open 
and  labeled  “Keep  Open.” 

4.  The  manually  operated  pressure  relief  valve  shall  be 
located  in  a  locked  box  which  can  be  opened  by  members  of 
the  Fire  Department  by  means  of  a  Fire  Department  key. 
The  door  of  the  box  shall  be  on  the  public  thoroughfare 
side  of  the  building  in  an  easily  accessible  location  and  not 
less  than  eighteen  (IS)  inches  or  more  than  five  (5)  feet 
above  the  sidewalk  level.  The  box  shall  be  permanently 
labeled  with  letters  of  not  less  than  one  (1)  inch  reading 
“For  Fire  Department  Use  Only.”  The  relief  valve  shall  be 
labeled  “Ammonia.”  A  sign  shall  be  posted  within  the  box 
reading  “Do  Not  Open  Valve  Until  Water  Is  Flowing.” 

5.  A  single  standard  three  (3)  inch  fire  department 
connection  shall  be  provided  through  which  the  necessary 
water  may  be  supplied  to  the  mixer.  The  fire  department 
connection  shall  be  located  near  the  box  and  not  less  than 
eighteen  (18)  inches  or  more  than  twenty-four  (24)  inches 
above  the  sidewalk  level  and  shall  be  permanently  labeled 
having  letters  not  less  than  one  (1)  inch  high  reading  “To 
Ammonia  Mixer.”  A  check  valve  so  set  as  to  prevent  gases 
from  reaching  the  fire  department  connection  shall  be  in¬ 
stalled  in  the  water  line  between  the  fire  department  con¬ 
nection  and  the  water  and  ammonia  mixer. 

6.  The  fire  department  shall  have  sole  use  of  the 
mixer  and  supply  the  necessary  water. 

7.  In  systems  using  over  twenty-seven  thousand 
(27,000)  pounds  of  ammonia  there  shall  be  provided  one 
additional  water  and  ammonia  mixer  for  each  twenty-seven 
thousand  (27,000)  pounds  of  ammonia  or  fraction  thereof 
so  used  in  excess. 

8.  The  ammonia  mixer  and  its  connection  for  a  Gass 
A  system  shall  conform  to  the  diagram  in  section  09-107.0 
of  the  code. 

§09-104.0.  Size  of  Safety  Devices. 

(a)  The  size  of  pressure  relief  valves  shall  be  as  follows  : 

CO2  and  Other 

Capacity  Ethane,  No.  Refrigerants, 

of  System.  Req.,  Size.  No.  Req.,  Size. 


Up 

to 

30 

tons . 

\—Vin 

1- 

-1/2" 

30 

to 

60 

tons . 

1— 14" 

1- 

-34" 

60 

to 

100 

tons . 

1—J4" 

1- 

-1" 

100 

to 

175 

tons . 

i—U* 

1- 

-114 

175 

to 

250 

tons . . 

1-3/T 

1- 

-iy2 

250 

to 

450 

tons . . 

1—1" 

1- 

-2" 

450 

to 

900 

tons . 

2- 

-2" 

n 

u 


(b)  Where  rupture  members  are  permitted  and  used,  the 
equivalent  area  of  the  relief  valve  specified  must  be  pro¬ 
vided. 

(c)  Fusible  plugs  may  be  used  on  all  Gass  C  systems 
and  on  all.  Gass  B  systems  of  the  hermetically  sealed  com¬ 
pression  type  containing  not  more  than  fifty  (50)  pounds 
of  refrigerant.  The  free  discharge  opening  shall  be  one- 
sixteenth  (1/16)  inch  in  diameter. 


§09-105.0.  Location  and  Discharge  of  Safety 
Devices. 

a.  Location. 

A  pressure  limiting  device  shall  be  provided  on  the 
high  pressure  side  of  each  water-cooled  refrigerating  sys¬ 
tem  containing  more  than  six  (6)  pounds  of  refrigerant. 
A  pressure  relief  valve  shall  be  provided  on  the  high  pres¬ 
sure  side  of  each  water-cooled  refrigerating  system  con¬ 
taining  twenty  (20)  pounds  or  more  of  refrigerant,  but  it 
shall  not.be  necessary  to  discharge  the  refrigerant  to  the 
outside  air  or  water  tank  from  any  such  refrigerating  sys¬ 
tem  containing  fifty  (50)  pounds  or  less  of  refrigerant,  any 
other  provision  of  part  1,  of  this  title,  to  the  contrary  not¬ 
withstanding. 

b.  Location  and  discharge  of  safety  devices. 

1.  Each  compressor  or  generator  of  a  Gass  A  or  B 
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ARRANGEMENT  OF  PRESSURE  RELIEF  DEVICES 
FOR. 

CLASS ‘B"  EQUIPMENT 

Section  C19-107.0 


RULES 


SyStem  containing  more  than  100  pounds  of  refrigerant 
shail  be  protected  by  a  pressure  relief  valve  connected  into 
the  high  pressure  side  between  the  main  stop  valve  and  the 

hereinafter  praMeT'°r  '°  eXCeSSive  press"re  as 

2.  A  rupture  member  may  be  substituted  for  the  relief 
valve  in  CO,  systems  or  systems  operating  below  atmos¬ 
pheric  pressure. 

3.  Shell  type  apparatus  such  as  liquid  receivers  con¬ 
densers,  evaporators,  liquid  separators  and  absorbers  of 
Class  A  and  Class  B  systems  containing  more  than  fifty 

S!t°f/efngierant’randr(?IaSS  B  systems  containing 
Pounds  or  less  of  refrigerant  which  can  be  shut 

rHiifvI?15  V^-Ve^’  Sh-a  1  each,  be  equipped  with  a  pressure 
reief^alve’^dlScharginS  as  hereinafter  provided. 
fifT-  KmSS  ^  systems  and  Class  B  systems  containing 
fiBy  (5°)  pounds  or  less  of  refrigerant  so  constructed  that, 
when  subjected  to  abnormal  outside  temperature  such 
as  that  generated  in  a  fire,  they  may  burst  due  to  the  ex- 

rehef° device1 6  refngerant-  sha11  be  Pr°tected  by  a  pressure 

5.  A  pressure  relief  valve  shall  be  required  on  the  low 
pressure  side  of  a  Class  B  system  into  which  the  relief 
valve  or  valves  on  the  high  pressure  side  discharge,  as  so 
code™  °n  equipment  diagram  of  section  C19-107.0  of  the 

c-  DischarSe  Pressure  relief  valve 

Jilt,*?  amm,onia  \s  used  in  Class  A  systems,  the 
d  sc  large  from  relief  valves  must  be  conducted  to  the  out¬ 
side  atmosphere  or  into  that  part  of  the  low  pressure 
ude  protected  by  the  mixer  as  specified  in  subdivision  C,  of 
section  09-103.0  of  the  code.  If  it  is  discharged  to  the 
atn?°sphere  jt  must  be  piped  above  the  roof  or  not 

I, n  !?  feCu  ab°ve  -the  grade'  The  discharge  pipe 

dial  be  not  less  than  the  size  of  the  relief  valve  outlet.  The 
iischarge  from  more  than  one  relief  valve  may  be  run 
nto  a  common  header,  the  area  of  which  shall  be  equal 

!he  a[ea  °J  the  P'Pes  connected  thereto.  The  outlet 
irince  shall  be  turned  downward. 

2.  Where  more  than  fifty  (50)  pounds  of  ammonia 

tioUn  m  a  CiaS.s  B  system>  the  discharge  from  relief  valves 
hall  be  piped  to  the  outside  atmosphere  as  specified  for 

; ass  A  systems,  or  to  the  low  pressure  side  as  shown  in 

7agraml -“I SC?  u C19-IJ07i°  of  the  c°de,  or  into  a  tank  of 
»ater  which  shall  be  used  for  no  purpose  except  ammonia 
jscharge.  At  least  one  gallon  of  fresh  water  shall  be  pro¬ 
ved  for  every  pound  of  ammonia  contained  in  the  system, 
he  water  used  shall  be  prevented  from  freezing  without 
°f  ,sah.  or  chemicals.  The  tank  shall  be  substantially 
instructed  of  not  less  than  one-eighth  (^)  of  No.  11  U.  S. 
auge  iron.  No  horizontal  dimensions  of  the  tank  shall  be 
reater  than  one-half  (y2)  the  height.  The  tank  shall  have 

bin,ged  CwuF  °r’  lfA  °f  -the  enclosed  type,  shall  have  a 
-nt  hole  at  the  top.  All  pipe  connections  shall  be  through 

-pc  °P  0^,-tlre  ta.nk  on^y-  The  discharge  pipe  from  the 
■ntcr”efrft  ,Vc]'VeS  sba,P  discharge  the  ammonia  in  the 
nter  °f  the  tank .near  the  bottom.  The  tank  shall  be  as 

herP  .h/n  PP°  d  aS-an^  °/her  portion  of  the  system. 

1  m  be  n°  °perg  ]"the  tank  below  the  water  level 
f'  Wberft  more  than  fifty  (50)  pounds  of  any  re- 
lf«f  ant  other  than  ammonia  is  used,  the  discharge  from 
Aalves  sha11  be  to  the  atmosphere  as  specified  for 
a®*  a  .ammoma  systems.  Carbondioxide  may  be  dis- 

hir^fl  tnt°f  tbe  r°°m  lf  tbe  same  contains  at  least  10 
i1C  «et  of  capacity  per  pound  of  refrigerant  used. 

d  BA  Jfc?gemerltSii0f  prfessure  relief  devices  for  Class  A 
9-107  (f  of "the^ode  COn^orm  to  tbe  diagrams  in  section 


frigerant  is  used,  there  shall  be  provided  at  least  one  hel¬ 
met  or  mask. 

3.  Only  helmets  or  masks  that  have  been  approved  by 
the  United  States  Bureau  of  Mines  as  suitable  for  the 
refrigerant  employed  shall  be  used,  and  they  shall  be  kept 
in  operative  condition  in  an  easily  accessible  case  or  cab¬ 
inet  located  immediately  outside  the  refrigerating  machin¬ 
ery  room. 

b.  Signs. 

,  B  !pcn  Class  A  and  Class  B  systems  containing  more 
than  fifty  (50)  pounds  of  refrigerant  there  shall  be  painted 
on  and  affixed  in  a  permanent  manner  to  the  main  steam 
control,  main  electrical  and  remote  control  switches,  re¬ 
ceivers,  containers  and  shell  type  coolers,  signs  having  letters 
not  less  than  one  and  one-half  inches  (1  y2")  high,  desig- 

naongnihe  part  and  refrigerant  contained  therein. 

2  The  seller  of  every  Class  A  or  B  system  shall  fur¬ 
or/"  V*e  PuJ"chaser  with  a  sign  bearing  his  name  at  least 
Xt/2  by  11  m  size,  which  gives  the  rated  refrigeration 
capacity  and  the  quantity  and  kind  of  refrigerant  required 
for  the  satisfactory  operation  of  the  system.  The  pur¬ 
chaser  shall  conspicuously  and  permanently  display  this 
sign  in  the  machinery  room.  The  quantity  and  name  of 
the  proper  refrigerant  content  and  the  rated  refrigeration 
capacity  shall  be  stamped  on  all  Class  C  systems  near  to 
or  on  the  name  plate. 

3.  The  following  information  shall  be  posted  in  Class 
A  and  B  machinery  rooms  where  over  fifty  (50)  pounds  of 
refrigerant  is  used:  (a)  The  names  and  addresses  of  the 
engineers  or  operators  in  charge;  (b)  Location  of  nearest 
re  alarrn  box ;  (c)  The  name,  address  and  telephone  number 
ol  physician  to  be  called  in  case  of  emergency;  (d)  Instruc¬ 
tions  for  safely  shutting  down  the  plant  in  case  of  emer¬ 
gency. 

c-  Storage  of  refrigerant. 

u  ii  Befngerant  no^  in  the  refrigerating  system 

shall  be  stored  only  in  non-inflammable  or  non-irritant 
containers  conforming  to  the  regulations  prescribed  by  the 
Interstate  Commerce  Commission  for  the  transportation  of 
such  refrigerant. 

2  Only  two  containers  holding  not  more  than  a  total 
of  three  hundred  (300)  pounds  of  inflammable  or  irritant 
refrigerant  shall  be  stored  in  the  refrigerating  machinery 
room  of  a  Class  A  system. 

3  Only  one  container  holding  not  more  than  one  hun¬ 
dred  and  fifty  (150)  pounds  of  inflammable  or  irritant  re¬ 
frigerant  shall  be  stored  in  the  refrigerating  machinery 
room  of  a  Class  B  system. 

4.  In  a  Class  C  system  no  refrigerant  other  than  that 
used  in  the  system  shall  be  stored  in  the  refrigerating 
machinery  room. 

5.  If  a  greater  amount  of  inflammable  or  irritant  re¬ 
frigerant  than  that  permitted  in  a  refrigerating  machinery 
room  is  desired,  it  shall  be  stored  in  a  fireproof  building 
or  enclosure  used  for  no  other  purpose. 

6i  refri&erant  is  withdrawn  from  a  system 

it  shall  be  discharged  only  into  a  suitable  absorbent  or  con¬ 
tainers  conforming  to  the  regulations  of  the  Interstate 
Commerce  Commission  for  the  transportation  of  such  re- 
frigerant.  .  It  shall  he  unlawful  to  permit  any  refrigerant 
to  escape  into  the  refrigerating  machinery  room. 

7^  Containers  shall  be  connected  to  the  system  onlv 
during  period  of  charging  or  withdrawing  the  refrigerant. 

§09-107.0.  Equipment  Diagrams. 

(See  arrangement  of  pressure  relief  devices  for  Class  A 
and  Class  B  equipment.) 


-19-106.0.  Operating  Precautions. 

.  a-  Masks  and  helmets. 

.  In  a  Class  A  system  which  operates  above  atmos- 

,  mlsPksSSUre’  therC  Sha11  bC  provided  at  least  two  helmets 

,?•  .In  a  aass  B  system  in  which  more  than  fifty  (50) 
nds  of  ammonia,  sulphur  dioxide  or  other  irritant  re- 


ARTICLE  27. 

Pptlill  f  IOC 

§09-152.0.  Violations. 

Any  person  who  shall  wilfully  violate  or  neglect  or  refuso 
to  comply  with  any  provisions  of  part  1,  of  this  title,  except 
the  provisions  of  article  twenty-six,  in  addition  to  any  othei 
penalties  prescribed  by  law,  shall,  upon  conviction,  be  pun 
ished  by  a  fine  of  not  more  than  $500,  or  by  inprisonmem 
not  exceeding  six  months,  or  by  both. 
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RULES 

FIRE  RETARDING  RULES  FOR  GARAGES,  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  Aug. 

30,  1917;  Amended  Nov.  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In 

garages,  motor  vehicle  repair  shops  and  oil  selling  stations 
any  material  or  form  of  construction  shall  be  deemed  fire- 
retarding  within  the  meaning  of  §73,  subdivision  3,  of  the 
building  code,  that  resists  the  action  of  flame  and  heat 
when  subjected  to  a  continuous  fire  for  one  hour  at  an 
average  temperature  of  seventeen  hundred  (1700)  degrees 
Fahrenheit  without  the  passage  of  flame,  and  with  a  max¬ 
imum  temperature  rise  to  four  hundred  (400)  degrees 
Fahrenheit  on  the  side  away  from  the  fire.  The  point  at 
which  the  temperature  of  transmitted  heat  is  measured 
shall  be  protected  from  external  air  and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  one 
hundred  (100)  square  feet  and  least  dimension  shall  be  not 
less  than  nine  (9)  feet.  When  in  the  form  of  floor  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  two 
hundred  (200)  square  feet  and  the  least  dimension  shall 
be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support  the 
live  load  for  which  it  is  designed,  and  after  the  fire  shall 
safely  sustain  twice  the  designed  live  load  with  a  maximum 
deflection  of  not  more  than  one  two-hundredth  (1/200) 
part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
jointed  floor  construction  shall  be  accepted  as  fire-retarding 
construction  in  non-fireproof  buildings  used  as  garages, 
motor  vehicle  repair  shops  or  oil  selling  stations  when  the 
beams  are  protected  on  the  upper  and  under  sides  with  the 
fire-retarding  materials  specified  in  rules  for  floor  and 
ceiling  coverings. 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  upper  sides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations. 

(a)  Seven-eighths  (J/%)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproofing 
covered  with  not  less  than  two  and  one-half  (2j4) 
inches  of  1 :2 *4  :5  concrete  or  better,  reinforced  with 
not  less  than  one-fourth  (%)  of  one  (1)  per  cent  of 
steel  mesh ; 

(b)  Two  and  one-half  (2J4)  inches  of  1 :2 :4  concrete 
applied  directly  to  the  top  of  the  joists,  with  or  without 
temporary  support,  reinforced  with  not  less  than  one- 
fourth  of  one  per  cent  steel  rods,  mesh  or  steel  lath,  and 
having  the  tops  of  the  joists  coated  with  approved 
waterproof  paint  or  protected  by  tar  paper  on  the  top 
and  on  the  sides  for  a  distance  of  three  inches  from 
the  top. 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  undersides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations: 

(a)  One-half  (Y)  inch  plaster  boards,  or  three- 
eighths  (34)  inch  gypsum  wall  boards  weighing  not  less 
than  16  pounds  per  square  yard  with  pointed  joints 
covered  with  No.  26  U.  S.  gauge  sheet  metal  with  one 
(1)  inch  lapped  seams  nailed  to  the  wood  beams  when 
spaced  not  more  than  sixteen  (16)  inches  on  centers,  or 
nailed  to  furring  strips  when  the  floor  beams  are  spaced 
more  than  sixteen  (16)  inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  (%)  inch  asbes¬ 
tos  board  laid  with  tight  staggered  joints  and  nailed  to 
the  beams,  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when  the 


floor  beams  are  more  than  sixteen  (16)  inches  on 
centers ; 

(c)  Metal  lath  weighing  not  less  than  three  pounds 
per  square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters 
(34)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor  vehi¬ 
cle  repair  shops  or  oil  selling  stations  shall  be  attached  to 
wood  floor  beams  and  girders  in  such  manner  as  to  main¬ 
tain  an  air  space  between  the  wood  beams  and  all  wood 
beams  shall  be  seasoned  before  applying  the  protective  coat. 

Rule  6.  Openings  in  Fire -Retarding  Floors.  Pipes 

or  conduits  which  pass  through  floors  shall  be  fitted  with 
metal  thimbles  and  made  watertight  for  a  height  of  three 
(3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire-retarded  shall 
be  protected  with  fire-retarding  materials  specified  for  ceil¬ 
ing  coverings  in  these  rules,  or  with  any  of  the  materials 
accepted  in  fireproof  construction ;  except  that  an  air  space 
shall  not  be  required  around  steel  or  cast  iron  columns. 

Where  necessary  for  protection  against  mechanical  in¬ 
jury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground  with 
No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with  the 
fire-retarding  materials  specified  for  ceiling  coverings  in 
these  rules,  or  with  any  of  the  materials  acceptable  in  fire¬ 
proof  construction;  except  that  an  air  space  need  not  be 
provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  hereafter 
converted  to  be  used  as  garages,  motor  vehicle  repair  shops 
or  oil  selling  stations  shall  be  enclosed  in  fire-retarding  par¬ 
titions  continued  through  the  non-fireproof  floor  construc¬ 
tion,  and  when  unfilled  wood  stud  partitions  are  used,  the 
space  between  the  floor  beams  shall  be  fire-stopped  with 
incombustible  materials.  All  openings  in  such  partitions 
shall  be  protected  with  accepted  metal-covered  fire  doors 
or  windows.  Wherever  necessary  for  protection  against 
mechanical  injury,  the  partition  shall  be  jacketed  to  a  height 
of  five  (5)  feet  on  the  garage  side  with  No.  4  U.  S.  gauge 
metal.  Any  one  of  the  following  forms  of  partitions  shall 
be  accepted  for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  metal  lath  weighing  not  less  than  three  pounds  per 
square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters 
(34)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eighths  (%)  inch  wood  sheathing,  one-half 
(Yi)  inch  plaster  boards  with  pointed  joints  and  No.  26 
U.  S.  gauge  sheet  metal  with  one-inch  lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eighths  ( )  inch  wood  sheathing,  two 
thicknesses  of  one-quarter  (}4)  inch  asbestos  boards 
laid  with  tight  staggered  joints  and  jacketed  with  No. 
16  U.  S.  gauge  metal  on  the  garage  side  to  a  height  of 
five  (5)  feet; 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No.  26 
U.  S.  gauge  metal ; 

(e)  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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Borough  of  Manhattan. 


Office  Municipal  Building,  Rooms  1000  to  1018. 
elephone— WOrth  2-0184. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

.  rT  Any  person  desiring  to  consult  the  chairman  or  the  en- 

Jffice  Hours  for  Public-9  a.  m.  to  4  p.  m.  Saturdays  gineers-  Pertaining  to  the  work  of  the  board  will  be  seen 
9  a'  m'  t0  12  n°0n-  °n|y  ‘he  hours  of  ,en  in  the  morning  and  one  “ 

Address  all  communications  to  the  Chairman.  thC  afternoon— : Saturdays  excepted. 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
^eek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman 
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DOCKET 

New  Cases  Filed  up  to  May  23,  1939 


Cal.  No.  Department  Premises  Affected 

629- 39-SA  .... .  Janitrol  Gas  Warm  Air  Furnace, 

Types  BCH  and  BCV, 

Appliance. 

630- 39-SA .  Janitrol  Automatic  Storage  Type 

Gas  Water  Heater,  Appliance. 

631- 39-SA . Janitrol  Gas  Conversion  Burners, 

Appliance. 

632- 39-SA . Janitrol  Warm  Air  Type  Gas 

Furnace,  Type  CF,  Appliance. 

633- 39-SA . Janitrol  Warm  Air  Type  Gas 

Furnace,  Type  GC,  Appliance. 

634- 39-SA . Janitrol  Warm  Air  Type  Gas 

Furnace,  Type  CA,  Appliance. 

635- 39-SA . . Janitrol  Gas  Unit  Heater,  Type 

R(  Appliance. 

636- 39-SA . Janitrol  Gas  Boilers,  Appliance. 


643-39-A  _ H.B.B . 7202-7224  Ridge  boulevard,  west 

side,  from  72nd  street  to  73rd 
street,  158,  172,  180,  190  72nd 
street  and  181  and  191  73rd 
street  (Block  No.  5906,  Lot 
No.  18),  Borough  of  Brooklyn, 
Alt.  736-39. 


644-39-A . F.D . 370  Broadway,  east  side,  75  ft. 

north  of  Franklin  street 
(Block  No.  172,  Lot  No.  4), 
Borough  of  Manhattan, 

1523-L.F.  and  Decision. 


645-39-SM . Raco  Welding  Electrodes,  manu¬ 

factured  by  Reid  Avery  Com¬ 
pany,  Material. 


646-39-A . H.B.Q . 174-04  to  174-20  Pidgeon  Mea¬ 

dow  road,  southeast  corner  of 
Fresh  Meadow  road  and  south 
side  of  Pidgeon  Meadow  road, 
47  ft.  6  in.,  89  ft.,  130  ft.  6  in., 
and  172  ft.  east  of  Fresh  Mea¬ 
dow  road  (Block  No.  5589, 
Lot  No.  1),  Flushing,  Borough 
of  Queens, 

N.B.  2111-39  to  N.B. 
2120-39  inclusive. 


637-39-BZ . H.B.Q . 63-56  Austin  street  and  91-39 

63rd  drive,  southwest  corner 
(Block  No.  3103,  Lot  No.  43), 
Rego  Park,  Borough  of 
Queens,  Alt.  1100-39. 


638-39- SM . Federal- American  Precast  Con¬ 

crete  Floor  and  Roof  Slabs, 
manufactured  by  Federal 
American  Cement  Tile  Com¬ 
pany,  Material. 


639-39-BZ-WF.  H.B.Q . 110-40  World’s  Fair  boulevard 

(Horace  Harding  boulevard) 
and  61-01  Colonial  avenue, 
southwest  corner  (Block  No. 
2161,  Lot  Nos.  108,  109,  110, 
112,  115,  118  and  part  of  Lot 
Nos.  103  and  104),  Corona, 
Borough  of  Queens, 

Misc.  Applic.  2099-39. 


640-39-A . F.D . 114  Greenpoint  avenue,  south 

side,  320  ft.  east  of  Franklin 
street  (Block  No.  2563,  Lot 
No.  19),  Borough  of  Brooklyn, 
79394-L.C. 


641_39-A . H.B.Q . 157-23  Willetts  Point  boulevard, 

northwest  corner  of  Cross  Is¬ 
land  boulevard  (Block  No. 
599,  Lot  No.  83)  Whitestone, 
Borough  of  Queens, 

(Sec.  35,  General  City  Law 
re:  Bed  of  Mapped  Street) 
Alt.  600-39. 


642-39- A-WF.  H.B.Q . 36-05  to  36-09  Prince  street,  east 

side,  160  ft.  south  of  Northern 
boulevard  (Block  No.  4971, 
Lot  No.  16),  Flushing,  Bor¬ 
ough  of  Queens, 

Misc.  Applic.  2376-39. 


647-39-A . H.B.Q .  174-01  to  174-09  Pidgeon  Mea¬ 

dow  road,  northeast  corner  of 
Fresh  Meadow  road  and  north 
side  of  Pidgeon  Meadow  road, 
32.12  ft.  and  70.87  ft.  east  of 
Fresh  Meadow  road  (Block 
.  No.  5588,  Lot  No.  1),  Flush¬ 

ing,  Borough  of  Queens, 

N.B.  2822-39  to  N.B. 
2827-39  inclusive. 


(348-39-A . H.B.M . East  side  of  First  avenue,  200  ft. 

north  of  East  26th  street 
(New  Administration  Build¬ 
ing  of  Bellevue  Hospital) ; 
(Block  No.  958,  Lot  No.  1), 
Borough  of  Manhattan, 

Decision. 


649-39-SM . “Seven  Castles”  Brand  Foreign 

Portland  Cement  and  “Temple” 
Brand  Foreign  Portland  Ce¬ 
ment  (3rd  shipment)  imported 
by  M.  L.  Khau,  Material. 


650-39- A-WF.  .  H.B.Q.. . 


...56-12  111th  street  and  110-59 
Corona  avenue,  northwest  cor¬ 
ner  (Block  No.  2012,  part  of 
Lot  No.  47),  Corona,  Borough 

of  Queens, 

A  .T  J  c  Artrvlir  1  4$.S-39. 


65 1-39- A  ...H.B.Q . 114-06  and  114-10  209th  street 

and  208-18  114th  avenue, 

southeast  corner'  (Block  No. 
11028,  part  of  Lot  Nos.  199 
and  210),  St.  Albans,  Borough 
of  Queens,  ,n 

N.B.  2365-39,  N.B.  2367-39 
and  N.B.  2369-39. 


652-39- A . H.B.Q . 


114-07  and  114-11  209th  street, 
and  209-04  114th  avenue, 
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southwest  corner  (Block  No. 

11027,  part  of  Lot  Nos.  299 
and  305),  St.  Albans,  Bor¬ 
ough  of  Queens,  _ 

N.B.  2366-39,  N.B.  2368-39  667.39  R7  M  R  R 

_  and  N.B.  2370-39.  00/  49-bZ . H.B.B. 

653- 39-A . H.B.Q . 82-55  to  82-63  Broadway  and  84- 

OS  Elmhurst  avenue,  north¬ 
east  corner  (Block  No.  1518  _ . 

part  of  Lot  No.  86),  Elm-  ,Q  A  xj  oat 

hurst,  Borough  of  Queens,  6(58-3/-A . H.B.M. 

_ _  N.B.  1881-39. 

654- o9-SA . Richmond  Heatomat  Gas  Heat- 

_ _  hig  Boiler,  Appliance. _ 

655- 39- S A . Richmond  Gas-Fired  Air  Condi-  669'39~A . H.B.M. 

tioner,  Appliance. 

656  39  A . H.B.Q .  East  side  of  Parsons  boulevard, 

between  Goethals  avenue  and 

82nd  drive  (Block  No.  6858, _ 

pita!  ™°or%l™°ors°s  Hp°aS:  S70-39-BZ-WF.H.B.Q. 
tients),  Jamaica,  Borough  of 
; _  Queens,  N.B.  3728-38. 

657-39-BZ -  H.B.M....  353-355  West  48th  street,  north 

side,  204  ft.  east  of  Ninth 
avenue  (Block  No.  1039,  Lot 

No.  9),  Borough  of  Manhat- _ 

tan,  Decision  re  Certificate  671-39-BZ...  HBQ 
I  _ _ _  of  Occupancy. 

■6S8'39'A . HB-M  •  -..213-217  West  84th  street,  north 

side,  86.2  ft.  east  of  Broad¬ 
way  (Block  No.  1232,  Lot  _ - 

No.  21),  Borough  of  Man-  672-59  A  T?  n 
_ _  hattan,  Alt.  3351-38.  A . RD . 

659- 39- SM . Hollow  Metal  One  Hour  Door, 

manufactured  by  United 
Metal  Products  Division  of 

Diebold  Safe  and  Lock  Com- - 

_  Pany>  Material.  673-39-A . F.D . 

660- 39- S A . Carrier  Air  Conditioning  As- 

sembly,  Type  41 Q,  Appliance. 

661- 39-SA . Carrier  Industrial  Humidifier  674-39-A . H.B.Q... 

'  Type  29R,  Appliance’. 

>62-39- S  A . Carrier  ICroy  Unit  Heater,  Type 

' _  46~E,  Appliance. 

. >63-39- S A . .Carrier  Heat  Diffusing  Units, 

Types  46P,  46Q  and  46R,  _ _ 

. - -  Appliance.  675-39-A . H.B.Q.... 

64'39~SA . Carrier  Home  Air  Conditioner, 

_  Type  58C,  Appliance. 

^  39  A . H.B.M . 55-57  West  44th’  street,  north 

side,  216  ft.  10  in.  east  of 
Sixth  avenue  (Block  No. 

1260,  Lot  No.  10),  Borough 

_ *  of  Manhattan,  Alt.  1588-39.  - - 

>6-39- A  tt  n  oo  cr  *7*7  i  676-39-SM . 

. H.B.Q . 22-55  77th  street,  northeast  cor¬ 
ner  of  Astoria  boulevard 


(Block  No.  1009,  Lot  No. 
46),  Astoria,  Borough  of 
Queens,  N.B.  1884-39. 

...  928-932  Stone  avenue,  northwest 
corner  of  Linden  boulevard 
(Block  No.  3639,  Lot  No.  1), 
Borough  of  Brooklyn, 

Alt.  1768-39. 

...1251  Sixth  avenue,  west  side,  45 
ft.  4y2  in.  south  of  West  50th 
street  (Block  No.  1002,  Lot 
No.  34),  Borough  of  Man¬ 
hattan,  Alt.  3246-36. 

. . .  829-835  Eleventh  avenue,  west 
side,  25.42  ft.  south  of  West 
57th  street  (Block  No.  1104, 
Lot  Nos.  31,  32  and  37),  Bor¬ 
ough  of  Manhattan, 

N.B.  110-39. 

- 41-19  National  avenue,  102-01  to 

102-13  42nd  avenue,  41-27  to 
41-33  102nd  street  and  41-18 
to  41-30  103rd  street  (Block 
No.  1976,  Lot  Nos.  7,  10,  13, 
14,  15  and  16),  Corona,  Bor¬ 
ough  of  Queens, 

Misc.  Applic.  2337-39. 

. . .  108-46  Merrick  road,  southeast 
corner  of  169th  place  (Block 
No.  1243,  Lot  Nos.  1  and  10), 
Jama’ca,  Borough  of  Queens, 
Alt.  805-39. 

..205  Lexington  avenue,  east  side, 

49  ft.  5  in.  north  of  East 
32nd  street  (Block  No.  888, 
Lot  No.  22),  Borough  of 
Manhattan, 

2938-L.F.  and  Decision. 

..Barge,  1500  ft.  off  shore,  end  of 
Soundview  avenue  and  Clas- 
son  Point,  East  River,  Bor¬ 
ough  of  The  Bronx,  Decision. 

..58-21,  58-25,  58-29,  58-33,  58-37 
and  58-41  186th  street,  west 
side,  97.7  ft.  to  297.7  ft.  north 
of  North  Hempstead  turn¬ 
pike  (Block  No.  5689,  Lot 
No.  1),  Flushing,  Borough 
of  Queens,  N.B.  3413-39  to 
N.B.  3418-39  inclusive. 

58-22,  58-26,  58-30,  58-34,  58-38 
and  58-42  1  86th  street,  east 
side,  136.55  ft.  to  336.55  ft. 
north  of  North  Hempstead 
turnpike  (Block  No.  5690 
(1421),  Lot  No.  1  (65); 

blushing,  Borough  of  Queens, 
N.B.  3419-39  to  N.B.  3424- 
39  inclusive. 

Penn  -  Dixie  Portland  Cement, 
manufactured  by  Pennsyl- 
vania-Dixie  Cement  Corpora- 
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tion  at  Bath,  Pa.,  Plant  and 
at  Nazareth,  Pa.,  Plant, 

Material. 


677-39-SM . Penn  -  Dixie  Sulphate  Resisting 

Portland  Cement,  manufac¬ 
tured  by  Pennsylvania-Dixie 
Cement  Corporation  at  Bath, 
Pa.,  Plant,  Material. 


678-39-SM . Penn-Dixie  Quality  High  Early 

Strength  Portland  Cement, 
manufactured  by  Pennsylva¬ 
nia-Dixie  Cement  Corpora¬ 
tion  at  Nazareth,  Pa.,  Plant, 

Material. 


679-39-A . F.D . 371  Broadway,  west  side,  75  ft. 

3  in.  north  of  Franklin  street 
(Block  No.  175,  Lot  No.  31), 
Borough  of  Manhattan, 

3200-L.F.  and  Decision. 


680-39-A . F.D . 372  Broadway,  east  side,  100  ft. 

north  of  Franklin  street 
(Block  No.  172,  Lot  No.  5), 
Borough  of  Manhattan, 

2523-L.F.  and  Decision. 


tween  167th  street  and  168th 
street,  36-27  to  36-39  167th 
street  and  36-34  to  36-42  168th 
street  (Block  No.  5294,  Lot 
No.  1  and  part  of  Lot  No. 
6),  Flushing.  Borough  of 
Queens,  N.B.  3211-38. 


607-26-BZ . H.B.B . 2302-2312  Ocean  parkway  and 

502-528  Avenue  W,  southwest 
corner  (Block  No.  7181,  part 
of  Lot  No.  1),  Borough  of 
Brooklyn,  N.B.  1139-39. 


200-33-BZ . H.B.M . 2153-2155  First  avenue  and  331- 

337  East  111th  street,  north¬ 
west  corner  (Block  No.  1683, 
Lot  No.  18),  Borough  of 
Manhattan, 

Decision  re  Certificate 
of  Occupancy. 


DESIGNATIONS :  H.B. — Department  of  Housing  and  Build¬ 
ings;  Department  of  Housing  and  Buildings,  Brooklyn; 

H.B.M, — Department  of  Housing  and  Buildings,  Manhattan; 
H.B.Q. — Department  of  Housing  and  Buildings,  Queens: 
H.B.R. — Department  of  Housing  and  Buildings,  Richmond: 
H.B.Bx. — Department  of  Housing  and  Buildings,  Bronx;  H.D.— 
Health  Department  and  F.D.— Fire  Department. 


681-39-SM . Whiterock  Pulverized  Quick¬ 

lime,  manufactured  by  White- 
rock  Quarries,  Inc.,  Material. 


682-39-A . H.B.Bx . East  side  of  Cabot  street,  205.92 

ft.  south  of  Oak  Point  ave¬ 
nue  (Block  No.  2605,  Lot  No. 
350),  Borough  of  The  Bronx, 
(Under  Section  35,  Gen¬ 
eral  City  Law  re :  Bed  of 
Mapped  Street), 

F.P.  Applic.  218-39. 


683-39-A . F.D . 42-60  Stewart  avenue,  southwest 

corner  of  Ingraham  street 
(Block  No.  3001,  Lot  No.  1), 
Borough  of  Brooklyn, 

78742-L.C.  and  Decision. 


684-39-SM . Chase  Oil  Burner  Tubing,  manu¬ 

factured  by  Chase  Brass  and 
Copper  Co.,  Inc.,  Material. 


685-39-SM . Beal  Vacuum  Breaker  (for 

Flush  Valve  Equipped  Fix¬ 
tures  only),  manufactured  by 
Bernard  Marsak,  Material. 


686-39-A . H.B.Q . 33-09  163rd  street,  east  side,  128 

ft.  south  of  33  rd  avenue 
(Block  No.  5248,  Lot  No. 
36),  Flushing,  Borough  of 
Queens,  N.B.  1744-39. 


687-39-A . H.B.B . 96  Bay  31st  street,  west  side,  60 

ft.  south  of  Benson  avenue 
(Block  No.  6415,  Lot  No. 
47),  Borough  of  Brooklyn. 

Misc.  Applic.  1377-39. 


Restored  to  Calendar 

1092-38-BZ ...  .H.B.Q . 167-01  to  167-19  Depot  road, 

north  side,  entire  block  be- 


RULES 


Last  Publication  in  Bulletin 


Tarbon  Dioxide  Liquefier  Rules.  ...Mar. 
Certificate  of  Occupancy,  approved 

form  . Aug. 

Concrete  Flat  Slabs,  Rules... . July 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . . . . . Mar. 

Exit  Rules  (Revolving  Doors) . Tune 

Factory  Exit  Rules . . . ..May 

Fire  Alarm  Rules  (Interior) . Apr. 

Tire  Drill  Rules . Nov. 

Fire  Retarding  Rules  for  Garages, 

etc . May 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . ...Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Nov. 

Gas  Shut-Oil  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . May 

Oil  Burner  Rules . Jan. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . May 

Platform  Trucks,  Specifications  for. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply) . May 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.CMay 
Smoking  in  Factories,  Rules  for.... May 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Apr. 


21,  1939— Vol.  24,  No.  12 

23,  1938— Vol.  23,  No.  34 
13,  1937— Vol.  22,  No.  28 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 

15,  1937— Vol.  22,  No.  24 

16,  1939— Vol.  24,  No.  20 
25,  1939— Vol.  24,  No.  17 

22,  1938— Vol.  23,  No.  47 

23,  1939— Vol.  24,  No.  21 
13,  1937— Vol.  22,  No.  15 
21,  1919 — Vol.  4,  No.  3 

1,  1938 — Vol.  23,  No.  44 
7,  1925 — Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
9,  1939— Vol.  24,  No.  19 
3,  1939— Vol.  24,  No.  1 

2,  1939— Vol.  24,  No.  18 

24,  1936 — Vol.  21,  No.  47 

3,  1937— Vol.  22,  No.  31 

30,  1939— Vol.  24.  No.  22 

7,  1937— Vol.  22,  No.  36 

23,  1939— Vol.  24,  No.  21 

23,  1939— Vol.  24,  No.  21 

29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7.  1932— Vol.  17.  No.  23 

24.  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

10,  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Mar.  5,  1935 — Vpl.  20, 

Fireline  Hose  Valves . Apr.  25,  1939  Vol.  24, 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  .  Jan.  3,  1939  Vol.  24, 

Fuel  Oil  Fill  Pipe  Terminals . May  9,  1939 — Vol.  24, 

Fuel  Oil  Burners  for  Industrial  Use.Aug.  30,  1938— Vol.  23, 

Fuel  Oil  Pumps . Jan.  3,  1939— Vol.  24, 

Gas  Heaters . May  9,  1939— Vol.  24, 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . May  2,  1939 — Vol.  24, 

Range  Oil  Burners  and  Space 

Heaters  . Jan.  3,  1939— Vol.  24, 

Vacuum  Breakers . May  9,  1939  Vol.  24, 


No.  10 
No.  17 


No.  1 
No.  19 
No.  35 
No.  1 
No.  19 


No.  18 


No.  1 
No.  19 
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MAY  31,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
r  ApPea,s  of  a  public  hearing  under  the  provisions 

?!  hQe,0build1^  zone  resolution,  Wednesday  morning,  May 

Af’  iwf  at  °  °*u  °Cr  ’  ,!n  Foom  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  202-39-BZ— Application,  February  21,  1939,  under 
section  7 h  of  the  building  zone  resolu¬ 
tion,  of  Philip  Matthews,  applicant  and 
lessee,  on  behalf  of  Hutbar  Realty 
Corporation,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years 
the  parking  and  storage  of  more  than 
h\  e  (5)  motor  vehicles:  premises 
2510-2546  White  Plains  road  (avenue) 
east  side,  110  ft.  north  of  Mace  avenue 
(Block  No.  4433,  Lot  Nos.  11,  15  17 
and  19),  Borough  of  The  Bronx.’ 

cal.  no.  269-39-BZ— Application,  March  3,  1939,  under  sec- 

21  of  the  building  zone  resolution, 
of  W.  H.  and  J.  F.  Dusenbury,  appli¬ 
cants,  on  behalf  of  John  W.  Schneider, 
owner,  to  permit  in  a  residence  use’ 
district,  the  erection  and  maintenance 
of  a  business  building  (stores)  ;  prem- 
334- 1336  Storrow  street,  east  side, 
nortfl  °f  Benedict  avenue  (Block 
No.  3931,  Lot  No.  3),  Borough  of  The 
Bronx. 

cal.  no.  1177-38-BZ— Application,  December  14,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  B.  Lynch,  appli¬ 
cant  on  behalf  of  Michael  Mark, 
owner,  to  permit  in  a  business  use 
district,  the  extension  in  area  of  an 
existing  gasoline  service  station  and, 
also,,  the  removal,  extension  and  re¬ 
location  in  a  new  position  of  a  motor 
vehicle  repair  shop,  previously  granted 
by  the  Board ;  premises  71-14  and  71-16 
73rd  place  (formerly  4654  Proctor 
street),  west  side,  123  ft.  tP/i  in.  south 

?Lo^ntTal  aYenue  (Block  No.  3691 
(2687),  Lot  Nos.  9  and  10  and  part 

Queens  N°'  Glendale’  Borough  of 


cal.  no.  70-39-BZ— Application,  January  19,  1939,  under 
sections  21  and  7h  of  the  building  zone 
resolution,  of  Albert  J.  Courtney 
applicant,  on  behalf  of  Frank  Rysavy 

aS  H*  °fflTSer  of  First  National  Bank,’ 
and  Edith  Kane  Baker  and  Alexander 
C.  -Nagle,  executrix  and  executors  of 
7^.ate  ,  George  F.  Baker,  owner, 
(Kim  Parking  Stations,  Inc.,  lessee), 
to  permit  in  a  restricted  retail  use 
district  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  13-19  East 
38th  street  and  250-260  Madison  ave- 

39th  s tr e e t W(  B 1  ock^ "no . 3 868 , 1  Lot  No's 

of  Manhattan.^'  “  ^  63)’ 


cal.  no.  105-39-BZ— Application,  January  27,  1939,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  Philip  Bardes,  applicant, 
on  behalf  of  James  C.  Kennedy,  owner, 
to  permit  in  a  business  use  district,’ 
the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor 
vehicles;  premises  179-197  Tillarv 
street  and  273  Gold  street,  northeast 
corner  (Block  No.  122,  Lot  Nos.  5 
6,  7,  48,  49  and  50),  Borough  of 
Brooklyn. 

cal.  no.  273-39-BZ— Application,  March  3,  1939,  under 
section  21  of  the  building  zone  resolu- 
tion,  of  George  P.  Ames,  applicant,  on 
behalf  of  Vista  Island  Boulevard,  Inc., 
owner,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance 
?La^gasolme  service  station;  premises 
196-47  and  196-49  Northern  boulevard 
northwest  corner  of  Cross  Island  boule¬ 
vard  (Block  No.  5373,  Lot  Nos.  18 
and  22),  Flushing,  Borough  of  Queens. 

cal.  no.  943-38-BZ— Application,  October  27,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Frank  Nardone,  applicant  and 
lessee,  on  behalf  of  F.  C.  A.  Corpora- 
tion  and  Edbro  Realty  Corporation, 
owners,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  43-25  43rd 
street,  east  side,  150  ft.  south  of  43rd 
avenue  (Block  No.  162,  Lot  Nos.  9-11 
and  17),  Long  Island  City,  Borough 
of  Queens. 

cal.  no.  247-39-BZ— Application,  February  27,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  Nardone,  applicant  and 
lessee,  on  behalf  of  Charles  B.  Klein- 
schmidt  and  Edbro  Realty  Corpora¬ 
tion,  owners,  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  43-34  44th 
street,  west  side,  100.02  ft.  north  of 
Queens  boulevard  (Block  No.  162,  Lot 
Nos.  36  and  39),  Long  Island  City, 
Borough  of  Queens. 


cal.  no.  497-37-BZ— Application  of  Daniel  Ginsberg,  appli¬ 
cant,  on  behalf  of  Jacob  Litvin  and 
Anna  Litvin,  owners  (William  Losak, 
lessee),  reopened  and  restored  to  cal¬ 
endar,  April  18,  1939,  for  rehearing  in 

accordance  with  Court  Order _ re 

Application,  prexuously  granted  on 
condition  by  the  Board,  under  section 
7h  of  the  building  zone  resolution,  per¬ 
mitting  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles, 
in  addition  to  the  existing  use  of  the 
premises  for  the  sale  of  used  cars ; 
premises  1203-1235  East  New  York 
avenue,  northeast  corner  of  Ralph 
avenue  and  Union  street  (Block  No. 
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1477,  Lot  No.  1),  Borough  of 
Brooklyn. 

cal.  no.  272-39-BZ — Application,  March  3,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  City  Bank  and  Farmers  Trust 
Company,  applicant  and  owner,  to 
permit  in  a  restricted  retail  use  district, 
the  erection  and  maintenance  of  a 
motion  picture  theatre;  premises  645- 
647  Madison  avenue,  east  side,  50.5  ft. 
south  of  East  60th  street  (Block  No. 
1374,  Lot  No.  51),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  31,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

524-39-A— 311-315  West  34th  street,  north  side,  175  ft.  west 
of  Eighth  avenue  and  316  West  35th  street 
(Block  No.  758,  Lot  No.  28),  Borough 
of  Manhattan. 

648-39-A — East  side  of  First  avenue,  200  ft.  north  of  East 
26th  street  (Administration  Budding,  Bel¬ 
levue  Hospital)  ;  (Block  No.  958,  Lot  No. 
1),  Borough  of  Manhattan. 

560-39- A — 605  16th  street,  north  side,  174  ft.  7  in.  east  oi 
Eleventh  avenue  (Block  No.  5259,  Lot  No. 
31),  Borough  of  Brooklyn. 

503-39- A— 451-453  West  28th  street,  north  side,  125  ft.  east 
of  Tenth  avenue  (Block  No.  726,  Lot  No. 
6),  Borough  of  Manhattan. 

508-39-A— 1532  47th  street,  south  side,  220  ft.  east  of  15th 
avenue  (Block  No.  5442,  Lot  No.  18), 
Borough  of  Brooklyn. 

605-39-A— 1520  49th  street,  south  side,  140  ft.  east  of  15th 
avenue  (Block  No.  5443,  Lot  No.  14), 
Borough  of  Brooklyn. 

612-39-A— 2739  Bedford  avenue,  northeast  corner  of  Farra- 
gut  road  (Block  No.  5225,  Lot  No.  2), 
Borough  of  Brooklyn. 

532-39-A— 59-50  54th  street,  west  side,  360  ft.  north  of 
Flushing  avenue  (Block  No.  2628,  Lot  No. 
28),  Maspeth,  Borough  of  Queens. 

549-39- A— 75-66  186th  street,  west  side,  70.03  ft.  north  of 
Union  turnpike  (Block  No.  7202,  part  of 
Lot  No.  32),  Flushing,  Borough  of 
Queens. 

601- 39-A— 75-71,  75-75  and  75-79  184th  street,  northeast 

corner  of  Union  turnpike  and  east  side  of 
184th  street,  39.42  ft.  and  79.42  ft.  north 
of  Union  turnpike  (Block  No.  7201,  Lot 
No.  1),  Flushing,  Borough  of  Queens. 

602- 39-A — 75-74,  75-76  and  75-80  184th  street,  northwest 

corner  of  Union  turnpike  and  west  side  of 
184th  street,  45.82  ft.  and  85.32  ft.  north  of 
Union  turnpike  (Block  No.  7200,  Lot  No. 
1),  Flushing,  Borough  of  Queens. 

609-39-A — 181-191  Lawrence  avenue,  north  side,  201  ft. 

83/6  in.  west  of  Ocean  parkway  (Block  No. 
5420,  Lot  No.  69),  Borough  of  Brooklyn 

665-39-A — 55-57  West  44th  street,  north  side,  216  ft.  10  in. 

east  of  Sixth  avenue  (Block  No.  1260,  Lot 
No.  10),  Borough  of  Manhattan. 

669-39-A — 829-835  Eleventh  avenue,  west  side,  25.42  ft. 

south  of  West  57th  street  (Block  No.  1104, 


Lot  Nos.  31,  32  and  37),  Borough  of 
Manhattan. 

Variations  of  Labor  Law. 

580-39- S — 1220-1224  36th  street,  south  side,  140  ft.  in. 

east  of  Twelfth  avenue  (Block  No.  5296, 
Lot  Nos.  10  and  112),  Borough  of 
Brooklyn. 

470-39-S — 501-505  Madison  avenue  and  41-51  East  52nd 
street,  northeast  corner  (Block  No.  1288, 
Lot  No.  21),  Borough  of  Manhattan. 

625-39-S — 24-02  39th  avenue,  southeast  corner  of  24th  street 
(Block  No.  395,  Lot  No.  18),  Long  Island 
City,  Borough  of  Queens. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  afternoon.  May 
31,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters,  except  cases  which 
have  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 
report  with  recommendation  by  the  committee  of  the  board : 

cal.  no.  1006-38-BZ — Application,  November  9,  1938,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Rosella  I.  Wil¬ 
liams,  owner,  to  permit  in  a  business 
use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  1688  Eastern  boulevard,  south¬ 
west  corner  of  Soundview  avenue 
(Block  No.  3660,  Lot  Nos.  56  and  59), 
Borough  of  The  Bronx. 

cal.  no.  523-38-BZ — Application,  June  21,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  George  Ehret 
Properties,  Inc.,  owner  (Frank  W. 
Banfield,  lessee),  to  permit  partly  in 
a  business  use  district  and  partly  in 
a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  (previ¬ 
ously  denied ;  reopened  April  25,  1939 
for  reconsideration)  ;  premises  23-22 
to  23-30  31st  street,  north  side,  100  ft. 
east  of  23rd  road  (Block  No.  842,  Lot 
No.  80),  Long  Island  City,  Borough  of 
Queens. 

cal.  no.  604-37-BZ — Application  of  Marjorie  Macormack, 
applicant,  on  behalf  of  Estate  of  A.  S. 
Robbins,  owner  (William  Macormack, 
lessee),  reopened  and  restored  to 
Calendar,  April  18,  1939,  re  Order  of 
the  Court,  under  section  7h  of  the 
building  zone  resolution,  to  permit  in 
a  business  use  district,  the  maintenance 
of  a  parking  space  for  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied) ; 
premises  266-276  Clarkson  avenue, 
south  side,  139  ft.  7^2  in.  west  of 
Nostrand  avenue  (Block  No.  5066,  Lot 
Nos.  41  and  46),  Borough  of  Brooklyn. 

cal.  no.  461-38-BZ — Application,  June  6,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Regan,  applicant,  on  be- 
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half  of  Trustees  of  Columbia  Univer¬ 
sity,  owner  (Michael  T.  Watts,  lessee), 
to  permit  in  a  business  use  district, 
for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  on  an  existing  gasoline  service 
station;  premises  1910  Broadway,  east 
side,  87  ft.  3  in.  south  of  West  64th 
street  and  60  West  64th  street  (Block 
No.  1116,  Lot  No.  53),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  2,  1939,  10  A.  M. 

RULES 

584-39-SR— Proposed  Rules  for  the  Testing  and  Use  of 
Blended  Cements. 

Appeals  from  Administrative  Decisions 

329- 39-A  Northwest  corner  of  Ferris  avenue  and  Seaman 

avenue  (Block  No.  5610,  Lot  No.  112), 
Borough  of  The  Bronx. 

330- 39- A  Northeast  corner  of  Ferris  avenue  and  Schley 

avenue  (Block  No.  5609,  Lot  No.  2), 
Borough  of  The  Bronx. 


JUNE  7,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning  June 
7,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  738-38-BZ — Application,  August  23,  1938,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Bernard  Trencher,  appli¬ 
cant,  on  behalf  of  Mary  T.  Hasselman 
and  Anastasia  L.  Bartley,  owners 
(Socony-Vacuum  Oil  Company,  Inc., 
lessee),  to  permit  in  a  residence  use 
district  the  extension  of  a  gasoline  ser¬ 
vice  station  and  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gasoline  service  station  office,  lubri- 
tory,  auto  laundry  and  for  the  sale  of 
accessories;  premises  1815-1825  Ocean 
avenue,  east  side,  280  ft.  south  of  Ave¬ 
nue  M  (Block  No.  7656,  Lot  No.  55 
and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 

cal.  no.  235-31-BZ — Application  of  Edward  L.  Kelly,  appli¬ 
cant,  on  behalf  of  Pearl  Palatnick, 
owner,  reopened  November  22,  1938,  on 
order  of  the  Court,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station 
(previously  denied  by  the  board)  ; 
premises  701-705  Utica  avenue,  east 
side,  100  ft.  south  of  Clarkson  avenue 
(Block  No.  4637,  Lot  No.  41).  Bor¬ 
ough  of  Brooklyn. 

CAL.  NO.  467-32-BZ— Application  of  Fred  Surrey,  applicant 
and  owner,  reopened  and  restored  to 
calendar,  November  3,  1937,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 


to  permit  in  a  business  use  district,  the 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  withdrawn)  ;  premises 
1745  P  orest  avenue  and  841  Richmond 
avenue,  southeast  corner  (Block  No. 
1477,  Lot  No.  52),  Port  Richmond, 
Borough  of  Richmond. 


cal.  no.  645-29-BZ— Application  of  Charles  B.  Meyers  ap¬ 
plicant,  on  behalf  of  William  M.  Smith, 
owner,  reopened  March  28,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  use,  and, 
also,  E  area  district,  the  erection  and 
maintenance  of  a  business  building 
(stores)  also,  said  building  does  not 
conform  with  “E”  area  requirements; 
premises  1601-1611  Avenue  J  and  985- 
995  East  16th  street,  northeast  corner 
(Block  No.  6709,  part  of  Lot  Nos.  47, 
49  and  51),  Borough  of  Brooklyn. 

cal.  no.  281-39-BZ— Application,  March  6,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 
of  Harold  R.  Medina,  Eugene  A.  Sher- 
pick,  William  B.  Symmes,  Jr.,  George 
G.  Schreiber  and  The  Cathedral  of  St. 
John  The  Divine  in  the  City  and  Dio¬ 
cese  of  New  York,  owners  (John 
Klinger,  lessee),  to  permit  in  a  business 
use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station,  and, 
also,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
1607-1613  Lexington  avenue  and  140 
East  102nd  street,  southeast  corner 
(Block  No.  1629,  Lot  Nos.  150,  51  to 
53,  inclusive),  Borough  of  Manhattan. 

cal.  no.  522-39-BZ— Application,  April  25,  1939,  under  sec¬ 
tion  2h  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Green  Bus  Lines,  Inc.,  owner, 
to  permit  in  an  undetermined  use,  “F” 
area  district,  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  as  a 
garage  for  more  than  five  (5)  motor 
vehicles,  motor  vehicle  repair  shop, 
welding  shop,  paint  shop  and,  also,  a 
parking  space  for  more  than  five  (5) 
motor  vehicles ;  premises  147-02  to  147- 
20  147th  avenue,  southwest  corner  of 
148th  street  (Block  No.  4232,  Lot  No. 
1),  South  Jamaica,  Borough  of  Queens. 

cal.  no.  49-28-BZ  Application  of  Safir  and  Kahn,  appli¬ 
cants,  on  behalf  of  Erndolph  Realty 
Corporation,  owner,  reopened  on  April 
18,  1939,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  alteration  and 
conversion  of  occupancy  of  second 
story  of  an  existing  building  to  busi¬ 
ness  use  (previously  granted  on  condi¬ 
tion  re  use  of  first  story  for  business 
use)  ;  premises  1710  University  avenue, 
east  side,  50  ft.  north  of  Brandt  place 
(Block  No.  2876,  Lot  No.  102),  Bor¬ 
ough  of  The  Bronx. 

cal.  no.  259-39-BZ— Application,  March  1,  1939,  under  sec¬ 
tions  21  and  7a  of  the  building  zone 
resolution,  of  Michael  Lordi,  applicant 
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and  owner  (Lena  Lordi,  lessee),  to 
permit  in  a  residence  use  district,  the 
maintenance  of  a  garage  for  six  (6) 
motor  vehicles ;  premises  57-18  to  57-24 
Granger  street,  south  side,  131  ft.  east 
of  Martense  avenue  (Block  No.  1950, 
Lot  No.  46),  Corona,  Borough  of 
Queens. 

Appeals  from  Administrative  Decisions 

1009-38-A — 57-16  Granger  street,  south  side,  136  ft.  east  of 
Martense  avenue  (Block  No.  1950,  Lot 
No.  46),  Corona,  Borough  of  Queens. 

606-39-A — 147-02  to  147-20  147th  avenue,  southwest  corner 
of  148th  street  (Block  No.  4232,  Lot  No. 
1),  South  Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  7,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

363-39-A — 1999  Gleason  avenue,  north  side,  100  ft.  west  of 
Pugsley  avenue  (Block  No.  3793,  Lot  No. 
55),  Borough  of  The  Bronx. 

405-39-A— 960  East  173rd  street,  southeast  corner  of  Vyse 
avenue  (Block  No.  2996,  Lot  No.  23), 
Borough  of  The  Bronx. 

476-39-A — 524  East  11th  street,  south  side,  308  ft.  east  of 
Avenue  A  (Block  No.  404,  Lot  No.  16), 
Borough  of  Manhattan. 

423-39-A — 67-69  Irving  street,  north  side,  200  ft.  west  of 
Columbia  street  (Block  No.  314,  Lot  No. 
47),  Borough  of  Brooklyn. 

622- 39-A — 61-63  Irving  place,  southwest  corner  of  East  18th 

street  (Block  No.  873,  Lot  No.  59),  Bor¬ 
ough  of  Manhattan. 

623- 39- A — 118  West  23rd  street,  south  side,  150  ft.  west  of 

Sixth  avenue  (Block  No.  798,  Lot  No. 
54),  Borough  of  Manhattan. 

616-39-A — 22-02  to  22-20  39th  avenue,  south  side,  225.20  ft. 

east  of  23rd  street  (Block  No.  393,  Lot 
Nos.  8-12-18),  Long  Island  City,  Borough 
of  Queens. 

646- 39-A — 174-04  to  174-20  Pidgeon  Meadow  road,  south¬ 

east  corner  of  Fresh  Meadow  road  and 
south  side  of  Pidgeon  Meadow  road,  47 
ft.  6  in.,  89  ft.,  130  ft.  6  in.  and  172  ft., 
east  of  Fresh  Meadow  road  (Block  No. 
5589,  Lot  No.  1),  Flushing,  Borough  of 
Queens. 

647- 39-A — 174-01,  174-05  and  174-09  Pidgeon  Meadow  road, 

northeast  corner  of  Fresh  Meadow  road 
and  north  side  of  Pidgeon  Meadow  road, 
32.12  ft.  and  70.87  ft.  east  of  Fresh 
Meadow  road  (Block  No.  5588,  Lot  No. 
1),  Flushing,  Borough  of  Queens. 

674- 39-A — 58-21  to  58-41  186th  street,  west  side,  97.7  ft.  to 

297.7  ft.  north  of  North  Hempstead  turn¬ 
pike  (Block  No.  5689,  Lot  No.  1),  Flush¬ 
ing,  Borough  of  Queens. 

675- 39-A — 58-22  to  58-42  186th  street,  east  side,  136.55  ft. 

to  336.55  ft.  north  of  North  Hempstead 
turnpike  (Block  No.  5690,  Lot  No.  1)  ; 
(old  Block  No.  1421,  Lot  No.  65),  Flush¬ 
ing,  Borough  of  Queens. 

686-39- A — 33-09  163rd  street,  east  side,  128  ft.  south  of  33rd 
avenue  (Block  No.  5248,  Lot  No.  36), 
Flushing,  Borough  of  Queens. 


687-39-A — 96  Bay  31st  street,  west  side,  60  ft.  south  of 
Benson  avenue  (Block  No.  6415,  Lot  No. 
47),  Borough  of  Brooklyn. 

694-39-A — 41-46  and  41-48  55th  street,  west  side,  575  ft. 

and  600  ft.  north  of  Queens  boulevard 
(Block  No.  908,  Lot  No.  none),  Wood- 
side,  Borough  of  Queens. 

703-39-A — 57-69  Caton  place,  north  side,  50  ft.  east  of 
East  8th  street  and  13-23  Ocean  parkway 
(Block  No.  5322,  Lot  No.  4),  Borough  of 
Brooklyn. 

705-39-A — 877  Fifth  avenue  and  2-4  East  69th  street,  south¬ 
east  corner  (Block  No.  1383,  Lot  Nos.  67 
and  69),  Borough  of  Manhattan. 

727-39-A — 98-81  Queens  boulevard,  northeast  corner  of 
66th  road  (Block  No.  2105,  Lot  No.  1), 
Forest  Hills,  Borough  of  Queens. 

701-39-A — West  side  of  Cabot  street  to  138  ft.  west  of 
west  side  of  Truxton  street  and  82.03  ft. 
south  of  Oak  Point  avenue  to  East  River 
(Block  No.  2605,  Lot  No.  350,  Part  of 
Lot  No.  2  and  Block  No.  2606,  part  of 
Lot  No.  3),  Borough  of  The  Bronx. 

731-39-A — 26-15  Utopia  parkway,  east  side,  106.7  ft.  south 
of  26th  avenue  (Block  No.  5967,  part  of 
Lot  No.  1),  Bayside,  Borough  of  Queens. 

Variations  of  Labor  Law 

529-39-S — 30-02  Thomson  avenue,  south  side,  from  30th 
street  to  30th  place  (Block  No.  274,  Lot 
No.  1),  Long  Island  City,  Borough  of 
Queens. 

229-39-S — 315  East  91st  street,  north  side,  200  ft.  east  of 
Second  avenue  (Block  No.  1554,  Lot  No. 
9),  Borough  of  Manhattan. 

1156-38-S — 661-663  Broadway,  east  side,  161  ft.  10J4  in. 

south  of  Varet  street  (Block  No.  3112, 
Lot  No.  5),  Borough  of  Brooklyn. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  af  ternoon,  June 
7,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters,  except  cases  which 
have  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 
report  with  recommendation  by  the  committee  of  the 
board : 

cal.  no.  145-38-BZ — Application,  March  8,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  William  H.  Van  Houten, 
applicant,  on  behalf  of  Mabel  Agassiz, 
owner,  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  475  West 
146th  street,  north  side,  100  ft.  east  of 
Amsterdam  avenue  (Block  No.  2061, 
Lot  Nos.  5  and  6),  Borough  of 
Manhattan. 

cal.  NO.  122-39-BZ — Application,  February  2,  1939,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Theobald  H.  Engelhardt, 
applicant,  on  behalf  of  The  Cord 
Meyer  Company,  owner,  to  permit 
partly  in  a  residence  use  district  an<f 
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partly  in  a  business  use  district,  the 
erection  and  maintenance  of  a  business 
building  (stores  and  motion  picture 
theatre)  ;  premises  88-20  to  88-28 
Roosevelt  avenue,  south  side,  97.05  ft 
west  of  Case  street,  89-27  to  89-41  Elm¬ 
hurst  avenue  and  40-19  to  40-35  Den¬ 
man  avenue  (Block  No.  1510,  part  of 
Lot  No.  1),  Elmhurst,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  13,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
ards  and  Appeals  of  a  public  hearing"  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June 
13,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  72-39-BZ— Application,  January  16,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Herman  M.  Cohn,  appli¬ 
cant,  on  behalf  of  Central  Savings 
Bank,  owner  (John  H.  Walker,  lessee), 
to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  309-313  West 
142nd  street,  north  side,  89.11  ft.  east 
of  Bradhurst  avenue  (Block  No.  2043, 
Lot  Nos.  33  and  34),  Borough  of 
Manhattan. 

cal.  no.  64-39-BZ— Application,  January  17,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Harris  Ulanoff, 
owner,  to  permit  in  a  residence  use 
district,  the  erection  and  maintenance 
of  a  business  building  (stores)  ;  prem¬ 
ises  81-06  to  81-16  57th  avenue  and 
57-02  to  57-08  82nd  street,  southwest 
corner  (Block  No.  2917,  Lot  No.  7), 
South  Elmhurst,  Borough  of  Queens. 


service  station  (previously  granted  by 
the  board)  ;  premises  105-02  Queens 
boulevard  and  69-51  Yellowstone  boule¬ 
vard,  southwest  corner  (Block  No 
3236,  Lot  No.  1),  Forest  Hills  Terrace^ 
Borough  of  Queens. 

cal.  no.  75-39-BZ— Application,  January  19,  1939,  under 
section  21  of  the  building  zone  resolu- 
tmn  of  Sidney  L.  Strauss,  applicant,  on 
behalf  of  Anna  Gurein,  owner,  to  per- 
mit  in  a  business  use  district,  the  alter- 
an<^  extension  of  an  accessory 
building  on  an  existing  gasoline  service 
’  Prem^ses  38-02  Broadway  and 
,  38th  street,  southeast  corner 
(Block  No.  656,  Lot  No.  34),  Long 
Island  City,  Borough  of  Queens. 

cal.  no.  196-39-BZ— Application  Februaiy  20,  1939,  under 
section  21  of  the  building  zone  resolu 
tion,  of  Newman  M.  Biller,  applicant, 
on  behalf  of  Jewish  Maternity  Hos¬ 
pital,  owner,  to  permit  in  a  residence 
use  district  and,  also,  within  200  ft.  of 
a  hospital,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  332-342  East 
17th  street,  south  side,  120  ft.  east  of 
Livingston  place  (Block  No.  922,  Lot 
Nos.  76  to  81,  inclusive),  Borough  of 
Manhattan. 

CAL.  NO.  200-38-BZ— Application  of  MacMurray  Holding 
Corporation,  applicant  and  lessee,  on 
behalf  of  Frank  S.  Staley,  attorney- 
in-fact,  for  John  D.  Rockefeller,  Jr., 
owner,  reopened  and  restored  to  calen¬ 
dar,  April  25,  1939,  under  section  21  of 
the  building  zone  resolution,  to  permit 
in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles  (previously  withdrawn)  ; 
premises  8-24  West  53rd  street,  south 
side,  175  ft.  west  of  Fifth  avenue 
(Block  No.  1268,  Lot  Nos.  45  to  52, 
inclusive),  Borough  of  Manhattan. 


cal.  no.  277-39-BZ— Application,  March  4,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  M.  Baker,  applicant,  on  behalf 
of  Mary  A.  Bradley  and  George  F. 
Bradley,  owners,  to  permit  in  a  busi¬ 
ness  use  district,  the  maintenance  of 
individual  garages  for  more  than  five 
(5)  motor  vehicles;  premises  25-12, 
25-14  and  25-16  38th  avenue  and  38-06 
27th  street,  southwest  corner  (Block 
No.  387,  Lot  Nos.  19  and  21),  Long 
Island  City,  Borough  of  Queens. 

CAL.  NO.  543-26-BZ— Application  of  Earl  R.  Fenton,  appli¬ 
cant,  on  behalf  of  Cities  Service  Oil 
Company,  owner  (John  Boyd,  lessee), 
reopened  February  21,  1939,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district,  the  alteration  and  extension 
of  an  accessory  building  and,  also,  the 
relocation  of  pumps  on  a  gasoline 
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cal.  no.  244-39-BZ— Application,  February  27,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  J.  Beatty,  applicant,  on 
behalf  of  Harlem  Savings  Bank,  owner, 
to  permit  in  a  restricted  retail  use  dis¬ 
trict,  the  alteration  and  conversion  of 
occupancy  of  part  of  an  existing 
building  to  a  motion  picture  theatre; 
premises  163-165  West  57th  street, 
north  side,  104  ft.  2  in.  east  of  Seventh 
avenue  (Block  No.  1010,  Lot  No.  5), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  13,  1939,  2  P.  M. 

Appeal  from  Administrative  Decision 

89-39-A— 2075  Grand  concourse,  southwest  corner  of 
East  180th  street  (Block  No.  3160,  Lot 
N°  Borough  of  The  Bronx  (Apt. 
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Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  June 
13,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  932-38-BZ— Application,  October  11,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Adelaide  Walsh,  applicant  and 
lessee,  on  behalf  of  Long  Island  Rail¬ 
road,  owner,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  Hillside 
avenue,  bounded  by  Bessemer  street 
and  Babbage  street  (Land  under  Long 
Island  Railroad)  ;  (Block  No.  3258,  Lot 
No.  54  and  Block  No.  9262,  Lot  No. 
180),  Richmond  Hill,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  20,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June 
20,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  378-39-BZ — Application,  March  27,  1939,  under 
section  7a  of  the  building  zone  reso¬ 
lution,  of  Richard  Shutkind,  applicant, 
on  behalf  of  Hoddersen  Bros.,  owner, 
to  permit  in  a  residence  use  district, 
the  extension  of  an  existing  business 
building;  premises  307  Sumpter  street, 
north  side,  350  ft.  east  of  Hopkinson 
avenue  (Block  No.  1521,  Lot  No.  64), 
Borough  of  Brooklyn. 

cal.  no.  404-38-BZ — Application,  May  24,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Conroy  and  Hardy,  applicants,  on 
behalf  of  Board  of  Transportation, 
City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee),  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  214-228  Schermerhorn 
street,  south  side,  233  ft.  east  of  Hoyt 
street  (Block  No.  171,  part  of  Lot 
No.  7),  Borough  of  Brooklyn. 

cal.  no.  405-38-BZ — Application,  May  24,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Conroy  and  Hardy,  applicants,  on 
behalf  of  Board  of  Transportation, 
City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee),  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor 
vehicles ;  premises  240-250  Schermer¬ 
horn  street  and  54-60  Bond  street, 


southwest  corner  (Block  No.  171,  part 
of  Lot  No.  7),  Borough  of  Brooklyn. 

cal.  no.  406-38-BZ — Application,  May  24,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Conroy  and  Hardy,  applicants,  on 
behalf  of  Board  of  Transportation, 
City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee),  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor 
vehicles;  premises  134-192  Schermer¬ 
horn  street,  south  side,  from  Smith 
street  to  Hoyt  street,  57-73  Smith 
street,  east  side,  from  Schermerhorn 
street  to  State  street  and1  257-271  State 
street  (Block  No.  170,  Lot  No.  1), 
Borough  of  Brooklyn. 

cal.  no.  407-38-BZ — Application,  May  24,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Conroy  and  Hardy,  applicants,  on 
behalf  of  Board  of  Transportation, 
City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee),  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor 
vehicles ;  premises  37-55  Smith  street, 
east  side,  from  Livingston  street  to 
Schermerhorn  street,  156-164  Living¬ 
ston  street  and  137-145  Schermerhorn 
street  (Block  No.  164,  Lot  No.  1), 
Borough  of  Brooklyn. 

cal.  no.  639-39-BZ-WF — Application,  May  13,  1939,  under 
sections  7f  and  7h  of  the  building  zone 
resolution,  of  Jeffroy  J.  Lewin,  appli¬ 
cant,  on  behalf  of  Colhornial  Holding 
Corporation,  owner,  to  permit  partly 
in  a  residence  use  district  and  partly 
in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  1 10- 
40  World’s  Fair  boulevard  (Horace 
Harding  boulevard)  and  61-01  Co-  q 
lonial  avenue,  southwest  corner  (Block 
IJo.  2161,  Lot  Nos.  108,  109,  110,  112, 
115,  118  and  part  of  Lot  Nos.  103  and 
104),  Corona,  Borough  of  Queens. 

cal.  no.  271-39-BZ — Application,  March  3,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  A.  C.  Benson,  applicant,  on  behalf 
of  Socony- Vacuum  Oil  Company,  Inc., 
to  permit  in  a  business  use  district, 
the  extension  of  an  existing  gasoline 
service  station ;  premises  96-23  to  96- 
29  Queens  boulevard,  northeast  corner 
of  63rd  road  (Old  Mill  road)  ;  (Block 
No.  2088,  Lot  No.  22),  Elmhurst,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 

JUNE  20,  1939,  2  P.  M. 

Appeal  from  Administrative  Decision 

114-39-A — 1510  Jessup  avenue,  east  side,  75  ft.  north  of 

West  172d  street  (Block  No.  2872,  Lot 

No.  287),  Borough  of  The  Bronx. 
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JUNE  27,  1939,  10  A.  M. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June 
27,  1939,  at  10  o  clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  17-38-BZ — Application,  January  13,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 
of  Harlern  Savings  Bank,  owner 
(Rosemol  Realty  Corporation,  lessee), 
to  permit  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  324- 
328  West  34th  street,  south  side,  325 
ft.  west  of  8th  avenue  (Block  No.  757. 
Lot  Nos.  51  to  53,  inclusive),  Borough 
of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairmen* 


JUNE  27,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

641-39-A  157-23  Willets  Point  boulevard,  northwest  cor¬ 
ner  of  Cross  Island  boulevard  (Block  No. 
599,  Lot  No.  83),  Whitestone,  Borough  of 


Queens  (Under  Section  35,  General  City 
Law  re  Bed  of  Mapped  Street). 

C82-39-A— East  side  of  Cabot  street,  205.92  ft.  south  of 
Oak  Point  avenue  (Block  No.  2605,  Lot 
No.  350),  Borough  of  The  Bronx  (Under 
Section  35,  General  City  Law  re  Bed  of 
Mapped  Street). 

Building  Zone  Application 

NO  riCE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  June 
3/,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter,  except  cases  which 
1  vc  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 
report  with  recommendation  by  the  committee  of  the  board  : 

cal.  no.  248-39-BZ  Application,  February  28,  1939,  under 
section  21  of  the  building  zone  reso¬ 
lution,  of  Nicholas  J.  Roth,  applicant 
and  lessee,  on  behalf  of  Janssen  Dairy 
Corporation,  owner,  to  permit  in  a 
business  use  district  the  conversion  of 
occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop ;  premises  41 
Barker  street,  east  side,  700  ft.  north 
of  Castleton  avenue  (Block  No.  197, 
Lot  No.  34),  West  New  Brighton, 
Borough  of  Richmond. 

HARRIS  H  MURDOCK,  Chairman . 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MAY  23,  1939 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 

The  minutes  of  the  regular  meeting  of  the  board  held 
on  Tuesday  .  morning,  May  2,  1939,  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
May  2,  1939,  and  the  minutes  of  the  special  meeting  of 
the  board  held  on  Friday  morning,  May  5,  1939,  were  ap¬ 
proved  as  printed  in  Bulletin  No.  19,  Vol.  24. 


248-39-BZ. 


BUILDING  ZONE  CASES 


APPLICANT  Nicholas  J.  Roth  (lessee),  for  Janssen 
Dairy  Corporation,  owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  the  conversion  of  occupancy  of  an 
to  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 41  Barker  street,  east  side,  700 
ft.  north  of  Castleton  avenue  (Block  No.  197, 
Lot  No.  34),  West  New  Brighton,  Borough  of 
Richmond. 


APPEARANCES— 

For  Applicant:  Lester  L.  Callan  and  Nicholas  I 
Roth. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1939,  at 
2  p.m  to  permit  applicant  to  file  a  brief  not  later 
than  May  26,  1939.  No  further  argument. 


27 2-39-BZ. 

APPLICANT— City  Bank  and  Farmers  Trust  Company, 
owner. 


SUBJEC1  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  restricted 
retail  use  district,  the  erection  and  maintenance  of 
a  motion  picture  theatre. 

PREMISES  Ah  FECTED — 645-647  Madison  avenue,  east 
side,  50.5  ft.  south  of  East*  60th  street  (Block  No. 

.  1374,  Lot  No.  51),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Levy  and  John  S.  Dudley. 
For  Opposition :  T.  F.  Burnet. 

AC  flON  OF  BOARD — Laid  over  to  May  31,  1939,  at 
10  a.m.,  to  permit  applicant  to  file  a  brief  not 
later  than  May  26,  1939.  No  further  argument*. 


806-38-BZ. 


APPLICANT — Babcock  and  Foster,  for  Rose  Buttelman, 
owner  (Horsting  Service  Station,  Inc.,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  the  extension  of  a  gasoline  service 
station. 


PREMISES  AFFEC I  ED — 65-27  Cooper  avenue,  northeast 
corner  of  65th  place,  north  side  of  Cooper  avenue, 
from  65th  place  to  66th  street  (Block  No.  3698, 
Lot  No.  1),  Glendale,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant:  Charles  H.  Babcock  and  John 
Horsting. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  4 
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N  egative  .  ^ 

Absent  .  ^ 


THE  RESOLUTION— 

(806-38-BZ) 

Whereas,  Babcock  and  Foster,  for  Rose  Buttelman, 
owner  (Horsting  Service  Station,  Inc.,  lessee),  filed  Sep¬ 
tember  21,  1938,  an  application  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use  district, 
the  extension  of  a  gasoline  service  station;  premises. 
65-27  Cooper  avenue,  northeast  corner  of  65th  place,  north 
side  of  Cooper  avenue,  from  65th  place  to  66th  street 
(Block  No.  3698,  Lot  No.  1),  Glendale,  Borough  of  Queens; 

and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting,  May  23,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ,  and 

Whereas,  the  use  district  mapsi  accompanying  the  build¬ 
ing  zone  resolution  show  that  Cooper  avenue  is  in  a  business 
and  residence  use  district ;  65th  place  is  in  a  residence,  and 
business  use  district  and  Cypress  Hills  street  is  in  a  business 
and  residence  use  district ;  and  . 

Whereas,  the  decision  of  the  borough  superintendent 
of  buildings  re  Alteration  No.  2880-38,  dated  September 
20,  1938,  as  amended  November  11,  1938,  reads: 

“1.  The  extension  of  a  gasoline  selling  station  ,  m 
a  business  district,  is  contrary  to  Article  2,  Section 
4A,  subd.  36,  Building  Zone  Resolution.” 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  200  ft.  9  in.. on  Cooper- 
avenue,  22  ft.  1  in.  on  66th  street  and  31  ft.  2  in.  on  65th 
place;  upon  the  westerly  portion  of  the  plot  there,  is 
located  a  gasoline  service  station,  irregular  in  shape,  having 
a  frontage  of  36  ft.  on  Cooper  avenue,  and  31  ft.  2  in. 
on  65th  place,  the  remainder  of  the  site  is  developed  with 
a  one  story  structure  occupied  as  8  individual  garages, 
lubritorium  and  office.  It  is  proposed  to  occupy  the  easterly 
portion  of  the  structure  (having  a  frontage  of  approxi¬ 
mately  70  ft.),  as  4  individual  garages  and  “work  space  ; 
to  use  an  adjoining  area  to  the  west  (having  a  frontage 
of  69  ft.),  as  a  gasoline  service  station  and  to  continue  to 
use  the  remaining  space  (60  ft.  8  in.,  to  65th  place),  as  a 
lubritorium  and  gasoline  service  station;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board;  and 

Whereas,  the  board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary 
hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  moke  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  to  permit  the 
reconstruction  and  rearrangement  of  the  existing,  gasoline 
station  and  accessory  buildings,  substantially  as.  indicated 
on  revised  plan  marked  “Received  May  17,  1939,”  on  con¬ 
dition  that  no  existing  pumps  or  new  pumps  shall  be 
erected  nearer  than  10  ft.  from  any  street  line;  that  no 
additional  uses  shall  be  added  to  the  premises,  other  than 
those  now  legally  existing;  that  signs  shall  be  restricted  to 
permanent  signs  attached  to  the  facade  of  the  accessory 
buildings,  excluding  all  temporary  signs  and  roof  signs, 
but  permitting  a  post*  standard  to  be  erected  within  the 
building  line  for  supporting  a  sign  which  may  be  illumi¬ 
nated,  advertising  only  the  brand  of  gasoline  on  sale  and 
permitting  such  sign  to  extend  beyond  the  building  line 
for  a  distance  of  not  more  than  4  ft.,  or  a  similar  sign 
may  be  bracketed  out)  from  the  street  wall  of  the  building 
and  that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this  resolution. 


1179-38-BZ. 

APPLICANT — Garden  State  Lines  (lessee),  for  Cush¬ 
man’s  Sons,  Inc.,  owner. 


SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under,  sections  7h  and  21 
of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 550  West  167t-h  street,  south 
side,  from  St.  Nicholas  avenue  to  Audubon  avenue, 
28-34  Audubon  avenue  and  1140  St.  Nicholas  ave¬ 
nue  (Block  No.  2124,  Lot  No.  17),  Borough  of 
Manhattan. 

APPEARANCES—  ^  „ 

For  Applicant:  Thos.  J.  Quillman  and  Isador  H. 

Davidson. 

For  Opposition :  Chas.  Eggenspieler,  Albert  Eggen-  ( 
.  spieler,  Harry  S.  Reis,  John  Keena  and  H.  W. 
Sternburgh. 

For  Administration:  Fred  Dahlem,  department  of 
housing  and  buildings.  . 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  „  _  ,  _ 

Affirmative :  Chairman  Murdock,  Commission- 

ers  Savage  and  Blum  and  Assistant  Chief  , 

Walsh  .  * 

Negative  .  “ 

Absent  . 0 

THE  RESOLUTION— 

(1179-38-BZ) 

Whereas,  Garden  State  Lines  (lessee),  for  Cushmans 
Sons,  Inc.,  owner,  filed  December  16,  1938,  an  application 
under  sections  7h  and  21  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  for  a  temporary  period  ! 
of  not  more  than  two  years,  the  parking  and  storage  ot 
more  than  five  (5)  motor  vehicles;  premises:  550  West 
167th  street,  south  side,  from  St.  Nicholas  avenue  to 

Audubon  avenue,  28-34  Audubon  avenue  and  1140  St.  .Nich¬ 
olas  avenue  (Block  No.  2124,  Lot  No.  17),  Borough  of 
Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting,  May  23,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  St.  Nicholas  avenue  is  in  a 
business  and  residence  use  district;  A^ubon  avenue  is 
in  a  business  and  residence  use  district ;  West-  167th  street 
is  in  a  business  and  residence  use  district  and  West  166th 
street  is  in  a  business  and  residence  use  district ;  ana 
Whereas,  the  decision  of  the  borough  superintendent 
of  buildings,  dated  March  16,  1939,  reads :  . 

“Answering  your  communication  ot  recent  date  in 
which  you  enclosed  an  application  for  a  certificate  ot 
occupancy  for  the  parking  and  storage  of  more  than 
five  motor  buses  at  the  above  location,  you  are  advised 
that  the  inspector  reports  that  such  application  canno 
be  approved  by  this  department-,  inasmuch  as  .  the 
parking  and  storage  of  more  than  five  motor  vehicles 
is  prohibited  in  a  business  district  by  Section  4a  ot 
the  Building  Zone  Resolution.’ 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  80  ft.  on  Audubon  avenue,  179  ft.  3  in.  on 
West  167t-h  street,  and  83  ft.  10  in.  on  St.  Nicholas  avenue, 
upon  which  are  located  a  one  story  lunch  room  25  ft.  by 
25  ft  in  area  and  a  one  story  office  and  waiting  room, 
30  ft  by  15  ft.  in  area.  It  is  proposed  to  occupy  the  re¬ 
mainder  of  the  plot  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles ;  and  _  ■  | 

Whereas,  the  board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  under  section  7,  sub¬ 
division  h  of  the  building  zone  resolution,  and  that  appli¬ 
cant  had  substantiated  a  basis  of  appeal  under  section  21 
of  the  building  zone  resolution  and  was,  therefore,  entitled 
to  relief  on  the  grounds  of  practical  difficulty  and  un 
necessary  hardship. 
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Resolved,  that  the  Board  of  Standard  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  sections 
7h  and  21,  to  permit  the  premises  under  appeal  to  be  used 
as  proposed,  as  a  waiting  station  for  buses,  on  condition 
that)  the  plot  shall  be  leveled  substantially  to  the  grade 
of  the  surrounding  streets  and  shall  be  surfaced  with 
suitable  surfacing  to  provide  drainage  and  prevent  dusting ; 
that  the  curb  cuts  shall  not  exceed  one  (1)  from  West 
167th  street,  not  over  50  ft.  in  width  and  one  (1)  from 
Audubon  avenue,  not  over  35  ft.  in  width;  that  this  varia¬ 
tion  shall  be  for  a  term  of  two  (2)  years  from  the  date  of 
this  resolution  and  during  the  term  of  this  variance,  the 
premises  shall  _  not  be  used  for  any  other  purpose  other 
than  as  a  waiting  station  and  temporary  parking  space  for 
buses  used  on  the  line,  but  not  for  over-night  storage, 
together  with  the  restaurant  at  the  corner  of  West  167th 
street  and  St.  Nicholas  avenue;  that  no  additional  building 
shall  be  constructed  on  the  premises  other  than  the  existing 
restaurant  and  existing  waiting  room;  that  the  existing 
retaining  wall  on  the  interior  lot  line  at  the  south  shall  be 
maintained  and  there  shall  be  no  openings  constructed 
therein;  that  the  existing  signs  advertising  the  bus  line 
shall  not  be  increased  and  no  new  signs  shall  be  constructed 
extending  over  the  building  line;  that  such  signs  may  be 
permitted  as  are  usual  in  connection  with  the  restaurant 
and  that)  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  three  (3)  months  from  the  date  of  this 
resolution. 


104-39-BZ. 

APPLICANT— Robert  J.  Farrington,  for  Loro  Holding 
Corporation  and  Sol  Davis,  owners. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,,  the  extension  of  an  existing  gasoline 
service  station. 

PREMISES  AFFECTED — 606-612  Grand  Concourse,  east 
side,  175  ft.  north  of  East  150th  street  (Block  No. 
2443,  Lot  Nos.  45  to  47,  inclusive),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  J.  Farrington,  Allan  B. 

Bates  and  Robert  Olmstead. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(104-39-BZ) 

Whereas,  Robert  J.  Farrington,  for  Loro  Holding  Cor¬ 
poration  and  Sol  Davis,  owners,  filed  January  27,  1939, 
an  application  under  the  building  zone  resolution,  to  permit 
in  a  business  use  district,  the  extension  of  an  existing 
gasoline  service  station ;  premises  606-612  Grand  Concourse, 
side,  175  ft.  north  of  East  150th  street  (Block  No. 
4443,  Lot  Nos.  45  to  47  inclusive),  Borough  of  The  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  tins  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting  May  23,  1939,  after  due  notice  by  publication  in 
vu  U  e^n  B°ard  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  the  Grand  Concourse  is  in  a 
business  and  unrestricted  use  district;  East  150th  street 
is  in  a  business  and  unrestricted  use  district  and  East 
1  w  street  is  in  a. business  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 


Slings’/e  Application  709-38,  dated  December  28, 

Proposed  extension  to  present  gasoline  service 
station  and.  the  erection  of  accessory  building  thereto 
in  a  business  district  is  contrary  to  section  4  of  the 
building  zone  resolution.” 

and 

Whereas,  the  premises  consist*  of  an  irregularly  shaped 
plot  of  ground  haying  a  frontage  of  102.5  ft.  on  Grand 
Concourse  and  a  distance  of  98  ft.  along  the  southerly  lot 
line;  upon  the  southerly  portion  of  the  plot  (having  a 
frontage  of  39  ft.  6  in.),  there  are  two  2-story  dwellings 
which  are  to  be  demolished,  the  remainder  of  the  plot  is 
developed  with  a  gasoline  service  station.  It  is  proposed 
to  erect  upon  the  plot  a  one-story  accessory  structure  59 
tt.  4  in.  by  27  ft.  in  area  and  to  use  the  entire  plot  as  a 
gasoline  service  station;  and 

Whereas,  this  site  and  surrounding  area  were  inspected 
by  a  committee  of  the  board  prior ^  to  the  hearing;  and 

Whereas  the  board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  entitled  to  relief  on 
the  grounds  of  practical  difficulty  and  unnecessary  hard- 
snip  and  t*hat  there  was  sufficient  basis  for  the  use  of 
its  discretion  under  the  provisions  of  section  7,  subdivi¬ 
sion  c. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  qjf  the  building  zone  resolution,  and  that* 
the  application  be  and  it  hereby  is  granted  under  sections 
/c  and  21,  to  permit  the  plot  under  appeal  to  be  extended 
as  proposed,  and  the  existing  buildings  reconstructed  sub¬ 
stantially  as  shown  on  plans  filed  with  this  appeal ;  as 
amended  by  revised  plans  marked  “Received  May  19,  1939” ; 
that  the  plot  west  of  the  proposed  accessory  building  shall 
be  leveled  substantially  to  the  grade  of  Grand  Concourse ; 
that  the  accessory  building  shall  be  constructed  of  ficeproof 
materials  throughout ;  except  that  the  roof  beams  and  roof 
boarding,  door  frames  and  doors  may  be  of  wood,  provided 
all  windows  are  constructed  of  steel  frames  and  sash; 
that  there  shall  be  no  excavation  under  the  accessory  build¬ 
ing  except*  for  the  greasing  pits ;  that  the  heater  room  shall 
be  separated  from  the  balance  of  the  building  by  fireproof 
construction  enterable  only  from  the  rear,  as  shown ;  that 
the  rear  yard  shall  be  cement  paved ;  that  reinforced  con¬ 
crete  retaining  walls  shall  be  constructed  along  t-he  railroad 
right-of-way  and.  shall  meet  with  the  approval  of  the  New 
York  Central  Railroad ;  that  above  the  grade  of  the  gaso- 
line  station,  this  wall  shall  be  constructed  with  a  concrete 
curb  not  less  than  2  ft.  in  height  with  an  ornamental  wood 
fence  above  to  a  total  height  of  not  less  than  5  ft.;  that) 
the  plot  where  not  covered  by  accessory  buildings,  shall  be 
cement  paved ;  that  the  pumps  shall  not  be  nearer  than  15 
ft.  to  the  street  building  line;  that  the  curb  cuts  shall  not 
exceed  two,  not  exceeding  30  ft.  in  width  each;  that 
along  the  southerly  lot  line  from  the  street  line  of  the 
Concourse  to  the  wall  of  the  accessory  building,  there  can 
be  constructed  a  wall  or  a  facing  of  existing  party  wall, 
agreeing  in  design  with  the  accessory  building,  for  a  height 
not  less  than  8  ft.;  that  no  signs  shall  be  erected  other 
than  permanent  signs  attached  to  the  facade  of  the  ac¬ 
cessory  building  and  illuminated  globes  of  the  pumps, 
excluding  all  roof  signs  and  temporary  signs,  but  permitting 
the  construction  within  the  building  line  of  a  post  standard 
for  supporting  a  sign  which  may  be  illuminated,  advertising 
only  the  brand  of  gasoline  on  sale  and  permitting  such 
sign  to  extend  beyond  the  building  line  for  a  distance  of 
not  more  than  4  ft.;  that  no  automobile  repairing  shall  be 
carried  on  and  no  parking  or  storage  of  cars  other  than 
those  being  serviced ;  that  the  revised  plans,  marked  “Re¬ 
ceived  May  19,  1939,”  are  hereby  approved  as  in  substan¬ 
tial  compliance  with  the  requirements  of  this  resolution 
and  that  such  plans  shall  be  carried  out  as  to  arrangement 
and  material  shown  to  be  used ;  that  such  approval  shall  not 
be  deemed  to  disregard  additional  conditions  of  this  reso¬ 
lution  where  same  are  not  covered  by  these  plans;  that) 
mechanical  ventilation  shall  be  provided  in  connection  with 
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the  greasing  pits  from  below  the  main  greasing  room  floor, 
ventilated  to  the  outer  air;  that  t<he  motor  used  in  connec¬ 
tion  with  the  blower  shall  be  of  the  sparkproof,  enclosed 
type  and  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  t'he  date  of  this  reso¬ 
lution. 


153-39-BZ. 

APPLICANT— Sidney  L.  Strauss,  for  Jacobena  Foster, 


owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  oi 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 28-02  41st  street  and  40-16  28th 
avenue,  northwest  corner  (Block  No.  663,  Lot  No. 
21),  Astoria,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Opposition:  Joseph  Guberman. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE—  „  ,  ,  _ 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . 

Absent  . 


4 

0 

0 


THE  RESOLUTION— 

(153-39-BZ) 

Whereas,  Sidney  L.  Strauss,  for  Jacobena  Foster,  owner, 
filed  February  3,  1939,  an  application  under  section  7h  of 
the  building  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  28-02  41st  street  and  40-16  28th  avenue, 
northwest  corner  (Block  No.  663,  Lot  No.  21),  Astoria, 
Borough  of  Queens ;  and  ... 

Whereas,  a  public  hearing  was  held  on  tthis  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting,  May  23,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that?  41st  street  is  in  a  residence 
and  business  use  district;  28th  avenue  is  in  a  business  use 
district ;  Steinway  avenue  is  in  a  business  use  district  and 
30th  avenue  is  in  a  business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
of  buildings,  dated  February  1,  1939,  re  Application  No. 
37-1939,  reads : 

“1.  Parking  more  than  5  cars  or  autos  in  business 
use  district  is  contrary  to  Art.  2,  Sec.  4,  Par.  15,  Zone 
Resolution.  Application  denied.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  101  ft.  on  41st  street  and  101  ft.  on  28th 
avenue.  It  is  proposed  to  use  the  plot  for  a  temporary 
period  of  not  more  than  two  (2)  years,  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  under  section  7,  sub¬ 
division  h  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  building  zone  resolution  and 
that  the  application  be  and  it  hereby  is  granted  under 
Section  7h  thereof,  for  a  temporary  period  of  not  more 
than  two  years  from  the  date  of  this  resolution,  to  permit 
the  premises  under  appeal  to  be  occupied  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  on  con¬ 
dition  that  only  those  of  the  pleasure-car  type  shall  be 


so  parked  and  stored ;  that  the  plot  shall  be  graded  to  the 
level  of  28th  avenue,  surfaced  with  steam  cinders,  clean 
gravel  or  other  suitable  material,  properly  rolled  and  bound 
to  prevent  dusting;  that  there  shall  be  erected  on  the  in¬ 
terior  lot  lines  and  street  building  lines,  a  substantial  woven 
wire  fence  not  less  than  six  feet  in  height;  that  such  fence 
may  be  omitted  where  brick  walls  of  adjoining  buildings 
exist  on  the  lot  line,  and  except  that  there  may  be  an 
entrance  opening  to  28t'h  avenue,  not  over  15  feet  in  width, 
with  curb  cut  opposite  not  over  20  feet  in  width ;  that  all 
existing  buildings  and  uses  shall  be  removed  from  the  plot 
and  no  building  shall  be  erected  thereon,  except  there  may 
be  erected  a  building  not*  over  one  story  in  height,  not 
exceeding  150  square  feet  in  area,  which  may  be  of  frame 
construction,  to  be  occupied  solely  as  an  office  and  shelter  > 
for  the  attendant;  that  no  signs  shall  be  erected  on  the 
premises  other  than  a  sign  at  the  enteance  attached  to  the 
fence,  advertising  solely  the  parking  and  storage  use  and 
the  rates  charged,  provided  the  sign  does  not  exceed  15 
square  feet  in  area ;  that  any  lights  for  general  illumination 
shall  be  on  metal  standards  wit<h  metal  reflectors  so  ar¬ 
ranged  as  to  reflect  away  from  the  adjoining  residential 
occupancies;  that  proper  aisles  shall  be  maintained  for 
easy  entrance  and  egress ;  that  such  fire-fighting  appliances 
shall  be  installed  as  the  fire  commissioner  shall  direct  and 
that  all  permit's  required  shall  be  obtained  and  all  work 
involved  completed  within  three  months  from  the  date 
of  this  resolution.  , 


224-39-BZ. 

APPLICANT — Amodio  Caruso  (lessee),  for  Andon  E. 
Andon,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7f  and  21  : 
of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and  i 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 85-37  Van  Wyck  boulevard 
(137th  street),  northeast  corner  of  86th  avenue 
(Block  No.  9647,  Lot  No.  19),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Andon  E.  Andon,  Amodio  Caruso, 
Nicholas  J.  Garafolo  and  Anthony  A.  Gara- 
folo. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(224-39-BZ) 

Whereas,  Amodio  Caruso  (lessee),  for  Andon  E.  Andon, 
owner,  filed  on  February  24,  1939,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  motor 
vehicles;  premises,  85-37  Van  Wyck  boulevard  (137th 

street),  northeast  corner  of  86th  avenue  (Block  No.  9647, 

Lot1  No.  19),  Jamaica,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  23,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Van  Wyck  boulevard  and 
138th  street  are  in  a  residence  use  district;  Queens  boule¬ 
vard  is  in  a  business!  use  district  and  86th  avenue  is  in  a 
residence  and  business  use  district;  and  i 

'Whereas,  the  decision  of  the  borough  superintendent  of 
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buildings,  dated  January  20,  1939,  and  as  amended  by  deci¬ 
sion  dated  February  23,  1939,  reads : 

“(B.D.  App.  No.  52-39.)  The  use  of  the  above 
premises  for  the  parking  and  storing  of  more  than  5 
motor  vehicles  in  a  residence  district,  is  contrary  to 
Art.  2,  Section  3  of  the  Bldg.  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  100  ft.  on  Van  Wyck  boulevard,  150  ft. 
on  86th  avenue  and  100  ft.  on  138th  street.  It  is  proposed 
to  use  the  site  for  a  temporary  period  of  not  more  than 
two  (2)  years  for  parking  and  storage  of  more  than  five 
motor  vehicles ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inpected  by  a  committee  of  the  board;  and 

Whereas,  the  board  deemed  that  thisi  was  a  proper  case 
in  which  to  exercise  its  discretion  under  section  7,  sub¬ 
division  f  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  Section 
7-f  thereof  for  a  temporary  period  of  two  years  from  the 
date  of  this  resolution,  to  permit  the  plot  under  appeal  to 
be  occupied  for  transient  parking  of  more  than  five  (5) 
motor  vehicles  restricted  to  the  pleasure-car  type,  on  condi¬ 
tion  that  the  entire  plot  shall  be  leveled  substantially  to 
the  grade  of  Van  Wyck  boulevard  and  graded  and  sur¬ 
faced  with  steam  cinders  and  clean  gravel  or  other  suitable 
material;  that  a  substantial  woven  wire  fence  shall  be 
erected  on  all  lot  lines  except  for  an  entrance  to  Van 
Wyck  boulevard,  not  over  15  feet  in  width  with  curb  cut 
opposite  not  exceeding  20  feet  in  width;  that  such  fence 
shall  be  not  less  than  six  feet  in  height,  supported  on 
metal  posts ;  that  during  the  term  of  this  variance,  the 
premises  shall  be  used  for  no  other  purpose  and  no  build¬ 
ing  shall  be  erected  thereon,  except  there  may  be  erected 
a  building  used  as  a  shelter  and  office  for  the  attendant, 
which  shall  be  constructed  of  frame  material,  not  to  exceed 
150  square  feet  in  area  and  one  story  in  height;  that 
proper  aisles  shall  be  maintained  at  all  times  for  easy  exit 
and  entrance;  that  no  signs  shall  be  erected,  except  a  neat 
sign  at  the  entrance,  not  exceeding  15  sq.  ft.  in  area,  at¬ 
tached  to  the  fence,  advertising  the  transient  parking  use ; 
that  such  fire-fighting  appliances  shall  be  installed  as  the 
fire  commissioner  may  direct  and  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  two  months 
from  the  date  of  this  resolution. 


280-39-BZ. 

APPLICANT  Philip  Bardes,  for  Nathan  Belmont,  owner. 
SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7a  and  7b 
of  the  building  zone  resolution,  to  permit  partly  in 
a  business  use  district  and  partly  in  an  unre¬ 
stricted  use  district,  the  extension  of  an  existing 
factory  building. 

PREMISES  AFFECTED — 33 1-333  Broome  street,  south 
side,  75  ft.  8  in.  east  of  Bowery  (Block  No.  423, 
,  t,™  ^ot  ^os.  14  and  15),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Philip  Bardes. 

For  Opposition:  None. 

~£TION  Ob  BOARD— Application  granted  on  condition. 
l-tiL  VOTE — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . o 

Absent  . ’ "  * .  g 

THE  RESOLUTION— 

(280-39-BZ) 

T* h i  1  i p  Bardes,  for  Nathan  Belmont,  owner, 
med  March  6,  1939,  an  application  under  sections  7a  and 


7b  of  the  building  zone  resolution,  to  permit  partly  in  a 
business  use  and  partly  in  an  unrestricted  use  district,  the 
extension  of  an  existing  factory  building;  premises :  331- 
333  Broome  street,  south  side,  75  ft.  8  in.  east  of  Bowery 
(Block  No.  423,  Lot  Nos.  14  and  15),  Borough  of  Man¬ 
hattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  May  23,  1939,  after  due  notice  by  publication  in 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps*  accompanying  the  build¬ 
ing  zone  resolution  show  that  Broome  street  is  in  a  business 
and  unrestricted  use  district;  Chrystie  street  is  in  a  busi¬ 
ness  use  district ;  Bowery  is  in  an  unrestricted  use  district 
and  Grand  street  is  in  a  business  and  unrestricted  use 
district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  April  7,  1939,  re  Alt.  Applic.  No.  3414- 
1939,  reads : 

1.  The  portion  of  the  building  extending  into  the 
business  use  district  is  limited  to  25  percentum  of  the 
floor  area  within  the  business  district,  which  is  not  now 
used  for  manufacturing  purposes  as  per  Sec.  4-C  of 
the  Building  Zone  Resolution.” 

and 

.  Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  40  ft.  and  a  depth  of  101  ft.  6  in  An 
irregular  shaped  area  at  the  easterly  portion  of  the  plot 
(having  a  frontage  of  15  ft.  8  in.)  is  located  in  a  business 
use  district— the  remainder  is  in  an  unrestricted  use  dis¬ 
trict.  Upon  the  easterly  frontage  of  the  plot  there  is 
located  a  3  story  building,  20  ft.  by  60  ft.  in  area  at  1st 
story  and  20  ft.  by  40  ft.  in  area/  above — occupied  as  store 
and  dwellings;  upon  the  remainder  of  the  plot  there  is 
located  a  3  story  factory  building  having  a  frontage  of 
2U  ft.,  a  depth  of  100  ft.  and  a  distance  of  40  ft.  along 
the  rear  lot  line  on  the  1st  and  2nd  story;  and  on  the 
3rd  story,  the  building  has  a  frontage  of  20  ft.  and  a 
depth  of  40  ft.  It  is  proposed  to  alter  and  to  extend  the 
two  (2)  existing  buildings  to  a  structure  having  a  frontage 
of  40  ft.  and  a  depth  of  100  ft.  on  the  1st  story  and  a 
depth  of  90  ft.  on  the  2nd  and  3rd  stories,  and  to  use  the 
entire  structure  (excepting .the  existing  store  on  the  east- 
front  of  the  1st  story)  as  a  100  per  cent  factory;  and 
.  Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board;  and 
Whereas,  the  board  deemed  that  this  was  a  proper  cast 
in  which  to  exercise  its  discretion  under  section  7,  sub¬ 
division  b  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  Section 
/b  thereof,  to  permit  the  reconstruction  of  the  existing 
two-story  buildings  as  proposed,  on  condition  that  no  por¬ 
tion  of  the  building  shall  be  used  for  residential  use;  that 
the  plot  in  all  other  respects  shall  comply  with  all  laws 
rules  and  regulations  applicable  thereto;  that  any  opening 
in  the  wall  between  this  and  the  adjoining  building  shall 
be  protected  in  accordance  with  the  requirements  of  the 
administrative  building  code  with  an  approved  fireproof 
door  and  that  all  permits  required,  shall  be  obtained  and  all 
work  _  involved  completed  within  one  year  from  the  date 
of  this  resolution. 


287-39-BZ. 

APPLICANT — John  F.  Meehan,  for  Tidewater  Asso¬ 
ciated  Oil  Company,  owner. 

SUBJECT — Application  (rg  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7c  and  21 
of  the  building  zone  resolution,  to  permit  the 
alteration  and  extension  of  an  accessory  building 
on  an  _  existing  gasoline  service  station,  located 
partly  in  a  business  use  and  partly  in  an  unre¬ 
stricted  use  district. 
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PREMISES  AFFECTED— 126-50  Northern  boulevard, 
southeast  corner  of  126th  place  (Block  No.  1821, 
Lot  No.  1),  Corona,  Borough  of  Queens. 

APPEARANCES—  ,  ^  , 

For  Applicant:  John  F.  Meehan  and  Frank 

Mason. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(287-39-BZ) 

Whereas,  John  F.  Meehan,  for  Tidewater  Associated  Oil 
Company,  owner,  filed  March  7,  1939,  an  application  under 
sections  7c  and  21  of  the  building  zone  resolution,  to  permit 
the  alteration  and  extension  of  an  accessory  building  on 
an  existing  gasoline  service  station,  located  partly  in  a 
business  use  and  partly  in  an  unrestricted  use  district , 
premises :  126-50  Northern  boulevard,  southeast  corner 
126th  place  (Block  No.  1821,  Lot  No.  1),  Corona,  Borough 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting,  May  23,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Northern  boulevard  is.  in  a 
business  and  unrestricted  use  district;  126th  place  is  in  an 
unrestricted  and  business  use  district;  127th  street  is  in  an 
unrestricted  and  business  use  district  and  34th  avenue  is  in 
an  unrestricted  and  business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  February  20,  1939,  re  Alt.  Application  216- 
1939,  reads : 

“The  enlargement  of  an  existing  gasoline  station  on 
a  plot  located  in  a  business  district  and  extending 
into  an  unrestricted  district,  is  contrary  to  Article  2, 
section  4  of  the  Zoning  Law.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  104  ft.  on  Northern  boulevard,  119  ft.  on 
126th  place  and  a  distance  of  100  ft.  along  the  southerly 
lot  line.  ‘  The  southerly  portion  of  the  plot  (having  a 
frontage  of  approximately  19  ft.  on  126th  place),  is  lo¬ 
cated  in  an  unrestricted  use  district— the  remainder  of  the 
plot  is  in  a  business  use  district.  The  plot  is  occupied  as 
a  gasoline  service  station  including  an  accessory  building 
31  ft.  6  in.  by  24  ft.  in  area.  It  is  proposed  to  increase 
the  area  of  this  building — in  accordance  with  filed  plans — 
to  a  structure  70  ft.  by  36  ft.  in  area;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  entitled  to  relief  on 
the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship,  to  permit  the  extension  of  the  accessory  building,  as 
coming  within  the  purview  of  Section  7-C. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  iwdation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted,  to  permit  the 
extension  of  the  accessory  building  substantially  as  indi¬ 
cated  on  plans  filed  herein,  on)  condition  that  the  plot  shall 
not  be  extended ;  that  the  entire  plot  shall  be  levelled 
generally  to  the  grade  of  Northern  boulevard;  that  there 
shall  be  erected  on  the  interior  lot  line,  a  substantial  picket 
fence,  which  may  be  of  wood,  provided  there  is  a  concrete 
foundation  for  same,  extending  not  less  than  two  feet 
above  grade,  so  that  the  total  height  of  fence  shall  be  not 


less  than  5  ft.  6  in.;  that  no  pumps  shall  be  changed  in 
position  or  new  pumps  installed,  that  are  nearer  than  15  ft. 
to  either  street  building  line;  that  the  entrances  to  Northern 
boulevard  shall  not  exceed  those  now  existing,  namely  two, 
20  ft.  each  in  width ;  that  there  may  be  an  additional 
entrance  to  126th  place  (street)  not  over  30  ft.  in  width; 
that  no  part  of  such  entrance  shall  be  nearer  than  10  ft. 
from  the  intersection  of  the  street  building  lines;  that  the 
entire  plot  where  not  covered  by  accessory  building,  shall 
be  covered  with  concrete  paving,  Colprovia  or  other  suit¬ 
able  impervious  surfacing ;  that  planting  shall  be  main¬ 
tained  toward  the  northerly  building  line  near  Northern 
boulevard  and  along  the  southerly  interior  lot  line;  that 
signs  shall  be  restricted  to  the  existing  signs  and  to  per¬ 
manent  signs  attached  to  the  facade  of  the  accessory  build¬ 
ing  and  to  the  illuminated  globes  of  the  pumps,  excluding 
all  sign  boards  and  temporary  and  roof  signs,  but  permit¬ 
ting  the  erection,  near  the  building  line  near  the  inter¬ 
section  of  the  two  street  building  lines,  of  a  post  standard 
supporting  a  sign  advertising  only  the  brand  of  gasoline 
sold  and  not  extending  beyond  the  building  line  for  a 
distance  of  more  than  four  feet;  that  no  automobile  re¬ 
pairing  shall  be  carried  on  and  no  parking  or  storage  of 
cars  other  than  those  being  serviced;  that  no  portable 
gasoline  pumps  shall  be  used  on  or  from  the  premises; 
that  the  accessory  building  shall  be  used  solely  for  office 
and  sale  of  accessories  and  for  lubrication  and  washing  of 
cars;  that  the  construction  of  the  accessory  building  shall 
be  of  fireproof  materials,  except  that  the  roof  beams  and 
roof  boarding,  door  frames  and  doors,  window  frames  and 
sash  may  be  of  wood,  provided  the  ceiling  is  fire-retarded 
in  accordance  with  the  rules  of  the  Board  of  Standards 
and  Appeals;  that  the  heater  room  shall  be  separated  from 
the  balance  of  the  building  by  fireproof  construction,  enter- 
able  only  from  the  exterior  and  that  all  permits  required 
shall  be  obtained  and  all  work  involved  completed  within 
one  year  from  the  date  of  this  resolution. 


Adjourned,  12:40  P.M. 

Edward  V.  Barton,  Chief  Clerk. 

REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  23,  1939 

Present :  Chairman  Murdock,  Commissioners  Savage 
and  Blum  and  Assistant  Chief  Walsh. 


BUILDING  ZONE  CASES 

461-38-BZ. 

APPLICANT — William  F.  Regan,  for  Trustee  of  Co¬ 
lumbia  University,  owner  (Michael  T.  Watts, 
lessee) . 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  on 
an  existing  gasoline  service  station. 

PREMISES  AFFECTED — 1910  Broadway,  east  side,  87 
ft.  3  in.  south  of  West  64th  street  and  60  West 
64th  street  (Block  No.  1116,  Lot  No.  53),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  F.  Regan. 

For  Opposition:  Joseph  F.  Addonigio. 

ACTION  OF  BOARD— Laid  over  to  May  31,  1939,  at 
2  P.  M.,  for  decision  by  board.  No  further  argu¬ 
ment. 


932-38-BZ. 

APPLICANT — Adelaide  Walsh  (lessee),  for  Long  Island 
Railroad,  owner. 

SUBJECT — Application  (re  decision  of  the  borough 
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superintendent  of  buildings)  under  section  7h 
of  the  building  zone  resolution,  to  permit  in  a 
business  use  district  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — Hillside  avenue,  bounded  by 
Bessemer  street  and  Babbage  street  (Land  under 
L.I.R.R.) ;  (Block  No.  3258,  Lot  No.  54,  and  Block 
No.  9262,  Lot  No.  180),  Richmond  Hill,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  A.  J.  Schutz  and  R.  M.  Robinson. 
For  Opposition:  ,W.  A.  Stillwagon  and  Isabel 
Jackson 

ACTION  OF  BOARD — Laid  over  to  June  13,  1939,  at  2 
P.  M.,  for  further  consideration  by  the  board. 

607-26-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Leo  F.  Geiber- 
ich,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
under  a  new  proposal  (re  decision  of  the  acting 
borough  superintendent  of  buildings)  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit 
in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 2302-2312  Ocean  parkway  and 
512-528  Avenue  W,  southwest  corner  (Block  No. 
7181,  part  of  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

200-33- BZ. 

APPLICANT — Herman  Glicker  (lessee),  for  Consolidated 
Edison  Company  of  New  York,  Inc.,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
under  new  proposal— re  Application  (decision  of 
the  borough  superintendent  of  buildings)  under 
section  7h  of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 2153-2155  First  avenue  and 

331-337  East  111th  street,  northwest  corner  (Block 

No.  1683,  Lot  No.  18),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Charles  L.  Fleece. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  . 0 

1092-38-BZ. 

APPLICANT — James  J.  Millman,  for  Sambern  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
reconsideration  of  new  facts— re  Application  (de¬ 
cision  of  the  borough  superintendent  of  build¬ 
ings)  under  section  7h  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 


motor  vehicles,  limited  to  the  tenants  of  adjoin¬ 
ing  apartment  houses  only  (previously  denied  re 
public  parking  lot). 

PREMISES  AFFECTED— 167-01  to  167-19  Depot  road, 
north  side,  entire  block,  between  167th  street  and 
168th  street,  36-27  to  36-39  167th  street  and  36-34 
to  36-42  168th  street  (Block  No.  5294,  Lot  No.  1 
and  part  of  Lot  No.  6),  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Milton  Levine,  Benjamin  Mill- 
man  and  Samuel  Bernstein. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . **..  o 

Absent  .  q 


327-27-BZ. 

APPLICANT — Joseph  J.  Karp,  for  P.  Toback,  Inc., 
owner  (Sam  Brufsky,  lessee). 

SUBJECT  Application  reopened  under  new  proposal, 
November  15,  1938  (re  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings)  under  section 
7h  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 745-757  Ralph  avenue,  east 
side,  275  ft.  south  of  Sutter  avenue  (Block  No. 
3531,  Lot  No.  7),  Borough  of  Brooklyn 
APPEARANCES—  ' 

For  Applicant:  Joseph  J.  Karp. 

For  Opposition:  None. 

B0ARD— ■ Application  granted  on  condition. 
1  HE  VOTE — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  ^ 

Negative  . !!!!!!!"'*"’  n 

Absent  .  .  . .  q 

THE  RESOLUTION— 

(327-27-BZ) 

.  Whereas,  this  application  under  section  21  of  the  Build¬ 
ing  Zone  Resolution,  to  permit  in  a  business  use  district-, 
the  erection  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles,  affecting  premises:  745-757  Ralph 
avenue,  east  side,  275  ft.  south  of  Sutter  avenue  (Block 
,  o.  ,31,  Lot  No.  7),  Borough  of  Brooklyn,  was  denied 
by  the  Board,  October  28,  1927;  and 

Whereas,  this  garage,  although  permitted  by  the  Court 
was  not  erected;  and 

Whereas,  Joseph  J.  Karp,  for  P.  Toback,  Inc.,  owner, 
requested  a  reopening  of  the  case,  under  section  7h  to 
permit  in  a  business  use  district,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board,  November  15,  1938;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting,  May  23,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution,  show  that  Ralph  avenue  is  in  a 
business  use  district;  East  98th  street  is  in  a  business  use 
district;  Union  street  is  in  a  residence  and  business  use 
district  and  Blake  avenue  is  in  a  residence  and  business 
use  district;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
of  Buildings  dated  November  7,  1938,  re  Application  No. 
16776-38,  reads: 
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“Proposed  parking  and  storage  for  more  than  five 
motor  vehicles  in  a  business  district  contrary  to  Art. 
2,  Sec.  4,  Par.  15  of  Zone  Resolution.  Therefore, 
application  denied.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground 
having  a  frontpage  of  111  ft.  on  Ralph  avenue,  16  ft.  on 
East  98th  street  and  a  distance  of  100  ft.  along  the  north¬ 
erly  lot  line.  It  is  proposed  to  use  the  site  for  a  temporary 
period  of  not  more  than  two  (2)  years,  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 
Whereas,  the  committee  has  considered  the  previous 
action  of  the  board  in  connection  with  the  garage  and  the 
action  of  the  court*  in  the  same  matter ;  that  the!  committee 
recognizes  that  there  are  suitable  garage  spaces  in  the 
neighborhood,  but  is  of  the  opinion  that  the  use  of  the 
premises  under  appeal  for  parking  and  storage  would  be  an 
additional  convenience  to  the  public  and  be  no  particular 
harm  to  the  surrounding  properties ;  and 

Whereas,  the  board  deemed  that  this  was  a  proper 
case  in  which  to  exercise  its  discretion  under  section  7, 
subdivision  h  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  building  zone  resolution  and 
that  the  application  be  and  it  hereby  is  granted  under 
Section  7h  thereof,  to  permit  the  premises  under  appeal 
to  be  occupied  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  for  a  temporary  period  of  two  (2) 
years  from  the  date  of  this  resolution,  on  condition  that 
only  motor  vehicles  of  the  pleasure  car  type  shall  be  so 
stored  or  parked ;  that  the  plot  shall  be  levelled  substantially 
to  the  grade  of  East  98th  street  and  Ralph  avenue  and 
shall  be  surfaced  with  steam  cinders,  clean  gravel  or  other 
suitable  material,  properly  rolled  and  bound ;  that  all 
existing  fences  shall  be  removed  and  there  shall  be  erected 
on  the  interior  lot  lines  and  on  the  street  building  line,  a 
substantial  woven  wire  fence  with  steel  posts  not,  less  than 
6  feet  in  height,  with  no  openings  therein  except  two  to 
Ralph  avenue,  for  entrance  and  exit;  that  these  entrances 
shall  not  exceed  a  width  of  15  feet  each  with  curb  cuts 
opposite  20  feet  in  width  each ;  that  proper  aisles  shall  be 
maintained  at  all  times  for  easy  entrance  and  egress ;  that 
'during  the  term  of  this  variance,  no  building  shall  be 
erected  on  the  premises,  except  one  not  over  one  story 
in  height  and  150  sq.  ft.  in  area,  which  may  be  of  frame 
construction,  for  use  solely  as  an  office  and  shelter  for  the 
attendant;  that*  such  portable  fire-fighting  appliances  shall 
be  installed  as  the  fire  commissioner  shall  direct;  that  no 
signs  shall  be  erected  on  the  premises  except  one  near  an 
entrance,  advertising  the  parking  and  storage  use;  that 
such  sign  shall  be  attached  to  the  fence  and  shall  not 
exceed  15  sq.  ft.  in  area  and  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  three 
months  from  the  date  of  this  resolution. 


308-33-BZ. 

APPLICANT — Paul  Friedman,  for  Alice  Fadool,  owner. 

SUBJECT — Application  reopened  for  reconsideration  un¬ 
der  new  facts  April  18,  1939  (re  decision  of  the 
acting  borough  superintendent  of  buildings)  under 
section  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district,  the  alteration 
and  change  of  occupancy  of  part  of  the  first  story 
of  an  existing  apartment  house  from  dwelling  to 
business  use  (previously  denied  by  the  board). 

PREMISES  AFFECTED — 195  Prospect  Park  West, 
northwest  corner  of  15th  street  (Block  No.  1103, 
Lot  No.  48),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman. 

For  Opposition;  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(308-33-BZ) 

Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  use  district, 
the  alteration  and  change  of  occupancy  of  part  of  the  first 
story  of  an  existing  apartment  house,  from  dwelling  to 

business  use,  affecting  premises:  195  Prospect  Park  West, 

northwest  corner  of  15th  stceet  (Block  1103,  Lot  No.  48), 
Borough  of  Brooklyn,  was  denied  by  the  Board  April  3, 
1934 ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board,  April  18,  1939,  on  new  facts ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  23,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Prospect  Park  West  is  in  a 
residence  and  business  use  district;  15t*h  street  is  in  a 
business  and  residence  use  district;  14th  street  is  in  a 
residence  use  district  and  Eighth  avenue  is  in  a  business 
use  district;  and 

Whereas,  the  decision  of  the  Borough  Superintendent  of 
Buildings  dated  February  6,  1939,  re  Applic.  No.  10730-39, 
reads : 

“Establishment*  of  business  use  in  a  residence  use 
district,  is  prohibited  by  Art.  2,  Section  3  of  the  Build¬ 
ing  Zone  Resolution.” 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  with  a  frontage  of  35  ft.  10  in.  on  15th  street  and 
approximately  85  ft.  on  Prospect  Park  West,  irregular  in 
area.  It  is  proposed  to  convert  t*he  occupancy  of  part  of 
the  northerly  portion  of  the  1st  story  of  the  existing 
Class  A  multiple  dwelling,  from  dwelling  to  business  use 
(beauty  parlor)  ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board  and  the  Committee 
recommended  that  the  variation  be  granted  for  a  period 
of  five  years  under  certain  restrictions ;  and 

Whereas,  the  board  deemed  that  the  applicant  was 
entitled  to  temporary  relief  under  section  21  on  the  grounds 
of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  building  zone  resolution  and 
t'hat  the  application  be  and  it  hereby  is  granted  under 
Section  21  thereof  for  a  temporary  period  of  five  years 
from  the  date  of  this  resolution,  to  permit  the  front  portion 
of  the  apartment  on  the  ground  floor  to  be  occupied  as 
proposed,  as  a  beauty  parlor,  on  condition  that  there  shall 
be  no  changes  to  the  exterior  windows ;  that  the  entrance 
to  this  space  shall  be  entirely  through  the  main  vestibule 
of  the  building ;  that  the  space  so  used,  shall  consist  of  the 
existing  front  four  rooms  and  shall,  be  separated  from  the 
balance  of  the  apartment ;  tiiat  no  entrance  thereto  shall 
be  constructed  from  the  beauty  parlor ;  that  no  sign  shall 
be  erected  on  the  premises,  except  there  may  be  a  neat 
sign  not  over  one  foot  square  placed  in  one  of  the  win¬ 
dows  ;  that  said  sign  shall  not  be  illuminated  and  that  all 
work  shall  be  completed  and  all  permits  obtained  within 
one  year  from  the  date  of  this  resolution. 


762-38-BZ. 

APPLICANT — Plenry  Nordheim,  for  Dorothy  Bell  Dyer 
and  Isabel  Sturges,  owners  (Gardner  Super  Serv¬ 
ice,  Inc.,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  7h  of 
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the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 1670-1716  Southern  boulevard, 
east  side,  50  ft.  south  of  East  174th  street  (Block 
No.  2983,  Lot  Nos.  7,  11,  15  and  21),  Borough  of 
the  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Opposition :  Samuel  Egiaman  and  M.  Saper- 
stein. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(762-38-BZ) 

Whereas,  Henry  Nordheim,  for  Dorothy  Bell  Dyer  and 
Isabel  Sturges,  owners  (Gardner  Super  Service,  Inc. 
lessee),  filed  September  1,  1938,  an  application  under  sec¬ 
tion  7h  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
5  motor  vehicles;  premises:  1670-1716  Southern  boulevard, 
east  side,  50  ft.  south  of  East  174th  street  (Block  No 
2983,  Lot  Nos.  7,  11,  15  and  21),  Borough  of  the  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting  May  23,  1939,  after  due  notice  by  publication  in 
the  ‘Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Southern  boulevard  is  in  a 
business  use  district;  Boston  road  is  in  a  business  use 
district ;  Hoe  avenue  is  in  a  residence  and  business  use 
district;  East  174th  street  is  in  a  business  use  district  and 
East  173rd  street  is  in  a  residence  and  business  use  district; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent 
of  Buildings,  dated  August  30,  1938,  reads : 

\  our  application  for  the  use  of  the  vacant  lot  at 
above  mentioned  location  for  the  storage  or  parking 
of  more  than  five  (5)  motor  vehicles  is  denied,  as  the 

location  is  within  a  business  district  as  established  by 

the  Amended  Building  Zone  Resolution,  where  such 
occupancy  would  be  unlawful.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground 
having  a  frontage  of  400  ft.  and  a  depth  of  100  ft.  Upon 

the  site  there  is  a  one  story  office  12  ft.  by  25  ft.  in  area. 

It  is  proposed  to  use  the  site  for  a  temporary  period  of 
not  more  than  two  (2)  years,  for  the  storage  and  parking 
of  more  than  five  (5)  motor  vehicles;  and 
.  Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board  and  the  committee 
recommended  that  the  variance  be  granted  for  a  portion 
of  the  plot,  under  certain  restrictions ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper 
case  m  which  to  exercise  its  discretion  under  section  7, 
subdivision  h  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  Building  Zone  Resolution  and 
that  the  application  be  and  it  hereby  is  granted  only  so  far 
ns  it  affects  the  portion  of  the  lot  to  the  north  with  a 
frontage  of  200  feet  along  Southern  boulevard,  starting 
with  No.  1716  Southern  boulevard,  to  permit  the  use  of 
this  portion  of  the  plot  for  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  for  a  temporary  period  of 
not  more  than  two  (2)  years  from  the  date  of  this  reso¬ 
lution,  on  condition  that  only  motor  vehicles  of  the 
pleasure-car  type  shall  be  so  stored  or  parked ;  that  that 


portion  of  the  plot  shall  be  levelled  substantially  to  the 
grade  of  Southern  boulevard  and  shall  be  surfaced  with 
steam  cinders,  clean  gravel  or  other  suitable  material,  prop¬ 
erly  rolled  and  bound  to  prevent  dusting  and  properly 
drained  to  provide  surface  drainage;  that  there  shall  be 
erected  on  the  interior  lot  lines,  a  substantial  woven  wire 
fence  not  less  than  six  feet  in  height;  that  a  similar  fence 
shall  be  erected  on  the  street  building  line,  with  not 
more  than  two  entrances  thereto  to  Southern’  boulevard, 
each  not  over  15  feet  in  width  with  curb  cuts  oppo¬ 
site  not  over  20  feet  in  width  each ;  that  during  the 

term  of  this  variance,  the  premises  as  herein  permitted, 

for  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  shall  be  used  for  no  other  purpose ;  that  any 

existing  permit  for  sale  of  used  cars  shall  be  discontinued ; 
that  all  existing  buildings  shall  be  removed  from  the 
premises  and  no  building  erected  thereon,  except  there 
may  be  erected  near  an  entrance,  a  building  not  over  100 
sq.  ft.  in  area  and  one  story  in  height  as  an  office  and 
shelter  for  the  attendant ;  that  said  building  may  be  of 
frame  construction ;  that  no  signs  shall  be  erected  or  per¬ 
mitted  on  the  premises  except  one  at  each  entrance,  ad¬ 
vertising  only  the  parking  and  storage  use ;  that  these 

signs  shall  be  attached  to  the  fences  and  shall  not  exceed 
15  sq.  ft.  in  area  each ;  that  proper  aisles  shall  be  maintained 
at  all  times  for  easy  entrance  and  egress ;  that  such  portable 
fire-fighting  appliances  shall  be  installed  as  the  fire  commis¬ 
sioner  shall  direct  and  that  all  permits  required  shall  be 
obtained  and  all  work  involved  completed  within  six 
months  from  the  date  of  this  resolution. 


913-38-BZ. 

APPLICANT — George  H.  Corey,  for  Kew  Gardens  Cor¬ 
poration,  owner. 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  sections  7h 
and  21  of  the  building  zone  resolution,  to  permit 
partly  in  a  residence  use  district  and  partly  in 
a  business  use  district,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 80-02  Kew  Gardens  road, 
south  side,  from  80th  road  to  Union  turnpike 
(Block  No.  3348,  part  of  Lot  No.  37),  Kew  Car¬ 
dens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  George  H.  Corey. 

For  Opposition  :  Arnold  Schlossberg. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  . .  .  4 

Negative  . .  0 

Absent  .  q 


THE  RESOLUTION— 

(913-38-BZ) 

.  Whereas,  George  H.  Corey,  for  Kew  Gardens  Corpora¬ 
tion,  owner,  filed  October  21,  1938,  an  application  under 
sections  7h  and  21  of  the  building  zone  resolution,  to  per¬ 
mit  partly  in  a  residence  use  district  and  partly  in  a 
business  use  district,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises:  80-02  Kew  Gardens 
road,  south  side,  from  80th  road  to  Union  turnpike  (Block 
No.  3348,  part  of  Lot  No.  37),  Kew  Gardens,  Borough  of 
Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  23,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Queens  boulevard  is  in  a 
business  use  district;  Union  turnpike  is  in  a  residence  and 
business  use  district;  80th  road  is  in  a  residence  and  busi¬ 
ness  use  district  and  Kew  Gardens  road  is  in  a  business 
and  residence  district ;  and 
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Whereas,  the  decision  of  the  Borough  Superintendent 
of  Buildings  dated  October  20,  1938,  re  NB  5643-1938, 
reads : 

“Your  application  for  certificate  of  occupancy  for 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  on  above  premises  is  hereby  denied,  as  same 
is  contrary  to  Art.  2,  Section  3  and  Section  4,  Subd. 
15  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  238  ft.  on  Kew  Gardens  road,  248  ft.  on 
Union  turnpike;  280  ft.  on  80th  road  and  a  distance  of 
270  ft.  along  the  southerly  lot  line.  The  southerly  portion 
of  the  plot  extends  for  a  maximum  distance  of  approxi¬ 
mately  180  ft.  into  the  residence  use  district;  the  remainder 
of  the  plot  is  located  in  a  business  use  district.  It  is  pro¬ 
posed  to  occupy  the  southerly  portion  of  the  site  (having 
a  frontage  of  52  ft.  on  Union  turnpike,  52  ft.  on  80th  road 
and  a  distance  of  270  ft.  along  the  southerly  lot  line),  for 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board  and  the  committee 
recommended  that  the  variation  be  granted  under  certain 
stipulations ;  and 

Whereas,  it  was  the  opinion  of  the  committee,  that  the 
school  on  Union  turnpike  would  not  act  as  a  bar  to  this 
variance,  because  of  the  fact  that  Union  turnpike  at  this 
point,  becomes  the  Interboro  Parkway  with  service  streets 
on  each  side  and  the  service  streets  are  separate  streets 
and  there  is  no  means  of  crossing  them  for  several  blocks, 
because  of  the  center  depressed  highway ;  and 

Whereas,  the  Board  deemed  that  the  applicant  was 
entitled  to  temporary  relief  under  section  21  of  the  building 
zone  resolution,  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  Building  Zone  Resolution  and 
that  the  application  be  and  it  hereby  is  granted  under 
Section  21  thereof,  for  a  period  of  one  year  from  the  date 
of  this  resolution,  to  permit  the  plot  under  appeal  to  be 
occupied  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  on  condition  that  only  those  of  the  pleasure- 
car  type  shall  be  so  stored  and  parked ;  that  such  motor 
vehicles  shall  be  solely  those  in  the  ownership  of  permanent 
guests  of  the  Kew  Gardens  Inn ;  that  the  only  entrance  to 
this  parking  lot  shall  be  by  means  of  the  existing  service 
driveway  adjacent  to  the  Inn,  from  Union  turnpike;  that 
the  plot  shall  be  levelled  and  surfaced  with  suitable  ma¬ 
terial  to  prevent  dusting;  that  proper  bumpers  shall  be 
maintained  to  prevent  injury  to  the  planting;  that  planting 
shall  be  maintained  along  the  westerly  lot  line  and  along 
the  street  line  of  Union  turnpike  service  drive  and  80th 
road,  so  as  to  obscure  the  view  of  the  parking  lot  from 
the  street;  that  in  the  event  plans  are  filed  for  the  con¬ 
struction  of  stores  along  the  Queens  boulevard  portion  of 
this  plot,  such  plans  shall  be  filed  with  this  Board  and  the 
Board  may  reserve  its  right  to  review  this  action ;  that  no 
lights  for  general  illumination  shall  be  maintained  on  the 
parking  space ;  that  no  signs  shall  be  erected  on  the  parking 
plot  and  that  parking  shall  at  all  times  be  under  the  super¬ 
vision  of  a  responsible  employee  of  the  Kew  Gardens  Inn ; 
that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  one  month  from  the  date  of  this  resolu¬ 
tion. 


931-38-BZ. 

APPLICANT — Henry  Nordheim,  for  Antonio  DePunte, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  storage  of  more  than 
three  (3)  motor  vehicles. 

PREMISES  AFFECTED— 252  East  203rd  street,  south 


side,  72.84  ft.  east  of  Valentine  avenue  (Block  No. 
3308,  Lot  Nos.  50  and  51),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(931-38-BZ) 

Whereas,  Henry  Nordheim,  for  Antonio  DePunte, 
owner,  filed  October  26,  1938,  an  application  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a  residence 
use  district,  the  storage  of  more  than  three  (3)  motor 
vehicles ;  premises :  252  East  203rd  street,  south  side,  72.84 
ft.  east  of  Valentine  avenue  (Block  No.  3308,  Lot  Nos.  50 
and  51),  Borough  of  the  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  23,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution,  show  that  East  203rd  street  is  in  a 
residence  use  district ;  East  202nd  street  is  in  a  residence 
use  district;  Valentine  avenue  is  in  a  residence  and  busi¬ 
ness  use  district  and  Briggs  avenue  is  in  a  residence  use 
district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings  dated  October  24,  1938,  reads : 

“A  certificate  of  occupancy  for  the  above  mentioned 
location  is  hereby  denied  as : 

2.  Rear  portion  of  cellar  shown  on  alteration  plan 
No.  170-1921  as  storage  space  now  used  and  arranged 
for  garage  purposes. 

3.  Barn  at  rear  of  premises  has  not  been  removed 
as  stated  on  approved  Slip  Application  No.  1330-1931. 

4.  Violation  No.  485-1938  pending  for  the  erection 
of  a  frame  structure  at  rear  of  premises  occupied  as 
garages  without  a  permit. 

5.  Zone  violation  No.  158-1938  pending  for  the 
illegal  occupancy  of  the  premises  for  garage  purposes.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  75  ft.  and  a  depth  of  100  ft.;  upon  the  plot 
are  located  a  two  story  frame  dwelling  with  a  2  car  garage 
under  the  rear  extension ;  a  4  car  garage,  33  ft.  4  in.  by  17 
ft.  4  in.  in  area  and  another  4  car  garage,  37  ft.  by  20  ft. 
in  area.  It  is  proposed  to  occupy  the  three  (3)  garages 
for  the  storage  of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  these  premises  and  the  surround' ng  area  were 
inspected  by  a  committee  of  the  board  and  the  committee 
recommended  that  the  variance  be  granted,  only  so  far  as 
it  refers  to  the  garages  at  the  rear  of  the  lot,  excluding 
the  storage  space  under  the  house  and  any  open  parking 
or  storage  on  the  lot;  and 

Whereas,  the  board  deemed  that  the  applicant  was 
entitled  to  temporary  relief  under  Section  21  on  the  grounds 
of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  building  zone  resolution  and 
that  the  application  be  and  it  hereby  is  granted  under 
Section  21  thereof,  for  a  temporary  period  of  two  years 
from  the  date  of  this  resolution,  to  permit  the  storage 
of  not  over  eight  (8)  motor  vehicles,  on  condition  that  they 
shall  be  stored  only  within  the  existing  garages  on  the 
rear  of  the  premises ;  that  no  motor  vehicles  shall  be  parked 
or  stored  in  the  open  space  or  in  any  garage  space  erected 
under  the  dwelling;  that  all  permits  required  shall  be 
obtained  and  all  work  completed  within  two  months  from 
the  date  of  this  resolution. 
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1 186-38- BZ. 

APPLICANT— Robert  J.  Farrington,  for  M.  Elizabeth 
de  Laraman  Chnnay.  owner 

SUBJECT— Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  sections  7c, 
7h  and  21  of  the  building  zone  resolution,  to  per¬ 
mit  partly  in  a  business  use  district  and  partly 

maiWn^reStnC/ed  USC  ?-lstrict’  the  erection  and 
maintenance  of  a  gasoline  service  station  and 

vehicles  Parkmg  °f  more  than  five  (5)  motor 

PREMISES'  AFFECTED  351-353  First  avenue,  west 

926%  oVm  S°%h  °*i?£ftV?lst  Street’  (Block  No. 
APPEARANCES^5'  ^  38  ’  B°rOUgh  of  Manhattan. 

hor  Applicant :  Robert  J.  Farrington 
hor  Opposition:  None. 

Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  « 

Negative:  Chairman  Murdock,"  'Commission^ 

w  i  ,avage  and  Blum  and  Assistant  Chief 
Walsh  .  . 

‘Absent  . ^ 

THE  RESOLUTION— 

(1186-38-BZ) 

Whereas,  Robert  J.  Farrington,  for  M.  Elizabeth  de 
Caraman  Chimay,  owner,  filed  December  20,  1938  an 

application  under  sections  7c,  7h  and  21  of  the  buil’din- 

parflvTn  an%;  t0  partly-  in-  a  business  use  and 

partly  in  an  unrestricted  use  distr  ct,  the  erection  and 

maintenance  of  a  gasoline  service  station  and  alsS  the 

1  raore  ttan  five  (5)  motor  vehicles,  affecting 
premises  351-353  First  avenue,  west  side,  75  ft.  south  of 
East  21st  street  (Block  No.  926,  Lot  Nos  37  and  381 

Borough  of  Manhattan ;  and  '  and38), 

f  pcbcc  h?ri?g  was  heid  on  this  application 

meeting  Mav  2°/  S  and  Appeals.  at  ^regular 

f i  D  2 3*  Uo9,  after  due  notice  by  publication  in 

the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

\\  hereas,  tile  use  district  maps  accompanying  tile  build- 

g  zone  resolution,  show  that  First  avenue  is  in  a  business 

and  unrestricted  use  district;  East  21st  street  is  in  an 

and  ,C,nrd  ?Se  Astnct  a5d  East  20lh  sfeet  is  in  a  business 
anc  unrestricted  use  district;  and 

%y^eci.slon  of  the  borough  superintendent  of 

1938  rads0"  '  App'ic  N°'  141'38'  dated  December  6, 

1.  Parking  space  for  more  than  5  cars  on  the 
por  ion  of ^  the  plot  extending  into  the  business  use 
^strict  is  in  violation  of  Sec.  4,  subdivision  15  of  the 
raiding  Zone  Resolution.  Gasoline  service  station 
located  on  the  portion  of  the  plot  extending  into  the 
busmess  district  is  m  violation  of  Sec.  4,  subd.  46  of 

denied”  ^  Z°ne  Resolution-  Reconsideration  is 

and 

a  Slnff AS’  (threPremisf  consist  of  a  Plot  of  ground  having 
a  frontage  of  52  ft  and  a  depth  of  100  ft.  The  northerly 
5?%.°”  ,of  thf.  Plot  extends  into  the  unrestricted  use 

•  \tnct  for  a  distance  of  22  ft.,  the  remainder  of  the  plot 
is  m  a  business  use  district.  It  is  proposed  to  erect  upon 

tn%Si6  ♦  oae'stor/  offlce-  26  ft  by  14  ft.  in  area,  gasoline 
storage  tanks  and  pumps,  and  to  use  the  remainder  of 

•  e  Ptpt  as  a  gasoline  selling  station  and  also  for  the  park- 
g  S’*  more  than  five  (5)  motor  vehicles;  and 

.  *  hereas,  these  premises  and  the  surrounding  area  were 

inspected  by  a  committee  of  the  board,  verbal  report  of 
which  inspection  recommended  denial  of  the  application; 

Whereas,  the  board  deemed  that  applicant  had  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the 
Duiiding  zone  resolution  and  was,  therefore,  not  entitled 
to  relief  on  the  grounds  of  practical  difficulty  and  unneces¬ 
sary  hardship. 


.  Resolved,  that  the  decision  of  the  borough  superintendent, 
in  act  mg  on  N.B.  Applic.  No.  141-38,  be  and  it  hereby  is 
affirmed,  and  that  the  application  be  and  it  hereby  is 
denied. 


979-24-BZ. 

APPLICAN1 — The  Kings  County  Savings  Bank,  Gio- 
vanni  Lopes  and,'  Sophie  Beak,  owners. 
SULJECT  Application  for  consideration  —  reopening 
and  amendment — re  Application  (decision  of  the 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  erection  and  maintenance 
of  three  story  dwellings  to  be  used  for  store 
purposes  on  the  first  story. 

I  REMISES  AFFECTED — 6914-6932  Fourth  avenue, 
northwest  corner  of  Ovington  avenue  (Block  No. 
5872,  Lot  No.  47),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Harry  Koeppel,  Ross  W.  Parker 
and  Seymour  Cohen. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 4 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION— 

(979-24-BZ) 

Whereas,  this  application  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  three-story  dwellings  to  be 
used  for  store  purposes  on  the  1st  story,  affecting  premises 
6914-6932  Fourth  avenue,  northwest  corner  of  Ovington 

avenue  (Block  No.  5872,  Lot  No.  47),  Borough  of  Brook¬ 

lyn,  was  granted  by  the  Board  on  October  21,  1924  on 
certain  conditions,  resolution  amended  October  13,  1925  and 
owner  requests  a  further  amendment,  as  to  signs;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board. 

Resolved,  that  the  resolution  adopted  by  the  Board  on 
October  21,  1924,  as  amended  by  resolution  adopted  October 
13,  1925,  be  and  it  hereby  is  further  amended,  only  so  far 
as  it  has  reference  to  signs,  so  that  as  amended,  the  resolu¬ 
tion  shall  read : 

“Resolved,  that  the!  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  d’ strict  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted 
only  so  far  as  it  affects  the  1st  story  and  basement  on 
the  Fourth  avenue  front,  on  condition  that  the  use 
of  the  entire  proposed  building  above  the  1st  story 
shall  be  restricted  to  conforming  residential  use;  that 
the  business  use  shall  be  restricted  and  limited  to  stores 
for  the  conduct  of  retail  business  permitted  by  section 
4,  article  2  of  the  building  zone  resolution ;  that  the 
street  wall  on  Ovington  avenue  front  shall  set  back 
fifteen  (15)  ft.  northerly  from  the  Ovington  avenue 
building  line ;  and  that  there  shall  be  a  return  brick 
pier  from  the  Ovington  avenue  front  of  at  least  sixteen 
(16)  inches  on  Fourth  avenue  elevation;  that  the 
Fourth  avenue  front  and  the  Ovington  avenue  front 
of  the  building,  other  than  the  show  windows,  shall  be 
finished  in  face  brick  and  architectural  terra  cotta  or 
stone  trimmings  of  attractive  architectural  design; 
that  any  openings  on  the  Ovington  avenue  elevation, 
1st  story,  shall  be  restricted  to  the  use  and  operation  of 
the  residential  occupancy  of  the  building ;  that  there 
shall  be  no  commercial  display  or  advertising  signs  of 
any  nature  or  description  permitted  on  the  Ovington 
avenue  front ;  that  no  advertising  signs  shall  be  erected, 
except  permanent  signs  over  each  store  in  connection 
with  the  use  thereof,  provided  such  sign  does  not 
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extend  beyond  the  building  line  and  is  erected  be¬ 
tween  the  top  of  the  show  window  and  the  sills  of  the 
2nd  story  windows  and  signs  painted  on  the  plate 
glass  of  the  show  windows  and  doors;  that  no  signs 
shall  extend  beyond  the  building  line  and  that  no  tem¬ 
porary  signs  shall  be  permitted;  that  the  rear  of 
premises  shall  be  finished  with  three  coats  of  light 
color  paint,  composed  of  linseed  oil  and  white  lead, 
lined  and  matched  with  brick  jointing  of  dust  color; 
that  the  work  shall  be  started  within  ten  (10)  days  and 
a  return  in  affidavit  form  shall  be  made  to  this  board 
immediately  on  its  completion ;  that  there  shall  be  no 
openings  in  the  westerly  gable  wall  except  openings 
on  and  within  the  property  of  the  owner  of  these 
premises ;  and  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months 
from  the  date  of  this  amended  resolution.” 


1003-27-BZ. 

APPLICANT — Emil  Koeppel,  for  Harry  Koeppel,  Sec¬ 
retary  of  Brooklyn  Traders,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7c 
and  21  of  the  building  zone  resolution,  permitting 
in  a  residence  use  district,  extending  from  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of 
an  apartment  house  with  store  occupancy  on  the 
first  story. 

PREMISES  AFFECTED— 6913-6921  Fourth  avenue,  east 
side,  86  ft.  2  in.  north  of  Ovington  avenue  (Block 
No.  5873,  Lot  No.  5),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Harry  Koeppel,  Ross  W.  Parker 
and  Seymour  Cohen. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Aff'rmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(1003-27-BZ) 

Whereas,  Bennett  and  Koeppel,  for  J.  W.  Sands  Realty 
Corp.,  owner,  filed  September  12,  1927,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  residence 
district,  extending  from  a  business  district,  the  erection  and 
maintenance  of  an  apartment  house  with  store  occupancy 
on  the  first  story;  premises  6913-6921  Fourth  avenue,  east 
side,  86  ft.  2  in.  north  of  Ovington  avenue  (Block  No. 
5873,  Lot  No.  5),  Borough  of  Brooklyn;  and 
Whereas,  this  application  was  granted  by  the  Board 
March  6,  1928  on  certain  conditions  and  owner  requested 
an  amendment  of  the  resolution,  as  to  signs ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board. 

Resolved,  that  the  resolution  adopted  by  the  Board  on 
March  6,  1928,  be  and  it  hereby  is  amended,  only  so  far 
as  it  has  reference  to  advertising  signs,  so  that  as  amended, 
the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted, 
only  so  far  as  it  affects  the  street  front  on  first  story, 
on  condition  that  this  business  use  shall  be  incorporated 
in  conjunction  with  the  erection  of  a  six-story  apart¬ 
ment  house  and  that  the  store  use  shall  be  restricted 
to  retail  mercantile  use  and  occupancy ;  that  the  stores 
shall  be  separated  from  the  apartment  house  by  walls 
of  approved  masonry ;  that  no  store  shall  exceed  a 


depth  of  53  ft.  from  building  line;  that  the  southerly 
gable  wall  of  the  store  shall  be  unpierced  throughout 
its  entire  height  and  length;  that  any  advertising  dis¬ 
play  shall  be  restricted  to  the  lettering  on  the  plate 
glass  show  windows  and  plate  glass  in  the  doors  and 
to  permanent  signs  over  the  show  vnndows  and  below 
the  sills  of  the  2nd  story  windows,  relating  solely  to 
the  store  occupancy;  that  no  other  sign  shall  be  con¬ 
structed  and  no  sign  shall  extend  beyond  the  building 
line,  and  that  the  remainder  of  the  premises  shall  be 
developed  and  maintained  throughout  for  conforming 
residential  use,  and  that  any  permits  required  shall 
be  obtained  within  nine  months  and  any  work  involved 
shall  be  completed  within  one  year  from  the  date  of 
this  amended  resolution.” 


630-38-BZ. 

APPLICANT— Bethlehem  Engineering  Corporation,  for 
Mutual  Life  Insurance  Company,  owner. 

SUBJECT— Application  for  consideration— reopening- 
amendment  of  resolution  and  approval  of  plans 
re  Application  (decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7b,  7c 
and  7 g  of  the  building  zone  resolution,  permitting 
partly  in  a  restricted  retail  use  district  and 
partly  in  a  retail  use  district,  the  erection  and 
maintenance  of  a  building  to  be  used  as  a  mo¬ 
tion  picture  theatre,  a  bus  station  and  garage  for 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 118-134  Park  avenue,  west 
side,  from  East  41st  street  to  East  42nd  street, 
57-63  East  41st  street  and  74-82  East  42nd  street 
(Block  No.  1276,  Lot  No.  33),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant — John  B.  Peterkin  and  David  F. 
Goodnow. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  plans  approved. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  APPROVE  PLANS— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(630-38-BZ) 

Whereas,  Bethlehem  Engineering  Corporation,  for  Mu¬ 
tual  Life  Insurance  Company,  owner,  filed  July  15,  1938, 
an  application  under  the  building  zone  resolution  to  per¬ 
mit  partly  in  a  restricted  retail  use  district  and  partly  in 
a  retail  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  a  motion  picture  theatre,  a  bus 
station  and  garage  for  more  than  five  (5)  motor  vehicles, 
affecting  premises  118-134  Park  avenue,  west  side,  from 
East  41st  street  to  East  42nd  street,  57-63  East  41st  street 
and  74-82  East  42nd  street  (Block  No  1276,  Lot  No  33), 
Borough  of  Manhattan;  and 
Whereas,  this  application  was  granted  May  17,  1939,  the 
following  resolution  being  adopted: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolu¬ 
tion  and  that  the  application  be  and  it  hereby  is 
granted  under  sections  7-B,  7-C  and  7-G,  to  permit 
the  construction  and  use  of  the  building  substantially 
as  indicated  on  plans  and  proposal  filed  with  this  ap¬ 
plication  for  use  as  an  air-line  bus  terminal,  air-line 
bus  storage,  motion  picture  theatre  having  not  over 
599  seats,  and  the  transient  storage  of  more  than  five 
(5)  motor  vehicles,  on  condition  that  the  building 
shall  be  constructed  throughout  with  Class  One  con¬ 
struction;  that  the  building  shall  be  faced  with 
limestone  or  other  natural  stone  on  facades  of  all 
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streets ;  that  the  elevators  used  for  the  air-line  buses 
shall  be  entirely  enclosed  and  separated  from  the 
balance  of  the  building  with  fireproof  materials;  that 
the  space  to  be  used  for  the  storage  of  automobiles 
shall  be  entirely  separated  from  balance  of  building 
with  fireproof  construction  with  its  own  legal  fire¬ 
proof  stairways  independent  of  any  other  occupancy, 
leading  directly  to  the  street  that  this  portion  of  the 
building  shall  be  protected  with  a  two-source  sprink¬ 
ler  system  and  a  standpipe  system  and  equipped  with 
a  system  of  mechanical  ventilation  of  supply  and 
exhaust  in  all  parts;  that  the  space  beyond  the 'build¬ 
ing  line  used  in  connection  therewith,  shall  be  subject 
to  proper  license  and  franchise  issued  by  the  Borough 
President  or  any  other  city  department  authorized 
to  issue  same;  that  the  approval  of  the  Board  of 
1  ransportation  shall  be  obtained  for  the  construction 
and  use  in  connection  with  adjoining  subway;  that 
no  storage  of  gasoline  shall  be  permitted  in  the  prem¬ 
ises  except  in  the  individual  tanks  of  the  automo¬ 
biles;  that  only  motor  vehicles  of  the  pleasure  car 
type  shall  be  stored;  that  no  servicing  or  repairing  of 
automobiles  whatever  shall  be  conducted  on  the  prem¬ 
ises ;  that  the  theatre  shall  be  separated  from  the 
balance  of  the  building  by  fireproof  construction  with 
its  own  independent,  legal  exits  to  Park  avenue  and 
East  42nd  street;  that  an  additional  pent-house  story 
next  above  the  waiting  room,  may  be  constructed 
for  occupancy  as  office  space  in  connection  with  the 
general  uses  of  the  building;  that  signs  shall  be  re¬ 
stricted  against  any  roof  signs  and  any  illuminating 
signs  advertising  the  theatre  or  air-line  bus  use  and 
permitting  only  such  signs  as  would  normally  be 
required  for  the  tenants  of  the  building,  except  there 
may  be  erected  on  East  41st  street,  a  sign  advertising 
the  parking  use,  which  may  extend  beyond  the  build¬ 
ing  line  for  a  distance  not  over  two  (2)  feet  and 
bearing  the  work  ‘'Parking”  with  an  arrow  pointing 
to  the  parking  entrance;  that  this  sign  shall  not 
exceed  an  area  of  20  sq.  ft.;  that  the  uses  as  herein 
permitted  shall  continue  only  so  long  as  the  main 
occupancy  of  the  building  is  for  the  offices  and  bus 
station  of  the  Air  Line;  that  the  complete  working 
drawings  shall  be  submitted  to  the  chairman  of  the 
board  so  that  the  board  may  consider  any  additional 
conditions,  if  necessary,  before  same  are  filed  with 
the  borough  superintendent  of  buildings;  that  such 
plans  shall  be  filed  within  sixty  (60)  days;  and  that 
all  permits  shall  be  obtained  and  all  work  shall  be 
completed  within  one  year  after  the  approval  of  such 
plans  by  the  board”; 

and 

W  hereas,  applicant  has  now  submitted  complete  work¬ 
ing  drawings. 

10 w0lued’  that  the  plans’  marked  “Received  May  17, 
1939  be  and  they  hereby  are  approved,  as  generally  in 
compliance  with  the  requirements  of  the  resolution 
adopted  by  the  board  on  May  17,  1939;  that  the  build¬ 
ing  shall  be  faced  with  limestone,  as  shown  on  plans, 
except  such  portions  where  plans  indicate  architectural 
terra  cotta,  and  that  the  parking  and  storage  of  motor 
vehicles,  as  permitted  under  the  resolution,  shall  be 
omitted,  except  insofar  as  it  has  reference  to  the  parking 
and  storage  of  the  Air  Line  Buses. 


736-38-BZ. 

APPLICANT— Reinhard  and  Hofmeister,  for  Rockefeller 
Center,  Inc.,  lessee  (The  Trustees  of  Columbia 

QT  tp  *n.  of  New  York,  owner). 

SUBJECT — Application  for  consideration — reopening  and 
amendment— re  Application  (decision  of  the  bor¬ 
ough  superintendent  of  buildings)  under  section 
7g  of  the  building  zone  resolution,  permitting  in  a 
retail  use  district,  the  erection  and  maintenance 
of  a  building  to  be  occupied  as  a  garage  for  more 
than  five  (5)  motor  vehicles  and  offices. 


I  REMISES  AFFECTED— 25-53  West  48th  street,  north 
237  ft.  7)4  in.  east  of  Sixth  avenue  and 
26-52  West  49th  street  (Block  No.  1264,  Lot  No 
10,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Henry  Hofmeister  and  Fred  C. 
Gez. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

TH  tionTE  T°  reopen  and  amend  RESOLU- 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . . .  q 

Absent  .  ...  o 


THE  RESOLUTION— 

(736-38-BZ) 

Whereas,  Francis  T.  Christy,  for  Rockefeller  Center,- 
Inc.,  lessee,  and  The  Trustees  of  Columbia  University  in 
the  City  of  New  York,  owner,  filed  August  16,  1938,  an  ap¬ 
plication  under  the  build'ng  zone  resolution  to  permit  in  a 
retail  use  district,  the  erection  and  maintenance  of  a  build¬ 
ing  to  be  occupied  as  a  garage  for  more  than  five  (5)  mo¬ 
tor  vehicles  and  offices;  premises:  25-53  West  48th  street, 
north  side,  237  ft.  7)4  in.  east  of  Sixth  avenue  and  26-52 
West  49th  street  (Block  No.  1264,  Lot  No.  10),  Borough  of 
Manhattan ;  and 

Whereas,  this  application  was  granted  by  the  Board 
October  4,  1938,  on  certain  conditions,  plans  approved 
December  6,  1938  and  applicant  requested  an  amendment, 
as  to  the  sprinkler  system. 

Resolved,  that  the  resolution  adopted  by  the  Board  on 
October  4,^  1938,  as  amended  by  resolution  adopted  Decem¬ 
ber  6,  1938,  be  and  it  hereby  is  amended,  only  so  far  as  it 
has  reference  to  the  sprinkler  system,  so  that  as  amended, 
the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  d'strict  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7g  thereof,  to  permit  that  portion  of  the 
proposed  building  to  be  used  as  a  non-storage  garage, 
as  indicated  on  plans  filed  with  this  application,  to¬ 
gether  with  the  space  shown  as  a  proposed  bus  terminal, 
on  condition  that  there  shall  be  no  bus  terminal  on  the 
premises  or  any  entering  or  exiting  of  buses  on  the 
premises ;  that  the  portion  of  the  building  used  for  a 
non-storage  garage  shall  be  protected  with  a  2-source 
sprinkler  system  consisting  of  a  connection  to  the  street 
main  on  each  street  front  which  need  not  exceed  6 
inches  in  diameter  and  standpipe  system  and  shall  be 
separated  from  all  other  parts  of  the  building  by  fire¬ 
proof  construction;  that  the  sprinkler  heads  may  be 
omitted  at  the  entrances  for  a  distance  from  the  entrance 
doors  not  exceeding  12  ft.;  that  in  addition,  such  port¬ 
able  fire-fighting  appliances  shall  be  installed  as  the 
fire  commissioner  shall  direct;  that  the  exterior  of 
the  building  shall  be,  as  represented,  in  conformity  as 
to  design  and  exterior  materials  with  the  adjacent 
buildings  of  Rockefeller  Center;  that  the  present  per¬ 
mitted  parking  use  granted  under  Cal.  No.  487-37-BZ 
shall  be  terminated  upon  the  commencement  of  excava¬ 
tion  for  this  proposed  building;  that  at  all  times  during 
the  operation  of  the  garage,  there  shall  be  an  attend¬ 
ant  stationed  on  49th  street  and  one  on  48th  street, 
to  direct  the  entering  and  exiting  of  automobiles ;  that 
only  automobiles  of  the  pleasure-car  type  shall  be 
stored  in  the  garage;  that  there  shall  be  no  storage 
of  gasoline  within  this  portion  of  the  building,  except 
in  the  tanks  of  the  cars  and  no  servicing  or  repairing 
of  motor  vehicles;  that  the  garage  area  shall  be  ven¬ 
tilated  throughout  with  a  supply  and  exhaust  system 
of  ventilation  to  provide  not  less  than  four  changes  of 
air  per  hour;  that  prior  to  filing  complete  working 
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drawings  with  the  borough  superintendent,  such  plans 
shall  be  submitted  to  the  Board  for  examination  and 
for  the  imposition  of  any  additional  conditions  as  may 
be  deemed  necessary ;  that  such  plans  shall  be  sub¬ 
mitted  within  six  months  and  all  permits  shall  be 
obtained  and  all  work  completed  within  one  year  after 
plans  are  approved  by  the  Board,  as  in  compliance 
with  the  terms  of  the  resolution  as  it  may  be  amended.” 


1103-38-BZ. 

APPLICANT — Jack  Z.  Cohen,  for  Sara  Engelhard, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  act¬ 
ing  borough  superintendent  of  buildings)  under 
section  7c  of  the  building  zone  resolution,  permit¬ 
ting  partly  in  a  business  use  district  and  partly  in 
a  residence  use  district,  the  erection  and  mainte¬ 
nance  of  an  extension  to  an  existing  business  build¬ 
ing. 

PREMISES  AFFECTED — 403  Howard  avenue,  east  side, 
68  ft.  2  in.  north  of  St.  Marks  avenue  (Block  No. 
1452,  Lot  No.  5),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(1103-38-BZ) 

Whereas,  Jack  Z.  Cohen,  for  Sara  Engelhard,  owner, 
filed  December  1,  1938,  an  application  under  Section  7c 
of  the  building  zone  resolution,  to  permit  partly  in  a  busi¬ 
ness  use  and  partly  in  a  residence  use  district,  the  erection 
and  maintenance  of  an  extension  to  an  existing  business 
building ;  affecting  premises :  403  Howard  avenue,  east 
side,  68  feet  2  in.  north  of  St.  Marks  avenue  (Block  No. 
1452,  Lot  No.  5),  Borough  of  Brooklyn;  and 

Whereas,  this  application  was  granted  by  the  Board 
April  4,  1939,  on  certain  conditions  and  applicant  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  resolution  adopted  by  the  Board  on 
April  4,  1939,  he  and  it  hereby  is  amended,  only  so  far 
as  it  has  reference  to  the  construction  of  the  roof  of  the 
proposed  addition,  so  that  as  amended,  the  resolution 
shall  read : 

"Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
under  Section  7-C  thereof,  to  permit  the  construction 
of  the  proposed  one  story  addition,  substantially  as 
indicated  on  plans  filed  herein,  on  condition  that  the 
existing  passageway  to  Howard  avenue  shall  be  main¬ 
tained  ;  that  a  doorway  shall  be  constructed  toward 
the  rear,  as  indicated,  with  gooseneck  ladder  to  roof ; 
that  the  construction  of  the  roof  of  proposed  addition 
may  be  of  Class  3  construction,  provided  the  ceiling 
is  fire  retarded  in  accordance  with  the  rules  of  the 
Board  of  Standards  and  Appeals;  that  the  entire 
building,  present  and  proposed,  shall  be  protected  by 
an  automatic,  dry-pipe  sprinkler  system ;  that  there 
shall  be  no  openings,  other  than  the  exits  above  referred 
to,  in  the  enclosure  walls  of  the  addition ;  that  all 
permits  required  shall  be  obtained  and  all  work  in¬ 
volved,  completed  within  six  months  from  the  date 
of  this  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

114-39- A. 

APPLICANT — Rebecca  Kross,  tenant  lessee,  A.  Haskel, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
Deputy  Commissioner,  Division  of  Housing,  De¬ 
partment  of  Housing  and  Buildings. 

PREMISES  AFFECTED — 1510  Jessup  avenue,  east  side, 
75  ft.  north  of  West  172nd  street  (Block  No. 
2872,  Lot  No.  287),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Rebecca  Kross. 

ACTION  OF  BOARD— Laid  over  to  June  20,  1939,  at  2 
P.  M.,  for  inspection  by  a  committee  of  the  board. 


423-39-A. 

APPLICANT — Kanlee  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 67-69  Irving  street,  north  side, 
200  ft.  west  of  Columbia  street  (Block  No.  314, 
Lot  No.  47),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  J.  Carroll  and  Samuel  Kahn. 
For  Administration :  Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  7,  1939,  at  2 
P.  M.,  for  further  consideration  by  the  board. 


476-39-A. 

APPLICANT — Albert  G.  Hillberg,  for  Doreal  Realty 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the 
borough  superintendent  of  buildings. 

PREMISES  AFFECTED— 524  East  11th  street,  south 
side,  308  ft.  east  of  Avenue  A  (Block  No.  404, 
Lot  No.  16),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Albert  G.  Hillberg. 

For  Administration:  Fred  Dahlem,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  7,  1939,  at  2 
P.  M.,  for  applicant  to  obtain  letter  from 
borough  president. 


622-39-A. 

APPLICANT — Eugene  De  Rosa,  for  National  Hospital 
for  Speech  Disorders,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 61-63  Irving  place,  southwest 
corner  of  East  18th  street  (Block  No.  873,  Lot 
No.  59),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Eugene  De  Rosa  and  Edwin  W. 
Weber. 

For  Administration:  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  7,  1939,  at  2 
P.  M.,  for  further  consideration  by  the  board. 


648-39- A. 

APPLICANT — McKim,  Mead  and  White,  for  Department 
of  Public  Works,  City  of  New  York,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— East  side  of  First  avenue,  200 
ft.  north  of  East  26th  street  (Administration 
Building,  Bellevue  Hospital) ;  (Block  No.  958, 
Lot  No.  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  C.  W.  Streit,  Jr.,  and  Lionel 
Sprung. 
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ACTION  OF  BOARD— Laid  over  to  May  31,  1939,  at  2 
P.  M.,  applicant  to  submit  additional  information, 
also  letter  of  authorization. 


260-39-A. 

APPLICANT — Goodyear  Sporting  Goods  Company,  les¬ 


see. 


Whereas,  the  applicant  amended  this  appeal  to  include 
the  decision  of  the  borough  superintendent  of  buildings 
acting  on  Alt.  Application  No.  765-39,  dated  April  25  1939 
reading :  ’  ’ 

The  enlargement  of  wood  frame  structure  within 
the  fire  limits,  is  contrary  to  Sect.  4.1.5.  Not  further 
considered.” 
and 

W/hereas,  the  premises  consist  of  a  plot  25  ft.  by  225  ft. 
in  ar.ea;  l°cated  in  a  business  use,  “D”  area  district,  upon 
which  there  has  been  erected  a  2%  story  one-family  frame 
dwelling,  at  the  front  of  the  lot;  and  the  building  in  ques- 
tion  is  a  one-story  frame  2-car  garage,  18  ft.  by  18  ft.  in 
area,  12  ft.  6  in.  in  height ;  and 

W  hereas,  the  applicant  contends  that  the  garage  was 
damaged  by  fire  and  that  at  the  time  repairs  were  made, 
the  building  was  enlarged  from  a  one  car  to  a  two  car 
garage. 

Resolved  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Application  No.  765-39,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  in  all  other  respects,  the  garage  building 
^oall  comply  with  the  requirements  of  the  buildin°-  code 
APPLICANT— W.  F .  Steffens,  for  The  New  York  Cen-  f.01  construction  outside  the  fire  limits  and  on  condition 
„  m  Ipd  Railroad  Company,  owner.  at  the  building  shall  not  be  erected  nearer  than  one  foot 

8UFJLC1—  Appeal  from  an  order  and  a  decision  of  the  *°  ,the  Slde  lot  line>  provided  that  the  side  of  the  garage 

fire  cimmissioner.  is  brick-filled;  that  upon  the  issuance  of  the  certificate  of 

PREMISES  AFFECTED — West  side  of  Twelfth  avenue  occupancy  the  fire  commissioner  shall  be  notified  so  that 

and  foot  of  West  62nd  street  (Block  No.  1171,  his  order>  No.  78700-LC,  may  be  rescinded. 

ADDrADA^rP’  North  River,  Borough  of  Manhattan.’  - 

APPEARANCES—  453-39- A. 

For  Applicant:  W.  F.  Steffens.  APPT  TCAMT _ r  xr  n  r  n. 

For  Administration:  Inspector  Maher,  Fire  De-  CorporationMes^ee^  ^  ^  Sk°Uras  Theatres 

SUBJECT — Appeal  from  an  order  and 


SUBJECT  Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 177  Flatbush  avenue,  north 
side,  70  ft.  west  of  Pacific  street  (Block  No.  1118 
Lot  No.  12),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . "  q 

Absent  . ’  .  q 


5 13-39- A. 


partment 

APPeal  withdrawn  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . 0 

Absent  . q 


356-39-A. 

APPLICANT — William  Svoboda,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner  and  a  decision  of  the  borough  superintend¬ 
ent  of  buildings. 

PREMISES  AFFECTED — 146-03  111th  avenue,  north 
side,  150  ft.  west  of  147th  street  (Block  No.  2747 

APPEARANCES-  Jamaka’  Borough  of  Queens. 

for  Applicant:  William  Svoboda. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

-CTION  OF  BOARD— Appeal  granted  on  condition. 

1  rlD  VO  I  E— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  4 

Negative  . !!!!!!'!!!!*'!!  o 

Absent  . ”  .  q 

THE  RESOLUTION— 

(356-39-A) 

Whereas,  William  Svoboda,  owner,  filed  March  21,  1939,  and 

Hprit?i)ealffrumuan  order  ,the  fire  commissioner  and  a  Whereas,  said  order  was  referred  to  in  a  decision  of 
:n  n  1 UiSi^  superintendent  of  buildings,  affect-  the  fire  commissioner,  dated  March  28  1939-  and 

wn,  11Jtkaveil7u/.  north  side,  150  ft.  west  Whereas,  the  building  is  two  stories  (25  R)  n  height 

Borough  o  rQuee(„Bs,0Ca„dN0-  ^  L°‘  N°'  I7)'  Jamai“'  12W  J  “  *  -  --"of  fireproof  conirucfioQeoS^ 
Whereas  order  No  7R7nn  ir  ^  c  WIth  a,  standWe  system,  located  in  a-  business  use  district, 

fu  ,,  .2W8700‘.LC-  lssued  by  the  fire  com-  erected  about  1910  and  occupied:  Cellar— storage— 1  per¬ 
son;  1st  floor  sales  and  showroom — 3  persons;  and 

Whereas,  the  applicant  contends  that  the  basement  is 
located  in  the  central  portion  of  the  main  building  and 
separated  from  the  building  line  by  25  ft.  unexcavated 


r  -  -  .  .  -  - a  decision  of  the 

nre  commissioner. 

PREMISES  AFFECTED — 251  East  Fordham  road 
northeast  corner  of  Valentine  avenue  (Block  No’ 

appearances-0'  s5)'  Bor°U8:h  of  The  Bronx 

For  Applicant:  Frank  C.  Keller. 

For  Administration:  Inspector  Maher,  Fire  De¬ 
partment. 

t£TI(?7ya B0ARD— Appeal  granted  on  condition. 

1  tl rL  VU1  h. — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  4 

Negative  . !!!!!'..! .  (j 

Absent  .  . . .  q 

THE  RESOLUTION— 

(453-39-A) 

Whereas,  Frank  C.  Keller,  for  Skouras  Theatres  Cor¬ 
poration  lessee,  filed  April  11,  1939,  an  appeal  from  an 
order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  251  East  Fordham  road,  northeast  corner  of 
Vfentme  avenue  (Block  No.  3154,  Lot  No.  55),  Borough 
of  1  he  Bronx  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  2082- 
LP>  dafed  Auf?ust  19,  1938,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler 
system  in  cellar  having  at  least  one  source  of  water 
supply  arranged  and  equipped  as  per  Article  16  Chap¬ 
ter  26,  Administrative  Code.” 


■nissioner  Alarch  6,  1939,  reads: 

“1.  Discontinue  maintenance  of  a  garage  in  the 

above  premises,  as  same  is  of  frame  construction  ” 

ind 
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area ;  that  to  comply  with  the  order  would  necessitate 
drilling  through  solid  rock  in  order  to  carry  a  line  to  the 
street  for  the  purpose  of  obtaining  water ;  that  the  cellar  is 
less  than  400  square  feet  in  area ;  that  there  is,  however,  a 
standpipe  line  running  through  this  cellar ;  that  a  modifica¬ 
tion  of  the  order  is  requested,  so  as  to  permit  the  installa¬ 
tion  of  4  sprinkler  heads  connected  to  the  existing  stand¬ 
pipe  line,  which  is  supplied  by  the  roof  tank  of  sufficient 
capacity  and,  also,  by  a  Siamese  at  the  building  line. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
2082-LF,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  not  less  than 
four  wet  sprinkler  heads  shall  be  installed,  fed  from  the 
domestic  water  supply  line  of  the  building  and  that  no 
materials  shall  be  stored  within  18  inches  of  the  ceiling. 


454-39-A. 

APPLICANT— Frank  C.  Keller,  for  Skouras  Theatres 
Corporation,  lessee. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 453  East  Tremont  avenue, 
north  side,  150  ft.  east  of  Park  avenue  (Block 
No.  3034,  Lot  No.  52),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

For  Administration:  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . .  •  4 

Negative  . .  0 

Absent  .  .  0 

THE  RESOLUTION— 

(454-39-A) 

Whereas,  Frank  C.  Keller,  for  Skouras  Theatres  Cor¬ 
poration,  lessee,  filed  April  11,  1939,  an  appeal,  from  an 
order  and  a  decision  of  the  fire  commissioner,  affecting- 
premises  453  East  Tremont  avenue,  north  side,  150  ft.  east 
of  Park  avenue  (Block  No.  3034,  Lot  No.  52).  Borough 
of  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  1881- 
LF,  dated  August  10,  1938,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler 
system  in  cellar  having  at  least  one  source  of  water 
supply  arranged  and  equipped  as  per  Article  16,  Chap¬ 
ter  26,  Administrative  Code.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  April  10,  1939;  and 
Whereas,  the  building  is  one  story  (40  ft.)  in  height, 
75  ft.  by  200  ft.  in  area,  of  fireproof  construction,  erected 
in  1916,  located  in  a  business  use  district  and  occupied: 
Cellar — storage — one  person;  1st  floor — salesroom — 3  per¬ 
sons  ;  and 

Whereas,  the  applicant  contends  that  the  installation  of 
a  wet  sprinkler  system  would  be  a  hardship,  insofar  as  the 
addition  of  any  sprinkler  heads  would  be  an  overload  on 
the  present  system  and  that  permission  is  requested  to 
substitute  a  dry  system,  in  lieu  of  compliance  with  the 
order. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1881-LF,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall  be 
installed  throughout  the  cellar,  a  non-automatic  dry  sprink¬ 
ler  system  complying  with  all  the  requirements  of  the 
building  code  therefor,  except  that  the  automatic  alarm 
need  not  be  installed ;  that  all  fittings  and  hangers  shall 
be  of  malleable  iron ;  that  there  shall  be  a  single  hose  out¬ 
let  of  the  approved  type  on  the  exterior  of  the  building 
at  least  12  inches  from  the  sidewalk ;  that  the  cap  of  this 


hose  inlet  and  the  sign  stating  the  area  covered  thereby 
shall  be  painted  aluminum. 


480-39-A. 

APPLICANT— David  Millman,  for  594  Greenwich  Street 
Realty  Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 594  Greenwich  street,  west 
side,  75  ft.  north  of  West  Houston  street  (Block 
No.  600,  Lot  No.  35),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  David  Millman  and  Wm.  D. 
Kilpatrick. 

For  Administration:  Fred  Dahlem,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ® 

Absent  .  •  . .  0 

THE  RESOLUTION— 

(480-39-A) 

Whereas,  David  Millman,  for  594  Greenwich  Street 
Realty  Corporation,  owner,  filed  on  April  17,  1939,  an 
appeal  from  a  decision  of  the  borough  superintendent  of 
buildings,  affecting  premises  594  Greenwich  street,  west 
side,  75  ft.  north  of  West  Houston  street  (Block  No.  600, 
Lot  No.  35),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  No.  3570-38  reads: 

“1.  Garage  in  a  3-story  structure  must  be  fireproof 
throughout.  Sect.  4.2.1  Building  Code.  Reconsideration 
denied.” 

6.  Ventilation  of  garage  must  be  provided  to 
comply  with  Sect.  5.1.10,  Subdiv.  C  of  Building  Code. 
Reconsideration  denied.” 

and 

Whereas,  the  building  is  3  stories  (30  ft.)  in_  height, 
25  ft.  by  75  ft.  in  area,  on  the  first  floor  and  25  ft.  by 
25  ft.  in  area  above,  of  frame  construction,  located  in  an 
unrestricted  use  district,  erected  prior  to  1916  and  occu¬ 
pied:  1st  floor,  freight  transfer  depot  and  two  car  garage; 
2nd  and  3rd  floor,  vacant ;  and 

Whereas,  the  applicant  contends  as  to  objection  No.  1. 
that  the  2nd  and  3rd  floors  will  remain  vacant;  that  it  is 
proposed  to  fire-retard  the  walls  from  a  point  4  feet  above 
the  floor  to  ceiling;  as  to  objection  No.  6,  it  is  proposed 
to  alter  the  present  three  4  ft.  by  8  ft.  skylight  into  sky¬ 
light  with  movable  louvres ;  that  in  view  of  the  investment 
made  by  the  owner  and  the  inability  to  convert  the  struc¬ 
ture  into  any  other  use,  favorable  consideration  of  this 
application  is  requested. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  on  Alt.  Applic.  No.  3570-38  be  and  it/  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  walls  and  ceilings  throughout  shall  be 
fire-retarded  in  accordance  with  the  rules  of  the  Board 
of  Standards  and  Appeals ;  that  any  wood  columns  witlnn 
the  walls  shall  be  similarly  protected ;  that  the  space  under 
the  platform  at  the  rear  shall  be  cleaned  out  and  an 
apron  constructed  at  the  front  of  incombustible  materials, 
so  as  to  close  this  space  from  use ;  that  the  upper  two 
stories  shall  remain  vacant  and  unused ;  that  no  openings 
shall  be  constructed  in  the  lot  line  walls ;  that  the  storage 
of  motor  vehicles  within  the  building  shall  be  limited  to 
four  trucks  and  that  the  skylights  shall  be  reconstructed 
with  venilating  louvres,  so  as  to  provide  ventilation. 


531-39- A. 

APPLICANT— Rudolph  C.  Boehler,  for  111th  Street  and 
Corona  Avenue  Corporation,  owner. 


814 


MINUTES 


SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 56-12  111th  street,  northwest 
corner  of  Corona  avenue  (Block  No.  2012,  Lot 
No.  47),  Corona,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Rudolph  C.  Boehler. 

For  Administration :  Joseph  Ferro,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(53 1-39- A) 

Whereas,  Rudolph  C.  P.  Boehler,  for  111th  Street  and 
Corona  Avenue  Corporation,  owner,  filed  April  26,  1939, 
an  appeal  from  a  decision  of  the  borough  superintendent, 
affecting  premises  56-12  111th  street,  northwest  corner  of 
Corona  avenue  (Block  No.  2012,  Lot  No.  47),  Corona, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  N.B.  Applic.  No.  2600-39,  dated  April  25,  1939,  reads: 

“1.  The  construction  of  a  frame  building  within 
the  fire  limits  is  contrary  to  sec.  4.1.2  of  the  Building 
Code. 

2.  The  use  of  a  building  of  frame  construction  for 
a  business  purpose  is  contrary  to  sec.  4.2.1  of  the 
Building  Code.” 
and 

Whereas,  the  building  will  be  one  story  (11  ft.  8  in.) 
in  height,  14  ft.  6  in.  by  51  ft.  8  in.  in  area,  part  Class  3 
construction  and  part  Class  5  construction,  on  a  lot  121 
ft.  by  70  ft.,  irregular  in  area,  located  in  a  business  use 
district  and  occupied  as  a  diner  and  kitchen — 56  persons ; 
and 

Whereas,  the  applicant  contends  that  the  construction 
of  the  diner  is  a  typical  steel  frame  construction,  self- 
supporting  and  consisting  of  channel  uprights,  and  trusses 
and  rafters  properly  framed,  bolted  and  anchored  together; 
that  the  exterior  structural  steel  members  are  n-  in.  chan¬ 
nels  with  a  thickness  of  0.18  in.,  having  a  height  of  only 
8  ft.,  braced  at  sill  height ;  that  the  spaces  between  the 
uprights  from  floor  to  window  sill,  have  oak  nailing  strips 
to  receive  the  exterior  sheathing  over  which  a  20  gauge 
enameled  steel  plate  is  laid;  that  the  inside  of  the  building 
is  covered  with  metal  lath  and  cement  roughing  over  which 
the  wall  tile  is  applied;  that  the  floor  of  the  diner  is 
constructed  of  steel  channels,  spaced  so  as  to  safely  sustain 
a  live  load  of  100  lbs.  per  square  foot;  that  wood  floor 
joists  are  laid  between  these  channels  over  which  a  wood 
under  flooring  and  a  tile  floor  is  laid ;  that  the  ceiling  is 
covered  with  enameled  sheet  steel ;  that  these  diners  have 
been  built  for  the  last  20  years  and  thousands  of  them  are 
located  throughout  the  principal  cities;  that  the  owner  has 
invested  $18,000  in  this  building  and  it  would  be  a  great 
hardship  if  the  building  was  not  permitted  to  remain. 

Resoh-ed,  that  the  decision  of  the  borough  superinten¬ 
dent,  acting  on  N.B.  Applic.  No.  2600-39,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  in  question  to  be  occupied 
as  a  diner  shall  be  constructed  as  set  forth;  that  nothing 
m  this  decision  shall  be  interpreted  to  mean  that  a  modi¬ 
fication  granted  for  this  particular  diner,  is  to  be  considered 
as  a  general  approval;  that  the  building  shall  not  be  in¬ 
creased  in  size  or  area  and  that  such  portable  fire  ex¬ 
tinguishers  shall  be  maintained  as  the  commissioner  shall 
direct. 


551 -39- A 

APPLICANT — The  Debevoise  Company,  owner. 


SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 345-357  Maujer  street,  north 
side,  280  ft.  west  of  Morgan  avenue  and  968-978 
Grand  street  (Block  No.  3019,  Lot  No.  27),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  H.  L.  Wilkinson  and  L.  L.  Bal- 
leisen. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  . . ,  4 

Negative  .  ...  o 

Absent  .  q 


THE  RESOLUTION— 

(55 1-39- A) 

Whereas,  The  Debevoise  Company,  owner,  filed  May  3, 
1939,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  345-357  Maujer  street,  north  side,  280 
ft.  west  of  Morgan  avenue  and  968-978  Grand  street 
(Block  No.  3019,  Lot  No.  27),  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  79163- 
LC,  dated  April  5,  1939,  reads : 

“1.  Provide  an  approved  underground  storage  sys¬ 
tem  for  the  storage  of  Xylol  and  Toluol.  Plans  and 
specifications  to  be  filed  with  and  approved  by  the 
Department  of  Housing  and  Buildings,  before  the 
work  of  installing  the  tank  is  commenced.  Tanks  to 
be  tested  and  installation  supervised  by  a  representa¬ 
tive  of  the  Division  of  Combustibles,  Fire  Depart¬ 
ment.” 

and 

Whereas,  the  building  is  2  stories  (22  ft.)  in  height, 
27  ft.  by  55  ft.  in  area,  of  Class  3  construction,  equipped 
with  a  sprinkler  system,  located  in  an  unrestricted  use 
district,  erected  about  1890  and  occupied  for  manufacturing 
and  storage — 4  persons  per  floor;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  one  drum  each  of  Xylol  and  Solvesso  No.  1 ;  that 
due  to  the  small  quantity  to  be  stored,  the  underground 
storage  system  would  be  burdensome ;  that  Toluol,  although 
mentioned  in  the  order,  is  not  used  or  stored ;  that  Xylol 
will  be  stored  in  heavy  steel  drums  in  an  outdoor  concrete 
area-way  27  ft.  by  55  ft.  in  area  and  will  be  used  only  a 
few  gallons  at  a  time  within  the  buildings,  which’  are  fully 
sprinklered ;  that  the  business  has  been  carried  on  at  this 
address  since  1911. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
79163-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volatile 
inflammable  liquid  shall  be  stored  outside  the  building  in 
the  concreted  area,  as  proposed;  that  such  liquid  shall  not 
exceed  one  55-gallon  drum;  that  such  drum  shall  be  fitted 
with  an  approved  gate  valve  and  not  more  than  five  gallons 
shall  be  taken  into  the  factory  at  any  time  and  then  only 
in  an  approved  safety  can. 

563-39- A. 

APPLICANT — Arthur  F.  Winter  for  Dorothea  J.  Harms, 
owner  (F.  W.  Woolworth  Co.,  lessee). 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 780-784  Flatbush  avenue,  west 
side,  329  ft.  5  in.  south  of  Woodruff  avenue  (Block 
No.  5063,  Lot  No.  16),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant :  Arthur  F.  Winter. 

For  Administration:  Thomas  A.  Larkin,  Fire 
Department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


815 


MINUTES 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(563-39- A) 

Whereas,  Arthur  F.  Winter  (F.  W.  Woolworth  Co., 
lessee),  for  Dorothea  J.  Harms,  owner,  filed  April  28, 
1939,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  780-784  Flatbush  avenue,  west  side,  329 
ft.  5  in.  south  of  Woodruff  avenue  (Block  No.  5063,  Lot 
No.  16),  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  2515- 
LF,  dated  March  30,  1939,  reads : 

“L  Provide  a  separate  and  distinct  system  of 
Automatic  Sprinklers  in  cellar  having  at  least  one 
source  of  water  supply,  arranged  and  equipped  as  pro¬ 
vided  in  Article  16,  Administrative  Code.” 

and 

Whereas,  the  building  is  one  story  and  pent  house  (22 
ft.)  in  height,  55  ft.  6  in.  by  136  ft.  1  J4  in.  in  area,  of 
non-fireproof  construction,  located  in  a  business  use  dis¬ 
trict,  erected  in  1928  and  occupied :  Cellar —  stock  room — 
1  person;  1st  floor — salesroom — 24  persons;  pent  house — 
office — 1  person,  for  which  certificate  of  occupancy  No. 
51280  was  issued  on  June  25,  1928;  and 

Whereas,  the  applicant  contends  that  the  building  is 
equipped  with  a  fireproof  enclosed  stairs  leading  from  the 
basement  to  the  1st  floor;  that  there  is  a  sidewalk  freight 
elevator ;  that  there  are  openings  in  the  granite  base  of 
the  show  window  bulkheads,  which  provide  ventilation  to 
the  basement ;  that  the  stockroom  is  of  fireproof  construc¬ 
tion  and  used  for  storage  of  baled  paper;  that  the  mer¬ 
chandise  carried  in  the  basement  is  common  to  this  type  of 
occupancy;  that  the  amount  of  celluloid  stored  is  approxi¬ 
mately  .7  of  one  percent  of  the  entire  stock;  that  all  aisles 
are  3  ft.  wide  and  kept  clear  at  all  times ;  that  the  basement 
ceiling  is  fire-retarded  and  all  basement  partitions  are 
fireproof. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
2515-LF,  be  and.  it  hereby1  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall  be 
installed  throughout  the  cellar  a  non-automatic  dry  sprink¬ 
ler  system,  complying  with  the  requirements  of  the  building 
code  therefor,  except  that  the  automatic  alarm  need  not  be 
installed ;  that  the  sprinkler  heads  may  be  spaced  25%  in 
excess  of  the  requirements;  that  all  fittings  and  hangers 
shall  be  of  malleable  iron;  that  all  horizontal  lines  may  be 
close  to  the  ceiling  with  proper  pitch  and  l^-inch  drain 
and  with  heads  pendant ;  except,  however,  that  sprinkler 
heads  installed  in  the  unpacking  space,  wastepaper  room 
and  kitchen,  if  any,  shall  be  connected  with  the  domestic 
water  supply  line  of  the  building  and  the  dry  and  wet 
lines  shall  be  cross-connected  and  so  equipped  with  check 
valves  at  the  domestic  water  supply  and  at  the  pumper 
inlet,  so  that  all  heads  shall  be  under  fire  department  con¬ 
trol  from  the  sidewalk  pumper  inlet;  that  there  shall  be 
a  single  hose  inlet  of  approved  type  on  the  exterior  of  the 
building  at  least  10  inches  above  the  sidewalk  and  that  the 
cap  of  this  hose  inlet  and  sign  stating  area  covered,  shall 
be  painted  aluminum. 


565-39- A. 


APPLICANT — J.  E.  Hanger,  Inc.,  for  100  Fifth  Avenue, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 


PREMISES  AFFECTED — 104  Fifth  avenue,  west  side 
73  ft.  south  of  West  16th  street  (Block  No.  817 
Lot  No.  47),  Borough  of  Manhattan. 
APPEARANCES— 


For  Applicant:  Alfred  E.  Weger. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . 0 

Absent  .  0 


THE  RESOLUTION— 

(565-39-A) 

Whereas,  J.  E.  Hanger,  Inc.  (lessee  of  12th  floor),  for 
100  Fifth  Avenue,  Inc.,  owner,  filed  May  1,  1939.  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  prem¬ 
ises  104  Fifth  avenue,  west  side,  73  ft.  south  of  West  16th 
street  (Block  No.  817,  Lot  No.  47),  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  10833- 
C,  dated  February  15,  1938,  reads : 

“6.  Relocate  electrical  equipment  (motors,  switches, 
rheostats  or  lamps)  so  it  will  not  be  within  ten  feet 
of  booth :  conduit  leading  from  hazardous  to  non- 
hazardous  location  to  be  sealed  off  by  an  approved 
sealing  compound.  Rule  4.4. 

8.  Extend  sprinkler  system  to  booth.  Rule  6.3.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  March  29,  1939;  and 

Whereas,  the  building  is  18  stories  (247  ft.)  in  height, 
72  ft.  5  in.  by  120  ft.  in  area,  of  fireproof  construction, 
located  in  a  business  use  district,  erected  in  1911  and 
occupied  throughout  for  office  and  manufacturing,  not 
more  than  24  persons  per  floor,  total  270  persons ;  and 

Whereas,  the  applicant  who  occupies  the  12th  story, 
contends  as  to  Item  6,  that  there  is  not  sufficient  space  to 
relocate  all  electrical  equipment  as  required  by  the  order; 
as  to  Item  8,  additional  sprinkler  heads  could  not  be 
added  to  present  line,  without  increasing  the  capacity  of 
the  entire  line,  which  is  laid  in  the  concrete  flooring  of 
the  building  which  could  not  be  torn  up. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
10833-C  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted,  as  to  Item  6,  on  condition 
that  motor  switches  and  other  electrical  equipment  within 
10  feet  of  the  booth  shall  be  of  the  sparkproof  type;  that 
the  conduit  leading  from  the  hazardous  to  the  non-hazard- 
ous  location,  shall  be  sealed  off  by  approved  sealing  com¬ 
pound;  and  as  to  Item  8,  that  the  requirements  of  Rule 
6.3  of  the  paint  spraying  rules  of  the  Board  of  Standards 
and  Appeals  shall  be  considered  as  complied  with,  if  the 
sprinkler  heads  required  are  attached  either  to  the  sprinkler 
system  or  to  the  house  water  supply  system  of  the  building. 


615-39- A. 

APPLICANT — Edward  W.  Holmes,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 39-15  150th  place,  east  side, 
150  ft.  south  of  Northern  boulevard  (Block  No. 
5033,  Lot  No.  12),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Edward  W.  Holmes. 

For  Administration:  Joseph  Ferro,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 


816 


MINUTES 


(61S-39-A) 

Whereas,  Edward  W.  Holmes,  owner,  filed  on  May  12, 
1939,  an  appeal  from  a  decision  of  the  borough  superinten¬ 
dent,  affecting  premises  39-15  150th  place,  east  side,  150  ft. 
south  of  Northern  boulevard  (Block  No.  5033,  Lot  No. 
12),  Flushing,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  172-39,  dated  May  4,  1939,  reads: 

“The  use  of  more  than  two  stories  for  living  quarters 
in  a  two  family  residence  building  is  contrary  to 
Building  Code.  (sec.  8. 7.2.1).” 
and 

Whereas,  the  building  is  2l/2  stories  (28  ft.  6  in.)  in 
height,  22  ft.  2  in.  by  55  ft.  2  in.  in  area  of  Class  4  con¬ 
struction,  on:  a  plot  50  ft.  by  100i  ft.  in  area ;  located  in  a 
residence  use,  “C”  area  district;  erected  about  1890;  occu¬ 
pied  as  a  one  family  dwelling  and  proposed  to  be  occupied 
as  follows:  1st  floor — dwelling — one  family;  2nd  and  attic 
floors  combined,  dwelling,  one  family ;  total :  2  families ; 
and 

Whereas,  the  applicant  contends  that  the  alterations 
consist  of  a  new  bathroom  to  be  installed  on  the  1st  floor, 
new  bathroom  on  attic  floor,  new  kitchen  on  2nd  floor, 
rear  stair  from  2nd  floor  to  kitchen  on  1st  floor  remodeled, 
to  lead  directly  to  yard;  that  the  building  has  been  owned 
and  occupied  by  the  applicant  for  40  years ;  that  the  bed¬ 
rooms  in  question  on  the  attic  floor  with  the  exception 
of  the  proposed  new  bathroom,  have  been  occupied  in  their 
present  condition  for  40  years;  that  in  the  event  of  the 
approval  by  the  board  of  this  application,  the  2nd  and 
attic  floors  will  be  occupied  by  the  owner  and  the  1st  floor 
by  a  single  family ;  that  the  means  of  egress  have  been 
improved  by  providing  two  stairways ;  that  the  nearest 
building  to  the  north  is  approximately  75  ft.  distant  and 
to  the  south  approximately  20  ft. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  on  Alt.  Application  No.  172-39,  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  be  occupied  by  not 
more  than  two  (2)  families,  one  (1)  family  on  the  1st 
floor  and  one  (1)  family  on  the  2nd  and  attic  floors  com¬ 
bined;  that  no  cooking  shall  be  carried  on  in  the  attic 
story;  that  there  shall  be  constructed  a  second  means  of 
exit  from  the  attic  story,  which  may  consist  of  an  exterior 
steel  fire-escape  or  ladder  reaching  to  roof  of  the  1st  story 
extension  and  thence  by  means  of  a  counterbalanced  or 
drop  ladder  to  grade;  that  an  agreement  shall  be  signed 
by  the  owner  and  filed  with  the  superintendent  of  buildings, 
that  the  building  will  at  no  time  be  occupied  by  more  than 
two  (2)  families ;  that  the  buildings  shall  not  be  extended 
in  height  or  area  and  the  lot  shall  not  be  reduced. 


61 7-39- A. 

APPLICANT — Albert  Kaufman,  for  Velin  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 92-11  35th  avenue,  north  side, 
from  92nd  street)  to  93rd  street  (Block  No.  1453, 
Lot  No  34),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Harry  Greenberg  and  John 
Cooley. 

For  Administration :  Joseph  Ferro,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE- 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . 

Absent  . 

THE  RESOLUTION— 


(617-39-A) 

Whereas,  Albert  Kaufman,  for  Velin  Realty  Corpora¬ 
tion,  owner,  filed  on  May  12,  1939,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings,  affect¬ 
ing  premises  92-11  35th  avenue,  north  side,  from  92nd  to 
93rd  street  (Block  No.  1453,  Lot  No.  34),  Elmhurst, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.B.  App.  No.  2599-39,  dated  May  11,  1939,  reads: 

“The  use  of  Reynolds  Metals  Plain  Flameproof 
Ecod  Lath  with  perforations  omitted  on  horizontal 
V.  Rib  Lath,  is  contrary  to  Cal.  No.  714-38-SM  of 
the  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  proposed  building  will:  be  six  stories  (62 
ft.  ll'^j  in.)  in  height,  200  ft.  by  109  ft.,  irregular,  in  area; 
of  Class  3  construction;  located  in  a  residence  use,  “B” 
area,  district ;  occupied  throughout  as  a  Class  A  multiple 
dwelling;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
use  Reynolds  flameproof  Ecod  Lath  with  the  perforations 
omitted  on  the  horizontal  V  ribs. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  on  N.B.  Applic.  No.  2599-39,'  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  such  lath  shall  comply  with)  all  require¬ 
ments  of  the  Board  of  Standards  and  Appeals,  as  approved 
under  Cal.  No.  714-38-SM,  except  that  in  this  specific  case, 
the  perforations  may  be  omitted  in  the  reinforcing  strips 
and  that  in  all  other  respects,  the  installation  of  the  lath 
shall  meet  the  requirements  of  the  building  code  as  to 
metal  lath. 


618-39- A. 

APPLICANT — Albert  Kaufman,  for  Isidore  Resnikoff, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 40-33  Ithaca  street,  north 
side,  375  ft.  west  of  Britton  avenue  (Block  No. 
1505,  Lot  Nos.  69,  72,  73  and  74),  Elmhurst,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Harry  Greenberg  and  John 
Cooley. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  . 4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(618-39-A) 

Whereas,  Albert  Kaufman,  for  Isidore  Resnikoff,  owner, 
filed  on  May  12,  1939,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings,  affecting  premises 
40-33  Ithaca  street,  north  side,  375  ft.  west  of  Britton 
avenue  (Block  No.  1505,  Lot  Nos.  69,  72,  73  and  74), 
Elmhurst,  Borough  of  Queens ;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
N.B.  Application  No.  10105-39,  dated  May  11,  1939,  reads: 
“The  use  of  Reynolds  Metals  Plain  Flameproof 
Ecod  Lath  with  perforations  omitted  on  horizontal 
V.  Rib  Lath,  is  contrary  to  the  resolution  adopted  by 
the  Board  of  Standards  and  Appeals,  under  Cal.  No. 
714-38-SM.” 

and 

n  Whereas,  the  proposed  building  will  be  six  stories  (62 
ft.  6  in.)  in  height,  150  ft.  by  96.6  ft,  in  area  of  Class  3 
u  construction,  located  in  a  residence  use,  “B”  area  district, 
occupied  as  a  Class  A  multiple  dwelling;  and 
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Whereas,  the  applicant  contends  that  it  is  proposed  to 
use  Reynolds  flameproof  Ecod  Lath  with  the  perforations 
omitted  on  the  horizontal  V  ribs. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  N.B.  Applic.  No.  10105-39,  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  lath  shall  comply  with  the  require¬ 
ments  of  the  Board  of  Standards  and  Appeals,  as  approved 
under  Cal.  No.  714-38-SM,  except  that  in  this  specific  case, 
the  perforations  may  be  omitted  in  the  reinforcing  strips 
and  that  in  all  other  respects,  the  installation  shall  meet 
the  requirements  of  the  building  code  as  to  metal  lath. 

619-39-A. 

APPLICANT — Ansonia  Fire  Prevention  Engineering  Co., 
for  George  M.  Adrian  and  Co.,  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  and  r  decision  of  the 
•  fire  commissioner. 

PREMISES  AFFECTED — 267-269  Bowery,  east  side, 
108  ft.  1  in.  south  of  East  Houston  street  (Block 
No.  427,  Lot  Nos.  12  and  13),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  George  E.  Green. 

For  Administration :  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(619-39-A)  . 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  for 
George  M.  Adrian  and  Co.,  Inc.,  owner,  filed  May  11,  1939, 
an  appeal  from  an  order  and  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  267-269  Bowery,  east  side, 
108.1  ft.  south  of  East  Houston  street  (Block  No.  427,  Lot 
Nos.  12  and  13),  Borough  of  Manhattan;  and 

Whereas,  order  No.  28135-LF,  issued  by  the  fire  com¬ 
missioner  October  31,  1938,  reads: 

“1.  Provide  an  automatic  thermostatic  fire  alarm 
system  with  direct  connections  to  the  Central  Office 
of  one  of  the  operating  companies  in  connection  with 
the  non-automatic  dry  sprinkler  system  now  installed 
on  the  above  premises.  Art.  16,  Ch.  26  of  the  Adm. 
Code.” 

and 

Whereas,  the  said  order  was  referred  to  in  a  decision 
of  the  fire  commissioner,  dated  April  17,  1939;  and 

W  hereas,  the  premises  consist  of  two  buildings,  each 
five  stories  (35  ft.)  in  height,  with  a'  total  frontage  of  49 
ft.  4  in.  and  a  depth  of  90  ft.,  of  nonfireproof  construc¬ 
tion  ;  equipped  with  a  non-automatic  sprinkler  system ; 
erected  prior  to  1889;  located  in  an  unrestricted  use  district 
and  occupied  as  follows: 

No.  267  Bowery — Subcellar — vacant;  Cellar — -storage  of 
beer  barrels;  1st  floor — restaurant;  2nd  to  5th  floors — 
vacant. 

No.  269  Bowery — Subcellar — vacant;  Cellar — storage  of 
restaurant  supplies;  1st  floor — restaurant;  2nd  to  5th  floors, 
vacant.  Certificate  of  occupancy  No.  3218-21  was  issued 
upon  the  completion  of  Alt.  App.  57-21,  permitting  the 
following  use:  Cellar — -storage;  1st  floor— stores ;  2nd  to 
3rd  floors— storage ;  4th  floor— storage  in  No.  267,  factory 
in  No.  269;  5th  floor— storage  in  No.  267,  factory  in  No. 
269 ;  and 

W  hereas,  the  applicant  contends  that  the  buildings  are 
small  in  area,  each  being  aporoximately  2200  sq.  ft. ;  that 
the  occupancy  of  these  buildings  can  hardly  be  classified 
as  hazardous  and  therefore  it  is  respectfully  requested  that 
the  requirement  for  the  automatic  fire  alarm  be  waived. 


Resolved,  that  the  order  of  the  fire  commissioner,  No. 
28135-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted,  permitting  the  omission  of  the 
direct  connection  to  central  office,  on  condition  that  in  all 
other  respects  the  sprinkler  system,  as  installed,  shall  com¬ 
ply  with  the  requirements  of  Rule  16  of  the  administrative 
building  code  therefor. 


621 -39- A 

APPLICANT — Irving  Kirshenblit,  for  Superior  Refrig¬ 
erator  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 181  Belmont  avenue  and  208 
Junius  street,  northwest  corner  (Block  No.  3729, 
Lot  No.  38),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Max  Bogatz. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD —  Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  . 4 

Negative  .  0 

Absent  . 0 


THE  RESOLUTION— 

(62 1-39- A) 

Whereas,  Irving  Kirshenblit,  for  Superior  Refrigerator 
Co.,  Inc.,  owner,  filed  May  15,  1939,  an  appeal  from  an 
order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  1811  Belmont  avenue  and  208  Junius  street,  north¬ 
west  corner  (Block  No.  3729,  Lot  No.  38),  Borough  of 
Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  77987- 
LC,  dated  January  19,  1939,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  paints,  oils,  etc.,  shows 
that  the  following  must  be  done  before  the  permit 
requested  by  you  can  be  issued : 

FORTHWITH 

1.  Discontinue  the  maintenance  of  any  open  flames 
within  floor  area  where  spray  coating  is  carried  on,  or 
separate  said  open  flames  or  sparking  device  by  parti¬ 
tions  constructed  of  fireproof  or  fire-resisting  material. 
Rule  6.1.8-a,  Spray  Rules. 

2.  Provide  sprinkler  heads,  installed  in  accordance 
with  the  sprinkler  rules  of  Board  of  Standard  and 
Appeals,  in  all  spray,  dipping  or  immersing  spaces  and 
storage  rooms.  Rule  6.3,  Spray  Rules.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  April  18,  1939;  and 

Whereas,  the  building  is  four  stories  (50  ft.)  in  height, 
100  ft.  by  96  ft.  in  area,  of  non-fireproof  construction, 
erected  in  1915,  located  in  an  unrestricted  use  district  and 
occupied  :  basement — manufacturing  refrigerators — 20  per¬ 
sons  ;  1st  to  4th  floors  inclusive — light  manufacturing — 
50  persons  per  floor,  for  which  no  certificate  of  occupancy 
has  been  issued;  and 

Whereas,  the  applicant  contends  that  there  is  no  visible 
open  flame  on  the  basement  floor,  the  flame  is  enclosed 
within  a  Generich  steel  heater,  which  has  been  approved 
by  the  fire  underwriters ;  that  the  temperature  of  this 
heater  is  controlled  automatically1  and  the  flame  is  applied 
only  for  a  period  of  two  hours;  that  no  additional  sprinkler 
heads  are  necessary;  that  no  dipping  or  immersing  is  done 
on  the  premises;  that  the  building  is  equipped  with  a 
sprinkler  system  with  two  Siamese  connections ;  that  the 
spray  booth  is  provided  with  two  sprinkler  heads. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
77987-LC,  be  and  it  hereby  is  modified,  and  that  the  appeal 
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be  and  it  hereby  is  granted,  as  to  Item  1,  on  condition  that 
the  heater  shall  be  of  the  Generich  indirect  gas  fired  type, 
vented  to  the  outer  air  and  that  the  bake  oven  room  shall 
be  similarly  vented  to  the  outer  air ;  that  the  sprinkler 
system  throughout  the  building  shall  be  maintained ;  as  to 
Item  2,  that  the  sprinkler  heads  in  the  spray  booth  shall 
comply  with  the  requirements  of  the  paint  spray  rules  of 
the  Board  of  Standards  and  Appeals,  except  the  sprinkler 
heads  may  be  taken  from  the  house  water  supply  and  that 
there  shall  be  no  shut  off  valve  between  the  water  supply 
and  sprinkler  heads ;  and  that  in  all  other  respects,  the 
occupancy  shall  comply  with  the  requirements  of  all  rules 
and  regulations  as  to  fire-fighting  appliances. 


656-39-A. 

APPLICANT — Nazareth  Cement  Company,  for  Depart¬ 
ment  of  Public  Works,  City  of  New  York,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED- — East  side  of  Parsons  boule¬ 
vard,  between  Goethals  avenue  and  82nd  drive 
(Block  No.  6858,  L'ot  No.  3),  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Jeremiah  P.  Jordan  and  Fred 
Kunkel. 

For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD —  Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  .Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(656-39-A) 

Whereas,  Nazareth  Cement  Company,  for  Department 
of  Public  Works,  the  City  of  New  York,  owner,  filed  May 
19,  1939,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings,  affecting  premises :  Parsons  boule¬ 
vard,  east  side,  between  Goethals  avenue  and  82nd  drive 
(Block  No.  6858,  Lot  No.  3),  Jamaica,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  N.B.  Applic.  No.  3728-38,  dated  May  18,  1939,  reads: 

“Must  secure  approval  of  ‘Nazareth’  cement,  as 
approved  Portland  Cement  in  accordance  with  Sec. 
2.2.3  (Sec.  C26-191.0).” 
and 

Whereas,  the  proposed  building  will  be  400  ft.  by  40  ft., 
irregular  in  area,  12  stories  (165  ft.)  in  heieht,  of  Class  1' 
construction,  on  a  plot  approximately  560  ft.  by  500  ft.  in 
area,  located  in  a  residence  and  business  use  district  and 
to  be  occupied  throughout  as  a  hospital ;  and 

Whereas,  the  purpose  of  this  application  is  to  secure 
permission  for  the  use  of  Nazareth  Portland  Cement  in 
connection  with  contract  No.  3  of  the  Triborough  Hospital 
for  tuberculosis  patients,  without  the  necessity  of  waiting 
for  a  formal  general  approval  for  the  use  of  this  material 
in  the  city ;  and 

Whereas,  the  applicant  has  filed  copies  of  its  own 
laboratory  report,  indicating  that  the  cement  in  question 
meets  specification  SSC  191-A;  and 

Whereas,  the  applicant  contends  that  Nazareth  cement 
has  been  manufactured  for  the  past  40  years  and'  is  gener¬ 
ally  used  in  the  City,  State  and  United  States  Government 
departments  and  is  guaranteed  by  the  applicant  to  pass 
A.S.T.M.  specification  C9-38  for  Portland  cement. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  on  N.B.  Applic.  No.  3728-38  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted,  per¬ 
mitting  for  this  specific  building  the  use  of  Nazareth 
cement,  as  an  approved  cement  under  the  requirements  of 


the  administrative  building  code,  section  C26-312.0 
(7.1. 1.7.3). 


62-28-A. 

APPLICANT — William  C.  McTarnahan,  for  Petroleum 
Heat  and  Power  Co.,  Inc.,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
extension  of  time — re  Appeal  from  a  decision  of 
the  fire  commissioner. 

PREMISES  AFFECTED — East  side  of  Eastchester 
Creek  and  Northern  Boundary  Line  (Block  No. 
5655,  Lot  Nos.  375,  382  and  400),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant :  August  F.  Morgenier. 

ACTION  OF  BOARD — Appeal  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(62-28-A) 

Whereas,  the  appeal  affecting  premises  east  side  of 
Eastchester  Creek  and  Northern  Boundary  Line  (Block 
No.  5655,  Lot  Nos.  375,  382  and  400),  Borough  of  The 
Bronx,  was  granted  by  the  board  at  its  meeting,  Qune  12, 
1928,  on  certain  conditions,  time  extended  from  time  to 
time,  and  applicant  now  requests  a  further  extension  of 
the  time  limit  imposed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  June  12,  1928,  extending  the 
time  within  which  to  complete  the  work,  two  years  from 
the  date  of  this  amended  resolution  and  that  other  than  as 
herein  amended,  the  resolution  adopted  by  the  board  June 
12,  1928,  shall  be  complied  with  in  all  respects. 


521 -38- A. 

APPLICANT — Conran  Standpipe  Company,  for  Leonard 
G.  Linkroum,  owner  (Landsman  Package  Supply 
Company,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  an  order  of  the  fire 
commissioner  and  an  order  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 384  Greenwich  street,  west 
side,  50  ft.  north  of  North  Moore  street  and  369 
Washington  street  (Block  No.  186,  Lot  Nos.  25 
and  35),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  Conran. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(521-38-A) 

Whereas,  Sidney  L.  Strauss,  for  369  Washington  Street 
Corporation,  owner,  filed  on  June  22,  1938,  an  appeal  from 
an  order  of  the  fire  commissioner  and  an  order  of  the 
borough  superintendent  of  buildings,  affecting  premises  384 
Greenwich  street,  west  side,  50  ft.  north  of  North  Moore 
street  and  369  Washington  street  (Block  No.  186,  Lot 
Nos.  25  and  35),  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  9391- 
LC,  dated  October}  22,  1937,  reads : 
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1.  Forthwith  discontinue  the  storage  of  empty 
wooden  packing  boxes  or  crates  on  these  premises  in 
excess  of  2,000  cubic  feet  until  such  time  as  an  auto¬ 
matic  sprinkler  system  has  been  installed  and  the 
administrative  official  having  jurisdiction  has  certified 
that  building  is  free  of  any  violation,  any  law  or 
ordinance  applicable  to  a  building  of  its  class  and 
kind.” 

and 

Whereas,  the  order  of  the  borough  superintendent  of 
buildings,  re  Exit  Order  No.  52-1937,  dated  October  11, 
1937,  reads : 

“You  are  hereby  directed  to  provide  a  fire  escape  on 
the  Washington  street  side  of  the  building,  of  60° 
connecting  stairs,  20  in.  wide,  balconies  to  be  3  ft. 
wide,  guard  rails  and  hand  rails  to  be  36  in.  high 
and  a  drop  ladder  in  guides  from  lowest  balcony  to 
ground.” 

and 

Whereas,  the  building  is  five  stories  (54  ft.  11  in.)  in 
height,  25  ft.  by  160  ft.  2  in.  in  area,  of  nonfireproof 

construction ;  located  in  an  unrestricted  use  district ; 

erected  in  1895  and  occupied:  Cellar — storage;  1st  floor’ 
storage  and  shipping,  7  persons;  2nd  floor — storage  of 
empty  boxes  and  offices,  3  persons;  3rd,  4th  and  5th 

floors  storage  of  empty  wood  boxes,  no  persons,  for 

which  no,  certificate  of  occupancy  has  been  issued ;  and 

Whereas,  this  appeal  was  withdrawn  July  19,  1938;  and 

Whereas,  William  Conran  for  Conran  Standpipe  Com¬ 
pany  requested  a  reopening  of  the  appeal;  and 

Whereas,  this  appeal  was  reopened  by  vote  of  the  board 
April  18,  1939;  and 

Whereas,  order  No.  9391-LC,  of  the  fire  commissioner 
was  superceded  by  order  No.  16296-LC,  dated  March  8, 
1939  and  reads : 

“1.  Forthwith  discontinue  the  storage  of  empty 
wooden  packing  boxes  or  crates  on  these  premises  in 
excess  of  2,000  cu.  ft.  until  such  time  as  an  automatic 
sprinkler  system  has  been  installed  *  *  *.” 

and 

Whereas,  it  is  proposed  to  install  the  Conran  system  of 
standpipes  in  the  Greenwich  street  end  of  the  building  and 
it  is  contended  that  the  Washington  street  front  is  acces¬ 
sible  to  streams  from  the  fire  department ;  and 

Whereas,  applicant  requests  a  further  modification  as 
to  the  automatic  alarm,  which  contrary  to  a  previous  state¬ 
ment,  has  not  been  installed. 

Scvineu’  that  *he  resoIutjon  adopted  by  the  board,  April 
18,  1939  be  and  it  hereby  is  amended  so  that  as  amended 
it  shall  read: 

Resolved,  that  the  order  of  the  fire  commissioner, 
-No.  16296-LC,  be  and  it  hereby  is  modified,  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition 
that  in  lieu  of  the  automatic  sprinkler  system  there 
shall  be  installed  on  the  Greenwich  street  side  through¬ 
out  all  stories  a,  Conran  standpipe  system,  as  approved 
by  the  Board  of  Standards  and  Appeals  under  Cal. 
No.  293-37-SA,  and  that  the  order  of  the  borough 
superintendent,  exit  order  No.  52-37,  dated  Dctober  11 
1937,  as  to  fire-escape  to  be  erected  on  the  Washington 
street  side  of  the  building,  shall  be  complied  with;  "that 
there  shall  be  installed  throughout  the  cellar  a  non¬ 
automatic  dry  sprinkler  system  with  single  hose  inlet 
on  the  Greenwich  street  and  Washington  street  fronts 
\\Tih  signs  painted  aluminum  and  stating  area  covered 
and,  having  all  fittings  of  malleable  iron;  that  there 
shall  be  a  band  painted  red,  2  inches  in  width  around 
t  le  interior  walls  on  each  floor,  18  inches  down  from 
the  lowest  level  of  the  ceiling  and  that  there  shall  be 
installed  in  the  aisle  on  each  floor  at  least  two  (2) 
signs,  one  toward  the  Greenwich  street  end  and  one 
toward  the  Washington  street  end,  reading  ‘No  mate- 
na  shall  be  stacked  higher  than  the  painted  band  on 
wall. 


1126-38- A. 


APPLICANT — Croker  Fire  Prevention  Corporation,  for 
Richard  E.  Thibaut,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  an  order  and  a 
decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 477-483  Tenth  avenue,  south¬ 
west  corner  of  West  37th  street*  (Block  No.  708, 
Lot  Nos.  35  and  37),  Borough  of  Manhattan. 
APPEARANCES— 


For  Applicant:  Sidney  Strauss. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  o 

Absent  .  Q 


THE  RESOLUTION— 

( 1126-38-A) 

W  hereas,  Croker  Fire  Prevention  Corporation,  for  Rich¬ 
ard  E.  Thibaut,  Inc.,  owner,  filed  December  5,  1938,  an  ap- 
peal  from  an  order  and  a  decision  of  the  fire  commissioner, 
affecting  premises  477-483  Tenth  avenue,  southwest  corner 
of  West  37th  street  (Block  No.  708,  Lot  Nos.  35  and  37), 
Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  1720- 
LF,  dated  July  29,  1938,  reads: 

“1.  Install  an  approved  v^et  automatic  sprinkler 
system  in  cellar  having  at  least  one  source  of  water 
supply  arranged  and  equipped  as  per  Article  16,  Chap¬ 
ter  26,  Administrative  Code.” 
and 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  November  28,  1938;  and 
Whereas,  the  building  is  6  stories  and  cellar  (75  ft. 
9 Ya  in.)  in  height,  98  ft.  9  in.  by  150  ft.  in  area,  of  non¬ 
fireproof  construction,  equipped  with  a  standpipe  system, 
erected  prior  to  1900,  located  in  an  unrestricted  use  dis¬ 
trict,  and  occupied :  Cellar — boiler  room,  storage  paper 
rolls — 2  persons;  1st  floor — office,  store,  shipping — 70  per¬ 
sons  ;  2nd  floor — bookbinding,  sample  printing — 30  persons ; 
3rd  floor— storage  roll  wall  paper— 1  person;  4th  floor- 
same;  5th  floor — same;  6th  floor — same,  for  which  no 
certificate  of  occupancy  was  issued ;  and 
Whereas,  this  appeal  was  denied  by  the  board  January 
31,  1939,  reopened  by  vote  of  the  board,  February  7,  1939, 
and  granted  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 


Resolved,  that  the  decision  of  the  fire  commissioner,  as 
to  order  No.  1720-LF,  be  and  it  hereby  is  modified,  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  there  shall  be  installed  throughout  the  southerly  por¬ 
tion  of  the  basement,  where  the  wall  paper  is  stored  in 
racks,  a  non-automatic  dry  sprinkler  system  complying 
with  the  requirements  of  the  Code  therefor,  except  that 
the  electric  alarm  need  not  be  installed  in  connection 
therewith  ;  that  the  heads  may  be  spaced  25%  in  excess  of 
the  requirements ;  that  all  fittings  shall  be  of  malleable 
iron ;  that  a  single  hose  connection  shall  be  installed  at  the 
building  line  on  Tenth  avenue;  that  the  cap  of  this  hose 
connection  shall  be  painted  aluminum  and  that  the  sign 
attached  thereto,  shall  state  the  area  protected  by  the 
sprinker  system ;  that  in  addition,  the  racks  on  which  the 
paper  is  stored,  shall  be  reduced  in  height,  so  as  to  be  not 
nearer  than  2  ft.  6  in.  from  the  ceiling;  that  fire  doors 
shall  be  installed  at  all  openings  in  the  existing  brick 
walls,  as  indicated  on  revised  plans  marked  “received 
Tebruary  2,  1939”;  that  the  ceiling  of  the  boiler  room  shall 
be  fire-retarded  as  required  by  the  rules  of  the  board ;  that 
the  openings  along  the  northerly  wall  at  West  37th  street 
be  maintained,  so  as  to  make  possible,  entrance  to  the 
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cellar;  that  the  proposed  hinged  grating  in  the  vault  grill 
on  Tenth  avenue,  need  not  be  installed,  provided  the  other 
requirements  of  this  resolution  are  complied  with. 

Resolved  further,  that  in  the  event  the  cellar  is  not  used 
for  storage  and  all  material  and  storage  racks  are  removed, 
the  sprinkler  system  may  be  omitted,  provided  the  doors 
cutting  off  the  openings  to  the  boiler  room  are  installed  and 
the  boiler  room  ceiling  is  fire-retarded  in  accordance  with 
the  rules  of  the  board  and  the  resolution  is  complied  with 
in  all  other  respects. 


.  1190-38-  A. 

APPLICANT — Harold  D.  Vernam,  for  Enequist  Chemi- 
[  cal  Co.,  Inc.,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  an  order  and  a  de¬ 
cision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 253-257  Freeman  street,  north 
side,  225  ft.  west  of  Provost  street  (Block  No. 
2506,  Lot  Nos.  41,  42,  43  and  part  of  Lot  No.  44), 
Borough  of  Brooklyn. 

APPEARANCES— 

I  For  Applicant:  Harold  D.  Vernam. 

AC1ION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . q 

Absent  .  0 


THE  RESOLUTION— 

(1190-38-A) 

Whereas,  Harold  D^  Vernam,  for  Enequist  Chemical 
Company,  Inc.,  lessee,  filed  December  21,  1938,  an  appeal 
^ . an  01"der  and  a  decision  of  the  fire  commissioner, 
affecting  premises  253-257  Freeman  street,  north  side, 
225  ft.  west  of  Provost  street  (Block  No.  2506,  Lot  Nos. 
41,  42,  4o  and  part  of  Lot  No.  44),  Borough  of  Brooklyn; 
and 

Whereas,  the  order  of  the  fire  commissioner,  No.  75901- 
LC,  dated  June  30,  1938,  reads: 

1.  Provide  an  approved  storage  system  for  storing 
and  handling  all  volatile  inflammable  oils  and  liquids 
(Benzol).  Plans  and  specifications  in  duplicate  must 
be  filed  with  and  approved  by  Department  of  Housing 
and  Buildings,  before  the  above  work  may  be  com¬ 
menced.  Chapter  19,  Title  C,  Part  1,  Article  8. 

2.  Reduce  the  storage  of  potassium  chlorate  to  25 
pounds.  C- 19-1 1 .0,  Administrative  Code.” 
and 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  November  18,  1938;  and 

Whereas,  the  building  is  two  stories  (33  ft.)  in  height, 
82  ft.  6^2  in.  by  100  ft.  in  area  at  1st  floor,  33  ft.  in.  by 
60  ft.  7  in.  above,  of  non-fireproof  construction,  erected 
in  1934,  located  in  an  unrestricted  use  district  and  occu¬ 
pied:  1st  floor — storage  and  mixing  of  chemicals — 8  per¬ 
sons  ;  2nd  floor — office  and  laboratory — 4  persons.  Certifi¬ 
cate  of  Occupancy  No.  73881  was  issued  July  17,  1934  for 
warehouse  and  office ;  and 

Whereas,  the  applicant  asks  the  privilege  of  storing  the 
following  materials :  75  gallons  of  Benzol  and  Xylol  in 
5  gallon  containers;  224  pounds  of  Potassium  Chlorate, 
in  two  112  pound  drums,  and  the  same  amount  of  Sodium 
Chlorate;  and 

Whereas,  the  applicant  contends  that  only  one  con¬ 
tainer  of  each  chemical  will  be  opened  at  any  one  time; 
that  it  is  required  to  keep  these  chemicals  on  hand,  in 
order  to  supply  customers  who  would  otherwise  take  their 
business  to  competitors ;  that  the  chemicals  in  question 
can  be  shipped  by  rail  or  automobile  and  it  would  seem 
that  the  storage  of  same  would  be  no  more  hazardous 
than  such  transportation;  that  it  is  proposed  to  erect  an 


8  inch  masonry  closet  with  concrete  slab  on  top,  equipped 
with  fireproof  self-closing  door,  for  the  storage  of  chemi¬ 
cal's  in  question,  as  shown  on  plans  filed  with  this  appeal ; 
and 

Whereas,  this  appeal  was  granted  January  17,  1939,  on 
certain  conditions,  and  applicant  requested  an  amendment 
of  the  resolution. 

Resolved,  that  the  resolution  adopted  January  17,  1939 
be  and  it  hereby  is  amended  so  that  as  amended  it  shall 
read : 

“Resolved that  the  order  of  the  fire  commissioner, 
No.  75901-LC,  items  1  and  2,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  no  open  flames  shall  be  maintained 
unless  same  are  within  a  compartment  with  partition 
constructed  of  terra  cotta  blocks  not  less  than  6  in. 
thick;  that  the  boiler  room  shall  be  separated  from  the 
balance  of  the  building  by  fireproof  partit’ons  and 
enterable  only  from  the  exterior  of  the  building;  that 
the  storage  of  chemicals,  which  are  the  subject  of  this 
order,  shall  be  within  a  fireproof  enclosed  compartment, 
substantially  as  indicated  on  plans  filed  with  appeal ; 
that  all  volatile  substances  shall  be  stored  in  a  fireproof 
enclosed  closet  or  bin ;  that  the  storage  of  sodium 
chlorate  and  potassium  chlorate  shall  be  segregated 
from  any  other  chemicals;  that  a  sill  not  less  than  6 
inches  high  shall  be  placed  at  the  door  opening  of  each 
compartment  and  the  compartment  ventilated  to  the 
outer  air ;  that  such  portable  fire-fighting  equipment 
shall  be  installed  on  the  premises,  as  the  Fire  Com¬ 
missioner  may  direct ;  that  in  all  other  respects,  the 
occupancy  of  the  building  shall  meet  all  laws,  rules 
and  regulations  applicable  thereto  and  that  the  storage 
of  chemicals  shall  meet  the  requirements  of  the  Fire 
Commissioner.” 


11 7-39- A. 

APPLICANT — Ansonia  Fire  Prevention  Company,  for 
Terminal  Egg  Case  Company,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
reconsideration  under  new  proposal,  previously 
denied — re  Appeal  from  an  order  and  a  decision 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 392  Greenwich  street  and 
66-68  Beach  street,  southwest  corner  (Block  No. 


186,  Lot  No.  30),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  George  E.  Green. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  .  0 

Negative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(117-39-A) 


Whereas,  Mortimer  Weitz,  for  Terminal  Egg  Case 
Company,  lessee,  filed  on  February  1,  1939,  an  appeal  from 
an  order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  392  Greenwich  street  and  66-68  Beach  street, 
southwest  corner  (Block  No.  186,  Lot  No.  30),  Borough 
of  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
January  5,  1939,  reads : 

“Responding  to  your  request  of  December  15,  1938, 
we  have  been  advised  that  the  Board  of  Standards 
and  Appeals  will  accept  a  letter  from  this  Department 
when  an  applicant  has  exceeded  the  time  limit  in  which 
to  file  an  appeal.  We  are  therefore  quoting  Order  No. 
14666-LC,  issued  against  your  concern  on  October  28, 
1938,  with  reference  to  your  application  to  store  empty 
wooden  cases : 

1.  Install  an  approved  automatic  sprinkler  system 
having  at  least  one  source  of  assured  water  sup- 
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ply  pursuant  to  the  provisions  of  Section  C19-11.0. 
Art.  1,  New  York  City  Administrative  Code.” 

and 

Whereas,  the  building  is  five  stories  in  height,  50  ft.  by 
100  ft.  in  area:  of  non-fireproof  construction;  erected  in 
1899;  occupied:  Cellar — light  storage,  no  persons;  1st 
story — egg  cases  and  office,  4  persons ;  2nd  story — egg  cases 
and  office,  2  persons;  3rd,  4th  and  5th  stories— egg  cases — 
no  persons;  and 

Whereas,  applicant  contends  that  the  building  has  been 
occupied  for  years  by  firms  storing  materials  more  highly 
inflammable  than  the  type  of  merchandise  stored  by  appli¬ 
cant;  that  applicant  has  been  in  business  twenty  years  and 
occupied  buildings  in  the  vicinity  of  the  present  location 
for  the  past  eight  years ;  that  no  mention  was  ever  made  of 
needing  a  sprinkler  system ;  that  there  are  no  men  working 
above  the  main  floor,  which  has  many  exits  and  plenty  of 
aisle  space ;  that  applicant’s  lease  is  on  a  year-to-year  basis, 
which  calls  for  applicant  making  all  necessary  repairs,  and 
if  forced  to  comply  with  the  request  of  the  fire  department, 
it  would  put  applicant  out  of  business ;  and 

Whereas,  this  matter  was  laid  over  to  permit  a  committee 
of  the  board  to  make  an  inspection  of  the  premises,  a 
verbal  report  of  which  inspection  was  made  by  the  chair¬ 
man  in  behalf  of  the  committee,  that  the  conditions  in  the 
building  appear  to  warrant  and  justify  the  order  of  the 
fire  commissioner ;  and 

Whereas,  this  appeal  was  denied  by  vote  of  the  Board, 
February  21,  1939,  the  resolution  reading: 

“Resolved,  that  the  order  of  the  fire  commissioner, 
No.  14666-LC,  be  and  it  hereby  is  affirmed,  and  the 
appeal  be  and  it  hereby  is  denied.” 

and 

Whereas,  applicant  has  requested  a  reopening  of  this 
appeal. 

Resolved,  that  the  request  to  reopen  be  and  it  hereby  is 
denied. 


APPLIANCES  SUBMITTED  FOR  APPROVAL 
336-38-SA. 

APPLICANT — Louis  Greaves,  for  Marvel  Engineering 
Co.,  owner. 

SUBJECT — Marvelo  Oil  Burner,  Model  MB,  approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(336-38-SA) 

Whereas,  Louis  Greaves,  for  Marvel  Engineering  Co., 
owner,  filed  May  5,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance, 
known  as  The  Marvelo  Oil  Burner  Model  MB  ;  and 
Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  committee  on  tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  No.  336-38-SA. 

Subject:  Approval  of  the  Marvelo 
Oil  Burner,  Model  MB. 

May  22,  1939 

Louis  Greaves,  for  Marvel  Engineering  Co.,  owner, 
filed  May  5,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Marvelo  Oil  Burner,  Model  MB. 

This  is  a  mechanical  draft,  gravity  feed  burner,  for 
use  with  hot  water  heater,  consisting  of  the  following 


assembly :  a  fire-pot,  a  constant  level  float  valve,  a 
solenoid  valve,  a  motor  blower. 

The  fire  pot  is  an  annular  steel  ring  casting,  deep 
enough  to  allow  for  a  safety  of  not  less  than?  one  and 
one-half  inches  above  oil  level,  treated  to  resist  high 
temperature  and  lined  with  refractory  material.  A 
predetermined  oil  level  is  maintained  by  a  Detroit 
Lubricator  constant  level  valve.  Between  the  float 
valve  and  the  fire  pot  is  a  solenoid  valve,  which  shuts 
off  the  oil  when  the  burner  is  not  in  operation.  The 
constant  level  valve  is  equipped  with  a  metering  pin 
to  control  flow  of  oil  to  fire  pot.  The  motor  blower 
is  Century  type  with  a  1/15  h.p.  motor.  Ignition  is 
supplied  by  a  gas  pilot.  The  level  of  oil  in  fire  pot 
is  set  for  J^-inch. 

Inspection  and  test  of  the  burner  at  Southwest  cor¬ 
ner  of  43d  Street  and  Third  Avenue,  where  it  was 
installed  in  a  hot  water  heater,  showed  that  the  burner 
operated  satisfactorily.  An  additional  control  was 
provided  by  an  aquastat  on  the  hot  water  tank  in  series 
with  motor. 

It  is  recommended  that  the  Marvelo  Oil  Burner  be 
approved  for  use  in  commercial  installations  in  flue 
connected  hot  water  heaters,  when  used  with  fuel  oil 
not  heavier  than  No.  1  and  when  installed  in  accord¬ 
ance  with  the  Oil  Burner  Rules  and  with  the  following 
additional  requirements : 

1.  When  exposed  oil  piping  is  more  than  8  inches 
in  length,  same  shall  be  enclosed  in  iron  or  steel 
piping  or  BX  cable.  Such  piping  shall  be  securely 
fastened  to  the  floor  or  walls  with  non-combustible 
fastenings  as  per  Rule  7,  1A  and  IB. 

2.  That  the  stand  supporting  the  burner  shall  be 
securely  fastened. 

3.  The  oil  supply  container  shall  be  firmly  an¬ 
chored  to  the  floor  and  at  a  distance  of  at  least 
60  inches  from  the  heater  in  which  the  device  is 
installed. 

4.  Floor  beneath  oil  burner  device  shall  be  pro¬ 
tected  by  a  shield  of  at  least  %  in.  asbestos  or  other 
equivalent  material,  this  shield  to  extend  at  least  12 
inches  beyond  the  outline  of  the  boiler  in  which  the 
device  is  installed. 

5.  The  device  shall  bear  a  label  permanently 
affixed  thereto  reading  as  follows : 

Approved  by  the 

BOARD  OF  STANDARDS  AND  APPEALS 
For  Use  in  New  York  City. 

Under  Cal.  No.  336-38-SA. 

6.  That  the  tank  shall  be  set  rigidly  in  a  cup¬ 
shaped  base  receptacle  of  sufficient  capacity  to.  con¬ 
tain  1/3  the  contents  of  the  tank  in  case  of  leakage. 

7.  That  the  device  shall  be  connected  by  a  suitable 
flue  pipe  to  a  legal  chimney  or  to  the  outer  air,  this 
flue  to  be  provided  with  a  suitable  stack  check  to 
nullify  down  draft. 

8.  The  storage  of  oil  shall  be  limited  to  not  more 
than  two  five-gallon  safety  cans  in  reserve  unless  the 
installation  is  made  in  complete  conformity  with  the 
oil  burner  rules. 

9.  The  board  reserves  the  right  to  add  additional 
requirements  if  and  when  such  additional  require¬ 
ments  are  deemed  necessary. 

10.  Notification  of  each  installation  shall  be  made 
to  the  Fire  Department  and  the  applicant  must  agree 
to  accept  the  responsibility  for  his  agents. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 
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Whereas,  this  report  recommended  the  approval  of  this 
appliance  on  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Marvelo  Oil 
Burner,  Model  MB,  on  condition  that  the  appliance  be 
manufactured,  installed,  operated  and  labelled  in  accord¬ 
ance  with  above  report. 


56-39-SA. 


APPLICANT— Willis  M.  Staubus,  for  Willis  M.  Staubus 
and  Louis  Katz,  owners. 

SUBJECT — Heat  Master  Oil  Burner — approval  of. 
APPEARANCES— 


For  Applicant:  W.  L.  Straubus. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 


Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . . '  '  g 

Absent  .  '  g 


THE  RESOLUTION— 

(56-39-SA) 

Whereas,  \\  illis  M.  Staubus,  for  Willis  M.  Staubus  and 
Louis  Katz,  owners,  filed  January  16,  1939,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  of 
the  appliance  known  as  the  Heat  Master  Oil  Burner;  and 
Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 
Whereas,  the  report  of  the  committee  on  tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  No.  56-39-SA. 

Subject:  Heat  Master  Oil  Burner, 

Approval  of. 

May  22,  1939 

Willis  M.  Staubus  for  Willis  M.  Staubus  and  Louis 
Katz,  owners,  filed  January  16,  1939,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  appliance  known  as  the  Heat  Master  Oil  Burner. 
This  burner  can  be  described  as  follows : 

Assembly:  The  plans  submitted  show  the  oil  burner 
assembly  consists  of  the  following :  Cast  iron  circular 
disc  in  which  there  is  a  plurality  of  elongated  curb 
nozzles  having  tapered  outer  walls.  In  the  center  of 
this  disc  there  approaches  downwardly  a  cup  or  barrel 
to  a  depth  of  about  4".  Located  in  this  barrel  is  a 
nozzle  of  the  burner  over  which  there  are  located  two 
electrodes  to  furnish  ignition.  Into  the  base  of  this 
barrel  there  are  inlets  provided  for  compressed  air 
generated  by  a  separate  air  compressor  motor  unit. 
The  principle  of  operating  being  that  the  oil  is  admitted 
to  the  nozzle  through  a  small  orifice  by  gravity,  the 
air  surging  up  around  same  carries  the  oil  vapors  above 
the  circular  disc  in  an  ignited  form.  A  secondary 
air  is  conducted  by  means  of  a  sheet  metal  duct  at¬ 
tached  to  the  coaling  door  of  the  boiler. 

Controls:  A  Detroit  Lubricator  Series  D-371  Con¬ 
stant  Level  valve  located  at  the  tank;  Detroit  Lubri¬ 
cator  Solenoid  valve;  Protecto-Relay  R117-3  and  a 
Pressuretrol  L404,  manufactured  by  the  Minneapolis 
Honeywell  Company;  an  air  and  oil  interlocking  device 
known  as  the  Mercoid  Air  Switch  connected  between 
oil  and  air  supply  lines. 

Compressor:  An  air  compressor  manufactured  by 
Uneitain  Compressor  Company  with  a  maximum  of 
OU  pounds,  equipped  with  a  safety  valve  set  at  this 
pressure. 

mIn™tion:  Electric— Webster  transformer  110  to 
1U,000  volts.  The  burner  was  operated  and  tested  and 


during  the  period  of  test  all  controls  on  the  burner 
functioned  as  designed. 

j  result  of  this  inspection  and  test,  it  is  recom¬ 
mended  that  the  Heat  Master  Oil  Burner  be  approved 
for  industrial  use  only,  in  its  present  form.  It  is  not 
believed  that  it  should  be  approved  for  commercial  or 
domestic  use  due  to  the  fact  that  the  burner  is  not  an 
assembled  whole,  and  no  protection  has  been  provided 
for  the  moving  parts  of  motor  and  compressor.  The 
approval  is  recommended  on  condition  that  the  appli¬ 
ance  bear  a  label  permanently  affixed  thereto  reading, 
Approved  by  the  Board  of  Standards  and  Appeals 
lor  use  in  New  York  City  under  Cal.  No.  56-39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

and  Committee  on  Tests. 

Whereas,  this  report  recommended  the  approval  of  this 
appliance  under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  approve  the  appliance  known  as  Heat  Master  Oil 
\  on  coition  that  the  appliance  be  manufactured, 
a  ed,  operated  and  labelled  in  accordance  with  above 
report.  vv- 

370-39-SA. 

APPLICANT— The  Beaton  and  Cadwell  Manufacturing 
Company,  owner. 

w-UBJECl— Cadwell  Syphon  Breaker  and  Agitator,  No 
f  15 — approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 

rnePor*  cornmitiee  on  tests. 

THE  VOTE  10  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  , 

Negative  .  . . '  g 

Absent  .  .  g 

THE  RESOLUTION— 

(370-39-SA) 

Whereas,  The  Beaton  and  Cadwell  Manufacturing  Com¬ 
pany,  owner  filed  March  24,  1939,  an  application  with  the 
joard  of  Standards  and  Appeals  for  approval  of  the 
appliance  known  as  the  Cadwell  Syphon  Breaker  and 
Agitator,  No.  115;  and 

Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 
Whereas,  the  report  of  the  committee  on  tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  No.  370-39-SA. 

Subject:  Cadwell  Syphon  Breaker  and 
Agitator,  No.  115— Approval  of. 

The  Beaton-Cadwell  Mfg.  Company,  owner  filed 
March  24,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Cadwell  Syphon  Breaker  and  Agitator 
JNo.  115,  under  the  provisions  of  C26-1277  0  (14  8  2  8) 
Administrative  Building  Code  and  the  Submerged  In- 
et  Eu'es  the  Board  of  Standards  and  Appeals. 

Tins  appliance  was  subjected  to  a  vacuum  test  on 
Apn1  10,  1939,  at  the  testing  bench  of  the  Dept,  of 
Water  Supply,  Gas  and  Electricity,  32  Vandewater 
Street,  New  York  City.  The  unit,  which  is  designed 
to  permit  the  occurrence  of  a  vacuum  from  submerged 
inlets  used  in  washing  photographic  films,  chemical 
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plates  and  similar  uses  in  commercial  tanks,  is  also 
adaptable  for  the  preventage  of  syphonage  through 
hand  bath-spray  hoses  attached  to  fixtures  located 
above  the  overflow  rim  of  the  fixture.  This  unit  was 
subjected  to  a  vacuum  the  equivalent  of  2 6j4  inches  of 
mercury  and  caused  a  rise  of  the  simulated  contami¬ 
nated  water  of  only  2j4  inches  above  the  level  of  the 
water  in  the  container. 

The  mechanical  principle  of  the  unit  is  the  application 
of  the  “Venturi”  principle  with  air  ports  diagonally 
introduced  on  the  downstream  side  of  the  Venturi 
throat,  such  air  ports  being  six  in  number  and  of  the 
exact  diameter  of  the  throat.  As  the  partial  vacuum 
erected  on  the  simulated  contaminated  water  caused  a 
rise  in  the  test  tube  within  the  3-inch  limit  previously 
decided  as  the  maximum  permissible. 

The  report  of  the  Dept,  of  Water  Supply,  Gas  and 
Electricity  dated  April  28,  1939,  is  a  part  of  the  record 
in  this  application. 

On  the  basis  of  the  tests,  it  is  recommended  that  the 
Cadwell  Syphon  Breaker  and  Agitator,  No.  115,  be 
approved  for  use  in  connection  with  submerged  outlets 
as  herein  described,  on  condition  that  the  appliance 
shall  be  stamped,  labelled  or  marked,  “Approved  for 
use  in  New  York  City  by  the  Board  of  Standards  and 
Appeals,  under  Cal.  No.  370-39-SA,”  or  in  lieu  thereof, 
a  die  stamp  be  made  (and  stamped  or  labelled  on  article, 
container,  bag,  box,  bundle  or  cask)  bearing  the  fol¬ 
lowing  inscription  within  a  circle:  Around  the  peri¬ 
phery,  at  the  top,  the  word  “APP’VD.,”  along  the 
bottom :  “B.  S.  &  A.,”  in  the  center  two  lines,  upper 
line  reading:  “N.Y.C.,”  lower  line  reading  “Cal.  370- 
39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 


and 


Whereas,  this  report  recommended  the  approval  of  the 
appliance  under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Cadwell  Syphon 
Breaker  and  Agitator,  No.  115  for  use  in  New  York  City, 
on  condition  that  the  appliance  be  manufactured,  installed 
and  labeled,  stamped  or  tagged  in  accordance  with  the 
above  report. 


379-39-SA. 

APPLICANT — Coyne  and  Delany  Company,  owner. 
SUBJECT — Delany  Vacuum  Breaker,  DV  No.  90  for 
Flush  Valves — approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(379-39-SA) 

Whereas,  The  Coyne  and  Delany  Company,  owner,  filed 
March  27,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  the 
Delany  Vacuum  Breaker,  D.V.  No.  90  for  Flush  Valves; 
and 

Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report ;  and 


Whereas,  the  report  of  the  committee  on  tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS 


and 


Re:  Cal.  No.  379-39-SA. 

Subject:  The  Delany  Vacuum  Breaker, 
D.V.  No.  90  for  Flush  Valves — • 
Approval  of. 


May  18,  1939. 

The  Coyne  and  Delany  Co.,  owner,  filed  March  27, 
1939,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  appliance  known  as  the 
Delany  Vacuum  Breaker,  D.V.  No.  90,  for  Flush 
Valves,  under  the  provisions  of  C26-1277.0  (14.8.2.8) 
Administrative  Building  Code  and  the  Submerged  Inlet 
Rules  of  the  Board  of  Standards  and  Appeals. 

This  appliance  was  subjected  to  a  vacuum  test  on 
April  12,  1939,  at  the  testing  bench  of  the  Dept,  of 
Water  Supply,  Gas  and  Electricity  at  32  Vandewater 
Street,  New  York  City. 

The  unit  which  is  designed  as  a  vacuum  breaker 
for  flush-valve  equipped  fixtures  only,  was  subjected 
to  two  tests  of  a  vacuum  equivalent  to  26  inches  of 
mercury  without  causing  any  rise  of  the  simulated 
contaminated  water  in  the  glass  tubing  between  the 
vacuum  breaker  and  the  siphon  jet  water  closet. 

The  mechanical  principle  of  the  unit  is  a  buoyant 
circular  disc  closing  air  ports  arranged  on  the  upper, 
outside  portion  of  the  unit,  the  disc  operating  with  each 
and  every  flush  introduced  into  the  unit.  The  con¬ 
struction  of  the  unit  is  such  as  to  permit  a  straight 
waterway  between  the  flush  valve  and  the  fixture  with 
only  a  slight  reduction  in  pipe  area. 

The  report  of  the  Dept,  of  Water  Supply,  Gas  and 
Electricity  dated  April  28,  1939,  is  a  part  of  the  record 
in  this  application.  On  the  basis  of  the  test  it  is 
recommended  that  the  Delany  Vacuum  Breaker  for 
Flush  Valves,  D.V.  No.  90,  be  approved  for  use  on 
flush  valve  controlled  units  only,  under  the  require¬ 
ments  of  C26-1277.0  (14.8.2.8)  Administrative  Building 
Code,  on  condition  that  the  appliance  shall  be  stamped, 
labeled  or  marked: 

“Approved  for  use  in  New  York  City  by  the  Board 
of  Standards  and  Appeals,  under  Cal.  No.  379-39-SA,” 
or  in  lieu  thereof,  a  die  or  stamp  be  made  (and 
stamped  or  labeled  on  article,  container,  bag,  box, 
bundle  or  cask)  bearing  the  following  inscription 
within  a  circle:  around  the  periphery,  at  the  top, 
the  word  “APP’VD.,”  along  the  bottom:  “B.  S.  & 
A.,”  in  the  center,  two  lines,  UPPER  line  reading 
“N.Y.C.,”  LOWER  line  reading  “Cal.  379-39-SA” 
(Sgd.)  BERNARD  A.  SAVAGE, 


Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 


LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  the 
appliance  under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Delany  Vacuum 
Braeker,  D.V.  No.  90,  for  flush  valves,  on  condition  that 
the  appliance  be  manufactured,  installed  and  labeled, 
stamped  or  tagged  in  accordance  with  above  report. 


439-39- S  A. 

APPLICANT — Coldwater  Brass  Company,  owner. 
SUBJECT — Coldwater  Brass  Company,  Anti-Back  Syphon¬ 
age  Ballcock,  C.B.C.  No.  136 — approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  committee  on  tests. 
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THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  . .• .  4 

Negative  .  ’  q 

Absent  .  ’  .  q 

THE  RESOLUTION— 


(439-39-SA) 

Whereas,  the  Coldwater  Brass  Company,  owner,  filed 
April  6,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  the 
Coldwater  Brass  Company  Anti-Back  Syphonage  Ball-cock 
C.B.C.  No.  136;  and 

Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  committee  on  tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  439-39-SA 


and 


Coldwater  Brass  Company,  Anti-Back 
Syphonage  Ball-Cock,  C.B.C.  No.  136. 

May  18,  1939. 

The  Coldwater  Brass  Company,  owner,  filed  April 
6,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  the 
Coldwater  Brass  Company  Anti-Back  Syphonage  Ball- 
cock  CBC  No.  136,  under  the  provisions  of  C26-1277.0 
(14.8.2.8)  Administrative  Building  Code. 

This  appliance  was  subjected  to  a  vacuum  test  on 
April  12,  1939,  at  the  testing  bench  of  the  Dept,  of 
Water  Supply,  Gas  and  Electricity  at  32  Vandewater 
Street. 

The  unit,  which  is  a  ballcock  equipped  with  a  hush 
pipe  and  refill  pipe,  is  designed  for  water  supply  to 
water  closet  tanks.  The  mechanical  principle  of  the 
unit  is  that  the  outlet  of  the  ballcock  which  is  located 
more  than  one  inch  above  the  overflow  of  the  tank  is 
equipped  with  a  baffle  plate  with  airport  at  the  point 
at  which  the  hush  pipe  is  connected  and  the  connection 
is  made  for  the  refill  pipe. 

The  unit  set  in  a  standard  water  closet  flush  tank  was 
subjected  to  a  vacuum  the  equivalent  of  26)4  inches 
of  mercury  without  causing  any  simulated  contaminated 
water  to  be  drawn  from  the  flush  tank  into  the  test 
tube  connections  to  the  test  bench. 

The  report  of  the  Department  of  Water  Supply,  Gas 
and  Electricity  as  to  these  tests  dated  April  28,  1939, 
is  a  part  of  the  record  in  the  application. 

On  the  basis  of  above  tests,  it  is  recommended  that 
the  Coldwater  Brass  Company,  Anti-Back  Syphonage 
Ballcock  CBC  No.  136,  be  approved  for  use  in  New 
York  City,  on  condition  that  the  appliance  bear  a  label 
or  stamp  reading : 

“Approved  for  use  in  New  York  City  by  the  Board 
of  Standards  and  Appeals,  under  Cal.  No.  439-39- 
SA  or  in  lieu  thereof,  a  die  or  stamp  be  made  (and 
stamped  or  labeled  on  article,  container,  bag,  box, 
bundle  or  cask)  bearing  the  following  inscription 
within  a  circle:  around  the  periphery,  at  the  top, 
the  word  “APP’VD.,”  along  the  bottom,  “B.  S.  & 
A.,”  in  the  center,  two  lines,  UPPER  line  reading 
“N.Y.C.,”  LOWER  line  reading  “Cal.  439-39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
appliance,  under  certain  conditions. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Coldwater  Brass 
Company  Anti-Back  Syphonage  Ball-Cock  C.B.C.,  No.  136, 
on  condition  that  the  appliance  be  manufactured,  installed 


and  labeled,  stamped  or  tagged  in  accordance  with  above 
report. 


514-39-SA. 

Hcclit:>  for  Aldrich  Company,  owner. 
SUBJECT— Aldrich  Sav-Haf  Oil  Burner,  Models  35F5SP, 

APPEARANCES-  XP  ^  35J5-approval  °£' 

For  Applicant:  Irving  Hecht. 

AC1  ION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . .  0 

Absent  .  '  .  q 

THE  RESOLUTION— 

(514-39-SA) 

Whereas,  Irving  Hecht,  for  Aldrich  Company,  owner 
filed  April  25,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Aldrich  Sav  Haf  Oil  Burner,  Models  35- 
F5SP,  35F5LP,  35F5XP  and  35J5;  and 

Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  committee  on  tests  reads : 


REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  514-39-SA. 


Aldrich  Sav-Haf  Oil  Burner,  Models  35F5SP 
35F5LP,  35F5XP  and  35J5. 


T  *  TT  1  r  i  •  X.VJ.CX  y  j 

Irving  Hecht,  for  the  Aldrich  Company,  owner,  filed 
April  25,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Aldrich  Sav-Haf  Oil  Burner  Models 
35F5SP,  35F5LP,  35F5XP  and  35J5.  ’ 

.  Thls  burner  was  inspected  and  tested  at  1114  Wash¬ 
ington  Avenue,  the  Bronx. 

T.  his  buinei  is  manufactured  in  four  different  sizes 
The  sioe  that  was  installed  for  test  purposes  was  the 

jjr  JA.L  . 

The  burner  is  of  the  pressure  atomizing  gun  type 
with  the  exception  that  it  is  designed  for  use  with  both 
hot  water  and  electric  preheaters  for  the  burning  of 
Number  5  oil.  s 


1  he  assembly  of  the  burner  consists  as  follows :  A 
Marathon  Motor  )4  H.P. ;  a  Sirocco  type  fan ;  two 
luthill  pumps;  Aldrich  regulating  valve  and  Harsch 
nozzle. 

Preheaters:  A  Lake  electric  preheater,  1,500  watts- 
and  a  Standard  low  water  preheater. 

Controls:  iwo  Penn  heat  controls  immersed  in  oil 
one  of  which  is  reversed  for  cold  starting. 

A  Magnetic  oil  valve,  manufactured  by  the  General 
Control  Company,  Minneapolis  Honeywell  Delayed 
relay  E-118;  Minneapolis  Honeywell  Pressuretrol  . 
L-404. 


Ignition:  Webster  transformer — 110-10,000  volts. 

.When  the  burner  is  started  from  a  cold  start,  the 
oil  is  preheated  in  the  electric  preheater  and  is  circu¬ 
lated  through  the  system  without  pressure,  until  the 
oil  has  been  heated  for  thirty  seconds;  the  Protecto- 
relay  then  closes  the  oil  valve  in  the  circulating  line 
and  the  oil  then  builds  up  pressure  and  is  discharged 
through  the  regulating  valve  to  the  nozzle. 

The  excess  oil  flows  from  the  Regulating  Valve  back 
through  the  hot  water  preheater.  When  the  oil  in  the 
system  reaches  approximately  140°  F.,  the  electric  pre¬ 
heater  is  shut  down. 

The  burner  was  then  put  into  operation  with  the  oil 
supply  shut  off  and  it  was  found,  on  two  successive 
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tests,  that  the  controls  functioned  and  shut  the  burner 
down  in  76  and  78  seconds  respectively. 

The  burner  was  then  put  into  normal  operation  and 
all  the  controls  were  found  to  function  as  designed. 
Inspection  of  the  combustion  chamber  showed  no  un¬ 
due  carbon  deposits  and  the  flame  was  clean  and  free 
of  smoke. 

The  other  three  models,  namely,  35F5SP ;  35F5LP ; 
35J5,  are  identical  in  operation  and  controls  as  the 
above  burner,  the  only  difference  in  them  being  in  the 
size  of  the  motor,  fans  and  nozzle  capacities. 

As  a  result  of  this  inspection  and  test,  it  is  recom¬ 
mended  that  the  Aldrich  Sav-Haf  Oil  Burner,  Models 
35F5SP,  35F5LP,  35F5XP  and  35J5,  be  approved  for 
the  use  of  Number  5  oil,  preheated  in  industrial  and 
commercial  installations  only,  and  when  installed  in 
accordance  with  the  Oil  Burner  Rules  of  the  Board  of 
Standards  and  Appeals  on  condition  that  the  burner 
have  a  label  permanently  affixed  reading: 

“Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  No.  514- 
39- SA.” 

The  report  of  the  Division  of  Combustibles  of  the 
Fire  Department  with  the  above  recommendations  is 
a  part  of  the  record  in  this  application. 

This  burner  is  not  recommended  for  approval  in 
domestic  installations,  due  to  the  fact  that  the  Oil 
Burner  Rules  require  that  all  preheated  oil  systems  be 
in  charge  of  a  licensed  engineer ;  licensed  firemen  or 
a  person  holding  a  certificate  of  fitness,  issued  by  the 
Fire  Commissioner. 

(.Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommend  the  approval  of  this 
appliance,  under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  material  known  as  the  Aldrich 
Sav-Haf  Oil  Burner,  Models  35F5SP,  35F5LP,  35F5XP  and 
35J5,  on  condition  that  the  appliance  be  manufactured, 
installed,  operated  and  labelled  in  accordance  with  above 
report. 

554-39-SA. 

APPLICANT — Harold  Massey,  for  American  Radiator- 
Standard  Sanitary  Corporation,  owner. 

SUBJECT — Empire  Ideal  Gas-Fired  Boiler,  Model  1-GA 
— approval  of. 

APPEARANCES— 

For  Applicant :  Harold  Massey. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(554-39-SA) 

Whereas,  Harold  Massey,  for  American-Radiator 
Standard  Sanitary  Corporation,  owner,  filed  May  3,  1939, 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  appliance  known  as  the  Empire  Ideal 
Gas-Fired  Boiler,  Model  1-GA,  for  Hot  Water  Systems; 
and 

Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 


Whereas,  the  report  of  the  committee  on  tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  554-39-SA 

Approval  of  the  Empire  Ideal  Gas-Fired 
Boiler,  Model  1-GA. 


May  23,  1939. 

Harold  Massey,  for  the  American  Radiator-Standard 
Sanitary  Corporation,  owner,  filed  May  3,  1939,  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  appliance  known  as  the  Empire 
Ideal  Gas-Fired  Boiler,  Model  1-GA,  for  hot  water 
heating  under  the  provisions  of  Sections  C26-690.0 
(11.1.1)  and  C26-697.0  (11.2.1)  Administrative  Build¬ 
ing  Code. 

The  Empire  Ideal  Gas-Fired  Boiler,  Model  1-GA, 
is  a  vertical  cast  iron  sectional  boiler  manufactured  for 
use  with  a  domestic  hot  water  house  heating  system. 
Sections  are  assembled  at  the  factory  with  push  nipples 
and  tie  rods.  Basic  equipment  consists  of  raised  drilled 
port  burners  with  gas  valve  electrically  operated  from 
a  room  thermostat  and  mechanically  controlled  by 
water  temperature  regulator.  Gas  burners  are  com¬ 
pletely  surrounded  by  cast  iron  water-backed  surfaces. 
The  appliance  is  equipped  with  combination  altitude 
gauge  and  thermometer  and  with  thermostatic  safety 
pilot  and  draft  divertor. 

The  boiler  is  insulated  with  1"  asbestos  air-cell  in¬ 
sulation  and  the  entire  boiler  insulation  and  controls 
are  enclosed  within  a  sheet  steel  jacket  finished  with 
baked  gunmetal  enamel. 

Throttling,  limit  and  safety  pilot  controls  function 
independently  of  current  supply  and  are  integrated, 
so  as  to  function  automatically. 

This  appliance  was  inspected  and  tested  at  174  Sixth 
Avenue  and  was  found  to  function  satisfactorily  with 
complete  closing  down  of  the  burner,  when  gas  pilot 
was  extinguished. 

This  appliance  has  been  approved  by  the  American 
Gas  Association,  certificate  issued  February  5,  1936, 
No.  4131.602-3-4. 


and 


As  a  result  of  this  inspection  and  test,  it  is  recom¬ 
mended  that  the  Empire  Ideal  Gas-Fired  Boiler  Model 
1-GA,  for  Hot  Water  Systems,  be  approved,  on  condi¬ 
tion  that  the  installation  shall  conform  to  the  require¬ 
ment  of  the  administrative  code  and  that  the  appli¬ 
ance  shall  bear  a  label  permanently  affixed  reading, 
“Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  554-39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE,  ~ 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
appliance,  under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Empire  Ideal 
Gas-Fired  Boiler,  Model  1-GA,  for  Hot  Water  Systems, 
for  use  in  New  York  City,  on  condition  that  the  appliance 
be  manufactured,  installed  and  labelled  in  accordance  with 
above  report. 


556-39-SA. 

APPLICANT — Harold  Massey,  for  American  Radiator- 
Standard  Sanitary  Corporation,  owner. 
SUBJECT— Empire  Ideal  Gas-Fired  Boiler,  Model  4-GA 
— approval  of. 

APPEARANCES— 

For  Applicant:  Harold  Massey. 
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ACTION  OF  BOARD — Appliance 
with  report  of  committee 
THE  VOTE  TO  APPROVE— 


approved  in 
on  tests. 


accordance 


Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . g 

Absent  .  ’  g 


THE  RESOLUTION— 

(556-39-SA) 

Whereas,  Harold  Massey,  for  the  American  Radiator- 
Standard  Sanitary  Corporation,  owner,  filed  May  3,  1939, 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  appliance  known  as  The  Empire  Ideal 
Gas-Fired  Boiler,  Model  4-GA,  for  Hot  Water  Systems- 
and 

Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  committee  on  tests  reads : 


REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  556-39-SA 


and 


Approval  of  the  Empire  Ideal  Gas-Fired 
Boiler,  Model  4-GA. 


May  23,  1939 

Harold  Massey,  for  the  American  Radiator-Standard 
Sanitary  Corporation,  owner,  filed  May  3,  1939,  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Empire  Ideal  Gas-Fired  Boiler, 
Model  4-GA,  for  Hot  Water  Systems,  under  the  pro¬ 
visions  of  Sections  C26-690.0  (11.1.1)  and  C26-697.0 
(11.2.1)  Administrative  Building  Code. 

The  Empire  Ideal  Gas  Fired  Boiler,  Model  4-GA, 
is  a  vertical  cast  iron  sectional  boiler  manufactured 
for  use  with  a  domestic  hot  water  house  heating 
system..  Sections  are  assembled  at  the  factory  with 
push  nipples  and  tie  rods.  Basic  equipment  consists 
of  raised  drilled  port  burners  with  gas  valve  elec¬ 
trically  operated  from  a  room  thermostat  and  mechani¬ 
cally  controlled  by  a  water  temperature  regulator. 
The  appliance  is  equipped  with  combination  altitude 
gauge  and  thermometer  and  with  thermostatic  safety 
pilot  and  draft  divertor.  Gas  burners  are  completely 
surrounded  by  cast  iron  water-backed  surfaces. 

The  boiler  is  insulated  with  1"  asbestos  air-cell 
insulation  and  the  entire  boiler  insulation  and  controls 
are  enclosed  within  sheet  steel  jacket  finished  with 
baked  gunmetal  enamel. 

Throttling,  limit  and  safety  pilot  controls  function 
independently  of  current  supply,  and  are  integrated 
so  as  to  function  automatically.  There  is  also  provided 
a  manual  shut-off  valve. 

The  appliance  was  inspected  and  tested  at  633  2nd 
Street.,  Brooklyn,  and  was  found  to  function  satis¬ 
factorily  with  complete  closing  down  of  the  burner 
when  gas  pilot  was  extinguished.  This  appliance  has 
been  approved  by  the  American  Gas  Association, 
certificate  issued  February  5,  1936,  No.  4-131701. 

As  a  result  of  the  inspection  and  test,  it  is  recom¬ 
mended  that  the  Empire  Ideal  Gas  Fired  Boiler,  Model 
4-GA,  for  Hot  Water  Systems,  be  approved  on  condi¬ 
tion  that  the  installation  shall  conform  to  the  require¬ 
ments  of  the  administrative  code  and  that  the  appli¬ 
ance^  shall  have  a  label  permanently  affixed  reading: 

‘  Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  556-39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
appliance,  under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve,  the  appliance  known  as  The  Empire  Ideal 
Gas-Fired  Boiler  Model  4-GA,  for  Hot  Water  Systems, 
tor  use  in  New  York  City,  on  condition  that  the  appliance 
be  manufactured,  installed,  operated  and  labelled  in  accord¬ 
ance  with  above  report. 

MATERIALS  SUBMITTED  FOR  APPROVAL 
437-38-SM. 

APPLICANT  C.  D’W.  Gibson,  for  Air  Reduction  Sales 
Co.,  owner. 

SUBJECT— Airco  Welding  Electrodes,  Nos.  78,  79,  81, 
83,  87  and  90  (previously  approved)— Application 
for  consideration — reopening  and  amendment  re 
additional  trade  name  of  “Wilson  Welding  Elec¬ 
trodes,  Nos.  98  V  and  O”. 

APPEARANCES— 

For  Applicant:  John  T.  Gilbride. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  g 

Absent  .  g 

THE  RESOLUTION— 

(437-38-SM) 

Whereas,  C.  DW.  Gibson,  for  Air  Reduction  Sales 

Company,  owner,  filed  June  1,  1938,  an  application  with 

the  Board  of  Standards  and  Appeals  for  approval  of  the 
material  known  as  the  Airco  Welding  Electrodes,  Nos  74 
78,  79,  81,  83,  87  and  90;  and 
Whereas,  this  material  was  submitted  to  a  Committee 
of  the  Board  for  test  and  report;  and 

\\  hereas,  the  report  of  the  Committee  of  the  Board  is 
as  follows : 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  No.  437-38-SM. 

Subject:  Airco  Welding,  Electrodes, 

Nos.  74,  78,  79,  81,  83,  87  and  90. 

July  18,  1938. 

On  June  1,  1938,  C.  DW.  Gibson,  for  Air  Reduc¬ 
tion  Sales  Company,  owner,  filed  an  application  for 
approval  of  Airco  Welding  Electrodes,  Nos.  74  78 
79,  81,  83,  87  and  90.  ’  ’ 

A  Committee  of  the  Board  witnessed  the  making  up 
of  the  All  Weld  Metal  Tension  Test  samples  at  the 
plant  of  the  Wilson  Welder  and  Metals  Co.,  North 
Bergen,  N.  J.  The  base  metal  plates  were  in  accord 
with  A.S.T.M.  specification  A-7-36  and  were  bevelled 
as  required  for  the  welds,  in  accordance  with  A.S.T.M. 
specification  A-205-37-T.  Samples  were  made  up  with 
Airco  Welding  Electrodes  No.  90  by  alternating  cur¬ 
rent  process,  using  AC  transformer  welders.  Speci¬ 
mens  were  made  up  with  Airco  welding  rods  Nos. 

78,  79,  81,  83,  87  and  90  by  direct  current  process, 
using  motor  generator  sets.  After  machining,  speci¬ 
mens  were  delivered  to  Pittsburgh  Testing  Labora¬ 
tory  and  tested  for  tension  and  elongation  on  July  11, 
1938.  at  the  said  Laboratories,  on  a  Tinius  Ohlsen 
Testing  Machine  of  100,000  lbs.  capacity.  Yield  points 
were  determined  by  the  “Drop  of  Beam  Method”  and 
checked  by  the  “Total  Strain  Method  Using  Dividers.” 

RESULT  OF  TESTS 

Specimens  made  by  direct  current  process,  using 
motor  generator  sets. 
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% 

T  ensile  Elonga- 


Specimen 

Rod 

Rod 

Grade 

Position 

Strength 

tion  in 

No. 

No. 

Sise 

No. 

of  Weld  Beads 

P.S.I. 

2  inches 

F78A 

78 

1/8" 

10 

Flat 

3 

69.389 

27 

V78A 

78 

1/8" 

10 

Vertical 

3 

68,979 

27 

*078A 

78 

1/8" 

10 

Overhead 

3 

70,816 

— 

*F78B 

78 

5/32" 

10 

Flat 

5 

68,650 

19 

V78B 

78 

5/32" 

10 

Vertical 

6 

65,750 

32.5 

078B 

78 

5/32" 

10 

Overhead 

6 

66,350 

26 

F78C 

78 

3/16" 

10 

Flat  _ 

5 

68,400 

24 

V78C 

78 

3/16" 

10 

Vertical 

5 

64.500 

34 

078C 

78 

3/16" 

10 

Overhead 

5 

64,500 

29 

*F78D 

78 

1/4" 

10 

Flat 

4 

72,500 

18 

*V79C 

79 

3/16" 

10 

Vertical 

5 

61,000 

— 

079C 

79 

3/16" 

10 

Overhead 

5 

68,400 

24 

F81B 

81 

5/32" 

10 

Flat 

9 

66,000 

28 

F81C 

81 

3/16" 

10 

Flat 

9 

66,800 

28.5 

F83B 

83 

5/32" 

10 

Flat 

9 

67,750 

34 

F83C 

83 

3/16" 

10 

Flat 

8 

66,000 

34.5 

F87B 

87 

5/32" 

10 

Flat  _ 

7 

70,000 

28.5 

V87B 

87 

5/32" 

10 

Vertical 

6 

70,750 

29 

OS7B 

87 

5/32" 

10 

Overhead 

6 

68,500 

23 

F90B 

90 

5/32" 

10 

Flat 

8 

69,200 

26.5 

V90B 

90 

5/32" 

10 

Vertical 

7 

71,000 

28 

O90B 

90 

5/32" 

10 

Overhead 

6 

73,750 

27 

*  These  specimens  were  the  subject  of  a  re-test  with  the  fol¬ 
lowing  results : 


Specimen  No. 

Tensile  Strength 

%  Elongation 

078A 

70,816 

P.S.I. 

25.0 

F78B 

71,000 

P.S.I. 

29.0 

F78D 

68,250 

P.S.I. 

28.0 

V79C 

65,500 

P.S.I. 

22.5 

Specimens  made  by  alternating  current  process,  using 
A.C.  Transformer  Welders. 


% 

Tensile  Elonga- 


Specimen 

Rod 

Rod 

Grade 

Position 

Strength 

tionin 

No. 

No. 

Size 

No. 

of  Weld  Beads 

P.S.I. 

2  inches 

O90B1 

90 

5/32" 

10 

Overhead 

6 

72,500 

24.5 

F90B1 

90 

5/32" 

10 

Flat 

8 

71,500 

26.5 

V90B1 

90 

5/32" 

10 

Vertical 

7 

74,300 

28 

Specimen  V79C  and  078A  broke  outside  punch 
mark.  In  all  cases  the  rupture  was  clean  and  an  in¬ 
spection  of  the  broken  cross-sections  showed  a  com¬ 
plete  absence  of  voids  and  slag  inclusions.  All  samples 
met  the  requirements  of  the  American  Welding  Society 
for  No.  10  grade,  which  specifies  a  working  stress  of 
at  least  60,000  lbs.  per  sq.  in.  and  a  minimum  elongation 
of  20%  for  non-stress  relieved  specimens. 

Airco  Electrodes  Nos.  78  and  79  (Reverse  Polarity), 
all  positions,  Nos.  81  and  83  (Straight  Polarity  for  flat 
position  only),  Nos.  87  and  90  (Straight  Polarity  for 
all  Positions),  for  direct  current  welding,  No.  90  Elec¬ 
trodes  were  tested  for  use  with  alternating  current  in 
all  positions.  Airco  Electrode  No.  74  was  withdrawn 
by  the  applicant. 

It  is  recommended  that  Airco  Electrodes,  Nos.  78, 
79,  81,  83,  87  and  90  be  approved  for  use  in  positions 
and  with  current  as  mentioned  above  when  manufac¬ 
tured  in  sizes  of  J4",  5/32",  3/16"  and  Rt",  ah  rods  to 
be  made  in  standard  lengths,  coated  with  heavy  flux 
coating  and  packed  in  bundles,  marked,  labelled  or 
stamped,  indicating  the  name,  grade,  polarity,  and  posi¬ 
tion,  and  bearing  the  following  notice :  “Approved  by 
the  Board  of  Standards  and  Appeals  under  Cal.  No. 
437-38-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner 
CHARLES  M.  BLUM,  _ 

Commissioner 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests, 
and 

Whereas,  this  material  was  approved  by  the  board  July 
20,  1938,  and  applicant  requested  an  amendment  of  the  reso¬ 
lution. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
July  20,  1938,  be  and  it  hereby  is  amended,  so  that  as 
amended,  it  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 


does  hereby  approve  the  material  known  as  the  Airco 
Welding  Electrodes,  Nos.  78,  79,  81,  83,  87  and  90,  for 
use  in  New  York  City  when  manufactured,  used  and 
labeled  in  accordance  with  above  report. 

Resolved  further  that  the  Airco  No.  79  Welding 
Electrode  may  also  he  marketed  under  the  name  ‘Wilson 
No.  98  V&O’,  provided  that  under  whichever  name 
marketed,  the  requirements  of  this  resolution  shall  he 
complied  with.” 

4-39-SM. 

APPLICANT — Louisville  Cement  Company,  owner. 

SUBJECT — Stonemason’s  Brixment  (non-staining  masonry 
cement) — approval  of. 

APPEARANCES— 

For  Applicant:  David  Spitz. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(4-39-SM) 

Whereas,  Louisville  Cement  Company,  owner,  filed 
January  4,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material,  known  as  Stone¬ 
mason’s  Brixment  (non-staining  masonry  cement)  ;  and 
Whereas,  this  material,  was  submitted  to  the  committee 
on  tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  committee  on  tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  No.  4-39-SM 
Subject:  Stonemason’s  Brixment 
(Non-staining  masonry  cement) — • 

Approval  of. 

May  11,  1939 

The  Louisville  Cement  Company  of  No.  315  Guthrie 
Street,  Louisville,  Ky.,  filed  with  the  Board  of  Stand¬ 
ards  and  Appeals  on  January  4,  1939,  a  request  for  the 
approval  of  Stonemason’s  Brixment  (non-staining 
masonry  cement)  for  use  in  New  York  City. 

Stonemason’s  Brixment  (non-staining  masonry 
cement),  which  is  made  at  Brixment,  New  York,  con¬ 
sists  of  slag  cement  and  hydrated  lime  and  more 
completely  specified  in  the  chemical  analysis. 

A  sample  of  the  cement  was  selected  by  the  Board 
and  tests  were  made  in  the  presence  of  a  representative 
of  the  Board  at  Columbia  University  under  the  juris¬ 
diction  of  Mr.  Paul  Ripley  of  their  testing  staff.  A 
record  of  the  supply  of  raw  material  filed  with  the 
application  indicates  that  consistently  homogeneous  raw 
materials  are  available  for  as  long  as  steel  mills  produce 
slag. 

Flow  sheets  have  been  filed  indicating  the  method  of 
manufacturing  these  products. 

Samples  of  these  materials  were  tested  in  accordance 
with  the  requirements  of  A.S.T.M.  specifications,  C91- 
38T  and  Federal  Specifications  SS-C-181b,  Type  II, 
Masonry,  Paragraphs  El  to  E5,  inclusive. 

The  results  of  tests  performed  at  Columbia  Univer¬ 
sity,  dated  March  1  and  March  9,  1939,  filed  herewith 
are  as  follows : 

Chemical  Tests 


Silica  (Si02)  . 26.58% 

Iron  Oxide  &  Alumina  (R203) .  7.60% 

Lime  (CaO)  . 52.81% 

Magnesia  (MgO)  .  4.37% 

Sulphur  Trioxide  (S03)  .  1.23% 

Loss  on  Ignition  .  6.24% 


98.83% 
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Physical  Tests 

Test  Specimens  Requirements 

A.S.T.M.  Federal  A.S.T.M.  Federal 

Spec.  Spec.  Spec.  Spec. 

C  91-38-T  SS-C-181b  C91-38T  SS-C-181b 
Fineness 

per  cent  95.2  95.2  80+  88+ 

Initial  Set  5J4  hrs.  5)4  hrs.  Not  less  than  Not  less 

1  hr.  than  1  hr. 
Final  Set  9)4  hrs.  9)4  hrs.  Not  more  than  Not  more 


Soundness  Sound 

Sound 

48  hrs. 
Sound 

than  24  hrs. 
Sound 

Staining 

(soluble 

alkali) 

0.02%  Na20 

not  greater 

Strength 
(average  for 
three  (3) 
specimens) 
Compression, 

7  days  P.S.I.  1466 

982 

Not  less 

than  0.03% 

Type  II 
than  500 

Compression, 

28  days  P.S.I.  2324 

1756 

350 

Not  less 

than  1000 

*Tensile 

600 

7  days  P.S.I.  296 
*Tensile 

28  days  P.S.I.  449 


^Section  C26-314.0  (/. 1.1.9)  provides  for  a  minimum 
.  tensile  strength  of  not  less  than  125  lbs.  per  sq.  in.  at 
the  end  of  28  days  for  cement  lime  mortars. 

As  a  result  of  these  tests,  it  is  recommended  that 
Stonemason’s  Brixment  (non-staining  masonry  ce¬ 
ment),  be  approved  for  use  in  New  York  City  as  a 
cement  lime  mortar  for  use  in  setting  and  pointing  of 
natural  stone  masonry  only ,  under  C26-360.0  (7.4.2.6 
B.C.)  and  when  used  in  accordance  with  requirements 
of  C26-433.0  (8.4.5.1  BC)  through  C436  (  8.4.5.4  BC). 
This  cement  lime  mortar  meeting  the  requirements  of 
C26-314.0  (7.1. 1.9  BC)  may  be  permitted  to  be  used 
in  accordance  with  the  requirements  of  the  Code  as 
provided  for  herein,  and  that  monthly  reports  of 
results  of  manufacturer’s  tests  be  filed  with  the  Board. 
The  material  is  marketed  in  65  lb.  cloth  and  paper 
bags.  When  packed  in  bags,  it  shall  be  tagged,  labelled 
or  marked  “Approved  by  the  Board  of  Standards  and 
Appeals  under  Cal.  No.  4-39-SM,”  or  in  lieu  thereof, 
a  die  or  stamp  be  made  (and  stamped  or  labelled  on 
bag),  bearing  the  following  inscription  within  a  circle, 
around  the  periphery  at  the  top,  the  word  “APP’VD.”, 
along  the  bottom,  “B.S.  &  A.”;  in  the  centre  two 
.  lines,  upper  line  reading  “N.Y.C.”;  lower  line  reading: 
“Cal.  No.  4-39-SM”. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

.  Committee  on  Tests, 

and 

Whereas,  this  report  recommends  the  approval  of  this 
material,  under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Stonemason’s  Brix¬ 
ment  (non-staining  masonry  cement),  for  use  in  New  York 
City,  on  condition  that  thq  material  shall  be  manufactured, 
used  and  labelled,  stamped  or  tagged  in  accordance  with 
above  report. 


292-39- SM. 

APPLICANT — Charles  A.  Luisi,  owner. 

SUBJECT — L.  A.  Cement  Blocks — approval  of. 
APPEARANCES— 

For  Applicant:  Julius  Nolte. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  committee  on  tests. 

TH  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(292-39-SM) 

Whereas,  Charles  A.  Luisi,  owner,  filed  March  8,  1939, 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  material  known  as  L.  A.  Cement 
Blocks;  and 

Whereas,  this  material  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 
Whereas,  the  report  of  the  committee  on  tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re :  Cal.  No.  292-39-SM. 

Subject:  L.  A.  Cement  Blocks — 

Approval  of. 

May  23,  1939. 

On  March  8,  1939,  Charles  A.  Luisi,  owner,  filed  an 
application  for  approval  of  the  use  of  L.  A.  Cement 
Blocks,  pursuant  to  Section  C26-309.0  (7.1. 1.4)  Ad¬ 
ministrative  Building  Code.  These  blocks  are  made  in 
the  followng  sizes,  8  x  12  x  16-in.  solid  foundation 
blocks,  8  x  8  x  16-in.  solid  foundation  and  wall  blocks, 

8  x  8  x  16-in.  hollow  partition  or  wall  blocks. 

On  April  21,  1939,  compression  tests  were  made  at 
Columbia  University  on  the  three  sizes  of  blocks  as 
laid  in  the  wall,  in  accordance  with  the  requirements 
of  Section  C26-309.0  (7.1. 1.4)  Administrative  Build¬ 
ing  Code.  The  methods  of  tests  were  those  prescribed 
in  Section  C26-326.0  (7.2.1)  by  the  Administrative 
Building  Code.  Results  of  tests  were  as  follows : 

8"  x  8"  x  16"  Hollow  Block — -Average  compressive 

strength  1330  lbs.  p.  s.  i. 

8"  x  8"  x  16"  Solid  Block  —  Average  compressive 

strength  2300  lbs.  p.  s.  i. 

8"  x  12"  x  16"  Solid  Foundation  Block — Average  com¬ 
pressive  strength  1670  lbs. 
p.  s.  i. 

In  addition  thereto  and  on  April  27,  1939,  additional 
tests  were  made  at  Columbia  University  on  piers  con¬ 
structed  of  8  x  8  x  16-in.  solid  blocks  and  8  x  8  x  16-in. 
hollow  blocks.  One  pier  was  constructed  of  the  8x8 
x  16-in.  solid  blocks  laid  in  a  1  :3  mortar  consisting 
of  high  early  strength  Portland  cement  and  three  parts 
Cowbay  sand  with  sufficient  water  added  to  produce 
mortar  of  job  consistency.  The  results  of  these  tests 
were  as  follows: 

8"  x  8"  x  16"  Solid  Blocks  —  Average  compressive 

strength  1210  lbs.  p.  s.  i. 

8"  x  8"  x  16"  Hollow  Blocks — Average  compressive 

strength  890  lbs.  p.  s.  i. 

Due  to  the  fact  that  these  piers  were  tested  at  age 
three  days,  the  additional  precaution  of  determining 
the  compressive  strength  of  the  mortar  was  taken  and 
the  average  compressive  strength  of  three  2"  x  2"  x  2" 
cubes  was  1856  lbs.  p.  s.  i.  at  age  72  hours,  the  age 
at  which  the  piers  were  tested.  The  reason  for  mak¬ 
ing  these  additional  tests  consisting  of  piers  constructed 
of  two  of  the  types  of  block  submitted,  was  a  pre¬ 
caution  if  in  the  event  that  the  direction  in  the  Code 
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and 


that  blocks  should  be  tested  “as  laid  in  the  wall”  should 
be  determined  to  require  the  construction  of  a  pier, 
these  tests  would  be  available.  It  is  the  opinion  of 
the  Committee  that  the  direction  in  the  Code  to  test 
as  laid  in  the  wall  does  not  require  the  construction 
of  a  wall,  but  rather  that  the  masonry  units  should 
be  tested  in  the  position  in  which  they  are  laid  in  the 
wall.  Therefore,  these  additional  pier  tests  are  to 
be  disregarded. 

As  a  result  of  the  tests  made  on  April  21,  1939,  at 
Columbia  University  referred  to  above,  wherein  the 
8  x  8  x  16-in.  solid  blocks  and  the  8"  x  12"  x  16" 
solid  foundation  blocks  did  not  meet  the  minimum  re¬ 
quirements  of  Section  C26-309.0,  paragraph  E,  for  a 
minimum  ultimate  compressive  strength  of  2500  lbs. 
per  square  inch,  the  Committee  has  required  addi¬ 
tional  tests  of  these  two  blocks.  At  the  request  of  the 
applicant,  however,  the  Committee  recommends  that 
the  8  x  8  x  16-in.  hollow  blocks,  which  showed  an 
average  compressive  strength  of  1330  lbs.  per  square 
inch  when  tested  April  21,  1939,  at  Columbia  Uni¬ 
versity,  be  approved  and  that  the  action  of  the  Board 
on  the  other  two  blocks  be  held  in  abeyance,  pending  the 
result  of  further  tests.  The  Committee  accordingly 
recommends  that  the  8  x  8  x  16-in.  3-cell  hollow  con¬ 
crete  blocks,  known  as  the  L.  A.  Cement  Blocks,  be 
approved  for  use  in  New  York  City,  pursuant  to  Sec¬ 
tion  C26-309.0,  paragraph  A  and  paragraph  D,  sub¬ 
ject  to  the  maximim  allowable  compressive  stress  of 
1/10  of  the  ultimate  compressive  strength,  where  cement 
mortar  is  used,  and  1/12  of  the  idtimate  compressive 
strength  where  lime  mortar  is  used,  and  on  the  further 
condition  that  when  used  in  accordance  with  para¬ 
graph  D  of  Section  C26-309.0  (7.1. 1.4)  of  the  Ad¬ 
ministrative  Building  Code  in  partitions  the  blocks 
shall  be  marked  on  their  face  with  two  readily  dis¬ 
cernible  parallel  grooves  to  indicate  such  units  are  for 
use  in  partitions  and  that  each  block  delivered  for 
use,  shall  be  not  less  than  28  days  old. 

These  blocks  when  used  in  walls  or  partitions  shall 
be  laid  plumb  and  true,  set  to  bond  with  broken  joints. 
Where  blocks  are  set  with  cells  horizontal,  they  shall 
be  laid  in  a  full  bed  of  mortar  not  greater  than  J^-inch 
with  vertical  joints  buttered  full  on  webs  and  walls. 
When  blocks  are  laid  with  cells  vertical  the  bearing 
surface  shall  be  buttered  and  vertical  joints  slushed 
full  of  mortar.  Wherever  walls  or  partitions  inter¬ 
sect,  the  blocks  shall  be  squarely  keyed  or  anchored 
by  means  of  ties.  Further  on  condition  that  each  ship¬ 
ment  of  blocks  shall  be  accompanied  by  a  delivery  slip 
which  shall  contain  the  following  inscription :  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  292-39-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner 
CHARLES  M.  BLUM, 

Commissioner 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
material,  under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  L.  A.  Cement  Blocks, 
on  condition  that  the  material  be  manufactured,  used  and 
labelled,  stamped  or  marked  in  accordance  with  above 
report. 


440-39-SM. 

APPLICANT— U.  S.  Gypsum  Company,  owner. 


SUBJECT — U.  S.  G.  Asphalt  and  Asbestos  Cement  Roofing 
Materials — ^approval  of. 

APPEARANCES— 

For  Applicant:  D.  B.  Humphrey. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  o 

Absent  .  o 


THE  RESOLUTION— 

(440-39-SM) 

Whereas,  U.  S.  Gypsum  Company,  owner,  filed  April 
6,  1939,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material,  known  as  U.  S.  G. 
Asphalt  and  Asbestos  Cement  Roofing  Materials ;  and 
Whereas,  these  materials  were  submitted  to  the  com¬ 
mittee  on  tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  440-39-SM 

Subject:  U.  S.  G.  Asphalt  and  Asbestos 

Cement  Roofing  Materials. 

The  U.  S.  Gypsum  Co.  of  Chicago,  Ill.  filed  on  April 
6,  1939,  with  the  Board  of  Standards  and  Appeals  for 
approval  of  U.S.G.  Asphalt  and  Asbestos  Cement 
Roofing  Materials  as  listed  herein,  under  tests  as 
spec'fied  in  Group  16,  ^Article  2  (10.1.16)  and  C26-680.0 
( 10.12.1 1.1 )  of  the  Administrative  Building  Code. 

This  roofing  material  is  manufactured  at  the  follow¬ 
ing  U.  S.  Gypsum  Company  plants  under  the  names 
of  U.  S.  Gypsum  and  Samson-. — Jersey  City,  N.  J. ; 
North  Tonawanda,  N.  Y. ;  South  Bend,  Indiana;  East 
Clrcago,  Ill. ;  St.  Paul,  Minnesota ;  South  Gate,  Cali¬ 
fornia. 

The  following  test  samples  consisted  of  complete 
assemblies  of  roof  deck  and  covering  as  is  applied  in 
practice,  having  an  area  of  12  sq.  ft.  Upon  these  roof 
assemblies  was  placed  a  fully  burning  brand  for  the 
purpose  of  investigating  the  possibility  of  the  spread 
of  fire,  ignition  of  the  decking,  material  consumed, 
depth  and  area  of  charring  of  wood  deck.  Brands 
were  fanned  by  12"  fans  placed  5  feet  from  brand 
producing  a  wind  velocity  of  6  M.P.H.  at  a  distance 
of  2  feet  from  the  fan,  in  accordance  with  the  require¬ 
ments  of  the  code. 

Results  of  these  tests  and  a  list  of  materials  of 
heavier  construction  or  having  greater  coverage  are 
listed  herein. 

The  quantities  of  waterproofing  material  used  be¬ 
tween  the  plies  of  felt  are  25#  to  30#  per  square,  and 
top  surfacing  of  any  smooth  surface  specifications  is 
25#  per  square;  if  slag  or  gravel  surfacing  is  used 
the  top  pouring  is  50#  per  square. 

TEST  NUMBER  1 
Three-Ply  Asphalt  Felt 
Asphalt  and  Slag  Specification 
Specification  A — 

Three-Ply  Asphalt  and  Slag  or  Gravel  Specifications 
over  Yi”  wood  sheathing  composed  of  one  30-lb.  as¬ 
phalt  saturated  rag  felt  and  2-12  lb.  asphalt  saturated 
rag  felts  mopped  solid  over  the  base  felt  and  surfaced 
with  a  top  pouring  of  asphalt  into  which  is  embedded 
a  surfacing  of  slag  on  the  basis  of  300  lbs.  per  100  sq. 
ft.  of  roof  area.  For  inclines  up  to  3"  per  foot. 

All  flame  died  out  in  21  minutes,  30  seconds  and 
brand  was  consumed  in  24  minutes,  20  seconds.  All 
plies  were  consumed  and  deck  was  charred  in  an  area 
5"  x  4".  Depth  of  charring  was  1/32".  Surface  area 
of  roofing  material  burnt  was  9"  x  11"  and  area  of 
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deck  stained  was  10"  x  13".  (See  photo  marked  test 
No.  1.) 

Similar  roofings  of  heavier  construction  are  also 
manufactured  as  follows : 

Specification  A- 1 — 

Three-Ply  Asphalt  and  Slag  or  Gravel  Specifications 
over  7/8"  wood  sheathing  composed  of  1-30  lb.  asphalt 
saturated  rag  felt  and  2-14  lb.  asphalt  saturated  rag 
felts  mopped  solid  over  the  base  felt  and  surfaced  with 
a  top  pouring  of  asphalt  into  which  is  embedded  a 
surfacing  of  slag  on  the  basis  of  300  lbs.  per  100  sq. 
ft.  of  roof  area.  For  inclines  up  to  3"  per  foot. 

Specification  A-2 — 

(Over  wood  deck).  Three-Ply  Asphalt  and  (slag 
or  gravel)  using  1-30  lb.  asphalt  saturated  rag  felt 
and  2  layers  of  14  lb.  asphalt  saturated  rag  felt,  mopped 
solid  and  surfaced  with  slag  or  gravel  with  the  alterna¬ 
tive  that  in  place  of  a  30-lb.  felt,  2  layers  of  14  lb.  or 
2-16  lb.  felt  may  be  used  as  the  base  felt.  For  inclines 
up  to  3"  per  foot. 

Specification  A-3 — 

(Over  wood  deck).  Four-Ply  Asphalt  and  (slag  or 
gravel)  using  1-30  lb.  asphalt  saturated  rag  felt  as  a 
base  felt  with  3-14  lb.  felts  mopped  solid,  surfaced  with 
slag  or  gravel  with  the  alternative  that  in  place  of  the 
30  lb.  asphalt  felt,  2  layers  of  14  lb.  felt  may  be  used 
as  the  base  felt.  For  inclines  up  to  3"  per  foot. 

Specification  A -4 — 

(Over  non-combustible  deck  or  over  rigid  roof  in¬ 
sulation).  Three-Ply  of  14-lb.  or  3-15  lb.  Asphalt 
saturated  rag  felt  all  mopped  solid  and  surfaced  with 
slag  or  gravel.  For  inclines  up  to  3"  per  foot. 

Specification  A- 5 — 

(Over  non-combustible  deck,  or  over  rigid  roof  in¬ 
sulation.)  Four  plies  of  14  lb.  or  4-15  lbs.  asphalt 
saturated  rag  felt  all  mopped  solid  and  surfaced  with 
slag  or  gravel  for  inclines  up  to  3"  per  foot. 

TEST  NUMBER  2 
Four-Ply  Pitch  and  Slag 
Specifications 

Specification  B — 

Four-ply  pitch  and  felt  with  (slag  or  gravel)  surface 
specification  over  wood  sheathing  composed  of 
one  layer  of  rosin-sized  sheathing  paper,  two  layers 
of  12  lb.  tarred  saturated  rag  felts,  laid  dry,  and  two 
layers  of  12  lb.  tarred  saturated  rag  felts  mopped  solid 
over  the  base  felts  and  surfaced  with  a  top  pouring 
of  pitch  into  which  is  embedded  a  surfacing  of  slag 
°n  bas*.?  of  300  lbs.  per  100  sq.  ft.  For  inclines  up 
to  2  per  foot.  All  flame  died  out  in  27  minutes  30 
seconds  and  brand  was  consumed  in  30  minues,’  30 
seconds.  The  top  ply  was  consumed  and  deck  was’  not 
charred.  Surface  area  of  roofing  material  burnt  was 
o  x  10  and  area  stained  was  6"  x  10".  (See  photo 
marked  test  No.  2). 

Similar  roofings  of  heavier  construction  are  also 
manufactured  as  follows : 

Specification  B- 1 — • 

Four-ply  pitch  and  felt  with  (slag  or  gravel)  sur- 
face  specification  over  %"  wood  sheathing  composed 
ol  1  layer  of  rosin-sized  sheathing  paper,  2  layers  of 
14  lb.  tarred  saturated  rag  felts,  laid  dry  and  2 
layers  of  14  lb.  tarred  saturated  rag  felts  mopped 
solid  over  the  base  felts  and  surfaced  with  a  top  pour¬ 
ing  of  pitch  into  which  is  embedded  a  surfacing  of 
s  ag  on  the  basis  of  300  lbs.  per  100  sq.  ft  For  in¬ 
clines  up  to  2"  per  foot. 

Specification  B-2 — 

(Over  wood  deck).  Four  plies  14  lb.  or  4-15  lb. 
tarred  saturated  rag  felt  and  coal  tar  pitch  over  wood 


deck  with  slag  or  gravel  surfacing.  For  inclines  up 
to  2"  per  foot. 

Specification  B-3 — 

(Over  wood  deck).  Five  plies  14  lb.  or  5-15  lb 
tarred  saturated  felts  and  coal  tar  pitch  over  wood 

deck  with  slag  or  gravel  surfacing.  For  inclines  up  to 
2  per  foot.  F 

Specification  B-4 — 

(Over  non-combustible  deck,  or  over  rigid  roof  in- 

ra  pd°n)'  ^iCS-  14  lb-  °r  3~1S  lb‘  tarred  satu- 

ated  rag  felt  and  pitch  over  non-combustible  deck 

with  slag  or  gravel  surfacing.  For  inclines  up  to  2" 
per  toot. 

Specification  B- 5 — 

•  (?V+er  ^n-combustible  deck,  or  over  rigid  roof 

rn'Uf  11t0n')/0UruPHeS  14  lb'  °r  4~1S  lb-  tarred  saturated 
rag  felt  and  pitch  over  non-combustible  deck  with  slag 
or  gravel  surfacing.  For  inclines  up  to  2"  per  foot. 

TEST  NUMBER  3 

Asphalt  Saturated,  Coated  and  Sanded  Cap 
Sheet  over  One  30-lb.  and  two  14-lb.  Felts. 
Specification  C — 

1  S' Sann1fd  Cap  S,heet  surfacing  composed  of 
1  30  b.  asphalt  saturated  rag  felt  base  and  2-14  lb 
asphalt  ^turated  felts  mopped  solid  and  surfaced  with 
I  U.b.G.  68-lb  Sanded  Cap  Sheet  mopped  solid.  For 
inclines  up  to  3"  per  foot. 

on  wood  deck  were  slight.  Surface  area  of  roofing 
brand  was  consumed  in  31  minutes,  5  seconds.  Three 
plies  were  consumed  and  area  and  depth  of  charring 
on  wood  deck  were  slight.  Surface  area  of  roofing 
material  burnt  was  10"  x  13"  and  staining  on  wood 

tea  No.T)  “  ar“  0f  U"  X  15"  (See  ph°‘°  marked 

•  ^  similar  construction  over  non-combustible  decks 
is  as  iollows: 

Specification  C- 1 — 

(Over  non-combustible  decks  or  over  rigid  roof 
insulation.)  Three  plies  of  14-lb.  asphalt  saturated  rag 

and  surfaced  with  one  sheet  of 
USG  68-lb.  Sanded  Cap  Sheet  mopped  solid.  For  in¬ 
clines  up  to  3"  per  foot. 

TEST  NUMBER  4 
55-lb.  Black  Back  Paraco 
Cap  Sheet  Construction 

Specification  D — 

UoG  55-lb.  Black  Back  Paraco  Cap  Sheet  construc¬ 
tion  composed  of  1-30  lb.  asphalt  saturated  rag  felt 
base  and  2-14  lb.  asphalt  saturated  rag  felts  mopped 
solid,  surfaced  with  one  sheet  of  USG  55-lb.  Black 
Back  Paraco  Cap  Sheet.  For  inclines  up  to  3"  per  foot. 

All  flame  died  out  in  26  minutes,  20  seconds  and 
brand  was  consumed  in  29  minutes,  8  seconds.  Three 
plies  were  consumed  with  no  evidence  of  charring  on 
wood  deck.  Surface  area  of  roofing  material  burnt 
was  7  x  11  while  an  area  of  9"  x  13”  of  the  wood 
deck  showed  staining  and  no  charring  of  the  wood 
deck.  (See  photo  marked  Test  Number  4.) 

TEST  NUMBER  5 
Mineral  Surfaced  Sel-vi-lap 
Cap  Sheet  Construction 
Specification  E — 

Mineral  surfaced  Sel-vi-lap  Cap  Sheet  construction 
composed  of  one  ply  30-lb.  asphalt  saturated  rag  felt 
and  2-14  lb.  asphalt  saturated  rag  felts  mopped  solid 
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and  surfaced  with  one  ply  85-lb.  Sel-vi-lap  Cap  Sheet 
mopped  solid.  For  inclines  up  to  6"  per  foot. 

M.  S.  Sel-vi-lap  Cap  Sheet  Construction — 

All  flame  died  out  in  18  minutes,  55  seconds  and 
brand  was  consumed  in  23  minutes,  5  seconds.  All 
plies  were  consumed  and  deck  charred  over  an  area 
of  6"  x  4"  to  a  depth  of  1/16".  Surface  area  of 
roofing  burnt  was  10"  x  17"  with  the  distance  of  flame 
from  brand  being  11".  Area  of  wood  deck  stained 
was  12"  x  17".  (See  photo  marked  Test  No.  5). 

A  similar  specification  over  non-combustible  decks 
is  as  follows : 

Specification  E- 1 — 

(Over  non-combustible  decks  or  rigid  roofing  insula¬ 
tion.)  Two  layers  of  14-lb.  asphalt  saturated  rag  felt 
mopped  solid  and  capped  with  1  layer  of  85-lb.  Sel-vi- 
lap  mopped  solid.  For  inclines  up  to  6"  per  foot. 

TEST  NUMBER  6 

Rcroofing  Specification  Two  Plies  Asphalt  Felt 
and  Slag  Over  Present  Existing  Built-Up 
Roofs 

Specification  F — 

Asphalt  and  slag  reroofing  specification  over  old  ex¬ 
isting  roof  over  wood  sheathing  composed  of  2-12  lb. 
asphalt  saturated  rag  felts  mopped  solid  over  one 
layer  of  old  existing  roofing  felts  with  asphalt.  Top 
pouring  of  asphalt  into  which  is  embedded  slag  on  the 
basis  of  300  lbs.  per  100  sq.  ft.  of  roof  area.  For 
inclines  up  to  3"  per  foot. 

All  flame  died  out  in  21  minutes,  45  seconds  and 
brand  was  consumed  in  27  minutes,  10  seconds.  Two 
plies  were  consumed  with  no  charring  in  evidence  on 
wood  deck.  Surface  area  of  roofing  burned  was  7"  x 
13"  with  no  staining  of  the  wood  deck  and  no  charring. 
(See  photo  marked  Test  No.  6). 

A  similar  roofing  of  heavier  construction  is  manu¬ 
factured  as  follows : 

Specification  F- 1 

Asphalt  and  slag  re-roofing  specification  over  old 
existing  roof  over  wood  sheathing  composed  of  2-14 
lb.  asphalt  saturated  rag  felts  mopped  solid  over  one 
layer  of  old  existing  roong  felts  with  asphalt.  Top 
pouring  of  asphalt  into  which  is  embedded  slag  on  the 
basis  of  300  lbs.  per  100  sq.  ft.  of  roof  area.  For 
inclines  up  to  3"  per  foot. 

TEST  NUMBER  7 

Re-roofing  Specification  Two  Ply  Pitch  and 
Tarred  Felt  with  Slag  Surfacing  over  Exist¬ 
ing  Built-Up  Roofing 
Specification  G — 

Pitch  and  slag  re-roofing  specification  over  old  exist¬ 
ing  roof  over  wood  sheathing  composed  of  2  plies  of 
12-lb.  tarred  saturated  rag  felt  mopped  solid  over  old 
roofing  felts  with  pitch.  Top  pouring  of  pitch  into 
which  is  embedded  slag  on  the  basis  of  300  lbs.  per 
100  sq.  ft.  of  roof  area.  For  inclines  up  to  2"  per  foot. 

All  flame  died  out  in  24  minutes,  5  seconds  and 
brand  was  consumed  in  27  minutes,  50  seconds.  Both 
plies  of  felt  were  consumed  with  no  charring  effect  on 
wood  deck.  Surface  area  of  roofing  burnt  amounted  to 
9"  x  13"  with  stain  showing  on  wood  deck  over  an 
area  of  9"  x  15"  and  with  no  charring.  (See  photo 
marked  Test  No.  7.) 

A  similar  construction  of  heavier  material  is  made 
as  follows : 

Specification  G- 1 — 

Pitch  and  slag  re-roofing  specification  over  old 
existing  roof  over  wood  sheathing  composed  of  2 


plies  of  14-lb.  tarred  saturated  rag  felt  mopped  solid 
over  old  roofing  felts  with  pitch.  Top  pouring  of 
pitch  into  which  is  embedded  slag  on  the  basis  of  300 
lbs.  per  100  sq.  ft.  of  roof  area.  For  inclines  up  to 
2"  per  foot. 

TEST  NUMBER  8 

USG  68-lb.  Sanded  Cap  Sheet 
Over  Old  Roofing 

Specification  H — 

USG  68-lb.  Sanded  Cap  Sheet  specification  over  old 
existing  roofing  felts  over  wood  deck.  One  ply  68-lb. 
Sanded  Cap  Sheet  mopped  solid  over  existing  deck. 
For  inclines  up  to  3"  per  foot. 

All  flame  died  out  in  22  minutes,  30  seconds  and 
brand  was  consumed  in  25  minutes,  30  seconds.  Cap 
Sheet  was  consumed  with  no  charring  effect  on  the 
wood  deck.  Surface  area  of  10"  x  13"  was  burnt 
while  no  staining  or  charring  was  evidenced  on  the 
wood  deck.  (See  photo  marked  Test  No.  8). 

TEST  NUMBER  9 

55 -Lb.  Black  Back  Paraco 
Cap  Sheet  Over  Old  Roofing 

Specification  I — • 

USG  55-lb.  Black  Back  Paraco  Cap  Sheet  specifi¬ 
cation  over  old  existing  roofing  over  wood  deck.  One 
ply  55-lb.  Black  Back  Paraco  mopped  solid  on  old 
existing  deck.  For  inclines  up  to  3"  per  foot. 

All  flame  died  out  in  23  minutes,  15  seconds  and 
brand  was  consumed  in  25  minutes  45  seconds.  Top 
ply  was  consumed  with  no  evidence  of  charring  on 
wood  deck.  Surface  area  of  8"  x  12"  was  burnt  with 
no  stain  showing  on  wood  deck.  (See  photo  marked 
Test  No.  9). 

TEST  NUMBER  10 

USG  68-Lb.  Sanded  Cap  Sheet 
Over  Old  Roofing  and  Coated  With  Asphalt 

Specification!  J* — 

One  ply  68-lb.  Sanded  Cap  Sheet  mopped  solid  over 
old  existing  felt  over  wood  deck  and  surfaced  with 
USG  asphalt  not  less  than  25-lb.  per  100  sq.  ft.  For 
inclines  up  to  3"  per  foot. 

All  flame  died  out  in  20  minutes,  15  seconds  and 
brand  was  consumed  in  24  minutes,  45  seconds.  Cap 
sheet  and  surface  layer  of  asphalt  were  consumed.  No 
charring  or  staining  was  in  evidence.  Surface  area 
of  roofing  burnt  was  7"  x  12".  (See  photo  marked 
Test  No.  10). 

*  See  recommendation  of  Committee. 


Specifications  of  and  data  on  Built-Up  roofiing 
materials  as  used  in  foregoing  tests  are  as  follows: 


Asphalt 

Saturated 

Area 

A  dvertised 

Avg.  Weight 
Per  Roll 

Rag  Felt 

Per  Roll 

Wt.  Per  Roll 

(Avg.  5  Spec.) 

12-lb* 

432  sq.  ft. 

52-lb. 

54-  lb. 

14-lb. 

432  sq.  ft. 

60-lb. 

60-  lb. 

15-lb. 

432  sq.  ft. 

65-lb. 

65.6-lb. 

24-lb. 

216  sq.  ft. 

52-lb. 

52-  lb. 

30-lb. 

216  sq.  ft. 

65-lb. 

65.5-lb. 

Coal  Tar 
Saturated 

Area 

Advertised 

Avg.  Weight 
Per  Roll 

Rag  Felt 

Per  Roll 

Wt.  Per  Roll 

(Avg.  5  Spec.) 

12-lb* 

432  sq.  ft. 

52-lb. 

52-  lb. 

14-lb. 

432  sq.  ft. 

60-lb. 

60-  lb. 

15-lb. 

432  sq.  ft. 

65-lb. 

65-  lb. 

25-lb. 

216  sq.  ft. 

55-lb. 

55-  lb. 

*  To  be  used  under  slag  or  gravel  protection  only. 
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Avg. 
Weight 
Advertised  Per  Roll 
Area  Wt.Per  (Avg.  5 
£al?£eetARA0°fin9  Per  Roll  Roll  Spec.) 

^S,K  ^etCa,P5heet  216sQ-ft-  68-  lb.  68.5-lb. 

55-lb.  Black  Back  Paraco  108  sq.  ft.  52.5-lb.  54-  lb. 

5el-vi-lap  120  Sq.  ft.  85-  lb.  85,9-lb. 

Coal  Tar  Pitch 

Appearance  Freshly  melted  material  hav¬ 

ing  a  uniform,  glossy,  black 
color,  and  on  aging  one  week 
its  surface  becomes  dull  and 
does  not  show  any  separa¬ 
tion  of  oily  constituents. 
Freshly  fractured  material 
presents  a  satiny  black  sur- 

Water  (W% 

mJZrlo’cT ,0 1500  F- 

Specific  Gravity  at  77°  F.  1.22—1  32 

Total  Bitumen  Soluble’  in  Carbon  Disul- 

tv  .  ^  phide,  75  to  85%. 

Distillation  Test  %  Total  distillate  by  weight 

0°  to  300°  C.  not  more  than 

Specific  Gravity  At  100°  F.  of  total  Distillate 

a  i  T  •  .  to  572°F.  not  less  than  1.03. 

Ash  on  Incmeration  Not  more  than  0.5%. 

hlash  Point  (Cleveland  Open  Cup)  above  248°  F. 

USG  FLAT  ROOFING  ASPHALT 
NUMBER  135 

Specific  Gravity  @  77°  F.  0.980-1.030 

Softening  Point  (Ring  and  Ball)  135°  F-145°  F 
Penetration 

I  77'  F-?mg'-6?  sec-  Not  less  *han  20 
//  r. — lOOg. —  5  sec.  40-55 

@  115"  F.-  50g. —  5  sec.  Not  more  than  173 
Ductihty  @  77'  F.— 5  cm/miri.  Not  less  than  IS  cm. 
p-  500°  F.  minimum 

T  tt  ,  *  -  550°  F.  minimum 

Loss  on  Heat,ng-5  hrs.  @  325'  F.  0.5%  maximum 
Solubility  in  Carbon  Tetrachloride  99.0%  minimum 
Penetration  @  77°  F. — lOOg _ 5  minimum 

sec.  of  Residue  after  heating  g0%  Gf  original  @ 

77°  F.  minimum 

USG  STEEP  ROOFING  ASPHALT 
NUMBER  185 

Specific  Gravity  @  77°  F.  0.980-1.030 

Softening  Point  (Ring  and  Ball)  185°  F  to  195°  F 

Penetration 

1 7^:=Sl:_1  ::cc;  No“"10 

?8-7i;“n.  3N50tcm.°re  than  65 

500°  F.  minimum 

7  ncc  tx  , *  _  550°  F.  minimum 

sSr,  '  rgrS  hm  '  ®  32S°  F'  °'5%  maximum 
Solubility  m  Carbon  Tetrachloride  99.0%  minimum 
Penetration  @  77°  F.— 100g.— 5 
sec.  of  Residue  after  heating  80%  of  original  @ 

77°  F.  minimum 

1!§"  x  36"  Hexagonal  Strip  Shingles 
Provides  2  layer  construction  over  76%  of 
roof  area. 

Average  Weight  per  square .  167  lhs 

Strips  per  square .  '  ’  og 

Underwriter’s  Label  “C” 


Shingles  were  applied  over  a  3'  x  4'  wood  deck 
pitch  of  4”'per6"foS,  Sprnce  and  inclincd  '°  a 

A,^waf  consJ  jd  l  1?" 

diarrin^nf6  (on,e  ,pl^.  was.  consumed  with  no 
charrmg  of  wood  deck  in  evidence.  Surface  area 

of  roofing  burnt  was  10"  x  13"  and  area  of  wood 
oeck  stained  was  10"  x  13".  (See  photo  marked 
a*  Similar  materials  of  heavier  construc- 

or  &reater  coverage  and  of  other  design  or 
shape  are  manufactured  as  follows ; 

12d"  ;!C,36"  hexagonal  Strip  Shingles 
Provides  2  layer  construction  over  89%  of 
roof  area. 

Average  Weight  per  square .  186  Ih? 

Strips  per  square .  . 

Underwriter’s  Label  “C” 

12p x  3.6"  Double  Coverage  Hexagonal  Strip  Shingle 
Provides  2  layer  construction  over  entire  roof 
area. 

Average  Weight  per  square .  215  Ihc 

Strips  per  square .  inn 

Underwriter’s  Label  “C” 

12p  ”  x36"  Double  Coverage  Hexagonal  Strip  Shingle 
Provides  2  layer  construction  over  entire  roof 
area. 

Average  Weight  per  square .  226  lhs 

Strips  per  square . '  *  J00 

13v"  ^j36"  Jumbo  Hexagonal  Strip  Shingle 
Provides  2  layer  construction  over  86%  of 
roof  area. 

Average  Weight  per  square .  223  lbs 

Strips  per  square . .  .  )S' 

Underwriter’s  Label  “C” 

10  x  36"  Thatch  Strip  Shingle 
Provides  2  layer  construction  over  80%  of 
roof  area. 

Average  Weight  per  square .  172  Jhs 

Strips  per  square . inn 

Underwriter’s  Label  “C” 

12"  x  36"  Thatch  Strip  Shingle 
Provides  2  layer  construction  over  entire 
roof  area. 

Average  Weight  per  square .  214  lbs 

Strips  per  square . '  '  '  inn 

Underwriter’s  Label  “C” 

TEST  NUMBER  12 

101  x  3.6"  4-in-l  Square  Butt  Strip  Shingles 
Provides  2  layer  construction  over  entire  roof 
area  except  for  a  portion  of  the  cutouts. 

Average  Weight  per  square .  210  lbs 

Strips  per  square . "  ‘  jqa 

Underwriter’s  Label  “C” 

Shingles  were  applied  over  a  3'  x  4'  wood  deck 
sheathed  with  6"  x  7/8 "  spruce  and  inclined  at  a 
pitch  of  4"  per  foot. 

All  flame  died  out  in  20  minutes,  50  sec.  and  brand 
was  consumed  in  23  minutes,  30  seconds.  Shingles 
were  consumed  resulting  in  only  slight  charring 
of  wood  deck  over  an  area  of  3  square  inches, 
burtace  area  of  shingles  burnt  was  10"  x  13" 
while  staining  was  in  evidence  on  wood  deck  over 
an  area  of  10"  x  12"  (See  photo  marked  Test  12). 
oimilar  material  of  heavier  construction  or  greater 
coverage  and  of  other  design  or  shape  are  manu¬ 
factured  as  follows: 

x36"  4-in-l  Square  Butt  Strip  Shingle 
Provides  3  layer  construction  over  entire 
roof  area  except  for  a  portion  of  the  cut¬ 
outs  where  double  coverage  is  obtained. 

Average  Weight  per  square .  266  lbs 

Strips  per  square .  *  ifin 

Underwriter’s  Label  “C” 
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12"  x  36"  Super-Tab  Strip  Shingle 
Provides  2  layer  construction  over  entire 
roof  area  except  for  a  portion  ofi  the  cut¬ 


outs. 

Average  Weight  per  square . 210  lbs. 

Strips  per  square .  80 

Underwriter’s  Label  “C” 


12"  x  36"  Super-Tab  Special  Strip  Shingle 
Provides  2  layer  construction  over  entire 
roof  area  except  for  a  portion  of  the  cut¬ 


outs. 

Average  Weight  per  square .  .  235  lbs. 

Strips  per  square .  80 

Underwriter’s  Label  “C” 


12"  x  36"  3-in-l  Jumbo  Square  Butt  Strip  Shingle 
Provides  2  layer  construction  over  entire 
roof  area  except  for  a  portion  of  the  cut¬ 


outs. 

Average  Weight  per  square .  257  lbs. 

Strips  per  square .  80 

Underwriter’s  Label  “C” 


12"  x  36"  3-in-l  Thick  Butt  Strip  Shingle 
Provides  2  layer  construction  over  entire 
roof  area  except  for  a  portion  of  the  cut¬ 


outs. 

Average  Weight  per  square .  210  lbs. 

Strips  per  square .  80 

Underwriter’s  Label  “C” 


15"  x  36"  3-in-l  Thick  Butt  Strip  Shingle 
Provides  3  layer  coverage  over  entire  roof 
area  except  for  a  portion  of  the  cutouts 
where  double  coverage  is  obtained. 


Average  Weight  per  square .  250  lbs. 

Strips  per  square .  80 

Underwriter’s  Label  “C” 


12"  x  371/2"  Dubl.  Butt  Strip  Shingle 

Provides  2  layer  construction  over  entire 
roof  area  except  for  a  portion  of  the  cutouts. 


Average  Weight  per  square .  230  lbs. 

Shingles  per  square .  78 

Underwriter’s  Label  “C” 


9"  x  1 2J4"  Standard  Individual  Shingle 

Provides  3  layer  construction  over  entire 
roof  area  except  at  joints  where  double 


coverage  is  obtained. 

Average  Weight  per  square .  253  lbs. 

Shingles  per  square . .  380 

Underwriter’s  Label  “C” 

12"  x  16"  Giant  Individual 


Provides  3  layer  construction  over  entire 
roof  area  except  at  joints  where  double 


coverage  is  obtained. 

Average  Weight  per  square .  325  lbs. 

Shingles  per  square . .  224 

Underwriter’s  Label  “C” 


TEST  NUMBER  13 

16"  x  16"  Arro-Lock  Special 

Provides  1  layer  construction  over  entire 
roof  area  except  at  all  laps  where  double 


coverage  is  obtained. 

Average  Weight  per  square .  138  lbs. 

Shingles  per  square .  82 

Underwriter’s  Label  “C” 


Shingles  were  applied  over  3'  x  4'  wood  deck 
sheathed  with  6"  x  %"  spruce  and  inclined  at  a 
pitch  of  4"  per  foot. 

All  flame  died  out  in  24  minutes,  30  seconds  and 
brand  was  consumed  in  29  minutes,  15  seconds.  No 
plies  were  consumed  and  no  charring  was  in  evidence 
on  the  wood  deck.  Surface  area  of  shingles  burnt 
was  7"  x  11"  and  stain  on  wood  deck  covered  an 
area  of  8"  x  12"  with  no  charring  of  deck.  (See 
photo  marked  test  13). 


Similar  materials  of  heavier  construction  or 
greater  coverage  and  of  other  design  or  shape  are 
manufactured  as  follows : 

16"  x  16"  Arro-Lock  Standard 

Provides  1  layer  construction  over  entire 
roof  area  except  at  all  laps  where  double 


coverage  is  obtained. 

Average  weight  per  square .  150  lbs. 

Shingles  per  square .  100 

Underwriter’s  Label  “C” 


16"  x  12"  Giant  Dutch  Lap  Individual 

Provides  1  layer  construction  over  entire 
roof  area  except  at  all  laps  where  double 


coverage  is  obtained. 

Average  weight  per  square .  162  lbs. 

Shingles  per  square .  112 

Underwriter’s  Label  “C” 


12"  x  14J4"  Dubl-Butt  Wide  Space  Individual 
Provides  1  layer  construction  over  entire 
roof  area  except  at  all  laps  where  double 


coverage  is  obtained. 

Average  weight  per  square .  170  lbs. 

Shingles  per  square .  131 

Underwriter’s  Label  “C” 


TEST  NUMBER  14 
Rigid  Asbestos  Cement  Shingles 
16"  x  16"  Hexagonal  Method  Shingles 

Provides  1  layer  construction  over  entire 
roof  area  except  at  all  laps  where  double 


coverage  is  obtained. 

Average  weight  per  square .  267  lbs. 

Shingles  per  square .  86 

Underwriter’s  Label  “B” 


Shingles  were  applied  over  3'  x  4'  wood  deck 
sheathed  with  6"  x  spruce  and  inclined  at  a 
pitch  of  4"  per  foot. 

All  flame  died  out  in  28  minutes,  15  seconds,  and 
brand  was  consumed  in  33  minutes,  30  seconds.  No 
plies  were  consumed.  Shingles  cracked  directly 
under  brand.  No  charring  or  staining  was  in  evi¬ 
dence  on  wood  deck,  and  no  surface  area  was  burnt. 
(See  photo  marked  Test  14.) 

Similar  materials  of  heavier  construction  or 
greater  coverage  and  of  other  design  or  shape  are 
manufactured  as  follows: 

16"  x  16"  Dutch  Lap  Shingles — Lap 

Provides  1  layer  construction  over  entire 
roof  area  except  at  all  laps  where  double 


coverage  is  obtained. 

Average  weight  per  square .  266  lbs. 

Shingles  per  square .  92 

Underwriter’s  Label  “B” 


16"  x  16"  Dutch  Lap  Shingles — 1/3  Lap 

Provides  1  layer  construction  over  entire 
roof  area  except  at  all  laps  where  double 


coverage  is  obtained. 

Average  weight  per  square .  301  lbs. 

Shingles  per  square . .  104 

Underwriter’s  Label  “B” 


9"  x  18"  American  Method  Tapered  Shingles 
Provides  2  layer  construction  over  the 


entire  roof  area. 

Average  weight  per  square .  500 

Shingles  per  square .  200 

Underwriter’s  Label  “A” 


TEST  NUMBER  15 
Mineral  Surfaced  Roll  Roofing* 

One  sheet  of  75#  Paragon*  Mineral  Surfaced  Roll 
Roofing  laid  dry  over  one  sheet  of  14#  Asphalt  Sat. 
Sheathing  felt  over  3'  x  4'  wood  deck  constructed 
of  6"  x  spruce  sheathing. 

Flame  died  out  in  29  minutes,  30  seconds  and 
brand  was  consumed  in  34  minutes,  28  seconds.  All 
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plies  consumed.  The  area  of  wood  deck  charred 
was  4"  x  16",  to  a  depth  of  3/16".  Surface  area 
of  roofing  burnt  was  8"  x  12"  and  surface  of  decks 
stained  was  9"  x  14".  (See  photograph  No.  15.) 

Similar  roofing  of  heavier  construction  is  listed 
below. 

90 #  Mineral  Surfaced  Adamant*. 


See  recommendations  of  Committee. 

TEST  NUMBER  16 

The  deck  constructed  of  65#  Smooth  Surface  Roll 
Roofing  over  a  14#  asphalt  saturated  felt  was  per¬ 
mitted  to  be  withdrawn. 

Roofing  Material,  as  shown  on  the  following 
list,  is  also  manufactured. 


Slate  Surfaced 
Roll  Roofing 
Product 

Adamant  Roll  Roofing 
Paragon  Roll  Roofing 
Cap  Sheet 
Sealco 

Saturated  Sheathings 
Asphalt  12-lb.* 

14- Ib. 

15- lb. 

30  lb. 

Tarred  12-lb.* 

14-lb. 

14-lb. 

14-lb. 

House  Liner 
String  Felt 

Slaters  Felt 


A  ci 

!.  IV t. 

Advertised 

Roll 

Area 

Wt 

.  Per 

( Avg . 

Per  Roll 

Roll 

5  Spec.) 

108  sq.  ft. 

90 

lbs. 

91 

lbs. 

108  sq.  ft. 

75 

lbs. 

75 

lbs. 

216  sq.  ft. 

68 

lbs. 

68 

lbs. 

216  sq.  ft. 

26 

lbs. 

27 

lbs. 

216  sq.  ft. 

30 

lbs. 

30 

lbs. 

216  sq.  ft. 

32.5 

>  lbs. 

324 

?  lbs. 

108  sq.  ft. 

32.5 

>  lbs. 

324 

!  lbs. 

216  sq.  ft. 

26 

lbs. 

26 

lbs. 

216  sq.  ft. 

30 

lbs. 

30 

lbs. 

324  sq.  ft. 

45 

lbs. 

45 

lbs. 

162  sq.  ft. 

23 

lbs. 

23 

lbs. 

200  sq.  ft. 

50 

lbs. 

50.1 

lbs. 

250  sq.  ft. 

22 

lbs. 

22 

lbs. 

500  sq.  ft. 

44 

lbs. 

44 

lbs. 

500  sq.  ft. 

25 

lbs. 

26 

lbs. 

500  sq.  ft. 

30 

lbs. 

30.8 

lbs. 

Black  Waterproof 
Building  Paper 
Red  Rosin  Sheathing 


*  To  be  used  under  slag  and  gravel  only. 

500  sq.  ft.  35  lbs. 

500  sq.  ft.  50  lbs. 

500  sq.  ft.  20  lbs. 

500  sq.ft.  25  lbs. 

500  sq.  ft.  30  lbs. 

— .  ,  .  500  sq.  ft.  40  lbs. 

Deadening  Felt  ^-lb.  900  sq.  ft.  50  lbs. 

M-lb.  450  sq.  ft.  37.5  lbs. 

Lib.  450  sq.ft.  50  lbs. 

lpLlb.  450  sq.ft.  75  lbs. 

Multi-Ply  Building  Pap 

9-Ply  Saturated 
6-Ply  Plain 
5-Ply  Saturated 
5-Ply  Plain 
3-Ply  Plain 


35 

50 

20 

25 

30 

40 

50 


lbs. 

lbs. 

lbs. 

lbs. 

lbs. 

lbs. 

lbs. 


tier 


500  sq.  ft. 
500  sq.  ft. 
500  sq.  ft. 
500  sq.  ft. 
500  sq.  ft. 


33  lbs. 
25  lbs. 
32  lbs. 
32  lbs. 
20  lbs. 


37.6  lbs. 
50  lbs. 
75.2  lbs. 


33  lbs. 
25  lbs. 
32  lbs. 
32  lbs. 
20  lbs. 


Asphalt  Paints,  Plastic  Cements  and  Coatings 
USG  Roof  Cement 

A  Plastic  cement 
consisting  of  Asphalt, 

Solvent,  asbestos  fiber 
and  mineral  filler  of 
troweling  consistency. 

50-lb.  pails 
100-lb.  pails 
225-250-lb.  drums 
450-500-lb.  drums 


Sizes 

Colors 

1-lb.  cans. 

Black 

2y2- lb.  cans 

Red 

5-lb.  pails 

Maroon 

10-lb.  pails 

25-lb.  pails 

Green 

P rotokote  Roof  Cement 
.  A  plastic  cement 
similar  in  all  respects 
to  U.S.G.  Roof  Ce¬ 
ment. 


1-lb.  cans 
2y2-\b.  cans 
5-lb.  pails 
10-lb.  pails 
25-lb.  pads 
50-lb.  pails 
65-lb.  metal  kits 
100-lb.  pails 
225- 250-lb.  pails 
450-500-lb.  pails 
USG  Asphalt  Roof  Coating 

A.  cut-back  asphalt  1-pint  cans 

coating  of  asphalt  and  l-gal.  pails 

solvent  of  brushing  5-gal.  pails 

consistency.  10-gal.  pails. 

30-gal.  drums 
55-gal.  drums 

USG  Asbestos  Fibre  Coating 


l-gal.  pails 
5-gal.  pails 
10-gal.  pails 
55-gal.  drums 


5-gal.  pails 
10-gal.  pails 
30-gal.  pails 
55-gal.  drums 


A  cut-back  asphalt 
coating  of  asphalt, 
solvent,  and  asbestos 
fibres,  of  a  heavy 
brushing  consistency 
for  use  on  roofs. 

USG  Asphalt  Primer 
A  cut-back  asphalt 
of  thin  consistency  for 
priming  concrete,  gyp¬ 
sum  or  other  masonry 
surfaces  before  apply¬ 
ing  hot  asphalt  or 
heavier  cut-back  coat¬ 
ings  when  used  with 
roofing  materials. 

USG  Damproofing  Coating 
An  asphalt  coating 
consisting  of  asphalt 
and  solvent  for  pre¬ 
venting  the  penetra¬ 
tion  of  moisture  and 
dampness  into  brick, 
concrete  and  masonry 
surfaces  in  connection 
with  roofing. 

P ROTOKOTE  Asphalt  Roof  Coating 


l-gal.  pails 
5-gal.  pails 
30-gal.  drums 
55-gal.  drums 


A  cut-back  asphalt 
coating  of  asphalt  and 
solvent  of  brushing 
consistency. 


l-gal.  pails 
5-gal.  pails 
10-gal.  pails 
30-gal.  drums 
55-gal.  drums 


Black 


Black 

Red 

Maroon 

Green 


Black 


Protokote  Asbestos  Fibre  Coating 

A  cut-back  asphalt  l-gal.  pails  Black 

coating  of  asphalt,  5-gal.  pails 

solvent  and  asbestos  10-gal.  pails 

fibre  of  a  heavy  brush-  55-gal.  drums 

ing  consistency  for  use 
with  roofing  materials. 

RECOMMENDATIONS 

As  a  result  of  these  tests  the  Committee  recommends 

/?£ri0oV?!  “nderr  g,roup  16'  Art  2  (10  L16)  and  C26-680.0 
(10.12.11.1)  of  the  U.S.G.  Roofing  Materials  marketed 
under  the  names  of  the  U.S.G.  and  Samson,  as  pro¬ 
vided  for  herein  except  that  in  Test  #10,  Specification 
J,  the  roofing  specified  therein  shall  be  placed  over  an 
additional  ply  of  14#  Saturated  asphalt  felt  and  that 
“  $1^’  the  Specification  75#  Paragon  and  the 

Specification  90#  Adamant  shall  be  placed  over  an 
^ORional  ply  of  30#  Asphalt  Saturated  felt.  That  in 
addition  to  the  foregoing  requirements  the  roof  con- 
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structions  listed  herein  shall  comply  to  the  following 
requirements : 

SLAG  OR  GRAVEL  SURFACED  ROOFING 

Wherever  these  roofings  are  applied  they  shall  be 
protected  with  3  pounds  of  slag  or  4  pounds  of  graded 
gravel  (screened  J4  to  per  square  foot  of  roofing 
and  embedded  in  a  top  pouring  of  asphalt.  Where 
promenades  are  provided  over  these  roofings,  they  shall 
be  protected  by  either  quarried  slate  or  ceramic  tile, 
not  less  than  6"  x  6"  x  %"  firmly  imbedded  in  asphalt 
or  Portland  cement  mortar,  which  protection  may  be 
used  in  lieu  of  the  slag  or  gravel  surfacing. 

SHINGLES 

Approval  is  recommended  on  all  classes  of  shingles 
as  listed  herein.  In  all  cases,  however,  the  use  of  these 
shingles  as  listed  in  this  report  is  limited  to  roofing 
or  re-roofing  of  frame  residential  construction  and 
other  buildings  outside  the  fire  limits. 

ROLL  ROOFING 

Approval  is  recommended  on  all  roll  roofing  material 
listed  in  this  report  when  made  and  used  with  the 
pitch  and  asphalt  of  the  composition  as  specified  herein 
with  the  use  of  accessory  materials  such  as  roof  coat¬ 
ings,  primers,  damproofing  coatings  and  the  roof 
cements  as  listed  herein  may  be  permitted. 

GENERAL 

Approval  of  these  roofings  is  recommended  on  con¬ 
dition  that  the  weight,  thickness  and  plies  of  material 
shall  not  be  less  for  any  roof  covering  than  that  speci¬ 
fied  for  the  specimen  test. 

Nothing  herein  contained  shall  preclude  the  use  of 
heavier  or  additional  plies  of  saturated  rag  felts,  pro¬ 
vided  that  the  total  weight  and  number  of  plies  used 
shall  equal  or  exceed  that  approved  for  any  specifica¬ 
tion  tested  herein,  with  the  use  of  12  lb.  saturated  rag 
felt  limited  specifically  to  slag  and  gravel  protected 
roofs.  Built-up  and  roll  roofings  may  be  applied  to 
either  combustible  or  non-combustible  roof  decks  in 
accordance  with  the  tests  and  specifications  as  speci¬ 
fically  provided  herein. 

It  is  further  recommended  that  the  U.S.G.  and 
Samson  roofing  material  when  used  in  New  York  City 
shall  have  each  package  or  roll  clearly  marked  or 
labelled  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  when  installed  in 
accordance  with  the  specification  under  Cal.  No. 
440-39-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner 
CHARLES  M.  BLUM, 

Commissioner 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  these 
materials,  under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  U.  S.  G.  Asphalt  and  Asbestos  Cement 
Roofing  Materials,  on  condition  that  the  materials  be  manu¬ 
factured,  used  and  labelled,  stamped  or  tagged  in  accord¬ 
ance  with  above  report. 

447-39-SM. 

APPLICANT — Shingle-Gibb  Company,  owner. 

SUBJECT — S-G-Fibrated  Coating  No.  110,  for  Roofing, 
— approval  of. 

APPEARANCES— 

For  Applicant:  F.  A.  Jung. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  committee  on  tests. 


THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(447-39-SM) 

Whereas,  the  Shingle-Gibb  Company,  owner,  filed  April 
10,  1939,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  S.  G.  Fi¬ 
brated  Coating  No.  110,  for  Roofing;  and 
Whereas,  this  material,  was  submitted  to  the  commit¬ 
tee  on  tests  of  the  board,  for  test  and  report:  and 
Whereas,  the  report  of  the  committee  on  tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  447-39-SM 

Subject:  S-G  Fibrated  Coating  No.  110, 
for  Roofing. 

May  23,  1939. 

On  April  10,  1939,  the  Shingle-Gibb  Company,  owner, 
filed  with  the  Board,  an  application  for  approval  of 
S-G  Fibrated  Coating  No.  110,  for  Roofing,  in  New 
York  City,  pursuant  to  Section  C26-605.0  (10.1.16)  of 
the  Adiministrative  Building  Code. 

The  material  submitted  is  a  fibrated  coating  for  pro¬ 
tecting  and  waterproofing  roof  surfaces.  It  is  com¬ 
posed  of  refined  Wurtzilite,  which  is  a  natural  pyro- 
bitumen,  together  with  asbestos  fibres  and  suitable 
volatile  solvents.  Its  consistency  is  such  that  it  can 
be  readily  applied  by  a  painters  hand  brush  or  roofers 
brush. 

This  material  was  tested  April  24,  1939  at  the  New 
York  testing  laboratories,  80  Washington  Street,  New 
York  City,  with  the  following  result:  A  panel  3  ft. 
by  4  ft  in  area,  consisting  of  standard  gauge  roofing 
tin  with  4  in.  lap,  lock  seams  on  a  standard  wood  deck, 
was  covered  with  S-G  Fibrated  Coating  No.  110,  at 
the  rate  of  one  gallon  to  85  sq.  ft.  The  result  of  test 
was  as  follows: 

Test  Started  .  0:00 

Flame  Out  .  5  min.  35  sec. 

Brand  Consumed  .  9  min.  50  sec. 

Plies  Consumed  .  None 

Area  of  Deck  Charred .  7^4  in.  by  11^  in. 

Depth  of  Charring .  l/%  in. 

Surface  Area  Burned .  14  in.  by  18^4  in. 

Surface  Area  Stained .  19  in.  by  18J4  in. 

At  the  conclusion  of  test  the  wood,  deck  was  burned 
11  inches  beyond  brand.  The  material  in  question  did 
not  support  combustion. 

It  is  accordingly  recommended  by  the  committee, 
that  S-G  Fibrated  Coating  No.  110,  be  approved  for 
use  in  New  York  City,  when  applied  over  approved 
roof  covering  at  the  rate  of  one  gallon  to  85  sq.  ft.  or 
better,  and  that  it  shall  not  be  applied  over  metal, 
unless  the  metal  is  placed  over  an  incombustible  roof, 
or  if  over  a  combustible  roof,  this  metal  shall  be  sep¬ 
arated  from  the  roof  deck  by  at  least  3/s"  of  incom¬ 
bustible  material  or  approved  roofing  material  equal  to 
an  approved  30#  asphalt  saturated  felt,  or  over  exist¬ 
ing  built  up  roofing  at  least  equivalent  to  an  approved 
30#  asphalt!  felt;  that  the  material  be  marked,  labeled 
or  tagged,  “Approved  for  use  in  New  York  City  under 
Cal.  447-39-SM”. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner 
CHARLES  M.  BLUM, 

Commissioner 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 
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Whereas,  this  report  recommended  the  approval  of  this 
material,  under  certain  conditions. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  S.  G.  Fibrated  Coat¬ 
ing  No.  110,  for  roofing,  on  condition  that  the  material 
be  manufactured,  used  and  labelled,  stamped  or  tagged  in 
accordance  with  above  report. 

448-39-SM. 

APPLICANT — Shingle-Gibb  Company,  owner. 

SUBJECT— S-G-  Structural  Waterproofing  No.  170  (for 
Roofing) — approval  of. 

APPEARANCES— 

For  Applicant:  F.  A.  Jung. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . .  0 

Absent  .  ’  .  q 

THE  RESOLUTION— 

(448-39-SM) 

Whereas,  Shingle-Gibb  Company,  owner,  filed  April  10, 
1939,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material,  known  as  S.  G. 
Structural  Waterproofing  No.  170  (for  roofing)  ;  and 

Whereas,  this  material,  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 
Whereas,  the  report  of  the  committee  on  tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  448-39-SM 

S.  G.  Structural  Waterproofing  No.  170 
(for  roofing.) 

^  May  23,  1939. 

On  April  10,  1939,  the  Shingle-Gibb  Company,  owner, 
filed  an  application  for  approval  of  S-G  Structural 
Fireproofing  No.  170,  for  Roofing,  in  accordance  with 
C26-605.0  (10.1.16)  of  the  Administrative 
Building  Code. 

This  material  is  a  fibrated  coating  for  protecting  and 
waterproofing  roof  surfaces.  It  is  composed  of  refined 
Wurtzilite  _  which  is  a  natural  occurring  pyrobitumen, 
together  with  suitable  volatile  solvents.  Its  consistency 
is  such  that  it  can  be  readily  applied  with  a  spray  gun 
or  painters  hand  brush. 

This  material  was  tested  April  24,  1939,  at  the  New 
York  Testing  Laboratories,  80  Washington  Street,  New 
York  City,  with  the  following  results : 

A  panel  3  feet  by  4  feet  in  area  consisting  of  standard 
gauge  roofing  tin  with  4  inch  lap,  lock  seams  on  stand¬ 
ard  wood  roof  decking  was  covered  with  S-G  Struc¬ 
tural  Waterproofing  No.  170,  at  the  rate  of  one  gallon 
to  100  square  feet  of  coverage.  The  result  of  test  was 
as  follows : 

Test  Started  .  0:00 

Flame  Out  .  5  min_  5  sec 

Brand  Consumed  .  10  min.  35  sec. 

Area  of  Deck  Charred .  16"  x  7" 

Depth  of  Charring . 

Surface  Area  Burned  .  8"  x  18" 

Surface  Area  Stained  .  8"  x  18" 

It  is  accordingly  recommended  by  the  committee 
that  S-G  Structural  Waterproofing  No.  170,  be  ap¬ 
proved  for  use  in  New  York  City,  when  applied  over 
approved  roof  covering  at  the  rate  of  one  gallon  to  100 
sq.  ft.  or  better,  and  that  it  shall  not  be  applied  over 
metal,  unless  the  metal  is,  placed  over  an  incombustible 


roof,  or,  if  over  a  combustible  roof,  the  metal  shall  be 
separated  from  the  roof  deck  by  at  least  H"  of  in¬ 
combustible  material  or  approved  roofing  material  equal 
to  an  approved  30#  asphalt  saturated  felt,  or  over 
existing  built  up  roofing  at  least  equivalent  to  an  ap¬ 
proved  30  pound  asphalt  saturated  felt,  and  on  the 
further  condition  that  the  material  be  marked,  labeled 

°r  *****  Approved  for  use  in  New  York  City  under 
Cal.  448-39-SM  . 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

Whereas,  this  report  recommended  the  approval  of  this 
material,  under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve ^  the  material  known  as  S.  G.  Structural 
Waterproofing  No  170,  for  Roofing,  on  condition  that  the 
material  be  manufactured,  used  and  labelled,  stamped  or 
tagged  in  accordance  with  above  report 


and 


Adjourned,  6:10  P.M. 


Edward  V.  Barton,  Chief  Clerk. 


^CORRECTION 

The  minutes  ofi  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Tuesday,  April  25,  1939,  as  they  ap¬ 
peared  in  Bulletin  No.  18,  Vol.  24,  are  hereby  corrected  to 
read  as  follows : 

THE  RESOLUTION— 

(970-38-SM) 

Whereas,  H.  P.  Hayden,  of  Thompson  Materials  Cor¬ 
poration,  for  Johnson-March  Corporation,  owner,  filed 
November  2,  1938,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
^rocess  Dor  curing  concrete)  ;  and 
Whereas  this  material  was  submitted  to  the  Committee 
on  lests  of  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  of 
the  board  reads: 

REPORT  CO7  COMMITTEE  ON  TESTS 
Re:  Cal.  No.  970-38-SM. 

Subject:  Hunt  Process. 

(Concrete  Curing  Method). 

*p,  r  v,  u  ,  „  April  22,  1939. 

the  Johnson-March  Corporation  of  New  York,  filed 
with  the  Board  of  Standards  and  Appeals  a  request  for 
5®  aPProvaI _of  the,r  concrete  curing  method  known  as 
the  Hunt  Process  under  C26-502.0,  sub.  c,  of  the 
Administrative  Building  Code  (8  5.34).  The  “Hunt 
*™e.ss.’  as  hereinafter  described,  is  a  bituminous 
material  that  prevents  the  Hehvdration  of  concrete  and 
permits  the  cement  to  hydrate,  so  that  the  concrete 
develops  strengths  which  are  comparable  to  moist  room 
curing  conditions. 

The  Hunt  Process”  is  a  liquid  composed  of  Ber¬ 
mudez  asphalt  and  gilsonite  blended  at  a  high  tempera¬ 
ture  and  thinned  to  make  workable  by  a  petroleum 
so  vent.  The  specification  of  this  compound  is  as 
follows : 

Specific  Gravity  at  60°  F .  0  83  to  0  98 

Viscosity,  Saybolt  Furol  at  100°  F.  V. 15  to  50  sec 
When  distilled  to  a  temperature  of  680°  F.  the  total 
distillate  is  not  less  than  60%  by  volume.  The  initial 
boiling  point  of  the  distillate  is  not  less  than  240°  F. 
and  at  least  35%  by  volume  of  the  total  distillate  has 
distilled  over  at  437°  F.  The  residue  poured  from  the 
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flask  immediately  after  the  distillation  has  the  following 
characteristics : 

Specific  Gravity  at  77°  F . not  less  than  0.90 

Penetration  100  gms.,  5  secs,  at  77°  F . 50  to  100 

Solubility  in  carbon  bisulfide . not  less  than  90.0% 

Ductility  at  77°  F . not  less  than  60  cm. 

Fixed  Carbon . 10  to  20% 

Paraffine  scale . not  more  than  0.5% 

This  compound  is  applied  to  formed  or  exposed  con¬ 
crete  by  a  single  nozzle  spray  gun  operating  under 
compressed  air  at  a  pressure  of  90  lbs.  per  sq.  in.  As 
soon  as  the  forms  are  stripped  (within  one  hour),  the 
“Hunt  Process”  compound  is  sprayed  on  the  surface 
of  the  concrete  at  thd  rate  of  20  sq.  yards  per  gal.  and 
forms  a  thin  flexible  black  sheet,  which  is  both  air  and 
waterproof.  It  thus  seals  into  the  contained  concrete 
the  mixing  water  and  permits  the  complete  hydration 
of  the  cement. 

This  material  was  tested  by  Columbia  University, 
Report  No.  2325,  with  results  as  follows: 

That  bituminous  curing  applied  as  soon  as  the 
concrete  has  been  deposited  and  finished,  is  more 
effective  than  when  applied  after  twenty-four  (24) 
hours  burlap  curing. 

That  the  application  of  bituminous  coating  in 
general  results  in  cbnsiderably  higher  strength 
concrete  than  when  the  same  concrete  is  unprotected 
from  evaporation  during  the  curing  period. 

That  bituminous  curing  is  equal  in  effectiveness 
to  moist  room  curing.  That  the  unprotected  (or 
uncured)  concrete  shows  an  average  loss  in 
strength  of  about  sixteen  (16%)  percent. 

That  evaporation  of  the  mixing  water  is  retarded 
by  the  application  of  bituminous  surface  coating, 
and  that  the  native  asphalt  compound  appears  to  be 
the  most  effective  of  the  three  materials  tested*. 

That  the  compressive  strength  of  a  mass  of  un¬ 
cured  concrete  varies  throughout  the  depth  of  the 
slab.  The  loss  of  strength  is  dependent  on  the 
amount  of  evaporation  of  the  mixing  water,  and 
the  resultant  lack  of  curing. 

That  surface  coating  with  a  bituminous  compound 
and  moist  room  curing  each  produce  an  equally 
uniform  strength  throughout  slab,  whereas  the 
strength  of  the  material  adjacent  to  the  surface  of 
an  untreated  and  unprotected  slab  decreases  about 
forty  (40%)  percent. 

That  resistance  to  abrasion  is  dependent  on 
proper  curing,  as  indicated  by  the  small  differences 
throughout  the  slab  in  the  moist  cured  and  bitu¬ 
minous  coated  specimens,  while  the  untreated  and 
unprotected  specimens  showed  a  large  variation,  or 
about  one  hundred  (100%)  percent  greater  at  the 
top  than  at  the  bottom  of  the  slab,  i.e.,  the  re¬ 
sistance  to  wear  of  uncured  concrete  is  approxi¬ 
mately  one-half. 

That  the  native  asphalt  compound  dries  more 


quickly  and  forms  a  more  impervious  film  than 
either  the  asphaltic  emulsion,  or  the  petroleum 
asphalt  cutback. 

On  the  basis  of  this  test,  the  committee  recommends 
the  approval  of  the  “Hunt  Process”  (Concrete  Curing 
Method),  when  manufactured  as  aforementioned,  as  an 
acceptable  method  of  curing  concrete,  as  required  in 
C26-502.0,  sub.  c,  of  the  Administrative  Building  Code 
(8.5.34),  provided  that  the  “Hunt  Process”  is  to  be 
applied  immediately  (within  L  hour)  after  the  forms 
are  stripped  from  structural  concrete  and  other  con¬ 
crete  work  not  requiring  forms,  such  as  floor  finishes 
and  driveways.  This  material  is  to  be  applied  by  a 
spray  gun  operated  by  at  least  90  lbs.  per  sq.  in.  air 
pressure  and  spread  over  the  area  to  be  protected  at 
the  rate  of  1  gallon  to  each  20  square  yards.  When¬ 
ever  the  bonding  of  joints  o-  surfaces  protected  by  the 
“Hunt  Process”  is  to  be  made,  the  “Hunt  Process” 
compound  shall  be  removed  by  sand  blasting  and  the 
surfaces  to  be  bonded  are  to  be  thoroughly  cleansed 
and  well  moistened  prior  to  the  application  of  grout 
or  other  concrete.  It  is  further  recommended  that  pre¬ 
caution  be  taken  to  prevent  unnecessary  water  spraying 
and  premature  loading  or  traffic  over  surfaces  treated 
with  this  compound.  It  is  also  recommended  that  the 
“Hunt  Process”  be  applied  to  roof  slabs  and  floor  sur¬ 
faces  as  soon  as  the  surface  water  is  dissipated.  Similar¬ 
ly,  this  protection  shall  be  accorded  the  tops  of  walls, 
foundations,  beams  and  columns,  where  pouring  is  in¬ 
terrupted  for  a  period  longer  than  24  hours  after  the 
excess  water  on  the  top  of  the  forms  is  dissipated.  Such 
curing  compound  may  be  permitted  to  remain  on  the 
exposed  sides  of  concrete  surface  for  its  waterproofing 
qualities.  The  use  of  this  material  shall  be  limited  to 
open  spaces. 

It  is  recommended  further  that  the  containers  of 
“Hunt  Process”  (Concrete  Curing  Method)  be  stamped 
or  labelled : — “Approved  for  use  in  New  York  City  by 
the  Board  of  Standards  and  Appeals  under  Cal.  No. 
970-38-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM. 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Hunt  Process 
(Concrete  Curing  Method),  for  use  in  New  York  City 
when  manufactured,  used  and  labelled  or  stamped  in  ac¬ 
cordance  with  the  above  report. 


^Correction— The  word  “Hun”  changed  to  “Hunt”  in  line 
16  of  resolution;  the  word  “residence”  changed  to  “re¬ 
sistance  ’  in  line  82  of  resolution  and  the  word  “confined” 
changed  to  “open”  in  line  126  of  resolution. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
dued  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conveni¬ 
ence  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


MULTIPLE  DWELLING  LAW  ON  SALE 
Copies  of  the  Multiple  Dwelling  Law  are  now  on  sale  at 
the  ^Distribution  Division  of  the  City  Record  Office,  Room 
2213,  Municipal  Building,  Manhattan.  Price  50c;  by  mail  54c. 
Copies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs  and 
Fire  Towers  are  now  on  sale  at  the  Distribution  Division 
of  the  City  Record  Office,  Room  2213,  Municipal  Build¬ 
ing,  Manhattan.  Price  10c;  by  mail  12c. 
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PUBLIC  HEARING 

PROPOSED  RULES  FOR  THE  TESTING  AND  USE  OF  BLENDED  CEMENTS. 


(584-39-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  June  2,  1939,  at  10  a.m.,  Room  1013,  Municipal 
Building,  Manhattan,  on  Proposed  Rules  for  the  Testing 
and  Use  of  Blended  Cements. 

Authority : 

Pursuant  to  the  Authority  vested 'in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York,  and  C26-189.0,  Administrative  Build¬ 
ing  Code  (2.2.1. 1),  and  C26-312.0,  paragraph  c,  subdivision 
2,  Administrative  Building  Code  (7.1.1.73)  reading: 
“Nothing  herein  contained  shall  be  construed  to  prohibit 
the  use  of  cements  of  other  types  ivhich  are  approved  by 
the  board  and  are  used  in  accordance  with  rules  of  the 
board  governing  their  use 

1.0  Scope. 

1.1  The  purpose  of  these  rules  is  to  provide  a  basis 
wherein  approved  cements  other  than  Portland 
Cements  and  consisting  mainly  of  blended  materials 
may  be  used  wherever  under  the  Administrative 
Building  Code  the  use  of  Portland  Cement  is  per¬ 
mitted. 

2.0  Blended  Cements. 

2.1  Blended  Cements.  These  rules  apply  to  blended 
hydraulic  cements  consisting  essentially  of  Portland 
Cement  and  more  than  one  per  cent  admixtures,  such 
as : — 

(a)  Inert  siliceous  materials. 

(b)  Limes,  natural  cements  or  other  calcium  sili¬ 
cate  cements. 

(c)  Pozzolanic  materials. 

(d)  Accelerators,  retarders  and  plasticizers. 

2.2  Nothing  herein  contained  shall  be  construed  as 
permitting  the  blending  of  cements  and  admixtures 
in  the  field,  except  as  may  be  otherwise  permitted  in 
specific  cases  by  the  Board. 

i.O  Composition  of  Blended  Cements. 

3.1  All  materials  used  as  admixtures  in  the  manu¬ 
facture  of  blended  cements  shall  conform  generally 
to  Federal  Specifications,  where  such  specifications 
exist,  or  if  no  Federal  Specifications  exist,  they  shall 
conform  to  A.S.T.M.  specifications  or  such  rules  gov¬ 
erning  the  use  of  these  materials  as  are  promulgated 
by  the  Board. 

.0  Manufacture  and  quality  of  Blended  Cements. 

4.1  A  flow  sheet  in  duplicate  showing  the  process 
of  manufacture  and  blending  shall  be  filed  with  the 
Board  as  part  of  any  application  for  approval  which 
shall  include  the  origin  and  the  amount  of  materials 
used  and  proof  as  to  quality. 

0  Available  supply  of  raw  materials. 

5.1  Evidence  shall  be  filed  with  the  Board  showing 
the  potential  supply  of  raw  material  available  to  the 
manufacturer. 

•0  Fineness. 

6.1  The  specific  surface  shall  be  not  less  than  1800 
sq.  cm.  per  gram,  as  determined  by  methods  of  test 
described  in  A.S.T.M.  specifications  C115-38T. 

6.2  The  residue  shall  not  exceed  15%  by  weight  on 
a  #325  standard  sieve. 


7.0  Soundness. 

7.1  A  pat  of  neat  cement  of  normal  consistency  shall 
be  subjected  to  tests  for  soundness  by  the  methods 
outlined  in  A.S.T.M.  specifications  C77-36,  and  when 
so  tested  it  shall  show  no  signs  of  distortion,  cracking, 
checking  or  disintegration  when  subjected  to  the 
steam  test,  nor  shall  the  expansion  of  the  pat  be  greater 
than  5mm,  when  molded  in  Le  Chatelier  tongs  and 
stored  in  a  standard  moist  closet  for  24  hours. 

7.2  In  addition  to  these  requirements,  the  expansion 
of  three  1"  x  1"  x  10"  bars  of  neat  cement  of  normal 
consistency  when  subjected  to  the  Autoclave  test, 
A.S.T.M.  tentative  method,  shall  not  have  an  expan¬ 
sion  in  excess  of  0.75%. 

8.0  Time  of  set. 

8.1  Time  of  setting  shall  be  determined  by  test  de¬ 
scribed  in  A.S.T.M.  Specification  C77-36,  and  the 
mortar  so  tested  shall  not  develop  initial  set  in  less 
than,  one  hour  and  final  set  in  more  than  10  hours, 
as  tested  with  Vicat  or  Gillmore  needle. 

9.0  Compressive  strength  for  normal  blended  cements. 

9.1  The  average  compressive  strength  of  five  2-inch 
mortar  cubes  composed  of  one  part  of  blended  cement 
and  2.75  parts  graded  Ottawa  sand  by  weight  shall 
be  not  less  than  the  following: 


Age  at  Test 

*Compressive 

Storage  of  Cubes  Strength 

7  days 

1  dav  in  moist  air,  6  2200  #/□" 

days  in  water 

28  days 

1  day  in  moist  air,  27  3500  #/□" 
days  in  water 

*When  tested 
C109-37-T. 

in  accordance  with  A.S.T.M.  Spec. 

9.2  Tensile  Strength. 

The  average  tensile  strength  in  lb./in.2  of  not  less 
than  5  mortar  briquets  composed  of  one  part  cement 
and  3  parts  of  Ottawa  sand,  by  weight,  shall  be 
equal  to  or  greater  than  the  following:" 


Age  at  Test 

Storage  of  Briquets 

Tensile 

Strength, 

#/□" 

3  days 

1  day  in  moist  air,  2  days 
in  water 

175 

7  days 

1  day  in  moist  air,  6  days 
in  water 

275 

28  days 

1  day  in  moist  air,  27  days 
in  water 

350 

The  average  tensile  strength  of  the  mortar  at  7 
and  28  days  shall  be  higher  than  that  at  3  and  7 
days,  respectively. 


10.0  Blended  cements  having  other  properties. 

10.1  When  approval  of  the  board  is  requested  for 
the  use  of  Blended  Cements  having  high  early 
strength,  sulfate  resistance  or  low  heat  of  hydration, 
application  shall  be  made  to  the  board  for  additional 
tests  to  develop  these  properties. 
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RULES 


RULES  RELATIVE  TO  SUBMERGED  INLETS  AND  PROTECTIVE  METHODS  TO  BI 
APPLIED  TO  PREVENT  CONTAMINATION  OF  WATER  SUPPLY. 


ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  FEBRUARY  3,  193S 

EFFECTIVE,  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C  OF  THI 

NEW  YORK  CITY  CHARTER,  FEBRUARY  27,  1939. 


(835-38-SR) 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraphs  2  and  3,  of 
the  Nezv  York  City  Charter  and  C26-1268.0c  4  ( 14.7.1.3 
■6C)  and  C26-1277.0h  (14.8.2.8  BC),  of  the  Administrative 
Code. 


approved  vacuum  breaker  and  check  valve,  the  checl 
valve  to  be  located  between  the  fixture  and  vacuuu 
breaker.  The  waste  pipe  for  this  type  of  apparatu 
shall  not  connect  directly  with  any  drainage  system  bu 
shall  discharge  above  an  open,  water  supplied,  trappec 
and  vented  fixture. 


Rule  1.  Flush- Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged  in¬ 
lets  supplied  directly  from  the  City  Water  Supply 
System  (and  not  supplied  from  separate  riser  and 
tank),  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches 
above  the  overflow  level  of  the  fixture,  to  prevent 
siphonage  or  backflow  of  contaminated  water  into  the 
house  water  distribution  piping  and  checked  by  the 
inspector. 


Rule  6.  Bidets — Bed  Pan  Washers. 

Water  supply  connection  to  bidets,  bed  pan  washers 
or  similar  apparatus  shall  be  equipped  with  an  ap 
proved  vacuum  breaker  and  check  valve,  the  latter  lo 
cated  between  the  fixture  and  the  vacuum  breaker. 

Rule  7.  Roof  or  Suction  Tanks. 

Water  supply  inlets  to  roof  or  suction  tanks  shal 
be  located  at  least  two  inches  above  the  overflow  leve 
of  the  tank. 


Rule  2.  Ballcocks. 

Flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  one-half 
inch  above  the  overflow  outlet  of  the  flush  tank. 

Rule  3.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at 
least  one  inch  above  the  overflow  level  of  the  fixture, 
except  when  submerged  inlets  are  absolutely  essential 
for  the  proper  functioning  of  a  fixture. 

Rule  4.  Sterilizers. 

Direct  water  supply  piping  connections  to  sterilizers 
are  prohibited,  4  he  waste  piping  for  sterilizers  shall 
not  connect  directly  with  any  drainage  system ;  such 
waste  piping  shall  discharge  above  an  open,  water  sup¬ 
plied,  trapped  and  vented  fixture. 

Rule  5.  Aspirators — Water  Siphons. 

Water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  shall  be  equipped  witn  an 


Rule  8.  Sump  or  Well  Pumps. 

Water  supply  connections  for  priming  purposes  tc 
sump,  well,  or  similar  type  pumps  shall  be  connected! 
to  the  inlet  side  of  the  pump  and  be  equipped  with 
an  approved  vacuum  breaker  and  check  valve,  the. 
check  valve  to  be  located  between  the  pump  and  the 
vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for 
cooling  purposes  shall  be  equipped  with  an  approved: 
check  valve  to  prevent  possible  back  flow  of  ammonia 
or  other,  refrigerant  agency  from  defective  condenser^ 
coils  or  jackets,  except  in  such  installations  where  the- 
water  supply  piping  is  entirely  outside  of  the  piping 
or  tank  containing  the  refrigerant  and  two  inde-; 
pendent  wall  thicknesses  of  metal  separate  the  re¬ 
frigerant  from  the  city  water  supply.  Refrigeration’ 
units  containing  more  than  twenty  pounds  of  refrig-, 
erant  shall  be  provided  with  an  additional  safeguard 
in  the  form  of  an  approved  relief  valve  installed  at 
the  outlet  side  of  the  check  valve,  such  relief  valve 
being  set  at  five  pounds  above  the  maximum  water 
pressure  at  the  point  of  installation. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  board — 

first, '  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

fourth,  4  hat  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  application  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or  ap¬ 
plication  will  be  held  in  abeyance  by  reason  of  failure  of 
the  appellant  or  applicant  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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Office — Municipal  Building,  Rooms  1000  to  1018. 
Telephone— WOrth  2-0184. 

Office  Hours  for  Public — 9  a.  m.  to  4  p.  m.  Saturdays 
9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 
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39- A,  560-39-A,  605-39-A,  1008-38-A- WF,  503-39-A,  508- 
39-A,  532-39-A,  601-39-A,  602-39-A,  609-39-A,  612-39-A, 
648-39-A,  665-39-A,  669-39-A,  1221-38-A,  470-39-S,  580- 
39-S,  625-39-S,  46-34-SA,  337-38-SA,  518-39-SA,  553-39- 
SA,  588-39-SA,  133-39-SM  and  463-39-SM. 

Minutes  of  Special  Meeting,  June  2,  1939,  at  10  A.M., 
Affecting  Calendar  Numbers  584-39-SR,  329-39-A  and 
330-39-A. 

Paint,  Varnish  and  Lacquer  Spraying  Rules. 

Approved  Paint,  Varnish  and  Lacquer  Spraying  Equip¬ 
ment. 

Fire  Retarding  Rules  for  Garages,  etc. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative.  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 

of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK.  Chairman 
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DOCKET 

New  Cases  Filed  up  to  May  30,  1939 
Cal.  No.  Department  Premises  Affected 

688-39-SA. . . Metco  Metallizing  Gun,  Type  E, 

Appliance. 


689-39-A . H.B.B . 176  Fifth  avenue,  west  side,  119 

ft.  6  in.  north  of  Sackett  street 
(Block  No.  949,  Lot  No.  47), 
Borough  of  Brooklyn, 

Alt.  928-39. 


690-39-A . H.B.M . 187-189  West  Fourth  street  and 

130-134  Washington  place, 
south  side,  1  ft.  1  in.  east  of 
Sheridan  Square  (Block  No. 
592,  Lot  No.  2),  Borough  of 
Manhattan,  Alt.  1038-39. 


691-39-BZ . H.B.M . 222-224  West  59th  street,  south 

side,  325  ft.  west  of  Seventh 
avenue  (Block  No.  1030,  Lot 
No.  46),  Borough  of  Man¬ 
hattan,  Alt.  3299-38. 


692-39-A . H.B.Q . 92-30  168th  street,  west  side,  242 

ft.  south  of  Jamaica  avenue 
(Block  No.  10156,  Lot  No. 
26),  Jamaica,  Borough  of 
Queens,  Misc.  Applic.  456-39. 


693-39-A . H.B.Q . East  side  of  Parsons  boulevard, 

between  Goethals  avenue  and 
82nd  drive  (Triboro  Hospital 
for  Tuberculosis  Patients)  ; 
(Block  No.  6858,  Lot  No.  3), 
Flushing,  Borough  of  Queens, 
N.B.  3728-38. 


694-39-A . H.B.Q  ...  .41-46  and  41-48  55th  street,  west 

side,  575  ft.  and  600  ft.  north 
of  Queens  boulevard  (Block 

No.  908,  Lot  No . ), 

Woodside,  Borough  of 

Queens,  N.B.  3194-39  and 

N.B.  3195-39. 


695-39-SM . Nazareth  Portland  Cement  and 

Nazco  High  Early  Strength 
Portland  Cement,  manufac¬ 
tured  by  Nazareth  Cement 
Company,  Material. 


696-39-A . H.B.M . 2321  Third  avenue  and  201  East 

126th  street,  northeast  corner 
(Block  No.  1791,  Lot  No.  1), 
Borough  of  Manhattan, 
Decision  re :  Revocation  of 
Certificate  of  Occupancy 
No.  18580-32. 


697-39-A . H.B.M . 28  Bowery  and  43  Bayard  street, 

southwest  corner  (Block  No. 
163,  Lot  No.  43),  Borough  of 
Manhattan, 

Decision  re  Revocation  of 
Certificate  of  Occupancy 
No.  19617-34. 


698-39-A . F.D . 115-23  Jamaica  avenue  and  86-28 

116th  street,  northwest  corner 
(Block  No.  192,  Lot  Nos.  20 


and  21),  Richmond  Hill,  Bor¬ 
ough  of  Queens, 

79568-L.C.  ( 1629-L.F.)  and 
79569  L.C.  (1162-L.F.). 


699-39-A . H.B.Q  .  . .  .40-22  Main  street,  northwest  cor¬ 

ner  of  40th  road  (Block  No. 
5036,  Lot  No.  42),  Flushing, 
Borough  of  Queens, 

B.N.  53-39. ' 


700-39-A . F.D . 44-01  to  44-29  21st  (Van  Alst) 

avenue,  east  side,  from  44th 
road  (13th  street)  to  44th 
avenue  (14th  street),  21-01  to 
21-15  44th  avenue  (14th 
street)  and  21-02  to  21-10 
44th  road  (13th  street); 
(Block  No.  439,  Lot  No.  14), 
Long  Island  City,  Borough  of 
Queens,  2669-L.F. 


701-39-A . H.B.Bx. . . .  West  side  of  Cabot  street  to  138 

ft.  west  of  west  side  of  Trux- 
ton  street  and  82.03  ft.  south 
of  Oak  Point  avenue  to  East 
River  (Block  No.  2605,  Lot 
No.  350,  part  of  Lot  No.  2, 
Block  No.  2606,  part  of  Lot  . 
No.  3),  Borough  of  The  1 
Bronx,  N.B.  448-39. 


702-39-A . H.B.M . 746-750  Broadway  and  7  Astor 

place,  northeast  corner  (Block 
No.  545,  Lot  No.  59),  Bor¬ 
ough  of  Manhattan, 

Viol.  4958-38  and  Decision. 


703-39-A . H.B.B . 57-69  Caton  place,  north  side,  50 

ft.  east  of  East  8th  street  and 
13-23  Ocean  parkway  (Block 
No.  5322,  Lot  No.  4),  Bor¬ 
ough  of  Brooklyn, 

Applic.  1826-39. 


704-39-BZ . H.B.B . 698-720  Livonia  avenue,  south 

side,  between  Wyona  street 
and  Bradford  street,  545-555 
Wyona  street  and  552-562  ] 
Bradford  street  (Block  No.  i 
3826,  Lot  Nos.  21  and  27),  i 
Borough  of  Brooklyn, 

Applic.  1634-39. 


705-39-A . H.B.M . 877  Fifth  avenue  and  2-4  East 

69th  street,  southeast  corner 
(Block  No.  1383,  Lot  Nos.  67 
and  69),  Borough  of  Manhat¬ 
tan,  Decision. 


706-39-A . H.B.B  ...  .721  Avenue  O,  northwest  corner 

of  East  Eighth  street  (Block 
No.  6589,  Lot  No.  50),  Bor¬ 
ough  of  Brooklyn, 

Applic.  1893-39. 


707-39-A . H.B.B . 1135  86th  street  (1133  displayed), 

north  side,  278  ft.  east  of 
Eleventh  avenue  (Block  No. 
6337,  Lot  No.  61),  Borough 
of  Brooklyn,  Alt.  1263-39. 


708-39-SA . Nu-Vapomatic  Oil  Burner, 

Appliance. 
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709-39-SM. 


710-39-SM 


71 1-39- SM 


. Gypsum  Lath  (Plaster  Board), 

Gypsum  Wallboard  and  Gyp¬ 
sum  Sheathing  Board  (Gold 
Bond,  Rockwall  and  Gypsolite 
Brands),  manufactured  by 
National  Gypsum  Company, 

Material. 

. Gypsum  Partition  Tile  or  Block 

(Gold  Bond  and  Rockwall 
Brands),  manufactured  by 
National  Gypsum  Company, 

Material. 

. Gypsum  Plaster  (Gold  Bond, 

Universal,  Rockwall,  Clip-On, 
Riverside,  Pioneer,  Gold  Bond 
Superwhite,  Universal  Silver- 
white,  Universal  Blue  Ribbon, 
Pioneer  FF,  Pioneer  FFF, 
Pioneer  Barga  Lucca,  Gold 
Bond  Macoustic  and  Best 
Bros.  Keene’s  Cement 
Brands),  Manufactured  by 
National  Gypsum  Company, 

Material. 


Restored  to  Calendar 

46-34- S A . May  Oil  Burner,  Models  SMT 

and  LCT  and  Model  D, 

Appliance. 


1008  38-A-V  F. .  .H.B.Q..  .126-14  38th  avenue,  south  side, 

100  ft.  east  of  126th  street 
(Block  No.  1826,  Lot  No.  14), 
Corona,  Borough  of  Queens, 
N.B.  8233-38. 


191-34  BZ  ...  .PI. B.Bx.,  .  .2087_  Boston  road,  west  side, 

152.08  ft.  south  of  East  180th 
street  (Block  No.  3137,  Lot 
No.  20),  Borough  of  The 
Bronx, 

Zone  Viol.  195-38 
and  Decision. 


DESIGNATIONS:  H.B.— Department  of  Housing  and  Build 
^5’  H  If; B-~ Department  of  Housing  and  Buildings,  Brooklyn; 
h  Department  of  Housing  and  Buildings.  Manhattan: 

HAQ^Deputment  of  Housing  and  Buildings,  Queens; 

' Department  of  Housing  and  Buildings,  Richmond; 

S-B;“xVDepartment  Housing  and  Buildings,  Bronx;  H.D _ 

Health  Department  and  F.D.— Fire  Department. 


COURT  DECISION 

On  July  I9,  1938,  Board  granted  permission  for  parking  of  more 
than  five  (5)  motor  vehicles,  partly  in  business  and  partly  in  unre- 
q/?Cq!q  £s£lc,t*  under  secti°n  7-h,  Cal.  No.  3 44-38-BZ,  at  premises 
t  d  ' 8  ,PeKaIb  venue,  southwest  corner  of  Lewis  avenue.  Borough 
ot  Brooklyn.  Mr.  Justice  Lockwood  sustained  Board,  statins?  no 
claim  was  made  that  the  Board’s  action  was  arbitrary  or  unreasonable 
or  that  they  abused  their  power.  (N.Y.L.J.  June  5,  1939.) 


Fire  Retarding  Rules  for  Garages, 

etc . June 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Nov. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . May 

Oil  Burner  Rules . Jan. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  .  June 

Platform  Trucks,  Specifications  for. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply) . May 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.May 
Smoking  in  Factories,  Rules  for.... May 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  503  of  Industrial  Code) .  .Apr. 


7,  1939— Vol.  24,  No.  23 
13,  1937— Vol.  24,  No.  15 
21,  1919— Vol.  4,  No.  3 

1,  1938— Vol.  23,  No.  44 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
9,  1939— Vol.  24,  No.  19 
3,  1939— Vol.  24,  No.  1 

7,  1939— Vol.  24,  No.  23 
24,  1936 — Vol.  21,  No.  4/ 
3.  1937— VoL_22,  No.  31 

30,  1939— Vol.  24,  No.  22 

7,  1937— Vol.  22,  No.  36 

23,  1939— Vol.  24,  No.  21 

23,  1939— Vol.  24,  No.  21 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

10,  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Mar.  5,  1935— Vol.  20,  No.  10 

Fireline  Hose  Valves . Apr.  25,  1939— Vol.  24,  No.  17 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Jan.  3,  1939— Vol.  24,  No.  1 

Fuel  Oil  Fill  Pipe  Terminals . May  9,  1939 — Vol.  24,  No.  19 

Fuel  Oil  Burners  for  Industrial  Use.Aug.  30,  1938— Vol.  23,  No.  35 

Fuel  Oil  Pumps . Jan.  3,  1939— Vol.  24,  No.  1 

Gas  Heaters . May  9,  1939— Vol.  24,  No.  19 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Equipment  .  June  7,  1939— Vol.  24,  No.  23 

Range  Oil  Burners  and  Space 

Heaters  .  Jan.  3,  1939— Vol.  24,  No.  1 

Vacuum  Breakers . May  9,  1939— Vol.  24,  No.  19 


JUNE  7,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning  June 
7,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


cal.  no.  738-38-BZ — Application,  August  23,  1938,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Bernard  Trencher,  appli¬ 
cant,  on  behalf  of  Mary  T.  Hasselman 
and  Anastasia  L.  Bartley,  owners 
(Socony-Vacuum  Oil  Company,  Inc., 
lessee),  to  permit  in  a  residence  use 
district  the  extension  of  a  gasoline  ser¬ 
vice  station  and  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gasoline  service  station  office,  lubri- 
tory,  auto  laundry  and  for  the  sale  of 
accessories ;  premises  1815-1825  Ocean 
avenue,  east  side,  280  ft.  south  of  Ave¬ 
nue  M  (Block  No.  7656,  Lot  No.  55 
and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 


RULES 


Carbon  Dioxide  Liquefier  Rules.  ...Mar. 
'ertificate  of  Occupancy,  approved 

form  . Aug. 

oncrete  Flat  Slabs,  Rules . July 

oncrete  Rules  (Hydrated  Lime)... Aug. 

levator  Rules  . Mar. 

xit  Rules  (Revolving  Doors) . Tune 

’actory  Exit  Rules . May 

ire  Alarm  Rules  (Interior) . Apr. 

Ire  Drill  Rules . Nov. 


Last  Publication  in  Bulletin 


21,  1939— Vol.  24,  No.  12 


23,  1938— Vol. 
13,  1937— Vol. 
3,  1937— Vol. 
3,  1936— Vol. 

15,  1937— Vol. 

16,  1939— Vol. 
25,  1939— Vol. 
22,  1938— Vol. 


23,  No.  34 
22,  No.  28 
22,  No.  31 

21,  No.  9 

22,  No.  24 

24,  No.  20 
24,  No.  17 

23,  No.  47 


cal.  no.  235-31-BZ — Application  of  Edward  L.  Kelly,  appli¬ 
cant,  on  behalf  of  Pearl  Palatnick, 
owner,  reopened  November  22,  1938,  on 
order  of  the  Court,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station 
(previously  denied  by  the  board)  ; 
premises  701-705  Utica  avenue,  east 
side,  100  ft.  south  of  Clarkson  avenue 
(Block  No.  4637,  Lot  No.  41).  Bor¬ 
ough  of  Brooklyn. 
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cal.  no.  467-32-BZ — Application  of  Fred  Surrey,  applicant 
and  owner,  reopened  and  restored  to 
calendar,  November  3,  1937,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  the 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  withdrawn)  ;  premises 
1745  Forest  avenue  and  841  Richmond 
avenue,  southeast  corner  (Block  No. 
1477,  Lot  No.  52),  Port  Richmond, 
Borough  of  Richmond. 

cal.  no.  645-29-BZ — Application  of  Charles  B.  Meyers,  ap¬ 
plicant,  on  behalf  of  William  M.  Smith, 
owner,  reopened  March  28,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  use,  and, 
also,  “E”  area  district,  the  erection  and 
maintenance  of  a  business  building 
(stores) — also,  said  building  does  not 
conform  with  “E”  area  requirements ; 
premises  1601-1611  Avenue  J  and  985- 
995  East  16th  street,  northeast  corner 
(Block  No.  6709,  part  of  Lot  Nos.  47, 
49  and  51),  Borough  of  Brooklyn. 

cal.  no.  281-39-BZ — Application,  March  6,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 
of  Harold  R.  Medina,  Eugene  A.  Sher- 
pick,  William  B.  Symmes,  Jr.,  George 
G.  Schreiber  and  The  Cathedral  of  St. 
John  The  Divine  in  the  City  and  Dio¬ 
cese  of  New  York,  owners  (John 
Klinger,  lessee),  to  permit  in  a  business 
use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station,  and, 
also,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
1607-1613  Lexington  avenue  and  140 
East  102nd  street,  southeast  corner 
(Block  No.  1629,  Lot  Nos.  150,  51  to 
53,  inclusive),  Borough  of  Manhattan. 

cal.  no.  522-39-BZ — Application,  April  25,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Green  Bus  Lines,  Inc.,  owner, 
to  permit  in  an  undetermined  use,  “F” 
area  district,  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  as  a 
garage  for  more  than  five  (5)  motor 
vehicles,  motor  vehicle  repair  shop, 
welding  shop,  paint  shop  and,  also,  a 
parking  space  for  more  than  five  (5) 
motor  vehicles ;  premises  147-02  to  147- 
20  147th  avenue,  southwest  corner  of 
148th  street  (Block  No.  4232,  Lot  No. 
1),  South  Jamaica,  Borough  of  Queens. 

cal.  no.  49-28-BZ — Application  of  Safir  and  Kahn,  appli¬ 
cants,  on  behalf  of  Erndolph  Realty 
Corporation,  owner,  reopened  on  April 
18,  1939,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  alteration  and 
conversion  of  occupancy  of  second 
story  of  an  existing  building  to  busi¬ 
ness  use  (previously  granted  on  condi¬ 
tion  re  use  of  first  story  for  business 
use)  ;  premises  1710  University  avenue, 
east  side,  50  ft.  north  of  Brandt  place 
(Block  No.  2876,  Lot  No.  102),  Bor¬ 
ough  of  The  Bronx. 


cal.  no.  259-39-BZ — Application,  March  1,  1939,  under  sec¬ 
tions  21  and  7a  of  the  building  zone 
resolution,  of  Michael  Lordi,  applicant 
and  owner  (Lena  Lordi,  lessee),  to 
permit  in  a  residence  use  district,  the 
maintenance  of  a  garage  for  six  (6) 
motor  vehicles ;  premises  57-18  to  57-24 
Granger  street,  south  side,  131  ft.  east 
of  Martense  avenue  (Block  No.  1950, 
Lot  No.  46),  Corona,  Borough  of 
Queens. 

Appeals  from  Administrative  Decisions 

1009-38-A — 57-16  Granger  street,  south  s:de,  136  ft.  east  of 
Martense  avenue  (Block  No.  1950,  Lot 
No.  46),  Corona,  Borough  of  Queens. 

606-39- A — 147-02  to  147-20  147th  avenue,  southwest  corner 
of  148th  street  (Block  No.  4232,  Lot  No. 
1),  South  Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  7,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

363-39-A — 1999  Gleason  avenue,  north  side,  100  ft.  west  of 
Pugsley  avenue  (Block  No.  3793,  Lot  No. 
55),  Borough  of  The  Bronx. 

405-39- A — 960  East  173rd  street,  southeast  corner  of  Vyse 
avenue  (Block  No.  2996,  Lot  No.  23), 
Borough  of  The  Bronx. 

476-39- A — 524  East  11th  street,  south  side,  308  ft.  east  of 
Avenue  A  (Block  No.  404,  Lot  No.  16), 
Borough  of  Manhattan. 

423-39-A — 67-69  Irving  street,  north  side,  200  ft.  west  of 
Columbia  street  (Block  No.  314,  Lot  No. 
47),  Borough  of  Brooklyn. 

622- 39-A — 61-63  Irving  place,  southwest  corner  of  East  18th 

street  -(Block  No.  873,  Lot  No.  59),  Bor¬ 
ough  of  Manhattan. 

560-39-A — 605  16th  street,  north  side,  174  ft.  7  in.  east  ol 
Eleventh  avenue  (Block  No.  5259,  Lot  No. 
31),  Borough  of  Brooklyn. 

549-39-A — 75-66  186th  street,  west  side,  70.03  ft.  north  of 
Union  turnpike  (Block  No.  7202,  part  of 
Lot  No.  32),  Flushing,  Borough  of 
Queens. 

623- 39- A — 118  West  23rd  street,  south  side,  150  ft.  west  of 

Sixth  avenue  (Block  No.  798,  Lot  No. 
54),  Borough  of  Manhattan. 

616-39-A — 22-02  to  22-20  39th  avenue,  south  side,  225.20  ft. 

east  of  23rd  street  (Block  No.  393,  Lot 
Nos.  8-12-18),  Long  Island  City,  Borough 
of  Queens. 

646- 39-A — 174-04  to  174-20  Pidgeon  Meadow  road,  south¬ 

east  corner  of  Fresh  Meadow  road  and 
south  side  of  Pidgeon  Meadow  road,  47 
ft.  6  in.,  89  ft.,  130  ft.  6  in.  and  172  ft., 
east  of  Fresh  Meadow  road  (Block  No. 
5589,  Lot  No.  1),  Flushing,  Borough  of 
Queens. 

647- 39-A — 174-01,  174-05  and  174-09  Pidgeon  Meadow  road, 

northeast  corner  of  Fresh  Meadow  road 
and  north  side  of  Pidgeon  Meadow  road, 
32.12  ft.  and  70.87  ft.  east  of  Fresh 
Meadow  road  (Block  No.  5588,  Lot  No. 
1),  Flushing,  Borough  of  Queens. 

674-39-A — 58-21  to  58-41  186th  street,  west  side,  97.7  ft.  to 
297.7  ft.  north  of  North  Hempstead  turn- 
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pike  (Block  No.  5689,  Lot  No.  1),  Flush¬ 
ing,  Borough  of  Queens. 

675-39-A— 58-22  to  58-42  186th  street,  east  side,  136.55  ft. 

to  336.55  ft.  north  of  North  Hempstead 
turnpike  (Block  No.  5690.  Lot  No.  1)  ; 
(old  Block  No.  1421,  Lot  No.  65),  Flush¬ 
ing,  Borough  of  Queens. 

686- 39-A— 33-09  163rd  street,  east  side,  128  ft.  south  of  33rd 

avenue  (Block  No.  5245.,  Lot  No.  36), 
Flushing,  Borough  of  Queens. 

687- 39- A — 96  Bay  31st  street,  west  side,  60  ft.  south  of 

Benson  avenue  (Block  No.  6415,  Lot  No. 
47),  Borough  of  Brooklyn. 

694-39- A— 41-46  and  41-48  55th  street,  west  side,  575  ft. 

and  600  ft.  north  of  Queens  boulevard 
(Block  No.  908,  Lot  No.  none),  Wood- 
side,  Borough  of  Queens. 

703-39-A— 57-69  Caton  place,  north  side,  50  ft.  east  of 
East  8th  street  and  13-23  Ocean  parkway 
(Block  No.  5322,  Lot  No.  4),  Borough  of 
Brooklyn. 

705-39- A— 877  Fifth  avenue  and  2-4  East  69th  street,  south¬ 
east  corner  (Block  No.  1383,  Lot  Nos.  67 
and  69),  Borough  of  Manhattan. 

727-39-A — 98-81  Queens  boulevard,  northeast  corner  of 
66th  road  (Block  No.  2105,  Lot  No.  1), 
Forest  Hills,  Borough  of  Queens. 

701 -39- A  West  side  of  Cabot  street  to  138  ft.  west  of 
west  side  of  Truxton  street  and  82.03  ft. 
south  of  Oak  Point  avenue  to  East  River 
(Block  No.  2605,  Lot  No.  350,  Part  of 
Lot  No.  2  and  Block  No.  2606,  part  of 
Lot  No.  3),  Borough  of  The  Bronx. 

73 1-39- A— 26-15  Utopia  parkway,  east  side,  106.7  ft.  south 
of  26th  avenue  (Block  No.  5967,  part  of 
Lot  No.  1),  Bayside,  Borough  of  Queens. 

Variations  of  Labor  Law 

529-39- S— 30-02  Thomson  avenue,  south  side,  from  30th 
street  to  30th  place  (Block  No.  274,  Lot 
No.  1).  Long  Island  City,  Borough  of 
Queens. 

229-39- S— 315  East  91st  street,  north  side.  200  ft.  east  of 
Second  avenue  (Block  No.  1554,  Lot  No. 
9),  Borough  of  Manhattan. 

1 1 56-38- S— 661-663  Broadway,  east  side,  161  ft.  10%  in. 

south  of  Varet  street  (Block  No.  3112, 
Lot  No.  5),  Borough  of  Brooklyn. 

Building  Zone  Applications 

IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
7  lninU1 d’ng  zone  resolution,  Wednesday  afternoon,  June 
A/T  i,  ^  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters,  except  cases  which 
ave  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 
report  with  recommendation  by  the  committee  of  the 
board : 

cal.  no.  145-38-BZ— Application,  March  8,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  William  H.  Van  Houten, 
applicant,  on  behalf  of  Mabel  Agassiz, 
owner,  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  475  West 


146th  street,  north  side,  100  ft.  east  of 
Amsterdam  avenue  (Block  No.  2061, 
Lot  Nos.  5  and  6),  Borough  of 
Manhattan. 

cal.  no.  122-39-BZ — Application,  February  2,  1939,  undet 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Theobald  H.  Engelhardt, 
applicant,  on  behalf  of  The  Cord 
Meyer  .  Company,  owner,  to  permit 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the 
erection  and  maintenance  of  a  business 
building  (stores  and  motion  picture 
theatre)  ;  premises  88-20  to  88-28 
Roosevelt  avenue,  south  side,  97.05  ft 
west  of  Case  street,  89-27  to  89-41  Elm¬ 
hurst  avenue  and  40-19  to  40-35  Den¬ 
man  avenue  (Block  No.  1510,  part  of 
Lot  No.  1),  Elmhurst,  Borough  of 
Queens. 

CM  no.  604-37-BZ— Application  of  Marjorie  Macormack, 
applicant,  on  behalf  of  Estate  of  A.  S. 
Robbins,  owner  (William  Macormack, 
lessee),  reopened  and  restored  to 
Calendar,  April  18,  1939,  re  Order  of 
the  Court,  under  section  7h  of  the 
budding  zone  resolution,  to  permit  in 
a  business  use  district,  the  maintenance 
of  a  parking  space  for  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied)  • 
premises  266-276  Clarkson  avenue! 
south  side,  139  ft.  7j4  in.  west  of 
Nostrand  avenue  (Block  No.  5066,  Lot 
Nos.  41  and  46),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  13,  1939,  10  A.  M. 

Building  Zone  Ap plications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
lLan“  Appeals  of  a  public  hearing  under  the  provisions 
,^nbuild,1.g  ,z,0ne  resolution,  Tuesday  morning ,  June 
,  1939,  at  10  o  clock,  in  Room  1013,  Municipal  Building, 

Manhattan,  on  the  following  matters : 

cal.  no.  72-39-BZ— Application,  January  16,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Herman  M.  Cohn,  appli¬ 
cant,  on  behalf  of  Central  Savings 
Bank,  owner  (John  H.  Walker,  lessee), 
to.  permit  partly  in  a  business  use  dis¬ 
trict.  and  partly  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more-  than  five  (5) 
motor  vehicles;  premises  309-313  Wesl 
142nd  street,  north  side,  89.11  ft.  easl 
of  Bradhurst  avenue  (Block  No.  2043. 
Lot  Nos.  33  and  34),  Borough  of 
Manhattan. 

cal.  no.  64-39-BZ— Application,  January  17,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Harris  Ulanoff, 
owner,  to  permit  in  a  residence  use 
district,  the  erection  and  maintenance 
of  a  business  building  (stores)  ;  prem¬ 
ises  81-06  to  81-16  57th  avenue  and 
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57-02  to  57-08  82nd  street,  southwest 
corner  (Block  No.  2917,  Lot  No.  7), 
South  Elmhurst,  Borough  of  Queens. 

cal.  no.  277-39-BZ — Application,  March  4,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  M.  Baker,  applicant,  on  behalf 
of  Mary  A.  Bradley  and  George  F. 
Bradley,  owners,  to  permit  in  a  busi¬ 
ness  use  district,  the  maintenance  of 
individual  garages  for  more  than  five 
(5)  motor  vehicles;  premises  25-12, 
25-14  and  25-16  38th  avenue  and  38-06 
27th  street,  southwest  corner  (Block 
No.  387,  Lot  Nos.  19  and  21),  Long 
Island  City,  Borough  of  Queens. 

cal.  no.  543-26-BZ — Application  of  Earl  R.  Fenton,  appli¬ 
cant,  on  behalf  of  Cities  Service  Oil 
Company,  owner  (John  Boyd,  lessee), 
reopened  February  21,  1939,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district,  the  alteration  and  extension 
of  an  accessory  building  and,  also,  the 
relocation  of  pumps  on  a  gasoline 
service  station  (previously  granted  by 
the  board)  ;  premises  105-02  Queens 
boulevard  and  69-51  Yellowstone  boule¬ 
vard,  southwest  corner  (Block  No. 
3236,  Lot  No.  1),  Forest  Hills  Terrace, 
Borough  of  Queens. 

cal.  no.  75-39-BZ — Application,  January  19,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  L.  Strauss,  applicant,  on 
behalf  of  Anna  Gurein,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  alter¬ 
ation  and  extension  of  an  accessory 
building  on  an  existing  gasoline  service 
station ;  premises  38-02  Broadway  and 
-  32-01  38th  street,  southeast  corner 

(Block  No.  656,  Lot  No.  34),  Long 
Island  City,  Borough  of  Queens. 

cal.  no.  196-39-BZ — Application  February  20,  1939,  under 
section  21  of  the  building  zone  resolu 
tion,  of  Newman  M.  Biller,  applicant, 
on  behalf  of  Jewish  Maternity  Hos¬ 
pital,  owner,  to  permit  in  a  residence 
use  district  and,  also,  within  200  ft.  of 
a  hospital,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  332-342  East 
17th  street,  south  side,  120  ft.  east  of 
Livingston  place  (Block  No.  922,  Lot 
Nos.  76  to  81,  inclusive),  Borough  of 
Manhattan. 

cal.  no.  200-38-BZ— Application  of  MacMurray  Holding 
Corporation,  applicant  and  lessee,  on 
behalf  of  Frank  S.  Staley,  attorney- 
in-fact,  for  John  D.  Rockefeller,  Jr., 
owner,  reopened  and  restored  to  calen¬ 
dar,  April  25,  1939,  under  section  21  of 
the  building  zone  resolution,  to  permit 
in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles  (previously  withdrawn)  ; 
premises  8-24  West  53rd  street,  south 
side,  175  ft.  west  of  Fifth  avenue 


(Block  No.  1268,  Lot  Nos.  45  to  52, 
inclusive),  Borough  of  Manhattan. 

cal.  no.  244-39-BZ — Application,  February  27,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  J.  Beatty,  applicant,  on 
behalf  of  Harlem  Savings  Bank,  owner, 
to  permit  in  a  restricted  retail  use  dis¬ 
trict,  the  alteration  and  conversion  of 
occupancy  of  part  of  an  existing 
building  to  a  motion  picture  theatre; 
premises  163-165  West  57th  street, 
north  side,  104  ft.  2  in.  east  of  Seventh 
avenue  (Block  No.  1010,  Lot  No.  5), 
Borough  of  Manhattan. 

cal.  no.  70-39-BZ — Application,  January  19,  1939,  under 
sections  21  and  7h  of  the  building  zone 
resolution,  of  Albert  J.  Courtney, 
applicant,  on  behalf  of  Frank  Rysavy, 
as  trust  officer  of  First  National  Bank, 
and  Edith  Kane  Baker  and  Alexander 
C.  Nagle,  executrix  and  executors  of 
Estate  of  George  F.  Baker,  owner, 
(Kim  Parking  Stations,  Inc.,  lessee), 
to  permit  in  a  restricted  retail  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  13-19  East 
38th  street  and  250-260  Madison  ave¬ 
nue,  northwest  corner  and  18-20  East 
39th  street  (Block  No.  868,  Lot  Nos. 
14,  15,  16,  19,  59,  62  and  63),  Borough 
of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  13,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

89-39-A — 2075  Grand  concourse,  southwest  corner  of 
East  180th  street  (Block  No.  3160,  Lot 
No.  20),  Borough  of  The  Bronx  (Apt. 
No.  1-B). 

1008-38-A-WF — 126-14  38th  avenue,  south  side,  100  ft.  east 
of  126th  street  (Block  No.  1826,  Lot.  No. 
14),  Corona,  Borough  of  Queens. 

303-39-A-WF — Re  Permit  to  Sail  Boat  with  Advertising 
Matter  Thereon  in  Waters  within  Flushing 
Bay,  Flushing,  Borough  of  Queens. 

611-39-A-WF — 133-18  to  133-36  37th  avenue,  south  side,  140 
ft.  east  of  Lawrence  street  and  37-15  to 
37-19  Lawrence  street  also  south  side  of 
37th  avenue,  161  ft.  west  of  Prince  street 
(Block  No.  4972,  Lot  Nos.  10,  23  and  62), 
Flushing,  Borough  of  Queens. 

613-39-A-WF — 134-15  Northern  boulevard,  north  side,  85.91 
ft.  east  of  Collins  place  (Block  No.  4946, 
Lot  No.  77),  Flushing,  Borough  of  Queens. 

650-39- A- WF — 56-12  111th  street  and  110-59  Corona  avenue, 
northwest  corner  (Block  No.  2012,  part 
of  Lot  No.  47),  Corona,  Borough  of 
Queens. 

398- 39-A-WF — 102-01  63rd  drive,  northeast  corner  of  102nd 

street  (Block  No.  2125,  Lot  No.  33), 
Forest  Hills,  Borough  of  Queens. 

399- 39-A-WF — 105-57  63rd  drive,  northwest  corner  of  108th 

street  (Block  No.  2147,  Lot  No.  32), 
Forest  Hills,  Borough  of  Queens. 
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400- 39-A-WF — 102-02  63rd  road,  southeast  corner  of  102nd 

street  (Block  No.  2125,  Lot  No.  33), 
b orest  Hills,  Borough  of  Qu  eens. 

401- 39-A-WF— South  side  of  62nd  drive,  70  ft.  west  of 

108th  street  (Block  No.  2145,  Lot  No.  28), 
Forest  Hills,  Borough  of  Queens. 

642-39-A-WF — 36-05  to  36-09  Prince  street,  east  side,  160 
ft.  south  of  Northern  boulevard  (Block 
No.  4971,  Lot  No.  16),  Flushing,  Borough 
of  Queens. 

474-39-A — 171 1  Taylor  avenue,  west  side,  95.01  ft.  north  of 
Van  Nest  avenue  (Block  No.  4020  Lot 
No.  26),  Borough  of  The  Bronx. 

500-39-A — 633-641  Atlantic  avenue,  northwest  corner  of 
South  Elliott  place  (Block  No.  2002,  Lot 
No.  55),  Borough  of  Brooklyn. 

544-39-A— 176  East  206th  street,  south  side,  282.59  ft.  east 
of  Grand  Concourse  (Block  No.  3312, 
Lot  No.  15),  Borough  of  The  Bronx. 

572-39-A— 167  Delancey  place,  east  side,  213  ft.  north  of 
Morris  Park  avenue  (Block  No.  4056 
Lot  No.  7),  Borough  of  The  Bronx. 

761 -39- A  Southwest  corner  of  Mersereau  avenue  and 
Davidson  street  (Block  No.  1256,  Lot  No. 
94),  Mariners  Harbor,  Borough  of  Rich¬ 
mond. 

717-39-A — 836-846  East  17th  street,  southwest  corner  of 
Avenue  H  (Block  No.  6700,  Lot  No.  9), 
Borough  of  Brooklyn. 

768-39- A — 8102-8112  19th  avenue,  southwest  corner  of  8?nd 
street  (Block  No.  6315,  Lot  No.  34), 
Borough  of  Brooklyn. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 

ards  and  Appeals  of  a  public  hearing  under  the  provisions 

?,  inori  1  oi1^  zone  resolution,  Tuesday)  afternoon,  June 

o,  1939,  at  2  o  clock,  in  Room  1013,  Municipal  Building 

Manhattan,  on  the  following  matter : 

cal.  no.  932-38-BZ— Application,  October  11,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Adelaide  Walsh,  applicant  and 
lessee,  on  behalf  of  Long  Island  Rail¬ 
road,  owner,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  Hillside 
avenue,  bounded  by  Bessemer  street 
and  Babbage  street  (Land  under  Long 
Island  Railroad)  ;  (Block  No.  3258,  Lot 
No.  54  and  Block  No.  9262,  Lot  No. 
180),  Richmond  Hill,  Borough  of 
Queens. 


lution,  of  Richard  Shutkind,  applicant, 
on  behalf  of  Hoddersen  Bros.,  owner, 
to  permit  in  a  residence  use  district, 
the  extension  of  an  existing  business 
building;  premises  307  Sumpter  street, 
north  side,  350  ft.  east  of  Hopkinson 
avenue  (Block  No.  1521,  Lot  No.  64), 
Borough  of  Brooklyn. 


HARRIS  H.  MURDOCK,  Chairman. 


JUNE  20,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
rds  and  Appeals  of  a  public  hearing  under  the  provisions 

1  1010  JU1( In8  ,  z,onf  resolution,  Tuesday  morning,  June 
,  939,  at  10  o  clock,  in  Room  1013,  Municipal  Building 
[anhattan,  on  the.  following  matters:  g’ 

VL.  NO.  378-39-BZ— Application,  March  27,  1939,  under 
section  7a  of  the  building  zone  reso- 


cal.  no.  404-38-BZ— Application,  May  24,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Conroy  and  Hardy,  applicants,  on 
behalf  of  Board  of  Transportation, 
City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee),  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  214-228  Schermerhorn 
street,  south  side,  233  ft.  east  of  Hoyt 
street  (Block  No.  177,  part  of  Lot 
No.  7),  Borough  of  Brooklyn. 

cal.  no.  405-38-BZ— Application,  May  24,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Conroy  and  Hardy,  applicants,  on 
behalf  of  Board  of  Transportation, 
City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee),  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor 
vehicles;  premises  240-250  Schermer¬ 
horn  street  and  54-60  Bond  street, 
southwest  corner  (Block  No.  171,  part 
of  Lot  No.  7),  Borough  of  Brooklyn. 

cal.  no.  406-38-BZ — Application,  May  24,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Conroy  and  Hardy,  applicants,  on 
behalf  of  Board  of  Transportation, 
City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee),  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age.  of  more  than  five  (5)  motor 
vehicles ;  premises  134-192  Schermer¬ 
horn  street,  south  side,  from  Smith 
street  to  Hoyt  street,  57-73  Smith 
street,  east  side,  from  Schermerhorn 
street  to  State  street  and  257-271  State 
street  (Block  No.  170,  Lot  No.  1), 
Borough  of  Brooklyn. 

cal.  no.  407-38-BZ— Application,  May  24,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Conroy  and  Hardy,  applicants,  on 
behalf  of  Board  of  Transportation, 
City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee),  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age.  of  more  than  five  (5)  motor 
vehicles;  premises  37-55  Smith  street, 
east  side,  from  Livingston  street  to 
Schermerhorn  street,  156-164  Living¬ 
ston  street  and  137-145  Schermerhorn 
street  (Block  No.  164,  Lot  No.  1), 
Borough  of  Brooklyn. 
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cal.  no.  639-39-BZ-WF — Application,  May  13,  1939,  under 
sections  7f  and  7h  of  the  building  zone 
resolution,  of  Jeffroy  J.  Lewin,  appli¬ 
cant,  on  behalf  of  Colhornial  Holding 
Corporation,  owner,  to  permit  partly 
in  a  residence  use  district  and  partly 
in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  110- 
40  World’s  Fair  boulevard  (Horace 
Harding  boulevard)  and  61-01  Co¬ 
lonial  avenue,  southwest  corner  (Block 
No.  2161,  Lot  Nos.  108,  109,  110,  112, 
115,  118  and  part  of  Lot  Nos.  103  and 
104),  Corona,  Borough  of  Queens. 

cal.  no.  271-39-BZ — Application,  March  3,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  A.  C.  Benson,  applicant,  on  behalf 
of  Socony-Vacuum  Oil  Company,  Inc., 
to  permit  in  a  business  use  district, 
the  extension  of  an  existing  gasoline 
service  station ;  premises  96-23  to  96- 
29  Queens  boulevard,  northeast  corner 
of  63rd  road  (Old  Mill  road)  ;  (Block 
No.  2088,  Lot  No.  22),  Elmhurst,  Bor¬ 
ough  of  Queens. 

cal.  no.  497-37-BZ — Application  of  Daniel  Ginsberg,  appli¬ 
cant,  on  behalf  of  Jacob  Litvin  and 
Anna  Litvin,  owners  (William  Losak, 
lessee),  reopened  and  restored  to  cal¬ 
endar,  April  18,  1939,  for  rehearing  in 
accordance  with  Court  Order — re 
Application,  preidously  granted  on 
condition  by  the  Board,  under  section 
7h  of  the  building  zone  resolution,  per¬ 
mitting  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles, 
in  addition  to  the  existing  use  of  the 
premises  for  the  sale  of  used  cars  • 
premises  1203-1235  East  New  York 
avenue,  northeast  corner  of  Ralph 
avenue  and  Union  street  (Block  No. 
1477,  Lot  No.  1),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  20,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

114-39- A — 1510  Jessup  avenue,  east  side,  75  ft.  north  of 
West  172d  street  (Block  No.  2872,  Lot 
No.  287),  Borough  of  The  Bronx. 

524-39- A — 311-315  West  34th  street,  north  side,  175  ft.  west 
of  Eighth  avenue  and  316  West  35th  street 
(Block  No.  758,  Lot  No.  28),  Borough 
of  Manhattan. 

605-39-A — 1520  49th  street,  south  side,  140  ft.  east  of  15th 
avenue  (Block  No.  5443,  Lot  No.  14), 
Borough  of  Brooklyn. 


JUNE  27,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June 


27,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 

Manhattan,  on  the  following  matters : 

cal.  no.  17-38-BZ — Application,  January  13, 1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 
of  Harlem  Savings  Bank,  owner 
(Rosemol  Realty  Corporation,  lessee), 
to  permit  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  324- 
328  West  34th  street,  south  side,  325 
ft.  west  of  8th  avenue  (Block  No.  757, 
Lot  Nos.  51  to  53,  inclusive),  Borough 
of  Manhattan. 

cal.  no.  58-39-BZ — Application,  January  16,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Erwin  Weiss,  applicant,  on 
behalf  of  Estate  of  Rich,  owner,  Joseph 
W.  Fox,  heir-at-law  and  trustee  (Eddie 
Wheatle,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  the  conversion  of 
occupancy  of  a  building  to  a  motor 
vehicle  repair  shop;  premises  1351  ^4 
Webster  avenue,  west  side,  424.49  ft. 
north  of  East  169th  street  (Block  No. 
2887,  Lot  No.  165),  Borough  of  The 
Bronx. 

cal.  no.  1037-22-BZ — Application  of  H.  L.  Brandt,  appli¬ 
cant,  on  behalf  of  John  M.  Lee,  owner, 
reopened  November  1,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  the 
alteration  and  conversion  of  occupancy 
of  part  of  an  existing  garage  for  more 
than  five  (5)  motor  vehicles,  previ¬ 
ously  granted  by  the  Board,  so  as  to 
include  a  motor  vehicle  repair  shop; 
premises  4085  Tenth  avenue,  433-439 
West  218th  street,  northeast  corner 
and  5108  Broadway  (Block  No.  2214, 
Lot  No.  1),  Borough  of  Manhattan. 

cal.  NO'.  368-39-BZ — Application  March  24,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Louis  J.  Witkin,  applicant,  on 
behalf  of  Central  Savings  Bank  in  the 
City  of  New  York,  owner,  to  permit  in 
a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  and,  also,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  268-276  Tenth  avenue  and  464- 
466  West  26th  street,  southeast  corner 
(Block  No.  723,  Lot  Nos.  71  to  76, 
inclusive),  Borough  of  Manhattan. 

cal.  no.  388-39-BZ — Application,  March  28,  1939,  under 
sections  7b,  7h  and  21  of  the  building 
zone  resolution,  of  Gilbert  I.  Prowler, 
applicant,  on  behalf  of  Harry  A. 
Wheeler,  owner,  to  permit  partly  in  a 
residence  use  district,  partly  in  a  busi¬ 
ness  use  district  and  partly  in  an  unre¬ 
stricted  use  district,  the  maintenance  of 
a  garage  for  five  (5)  motor  vehicles 
and,  also,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1197-1205  DeKalb  avenue, 
north  side,  76  ft.  8l/2  in.  east  of  Bush- 
wick  avenue  (Block  No.  3231,  Lot  No. 
39),  Borough  of  Brooklyn. 
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cal.  no.  485-38  BZ  Application,  June  13,  1938,  under  sec¬ 
tions  7 h  and  21  of  the  building  zone 
resolution,  of  William  L.  Pyne,  appli¬ 
cant  and  owner,  to  permit  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  168- 
29  88th  avenue,  northwest  corner  of 
168th  place  (Block  No.  894  (9821), 
part  of  Lot  No.  16),  Jamaica,  Borough 
of  Queens. 

CAL.  NO.  387-39-BZ — Application,  March  27,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Theodore  R.  Feinberg,  appli¬ 
cant,  on  behalf  of  126-08  Northern 
Boulevard  Corporation,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  inclu¬ 
sion  of  a  gasoline  service  station  in  an 
existing  building;  premises  126-02  to 
126-08  Northern  boulevard,  33-01  to 
33-21  126th  street,  southeast  corner  and 
126-01  34th  avenue,  northeast  corner  of 
126th  street  (Block  No.  1820,  Lot  No. 
1),  Corona,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman 


JUNE  27,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

641-39-A  157-23  Willets  Point  boulevard,  northwest  cor¬ 
ner  of  Cross  Island  boulevard  (Block  No. 
599,  Lot  No.  83),  Whitestone,  Borough  of 
Queens  (Under  Section  35,  General  City 
Law  re  Bed  of  Mapped  Street). 

682-39-A— East  side  of  Cabot  street,  205.92  ft.  south  of 
Oak  Point  avenue  (Block  No.  2605,  Lot 
No.  350),  Borough  of  The  Bronx  (Under 
Section  35,  General  City  Law  re  Bed  of 
Mapped  Street). 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 


of  the  building  zone  resolution,  Tuesday  afternoon,  June 
27,  1939,  at  2  o  clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter,  except  cases  which 
have  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 
report  with  recommendation  by  the  committee  of  the  board  : 

cal.  no.  248-39-BZ — Application,  February  28,  1939,  under 
section  21  of  the  building  zone  reso¬ 
lution,  of  Nicholas  J.  Roth,  applicant 
and  lessee,  on  behalf  of  Janssen  Dairy 
Corporation,  owner,  to  permit  in  a 
business  use  district  the  conversion  of 
occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop;  premises  41 
Barker  street,  east  side,  700  ft.  north 
of  Castleton  avenue  (Block  No.  197, 
Lot  No.  34),  West  New  Brighton, 
Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  11,  1939,  2  P.  M. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
aids  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  July 
11,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 


cal.  no.  943-38-BZ  Application,  October  27,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Frank  Nardone,  applicant  and 
lessee,  on  behalf  of  F.  C.  A.  Corpora¬ 
tion  and  Edbro  Realty  Corporation, 
owners,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  43-25  43rd 
street,  east  side,  150  ft.  south  of  43rd 
avenue  (Block  No.  162,  Lot  Nos.  9-11 
and  17),  Long  Island  City,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

WEDNESDAY  MORNING,  MAY  31,  1939 

I  resent :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 

1  he  minutes  of  the  regular  meeting  of  the  board  held  on 
iuesday  morning,  May  9,  1939,  and  the  minutes  of  the  regu- 
Qarirr3net*n^  board  held  on  Tuesday  afternoon,  May 

1939>  were  approved  as  printed  in  Bulletin  No.  20,  Vol 

/A  ’ 


BUILDING  ZONE  CASES 

497-37-BZ. 

APPLICANT— Daniel  Ginsberg,  for  Jacob  Litvin  and  Anna 
„  Litvin,  owners  (William  Losak,  lessee). 
SUBJECT— Application  reopened  and  restored  to  calendar 
April  18,  1939,  for  rehearing  in  accordance  with 


Court  Order— re  Application  (decision  of  the  com¬ 
missioner  of  buildings)  previously  granted  on  con¬ 
dition,  by  the  board,  under  section  7h  of  the  building 
zone  resolution,  permitting  in  a  business  use  district, 
for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles,  in  addition  to  the  existing  use 
of  the  premises  for  the  sale  of  used  cars. 

PREMISES  AFFECTED  —  1203-1235  East  New  York 
avenue,  northeast  corner  of  Ralph  avenue  and 
Union  street  (Block  No.  1477,  Lot  No.  1),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  S.  Byrne. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1939  at  10 
A.  M.,  on  request  of  applicant.  Applicant  to  send 
notices  by  registered  mail,  to  affected  property 
owners,  not  later  than  June  5,  1939. 
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943-38-BZ. 

APPLICANT — Frank  Nardone  (lessee),  for  F.  C.  A. 

Corp.,  and  Edbro  Realty  Corp.,  owners. 
SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 43-25  43rd  street,  east  side, 
150  ft.  south  of  43rd  avenue  (Block  No.  162,  Lot 
Nos.  9,  11  and  17),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Ellwyn  F.  Hayslip  and  Frank 
Nardone. 

For  Opposition:  J.  J.  Cotter,  A.  McCann,  M.  F. 
Sassi,  Henry  K.  Heyman  and  Thomas  Mc¬ 
Dowell. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1939  at  2 
P.  M.,  for  further  consideration  by  board. 


70-39-BZ. 

APPLICANT— Albert  J.  Courtney,  for  Frank  Rysavy,  as 
trust  officer  of  First  National  Bank  and  Edith  Kane 
Baker  and  Alexander  C.  Nagle,  executrix  and  exe¬ 
cutors  of  Estate  of  George  F.  Baker,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  21  and  7h 
of  the  building  zone  resolution,  to  permit  in  a  re¬ 
stricted  retail  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 13-19  East  38th  street  and  250- 
260  Madison  avenue,  northwest  corner  and  18-20 
East  39th  street  (Block  No.  868,  Lot  Nos.  14,  15, 
16,  59,  62  and  63),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  L.  N.  Rosenbaum,  Albert  J. 

Courtney,  D.  E.  Bloodgood,  Richard  L. 

Maloney  and  Wm.  C.  Heinkel. 

For  Opposition:  T.  F.  Bennett  and  John  P.  Fox. 

ACTION  OF  BOARD — Application  laid  over  to  June  13, 
1939  at  10  A.  M.,  for  report  by  a  committee  of  the 
board  and  decision  by  the  board,  without  further 
argument. 


1177-38-BZ. 

APPLICANT — Joseph  B.  Lynch,  for  Michael  Mark,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7c  and  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district,  the  extension  in  area  of  an  existing 
gasoline  service  station  and,  also,  the  removal, 
extension  and  relocation  in  a  new  position  of  a 
motor  vehicle  repair  shop  (previously  granted  by 
the  board). 

PREMISES  AFFECTED— 71-14  and  71-16  73rd  place 
(formerly  4654  Proctor  street,  west  side,  123  ft. 
6y2  in.  south  of  Central  avenue)  ;  (Block  No.  3691 
(2687),  Lot  Nos.  9  and  10  and  part  of  Lot  No.  5), 
Glendale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch  and  Michael 
Mark. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 


(1177-38-BZ) 

Whereas,  Joseph  B.  Lynch,  for  Michael  Mark,  owner, 
filed  December  14,  1938,  an  application  under  sections  7c 
and  21  of  the  building  zone  resolution,  to  permit  in  a  business 
use  district,  the  extension  in  area  of  an  existing  gasoline 
service  station,  and  also  the  removal,  extension  and  reloca¬ 
tion  in  a  new  position  of  a  motor  vehicle  repair  shop  (pre¬ 
viously  granted  by  the  board);  premises:  71-14  and  7l-16 
73rd  place  (formerly  4654  Proctor  street,  west  side,  123 
ft.  6y2  in.  south  of  Central  avenue)  ;  (Block  No.  3691  (2687), 
Lot  Nos.  9  and  10  and  part  of  Lot  No.  5),  Glendale,  Bor¬ 
ough  of  Queens ;  and 

W  here  as,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  31,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  73rd  place  is  in  a  business, 
residence  and  unrestricted  use  district;  Cooper  avenue  is  in 
a  business  use  district ;  Central  avenue  is  in  a  business  use 
district  and  73rd  street  is  in  a  residence  and  business  use: 
district;  and 

Whereas,  the  decision  of  the  borough  superintendent,  re 
Alt.  Application  No.  6568-1938,  dated  December  6,  1938, 
reads :  l  | 

“1.  Proposed  premises  are  located  in  a  business  dis-i 
trict,  proposed  extension  of  a  gasoline  service  stationj 
is  contrary  to  Article  2,  section  4,  paragraph  46  of  the 
Building  Zone  Resolution.  f  > 

2.  Proposed  change  from  garage  for  not  more  than 
5  motor  cars  to  a  motor  vehicle  repair  shop  is  contrary: 
to  Art.  2,  section  4,  paragraph  29  of  the  Building  Zone 
Resolution. 

3.  Garages  which  in  the  aggregate  have  a  capacity: 
of  more  than  5  cars  under  the  same  ownership,  manage¬ 
ment  or  control  is  contrary  to  Article  2,  section  4,: 
paragraph  15  of  the  Building  Zone  Resolution.” 

and  j 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  75  ft.  and  a  depth  of  100  ft. ;  upon  the  northerly 
portion  of  the  plot,  having  a  frontage  of  50  ft.,  there  are' 
located  a  five  (5)  car  garage,  72  ft.  by  25  ft.  in  area,  a  three 
(3)  car  garage,  25  ft.  by  32  ft.  in  area  and  a  motor  vehicle 
repair  shop  20  ft.  by  25  ft.  in  area;  the  remainder  of  this 
(50  ft.  front)  plot  is  occupied  as  a  gasoline  service  station. 
It  is  proposed  to  remove  the  front  portion  (for  a  depth  of 
15  ft.)  of  the  motor  vehicle  repair  shop,  to  occupy  the 
remaining  portion  as  an  office ;  to  convert  the  occupancy 
of  the  five  (5)  car  garage  to  a  motor  vehicle  repair  shop,: 
to  relocate  the  pumps  and  install  an  additional  tank  in  the 
existing  gasoline  station  and  also  to  include  the  southerly 
portion  of  the  plot  (having  a  frontage  of  25  ft.)  in  the  gaso¬ 
line  station  area,  as  shown  upon  the  filed  plans ;  and 

Whereas,  the  board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship,  to 
permit  under  section  7c,  the  extension  in  area  of  the  present 
gasoline  service  station. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7c  to 
permit  the  present  plot,  approximately  50  ft.  by  100  ft., 
known  as  lot  9  and  the  southerly  part  of  lot  5,  to  be  con¬ 
tinued  as  a  gasoline  service  station,  automobile  repair  shop 
and  three  (3)  car  garage,  and  permitting  the  extension  to 
include  lot  10,  with  a  frontage  of  25  ft.  and  a  depth  of  100 
ft.,  on  condition  that  the  existing  automobile  repair  shop 
permitted  by  the  board  under  Cal.  No.  69-24-BZ  shall  be 
removed,  except  that  the  westerly  portion  shall  be  recon-| 
structed  as  an  accessory  office  building  for  a  depth  of  10  ft., 
substantially  as  shown  on  plan  filed  with  this  application; 
that  the  repairing  of  motor  vehicles  shall  be  carried  on  ex¬ 
clusively  within  the  existing  one-story  building  on  lot  9, 
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25  ft.  in  vvidth  and  72  ft.  in  depth;  that  such  repairing  shall 
be  united  to  such  work  as  can  be  done  with  hand  tools 
excluding  an\  ll,  acetylene  torch  and  forge,  but  permitting 
motor  driven  tools  provided  none  require  more  than  y2  h.p.  • 
that  the  pumps  shall  be  erected  not  nearer  than  15  ft  from 
the  street  building  line ;  that  curb  cuts  shall  be  restricted  to 
two  (2)  each  not  over  15  ft.  in  width,  one  (1)  toward  the 
north  and  one  ( 1 )  toward  the  south ;  that  no  part  of  a  curb 
cut  entrance  shall  be  nearer  than  5  ft.  to  the  side  lot  line 
as  extended ;  that  the  entire  plot,  where  not  occupied  by 
accessory  building  shall  be  cement  paved,  except  the  rear 
portion  of  lot  10,  which  shall  be  left  unused  and  unbuilt 
upon  and  separated  from  the  balance  of  the  plot  by  a  sub¬ 
stantial  wali  or  fence  at  a  distance  of  approximately  30  ft. 
back  fiom  the  street  line;  that  there  shall  be  a  similar  wall 
or  fence  erected  on  the  interior  lot  line  to  the  north  and  to 
the  south  from  such  wall  to  the  street  building  line  and  a 
similar  fence  along  the  property  line  to  the  north  from  the 
corner  of  the  present  three  (3)  car  garage  to  the  street  line; 
that  such  fence  shall  not  be  less  than  6  ft.  in  height  but 
may  be  erected  4  ft.  in  height  for  a  distance  back  10  ft 
from  the  street  building  line;  that  there  shall  be  no  openings 
in  this  fence  on  the  northerly  interior  lot  line,  except  there 
may  be  one  gate  not  over  three  (3)  ft.  in  width  for  access 
to  the  adjoining  residential  portion  of  the  plot  occupied  by 
the  same  owner;  that  no  signs  shall  be  erected  on  the 
premises,  except  a  permanent  sign  attached  to  the  accessory 
building  and  the  illuminated  globes  of  the  pumps,  excluding 
all  root  signs  and  temporary  signs,  but  permitting  the  erec¬ 
tion  within  the  building  line  of  a  post  standard  for  support¬ 
's  a  sign,  which  may  be  illuminated  and  advertising  only 
the  brand  of  gasoline  on  sale,  permitting  such  sign  to  extend 
beyond  the  building  line  for  a  distance  of  not  more  than  4 
it.;  that  street  curbs  and  street  sidewalks  shall  be  restored 
and  put  in  good  condition;  that  there  shall  be  no  windows 
opening  from  the  existing  buildings  westerly  to  the  adjoin¬ 
ing  plots ;  that  no  toilets  or  other  space  shall  open  upon  the 
adjoining  premises  to  the  north;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  six  (6)  months 
from  the  date  of  this  resolution. 


105-39-BZ. 

APPLICANT— Philip  Bardes,  for  James  C.  Kennedy 
owner. 

SUBJECT— Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  sections  7e  and 
of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance 
garage  for  more  than  five  (5)  motor  vehicles 
PREMISES  AFFECTED— 179-197  Tillary  street  and  273 
Cold  street  northeast  corner  (Block  No.  122,  Lot 

APPEARANCES—  48’  ^  ^  S°'>’  Borough  of  Brooklyn. 

For  Applicant:  Philip  Bardes  and  Grover  C 
Sniffen. 

For  Opposition :  Mrs.  B.  De  Vito,  C.  Pinto  Her- 
man  L.  Weiss,  J.  F.  X.  Masterson,  Joseph 
Goldman,  Nicholas  Cassano  and  Mrs  Helen 
Maganza. 

BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Walsh  4 
Absent  .  q 

THE  RESOLUTION— 

(105-39-BZ) 

WhEreas,  Philip  Bardes,  for  James  C.  Kennedy,  owner 
ied  January^,  1939,  an  application  under  sections  7e  and 
-  ZOI?e  resolution,  to  permit  in  a  business 

„„„  ,,nc  ’  r  16  er^Jlon  and  maintenance  of  a  garage  for 
TuL  *  motor  vehicles;  premises:  179-197 

Vn  STrCf V?nd  5old  street’  northeast  corner  (Block 

yn-  amd  L  N°S'  5’  6’  48,  49  a"d  50)’  Borough  of  Brook- 
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hv  Ip  f  S;,  V-bhc  Fearing  was  held  on  this  application 

W ,and  Appeals’  at  its  regu^r  meeF 
mg  May  31  1939,  after  due  notice  by  publication  in  the 

Eulletm  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build- 

usge  E  rT’  +Sh°W  that  Tlllar^  street  ls  »  a  business 
use  district,  Gold  street  is  in  an  unrestricted  and  business 

use  district  and  Prince  street  is  in  an  unrestricted  and  busi- 

SdfficSrSd and  co,,cord  street  is  “  « 

Whereas,  the  decision  of  the  acting  borough  superinten- 
thn  lO8109dtnSadsfd  Deceraber  29>  I93S-  «  N.B.  Applica- 

Proposed  garage  for  more  than  five  motor  vehicles 
in  a  business  district,  is  contrary  to  the  Building  Zone 
and  ReS°  Utl0n’  Art  2>  Sec-  4  and  is  therefore  denied.” 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
onstiuction  one  story  in  height,  with  a  frontage  of  170  ft 

a  d  66  nneep  and  a*  dCPth  T°f  59  ft  4  in'  on  Gold  street 
hal6n6  ft  011  Pnncer  street.  It  is  proposed  to  occupy  the 
building  as  a  garage  for  more  than  five  (5)  motor  vehfcles; 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board  prior  to  the  hearing ; 

Whereas,  the  board  deemed  that  the  applicant  failed  to 

» £  LsJSs 

unn«ess£yri!Sfds0Wp,he  gr°U',dS  °f  PraCtica‘  difficul*  “<* 

Resolved,  that  the  decision  of  the  acting  borough  suner- 
intendent,  re  N.B.  Application  18109-38,  be  and  iAerebv  is 
affirmed,  and  that  the  application  be  and  it  hereby  is  denied. 

202-39-BZ.  ~  ‘ 

APPLICANT— Philip  Matthews  (lessee),  for  Hutbar 
^ttptpA3  J  Corporation,  owner. 

bU  EJECT— Application  (re  decision  of  the  borough  super- 
lntendent  of  buildings)  under  section  7H  ofAe 

district  foTVr0  Utl°n’  t0  Permit  in  a  business  use 
two  te™P°rary  period  of  not  more  than 

An  i2  the  parkm&  and  Storage  of  more 

^5)  motor  vehicles. 

PREMISES  AFF'ECTED — 2510-2546  White  Plains  road 

ATl'r  eaS7SA  110  ft  north  of  Mace  avenue 
(Block  No  4433,  Lot  Nos.  11,  15,  17  and  19) 
Borough  of  The  Bronx  a  Q 

APPEARANCES— 

For  Applicant:  Banton  Moore. 
ArTmM°ni?RnADn:  AMrs-  Anne  Mason. 

THE  VOTE  TO  filAiT“liCati°n  ^ 

Affirmative  . 

Negative:  Chairman  Murdock,' ' Commissioners 
Absent  and  B  Um  and  Assistant  Chief  Walsh  4 
THE  RESOLUTION— 

(202-39-BZ) 

Whereas,  Philip  Matthews  (lessee)  for  PTmKat-  p  n 
Corporation  owner,  filed  on  February  21  1939  an  aonhcA 
tion  under  the  building  zone  resolution,  to  permit  hi  a  h  ,  A 

tw?  ?2?  dlStnct.,for  a  temporary  period  of  not  more  ffian 
_  (-)  years,  the  parking  and  storage  of  more  than  five 

(5;  motor  vehicles;  premises:  2510-2546  White  Pla  ns  road 

EBJP  ^  " 

by VlheToAard  oAtLdardTlTd  Appeal^  ^LTUati0n 
zone  resolution  showthTt'wK' busine"! 
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use  district;  Cruger  avenue  is  in  a  residence  and  business 
use  district j  Mace  avenue  is  in  a  residence  and  business  use 
district  and  Alierton  avenue  is  in  a  business  use  district; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  January  31,  1939,  reads: 

“Supplementing  my  letter  of  December  5th,  1938, 
relative  to  your  application  for  a  certificate  of  occu¬ 
pancy  to  store  and  park  more  than  five  motor  vehicles 
at  the  above  location,  please  be  advised  that  as  these 
premises  are  located  in  a  business  use  district,  your 
application  is  hereby  denied  as  the  proposed  occupancy 
is  contrary  to  the  provisions  of  Section  4,  Article  2  of 
the  amended  Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  350  ft.  and  a  depth  of  100  ft.  It  is  proposed 
to  use  the  plot,  for  a  temporary  period  of  not  more  than 
two  (2)  years  for  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board  prior  to  the  hearing; 
and 

Whereas,  the  board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  H,  for  use  of  the  plot 
for  parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
be  and  it  hereby  is  affirmed,  and  that  the  application  be  and 
it  hereby  is  denied. 


247-39-BZ. 

APPLICANT — Frank  Nardone  (lessee),  for  Charles  B. 

Kleinschmidt  and  Edbro  Realty  Corporation, 
owners. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 43-34  44th  street,  west  side, 
100.02  ft.  north  of  Queens  boulevard  (Block  No. 
162,  Lot  Nos.  36  and  39),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ellwyn  F.  Hayslip  and  Frank 
Nardone. 

For  Opposition:  J.  J.  Cotter,  A.  McCann,  M.  F. 
Sassi,  Henry  K.  Heyman  and  Thomas 
McDowell. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Walsh  4 
Absent  .  0 


THE  RESOLUTION— 

(247-39-BZ) 

Whereas,  Frank  Nardone  (lessee),  for  Charles  B.  Klein¬ 
schmidt  and  Edbro  Realty  Corporation,  owners,  filed  Feb¬ 
ruary  27,  1939,  an  application  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises :  43-34  44th  street,  west  side,  100.02  ft.  north  of 
Queens  boulevard  (Block  No.  162,  Lot  Nos.  36  and  39), 
Long  Island  City,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  May  31,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 


ing  zone  resolution,  show  that  44th  street  is  in  a  residence 
and  business  use  district;  43rd  street  is  in  a  business  use 
district;  43rd  avenue  is  in  a  business  use  district  and  Queens 
boulevard  is  in  a  business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  Application  No.  9403-38,  dated  January  27,  1939, 
reads : 

“Your  application  for  certificate  of  occupancy  for 
parking  and  storage  of  more  than  five  ‘  (5)  motor 
vehicles  on  premises  44th  street,  W.S.  100  ft.  north  of 
Queens  boulevard,  Long  Island  City,  is  hereby  DENIED 
as  same  is  contrary  to  Art.  2,  Section  3  of  the  Building 
Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  130  ft.  and  a  depth  of  95  ft. ;  the  rear  of  the 
plot  extends  into  a  business  use  district  for  a  distance  of 
five  (5)  feet,  the  remainder  of  the  plot  is  in  a  residence 
use  district.  It  is  proposed  to  use  the  plot  for  a  temporary 
period  of  not  more  than  two  years,  for  parking  and  storage 
of  more  than  5  motor  vehicles ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
re  Application  No.  9403-38,  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


269-39-BZ. 

APPLICANT — W.  H.  and  J.  F.  Dusenbury,  for  John  W. 
Schneider,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution  to  permit  in  a  residence 
use  district,  the  erection  and  maintenance  of  a  busi¬ 
ness  building  (stores). 

PREMISES  AFFECTED— 1334-1336  Storrow  street,  east 
side,  50  ft.  north  of  Benedict  avenue  (Block  No. 
3931,  Lot  No.  3),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Joseph  F.  Dusenbury  and  John  W. 
Schneider. 

For  Opposition:  Robert  W.  Dowling,  L.  G. 
Halinan,  Frank  H.  Lowe,  George  Gove  and 
J.  J.  Rooney. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Walsh  4 
Absent  .  0 

THE  RESOLUTION— 

(269-39-BZ) 

Whereas,  W.  H.  and  J.  F.  Dusenbury,  for  John  W. 
Schneider,  owner,  filed  March  3,  1939,  an  application  under 
section  21  of  the  building  zone  resolution,  to  permit  in  «. 
residence  use  district,  the  erection  and  maintenance  of  a 
business  building  (stores);  premises;  1334-1336  Storrow 
street,  east  side,  50  ft.  north  of  Benedict  avenue  (Block  No. 
3931,  Lot  No.  3),  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  31,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution,  show  that  Storrow  street  (Metropolitan 
avenue)  is  in  a  residence,  business  and  retail  use  district; 
McGraw  avenue  is  in  a  residence  and  business  use  district; 
Benedict  avenue  is  in  a  residence  and  business  use  district 
and  Westchester  avenue  is  in  a  business  use  district;  and 
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Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  re  N.B.  Application  No.  117-39,  dated  February 
28,  1939,  reads : 

“1.  Retail  stores  are  prohibited  in  a  residence  use 
district,  by  section  3  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction  two  (2)  stories,  in  height,  with  a  frontage  of 
50  ft.  and  a  depth  of  101  ft.  4  in.  It  is  proposed  to  occupy 
the  building  as  stores  on  the  1st  story  and  for  business  uses 
on  the  second  story;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board  prior  to  the  hearing; 
and 

Whereas,  the  board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  not  entitled  to  relief  on 
the  grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
re  N.B.  Application  No.  117-39,  be  and  it  hereby  is  affirmed, 
and  that  the  application  be  and  it  hereby  is  denied. 


272-39- BZ. 

APPLICANT — City  Bank  and  Farmers  Trust  Company, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  restricted  retail 
use  district,  the  erection  and  maintenance  of  a 
motion  picture  theatre., 

PREMISES  AFFECTED — 645-647  Madison  avenue,  east 
side,  50.5  ft.  south  of  East  60th  street  (Block  No. 
1374,  Lot  No.  51),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Samuel  Levy,  Eliot  R.  Ward,  L. 
Levinson,  J.  S.  Dudley  and  S.  W.  Armstrong. 


For  Opposition :  T.  F.  Bennett. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Walsh  4 
Absent  .  0 

the  resolution— 

(272-39-BZ) 


Whereas,  City  Bank  and  Farmers  Trust  Company,  owner, 
filed  March  3,  1939,  an  application  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  restricted  retail  use 
district,  the  erection  and  maintenance  of  a  motion  picture 
theatre,  affecting  premises  645-647  Madison  avenue,  east  side. 
50.5  ft.  south  of  East  60th  street  (Block  No.  1374,  Lot  No. 
51)  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  31,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Madison  avenue  is  in  a  re¬ 
stricted  retail  use  district;  that  Park  avenue  is  in  a  retail, 
residence  and  restricted  retail  use  district ;  that  East  59th 
street  is  in  a  retail  and  restricted  retail  use  district;  that 
East  60th  street  is  in  a  retail  and  restricted  retail  use  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
N.B.  Application  No.  23-39,  dated  February  8,  1939,  reads: 

‘‘1.  No  building  or  premises  shall  be  used  and  no 
building  shall  be  erected  which  is  arranged,  intended  or 
designed  to  be  used  as  a  theatre  or  motion  picture 
theatre.  Section  4b  Building  Zone  Resolution  for  Re¬ 
stricted  Retail  Districts.” 
and 

Whereas,  the  premises  consist  of  a  plot  with  a  frontage 
of  50  ft.  on  Madison  avenue  and  a  depth  of  90  ft.,  on  which 
there  are  located  two  6  story  buildings  occupied  as  apart¬ 


ments  and  stores.  It  is  proposed  to  demolish  these  buildings 
and  erect  a  one  story  Class  1  construction  building,  50  ft. 
by  90  ft.  in  area,  to  be  occupied  as  store  and  motion  picture 
theatre;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board,  report  of  which  in¬ 
spection  was  read  at  the  hearing  and  which  report  follows : 

REPORT  OF  COMMITTEE 
Re:  Cal.  No.  272-39-BZ 
645-647  Madison  Ave.,  Manhattan. 

May  15,  1939. 

The  premises  under  appeal  consist  of  a  plot  with  a 
frontage  of  50  feet  on  the  east  side  of  Madison  Avenue 
between  East  59th  and  East  60th  Streets  and  an  existing 
multiple  dwelling  and  business  building  6  stories  in 
height.  It  is  proposed  to  remove  the  building  and  erect 
a  motion  picture  theatre  and  store.  A  theatre  is  a  pro¬ 
hibited  use  in  a  restricted  retail  district  in  which  the 
plot  is  located.  The  application  is  brought  under  section 
21  which  is  the  only  section  under  which  the  Board 
can  act,  to  permit  the  change  from  the  existing  use 
conforming  to  the  use  district,  to  the  proposed  non- 
conforming  theatre  use.  Under  section  21,  practical 
difficulties  and  unnecessary  hardship  must  be  conclu¬ 
sively  shown  before  the  Board  can  exercise  discretion 
to  grant.  The  applicant  claims  that  the  block  is  isolated 
because  of  the  heavy  cross-town  traffic  on  west  59th 
Street  and  60th  Street,  also  that  the  present  building 
has  outlived  its  usefulness.  Many  expressions  from 
nearby  shop  keepers  that  the  theatre  would  be  desirable 
are  filed,  but  these  cannot  be  considerd  as  proof  of 
unncessary  hardship,  nor  can  the  existing  Trans-Lux 
Theatre  on  the  opposite  side  of  Madison  Avenue,  which 
was  constructed  prior  to  the  change  of  zone  to  restricted 
retail  use. 

The  existing  building  has  been  inspected  by  a  Com¬ 
mittee  of  the  Board.  It  has  business  use  on  the  street 
and  second  floor  and  apartments  in  the  upper  four 
stories.  Indications  point  to  the  building  having  been 
made  to  comply  with  the  provisions  of  the  Multiple 
Dwelling  Law  for  a  heretofore  converted  Class  A  dwell¬ 
ing.  The  stores  and  some  of  the  apartments  are  rented 
and  the  Committee  was  informed  that  the  vacant  apart¬ 
ments  are  not  being  offered  for  rental.  They  appear 
to  be  capable  of  occupation  and  should  be  rented  at  the 
rate  of  between  $20.  and  $25.  per  room.  The  Com¬ 
mittee  is  forced  to  the  conclusion  that  unnecessary 
hardship  peculiar  to  these  premises  has  not  been  proven, 
inasmuch  as  the  existing  building,  while  not  modern, 
is  entirely  capable  of  producing  income  to  carry  the 
property  and  that  essentially  the  application  is  to  sub¬ 
stitute  a  non-conforming  use  which  it  is  expected  would 
be  more  profitable  than  a  conforming  use.  The  Com¬ 
mittee  is  not  convinced  that  a  theatre  would  be  profitable 
in  this  location  or  that  the  plot  cannot  be  continued 
with  a  use  in  conformance  with  the  restricted  retail 
district  requirements.  The  entire  area  appears  to  con¬ 
form  with  such  requirements  with  the  sole  exception  of 
the  Trans-Lux  Theatre  opposite,  established  before  the 
change  of  use  zone. 

The  Committee  recommends  that  the  application  be 
denied. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 
PATRICK  WALSH, 

Committee. 

and 

Whereas,  the  board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
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re  N.B.  Application  No.  23-39,  be  and  it  hereby  is  affirmed, 
and  that  the  application  be  and  it  hereby  is  denied. 


273-39-BZ. 

APPLICANT — George  P.  Ames,  for  Vista  Island  Boule¬ 
vard,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— 196-47  and  196-49  Northern 
boulevard,  northwest  corner  of  Cross  Island  boule¬ 
vard  (Block  No.  5873,  Lot  Nos.  18  and  22), 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  James  M.  Meehan,  David  O’Neil, 
William  C.  H.  Fosdick,  Ralph  Curtis,  George 
P.  Ames  and  Joseph  J.  Breyer. 

For  Opposition :  Meyer  Wilen,  I.  Novick,  J.  F.  X. 
Masterson,  Lena  Novick,  P.  J.  Reidenbach  and 
Vincenzo  Perotta. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Walsh  4 
Absent  .  0 

THE  RESOLUTION— 

(273-39-BZ) 

Whereas,  George  P.  Ames,  for  Vista  Island  Boulevard, 
Inc.,  owner,  filed  March  3,  1939,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a  gasoline  service  station ; 
premises:  196-47  and  196-49  Northern  boulevard,  northwest 
corner,  Cross  Island  boulevard  (Block  No.  5373,  Lot  Nos. 
18  and  22),  Flushing,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  31,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution,  show  that  Cross  Island  boulevard  and 
Northern  boulevard  are  in  a  business  use  district;  42nd 
road  and  196th  street  are  in  a  residence  and  business  use 
district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
re  N.  B.  Application  No.  453-39,  dated  February  3,  1939, 
reads : 

“1.  Proposed  gasoline  service  station  in  a  business 
use  district,  is  contrary  to  Art.  2,  Section  4,  subdiv.  46 
of  the  Zone  Resolution.  Application  denied.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  228  ft.  on  Cross  Island  boulevard  and  51  ft. 
on  Northern  boulevard.  It  is  proposed  to  erect  upon  the 
site  a  one-story  building,  93  ft.  6  in.  by  25  ft.  2  in.  in  area, 
to  be  used  as  office,  salesroom  and  lubritorium  and  also  to 
install  the  necessary  tanks  and  pumps  for  a  gasoline  service 
station ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 
Whereas,  the  board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to 
relief  on  the  grounds  of  practical  difficulty  and  unnecessary 
hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
re  N.B.  Application  No.  453-39.  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 

69-24-BZ. 

APPLICANT — Joseph  B.  Lynch,  for  Michael  Mark,  owner. 


SUBJECT  —  Application  for  consideration  —  reopening 
and  amendment  re  Application  re  (order  of  the 
fire  commissioner)  previously  granted  on  condition, 
permitting  in  a  business  use  district,  the  mainte¬ 
nance  of  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 71-14  and  71-16  73rd  place 
(formerly  4654  Proctor  street,  wTest  side,  123  ft. 
6)4  in.  south  of  Central  avenue)  ;  (Block  No.  3691 
(2687),  Lot  No.  9),  Glendale,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch  and  Michael 
Mark. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 


er  Blum  and  Assistant  Chief  Walsh .  3 

Negative:  Commissioner  Savage  .  1 

Absent  .  0 

THE  RESOLUTION— 

(69-24-BZ) 


Whereas,  Glendale  Grove  Garage,  Inc.,  for  Marie  J. 
Zschozchke,  owner,  filed,  January  17,  1924,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  maintenance  of  a  motor  vehicle  repair  shop; 
premises  4654  Proctor  street  (Block  No.  3691  (2687),  Lot 
No.  9),  Glendale,  Borough  of  Queens;  and 
Whereas,  this  application  was  granted  by  the  board 
May  6,  1924,  on  certain  conditions  and  applicant  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
May  6,  1924,  be  and  it  hereby  is  amended,  so  that  as 
amended,  it  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  there  shall  be  no  machinery  maintained 
on  the  premises  other  than  one  lathe,  and  that  the  con¬ 
duct  of  the  business  operated  on  these  premises  shall  be 
restricted  to  minor  repairs  and  adjustments  of  motor 
vehicles ;  that  the  structure  shall  not  be  extended  be¬ 
yond  the  limits  of  the  present  building,  namely  a  one- 
story  building  20  ft.  2  in.  by  25  ft.  2)4  in.  in  area;  that 
such  repair  work  as  herein  granted,  shall  be  carried  on 
in  compliance  with  the  resolution  adopted  bv  the  Board 
on  May  31,  1939,  under  Cal.  No.  11 77-38-BZ.” 


Adjourned,  3:40  P.M. 

Edward  V.  Barton,  Chief  Clerk. 

REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  MAY  31,  1939 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 


BUILDING  ZONE  CASES 

604-37-BZ. 

APPLICANT — Marjorie  Macormack,  for  Estate  of  A.  S. 
Robbins,  owner  (William  Macormack,  lessee). 

SUBJECT — Application  reopened  and  restored  to  calendar 
April  18,  1939  re  Order  of  the  Court — re  Applica¬ 
tion  (decision  of  the  commissioner  of  buildings) 
under  section  7h  of  the  building  zone  resolution  to 
permit  in  a  business  use  district,  the  maintenance 
of  a  parking  space  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  (previously 
denied  by  the  Board). 

PREMISES  AFFECTED — 266-276  Clarkson  avenue,  south 
side,  139  ft.  7)4  in.  west  of  Nostrand  avenue  (Block 
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No.  5066,  Lot  Nos.  41  and  46),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Michael  Potter. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  7,  1939  at  2 
P.  M.,  for  consideration  and  decision  by  the  Board. 


191-34-BZ. 

APPLICANT — Henry  Nordheim,  for  Ritzbran,  Inc., 
owner  (Abraham  Rajonsky,  lessee). 

SUBJECT — Application  for  reconsideration  and  rehearing, 
previously  denied  (re  decision  of  the  borough 
superintendent  of  buildings)  under  sections  7h  and 
21  of  the  building  zone  resolution,  to  permit  partly 
in  a  residence  use  district  and  partly  in  a  business 
use  district,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 2087  Boston  road,  west  side, 
152.08  ft.  south  of  East*' 180th  street  (Block  No. 
3137,  Lof  No.  20),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

ACTION  Oh  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  . 0 


461-38-BZ. 

APPLICANT — William  F.  Regan,  for  Trustees  of  Colum¬ 
bia  University  owner  (Michael  T.  Watts,  lessee). 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  on  an  existing 
gasoline  service  station. 

PREMISES  AFFECTED — 1910  Broadway,  east  side,  87  ft. 
3  in.  south  of  West  64th  street  and  60  West  64th 
street  (Block  No.  1116,  Lot  No.  53),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  William  F.  Regan. 

For  Opposition:  Joseph  F.  Addonizio. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(461-38-BZ) 

Whereas,  William  F.  Regan,  for  Trustees  of  Columbia 
University,  owner  (Michael  T.  Watts,  lessee),  filed  on 

June  6,  1938,  an  application  under  the  building  zone  resolu¬ 

tion,  to  permit  in  a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  5  motor  vehicles  on  an  existing  gaso- 
hne  service  station;  premises:  1910  Broadway,  east  side, 
8/  ft.  3  in.  south  of  West  64th  street  and  60  West  64th 
street  (Block  No.  1116,  Lot  No.  53),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
F’g.  ^ay  19d9’  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 


Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Broadway  is  in  a  business 
and  residence  use  district;  West  63rd  street  is  in  a  business, 
residence  and  unrestricted  use  district;  West  64th  street  is 
in  a  business  use  district  and  Ninth  avenue  is  in  a  business, 
unrestricted  and  residence  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  1,  1938,  reads : 

Your  application  for  a  certificate  of  occupancy  for 
the  above  premises  for  use  of  same  for  the  parking 
and  storage  of  more  than  5  motor  vehicles  has  been 
denied,  as  the  premises  are  located  in  a  business  district, 
where  this  occupancy  is  prohibited  by  Article  2,  section 
4a,  subdivision  15  of  the  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  28.1  ft.  on  Broadway, 
100  ft.  on  West  64th  street  and  a  distance  of  100.3  ft.  along 
the  easterly  lot  line ;  occupied  as  a  gasoline  service  station. 
It  is  proposed  to  continue  the  gasoline  service  use  and  for 
a  temporary  period  of  not  more  than  two  (2)  years,  to 
occupy  part  of  the  plot  for  the  storage  and  parking  of  more 
than  five  (5)  motor  vehicles;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 
Whereas,  the  board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  be  and  it  hereby  is  affirmed  and  that  the  application 
be  and  it  hereby  is  denied. 

523-38-BZ. 

APPLICANT — Sidney  L.  Strauss,  for  George  Ehret 
Properties,  Inc.,  owner. 

SUBJECT- — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7h  and  21 
of  the  building  zone  resolution,  to  permit  partly  in 
a  business  use  and  partly  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 23-22  to  23-30  31st  street,  north 
side,  100  ft.  east  of  23rd  road  (Block  No.  842, 
Lot  No.  80),  Long  Island  City,  Borough  of  Queens 
APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss  and  Frank  W. 
Banfield. 

For  Opposition :  Anna  E.  Henry,  Mario  J. 
Cariello,  Mae  J.  Evans,  G.  Ihnats,  Frances 
Wagner,  L.  A.  Volpe,  Jeannette  Wilson  and 
others. 

ACTION  OF  BOARD — 'Application  granted  on  condition 
THE  VOTE  TO  GRANT— 

Affirmative:  Commissioners  Savage  and  Blum 

and  Assistant  Chief  Walsh .  3 

Negative:  Chairman  Murdock  .  1 

Absent  .  q 

THE  RESOLUTION— 

(523-38-BZ) 

_  Whereas,  Sidney  L.  Strauss,  for  George  Ehret  Proper¬ 
ties, .  Inc.,  owner,  filed  June  21,  1938,  an  application  under 
sections  7h  and  21  of  the  building-  zone  resolution,  to  permit 
partly  in  a  business  use  and  partly  in  a  residence  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  affecting  premises  23-22  to  23-30  31st  street,  north 
side,  100  ft.  east  of  23rd  road  (Block  No.  842,  Lot  No.  80), 
Long  Island  City,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
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ing  May  31,  1939  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution,  show  that  31st  street  is  in  a  business 
use  district ;  that  29th  street  is  in  a  residence  and  business 
use  district ;  23rd  road  is  in  a  business  and  residence  use 
district  and  23rd  avenue  is  in  a  business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  June  8,  1938,  reads: 

‘‘Your  application  for  certificate  of  occupancy  for 
parking  and  storage  of  more  than  five  (S)  motor 

vehicles  on  premises  23-22  to  23-30  31st  street, 

Long  Island  City,  is  hereby  DENIED  as  same  is 

contrary  to  Section  3  and  Section  4,  Subd.  15  of  the 
Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  67.4  ft.  and  a  depth  of  160  ft. ;  the  rear 
portion  of  the  plot  extends  for  a  distance  of  60  ft.  into 
the. residence  use  district;  the  remainder  of  the  plot  is  in  a 
business  use  district.  It  is  proposed  to  occupy  the  plot, 
for  a  temporary  period  of  not  more  than  two  (2)  years,  for 
the  parking  and  storage  of  more  than  five  (5)  motor 

vehicles ;  and 

Whereas,  the  board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  under  section  7,  sub¬ 
division  h  of  the  building  zone  resolution  and  that  applicant 
had  substantiated  a  basis  of  appeal  under  section  21  of  the 
building  zone  resolution  and  was,  therefore,  entitled  to 
relief  on  the  grounds  of  practical  difficulty  and  unneces¬ 
sary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make.  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
die  application  be  and  it  hereby  is  granted  under  section 
7h,  to  permit  the  premises  within  the  business  use  district 
to  be  used  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles,  on  condition  that  the  existing  repair 
shop  and  the  two  story  brick  building  and  fence  on  the 
street  line  shall  be  completely  removed ;  that  this  portion 
of  the  plot  within  the  business  use  district  shall  be  surfaced 
with  steam  cinders,  clean  gravel  or  other  suitable  material, 
properly  rolled  and  bound  to  prevent  dusting;  that  there 
shall  be  erected  on  the  interior  lot  lines  where  walls  of 
existing  brick  buildings  do  not  occur,  a  substantial  woven 
wire  fence  not  less  than  6  ft.  in  height;  that  a  similar 
fence  shall  ne  erected  across  the  property  on  a  line  sepa¬ 
rating  the  business  use  from  the  residence  use  district ; 
that  a  similar  fence  shall  be  erected  along  the  street  line  of 
31st  street;  that  the  entrance  to  the  premises  shall  be 
solely  from  the  adjoining  lot  under  lease  to  this  applicant  at 
a  distance  back  from  31st  street  of  approximately  50  ft.; 
that  no  additional  curb  cuts  shall  be  installed  other  than 
those  now  existing  in  the  existing  gasoline  service  station  ; 
that  only  motor  vehicles  of  the  pleasure  car  type  shall  be 
so  stored  or  parked,  excluding  trailers ;  that  during  the 
term  of  this  variation,  the  premises  shall  be  used  for  no 
other  use;  that  no  access  shall  be  had  from  this  plot  for 
parking  to  the  rear  of  the  premises  in  the  residential  dis¬ 
trict  ;  that  no  signs  shall  be  erected  on  the  premises,  except 
there  may  be  a  sign  adjoining  the  gasoline  station,  advertis¬ 
ing  the  parking  and  storage  use,  provided  such  sign  does 
not  extend  beyond  the  building  line  and  does  not  exceed 
15  sq.  ft.  in  area;  that  proper  aisles  shall  be  maintained  at 
all  times  for  easy  entrance  and  exit;  that  such  portable 
fire-fighting  appliances  shall  be  installed  as  the  fire  commis- 
sioner  shall  direct;,  that  proper  bumper  blocks  shall  be 
installed  along  the  interior  lot  lines,  to  prevent  damage  to 
the  adjacent  buildings;  that  no  lighting  shall  be  installed, 
except  there  may  be  one  light  at  the  entrance  to  the  parking 
lot  from  the  adjoining  lot,  such  light  to  have  a  metallic 
reflector  so  arranged  as  to  reflect  away  from  the  adjoining 
occupancies  to  the  east  and  north ;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  six  (6)  months 
from  the  date  of  this  resolution. 


1006-38-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Rosella  I.  Wil¬ 
liams,  owner. 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  sections  7c 
and  21  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED  —  1688  Eastern  boulevard, 
southwest  corner  of  Soundview  avenue  (Block 
No.  3660,  Lot  Nos.  56  and  59),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Rosella  I. 
Williams. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  . .  4 

Negative  . * .  0 

Absent  .  0 


THE  RESOLUTION— 

(1006-38-BZ) 

Whereas,  Lama  and  Proskauer,  for  Rosella  I.  Williams, 
owner,  filed  November  9,  1938,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  use  district, 
the  erectioil  and  maintenance  of  a  gasoline  service  station; 
premises :  1688  Eastern  boulevard,  southwest  corner  of 
Soundview  avenue  (Block  No.  3660,  Lot  Nos.  56  and  59), 
Borough  of  the  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  31,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution,  show  that  Eastern  boulevard  is  in  a 
residence  and ‘business  use  district;  Soundview  avenue  is 
in  a  business  use  district ;  and  Banyer  place  is  in  a  business 
and  residence  use  district ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent 
of  Buildings,  re  N.B.  Application  No.  592-39,  dated 
November  7,  1938,  as  amended  February  14,  1939,  reads: 

“1.  The  erection  of  a  gasoline  service  station  in  a 
business  district,  is  contrary  to  Section  4  of  the 
Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  84.6  ft.  on  Eastern 
boulevard  (as  widened),  32.23  ft.  on  Soundview  avenue, 
79.66  ft.  on  Croes  avenue  and  100  ft.  on  Banyer  place. 
It  is  proposed  to  erect  upon  the  plot  a  one-story  building 
67  ft.  by  31  ft.  in  area,  to  be  used  as  office,  lubritorium 
and  auto  laundry  and,  also,  the  necessary  tanks  and  pumps 
for  a  gasoline  service  station ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 
Whereas,  the  board  deemed  that  this  was  a  proper 
case  in  which  to  exercise  its  discretion  under  section  7, 
subdivision  c  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does, 
hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  building  zone  resolution  and 
that  the  application  be  and  it  hereby  is  granted  under 
Section  7-C  thereof,  to  permit  the  extension  of  the  existing 
gasoline  station  into  the  business  use  district  so  as  to 
occupy  a  total  area  of  approximately  108  feet  in  width 
by  a  depth  of  approximately  95  feet,  on  condition  that  the 
plot  shall  be  levelled  substantially  to  the  grade  of  Eastern 
boulevard  as  widened  and  Soundview  avenue ;  that  the 
station  shall  be  designed  and  arranged  in  accordance  with 
working  plans  marked  “Received  May  18,  1939" ;  that  the 
accessory  building  shall  be  constructed  of  fireproof  ma¬ 
terials,  except  that  the  door  frames  and  doors,  roof  beams 
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and  roof  boarding  may  be  of  wood,  provided  the  windows 
throughout  are  of  steel  sash;  that  the  roof  shall  be  sur¬ 
faced  with  natural  slate ;  that  the  ceiling  shall  be  fire- 
retarded  in  accordance  with  the  rules  of  the  Board  of 
Standards  and  Appeals;  that  the  heater  room  shall  be 
constructed  of  fireproof  material  and  separated  from  the 
balance  of  the  building  and  enterable  only  from  the 
exterior ;  that  there  shall  be  erected  on  the  interior  lot 
lines,  a  brick  wall  agreeing  in  material  and  design  with 
the  accessory  building,  extending  continuously  from  the 
accessory  building  to  the  street  lines;  that  such  wall  shall 
be  not  less  than  six  feet  in  height,  except  that  it  may  be 
ramped  down  to  a  height  of  not  less  than  2  feet  6  inches 
within  a  distance  of  not  over  10  feet  from  the  street 
building  line ;  that  the  planting  shall  be  maintained  along 
this  wall  and  at  the  street  line  near  the  intersection  of 
Eastern  boulevard  and  Soundview  avenue,  as  indicated  on 
plans  and  a  concrete  protective  curb  shall  be  constructed 
around  the  planted  areas ;  that  the  plot,  where  not  covered 
by  accessory  building  wall  and  planted  areas,  shall  be 
either  paved  with  cement,  colprovia  or  other  suitable 
impervious  material ;  that  any  gasoline  pumps  erected  shall 
be  not  nearer  than  20  feet  to  either  street  building  line; 
that  such  pumps  shall  be  of  the  parkway  design,  as 
indicated  on  plans;  that  entrance  to  the  premises  shall  be 
limited  _  to  two  to  Eastern  boulevard  with  curb  cuts  not 
over  25  feet  in  width  each ;  that  two  similar  entrances 
may  be  constructed  from  Soundview  avenue ;  that  no 
portion  of  any  curb  cuts  shall  be  nearer  than  10  feet  from 
the  side  lot  line  as  extended;  that  advertising  shall  be 
restricted  to  permanent  signs  attached  to  the  accessory 
building  and  to  illuminated  globes  of  the  pumps,  excluding 
all  roof  signs  and  temporary  signs,  but  permitting  the 
erection  of  not  over  three  post  standards  erected  within 
the  building  line,  for  supporting  signs,  which  may  be 
illuminated,  advertising  solely  the  brand  of  gasoline  on 
sale ;  that  there  shall  be  no  excavation  under  the  acces¬ 
sory  building,  except  that  the  boiler  room  floor  may  be 
depressed,  if  required,  for  a  depth  of  not  over  3  feet;  that 
no  automobile  repairing  shall  be  carried  on  and  there 
shall  be  no  parking  of  cars  other  than  those  being  serviced ; 
that  no  portable  gasoline  pumps  shall  be  used  on  or  from 
the  premises;  that  the  plans  marked  “Received  May  18, 
1939”,  are  hereby  approved  as  in  substantial  compliance 
with  this  resolution  as  to  design  and  arrangement;  that  all 
permits  required  shall  be  obtained  and  all  work  involved 
completed  within  one  year  from  the  date  of  this  resolution. 

1220-23-BZ. 

APPLICANT — Roosevelt  Savings  Bank  of  the  City  of 
New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit  re  Application  (order  of  the 
fire  commissioner)  granted  on  condition,  under 
section  7g  of  the  building  zone  resolution,  per¬ 
mitting  in  a  business  use  district,  the  maintenance 
of  a  parking  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles  for  a  temporary 
period. 

PREMISES  AFFECTED — 1090-1094  Gates  avenue,  east 
side,  100  ft.  north  of  Broadway  (Block  No.  3339, 
Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Elwood  Cross. 

ACTION  OF  BOARD — 'Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  q 

THE  RESOLUTION— 

(1220-23-BZ) 

Whereas,  this  application  affecting  premises  1090-1094 

Gates  avenue,  east  side,  100  ft.  north  of  Broadway  (Block 


No.  3339,  Lot  No.  1),  Borough  of  Brooklyn,  was  granted 
by  the  board  on  June  27,  1933,  for  a  temporary  period 
and  the  temporary  period  extended  from  time  to  time,  and 
applicant  now  requests  a  further  extension  of  this  period. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
June  27,  1933,  be  amended  so  that  as  amended  the  resolu¬ 
tion  shall  read :  “that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  building  zone  resolution  and  the 
application  be  and  it  hereby  is  granted  for  a  temporary 
period  of  one  year  from  the  date  of  this  amended  resolu¬ 
tion,  and  that  other  than  as  amended  herein,  the  resolution 
adopted  by  the  board  on  June  27,  1933,  shall  be  complied 
with  in  all  respects.” 

352-32- BZ. 

APPLICANT — David  S.  Lang,  for  Max  Goldman,  owner. 
SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  commissioner  of  buildings)  under  section  7f 
of  the  building  zone  resolution,  permitting  in  a 
business  use  district,  the  maintenance  of  a  gaso¬ 
line  service  station  for  a  temporary  period 
PREMISES  AFFECTED— 3305-331 1  Boston  road  and 
1152  East  211th  street,  southwest  corner  (Block 

a  r>r>T-  x^A\fZ^bLot  Nos-  62'65)>  Borough  of  The  Bronx. 
APPEARANCES — 

For  Applicant:  Sol  Goldman. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  '  q 

Absent  .  .  q 

THE  RESOLUTION— 

(352-32-BZ) 

Whereas,  this  application  affecting  premises  3305-3311 
Boston  road  and  1152  East  211th  street,  southwest  corner 
(Block  No.  4705,  Lot  Nos.  62-65),  Borough  of  The  Bronx, 
to  permit  under  section  7,  subdivision  F  of  the  building  zone 
resolution,  in  a  business  use  district  the  maintenance  of  a 
gasoline  service  station,  was  granted  by  the  board  for  a 
temporary  period  of  two  years  January  20,  1933,  on  certain 
conditions,  term  of  permit  extended  May  28,  1935  and  May 
25,  1937,  and  the  owner  now  requests  a  further  extension. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  amend  its  resolution  of  January  20,  1933  as 
amended  by  resolution  adopted  May  28,  1935  and  May  25, 
1937,  only  so  far  as  it  has  reference  to  the  term  of  the 
permit,  so  that  as  amended,  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  amends  its  resolution  of  January  20,  1933,  as 
amended  May  28,  1935  and  May  25,  1937,  granting 
the  application  under  section  7,  subdivision  F,  for  a 
temporary  period  of  two  years  from  the  date  of  this 
amended  resolution,  on  condition  that  all  pumps  shall 
be  set  back  from  the  street  lines  of  Boston  road  and 
211th  street  at  least  10  feet;  that  there  shall  be  not 
more  than  two  entrances  both  from  Boston  road  and 
that  the  curb  cuts  opposite  shall  not  exceed  22  feet 
each;  that  the  existing  building  shall  be  limited  to  one 
story  in  height  and  located  substantially  as  shown  on 
plans  filed  with  this  application  and  shall  not  be 
enlarged  or  increased  in  height;  that  all  advertising 
signs  shall  be  restricted  to  the  illuminated  globes  of 
the  gasoline  pumps,  to  a  flat  wall  sign  erected  on 
the  front  of  the  accessory  building  and  to  a  post 
standard  erected  within  the  building  line  near  the 
intersection  of  Boston  road  and  211th  street  to  carry 
an  illuminated  sign  advertising  only  the  brand  of 
gasoline  sold,  and  permitting  this  sign  to  overhang 
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the  building  line  not  more  than  8  feet,  precluding  all 
roof  signs  and  all  other  signs  of  a  temporary  nature ; 
that  no  portable  gasoline  pumps  shall  be  used  on  or 
from  the  property;  that  there  shall  be  no  open  excava¬ 
tion  under  the  accessory  building  except  pits  for 
greasing  racks  and  no  open  flame  of  any  kind  per¬ 
mitted  on  the  premises ;  that  there  shall  be  no  open 
grease  pits  installed ;  that  no  automobile  repairing  shall 
be  carried  on  and  no  parking  of  cars  other  than  those 
being  serviced ;  that  all  permits  required  shall  be 
obtained  within  thirty  (30)  days  from  the  date  of  this 
amended  resolution.” 


233-33-BZ. 

APPLICANT — Charles  E.  Zahn  (lessee),  for  Jessie  Fli- 
ashnick,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  (re  decision  of  the  acting  borough 
superintendent  of  buildings) — re  Application, 
under  sections  7b  and  21  of  the  building  zone 
resolution,  permitting  the  extension  of  an  exist¬ 
ing  gasoline  service  station,  from  an  unrestricted 
use  district  into  a  business  use  district. 

PREMISES  AFFECTED  — 1517-1543  Myrtle  avenue, 
southeast  corner  of  Grove  street  (Block  No.  3328, 
Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  E.  Zahn. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(233-33-BZ) 

Whereas,  this  application  affecting  premises  1517-1543 
Myrtle  avenue,  southeast  corner  of  Grove  street  (Block 
No.  3328,  Lot  No.  1),  Borough  of  Brooklyn,  was  granted 
by  the  board  October  8,  1935,  on  certain  conditions, 
amended  April  21,  1936  and  July  19,  1938,  and  owner 
requested  a  further  amendment  of  the  resolution. 

Resolved  further,  that  in  the  event  the  owner  desires  to 
hereby  amend  its  resolution  of  October  8,  1935,  by  adding 
thereto :  “that  nothing  herein  contained  shall  prevent  the 
use  of  the  existing  building  at  the  intersection  of  Myrtle 
avenue  and  Grove  street  as  a  salesroom  for  motor  cars, 
on  condition  that  the  occupancy  of  such  building  complies 
in  all  respects  with  all  laws  and  regulations  applicable 
thereto  as  a  conforming  use  and  that  such  building  shall 
have  no  opening  to  the  gasoline  selling  station  on  this  plot ; 
that  if  access  to  this  building  for  use  as  a  motor  vehicle 
salesroom  requires  cutting  of  curb,  that  such  curb  cut  shall 
be  permitted.” 

Resolved  further,  that  in  the  event  the  owner  desires  to 
remove  the  existing  salesroom  building  at  the  intersection 
of  Myrtle  avenue  and  Grove  street,  such  building  may  be 
removed  and  the  area  may  be  left  vacant,  on  condition  that 
no  gasoline  selling  or  servicing  equipment  shall  be  installed 
thereon;  that  the  existing  curb  cut  formerly  permitted  as 
entrance  to  the  salesroom  building,  may  be  used  as  exit 
from  the  greasing  rack  area;  and  that  a  similar  curb  cut 
may  be  installed  on  Grove  street,  for  such  exiting  of  cars ; 
that  the  existing  greasing  pits  within  the  business  use 
area  may  be  removed  and  relocated  within  the  unrestricted 
district,  substantially  as  shown  on  revised  plans  marked 
“Received  May  24,  1939”,  provided  that  any  new  gasoline 
pumps  that  are  located  in  the  business  use  area  shall  be 
erected  not  nearer  than  15  feet  to  either  street  biiilding  line 
and  that  the  curb  cuts  permitted  shall  not  be  increased. 


318-36-BZ. 

APPLICANT — John  C.  Wandell  Co.,  for  Eugene  J.  Mul- 
doon,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of 
the  commissioner  of  buildings)  under  section  7e 
of  the  building  zone  resolution,  permitting  in  a 
business  use  district,  the  extension  of  an  exist¬ 
ing  garage  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 112-116  Newton  street,  127 
Bayard  street  and  442-464  Manhattan  avenue, 
east  side,  from  Newton  street  to  Bayard  street 
(Block  No.  2719,  Lot  Nos.  1,  4  and  8),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  C.  Wandell. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended 

THE  VOTE  TO’ REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(318-36-BZ) 

Whereas,  this  application  affecting  premises  112-116 
Newton  street,  127  Bayard  street  and  442-464  Manhattan 
avenue,  east  side  from  Newton  street  to  Bayard  street 
(Block  No.  2719,  Lots  Nos.  1,  4  and  8),  Borough  of 
Brooklyn,  was  granted  by  the  board,  June  8,  1937,  on  cer¬ 
tain  conditions,  time  extended  May  24,  1938  and  applicant 
requested  a  further  extension  of  time  to  obtain  permits 
and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  resolution  adopted  by  the  board  on  June  8, 
1937,  only  so  far  as  it  has  reference  to  obtaining  permits 
and  completing  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“.  .  .  that  all  permits  shall  be  obtained  and  all 

work  shall  be  completed  within  one  year  from  the  date 
of  this  amended  resolution.” 


559-37-BZ. 

APPLICANT — Fellman  Realty  Corporation,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  application  (decision  of  the 
commissioner  of  buildings)  under  section  7h  of 
the  building  zone  resolution,  permitting  in  a  busi¬ 
ness  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 5020-5036  Broadway,  3996- 
4010  Tenth  avenue,  501-517  West  213th  street  and 
500-518  West  214th  street  (Block  No.  2231,  Lot 
No.s.  1,  5,  13  and  17),  Borough'  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Samuel  I.  Goldberg. 

ACTION  OF  BOARD — Application  reopened  and  time 
ext  ended 

THE  VOTE  TO’  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and/  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(559-37-BZ) 

Whereas,  Samuels  and  Samuels,  for  Fellman  Realty 
Corporation,  owner,  filed  November  29,  1937,  an  application 
under  the  building  zone  resolution,  to  permit  in  a  business 
use  district  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises:  5020-5036  Broadway,  3996-4010 
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Tenth  avenue  501-517  West  213th  street  and  500-518  West 
214th  street  (Block  No.  2231,  Lot  Nos.  1,  5,  13  and  17), 
Borough  of  Manhattan;  and 
Whereas  this  application  was  granted  by  the  board 
April  1Z,  lyoo,  on  certain  conditions  and  owner  requested 
an  extension  of  time  to  obtain  permits  and  complete  the 
work. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  amend  its  resolution  of  April  12,  1938,  only 
so  far  as  it  has  reference  to  obtaining  of  permits  and  com- 
pletion  ot  the  woik,  so  that  as  amended,  this  portion  of 
the  resolution  shall  read: 

“That  all  permits  shall  be  obtained  and  all  work 
completed  within  one  month  from  the  date  of  this 
amended  resolution.” 


PREMISES  AFFECTED  —  311-315  West  34th  street, 
north  side,  175  ft.  west  of  Eighth  avenue  and 
316  West  35th  street  (Block  No.  758,  Lot  No. 
28),  Borough  of  Manhattan 
APPEARANCES— 

For  Applicant :  Samuel  Lippman,  George  Ander¬ 
son  and  Albert  Ellis. 

For  Administration:  Insp.  Meyer,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1939,  at 
2  P.  M.,  for  inspection  by  a  committee  of  ’the 
board. 


426-39- BZ. 

APPLICANT  Ely  Jacques  Kahn,  for  Henry  Sonn  and 
crnHcrT1  Inc.,  owner  (Trailer  Town,  Inc.,  lessee). 
bUBJ.EC I  —Application  re  approval  of  plans  in  accord¬ 
ance  with  resolution  of  May  2,  1939— Application 
.ecislon  °f  the  borough  superintendent  of 
buildings)  under  section  7f  of  the  building  zone 
resolution,  to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  business  buildings 
(stores),  a  gasoline  service  station  and  the  main¬ 
tenance  of  a  trailer  camp  and  a  space  for  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — East  side  of  Ferris  avenue, 
from  Philip  avenue  to  Randall  avenue  and  th* 
north  and  south  sides  of  Randall  avenue  (Block 
Nos  5554,  5557,  5558,  5573,  5574,  5575,  5609  and 
6616),  Baxter  Creek,  East  River,  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  H.  R.  Mooney,  and  others. 

For  Opposition:  Harry  Lesser  and  Harold  B. 
Klorfein,  Department  of  Parks. 

ACTION  OF  BOARD— Plans  approved  in  accordance 
with  resolution  of  May  2,  1939 
THE  VOTE  TO  APPROVE  PLANS— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and'  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ” '  ’  ’  [  q 

Absent  . .  q 

THE  RESOLUTION— 

(426-39-BZ) 

Whereas,  this  application,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  business  buildings  (stores),  a 
gasoline  service  station  and  the  maintenance  of  a  trailer 
camp  and  a  space  for  parking  and  storage  of  more  than 
hve  (5)  motor  vehicles,  affecting  premises:  east  side  of 
herns  avenue,  from  Philip  avenue  to  Randall  avenue  and 
^•l^noJjh  and  south  sides  of  Randall  avenue  (Block  Nos. 
5554,  5557,  5558,  5573,  5574,  5575,  5609  and  5616),  Baxter 
Creek,  East  River,  Borough  of  The  Bronx,  was  granted 
^oa-r^  May  2,  1939,  on  certain  conditions,  one  of 
which  conditions  required  the  approval  of  plans. 

Resolved,  that  the  plans  filed  marked  “Received  May 
29,  1939”,  are  hereby  approved  as  in  substantial  compliance 
with  the  requirements  of  the  resolution  adopted  by  the 
Board  at  the  meeting  of  May  2,  1939,  as  recessed  to  May 

APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
524-39-A 

APPLICANT— Samuel  Lippman,  for  Manhattan  Opera 
House  Ballroom  and  Banquet  Hall,  Inc.,  owner. 
SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 


549-39-A. 

APPLICANT  Estates  Construction  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES’  AFFECTED — 75-66  186th  street,  west  side, 
70.03  ft.  north  of  Union  Turnpike  (Block  No. 
7202,  part  of  Lot  No.  32),  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  June  7,  1939,  at  2 
P.  M.  Applicant  to  be  notified. 


560-39- A. 

APPLICANT— Seymour  A.  Mitteldorf,  for  Morris 
Yankowitz,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings. 

PREMISES  AFFECTED  — ■  605  Sixteenth  street,  north 
side,  174  ft.  7  in.  east  of  Eleventh  avenue  (Block 
No.  5259,  L'ot  No.  31),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant  S.  N.  Alderman. 

For  Administration:  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  7,  1939,  at  2 
P.M.,  on  request  of  building  dept,  representative. 


605 -39- A. 

APPLICANT — Arnold  W.  Lederer,  for  Kehel  Cahsed 
Chernobel,  owner  (Rabbi  Jacob  Isiah  Twersky, 
Ralph  Ginsberg,  treasurer). 

SUBJECT — Appeal  from  a  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings. 

PREMISES  AFFECTED — 1520  49th  street,  south  side 
140  ft.  east  of  15th  avenue  (Block  No.  5453,  Lot 
No.  14),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer. 

For  Administration  :  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1939,  at  2 
P.  M.,  for  inspection  by  a  committee  of  the  board. 


1008-38-A-WF. 

APPLICANT — Lempi  Toivonen,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar,  having  been  previously 
withdrawn— re  Appeal  from  a  decision  of  the  bor¬ 
ough  superintendent  of  buildings. 

PREMISES  AFFECTED — 126-14  38th  avenue,  south 
side,  100  ft.  east  of  126th  street  (Block  No.  1826, 
Lot  No.  14),  Corona,  Borough  of  Queens 

APPEARANCES— 

For  Applicant:  Lempi  Toivonen. 

For  Opposition:  Clinton  B.  F.  Brill. 

For  Administration:  Harold  Klorfein,  Depart¬ 
ment  of  Parks. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to 
calendar  and  set  for  hearing  June  13,  1939  at 
2  P.  M. 
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THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  \ssistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  . 0 


S03-39-A. 

APPLICANT — Robert  Teichman,  for  Rayvale  Realty 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED  —  451-453  West  28th  street, 
north  side,  125  ft.  east  of  Tenth  avenue  (Block 
No.  726,  Lot  No.  6),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Eugene  Seccia. 

For  Administration :  Fred  Dahlem,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  . 4 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION— 

(503-39- A) 


Whereas,  Robert  Teichman,  for  Rayvale  Realty  Corpor¬ 
ation,  owner,  filed  on  April  21,  1939,  an  appeal  from  a 
decision  of  the  Borough  Superintendent  of  Buildings, 
affecting  premises  451-53  West  28th  street,  north  side,  125 
ft.  east  of  Tenth  avenue  (Block  No.  726,  Lot  No.  6), 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
on  Alt.  Application  No.  583-39,  dated  April  13,  1939,  reads: 

“14.  Ceiling  over  boiler-room  should  be  of  un¬ 
pierced  fireproof  construction.  Section  Cl 9-72.0,  Ad¬ 
ministrative  Code,  Regulations  of  the  Fire  Dept., 
Section  645a-2  New  York  City  Charter.” 

and 

Whereas,  the  building  is  3  stories  (40  ft.)  in  height, 
50  ft.  by  97  ft.  9  in.  in  area,  of  Class  3  construction; 
erected  in  1910;  located  in  a  business  use  district;  occupied: 
Cellar — Boiler-room,  no  persons;  1st  floor — storage — 5  per¬ 
sons  ;  2nd  floor — same ;  3d  floor — factory — 5  persons,  for 
which  Certificate  of  Occupancy  No.  9563  was  issued  May 
14,  1925.  It  is  proposed  to  occupy  the  building — Cellar — 
Boiler-room;  1st  floor — office,  storage  of  non-inflammable 
merchandise  and  non-storage  garage  for  5  motor  vehicles, 
10  persons ;  2nd  floor — storage — 5  persons  ;  3d  floor — 
storage  and  factory — 5  persons ;  and 

Whereas,  the  applicant  contends  that  the  partition  sepa¬ 
rating  office  space  from  driveway  and  garage  space  will  be 
fire-retarded ;  that  the  boiler-room  is  located  at  the  front 
of  the  building  under  the  office  with  an  exterior  entrance 
to  street;  that  the  boiler-room  ceiling  is  now  fire-retarded 
and  it  would  be  a  hardship  to  be  compelled  to  install  an 
unpierced  fireproof  ceiling  over  the  boiler-roomi,  and 
applicant  requests  the  approval  of  the  use  of  the  1st 
floor  for  live  storage  of  5  motor  vehicles  under  such  condi¬ 
tions  as  the  Board  may  see  fit  to  impose. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Application  No.  583-39,  be  and  it  hereby  is  modified, 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  ceiling  over  the  boiler  room  shall  be  fire-retarded 
with  wire  lath  and  cement  plaster,  in  accordance  with  the 
rules  of  the  Board  of  Standards  and  Appeals  and  that 
no  portion  of  the  1st  floor,  in  which  it  is  proposed  to 
install  not  over  five  (5)  automobiles,  will  be  over  any 
portion  of  the  cellar;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


508-39- A. 

APPLICANT — Arnold  W.  Lederer,  for  Louis  E.  Gold¬ 
stein,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 1532  47th  street,  south  side, 
220  ft.  east  of  15th  avenue  (Block  No.  5442,  Lot 
No.  18),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

For  Administration:  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  o 

Absent  .  Q 


THE  RESOLUTION— 

(508-39-A) 

Whereas,  Arnold  W.  Lederer,  for  Louis  E.  Goldstein, 
owner,  filed  on  April  21,  1939,  an  appeal  from  a  decision 
of  the  Borough  Superintendent  of  Buildings,  affecting 
premises  1532  47th  street,  south  side,  220  ft.  east  of  15th 
avenue  (Block  No.  5442,  Lot  No.  18),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
on  Amendment  to  Application  No.  606-39,  dated  April  21, 
1939,  reads : 

“Change  of  occupancy  of  frame  building  from  one 
family  to  two  families,  with  living  rooms  on  more  than 
two  stories  is  contrary  to  Section  2.1. 3.5  and  Sec. 
8. 7.2.1  of  the  Building  Code.  Therefore  application 
denied.” 

and 

Whereas,  the  building  is  two  stories  and  attic  (36  ft.) 
in  height,  30  ft.  by  54  ft.  in  area,  of  frame  construction; 
erected  in  1900;  located  on  a  plot  60  ft.  by  100  ft.  in  area; 
in  a  residence  C  area,  district ;  occupied :  Cellar — ordinary 
use;  1st  floor — one  family;  2nd  floor  and  attic — one  family 
combined;  total,  two  families  throughout  the  building;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
re-locate  kitchen  from  attic  to  2nd  floor  and  use  existing 
attic  rooms  in  connection  with  the  second  floor  apartment, 
building  not  to  be  occupied  by  more  than  two  families; 
that  the  decision  is  based  on  the  fact  that  the  Building 
Department’s  records  do  not  show  the  building  to  be 
occupied  by  two  families. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  on  amendment  to  Application  No.  606-39,  be  and  it 
hereby  is  modified,  and  that  the  appeal  be  and  it  hereby 
is  granted,  permitting  the  building  to  be  occupied  for 
two  families,  one  occupying  the  1st  floor  and  one  occupying 
the  2nd  floor  and  attic,  on  condition  that  the  building  at 
no  time  shall  be  occupied  by  more  than  two  (2)  families 
and  an  agreement  shall  he  signed  by  the  owner  and  filed 
to  this  effect  with  the  borough  superintendent ;  that  no 
cooking  shall  be  carried  on  in  the  attic  story;  that  a 
second  means  of  exit  shall  be  provided  from  the  attic 
story,  which  may  be  an  exterior  steel  fire-escape  or  steel 
ladder  extending  from  the  main  attic  window  to  the  2nd 
floor  level,  at  which  there  may  be  a  balcony  erected  if 
no  porch  roof  exits,  thence  to  grade  by  means  of  a  vertical 
or  counter-balanced  ladder ;  that  the  building  shall  not 
be  further  increased  in  height  or  area  and  that  the  plot 
shall  not  be  reduced. 


532-39- A. 

APPLICANT — Gleason-Tiebout  Glass  Company,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 59-50  54th  street,  west  side, 
360  ft.  north  of  Flushing  avenue  (Block  No.  2628, 
Lot  No.  28),  Maspeth,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant :  C.  W.  Gleason  and  Robert  J. 
Kehl. 

For  Administration:  Insp.  Meyer,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(532-39- A) 


Whereas,  Gleason-Tiebout  Glass  Company,  owner,  filed 
April  26,  1939,  an  appeal  from  an  order  and  decision  of 
the  fire  commissioner,  affecting  premises  59-50  54th  street, 
west  side,  360  ft.  north  of  Flushing  avenue  (Block  No. 
2628,  Lot  No.  28),  Maspeth,  BorCugh  of  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  75027- 
LC,  dated  April  13,  1938,  reads: 

“3.  Secure  Certificate  of  Approval  from  Board  of 
Standards  and  Appeals  for  searing  apparatus  09- 
15.0.” 

and 


Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  May  23,  1939;  and 
Whereas,  the  building  is  1  story  (45  ft.)  in  height,  85 
ft.  by  220  ft.  in  area,  on  a  plot  475  ft.  by  247  ft.  in  area, 
of  mill  construction,  equipped  with  a  standpipe  and  sprink¬ 
ler  system,  erected  in  1903,  located  in  an  unrestricted  use 
district  and  occupied:  Cellar — clay  worker,  1st  floor — glass¬ 
melting,  blowing,  pressing  and  finishing — 103  persons ;  and 
Whereas,  the  applicant  contends  that  the  searing  appara¬ 
tus  consists  of  4  units  fired  by  oxygen-city  gas  and  firmly 
attached  to  a  steel  table-like  frame;  that  the  nature  of  the 
process  and  the  number  of  flame  orifices  preclude  the 
possibility  of  their  becoming  obstructed;  that  the  gas  and 
oxygen  are  supplied  to  and  mixed  in  a  Linde  mixer  con¬ 
structed  of  brass  and  equipped  with  a  standard  welding 
head  injector  of  a  type  approved  by  the  New  York  Fire 
Department  under  Certificate  of  Approval  No.  128  in 
connection  with  Oxweld  Blowpipe,  Type  W1 ;  that  this 
apparatus  was  constructed  especially  for  use  on  the  prem¬ 
ises  ;  that  a  modification  of  the  administrative  code  is  re¬ 
quested,  so  as  to  permit  the  use  of  this  apparatus  on  these 
premises  without  the  necessity  of  securing  a  general  approval 
thereof. 


Resolved,  that  the  order  of  the  fire  commissioner,  No. 
75027-LC,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted,  permitting  the  use  of  the 
searing  apparatus  under  appeal,  consisting  of  units  fired 
by  oxygen-city  gas,  attached  to  a  steel  frame;  that  the 
gas  and  oxygen  shall  be  mixed  in  a  Linde  mixer  and 
regulating  device,  as  previously  approved  by  the  Fire 
Department  under  Certificate  of  Approval  No.  128  in 
connection  with  Oxweld  Blowpipe,  Type  W1 ;  that  this 
equipment  shall  be  used  only  within  the  factory  for  the 
purposes  set  forth ;  that  the  installation,  in  all  other  re¬ 
spects,  shall  conform  to  all  requirements  relative  thereto 
and  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner. 


601 -39- A. 

APPLICANT — George  Gross,  for  Gross-Morton  Jamaica 
Estates  Corporation,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 75-71,  75-75  and  75-79  184th 
street,  northeast  corner  of  Union  turnpike  and 
east  side  of  184th  street,  39.42  ft.  and  79.42  ft. 
north  of  Union  turnpike  (Block  No.  7201,  Lot 
No.  1),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  Ryder. 


For  Administration:  Joseph  Ferro,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(601-39-A) 

Whereas,  George  Gross,  for  Gross-Morton  Jamaica 
Estates  Corp.,  owner,  filed  May  10,  1939,  an  appeal  from 
decisions  of  the  borough  superintendent  of  buildings, 
affecting  premises  75-71,  75-75  and  75-79  184th  street, 
northeast  corner  of  Union  turnpike  and  east  of  184th 
street,  39.42  ft.  and  79.42  ft.  north  of  Union  turnpike  (Block 
No.  7201,  Lot  No.  1),  Flushing,  Borough  of  Queens;  and 

Whereas,  the  decisions  of  the  borough  superintendent, 
on  N.B.  Application  Nos.  2441  and  2442  of  1939,  dated 
May  2,  1939,  and  9916  of  1938,  dated  May  23,  1939,  read : 

“1.  The  erection  of  a  frame  dwelling  in  the  fire 
limits  is  contrary  to  Sec.  4.1.2  of  the  Building  Code.” 

and 

Whereas,  the  premises  consists  of  a  plot  located  in  a 
residence  and  business  use  “D”  area  district  fronting 
119.42  ft.  on  184th  street  and  100  ft.  on  Union  turnpike. 
It  is  proposed  to  divide  this  plot  into  three  separate  lots 
fronting  39.42  ft.,  40  ft.  and  40  ft.  respectively  on  184th 
street  and  to  erect  three  2-story  frame  one  family  dwellings, 
23  ft.  in  height,  23  ft.  by  26  ft.,  27  ft.  by  24  ft.  and  25  ft.  by 
32  ft.  in  area,  respectively  and  three  one-story  private 
garages ;  and 

Whereas,  the  applicant  contends  that  the  use  of  the 
street  for  business  purposes  is  impracticable,  inasmuch 
as  there  are  sufficient  business  streets  in  the  neighborhood 
to  serve  the  residential  area ;  that  to  leave  the  spot  unbuilt 
upon  would  constitute  a  detriment  and  an  eyesore  to  the 
neighborhood ;  that  since  this  owner  does  not  own  the 
street  for  its  entire  length  it  is  impossible  in  a  short  time 
to  obtain  a  change  of  zone. 

Resolved,  that  the  decisions  of  the  borough  superinten¬ 
dent,  on  N.B.  Application  Nos.  2441  and  2442  of  1939  and 
9916  of  1938,  be  and  they  hereby  are  modified,  and  that 
the  appeal  be  and  it  hereby  is  granted,  permitting  the 
erection  of  the  frame  buildings,  as  proposed,  on  condition 
that  they  shall  not  exceed  two  (2)  stories  in  height  and 
shall  conform  to  the  requirements  of  the  “F”  area  district, 
except  that  the  side  yards  need  not  exceed  4  ft.  in  width, 
provided  there  is  a  distance  of  at  least  10  ft.  between 
houses  on  adjoining  plots,  except  the  chimney  breasts  may 
extend  into  such  space  for  a  distance  of  not  more  than 
2  ft. ;  that  the  buildings  shall  be  of  brick  veneer  for  a 
height  of  at  least  one  (1)  story;  that  the  garages  shall  be 
of  similar  brick  veneer  design  and  shall  be  located  not 
nearer  than  2  ft.  to  any  lot  line;  that  in  all  other  respects 
the  building  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  to  the  requirements  for  a  building  outside 
the  fire  limits. 


602-39-A. 

APPLICANT — George  Gross,  for  Gross-Morton  Jamaica 
Estates  Corporation,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 75-74,  75-76  and  75-80  184th 
street,  northwest  corner  and  west  side  of  184th 
street,  45.82  ft.  and  85.32  ft.  north  of  Union  turn¬ 
pike  (Block  No.  7200,  Lot  No.  1),  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  Ryder. 

For  Administration:  Joseph  Ferro,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(602-39- A) 

Whereas,  George  Gross  for  Gross-Morton  Jamaica  Es¬ 
tates  Corporation,  owner,  filed  May  10,  1939,  an  appeal  from 
decisions  of  the  borough  superintendent  of  buildings,  affect¬ 
ing  premises  75-74,  75-76,  and  75-80  184th  street,  northwest 
corner  of  Union  turnpike  and  west  side  of  184th  street, 
45.82  ft.  and  85.32  ft.  north  of  Union  turnpike  (Block 
No.  7200,  Lot  No.  1),  Flushing,  Borough  of  Queens;  and 

Whereas,  the  decisions  of  the  borough  superintendent, 
on  N.B.  Application  Nos.  9910-38  and  9955-38  dated  May 
23,  1939,  and  2443-39,  dated  May  2,  1939,  read : 

“The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  section  4.1.2  of  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  located  in  a 
residence  and  business  use  “D”  area  district  fronting 

125.32  ft.  on  184th  street  and  100.49  ft.  on  Union  turnpike, 
which  it  is  proposed  to  subdivide  into  three  separate  lots 

45.32  ft.,  40  ft.  and  40  ft.  frontage  respectively  and  to 
erect  thereon  three  story  frame  one-family  dwellings  23  ft. 
in  height,  23  ft.  by  26  ft.,  25  ft.  by  32  ft.  and  25  ft.  by  32 
ft.  in  area  respectively  and  three  private  one  story  garages ; 
and 

Whereas,  the  applicant  contends  that  the  use  of  the 
street  for  business  purposes  is  impracticable,  inasmuch 
as  there  are  sufficient  business  streets  in  the  neighborhood 
to  serve  the  residential  area ;  that  to  leave  the  spot  unbuilt 
upon  would  constitute  a  detriment  and  an  eyesore  to  the 
neighborhood ;  that  since  this  owner  does  not  own  the 
street  for  its  entire  length  it  is  impossible  in  a  short  time 
to  obtain  a  change  of  zone. 

Resolved,  that  the  decisions  of  the  borough  superinten¬ 
dent,  on  N.B.  Application  Nos.  9910-38  and  9955-38  and 
2443-39,  be  and  they  hereby  are  modified,  and  that  the 
appeal  be  and  it  hereby  is  granted,  permitting  the  erection 
of  the  frame  buildings,  as  proposed,  on  condition  that  they 
shall  not  exceed  two  (2)  stories  in  height  and  shall  con¬ 
form  to  the  requirements  of  the  “F”  area  district,  except 
that  the  side  yards  need  not  exceed  4  ft.  in  width,  provided 
there  is  a  distance  of  at  least  10  ft.  between  houses  on 
adjoining  plots,  except  the  chimney  breasts  may  extend 
into  such  space  for  a  distance  of  not  more  than  2  ft. ;  that 
the  buildings  shall  be  of  brick  veneer  for  a  height  of  at 
least  one  (1)  story;  that  the  garages  shall  be  of  similar 
brick  veneer  design  and  shall  be  located  not  nearer  than 
2  ft.  to  any  lot  line ;  that  in  all  other  respects  the  building 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
to  the  requirements  for  a  building  outside  the  fire  limits. 


609-39- A. 

APPLICANT — Boris  W.  Dorfman,  for  Webster  Hold¬ 
ing  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings. 

PREMISES  AFFECTED — 181-191  Lawrence  avenue, 
north  side,  201  ft.  8J4  in.  west  of  Ocean  parkway 
(Block  No.  5420,  Lot  No.  69),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Boris  W.  Dorfman  and  Louis  J. 
Moss. 

For  Administration :  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  4 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(609-39-A) 

Whereas,  Boris  W.  Dorfman,  for  Webster  Holding 
Co.,  Inc.,  owner,  filed  on  May  11,  1939,  an  appeal  from  a 
decision  of  the  Borough  Superintendent  of  Buildings, 
affecting  premises  181-91  Lawrence  avenue,  north  side, 
201  ft.  8jH$  in.  west  of  Ocean  parkway  (Block  No.  5420, 
Lot  No.  69),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
on  N.B.  Application  No.  548-39,  dated  May  11,  1939,  reads: 
“l1.  Area  of  proposed  garage  is  contrary  to  4.2.1 
of  Code.  Area  is  limited  to  7500  sq.  ft.  on  an  interior 
lot.” 

and 

Whereas,  the  proposed  building  will  be  one  story  (13  ft.) 
in  height,  100  ft.  by  100  ft.  in  area,  of  Class  3  construction; 
located  in  an  unrestricted  use,  “C”  area,  district  and  occu¬ 
pied  as  a  public  garage — 4  persons ;  and 

Whereas,  the  applicant  contends  that  there  are  three 
public  garages  on  the  block;  that  the  installation  of  a 
sprinkler  system  or  fireproofing  the  roof  would  add  con¬ 
siderably  to  the  cost  of  the  structure,  thereby  making  it 
impossible  to  rent  the  premises  for  a  public  garage  on  a 
competitive  basis  with  the  other  garages  on  the  block.  It 
is  respectfully  requested  that  the  requirements  be  modified 
in  such  a  manner  as  to  safeguard  the  building  and  not 
make  the  cost  prohibitive. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  N.B.  Application  No.  548-39,  be  and  it  hereby  is  modi¬ 
fied,  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  proposed  building  shall  not'  be  increased 
beyond  one  story  in  height  or  in  area ;  that  the  ceiling 
shall  be  fire-retarded  in  accordance  with  the  rules  of  the 
Board  of  Standards  and  Appeals  and  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto ;  that  such 
additional  portable  fire-fighting  appliances  shall  be  installed, 
as  the  commissioner  shall  direct. 


612-39- A. 

APPLICANT — Charles  H.  Richter,  for  Estate  of  John 
V.  McCaffrey,  owner  (August  Reisdorf,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings. 

PREMISES  AFFECTED — 2739  Bedford  avenue,  north¬ 
east  corner  of  Farragut  road  (Block  No.  5225, 
Lot  No.  2),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Joseph  A.  McCaffrey. 

For  Administration :  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and,  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(612-39-A) 

Whereas,  Charles  H.  Richter,  for  Estate  of  John  V. 
McCaffrey,  owner  (August  Reisdorf,  lessee),  filed  on  May 
10,  1939,  an  appeal  from  a  decision  of  the  Borough  Super¬ 
intendent  of  Buildings,  affecting  premises  2739  Bedford 
avenue,  northeast  corner  of  Farragut  road  (Block  No. 
5225,  Lot  No.  2),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
on  Alt.  Application  784-39,  dated  April  10,  1939,  reads: 

“1.  Convalescent  home  in  a  non-fireproof  building 
over  20  ft.  0  in.  in  height  is  contrary  to  Section  4.2.1 
of  Code.  (Convalescent  home  is  construed  as  a 
hospital.)  Application  is  hereby  denied.” 

Whereas,  the  building  is  two  stories  and  attic  (32  ft.)  in 
height,  37  ft.  by  48  ft.  in  area,  of  non-fireproof  construc- 
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*10n ’m  °j-Ca*''L  ^  in  a  rfs^ence  use  “E”  area  district,  on  a 
plot  50  tt.  by  100  ft.  in  area;  occupied  since  1938:  Cellar — 
ordinary  use,  laundry,  mortuary;  1st  floor — lessee’s  apart¬ 
ment,  office  and  reception  room ;  2nd  floor — convalescent 
home,  attic  bedrooms;  it  is  proposed  to  occupy  the  build¬ 
ing  as  at  present  except  the  attic  which  will  be  used  for 
storage;  and 

\V  hereas,  Violation  No.  1561-39  was  issued  March  9, 
1939,  on  account  of  changing  the  occupancy  of  the  building 
from  one- family  dwelling  to  Convalescent  Home  for  the 
Aged,  without  obtaining-  a  certificate  of  occupancy ;  and 
Whereas,  the  applicant  contends;  that  this  building  is 
admirably  suited  for  a  Convalescent  Home,  but  under  the 
Code  the  height  of  a  non-fireproof  building  with  this 
occupancy  is  limited  to  20  feet  and  the  present  height  from 
ground  to  2nd  floor  ceiling  is  23  feet. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Application  No.  784-39,  be  and  it  hereby  is  modified, 
and  that  the  appeal  be  and  it  hereby  is  granted ,  permitting 
the  use  of  the  building  as  proposed,  on  condition  that  only 
the  1st  and  2nd  floors  shall  be  so  used;  that  the  3rd  or 
attic  floor  shall  be  unused  at  all  times  except  for  storage  ; 
that  the  total  number  of  patients  accommodated  shall  at 
no  time  exceed  fifteen  (15);  that  the  cellar  ceiling  shall 
be  fire-retarded  throughout  and  there  shall  be  a  fireproof 
self-closing  door  at  the  stairs  leading  to  the  cellar,  unless 
the  stairs  are  enclosed  in  fire-retarded  partitions  with  a 
fireproof  self-closing  door  at  the  foot;  that  such  fire¬ 
fighting  appliances  shall  be  maintained  as  the  commissioner 
shall  direct ;  that  an  exterior  45  degree  fire  escape  shall  be 
constructed,  as  shown,  as  a  second  means  of  exit  from 
the  2nd  story,  with  fireproof  windows  on  the  course  of 
the  fire  escape. 

648-39-A 

APPLICANT — McKim,  Mead  and  White,  for  Depart¬ 
ment  of  Public  Works,  City  of  New  York,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — East  side  of  First  avenue,  200 
ft.  north  of  East  26th  street  (Administration 
Building,  Bellevue  Hospital)  ;  (Block  No.  958, 
Lot  No.  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  C.  W.  Streit,  Jr.,  and  William 
Elliott. 

For  Administration:  Fred  Dahlem,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(648-39-A) 

Whereas,  McKim,  Mead  and  White,  for  Department  of 
Public  Works,  City  of  New  York,  owner,  filed  May 
20,  1939,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings,  affecting  premises;  East  side  of 
First  avenue,  200  ft.  north  of  East  26th  street  (Administra¬ 
tion  Building,  Bellevue  Hospital)  ;  (Block  No.  958,  Lot  No. 
1),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  17,  1939,  reads: 

Replying  to  your  letter  of  this  date,  submitting 
Magnolia  Stainless  Cement  for  use  instead  of  Portland 
Cement  mortar  where  said  mortar  is  specified  for  lay¬ 
ing  up  brick  and  stone  masonry  on  the  Bellevue  Hos¬ 
pital  Job. 

You  are  advised  that  Magnolia  Stainless  Cement  is 
not  on  our  list  of  approved  cements,  and  its  use  there¬ 
fore  cannot  be  permitted.” 

and 


Whereas,  the  building  will  be  10  stories  and  pent  house 
(148  ft.)  in  height,  175'  ft.  by  226  ft.  in  area,  of  Class  1 
construction,  located  in  an  unrestricted  use  district  and 
occupied  as  Administration  Offices  of  Bellevue  Hospital ; 
and 

Whereas,  it  is  proposed  to  use  Magnolia  Slag  Stainless 
Cement,  as  manufactured  by  the  Southern  Cement  Company 
of  Birmingham,  Alabama  for  use  in  mortar  for  laying  up 
brick  and  stone  masonry  on  the  building,  without  the  neces¬ 
sity  of  waiting  for  the  formal  general  approval  for  the  use 
of  the  material  in  New  York  City;  and 

Whereas,  the  applicant  contends  that  Magnolia  Slag 
Stainless  Cement  has  been  approved  for  use  in  New  York 
City  by  the  borough  superintendent  for  10  years  for  use 
in  mortar  for  laying  up  brick  and  stone  masonry ;  that 
copies  of  the  reports  of  Pittsburgh  Testing  Laboratory, 
showing  the  results  of  tests  made  on  this  cement  have  re¬ 
cently  been  filed  with  the  board;  that  in  order  not  to  delay 
the  laying  of  the  brick  and  stone  masonry  for  the  Adminis¬ 
tration  building  of  Bellevue  Hospital,  immediate  attention 
to  this  application  will  be  appreciated. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  May  17,  1939,  be  and  it  hereby  is  modified,  and  that 
the  appeal  be  and  it  hereby  is  granted  so  as  to  permit  the 
use  of  Magnolia  Stainless  Cement  for  non-load  bearing 
walls  for  this  particular  building,  the  Administration 
Offices  of  Bellevue  Hospital,  on  condition  that  the  specifica¬ 
tion  shall  be  as  follows:  mixture  of  one  volume  of  Mag¬ 
nolia  Cement  and  3  volumes  of  Cowbay  sand  with  a  lime 
putty  addition  of  50%  of  the  cement  volume. 

665 -39- A. 

APPLICANT — Mayers,  Murray  and  Phillip,  for  City 
Club  Realty  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 55-57  West  44th  street,  north 
side,  216  ft.  10  in.  east  of  Sixth  avenue  (Block 
No.  1260,  Lot  No.  10),  Borough  of  Manhattan. 
APP  EAR ANCES — 

For  Applicant:  Hardie  Phillip  and  Julius  Eck- 
mann. 

For  Administration:  Fred  Dahlem,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION— 

(665-39-A) 

Whereas,  Mayers,  Murray  and  Phillip,  for  the  City  Club 
Realty  Company,  owner,  filed  on  May  19,  1939,  an  appeal 
from  a  decision  of  the  borough  superintendent  of  buildings, 
affecting  premises  55-57  West  44th  street  north  side,  216  ft. 

10  in.  east  of  Sixth  avenue  (Block  No.  1260,  Lot  No.  10), 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  1588-39  dated  May  18,  1939,  reads: 

“1.  Means  of  egress  are  inadequate.  Due  to  change 
of  use  from  residential  to  business.  The  means  of 
egress  must  comply  with  all  requirements  for  a  new 
business  building. 

2.  A  fire  tower  complying  with  Art.  7  of  Bldg.  Code 
is  required  for  buildings  over  85  ft.  high  and  having  a 
floor  area  exceeding  2500  sq.  ft. — 6.I.2.2.3. 

3.  An  interior  stairway  complying  with  Art.  7  of 
Bldg.  Code  is  also  required. 

4.  All  required  stairs  must  extend  to  roof.  Also 
mark  on  plans  all  dimensions  for  stairs  and  landings 
and  doors.  Indicate  all  materials  and  thicknesses  for 
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all  stairs  enclosing  partitions.  State  type  of  doors  and 
windows  in  stair  enclosures.” 
and  . 

Whereas,  the-  building  is  7  stories  and  penthouse  (9o 
ft.)  in  height,  44  ft.  10  in.  by  100  ft.  5  in.  in  area,  of  fire¬ 
proof  construction ;  equipped  with  a  standpipe  system ; 
erected  in  1902;  located  in  a  retail  use  district  and  occu¬ 
pied:  Subcellar— boiler  room;  Cellar— storage  and  toilets; 
1st  floor — club;  2nd  floor — club;  3rd  floor — club  dining 
room;  4th,  5th,  6th  7th  floors  and  penthouse — bedrooms  in 
connection  with  the  club  use ;  proposed  to  be  occupied  as 
follows:  Subcellar — same;  Cellar — same;  1st  floor  restau¬ 
rant;  2nd  floor—  club;  3rd  floor— club  dining  room;  4th, 
5th,  6th,  7th  floors— offices,  60  persons  per  floor ;  penthouse 
— offices,  30  persons ;  and 

Whereas,  the  applicant  contends  that  due  to  economic 
changes,  it  is  proposed  to  maintain  the  2nd  and  3rd  floors 
as  the  club  and  to  alter  the  1st  and  upper  floors  to  business 
use;  that  the  building  has  a  net  area  of  3200  sq.  ft.  and 
the  penthouse  is  1290  sq.  ft. ;  that  all  floors  are  served  by 
two  stairs ;  that  it  is  proposed  to  replace  the  front  stairway 
with  new  stairs,  and  that  both  stairways  will  lead  directly 
to  the  street  by  means  of  independent  fireproof  passage¬ 
ways;  that  the  use  of  the  upper  floors  for  office  purposes 
is  not  an  increase  in  fire  hazard  over  the  present  use;  that 
the  present  height  of  the  main  building  is  85  ft.,  which  is 
within  the  limit  of  the  old  code  for  standpipe  requirements ; 
that  it  is  requested  that  the  present  rear  stair  be  permitted 
to  remain,  as  reconstruction  of  this  stair  would  involve, 
undue  hardship,  as  is  evident  from  the  plan  filed ;  that  there 
is  no  proposed  increase  in  height ;  that  the  required  fire- 
tower  would  encroach  on  the  clubrooms  on  the  2nd  floor 
and  ruin  the  design  of  the  club  diningroom  on  the  3rd 
floor. 

Resolved ,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Application  No.  1588-39,  be  and  it  hereby  is  modi¬ 
fied,  and  that  the  appeal  be  and  it  hereby  is  granted  as  to 
Objection  No.  2,  permitting  the  omission  of  the  fire  tower, 
on  condition  that  the  building  shall  not  be  further  increased 
in  height  and  shall  not  exceed  85  ft.  in  height  to,  the  main 
roof  of  the  penthouse  and  provided  there  shall  be  two 
stairways  complete  from  the  main  roof  to  the  street,  as 
shown  on  plans  filed  with  this  appeal,  provided  such  stair¬ 
ways  are  enclosed  for  their  length  in  fireproof  partitions 
complying  with  the  requirements  of  the  building  code,  ex¬ 
cept  where  there  is  an  existing  fireproof  enclosure,  such 
enclosure  may  be  permitted  if  not  less  than  4  in.  terra  cotta 
block ;  that  the  width  of  the  stairs  shall  comply  with  the 
requirements  of  the  code,  except  that  in  connection  with  the 
rear  existing  stair,  treads  shall  at  no  point  be  less  than  2 
ft.  10  in.  in  width ;  that  at  least  one  of  the  existing 
fire  escapes  with  an  exit  to  the  rear  yard  of  adjoining 
premises  shall  be  maintained ;  that  in  all  other  respects 
the  stairs  shall  comply  with  the  requirements  therefor  and 
except  that  the  one  stairs  need  not  be  extended  to  the  roof 
bulkhead  in  the  penthouse  story,  provided  a  second  stair 
exists  to  the  main  roof  at  the  8th  floor  level ;  that  in  all 
other  respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 


669-39-A. 

APPLICANT — Francisco  and  Jacobus,  for  General  Tire 
and  Rubber  Co.,  owner  of  building  and  lessee  of 
land  (Estate  of  Charles  E.  Appleby,  owner  of 
land) . 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 829-835  11th  avenue,  west 
side,  25.42  ft.  south  of  West  57th  street  (Block 
No.  1104,  Lot  Nos.  31,  32  and  37),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  E.  Johnson  and  B.  J.  Jacobus. 

For  Administration:  Fred  Dahlem,  Department 
of  Housing  and  Buildings. 


ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION— 

(669-39-A) 

Whereas,  Francisco  and  Jacobus,  for  General  Tire  and 
Rubber  Co.,  owner  of  building  and  lessee  of  land  (Estate 
of  Charles  E.  Appleby,  owner  of  land),  filed  on  May  22, 
1939,  an  appeal  from  a  decision  of  the  borough  superinten¬ 
dent  of  buildings,  affecting  premises  829-35  11th  avenue, 
west  side,  25.42  ft.  south  of  West  57th  street  (Block  No. 
1104,  Lot  Nos.  31,  32  and  37),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent,  on 
N.B.  Application  No.  110-39,  dated  May  19,  1939,  reads: 

“1.  Building  as  shown  in  application  and  on  plan 
filed  contrary  to  4.2.1  Building  Code  for  Class  3  (non- 
fireproof  structures)  viz:  Exceeds _  30  ft.  and  two 
stories  in  height  and  10,000  sq.  ft.  in  area.  Building 
apparently  used  as  a  motor  vehicle  repair  shop  and 
should  be  fireproof  4.2.1  Building  Code.  Exceeds  one 
story.” 

Whereas,  the  proposed  building  will  be  4  stories  (57  ft.) 
in  height  130.67  ft.  by  87  ft.  in  area,  of  Class  3  construc¬ 
tion;  equipped  with  a  standpipe  system;  located  in  an  un¬ 
restricted  use  district  and  to  be  occupied :  Cellar — boiler 
room  and  storage— 1  person ;  1st  floor— tire  service,  ship¬ 
ping  and  driveway — 11  persons;  2nd  floor — tire  service,  2 
persons;  3rd  floor — same;  4th  floor — offices,  50  persons; 
and 

Whereas,  the  applicant  contends  that  there  are  three 
points  involved  in  this  appeal,  viz.:  A.— Classification  of 
budding;  B — area  of  buildings;  C — height  of  building; 
that  as  to  the  classification  of  the  building,  it  is  requested 
that  same  be  classified  as  an  ordinary  business  building  for 
the  following  reasons :  The  2nd  3rd  and  4th  floors  will  be 
used  exclusively  for  storage  and  offices;  1st  floor  will  be 
used  for  receiving,  shipping  and  display  of  automobile  tires 
and  for  tire  replacing  service,  which  consists  of  removing 
and  replacing  tires  on  automobiles  and  no  other  work  will 
be  conducted  on  the  automobiles,  particularly  no  repair 
work  on  motors  or  other  mechanical  parts ;  that  there  will 
be  no  gasoline  or  oil  stored  or  dispensed  in  the  building 
or  on  the  premises ;  no  automobiles  will  be  stored ;  that  the 
area  of  the  building  will  be  10,000  sq.  ft.  and  the  height 
only- 4  stories;  that  the  1st  story  will  be  of  part  fireproof 
and  part  fire-protected  construction,  whereas  the  upper 
stories  will  be  of  nonfireproof  construction ;  that  the  front 
of  the  building  faces  11th  avenue  and  the  rear  faces  a  28  ft. 
private  driveway  which  connects  with  West  57th  street; 
that  inasmuch  as  this  alley  will  be  kept  open  and  accessible 
at  all  times,  it  is  respectfully  requested  that  the  building 
be  considered  as  having  two  exposures  and  that  the  area 
of  10,000  sq.  ft.  be  permitted;  that  as  to  the  height  of  the 
building  there  is  now  a  20  ft.  high  one  story  fireproof 
building  existing  on  the  plot  covering  an  area  of  8700  sq. 
ft. ;  that  it  is  desired  to  reopen  this  present  one-story  por¬ 
tion  so  as  to  continue  the  business  during  the  alteration; 
that  the  high  point  of  the  roof  of  the  present  one-story 
building  is  20  ft.  above  curb  level,  which  necessitates  that 
the  2nd  floor  of  the  new  structure  be  installed  at  this 
elevation,  although  the  upper  stories  have  been  kept  down 
to  the  mmimum  of  approximately  12  feet,  the  top  of  the 
roof  of  the  4-story  building  will  be  approximately  57  ft. 
above  the  curb  level. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  N.B.  Application  No.  110-39,  be  and  it  hereby  is  modi¬ 
fied,  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  not  exceed  the  height  and 
area  as  proposed;  that  the  1st  floor  ceiling  throughout  shall 

864 


MINUTES 


be  either  fireproof  or  fire-retarded ;  that  the  boiler  room 
shall  be  separated  from  the  balance  of  the  budding  by  fire¬ 
proof  construction  and  enterable  only  from  the  exterior  of 
the  building;  that  the  28  ft.  private  driveway  at  the  rear 
of  the  building  shall  be  maintained  and  kept  open  and  acces¬ 
sible  at  all  times;  that  there  shall  be  installed  throughout 
the  building,  a  non-automatic  dry  sprinkler  system  comply¬ 
ing  with  all  the  requirements  of  the  building  code  therefor, 
except  that  the  automatic  alarm  may  be  omitted;  that  all’ 
fittings  shall  be  of  malleable  iron;  that  Siamese  shall  be 
installed  both  on  the  11th  avenue  side  and  on  the  private 
driveway  side ;  that  the  building  shall  not  be  further  in¬ 
creased  in  height  or  area ;  that  in  all  respects  other  than  as 
modified  herein,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto  and 
that  this  modification  shall  apply  only  so  long  as  the  build¬ 
ing  is  occupied  as  proposed. 

1221 -38- A. 

APPLICANT  L.  Davidson,  for  Star  Corrugated  Box 
Company,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment— re  Appeal  from  a  decision  of  the 
borough  superintendent  of  buildings 
PREMISES  AFFECTED — 55-15  Grand  avenue,  north 
side,  259.2  ft.  west  of  Old  Flushing  road  (Block 
-No.  2609,  Lot  No.  6),  Maspeth,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  L.  Davidson. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

thevote  to  reopen  and  amend  resolu- 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

'Walsh  .  4 

Negative  . 0 

Absent  .  q 

THE  RESOLUTION— 

(122 1-38- A) 

Whereas,  L.  Davidson,  for  Star  Corrugated  Box  Com¬ 
pany,  owner,  filed  on  December  30,  1938,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  prem¬ 
ises  55-15  Grand  avenue,  north  side,  259.2  ft.  west  of  Old 
Flushing  road  (Block  No.  2609,  Lot  No.  6),  Maspeth, 
Borough  of  Queens  ;  and 

a  ^  HF-KEAS,  the  decision  of  the  borough  superintendent  on 
Alt.  Application  No.  9646-38  dated  December  23  1938 

reads : 

“A  The  new  structure  does  not  constitute  a  sepa- 
rate  fire  area  as  defined  by  Rule  12.  Therefore,  the 
8-inch  feed  main  as  arranged  is  inadequate  for  the 
supply  of  more  than  420  sprinklers  in  any  one  fire 
area.  Rules  25  and  26. 

“B.  The  6-inch  line  is  inadequate  for  the  supply 
of  more  than  200  sprinklers  in  any  one  fire  area 
Rule  25. 

“C-  The  4-inch  line  where  indicated  is  overloaded 
to  the  extent  of  13  sprinklers  inasmuch  as  the  ‘loading 
platform’  section  is  not  a  fire  area  as  defined  bv  the 
Rules.  Rule  25.” 

(Rules  quoted,  refer  to  the  Sprinkler  Rules  of  the 
Board  of  Standards  and  Appeals,  applying  to  factory 
buildings.) 
and 

ia7VrHERiEASr  the  buildinS  is  2  stories  (34  ft.)  in  height, 
i4/  “■  by  560  ft-  m  area,  of  part  fireproof  and  non-fire- 
proof  construction ;  equipped  with  a  standpipe  and  a 
■Pr]noe,nS^tem;  located  in  unrestricted  district;  erected 
in  1925,  1936  and  1937;  OCCUPIED:  Cellar-boiler  room, 

1  person;  1st  floor— storage  (heavy  paper  in  rolls),  32 
persons ;  2nd  floor— manufacturing  corrugated  paper  boxes, 
i/a  persons;  and 
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Whereas,  the  applicant  contends  that  prior  to  the  prep¬ 
aration  of  plans  for  the  extension  in  the  rear  in  1936,  the 
applicant  s  engineer  consulted  with  the  building  department 
and  was  informed  that  it  would  be  satisfactory  to  continue 
the  existing  6-inch  main  into  the  new  addition,  and  this 
was  confirmed  by  the  Factory  Insurance  Association  of 
Hartford,  Conn.,  and  that  the  sprinkler  contractor  did  not 
file  the  plans  until  the  building  was  almost  finished;  that 
the  objections  appealed  are  based  on  the  Examiner’s 
interpretation  of  a  fire  area ;  that  the  old  building  at  the 
fiont  of  the  lot  is  separated  from  the  extension  with  a 
12-inch  brick  wall,  supported  on  fireproof  steel  construc¬ 
tion  with  tin-clad  self-closing,  Underwriters’  Labeled  Doors 
on  the  openings ;  that  it  would  have  been  a  simple  propo¬ 
sition  to  comply  with  the  requirements,  if  the  applicant 
had  not  been  informed  by  the  building  department  that 
the  installation  would  be  satisfactory;  that  changing  the 
system  now  would  accomplish  no  good  purpose  either 
structurally  or  from  an  insurance  point  of  view;  and 
Whereas,  this  appeal  was  granted  by  the  board  January 
10,  1939,  on  certain  conditions  and  owner  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  January  10,  1939,  so 
that  as  amended,  it  shall  read : 

Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent,  on  Alt.  Application  No.  9646-38,  be  and  it 
hereby  is  modified,  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  in  all  other  respects  the 
sprinkler  system  shall  comply  with  the  Sprinkler  Rules 
of  the  Board  of  Standards  and  Appeals  applying  to 
factory  buildings ;  that  the  openings  in  the  12  inch 
brick  wall  between  the  front  and  rear  sections  of  the 
building,  shall  at  all  times  be  protected  with  a  labeled 
Underwriter  s  fire  door  on  at  least  one  side  at  every 
opening ;  that  the  exits  shall  be  maintained  and  that 
the  occupancy  of  the  second  floor  shall  be  permitted  as 
calculated  for  the  stairways  only  without  allowance 
for  the  sprinkler  system. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  erect  a  penthouse  structure  toward  the  front  of  the 
building  with  an  area  of  approximately  2500  square 
feet,  such  addition  may  be  made y  provided  no  manu- 
facturing  is  carried  on  therein  and  the  additional  space 
is  used  solely  as  a  locker  and  rest  room  equipped  foi 
women  employes  and  provided  that  in  all  other  respects, 
the  construction  complies  with  all  rules,  laws  and  regu¬ 
lations  applicable  thereto  and  the  sprinkler  system  is 
continued  to  protect  the  area.” 

VARIATIONS  OF  LABOR  LAW 

470-39-S 

APPLICANT  Robert  C.  Burr,  for  Gresham  Realty  Co., 
c  „  ^nc.,  for  501  Madison  Avenue  Corporation,  owner. 

.bUbJFL I— Variation  of  the  Labor  Law  as  cited  in  an 
T-.T,  »and  decisions  of  the  fire  commissioner. 

PREMISES  AFFECTED — 501-505  Madison  avenue  and 
41-51  East  52nd  street,  northeast  corner  (Block 

APPEARANCES^  N°’  ^  Borough  of  Manhattan. 

For  Applicant:  Robert  C.  Burr. 

For  Administration:  Inspector  Maher,  Fire  De¬ 
partment. 

^UT 1  ON  OF  BOARD— Application  granted  on  condition. 

1  rlh>  V(J1  K — 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ’ '  '  0 

Absent  . .  q 

THE  RESOLUTION— 

(470-39-S) 

Whereas,  Robert  C.  Burr,  for  Gresham  Realty  Co.,  Inc., 
for  501  Madison  Avenue  Corporation,  owner,  filed  on  April’ 
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12,  1939,  an  application  for  a  variation  of  the  Labor  Law, 
as  cited  in  an  order  and  decisions  of  the  fire  commissioner, 
affecting  premises  501-505  Madison  avenue  and  41-51  East 
52nd  street,  northeast  corner  (Block  No.  1288,  Lot  No.  21), 
Borough  of  Manhattan ;  and 

Whereas,  Order  No.  3264-LF,  issued  by  the  fire  com¬ 
missioner  November  30,  1938,  reads : 

“An  inspection  of  the  premises  501-5  Madison  Ave. — 
41-51  East  52nd  St.,  Borough  of  Manhattan  shows  that 
a  fire  drill  should  be  established  and  maintained  therein 
according  to  the  requirements  of  Section  279  of  the 
Labor  Law.  The  Labor  Law  specifically  charges  the 
Fire  Commissioner  with  the  duty  of  enforcing  the 
provisions  of  the  law,  as  to  fire  drills.” 
and 

Whereas,  the  said  order  is  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  January  30,  1939;  and 

Whereas,  a  subsequent  decision  issued  by  the  fire  com¬ 
missioner  March  20,  1939,  reads : 

“In  reply  to  your  request  in  reference  to  Order  No. 
3264-LF,  issued  against  the  above  premises  and  requir¬ 
ing  a  Fire  Drill,  you  are  advised  that  inspection  shows 
the  premises  to  be  a  Tenant  Factory  with  691  persons 
above  the  first  story  of  which  321  are  employed  at  fac¬ 
tory  work.  As  every  square  foot  of  the  building  is  not 
protected  with  an  approved  automatic  sprinkler  system, 
Section  279  of  the  Labor  Law  requires  a  Fire  Drill  to 
be  conducted  at  least  once  in  each  month,  all  occupants 
in  the  building  must  participate.  Your  request  to  omit 
compliance  with  the  order  must  therefore  be  denied.” 

and 

Whereas,  the  building  is  30  stories  (440  ft.)  in  height, 
100  ft.  4  in.  by  74  ft.  in  area  at  1st  story;  of  fireproof 
construction;  erected  in  1930;  located  in  a  business  use 
district  and  occupied  :  Cellar — storage  and  machinery — 5 
persons;  1st  floor — stores,  35  persons;  2nd,  3rd  and  4th 
floors — offices  and  factory,  10,  42  and  18  persons,  respec¬ 
tively;  5th  floor — school,  85  persons;  6th  to  11th  floors — 
offices  and  factory,  67,  76,  22,  77,  39  and  40  persons, 
respectively;  12th  floor — offices,  13  persons;  13th  floor — 
office^  and  factory,  76  persons;  14th  floor — offices,  48  per¬ 
sons  ;  15th  floor — offices  and  factory,  30  persons ;  16th  to 
30th  floors— offices,  35,  18,  15,  11,  12,  10,  9,  9,  11,  11,  13, 
4,  6,  7,  7  persons,  respectively ;  it  is  proposed  to  be  occupied 
as  follows  :  Cellar — storage  and  machinery — 5  persons ; 
1st  floor — stores,  40  persons;  2nd  to  4th  floors — offices  and 
factory,  80  persons  each ;  5th  and  6th  floors — ‘offices  and 
factory,  175  persons  each;  7th  to  16th  floors — offices  and 
factory,  80  persons  each;  17th  to  30th  floors — offices,  80 
persons  each ;  and 

Whereas,  the  building  is  equipped  with  a  sprinkler  sys¬ 
tem  from  basement  to  16th  floor,  inclusive  and  a  standpipe 
system  throughout;  an  interior  fire  alarm  system  and  one 
3  ft.  8  in.  fireproof  enclosed  stairway  and  one  firetower  of 
similar  width  equipped  with  steel  doors ;  and 

Whereas,  the  applicant  contends  that  certificate  of  occu¬ 
pancy  16945,  issued  in  1930,  permits  manufacturing  from 
2nd  to  16th  floors,  inclusive,  in  which  area  the  designed 
live  load  is  120  lbs.  per  sq.  ft.  and  each  area  is  covered 
with  a  sprinkler  system.  The  corridors  have  been  so  con¬ 
structed  as  to  provide  access  to  both  means  of  egress  with¬ 
out  obstruction  ;  all  manufacturing  areas  are  enclosed  with 
fireproof  partitions  and  any  subdivisions  of  same  are  gyp¬ 
sum  block,  or  steel  partitions.  The  greater  part  of  the 
occupancy  is  offices,  including  doctors’  offices,  a  large  radio 
broadcasting  station,  executive  offices  and  a  large  publish¬ 
ing  firm ;  that  imposing  a  fire  drill  upon  occupants  of  this 
character  would  be  an  unbearable  nuisance  and  a  hardship 
to  the  owners  of  the  building  and  detracting  from  the 
rentability  of  the  space.  The  building  is  equipped  with 
an  interior  fire  alarm  system,  two  fire  alarm  boxes  to  notify 
the  fire  department  and  an  automatic  fire  alarm  system  con¬ 
trolled  by  a  sprinkler  valve  to  notify  an  outside  agency 
on  duty  24  hours  a  day.  The  building  employees  are 


organized  and  drilled  for  five  stations  and  trained  in  the 
use  of  existing  standpipe  equipment ;  that  it  is  felt  that  the 
safety  of  the  occupants  of  the  building  is  fully  assured  by 
existing  equipment  and  precautions  and  there  is  no  neces¬ 
sity  for  instituting  periodical  fire  drills. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  Order  No.  3264-LF  of  the  fire  commis¬ 
sioner  and  that  the  application  be  and  it  hereby  is  granted 
on  condition  that  the  sprinkler  system  shall  be  maintained 
up  to  and  including  the  16th  floor  to  the  satisfaction  of 
the  fire  commissioner ;  that  no  manufacturing  shall  be 
carried  on  above  the  15th  floor;  that  the  interior  alarm 
signal  system  shall  be  maintained  and  that  in  lieu  of  the 
full  requirements  of  the  labor  law  as  to  fire  drill,  all 
employes  on  all  floors  up  to  and  including  the  15th  floor 
shall  be  instructed  to  proceed  to  the  nearest  station  in  the 
event  that  the  fire  alarm  is  sounded;  and  that  certain  per¬ 
sons  on  each  floor  shall  be  instructed  as  to  the  exiting  in 
the  event  of  fire;  that  all  laws,  rules  and  regulations  appli¬ 
cable  to  the  building  shall  be  complied  with  in  all  other 
respects,  and  other  than  as  modified  under  Cal.  No.  596-29-S 
and  that  the  occupancy  of  the  building  shall  not  exceed  that 
permitted  by  Certificate  of  Occupancy  No.  16945-30,  except 
that  such  certificate  shall  be  revised  so  as  to  provide  for 
not  more  than  a  total  occupancy  of  80  persons  on  any  one 
floor. 


580-39-S. 

APPLICANT — Jack  Z.  Cohen,  for  Bergder  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Variation  of  the  Labor  Law  as  cited  in  a 
decision  of  the  acting  borough  superintendent  of 
buildings. 

PREMISES  AFFECTED— 1220-1224  36th  street,  south 
side,  140  ft.  in.  east  of  Twelfth  avenue  (Block 
No.  5296,  Lot  Nos.  10  and  112),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Administration:  Benjamin  Saltzman,  De¬ 
partment  of  Housing  and  Buildings. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(580-39-S) 

Whereas,  Jack  Z.  Cohen,  for  Bergder  Realty  Corpora¬ 
tion,  owner,  filed  May  5,  1939,  an  application  for  a  variation 
of  the  labor  law,  as  cited  in  a  decision  of  the  acting 
borough  superintendent  of  buildings,  affecting  premises 
1220-1224  36th  street,  south  side,  140  ft.  Ys  in.  east  of  12th 
avenue  (Block  No.  5296,  Lot  Nos.  10  and  112),  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  acting  borough  superinten¬ 
dent,  on  Alt.  Application  No.  68-39,  dated  April  6,  1939, 
reads : 

“Comply  with  Sect.  270  of  the  Labor  Law,  by  pro¬ 
viding  two  fireproof  enclosed  stairs  from  the  second 
floor.” 

and 

Whereas,  the  building  is  one  story  (14  ft.)  in  height, 
60  ft.  by  80  ft.  in  area,  of  Class  3  construction,  located 
in  an  unrestricted  use  district,  erected  in  1925  and  occupied 
for  the  manufacture  of  ice  cream — 20  persons ;  and 

Whereas,  it  is  proposed  to  alter  the  building  by  erecting 
a  new  second  floor  at  the  front  of  the  building,  60  ft.  by 
35  ft.  in  area  and  as  altered  the  building  will  be  27  ft.  in 
height  and  occupied  on  the  1st  floor  for  the  manufacture 
of  ice  cream — 20  persons  ;  2nd  floor — office — 5  persons. 
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The  building  is  equipped  wth  one  interior  steel  stairway 
3  ft.  8  in.  wide,  enclosed  in  wood  studs,  metal  lath,  in. 
Portland  cement  mortar  both  sides,  equipped  with  wood 
doors.  Certificate  of  occupancy  No.  37479  was  issued  on 
January  9,  1926  on  N.B.  Application  No.  14906-25,  per¬ 
mitting  the  occupancy  of  the  1st  floor  as  ice  cream  factory 
and  stable  for  8  horses;  and 

Whereas,  the  applicant  contends  that  the  proposed  2nd 
story  will  not  be  used  for  factory  purposes ;  that  the  exit 
facilities  proposed  for  this  new  2nd  story  will  be  adequate 
for  the  number  of  persons  occupying  same,  and  a  variation 
of  the  requirements  of  the  labor  law  is,  therefore,  respect¬ 
fully  requested. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  section  270 
of  the  labor  law,  as  cited  in  a  decision  of  the  acting 
borough  superintendent,  on  Alt.  Application  No.  68-39  and 
t  lat  the  application  be  and  it  hereby  is  granted  on  condition 
that  the  proposed  second  story  shall  not  exceed  2500  square 
feet  in  area  and  that  the  exclosure  of  the  stairway  of  the 
primary  means  of  exit  proposed,  shall  meet  a  one-hour  fire 
test  and  shall  comply  in  all  other  respects  with  the  require- 
ments  of  the  labor  law  and  the  building  code ;  that  in 
addition,  a  second  means  of  exit  shall  be  provided  on  the 
second  story  by  means  of  a  drop  or  counterbalanced  ladder 
from  a  balcony  at  the  second  story  level  on  the  street  front 
elected  at  a  point  as  remote  as  possible  from  the  entrance 
to  the  primary  means  of  exit;  that  in  all  other  respects 
he  building  and  occupancy  shall  comply  with  all  rules 
laws  and  regulations  applicable  thereto. 


625 -39- S. 

APPLICAN  l— Ac co  Products,  Incorporated,  owner. 
oUBJLC  f— y  ariation  of  the  Labor  Law  as  cited  in  a 
, T5J$H,sl0n  °f  the  fire  commissioner. 

EMISES  AFFECTED — 24-02  39th  avenue,  southeast 
corner  of  24th  street  (Block  No.  395,  Lot  No 

APPEARANLC°ES-land  ^  B°r0Ugh  of  Queens- 
For  Applicant:  Howard  G.  Meyer. 

For  Administration:  Thomas  A'  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . |  *  ’  ’  ’  *  '  ‘  ‘  ‘  ’ "  q 

Absent  .  ’  " "  .  q 

THE  RESOLUTION— 

(625-39-S) 

Whereas,  Acco  Products,  Incorporated,  owner  filed  on 
May  16,  1939,  an  application  for  variation  of  the  labor  law, 
as  cited  in  a  decision  of  the  fire  commissioner,  affecting 
premises  24-02  39th  avenue,  southeast  corner  of  24th  street 
(Block  No.  395,  Lot  No.  18),  Long  Island  City,  Borough 
of  Queens;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
May  9  1939,  reads : 

“In  reply  to  your  communication  of  May  6th  with 
further  reference  to  your  application  for  a  permit  for 
your  employees  to  smoke  in  the  factory  buildino-  situ¬ 
ated  at  24-02  39th  avenue,  Long  Island  City,  you  will 
please  be  advised  that  your  request  must  be  denied, 
the  provisions  of  law  prohibiting  smoking  in  an  occu¬ 
pancy  such  as  yours  are  mandatory  and  the  fire  chief 
and  commissioner  is  without  authority  to  make  anv 
modification.” 
and 

r.  YHnnE^S’ • the  buiM>ng  is  3  stories  (40  ft.)  in  height.  50 
it.  ny  VU  it  in  area;  of  brick  construction;  erected  in  1915  - 
equipped  with  a  sprinkler  system;  occupied:  Cellar— metal’ 
stamping,  25  persons;  1st  floor— office  and  shipping  room, 


24  persons;  2nd  floor,  machine  shop,  21  persons;  3rd  floor 
bindery,  50  persons;  and 

Whereas,  the  applicant  contends  that  the  partition  sepa- 
ratmg  the  office  from  the  balance  of  the  building  consists 
ot  2  in.  by  4  in.  studs  covered  on  one  side  with  %  inch 
tongue  and  grooved  wainscoting  and  on  the  other  side,  by 
beaver  board.  These  partitions  run  from  floor  to  ceiling, 
fhe  floor  is  concrete;  the  ceiling  is  beaver  board  partly 
covered  with  steel ;  that  the  business  transacted  in  the  office 
portion  consists  of  interviewing  customers,  as  well  as  the 
occupancy  thereof  as  executive  offices ;  that  in  view  of  the 
paitition  separating  the  office  portion  from  the  factory 
portion  and  the  necessity  for  permitting  smoking  in  the 
office  portion  in  connection  with  the  sales  use,  a  variation 
ot  the  labor  law  is  requested. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
aw,  as  cited  in  a  decision  of  the  fire  commissioner,  and 
that  the  application  be  and  it  hereby  is  granted,  only  so  far 
as  it  affects  the  requirements  against  smoking,  so  as  to 
waive  such  requirements  insofar  as  they  affect  the  portion 
ot  the  first  floor  used  for  executive  offices,  on  condition 
t  lat  the  portion  of  the  1st  floor  shall  be  separated  from 
all  other  parts  of  the  building  by  a  fire-retarding  partition 
from  floor  to  ceiling  with  close-fittings  doors;  that  the 
sprinkler  system  and  central  alarm  system  shall  be  main¬ 
tained  to  the  satisfaction  of  the  fire  commissioner  and  that 
such  portable  fire  extinguishers  shall  be  maintained,  within 
the  portion  affected  by  this  application,  as  the  fire  com¬ 
missioner  shall  direct;  that  this  variation  shall  continue 
only  so  long  as  the  building  remains  substantially  in  its 
present  occupancy  and  in  all  other  respects  the  rules  of  the 
board  as  to  smoking  in  a  factory  shall  be  complied  with  ; 

i”  all  °ther  respects  the  building  and  occupancy  shall 
thereto  &  SWS’  ^  relations  applicable 

APPLIANCES  SUBMITTED  FOR  APPROVAL 
46-34-SA. 

APPLICANT— Louis  G.  Imperato,  for  May  Oil  Burner 
Corporation,  owner. 

SUBJECT— May  Oil  Burner— Application  for  considera- 
tion— reopening  and  amendment  to  include  ad¬ 
ditional  model 
APPEARANCES— 

For  Applicant:  Louis  G.  Imperato. 

ACTION  OF  BOARD— Application  reopened  and  re- 
TUT,  to  the  eng>neer  of  the  board. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . f) 

Absent  . g 

337-38-SA. 

APPLICANT  Gleason-Tiebout  Glass  Co.,  owner. 
bUBJLCT— Approval  of  Gleason-Tiebout  Glass  Sear¬ 
ing  Apparatus,  manufactured  by  Gleason-Tiebout 
Glass  Co. 

APPEARANCES— 

For  Applicant:  C.  W.  Gleason  and  Robert  I 
Kehl. 

For  Administration:  Insp.  Meyer,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD— Application  withdrawn  upon  re- 
532  S39°A  appllcant  in  view  of  action  under  Cal.  No. 
THE  VOTE  TO  WITHDRAW — 

Affirmative .  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . .  g 

Absent  .  ’  . .  g 
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518-39-SA. 

APPLICANT — Stanton  Fitzgerald,  for  R.  W.  Beckett 
Engineering  Company,  owner. 

SUBJECT — Beckett  Commodore  Oil  Burner,  Model 
OB-1,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accord¬ 
ance  with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(518-39-SA) 

Whereas,  Stanton  Fitzgerald  for  R.  W.  Beckett  Engi¬ 
neering  Company,  owner,  filed  April  25,  1939,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  of 
the  appliance  known  as  the  Beckett  Commodore  Oil  Burner, 
Model  OB-1 ;  and 

Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  committee  on  tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 

May  31,  1939 

Cal.  No.  518-39-SA 

Approval  of  the  Beckett  Commodore  Oil  Burner 
(Model  OB-1). 

Stanton  Fitzgerald,  for  R.  W.  Beckett  Engineering 
Co.,  owner,  filed  April  25,  1939,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
Beckett  Commodore  Oil  Burner,  Model  OB-1  under 
the  provisions  of  C26-191.0  (2.2.8)  Administrative 
Building  Code  and  the  Oil  Burner  Rules  of  the  Board 
of  Standards  and  Appeals. 

This  burner  is  of  the  mechanical  draft  pressure 
atomizing  (gun)  type  for  use  in  hot  water,  steam  or 
hot  air  installations. 

The  assembly  consists  of  a  1/10  HP  110  V.  60  C. 
motor,  two  stage  fuel  unit  (pump  and  strainer)  Sirocco 
type  fan,  ignitior  transformer  electrodes,  nozzle,  etc. 
on  a  cast  iron  base.  The  controls  consist  of  a  Minne- 
apolis-Honeywell  Aquastat  L409-A  Protecto-Relay  R 
117A  and  Thermostat  811.  The  consumption  of  oil 
can  be  adjusted  from  1.35  to  2  gallons  per  hour,  No.  3 
oil  U.  S.  Dept,  of  Commerce  Standards. 

This  burner  was  inspected  and  tested  by  a  committee 
of  the  Board  at  691  Monroe  Place,  West  New  York, 
N.  J.,  and  found  to  operate  satisfactorily.  There  were 
no  flashbacks  or  ignition  and  no  undue  carbon  deposits. 
On  shutting  off  oil,  the  burner  shut  down  in  90  seconds. 
The  burner  has  been  approved  by  the  Underwriter’s 
Laboratories  Misc.  Petrol  No.  1192,  Appl.  No.  37C- 
2973A. 

On  the  basis  of  the  above  test,  it  is  recommended 
that!  the  Beckett  Commodore  Oil  Burner,  Model  OB-1, 
be  approved  for  use  in  New  York  City  when  installed 
in  accordance  with  the  Oil  Burner  Rules  of  the  Board 
of  Standards  and  Appeals  and  with  the  above  report, 
for  fuel  oil  not  heavier  than  No.  3,  in  domestic  and 
commercial  installations,  on  condition  that  the  appliance 
bear  a  label  permanently  affixed  thereto  reading  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City,  under  Cal.  No.  518-39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
appliance  on  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Beckett  Com¬ 
modore  Oil  Burner,  Model  OB-1,  on  condition  that  the 
appliance  be  manufactured,  installed,  operated  and  labelled 
in  accordance  with  above  report. 


553-39-SA. 

APPLICANT — Harold  Massey,  for  American  Radiator- 
Standard  Sanitary  Corporation,  owner. 

SUBJECT— Empire  Ideal  Gas-Fired  Boiler,  Model  O-G, 
approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accord¬ 
ance  with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(553-39-SA) 

Whereas,  Harold  Massey,  for  American-Radiator  Stand¬ 
ard  Sanitary  Corporation,  owner,  filed  May  3,  1939,  an 
application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  appliance  known  as  the  Empire  Ideal  Gas- 
Fired  Boiler,  Model  O-G;  and 

Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  committee  on  tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  553-39-SA 

Approval  of  the  Empire  Ideal  Gas-Fired  Boiler, 
Model  O-G. 


May  31,  1939 

Harold  Massey,  for  the  American-Radiator  Standard 
Sanitary  Corporation,  owner,  filed  May  3,  1939,  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  appliance  known  as  the  Empire 
Ideal  Gas-Fired  Boiler,  Model  O-G,  under  the  provision 
of  C26-690.0  (11.1.1)  Administrative  Building  Code. 

The  Empire  Ideal  Gas-Fired  Boiler,  Model  O-G, 
is  a  vertical  cast-iron  sectional  boiler  manufactured 
for  use  with  a  low  pressure  steam  heating  system. 
Sections  are  assembled  at  the  factory  with  push  nipples 
and  tie  rods.  Basic  equipment  consists  of  raised  drilled 
port  burners  with  gas  valve  electrically  operated  from 
a  room  thermostat  and  mechanically  controlled  by 
steam  pressure.  Gas  burners  are  completely  sur¬ 
rounded  by  cast-iron  water-backed  surfaces.  Low 
water  cutoff,  Thermostatic  safety  pilot,  draft  divertor, 
pop  safety  valve  set  at  15  lbs.  is  provided  for. 


Boiler  is  insulated  with  1"  asbestos  air-cell  insulation 
and  the  entire  boiler  insulation  and  controls  are  en¬ 
closed  within  a  sheet  steel  jacket  finished  with  baked 
gunmetal  enamel. 

Throttling,  limit  and  safety  pilot* controls  function 
independently  of  current  supply  and  are  integrated  so 
as  to  furnish  completely  automatic  heat  from  any 
standard  room  thermostat. 


The  appliance  has  been  approved  by  the  American 
Gas  Association,  Certificate  No.  4-281.102. 

Inspection  and  test  of  this  application  was  made  by 
the  committee  at  1245  Albany  Avenue,  Brooklyn  and 
operated  satisfactorily  shutting  off  pilot  light,  shut 
down  apparatus  completely. 

It  is  recommended  that  the  Empire  Gas-Fired  Boiler, 
Model  O-G,  be  approved  for  use  in  New  York  City, 
for  domestic  steam  heating  systems  when  manufac- 
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tured  and  installed  in  accordance  with  this  report  and 
with  the  requirements  of  the  Administrative  Code,  on 
condition  that  the  appliance  have  a  label  reading, 
Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  No.  553-39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

,  Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance  on  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Empire  Ideal 
Gas-Fired  Boiler,  Model  O-G,  on  condition  that  the  appli¬ 
ance  be  manufactured,  installed,  operated  and  labelled  in 
accordance  with  above  report. 

588-39-SA. 

APPLICANT  Harold  Massey,  for  American-Radiator 
„  ^lan(jarcl  Sanitary  Corporation,  owner. 
bUiSJECI—  Arco  Ace  Conversion  Gas  Burner,  approval 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accord- 
ance  with  report  of  committee  on  tests 
THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  ^ 

Negative  . .  g 

Absent  .  ’  . .  g 

THE  RESOLUTION— 

(588-39-SA) 

Whereas,  Harold  Massey,  for  American-Radiator 
standard  Sanitary  Corporation,  owner,  filed  May  8,  1939 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  appliance,  known  as  the  Arco  Ace  Con¬ 
version  Gas  Burner ;  and 

Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report ;  and 
Whereas,  the  report  of  the  committee  on  tests  reads : 
REPORT  OF  COMMITTEE  ON  TESTS 

Re:  Cal.  588-39-SA  May  31,  1939 

Approval  of  the  Arco  Ace  Conversion  Gas  Burner. 

Harold  Massey,  for  American-Radiator  Standard 
Sanitary  Corporation,  owner,  filed  May  8,  1939,  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  appliance  known  as  the  Arco  Ace 
Conversion  Gas  Burner  under  the  Provisions  of  C26- 
690.0  (11.1.1)  Administrative  Building  Code. 

The  Arco  Ace  Conversion  Burner  for  use  with  exist¬ 
ing  steam  and  hot  water  boilers  and  hot  air  furnace  in 
domestic  installation,  has  a  removable  cast  iron  burner- 
head  fitted  to  a  one-piece  horizontal  venturi  mixer,  the 
burner-head  is  tapped  and  fitted  with  multiple  Engign- 
Reynolds,  nichrome  screen  burner  tips.  It  is  supplied 
with  fixed  orifice  and  adjustable  gas  flow  provision,  left 
or  right  gas  connection,  a  gas  pressure  governor  is 
provided. 

The  controls  include  recycling  20  volt  solenoid  valve 
and  110  volt  60  cycle  transformer.  Thermostatic  safety 
pilot  and  Minneapolis-Honeywell  electric  limit  controls 
for  steam,  water  or  hot  air  heating.  All  controls  except 
gas  pressure  governor  and  limit  control  are  assembled 
within  the  chassis  or  enclosure. 

The  appliance  was  inspected  and  tested  by  a  com¬ 
mittee  of  the  Board  and  found  to  operate  safely. 


and 


It  is  i  ecommended  that  the  Arco  Ace  Conversion  Gas 
Burner,  be  approved  for  use  in  New  York  City  when 
manufactured,  installed  and  operated  in  accordance 
with  this  report  and  with  the  Administrative  Code,  on 
condition  that  the  appliance  have  a  label  reading, 
Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  No.  588-39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
appliance  on  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
Hereby  approve  the  appliance  known  as  the  Arco  Ace  Con¬ 
version  Gas  Burner,  on  condition  that  the  appliance  be 
manufactured,  installed,  operated  and  labelled  in  accordance 
with  above  report. 


MATERIALS  SUBMITTED  FOR  APPROVAL 
133-39-SM. 

1116  T?,xas  ComPany,  owner. 
oL  LJ  EC  I  Texaco  Built-Up  Roofing  and  Asphalt 
shingles,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and'  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  *  ’  . .  g 

Absent  .  _  ' . .  g 

THE  RESOLUTION— 

(133-39-SM) 

rwrf The  Texas  Company,  owner,  filed  February  3 
1939  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  material,  known  as  Texas  Built- 
Up  Roofing  and  Asphalt  Shingles;  and 
Whereas,  this  material,  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 
Whereas,  the  report  of  the  committee  on  tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  No.  133-39-SM 

Subject .  The  Texas  Company  Roofing  Materials. 

The  Texas  Company  of  New  York  filed  on  February 
3,  1939,  with  the  Board  of  Standards  and  Appeals  an 
application  for  the  approval  of  The  Texas  Company 
goofing  materials  as  listed  herein,  under  test  specified 
m  C25-680  Administrative  Code  (10.12.11.1  B.C.)  and 
Group  16,  Art.  2  Administrative  Code  (10.1.16  B.C.) 

This  roofing  material  is  manufactured  at  Port 
Neches,  Texas;  Lockport,  Illinois;  Savannah,  Georgia- 
and  Edge  Moor,  Delaware. 

The  following  test  samples  consisted  of  complete 
assemblies  of  roof  deck  and  covering,  as  is  applied  in 
practice  and  having  an  area  of  12  sq.  ft.  Upon  these 
roof  decks  was  placed  a  fully  burning  brand  for  the 
purpose  of  investigating  the  possibility  of  the  spread 
of  flame,  ignition  of  the  wood  decking,  and  the  area 
and  depth  of  charring.  Results  of  these  tests,  and 
specifications  for  heavier  or  more  protective  roof  cov¬ 
erings  including  roof  coverings  of  greater  coverage 
than  the  specific  specimens  tested  are  described  herein. 
In  the  following  specifications,  the  quantity  of  Texaco 
Asphalt  used  between  plies  of  felt  is  25  lbs./square 
(1UU  sq.  ft.)  ;  the  top  mopping  of  any  asphalt  surfaced 
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specification  is  25  pounds  of  Texaco  Asphalt  per 
square;  if  slag  or  gravel  is  used,  the  top  pouring  of 
Texaco  Asphalt  is  50  pounds  per  square  and  the 
quantity  of  slag  is  300  pounds  and  gravel  is  400  pounds 
per  square.  The  asphalt  used  was  made  by  The  Texas 
Company  with  a  melting  point  of  160-175°  for  the  low 
pitch  and  185-200°  for  the  steep  pitch  and  other  built-up 
roofs.  The  asphalt  rag  felt  is  made  up  of  approxi¬ 
mately  70%  roofing  rags  and  30%  stock  filler  (paper) 
with  weights  and  coverage  per  roll  as  listed  below : 

TEXACO  ROLL  ROOFINGS,  ASPHALT 
SATURATED  FELTS  AND  ROSIN 
SHEATHING  PAPER 

Area  per  Actual 


Roll 

Published 

Avg. 

Sq.  Ft. 

Lbs./Roll 

Lbs./Roll 

Texaco  Mineral  Surfaced 

108 

90 

91 

Nutex  Mineral  Surfaced 
Texaco  Smooth  Surfaced 

108 

75 

76 

Heavy 

'  108 

55 

56 

Extra  Heavy 

108 

65 

65 

Super  Heavy 

108 

75 

75 

Tiger  Smooth  Surfaced: 

Medium 

108 

45 

45 

Heavy 

108 

55 

55 

Nutex  Smooth  Surfaced : 

Light 

108 

35 

35 

Medium 

108 

45 

45 

Heavy 

108 

55 

55 

Saturated  Felt: 

12# 

540 

65 

65 

14# 

432 

60 

60 

15# 

432 

65 

65 

15# 

216 

32 

32 

30# 

216 

65 

65 

Slaters’  Felt 

500 

25 

20 

Red  Rosin  Sheathing  Paper 

500 

20 

25 

The  asphalts  used  in  The  Texas  Company  roofings 
are  as  follows: 


Type 

No.  35 
Low 
Pitch 

No.  30 
Steep 
Pitch 

No.  30  F 

Built-Up  Built-Up 

Built-Up 

Roofs 

Roofs 

Roofs 

Specifications : 

Softening  Point  (B&R)°F. 

160-175 

185-200 

185-200 

Penetration — 77°  F. 

30-40 

25-35 

25-35 

Penetration — 32°  F. 

15  min. 

15  min. 

15  min. 

Ductility — 77°  F. 

3  min. 

2  min. 

2  min. 

Flash,  COC  °F. 

470  min. 

440  min. 

440  min. 

Soluble  in  CCL:=% 

99.5  min. 

99.5  min. 

Evaporation  Loss,  50 
grams,  5  hours  at 

325  °F. — % 

0.7  max. 

0.7  max. 

0.7  max. 

Packages  : 

400  Lb. 

400  Lb. 

400  Lb. 

Drums 

Drums 

Drums 

TEST  No.  1 : 

ASPHALT  FELT,  ASPHALT  AND  SLAG 
OR  GRAVEL  SPECIFICATIONS 
FOR  INCLINES  UP  TO  3"  PER  FOOT 


Specification  No.  1  of  this  series  was  a  sample 
selected  for  the  test  as  follows :  The  roofing  selected 
consisted  of  3  plies  of  12#  asphalt  saturated  felt 
mopped  solid  'and  surfaced  with  top  pouring  Texaco 
asphalt  and  embedded  with  gravel  at  the  ratio  of  400 
pounds  per  square.  The  brand  was  consumed  in  16 
minutes  and  40  seconds,  consuming  the  top  ply  of  12# 
asphalt  saturated  felt  with  no  charring  of  the  deck. 


Heavier  specifications  of  the  same  series  consisting  of 
more  plies  or  heavier  plies  than  the  sample  tested  are 
as  follows : 

Specification  No.  2:  Three  plies  of  either  14#  or 
15#  asphalt  saturated  felt,  mopped  solid  surfaced  with 
a  top  pouring  of  Texaco  asphalt  and  embedded  with 
slag  or  gravel. 

Specification  No.  3:  Three  plies,  composed  of  one 
30#  asphalt  saturated  felt  as  base  sheet,  and  two  12#, 
14#,  or  15#  asphalt  saturated  felts  mopped  solid  over 
the  base  felt  and  surfaced  with  a  top  pouring  of 
Texaco  asphalt  into  which  a  surfacing  of  slag  or  gravel 
is  embedded. 

Specification  No.  4:  Four  plies  of  12#,  14#,  or  15# 
asphalt  saturated  felt,  mopped  solid,  surfaced  with  a 
top  pouring  of  Texaco  asphalt  and  embedded  with  slag 
or  gravel. 

Specification  No.  5:  Four  plies,  composed  of  two 
plies  of  either  12#,  14#,  or  15#  asphalt  saturated  felt 
laid  as  base  sheets  and  over  which  two  layers  of  either 
12#,  14#,  or  15#  asphalt  saturated  felts  are  mopped 
solid  and  surfaced  with  a  top  pouring  of  Texaco 
asphalt  into  which  a  surfacing  of  slag  or  gravel  is 
embedded. 

Specification  No.  6:  Four  plies,  composed  of  one 
30#  asphalt  saturated  felt  as  a  base  sheet  and  over 
which  three  layers  of  either  12#,  14#,  or  15#  asphalt 
saturated  felts,  mopped  solid,  surfaced  with  top  pouring 
of  Texaco  asphalt  and  embedded  with  slag  or  gravel. 

Specification  No.  7 :  Five  plies,  composed  of  two 
layers  of  either  12#,  14#  or  15#  asphalt  saturated 
felts'  laid  as  base  sheets,  and  over  which  three  layers 
of  either  12#,  14#  or  15#  asphalt  saturated  felts  are 
mopped  solid  and  surfaced  with  top  pouring  of  Texaco 
asphalt  onto  which  a  surfacing  of  slag  or  gravel  is 
embedded. 

TEST  No.  2: 

ASPHALT  FELT,  ASPHALT  AND  SMOOTH 
ROOFING  CAP  SHEET  SPECIFICATIONS 
FOR  INCLINES  UP  TO  3"  PER  FOOT 

Specification  No.  8  of  this  group  under  test  consists 
of  3  plies  of  14#  Asphalt  Saturated  Felt  mopped  solid 
and  surfaced  with  1  ply  of  35#  Nutex  Smooth  Sur¬ 
faced  Roofing  cemented  in  with  Texaco  asphalt.  The 
brand  burned  31  minutes  and  31  seconds,  consuming  all 
plies  and  charring  the  deck  slightly  over  an  area  of 
/2"  x  1". 

Heavier  specifications  of  the  same  series  consisting  of 
more  plies  or  heavier  plies  than  the  sample  tested  are 
as  follows : 

Specification  No.  9 :  Three  plies  of  either  14#  or 
15#  Asphalt  Saturated  Felt  and  surfaced  with  1  ply  of 
35#  Nutex  Smooth  Surfaced  Roofing,  all  mopped 
solid  and  surfaced  with  a  top  mopping  of  Texaco 
asphalt,  #30F. 

Specification  No.  10:  Three  plies  composed  of  one 
30#  Asphalt  Saturated  Felt  as  base  sheet  and  two  plies 
of  14#  or  15#  Asphalt  Saturated  Felt,  mopped  solid, 
and  surfaced  with  one  ply  of  35#  Nutex  Smooth 
Surfaced  Roofing  cemented  in  Texaco  asphalt. 

Specification  No.  11:  Three  plies  composed  of  one 
30#  Asphalt  Saturated  Felt  as  a  base  sheet  and  two  plies 
of  14#  or  15#  Asphalt  Saturated  Felt,  and  surfaced 
with  one  ply  of  35#  Nutex  Smooth  Surfaced  Roofing, 
all  mopped  solid  and  surfaced  with  a  top  mopping  of 
Texaco  asphalt,  #30F. 

Specification  No.  12 :  Four  plies  of  14#  or  15# 
Asphalt  Saturated  Felt  mopped  solid  and  surfaced  with 
one  ply  of  35#  Nutex  Smooth  Surfaced  Roofing, 
cemented  in  Texaco  asphalt. 

Specification  No.  13:  Four  plies  of  14#  or  15# 
Asphalt  Saturated  Felt,  and  one  ply  35#  Nutex  Smooth 
Surfaced  Roofing,  all  mopped  solid  and  surfaced  with 
a  top  mopping  of  Texaco  asphalt,  #30F. 
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TEST  No.  3: 

asphalt  felt,  ASPHALT  AND  MINERAL 
SURFACED  ROOFING  CAP  SHEET  SPECIFI¬ 
CATIONS  FOR  INCLINES  UP  TO  3"  PER  FOOT 

Specification  No.  14 :  This  test  deck  consisted  of  one 
?oji°Tk/r-  #  AsPdaT  Saturated  Felt  and  one  ply  Nutex 
75#  Mineral  Surfaced  Roofing  or  Texaco  90#  Min- 
eial  Surfaced  Roofing,  cemented  in  Texaco  asphalt, 
this  particular  sample  tested  had  the  75#  Nutex  Min- 
eral  Surfaced  Roofing.  The  brand  was  consumed  in 
19  minutes,  consuming  all  plies  and  charring  an  area 
on  the  deck  3"  x  4"  to  a  depth  of  1/16". 

Heavier  specifications  of  the  same  series  consisting 
of  more  plies  or  heavier  plies  than  the  sample  tested 
are  as  follows : 

Specification  No.  15:  Two  plies  of  either  14#  or 
15#  Asphalt  Saturated  Felt,  mopped  solid,  and  one 
ply  of  either  Nutex  75#  Mineral  Surfaced  Roofing 
or  Texaco  90#  Mineral  Surfaced  Roofing,  cemented  in 
lexaco  asphalt. 

•3A^PeCi^Cf^,°n  J^°‘  Two  plies  composed  of  one 
50#  Asphalt  Saturated  Felt  and  one  14#  or  15# 
Asphalt  Saturated  Felt,  mopped  solid,  and  one  ply  of 
either  Nutex  75#  Mineral  Surfaced  Roofing  or  Texaco 
90#  Mineral  Surfaced  Roofing,  cemented  in  Texaco 
asphalt. 

Specification  No.  17:  Three  plies  14#  or  15#  Asphalt 
Saturated  Felt,  mopped  solid,  and  one  ply  of  either 
Nutex  75#  Mineral  Surfaced  Roofing  or  Texaco  90# 
Mineral  Surfaced  Roofing,  cemented  in  Texaco  asphalt. 

•5A5PeAlfic,at!°n^Na  ^ :  Three  plies  composed  of  one 
30#  Asphalt  Saturated  Felt  as  a  base  sheet  and  two 
plies  of  either  14#  or  15#  Asphalt  Saturated  Felt 
mopped  solid,  and  one  ply  of  either  Nutex  75#  Min¬ 
eral  Surfaced  Roofing  or  Texaco  90#  Mineral  Surfaced 
Roofing,  cemented  in  Texaco  asphalt. 

TEST  No.  4: 

ASPHALT  FELT,  ASPHALT  AND  TOP 
MOPPING  OF  ASPHALT 
Withdrawn. 

TEST  No.  5 : 

REROOFING  SPECIFICATION— ASPHALT 
FELT,  ASPHALT  AND  SLAG 
OVER  EXISTING  BUILT-UP  ROOF 
FOR  INCLINES  UP  TO  3"  PER  FOOT 
Specification  No.  25 :  This  deck  consists  of  two  plies 
of  12#  Asphalt  Saturated  Felt,  mopped  solid  over  old 
existing  Roofing  Felts,  with  top  pouring  of  Texaco 
asphalt  into  which  a  surfacing  or  gravel  is  embedded 
at  the  rate  of  400 #  per  square. 

Brand  was  consumed  in  18  minutes,  consuming  two 
plies  with  no  effect  on  the  old  roofing  or  the  deck. 

Heavier  specifications  of  the  same  series  consisting 
of  more  plies  or  heavier  plies  than  the  one  tested  are 
as  follows : 

Specification  No.  26:  Two  plies  of  either  14#  or  15# 
Asphalt  Saturated  Felt,  mopped  solid,  over  old  existing 
\oofing  Felts,  with  top  pouring  of  Texaco  asphalt  into 
which  a  surfacing  of  slag  or  gravel  is  embedded. 

Specification  No  27:  Three  plies  of  either  12#, 
4#  or  15#  Asphalt  Saturated  Felt,  mopped  solid,  over 
old  existing  Roofing  Felts,  with  top  pouring  of  Texaco 
asphalt  into  which  a  surfacing  of  slag  or  gravel  is 
embedded. 

TEST  No.  6: 

REROOFING  SPECIFICATION— SMOOTH 
ROOFING  CAP  SHEET  OVER  EXISTING 
BUILT-UP  ROOF 

FOR  INCLINES  UP  TO  3"  PER  FOOT 

^°*  28 :  This  deck  consisted  of  one  ply 
55#  Nutex  Smooth  Roofing,  mopped  solid,  over  old 
existing  Roofing  Felts. 


l<:#ra\MWaSDCOnrSum^d  in  16  minutes,  consuming  the 
35#  Nutex  Roof  and  1  ply  of  the  old  roof  with  no 

of  theedeck.0n  t  lC  ° ^  r°0±  n°r  WaS  there  any  charr‘nS 

^irher  jest  was  made  called  6A  Specification  #29 
nch  consisted  of  a  deck  made  up  of  a  35#  Nutex 

ine°f°eU  mopp.ed  solid>  over  old  existing  roof- 

Brinrl  tH  P  moppin?  of  Texaco  #30F  asphalt 
Brand  was  consumed  in  18  minutes  and  30  seconds 
consuming  the  Nutex  sheet  and  one  ply  of'  old  roofing 
wuth  no  charring  of  roofing  deck,  and^ith  spread  of 
flame  of  not  more  than  10"  from  edge  of  brand 

TEST  No.  7: 

REROOFING  SPECIFICATION — ASPHALT 
FELT  AND  ASPHALT  OVER  EXISTING 
BUILT-UP  ROOF — 3"  PITCH 

consPisWCa„t2  ^  3°i  ,TiC  ?St  deck  !n  this  series 
mnniir  plyS  °,f,  14#  AsPhaF  Saturated  Felt 
mopped  solid,  over  old  existing  Roofing  Felts  with 
top  mopping  of  Texaco  asphalt,  #30F  °  ’ 

Brand  was  consumed  in  18  minutes  30  seconds  con- 
.uming  both  plies,  with  no  effect  on  the  roofing  or’deck 

oM4#  K#  ASPeh!  uCac  °n  consisting  of  three  plies 
of  14#  or  15#  Asphalt  Saturated  Felts,  mopped  solid 

over  one  layer  of  old  existing  Roofing  Felts  with  ton 

NoP3Tgis°a  heXaC°  aSphalt’  ^30R  This  specification, 
iNo.  51,  is  a  heavier  construction  of  this  series. 

TEST  No.  8: 

R™?a?t?FING  SPECIFICATr°N— ASPHALT  AND 
MINERAL  SURFACED  ROOFING  CAP  SHEET 

OVER  EXISTING  BUILT-UP  ROOF _ 3"  PITCH 

Specification  No.  32:  The  test  deck  in  this  series 

Roofin^d  °f  °nCri  ayf-r,  °£  75#  Nutex  Mineral  Surfaced 
Roofing,  mopped  solid,  over  old  existing  Roofing  Felts 
and  cemented  at  the  laps  with  asphalt.  g 

the  brand  was  consumed  in  16  minutes,  consuming 
the  top  ply  and  1  ply  of  the  old  roof  deck  and  wffh 
no  other  effect  on  either  the  old  roof  or  the  wo?d  dick 

of  The'  s^rSes?661 :  i0n  iS  "  hCavier  Specification 

Specification  No.  33:  One  layer  of  14#  or  15# 
Asphalt  Saturated  Felt  and  one  layer  75#  Nutex  Min 

l '  /prfafd  R°ofing’  or  90#  Texaco  Mineral  S^r 

faced  Roofing,  mopped  solid,  over  old  existing  Roofing 
Felts,  and  cemented  at  laps  with  Texaco  asphalt  g 

TEXACO  SHINGLES 

TEST  No.  9: 

T  1\h3"  X  HE?AGON  STRIP  SHINGLES 
In  this  series  a  deck  made  up  of  Texaco  11  V" 
Hexagon  Strip  Shingles  applied  over  7/8"  wood  sheath- 
nmi?n  ian  1  jcllne  of  4"  or  more  perl  foot 
the  brand  was  consumed  in  17  minutes  and  30  sec¬ 
onds  consuming  all  plies  and  charring  deck  over  an 
area  of  2  sq.  in.  (depth  slight). 

Similar  shingles  of  heavier  construction  or  greater 
covering  are  manufactured  as  follows:  ° 

TEXAE0  11  Vi"  x  36"  Hexagon  Strip  Shingles 
roof  <are^S  tW°  construction  °ver  76%  of 

Avg.  weight  per  square— lbs. 

Strips  per  square 
Underwriters’  Class  “C”  Label 

T  pXAS°  12  I/3'i  Hexag°n  Strip  Shingles 
roof0aVredaeS  tW°  ayGr  construction  over  86%  0f 

Avg.  weight  per  square— lbs. 

Strips  per  square 
Underwriters’  Class  “C”  Label 
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TEXACO  12  y2"  Hexagon  Strip  Shingles 
Provides  double  coverage  over  entire  roof 
Avg.  weight  per  square — lbs.  226 

Strips  per  square  100 

Underwriters’  Class  “C”  Label 

TEST  No.  10: 

10"  x  36"  SQUARE  BUTT  STRIP  SHINGLES 
The  roof  deck  in  this  series  consisted  of  one  made 
up  with  Texaco  10"  x  36"  Square  Butt  Strip  Shingles 
applied  over  74"  wood  sheathing  on  an  incline  of  4" 
or  more  per  foot. 

The  brand  was  consumed  in  17  minutes,  consuming 
one  ply  and  with  no  effect  on  the  wood  deck. 

Similar  shingles  of  heavier  construction  or  greater 
coverage  and  other  design  or  shape  are  manufactured 
as  follows : 

Texaco  10"  x  36"  Square  Butt  Strip  Shingles 
Provides  two  layer  construction  over  entire 
roof  area. 

Avg.  weight  per  square — lbs.  210 

Strips  per  square  100 

Underwriters’  Class  “C”  Label 
Texaco  12  J4"  x  36"  Square  Butt  Strip  Shingles 
Provides  three  layer  construction  over  entire 
roof  area. 

Avg.  weight  per  square — lbs.  266 

Strips  per  square  100 

Underwriters’  Class  “C”  Label 
Texaco  12"  x  36"  Thickbutt  Strip  Shingles 
Provides  two  layer  construction  over  entire 
roof  area. 

Avg.  weight  per  square — lbs.  210 

Strips  per  square  80 

Underwriters’  Class  “C”  Label 
Texaco  12"  x  36"  Giant  Strip  Shingles 

Provides  two  layer  construction  over  entire 
roof  area. 

Avg.  weight  per  square — lbs.  240 

Strips  per  square  80 

Underwriters’  Class  “C”  Label 
Texaco  15"  x  36"  Thick  Butt  Strip  Shingles 
Provides  three  layer  construction  over  entire 
roof  area. 

Avg.  weight  per  square — lbs.  250 

Strips  per  square  80 

Underwriters’  Class  “C”  Label 
Texaco  9"  x  12)4"  Standard  Individual  Shingles 
4"  weathered  exposure  provides  three  layer 
construction  over  entire  roof  area. 

Avg.  weight  per  square — lbs.  253 

Shingles  per  square  380 

Underwriters’  Class  “C”  Label 
Texaco  12"  x  16"  Giant  Individual  Shingles 
5"  exposure  provides  three  layer  construction 
over  entire  roof  area. 

Avg.  weight  per  square — lbs.  325 

Shingles  per  square  228 

Underwriters’  Class  “C”  Label 

TEST  No.  11: 

12"  x  16"  GIANT  INDIVIDUAL  SHINGLES, 
DUTCH  LAP 


The  roof  deck  in  this  series  consists  of  Texaco  12" 
x  16"  Giant  Individual  Shingles  applied  Dutch  Lap 
method  over  74"  wood  sheathing  on  incline  of  4"  or 
more  per  foot.  Weather  exposure  of  10"  x  13"  pro¬ 
vides  one  layer  construction  with  two  layer  construction 
at  all  laps. 

Brand  was  consumed  in  16  minutes,  consuming  all 
plies,  and  charring  of  wood  deck  over  an  area  of  6  sq. 
in.  to  a  depth  of  1/32". 


An  additional  shingle  similar  in  every  respect  but 
laid  by  the  Wide-Space  Method  with  5"  exposure  and 
provides  one  layer  construction  with  two  layer  con¬ 
struction  at  all  laps,  is  included  in  this  series. 


TEXACO  PLASTIC  CEMENTS  AND  COATINGS 
PLASTIC  ASBESTOS  ROOF  CEMENT 


(A  heavy  cement  for  flashings.  Meets 
Federal  Specification  SS-C-153) 

Approx.  Wt. 
Per  Package 


515  lb.  Metal  Drum  573 

275  lb.  Metal  Drum  311 

50  lb.  Pail  55 

25  lb.  Pail  30 

10  lb.  Pail  (4  to  case)  48 

5  lb.  Pail  (6  to  case)  38 

1  lb.  Can  (24  to  case)  33 

ASBESTOS  FIBRE  ROOF  COATING 

(A  heavy  fluid  coating  containing  asbestos) 

55  Gal.  Metal  Drum  487 

30  Gal.  Metal  Drum  274 

5  Gal.  Pail  48 

1  Gal.  Pail  (6  to  case)  57 

LIQUID  ASPHALT  ROOF  COATING 
(A  heavy  fluid  coating  or  Lap  Cement) 

55  Gal.  Metal  Drum  466 

5  Gal.  Pail  46 

1  Gal.  Pail  (6  to  case)  52 

RECOMMENDATIONS 


As  a  result  of  these  tests  the  committee  recommends 
approval  under  C26-680  A.C.  (10.12.11.1  BC)  and 
Group  16,  Art.  2  A.C.  titled  “TESTS  OF  ROOF 
COVERINGS”  (10.1.16  BC)  of  The  Texas  Company 
roof  constructions  and  roofing  materials  as  listed  herein 
under  the  following  conditions: 

SLAG  OR  GRAVEL  SURFACED  ROOFING 
Wherever  these  roofings  are  applied  they  shall  be 
protected  with  three  (3)  pounds  of  slag  or  four  (4) 
graded  gravel  (screened  74  to  $4)  per  square  foot  of 
roofing  and  embedded  in  a  pouring  of  asphalt.  Where 
promenades  are  provided  over  these  roofings,  they  shall 
be  protected  by  either  quarry  slate  or  ceramic  tile,  not 
less  than  6"  x  6"  x  *4"  firmly  embedded  in  asphalt  or 
Portland  cement  mortar,  which  construction  may  be 
used  in  lieu  of  slag  or  gravel  surfacing. 

SHINGLES 


Approval  is  recommended  on  all  classes  of  shingles 
as  listed  herein  for  use  in  roofing  or  reroofing  of  frame 
residential  buildings. 

ASPHALT  IN  ROLLS 

Approval  is  recommended  of  The  Texas  Company 
Asphalts  and  Roll  materials  as  provided  herein  except 
that  the  12#  Asphalt  Saturated  Rag  Felt  shall  be 
limited  to  slag  or  gravel  roofs  approved  herein,  and 
that  in  test  No.  3  specification  No.  14,  an  additional 
14#  Saturated  Asphalt  Felt  shall  be  provided  with  the 
75#  Nutex  or  90#  Texaco  Mineral  Surfaced  Roofing, 
and  that  in  test  No.  6  an  additional  ply  of  14#  Asphalt 
Saturated  Rag  Felt  shall  be  provided  in  all  construc¬ 
tions  under  this  test.  In  test  No.  7  an  additional  14# 
Saturated  Rag  Felt  shall  be  provided  with  all  the  roof 
constructions  under  this  test.  The  top  mopping  of 
asphalt  in  test  No.  6A  and  7,  and  all  the  roof  con¬ 
structions  in  these  series,  shall  be  Texaco  #30F.  Ap¬ 
proval  is  recommended  also  of  the  Texaco  Plastic 
Cements  and  Coatings  as  listed  herein  for  use  with 
these  built-up  roofs  and  for  reroofing. 

GENERAL 


Approval  of  these  roofings  is  recommended  on  con¬ 
dition  that  the  weight,  thickness  and  plies  of  material 
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shall  not  be  less  for  any  group  than  that  specified  for 
the  specimen  tests. 

Nothing  herein  contained  shall  preclude  the  use  of 
heavier  or  additional  plies  of  saturated  rag  felt,  pro¬ 
vided  that  the  total  weight  and  number  of  plies  used 
shall  equal  or  exceed  that  approved  for  any  specifica¬ 
tion  tested  herein.  These  roofings  may  be  applied  to 
either  combustible  or  non-combustible  decks  as  may  be 
provided. 

It  is_  also  recommended  that  this  roofing  material 
in  all  its  forms  when  used  in  New  York  City  shall 
have  each  package  or  roll  or  container  clearly  marked 
or  labelled  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  when  installed  in 
accordance  with  these  specifications  as  tested  under 
Calendar  Number  133-39-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

PATRICK  WALSH, 

Asst.  Chief,  Fire.  Dept. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommends  the  approval  of  these 
materials  on  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Texas  Company 
Roofing  Materials,  on  condition  that  these  materials  be 
manufactured,  installed  and  labelled,  stamped  or  tagged  in 
accordance  with  above  report. 


463-39-SM. 

APPLICANT — Samuel  Secular,  for  Annenberg  Marble 
and  Terrazo  Corporation,  owner. 

SUBJECT — Anolith  Hopper  Ring  (ring  slab  for  toilet 
bowl),  approval  of. 

APPEARANCES— 

For  Applicant :  Samuel  Secular. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  committee  on  tests 
THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(463-39-SM) 

Whereas,  Samuel  Secular,  for  Annenberg  Marble  and 
Terrazo  Corporation,  owner,  filed  April  12,  i939,  an  appli¬ 
cation  with  the  Board  of  Standards  and  Appeals  for  ap¬ 
proval  of  the  material,  known  as  Anolith  Hopper  Ring 
(ring  slab  fer  toilet  bowl)  ;  and 
Whereas,  this  material,  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 
W hereas,  the  report  of  the  committee  on  tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  No.  463-39-SM. 

Subject:  Anolith  Hopper  Ring,  Approval  of. 

May  31,  1939. 

Samuel  Secular,  for  Annenberg  Marble  and  Terrazo 
Corporation,  owner,  filed  April  12,  1939,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  Anolith  Hopper  Ring  (ring  slab  for  toilet  bowl) 
under  the  provisions  of  Section  C26-1250.0  (14.4.9) 
Administrative  Building  Code. 

This  material  is  processed  as  follows: 

Crushed  marble  together  with  other  chemicals 
having  been  first  pulverized  to  a  very  fine  mesh  in 


a  pebble  mill  are  mixed  by  machine  with  certain 
chemical  liquids  to  a  plastic  consistency,  which  is 
then  poured  into  metal  moulds,  and  while  in  a 
plastic  state,  these  moulds  are  agitated  by  mechani¬ 
cal  vibrators  for  about  fifteen  minutes  to  complete 
the  compactness  of  the  plastic  and  the  elimination 
of  air  bubbles.  The  moulds  are  then  set  into 
heated  kiln  racks  for  the  purpose  of  setting  and 
curing.  The  rings  are  released  from  their  moulds 
after  twenty-four  hours  and  then  stored  in  the  kiln 
for  further  curing  from  between  two  to  three  days. 

The  ring  has  an  upper  outside  diameter  of  approxi¬ 
mately  iy2  inches,  inside  5%  inches ;  lower  outside  8 
inches ;  inside  5%  inches. 

Tests  were  made  on  this  ring  at  the  New  York 
Testing  Laboratories,  Laboratory  Test  #X88548,  and 
the  material  withstood  a  maximum  pull  of  1,000  lbs. 
Report  XX877557  showed  water  absorption  at  the  end 
of  48  hours  as  4.13%. 

The  ring  is  designed  to  be  used  as  a  hopper  safe 
under  toilet  bowl  and  when  set  into  a  cement  screed 
veneered  with  tile  will  be  held  in  a  wedged  anchorage. 

On  the  basis  of  the  above  tests  and  report  it  is  rec¬ 
ommended  that  the  Anolith  Hopper  Ring,  be  approved 
for  use  in  New  York  City  under  the  provisions  of 
C26- 1250.0  (14.4.9)  Administrative  Building  Code,  on 
condition  that  the  material  be  installed  in  accordance 
with  the  requirements  of  the  administrative  code  and 
be  marked :  Within  a  circle,  around  the  periphery,  at 
the  top,  the  word  “APP’VD.”,  along  the  bottom 
“B.  S.  &  A.”,  in  the  centre  two  lines  upper  line  read¬ 
ing  “N.  Y.  C.”,  lower  line  reading:  “463-39-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material  on  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Anolith  Hopper  Ring, 
on  condition  that  the  material  be  manufactured,  installed' 
and  labelled,  stamped  or  tagged  in  accordance  with  above 
report. 


Meeting  recessed  at  5:00  P.M.  to  June  1,  1939,  at  10  A.M. 
Reconvened  June  1,  1939,  adjourned  1  :00  P.M. 

Edward  V.  Barton,  Chief  Clerk. 


SPECIAL  MEETING 

FRIDAY  MORNING,  JUNE  2,  1939 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 


RULES 


584-39-SR. 

SUBJECT— Proposed  Rules  for  the  Testing  and  Use  of 
Blended  Cements. 

APPEARANCES— 

W.  A.  Payne,  Abraham  Movers,  Robert  L 
Mauchel,  J.  J.  Ridgway,'  Professor  Duff  A 
Abrams,  E.  Moren  Fleming,  Victor  L.  Road- 
strum,  Mortimer  W.  Meyer  and  others. 

ACTION  OF  BOARD — Laid  over  for  further  discussion 
and  consideration  by  the  board. 
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APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
329-39- A. 

APPLICANT — Harold  Klorfein,  for  Department  of 
Parks,  City  of  New  York.  Owner  of  premises — 
The  Tralow  Realty  Corporation. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings  re :  Revocation  of  Permit 
No.  440-1937  and  Fire  Prevention  Permit  No. 
705-1937. 

PREMISES  AFFECTED — Northwest  corner  of  Ferris 
avenue  and  Seaman  avenue  (Block  No.  5610, 
Lot  No.  112),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Harold  Klorfein,  Department  of 
Parks. 

For  Owner:  Theodore  Zimms,  Lawrence  Arnold 
Tanzer,  Harold  Henigson,  Albert  Lowen- 
stein  and  M.  A.  Lowenstein. 

For  Administration:  M.  C.  E.  Thiede,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted,  Permits  No.  440- 
1937  and  705-37  revoked. 

THE  VOTE  TO  REVOKE  PERMIT— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . .  0 

Absent  . .« .  Q 


THE  RESOLUTION— 

(329-39-A) 

Whereas,  Harold  Klorfein,  for  the  Department  of  Parks, 
City  of  New  York,  filed  on  March  15,  1939,  an  appeal 
from  decisions  of  the  borough  superintendent  of  buildings, 
affecting  premises  northwest  corner  of  Ferris  avenue  and 
Seaman  avenue  (Block  No.  5610,  Lot  No.  112),  Borough 
of  The  Bronx ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  13,  1939,  reads : 

“In  reply  to  your  letter  received  March  6,  1939,  please 
be  advised  .that  New  Building  Applications  440-1937 
and  441-1937  were  approved  by  this  Department,  Oc¬ 
tober  27,  1937,  for  offices  and  gasoline  stations.  The 
permits  to  build  were  filed  and  approved  July  20,  1938 
and  work  was  started  under  these  applications  and 
permits  July  22,  1938. 

The  full  descriptions  of  the  locations  of  these  opera¬ 
tions  are  given  in  previous  letter. 

As  work  was  started  on  these,  operations  on  July  22, 
1938,  and  the  use  district  was  changed  to  residence  use 
July  24,  1938,  this  Department  has  no  power  under  the 
law  to  revoke  the  permits.” 

and 

Whereas,  the  portion  of  the  said  decision  referring  to 
N.B.  Application  440-37  relates  to  the  premises  which  are 
the  subject  of  this  application;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  3,  1939,  reads : 

“In  answer  to  your  letter  of  April  12,  1939,  in  ref¬ 
erence  to  revoking  Fire  Prevention  Permits  Nos.  705 
and  706-37,  please  be  advised  that  these  applications 
were  approved  on  December  28,  1937  and  December 
29,  1937,  respectively,  and  the  compensation  insurance 
was  filed  with  this  Department  on  July  21,  1938.  There¬ 
fore,  the  applicant  should  have  obtained  his  permits  to 
build  on  this  date,  under  Section  57  of  the  Workmen’s 
Compensation  Law  and  Section  4  of  the  old  Code. 

As  work  was  started  on  this  project  under  said1  con¬ 
ditions  on  July  22,  1938,  a  date  prior  to  the  change  of 
Use  District  of  the  premises  in  question,  these  ap¬ 
provals,  together  with  new  building  permits,  Nos.  440 
and  441-37,  are  considered  valid  by  this  Department, 
and  work  may  proceed  to  completion.” 

and 

Whereas,  the  portion  of  said  decision  referring  to  Fire 


Prevention  Permit  No.  705-37  relates  to  the  premises  which 
are  the  subject  of  this  application;  and 

Whereas,  the  premises  consist  of  a  plot  fronting  94  ft.  on 
Seaman  avenue,  111.41  ft.  on  Ferris  avenue,  119.58  ft.  and 
111.56  ft.  on  Bagley  avenue  with  a  distance  of  188  ft.  on 
the  westerly  lot  line,  upon  which  it  is  proposed  to  erect  a 
one-story  building  26  ft.  by  18  ft.  in  area  and  six  550  gallon 
gasoline  tanks  and  four  gasoline  pumps,  the  entire  premises 
to  be  operated  as  a  gasoline  service  station  and  motor 
vehicle  repair  shop  located  in  a  residence  use,  “A”  area, 
district ;  and 

Whereas,  the  applicant  contends  that  the  borough  super¬ 
intendent  erred  in  granting  Permit  No.  440-37  on  July  20, 
1938,  since  the  City  Planning  Commission  had  approved  an 
amendment  to  the  use  district  map  on  June  22,  1938,  and 
which  amendment,  after  filing  with  the  Board  of  Estimate, 
became  effective  on  July  24,  1938,  rezoning  this  property 
from  unrestricted  to  residence  use  and  that  the  borough 
superintendent  erred  in  granting  Fire  Prevention  Permit 
No.  705-37  for  the  installation  of  gasoline  tanks  and  pumps 
on  August  16,  1938,  for  the  same  reasons ;  and 

Whereas,  these  premises,  were  inspected  by  a  committee 
of  the  board  prior  to  the  hearing ;  and 

Whereas,  after  full  consideration  of  the  records  as  to 
applications  filed  with  thq  borough  superintendent  of  hous¬ 
ing  and  buildings  and  the  permits  issued  and  construction 
work  done  as  well  as  the  records  as  to  the  change  of  zone, 
the  board  deemed  that  the  permit  under  which  the  work 
was  done  was  illegally  issued  after  the  change  of  zone  had 
become  effective  and  that  in  accordance  with  the  decisions 
of  the  Court  in  Rosenbush  vs.  Keller,  Rosenbush  vs.  Mur¬ 
dock  and  Averell  vs.  Thatcher,  the  outstanding  permits 
should  be  revoked  as  having  been  illegally  issued. 

Resolved,  that  the  decisions  of  the  borough  superintendent, 
be  and  they  hereby  are  reversed  and  that  the  appeal  be  and 
it  hereby  is  granted,  revoking  the  permits  issued  under 
N.B.  Application  440-1937  and  F.P.  Application  705-1937. 


330-39-A. 

APPLICANT — Harold  Klorfein,  for  Department  of 
Parks,  City  of  New  York.  Owner  of  premises — 
The  Tralow  Realty  Corporation. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings  re :  Revocation  of  Permit 
No.  441-1937  and  Fire  Prevention  Permit  No. 
706-1937. 

PREMISES  AFFECTED — Northeast  corner  of  Ferris 
avenue  and  Schley  avenue  (Block  No.  5609,  Lot 
No.  2),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Harold  Klorfein,  Department  of 
Parks. 

For  Owner:  Theodore  Zimms,  Lawrence  Arnold 
Tanzer,  Harold  Henigson,  Albert  Lowenstein 
and  M.  A.  Lowesntein. 

For  Administration :  M.  C.  E.  Thiede,  Depart¬ 
ment  of  Housing  and  Buildings.  ' 

ACTION  OF  BOARD — Appeal  granted,  Permits  No.  441- 
1937  and  706-37  revoked. 

THE  VOTE  TO  REVOKE  PERMIT— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(330-39-A) 

Whereas,  Harold  Klorfein,  for  the  Department  of  Parks, 
City  of  New  York,  filed  March  15,  1939,  an  appeal  from 
decisions  of  the  borough  superintendent  of  buildings,  affect¬ 
ing  premises  north  east  corner  of  Schley  and  Ferris  avenues 
(Block  No.  5609,  Lot  No.  2),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  13,  1939,  reads : 
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and 


“In  reply  to  your  letter  received  March  6,  1939,  please 
be  advised  that  New  Building  Applications  440-1937 
and  441-1937  were  approved  by  this  Department  Oc¬ 
tober  27,  1937,  for  offices  and  gasoline  stations.  The 
permits  to  build  were  filed  and  approved  July  20,  1938 
and  work  was  started  under  these  applications  and 
permits  July  22,  1938. 

The  full  descriptions  of  the  locations  of  these  opera¬ 
tions  are  given  in  previous  letter. 

As  work  was  started  on  these  operations  on  July  22, 
1938,  and  the  use  district  was  changed  to  residence  use 
on  July  24,  1938,  this  Department  has  no  power  under 
the  law  to  revoke  the  permits.” 


,  T ^^hereas,  that  portion  of  said  decision  referring  to 
N  B.  Application  441-1937  relates  to  the  premises  which 
are  the  subject  of  this  application;  and 
W  HF.REAs,  the  decision  of  the  borough  superintendent 
dated  May  3,  1939,  reads : 

“In  answer  to  your  letter  of  April  12,  1939,  in  ref¬ 
erence  to  revoking  Fire  Prevention  Permits  Nos.  705 
and  706-37,  please  be  advised  that  these  applications 
were  approved  on  December  28  and  December  29,  1937, 
respectively,  and  the  compensation  insurance  was  filed 
with  this  Department  on  July  21,  1938.  Therefore, 
the  applicant  should  have  obtained  his  permits  to  build 
on  this  date,  under  Section  57  of  the  Workmen’s  Com- 
pensation  Law  and  Section  4  of  the  old  Code. 

As  work  was  started  on  this  project  under  said  con- 
dihons  on  July  22,  1938,  a  date  prior  to  the  change  of 
Use  District  of  the  premises  in  question,  these  ap¬ 
provals,  together  with  new  building  permits,  Nos.  440 
and  441-37,  are  considered  valid  by  this  Department 
and  work  may  proceed  to  completion.” 
and 


Whereas,  the  premises  consist  of  a  plot  252.90  ft  front 
on  Ferris  avenue  and  a  depth  of  431  ft.;  upon  which  it  is 
proposed  to  erect  a  one-story  building  26  ft.  by  18  ft.  in 
area  and  six  550  gallon  gasoline  tanks  and  to  conduct  the 
entire  premises  as  a  gasoline  service  station  and  motor 
vehicle  repair  shop  located  in  a  residence  use  “A”  area 
district;  and 

.  Whereas,  the  applicant  contends  that  the  borough  super- 
rent  erred  in  ffranting  Permit  No.  441-37  on  July  20, 
1938,  for  a  gasoline  station  since  the  City  Planning  Commis¬ 
sion  had  approved  an  amendment  on  June  22,  1938  and 
which  amendment,  after  filing  with  the  Board  of  Estimate 
became  effective  on  July  24,  1938,  rezoning  this  plot  from 
unrestricted  to  residence  use ;  that  the  borough  superin¬ 
tendent  erred  in  granting  Fire  Prevention  Permit  No.  706-37 

i<r  ^IJs^a^a^on  °f  gasoline  tanks  and  pumps  on  August 
16,  1938,  for  the  same  reasons;  and 

Whereas,  these  premises  were  inspected  by  a  committee 
of  the  board  prior  to  the  hearing ;  and 

Whereas,  after  full  consideration  of  the  records  as  to 
applications  filed  with  the  borough  superintendent  of  housing 
and  buildings  and  the  permits  issued  and  construction  work 
done  as  well  as  the  records  as  to  the  change  of  zone,  the 
board  deemed  that  the  permit  under  which  the  work  was 
done  was  illegally  issued  after  the  change  of  zone  had  be¬ 
come  effective  and  that  in  accordance  with  the  decisions  of 
the  Court  in  Rosenbush  vs.  Keller,  Rosenbush  vs.  Murdock 
and  Averell  vs.  Thatcher,  the  outstanding  permits  should 
be  revoked  as  having  been  illegally  issued. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
be  and  they  hereby  are  reversed  and  that  the  appeal  be  and 
it  hereby  is  granted,  revoking  the  permits  issued  under  N.B. 
Application  441  of  1937  and  F.  P.  Application  706  of  1937. 


Whereas,  the  portion  of  said  decision  referring  to  Fire 
Prevention  Permit  706-37  relates  to  the  premises  which  are 
the  subject  of  this  application;  and 

Adjourned,  4:00  P.M. 

Edward  V.  Barton,  Chief  Clerk. 

FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 

Applicants,  under  the  building  zone  resolution,  are  en¬ 
dued  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conveni¬ 
ence  in  notifying  property  owners,  they  may  obtain  such 

copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each  postage  to  be  added  if  the  forms  are  forwarded  bv 
mail. 

MULTIPLE  DWELLING  LAW  ON  SALE 
♦L  T?-IeS  Multiple  Dwelling  Law  are  now  on  sale  at 

991  -DWnbuUon  Division  of  the  City  Record  Office,  Room 
^13,  Municipal  Building,  Manhattan.  Price  50c ;  by  mail  54c. 
Copies  of  the  Supplemental  Rules  and  Regulations  of 

the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs  and 
hire  Towers  are  now  on  sale  at  the  Distribution  Division 
of  the  City  Record  Office,  Room  2213,  Municipal  Build¬ 
ing,  Manhattan.  Price  10c ;  by  mail  12c. 

WARNING 

Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  board— 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
earing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
nearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  application  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order ;  therefore,  no  appeal  or  ap¬ 
plication  will  be  held  in  abeyance  by  reason  of  failure  of 
the  appellant  or  applicant  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  OF  PAINTS,  VAR¬ 
NISHES,  LACQUERS  AND  OTHER  FLAMMABLE  SURFACE  COATINGS 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  10,  1932 
AND  REVISED,  JULY  16,  1937,  EFFECTIVE  AUGUST  16,  1937. 


[353-30-SR] 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  subdivisions  2  and  3  of 
the  Charter  of  the  City  of  New  York,  to  effectuate  the 
provisions  of  C19-84.0,  C19-85.0  and  C19-86.0  of  the  Ad¬ 
ministrative  Code. 

Rule  1.  Application. 

1.1  No  person,  firm  or  corporation  shall  SPRAY,  DIP 
or  IMMERSE  any  article  or  thing  within  the  City 
of  New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  inflammable  or  combustible 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  except  in  conformance  with  these  rules,  and 
under  a  permit  issued  by  the  Fire  Chief  and  Com¬ 
missioner.  Where  the  quantity  of  spraying  material 
used  in  a  day  does  not  exceed  two  (2)  quarts,  the 
Fire  Chief  and  Commissioner  may  modify  or  waive 
these  rules. 

1.2  APPLICATIONS.  Application  for  the  required 
permit  to  store  and  use  the  above-mentioned  articles 
shall  be  made  to  the  Fire  Chief  and  Commissioner 
on  forms  prescribed  by  him  and  shall  contain  such 
information  as  he  may  require.  When  a  spray, 
dipping,  immersing,  storage  or  mixing  room  is  to 
be  installed,  plans  shall  be  filed  with  the  Borough 
Superintendent  of  Buildings  before  a  permit  is 
issued. 

1.3  RESTRICTIONS.  No  spraying,  dipping  or  im¬ 
mersing  of  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  flammable  substances,  mix¬ 
tures  or  compounds  commonly  used  for  painting, 
varnishing,  staining  or  similar  purposes  shall  be 
permitted  in  any  premises  or  portion  thereof  as 
follows : 

1.3.1  Which  is  occupied  as  a  Class  A  or  B  Multiple 
Dwelling  or  a  dwelling  for  one  or  two  fami¬ 
lies. 

1.3.2  Which  is  artificially  lighted  by  any  means 
other  than  electricity. 

1.3.3  Which  is  heated  by  other  than  the  use  of 
steam  or  hot  water  circulating  systems. 

Rule  2.  Definitions. 

2.1  The  term  “SPRAY  or  SPRAYING  SPACE,” 
“DIPPING  SPACE  or  IMMERSING  SPACE” 
when  used  in  these  rules  shall  mean  that  portion  of 
the  premises  used  for  the  actual  work  of  spraying, 
dipping  or  immersing  any  article  or  thing  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds,  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  in  any  booth  or  room  approved. 

2.2  The  term  “CABINET  BOOTH”  when  used  in  these 
rules  shall  mean  a  compartment  with  a  back,  top 
and  two  sides  equipped  with  air  exhaust  facilities, 
located  within  a  room  or  any  portion  of  any  prem¬ 
ises  _ where  spraying  with  any  flammable  paints, 
varnishes,  .  lacquers  or  any  other  flammable  sub- 
stances,  mixtures  or  compounds  commonly  used  for 
painting,  varnishing,  staining  or  similar  purposes  is 
carried  on. 


2.3  The  term  “CANOPY  BOOTH  or  HOOD”  when 
used  in  these  rules  shall  mean  an  installation  con¬ 
sisting  of  a  metal  canopy  or  hood,  without  any  side 
or  end  panels  enclosing  the  object  sprayed  and  an 
air  exhaust  system  under  which  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.4  The  term  “TUNNEL  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  consisting  of 
two  sides  and  lop,  equipped  with  an  air  exhaust 
system  in  which  spraying  with  any  flammable  paints, 
varnishes,  lacquers  or  any  other  flammable  sub¬ 
stances,  mixtures  or  compounds  commonly  used  for 
painting,  varnishing,  staining  or  similar  purposes  is 
carried  on. 

2.5  The  term  “SPRAY  ROOM”  when  used  in  these 
rules  shall  mean  a  fully  enclosed  room  approved 
for  such  use  in  which  any  article  or  thing  is  sprayed 
by  any  flammable  paints,  varnishes,  lacquers  or  any 
other  flammable  substances,  mixtures  or  compounds 
commonly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.6  The  term  “DIPPING  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  room  approved  for 
such  use  in  which  any  article  or  thing  is  dipped, 
spread  or  immersed  in  any  flammable  paints,  var¬ 
nishes,  lacquers  or  any  other  flammable  substances, 
mixtures  or  compounds  commonly  used  for  paint¬ 
ing,  .  varnishing,  staining  or  similar  purposes  i; 
carried  on. 

2.7  The  term  “FIREPROOF  or  FIRE-RESISTING 
PARTITIONS”  used  in  these  rules  shall  mean  the 
standards  set  in  the  Labor  Law  and  the  Rules  of 
the  Board  of  Standards  and  Appeals  for  factory 
buildings.  All  openings  in  this  type  of  partition 
shall  only  be  equipped  with  self-closing,  fireproof 
doors. 

2.8  The  term  “STORAGE  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  room  used  for 
the  storage  and  mixing  of  any  inflammable  paints, 
varnishes,  lacquers  or  any  flammable  substances, 
mixtures  or  compounds  commonly  used  for  paint¬ 
ing,  varnishing,  staining  or  similar  purposes. 

2.9  The  term  “CERTIFICATE  OF  FITNESS”  when 
used  in  these  rules  shall  mean  the  written  permis¬ 
sion  granted  by  the  Fire  Chief  and  Commissioner  to 
an  individual  to  supervise  and  handle  spraying,  dip¬ 
ping  and  immersing  materials  and  equipment,  in 
accordance  with  the  provisions  of  Section  C19-14.0 
of  the  Administrative  Code  and  these  Rules. 

2.10  The  term  “PERMIT”  when  used  in  these  rules 
shall  mean  the  written  permission  issued  to  a  per¬ 
son,  firm  or  corporation  by  the  Fire  Chief  and 
Commissioner,  to  store  and  use  materials  covered 

by  Sections  09-12.0  and  09-84.0  of  the  Adminis¬ 
trative  Code  and  these  Rules. 

Rule  3.  Ventilation. 

3.1  Spraying. or  dipping  spaces  shall  be  ventilated  when 
in  operation  so  that  the  movement  of  air  shall  be 
at  least  one  hundred  (100')  linear  feet  per  minute 
in  the  breathing  zone  of  the  operator  and  be  of  suf¬ 
ficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors. 
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Ducts  over  twenty-four  (24")  inches  and 
not  over  thirty-six  (36")  inches  in 
diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (36")  inches  in 
diameter  No.  18  gauge. 

4.2.2  Ducts  shall  be  strongly  constructed  and  be 
installed  in  a  workmanlike  manner.  They  shall 
be  rigidly  supported. 

4.2.3  Ventilating  ducts  shall  run  as  directly  as 
practicable  to  the  outer  air  and  be  protected 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  be  protected 
with  a  screen  of  copper  or  bronze  with  a  mesh 
not  larger  than  one-quarter  04")  inch. 

4.2.4  Where  a  duct  passes  through  a  non-fireproof 
roof,  the  duct  shall  be  protected  at  such  point 
by  an  outer  pipe  or  sleeve  with  an  air  space 
of  at  least  one  (1")  inch  between  the  sleeve 
and  duct.  The  outer  pipe  shall  be  not  less 
than  two  (2")  inches  from  any  woodwork  and 
such  woodwork  shall  be  covered  with  metal. 

4.2.5  Ventilating  ducts  shall  not  terminate  within 
ten  (10)  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intakes  or  of 
any  door  or  window  in  an  adjoining  building. 

4.2.6  If  induced  draft  is  used  to  create  an  air  move¬ 
ment,  the  air  shall  be  supplied  from  a  point 
outside  the  spray  or  dip  or  immersing  space. 
Fans  and  motor  must  be  located  outside  the 
spray  or  dip  space,  except  approved  explo¬ 
sion-proof  motor  and  non-ferrous  blade  fans. 

4.2.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to  any 
other  ventilating  system  or  be  discharged  into 
a  chimney  or  flue  used  for  the  purpose  of 
conveying  gases  of  combustion. 

4.2.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  ventilat¬ 
ing  fans  to  be  permanently  connected  to  their 
source  of .  power,  using  metallic  conduit. 
Rheostats  in  fan  bases  not  permitted.  Fan 
blades  not  coming  in  direct  contact  with 
spraying  fumes,  need  not  comply  with  this 
requirement. 


3.2  Air  shall  be  admitted  to  the  spraying,  dipping  or 
immersing  spaces  in  an  amount  equal  to  the  capacity 
of  the  fan  or  fans  and  in  such  a  manner  as  to  avoid 
short-circuiting  the  path  of  air  in  the  working  zone 
of  such  spaces.  Exhaust  fans  shall  be  kept  running 
constantly  while  spraying  or  mixing  and  for  a  suf¬ 
ficient  length  of  time  thereafter  to  exhaust  all 
vapors,  fumes  or  residues  of  spraying  materials 
from  the  spray  booth  or  spray  room. 

3.3  EQUIPMENT.  Motors  shall  be  located  outside  of 
spraying,  dipping  or  immersing  spaces  except  as 
provided  in  Rule  4. 

Rule  4.  Specifications  for  Spray  Booths,  Spray 
Rooms  and  Dip  Rooms. 

4.1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 
combustible  material  satisfactory  to  the  administra¬ 
tive  official  having  jurisdiction,  be  adequately  ven¬ 
tilated  with  mechanical  ventilation ;  if  lighted  to  be 
in  conformity  with  these  rules.  The  necessary  fire 
protection  shall  be  maintained  at  all  times. 

4.1.1  Spray,  dip  and  immersing  rooms  shall  be  con- 
constructed  of  fireproof  or  fire-resisting  par¬ 
titions  with  waterproof  floors,  adequately 
ventilated  by  mechanical  means,  equipped  with 
the  necessary  fire  protection;  if  lighted  and 
heated  to  be  in  conformity  with  these  rules. 
Floor  drains  leading  to  the  house  drainage 
system  or  the  public  sewer,  shall  not  be  ' per¬ 
mitted.  Where  more  than  sixty  (60)  gallons 
of  material  in  open  tanks  are  used,  a  drain  to 
an  approved  tank  located  outside  the  building 
shall  be  provided. 

4.1.2  Panels  of  polished  wired  glass  or  plate  glass 
at  least  one-quarter  of  an  inch  (%)  thick,  not 
exceeding  seven  hundred  and  twenty  (720) 
square  _  inches  in.  area  and  not  more  than 

forty-eight  (48)  inches  in  any  linear  dimen¬ 
sion  may  be  used  in  the  sides  of  a  spray  booth 
or  room. 

4.1.3  The  inner  sides  of  walls,  ceilings  and  the 
floors  of  all  spraying  or  dipping  spaces  shall 
have  a  smooth  surface. 

4.1.4  All  openings  in  spray,  dip  or  immersing  rooms 
shall  be  protected  by  fireproof  doors.  Only 
windows  opening  to  a  street  may  be  permittee! 
or  a  window  not  on  a  lot  line  more  than  20 
ft.  distant.  from  windows  of  adjacent  build¬ 
ings  not  in  same  plane  may  be  used  for 
ventilation. 

4.1.5  Ferrous  metal  used  in  the  construction  of 
spraying,  dipping  or  immersing  spaces  shall 
be  thoroughly  painted  on  the  inside  or  be 
galvanized. 

4.1.6  All  spraying,  dipping  or  immersing  spaces 
shall  be  so  constructed  that  a  reasonable 
length  longer  is  maintained  than  required  for 
the  article  or  thing  to  be  sprayed,  dipped  or 
immersed.  Ferrous  metal  shall  not  Is  used 
for  such  floor  surface. 

4.1.7  At  least  three  (3)  feet  of  clear  working  space 
shall  always  be  maintained  for  each  operator 
spraying,  dipping  or  immersing  any  article  or 
thing. 

4.2  SPECIFICATIONS  FOR  DUCTS,  PIPES  AND 
FANS. 

4.2.1  All  ducts  used  for  ventilating,  spray,  dip  or 
immersing  spaces  shall  be  constructed  of  metal 
of  not  less  than  the  following  gauges  of 
metal. 

Ducts  twenty-four  (24")  inches  or  less  in 
diameter  No.  22  gauge. 


4.3  Storage  rooms  shall  be  constructed  of  fireproof  or 
fire-resisting  partitions  with  waterproof  floors  and 
be  adequately  ventilated  by  either  natural  or  me¬ 
chanical  means. 

4.4  No  motors,  switches,  rheostats,  lamps  or  other  elec¬ 
trical  equipment  shall  be  located  in  spray,  dipping 
or  immersing  rooms  or  within  ten  (10)  feet  of  any 
spray  compartment,  spray  booth,  immersing  or  dip¬ 
ping  space  unless  such  electrical  equipment  be  of  a 
type  approved  for  use  in  explosive  atmospheres 
and  where  a  conduit  leads  from  a  hazardous  loca¬ 
tion  to  a  non-hazardous  location,  the  conduit  shall 
be  sealed  off  by  an  approved  sealing  compound. 
Except  that  alternating  current  induction  motors 
of  the  totally  enclosed  type,  having  no  brushes, 
make  and  break  contacts,  collectors  or  other  arcing 
or  sparking  parts  may  be  located  within  ten  (10) 
feet  of  a  spray  booth,  spray  compartment  or  dip¬ 
ping  space  when  approved  by  the  administrative  of¬ 
ficial  having  jurisdiction. 

4.4.1  Artificial  lighting  shall  be  only  by  means  of 
electricity. 

4.5  LIGHTING  FIXTURES. 

4.5.1  When  lighting  fixtures  are  located  within  10 
feet  of  a  spray  booth,  spraying  compartment 
or  dipping  space,  they  shall  be  of  the  rigid 
stem  type,  enclosing  all  wiring  and  be  equipped 
with  keyless  sockets  having  vaporproof  globes, 
protected  by  wire  guards. 
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4.5.2  All  electrical  equipment  shall  be  installed  and 
grounded  as  provided  by  :he  Administrative 
Code  covering  electrical  equipment  and  per¬ 
manently  connected  to  their  source  of  current 
supply,  using  metallic  conduit. 

4.5.3  No  pin  plug  receptacles  shall  be  used. 

4.5.4  All  electric  light  wiring  shall  be  enclosed  in 
metal  conduits  and  shall  conform  to  Rule  4.4. 

4.5.5  The  use  of  portable  cords  or  trailer  lights  are 
prohibited. 

Rule  5.  Maintenance  and  Operation. 

5.1  Every  premises  wherein  a  spraying,  dipping,  or  im¬ 
mersing  space  is  maintained  and  operated  shall  be 
continuously  under  the  charge  and  supervision  of 
one  or  more  persons  holding  a  certificate  of  fitness, 
whose  duty  shall  be  to  see  that  the  spray,  dipping 
and  immersing  space  rules  and  the  terms  of  the 
permit  are  not  violated.  No  other  duties  shall 
interfere  with  the  enforcement  of  these  rules. 

5.2  Smoking  or  the  carrying  of  lighted  cigars,  cigar¬ 
ettes  or  pipes  in  spray,  dipping  or  immersing  space 
is  prohibited. 

5.3  No  person  shall  be  permitted  within  a  spray  space 
between  the  spray  gun  and  the  exhaust  outlet  while 
the  spray  gun  is  in  use 

5.4  Spraying,  dipping  or  immersing  spaces  and  its  sur¬ 
roundings  shall  be  kept  clean  at  all  times  and  shall 
be  kept  clear  of  all  materials,  equipment  and  uten¬ 
sils  not  required  in  the  operation  of  the  spray.  Side 
walls,  ceilings,  baffle  plates,  etc.,  shall  be  sprayed 
with  soap  and  water  solution,  before  cleaning,  or 
cardboard  or  masking  paper  can  be  fastened  before 
any  operation  and  after  said  operation  be  removed 
from  the  premises  in  approved  waste  cans. 

5.5  Floors  within  and  surrounding  spray,  dip  or  im¬ 
mersing  spaces  shall  be  kept  clean  and  free  from 
waste  material  at  all  times 

5.6  Spray  rooms,  booths,  fans,  ducts,  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained 
in  clean  and  efficient  working  condition;  lacquer 
spraying  booths  shall  be  wet  down  before  clean¬ 
ing. 

5.7  Implements  used  for  cleaning  shall  be  made  of  non- 
ferrous  material  to  avoid  sparks. 

5.8  Metal  waste  cans  with  self-closing  covers  shall  be 
provided  for  all  spraying,  dipping  or  immersing 
spaces  and  storage  rooms.  The  number  to  be  in¬ 
stalled  shall  be  determined  by  the  administrative 
official  having  jurisdiction. 

5.9  Approved  fire  appliances  shall  be  installed  in  all 
spraying,  dipping  or  immersing  spaces  and  in  stor¬ 
age  rooms  as  may  be  determined  by  the  administra¬ 
tive  official  having  jurisdiction. 

5.10  Accumulation  of  flammable  waste,  sweepings  or  de¬ 
posits  from  spray,  dip  or  immersing  space  is  pro¬ 
hibited.  All  such  waste  shall  be  placed  in  approved 
waste  cans  and  be  removed  from  the  premises  at 
the  close  of  work  each  day. 

5.11  All  sand  papering  of  lead  painted  surfaces  shall  be 
done  with  wet  sand  paper. 

5.12  No  motor  vehicle  shall  be  taken  into  or  out  of  a 
spray  space  under  its  own  power.  Batteries  shall 
be  removed  before  the  process  of  spraying  is  begun. 

Rule  6.  Storage  and  Mixing. 

6.1  Main  supplies  of  spray  coating  materials  and  thin- 
ners  shall  be  kept  in  an  outside  storage  building, 
storage  rooms  or  in  vented  metal  cabinets  in  accord¬ 
ance  with  the  following  amounts : 

6.1.1  Spraying  materials  not  in  excess  of  20  gallons 


may  be  stored  in  metal  cabinets  or  wood  cabi¬ 
nets,  metal  covered  on  both  sides  including 
the  door.  All  cabinets  to  be  ventilated  at  top 
and  bottom. 

6.1.2  Spraying  materials  in  excess  of  20  gallons  and 
not  exceeding  100  gallons  may  be  stored  in 
double-walled  metal  cabinets  vented  directly 
to  the  outer  air. 

6.1.3  Spraying  materials  in  excess  of  100  gallons 
shall  be  stored  in  a  separate  exterior  storage 
building  of  fireproof  or  fire-resisting  material 
with  ventilated  plain  glass  skylight  or  in  a 
storage  room  constructed  fireproof  in  a  fire¬ 
proof  building  or  fire-resisting  in  a  non-fire- 
proof  building.  The  maximum  amount  of 
spraying  materials  to  be  stored  in  a  storage 
room  of  a  non-fireproof  building  shall  be  deter¬ 
mined  by  the  administrative  official  having  juris¬ 
diction.  Storage  rooms  shall  have  a  window 
opening  to  the  outer  air  but  such  window  shall 
not  be  on  a  lot  line,  enclosed  court,  nor  opposite 
within  twenty  feet  of  windows  of  adjacent 
buildings  nor  part  of  the  same  premises,  such 
window  openings  to  be  fireproofed  and  lower 
half  provided  with  open  louvres  or  ventilated 
by  metal  duct  or  fan  at  least  8  inches  in 
diameter.  The  floors  of  all  storage  rooms 
shall  be  waterproof  up  to  a  height  of  at  least 
6  inches  from  the  floor  and  be  properly  pitched 
for  drainage  purposes  to  a  low  point  within 
the  enclosure.  Any  drain  in  such  storage 
room  shall  not  be  connected  to  the  house 
drainage  system  or  street  sewer.  The  sill  of 
the  door  shall  be  at  least  6  inches  above  the 
finished  floor.  All  doors  to  be  tin-clad,  ap¬ 
proved,  fireproof  and  self-closing. 

6.1.4  Mixing  or  thinning  of  coating  materials  shall 
be  conducted  in  a  storage  building  or  storage 
room,  except  that  containers  of  total  capacity 
not  exceeding  ten  gallons  may  be  opened  and 
their  contents  mixed  in  the  spray  room  or 
room  in  which  booths  are  located  while  the 
air  exhaust  system  is  operating. 

6.1.5  Working  supplies  sufficient  for  not  more  than 
one  day’s  use  but  not  exceeding  twenty  gallons 
to  each  booth,  nor  a  total  of  one  hundred 
gallons,  may  be  kept  in  the  spray  room  or 
room  in  which  spray  booths  are  located ;  cov¬ 
ers  of  containers  must  be  kept  thereon  when 
such  containers  are  not  actually  in  use.  This 
amount  is  in  addition  to  the  amount  allowed 
in  6.1.7. 

6.1.6  Gravity  feet  material  containers  for  supplying 
spray  guns  shall  not  exceed  ten  gallons  in 
capacity  and  shall  be  supported  by  wire  cables 
or  metal  brackets  having  a  factor  of  safety  of 
two  when  filled  with  the  heaviest  spraying 
materials  used. 

6.1.7  Pressure  feed  tanks  and  other  equipment  for 
use  in  connection  with  direct  spraying  under 
air  pressure  shall  be  restricted  to  tanks  of 
not  more  than  sixty  gallons,  individual  ca¬ 
pacity,  designed,  constructed  and  approved  for 
this  specific  purpose  by  the  Board  of  Stand¬ 
ards  and  Appeals.  Each  tank  shall  be  pro¬ 
vided  with  a  safety  valve  set  at  a  pressure 
not  exceeding  eighty  pounds.  All  gravity 
feed  containers  and  other  spraying  equipment 
shall  be  approved  as  above. 

6.1.8  The  installation  of  all  electrical  wiring, 
switches,  lighting  and  all  other  electrical  equip¬ 
ment,  and  the  provisions  of  these  rules  against 
carrying  matches  or  smoking  and  prohibiting 
flame  or  spark-producing  devices,  shall  also 
apply  to  storage  or  mixing  rooms. 
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6.2  STORAGE  of  spraying,  dipping  and  immersing 
materials  shall  not  be  in  excess  of  two  hundred 
(200)  gallons  in  a  storage  room,  but  in  a  building 
in  which  nitro  cellulose  products  are  manufactured, 
stored  or  kept  the  amount  shall  be  not  over  twenty- 
five  (25)  gallons  as  per  Section  C19-1 13.0,  subdivi¬ 
sion  h  of  the  Administrative  Code. 

6.3  Sprinkler  heads  shall  be  provided  in  all  spray,  dip 
or  immersing  spaces  and  storage  rooms  and  shall 
be  installed  in  accordance  with  the  Sprinkler  Rules 
of  the  Board  of  Standards  and  Appeals,  except  in 
non-sprinklered  buildings  where  sprinkler  connec¬ 
tion  may  be  made  to  the  house  water  supply. 

6.4  Sprinkler  heads  in  spray,  dip  and  immersing  spaces 
shall  be  cleaned  at  least  once  a  week  under  the 
supervision  of  the  person  holding  the  certificate  of 
fitness  and  a  coating  of  light  grease  or  vaseline 
shall  be  applied  after  each  cleaning  to  prevent  the 
formation  of  a  hard  deposit  and  render  the  sprinkler 
useless  in  case  of  fire.  The  use  of  paper  bags  or 
other  materials  about  sprinkler  heads  is  prohibited. 

Rule  7.  General  Requirements. 

Notice — - Attention  is  called  to  the  provisions  of  the  Ad¬ 
ministrative  Code  as  to  violations  reading  as  follows: 

Section  C19-152.0  of  the  Administrative  Code,  “Any  per¬ 
son  who  shall  willfully  violate  or  neglect  or  refuse  to  com¬ 
ply  with  any  of  the  provisions  of  this  chapter  in  addition  to 
any  other  penalties  prescribed  by  law  or  ordinance  shall, 
upon  conviction ,  be  punished  by  a  fine  of  not  more  than 
$500  or  by  imprisonment  not  exceeding  6  months ,  or  by 
both  such  fine  and  imprisonment.” 

NOTE: — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are:  broken  electric  lamps  and  other 
electrical  defects;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents ; 
accumulation  of  deposits  in  the  tubes  and  vent 
pipes  from  neglect  in  cleaning  them  frequently; 
unnecessary  accumulation  of  waste  and  refuse, 
smoking  and  a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2  inches 
in  height,  shall  be  posted  in  all  spray  rooms  and 
paint  storage  rooms  or  building. 

(b)  No  combustible  material  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stocks  shall  be  arranged  so  as  not  to  interfere 
with  the  operation  of  automatic  sprinkler  heads. 


Rule  8.  Existing  Spray  Booths  and  Installations. 

These  rules  shall  be  retroactive  in  the  following  respects : 
Rule  1.3  Heating  of  Rooms. 

Rule  3.1  Air  Exhaust  System. 

3.2  Air  Supply  and  Mixing. 

Rule  4.1  Construction  of  Spray  Booths. 

4.1.3  Surfacing  of  Booths. 

4.1.5  Surfacing  of  Booths. 

4.2.2  Maintenance  of  Ducts. 

4.2.5  Electric  Lighting. 

4.2.6  Method  of  Induced  Draft. 

4.4  Separation  of  Booth  from  Flame. 

4.4  Location  of  Motors. 

Rule  5.1  Certificate  of  Fitness. 

5.2  Smoking,  Matches,  etc. 

5.6  Maintenance  of  Equipment. 

5.7  Cleaning  Implements. 

5.9  Fire  Appliances. 

5.10  Accumulation  and  disposal  of  waste  mate¬ 

rials. 

Motor  Vehicles  in  booths  or  rooms. 

Storage  and  Mixing. 

General  Requirements. 


5.12 

Rule  6. 
Rule  7. 

NOTE:- 


-Rules  6.1,  6.2,  6.3  and  6.4  may  not  be  applied 
in  fireproof  buildings  equipped  with  an  ap¬ 
proved  existing  automatic  sprinkler  system 
where  the  general  conditions  of  cleanliness 
are  properly  maintained  at  all  times. 


Rule  9.  Approval  Forms  and  Plans. 

There  shall  be  filed  before  installation  with  the  adminis¬ 
trative  official  by  the  purchaser  (or  by  the  seller  thereof) 
an  application  form  on  sheet  8  inches  by  10  inches,  which 
form  shall  give  the  proper  name  and  address  of  booth  user 
and  also  the  floor  on  which  the  booth  or  booths  are  to  be 
installed.  An  ink  drawing  of  the  floor  upon  which  the 
booth  will  be  located  shall  be  submitted  on  the  form  sheet; 
such  drawing  shall  show  by  feet  and  inches  the  location 
of  exits,  chimneys  and  booths. 

When  a  storage  and  mixing  room  is  to  be  installed,  plans 
drawn  to  a  scale  of  at  least  1/16  of  an  inch  to  a  foot  shall 
be  filed  with  the  adrhinistrative  official  for  examination 
and  approval.  Such  plan  shall  show  on  the  floor  plan  the 
location  of  all  booths,  storage  and  mixing  rooms,  exits  and 
all  chimneys  and  exterior  openings  within  15  feet  of  the 
storage  rooms  and  vent  ducts. 


APPLIANCES 


APPROVED  PAINT,  VARNISH  AND  LACQUER  SPRAYING  EQUIPMENT 


Automatic  Paint  Sprayer.’ . 477-37-SA. 

Binks-Hu-Ro-Thor-Hurley  Spray  Equipment. .  .338-32-S A. 

De  Vilbiss  Spray-Painting  Equipment . 336-32-SA. 

Eclipse  Spray  Painting  Equipment . 151-38-SA. 

Eureka  Paint  Sprayer . 478-37-SA. 


Milburn  Spray  Painting  Equipment . 492-38-SA. 

Paasche  Spray  Painting  Equipment . 363-32-SA. 

Sharpe  Spray  Guns,  Models  B-21,  C-21,  RA-21, 

RC-21,  GA-37,  GC-37,  Bear-Cat,  K,  KF,  KO, 

L,  M-2,  M-4,  FA-36  and  FC-36 . 604-38-SA. 

Spraco  Spray  Painting  Equipment . 479-32-SA. 


NOTICE 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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FIRE  RETARDING  RULES  FOR  GARAGES,  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  Aug. 

30,  1917;  Amended  Nov.  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In 

garages,  motor  vehicle  repair  shops  and  oil  selling  stations 
any  material  or  form  of  construction  shall  be  deemed  fire- 
retarding  within  the  meaning  of  §73,  subdivision  3,  of  the 
building  code,  that  resists  the  action  of  flame  and  heat 
when  subjected  to  a  continuous  fire  for  one  hour  at  an 
average  temperature  of  seventeen  hundred  (1700)  degrees 
Fahrenheit  without  the  passage  of  flame,  and  with  a  max¬ 
imum  temperature  rise  to  four  hundred  (400)  degrees 
Fahrenheit  on  the  side  away  from  the  fire.  The  point  at 
which  the  temperature  of  transmitted  heat  is  measured 
shall  be  protected  from  external  air  and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  one 
hundred  (100)  square  feet  and  least  dimension  shall  be  not 
less  than  nine  (9)  feet.  When  in  the  form  of  floor  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  two 
hundred  (200)  square  feet  and  the  least  dimension  shall 
be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support  the 
live  load  for  which  it  is  designed,  and  after  the  fire  shall 
safely  sustain  twice  the  designed  live  load  with  a  maximum 
deflection  of  not  more  than  one  two-hundredth  (1/200) 
part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
jointed  floor  construction  shall  be  accepted  as  fire-retarding 
construction  in  non-fireproof  buildings  used  as  garages, 
motor  vehicle  repair  shops  or  oil  selling  stations  when  the 
beams  are  protected  on  the  upper  and  under  sides  with  the 
fire-retarding  materials  specified  in  rules  for  floor  and 
ceiling  coverings. 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  upper  sides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations. 

(a)  Seven-eighths  (P/%)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproofing 
covered  with  not  less  than  two  and  one-half  (2j4) 
inches  of  1 :2y2  :5  concrete  or  better,  reinforced  with 
not  less  than  one-fourth  (y)  of  one  (1)  per  cent  of 
steel  mesh ; 

(b)  Two  and  one-half  (2l/2)  inches  of  1 :2  :4  concrete 
applied  directly  to  the  top  of  the  joists,  with  or  without 
temporary  support,  reinforced  with  not  less  than  one- 
fourth  of  one  per  cent  steel  rods,  mesh  or  steel  lath,  and 
having  the  tops  of  the  joists  coated  with  approved 
waterproof  paint  or  protected  by  tar  paper  on  the  top 
and  on  the  sides  for  a  distance  of  three  inches  from 
the  top. 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  undersides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations: 

.  (a)  One-half  ( l/2 )  inch  plaster  boards,  or  three- 
eighths  04)  inch  gypsum  wall  boards  weighing  not  less 
than  16  pounds  per  square  yard  with  pointed  joints 
covered  with  No.  26  U.  S.  gauge  sheet  metal  with  one 
(1)  inch  lapped  seams  nailed  to  the  wood  beams  when 
spaced  not  more  than  sixteen  (16)  inches  on  centers,  or 
nailed  to  furring  strips  when  the  floor  beams  are  spaced 
more  than  sixteen  (16)  inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  (yA)  inch  asbes- 
tos  board  laid  with  tight  staggered  joints  and  nailed  to 
the  beams,  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when  the 


floor  beams  are  more  than  sixteen  (16)  inches  on 
centers ; 

(c)  Metal  lath  weighing  not  less  than  three  pounds 
per  square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters 
(34)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor  vehi¬ 
cle  repair  shops  or  oil  selling  stations  shall  be  attached  to 
wood  floor  beams  and  girders  in  such  manner  as  to  main¬ 
tain  an  air  space  between  the  wood  beams  and  all  wood 
beams  shall  be  seasoned  before  applying  the  protective  coat. 

Rule  6.  Openings  in  Fire- Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted  with 
metal  thimbles  and  made  watertight  for  a  height  of  three 
(3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire-retarded  shall 
be  protected  with  fire-retarding  materials  specified  for  ceil¬ 
ing  coverings  in  these  rules,  or  with  any  of  the  materials 
accepted  in  fireproof  construction ;  except  that  an  air  space 
shall  not  be  required  around  steel  or  cast  iron  columns. 

Where  necessary  for  protection  against  mechanical  in¬ 
jury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground  with 
No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with  the 
fire-retarding  materials  specified  for  ceiling  coverings  in 
these  rules,  or  with  any  of  the  materials  acceptable  in  fire¬ 
proof  construction ;  except  that  an  air  space  need  not  be 
provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  hereafter 
converted  to  be  used  as  garages,  motor  vehicle  repair  shops 
or  oil  selling  stations  shall  be  enclosed  in  fire-retarding  par¬ 
titions  continued  through  the  non-fireproof  floor  construc¬ 
tion,  and  when  unfilled  wood  stud  partitions  are  used,  the 
space  between  the  floor  beams  shall  be  fire-stopped  with 
incombustible  materials.  All  openings  in  such  partitions 
shall  be  protected  with  accepted  metal-covered  fire  doors 
or  windows.  Wherever  necessary  for  protection  against 
mechanical  injury,  the  partition  shall  be  jacketed  to  a  height 
of  five  (5)  feet  on  the  garage  side  with  No.  4  U.  S.  gauge 
metal.  Any  one  of  the  following  forms  of  partitions  shall 
be  accepted  for  the  enclosure : 

(a)  Two  by  four  inch  wood  studs,  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  metal  lath  weighing  not  less  than  three  pounds  per 
square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters 
(34)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eighths  (%)  inch  wood  sheathing,  one-half 
(y)  inch  plaster  boards  with  pointed  joints  and  No.  26 
U.  S.  gauge  sheet  metal  with  one-inch  lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eighths  (Ji)  inch  wood  sheathing,  two 
thicknesses  of  one-quarter  (^4)  inch  asbestos  boards 
laid  with  tight  staggered  joints  and  jacketed  with  No. 
16  U.  S.  gauge  metal  on  the  garage  side  to  a  height  of 
five  (5)  feet; 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No.  26 
U.  S.  gauge  metal ; 

(e)  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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39- A,  560-39-A,  616-39-A,  694-39-A,  727-39-A,  622-39-A, 
623-39-A,  646-39-A,  647-39-A,  674-39-A,  675-39-A,  686- 
39-A,  687-39- A,  701-39-A,  703-39-A,  705-39-A,  731-39-A, 
1156-38-S,  229-39-S,  529-39-S,  559-39-SA,  577-39-SA,  654- 
39-SA,  655-39-SA,  237-38-SM,  341-38-SM,  876-38-SM, 
132-39-SM,  416-39-SM,  477-39-SM,  485-39-SM,  519-39- 
SM  and  649-39-SM. 

Corrections  Affecting  Calendar  Numbers  187-33-SA,  761- 
38- A,  1194-38-A  and  495-39-A. 

Rules  relative  to  Submerged  Inlets  and  Protective  Meth¬ 
ods  to  be  Applied  to  Prevent  Contamination  of  Water 
Supply. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as^ddished  in  this  Bulletin. 

All  hearings  are  held  in  ^&ft|/^3^Municipal  Building, 
Borough  of  Manhattan. jj,.  .  W  THf 

,  ■  1 5  J93g 

HOU  R^ft^ffpOAI^ULTATION 

10  A.  M.  to  1  dlki,  . 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed,  up  to  June  6,  1939 


Cal.  No.  Department  Premises  Affected 

712-39-SA . Carrier  Weathermaker,  Type 

43Q  and  Carrier  Humidifier 
Type  43T,  Appliance. 


713-39-SA . Carrier  Weathermaker,  Type 

48F,  Appliance. 


714-39-SA . Carrier  Evaporative  Conden¬ 

sers,  Types  9P,  9Q  and  9R, 
Appliance. 


71S-39-SA . Carrier  Cold  Diffusers,  Types 

1400,  1800,  15K,  15T  and  15Q, 
Appliance. 


716-39-SA . Carrier  Self-Contained  Refrig¬ 

eration  Units,  Models  7F,  7G, 
7H,  7K  and  7L,  Appliance. 


717-39-A . H.B.B . 836-846  East  17th  street,  west 

side,  150  ft.  south  of  Avenue 
H  (Block  No.  6700,  Lot  No. 
9),  Borough  of  Brooklyn, 

N.B.  556-39. 


718-39-S . F.D . 33-01  to  33-07  Queens  boule¬ 

vard,  northeast  corner  of  33rd 
(Rawson)  street  (Block  No. 
243,  Lot  No.  9),  Long  Island 
City,  Borough  of  Queens, 

2679-L.F. 


719-39-SM . Dragon  Portland  Cement, 

manufactured  by  Lawrence 
Portland  Cement  Company, 
Material. 


720-39- A . F.D . .121  East  42nd  street,  northwest 

corner  of  Lexington  avenue 
(Block  No.  1297,  Lot  No.  7), 
Borough  of  Manhattan, 

Decision. 


721-39-BZ. . .  .H.B.Q . 182-08  to  182-26  140th  avenue, 

south  side,  from  182nd  street 
to  l'83rd  street,  140-01  to  140- 
11  182nd  street  and  140-02  to 
140-10  183rd  street  (Block 
No.  3781,  Lot  No.  1),  Spring- 
field,  Borough  of  Queens, 

Alt.  686-39. 


722-39-SA . Mercury  Oil  Burner,  Model 

M-2,  Appliance. 


723-39-A . H.B.M . 225  West  13th  street,  north 

side,  304  ft.  6  in.  east  of 
Greenwich  avenue  (Block 
No.  618,  Lot  No.  52),  Bor¬ 
ough  of  Manhattan, 

Alt.  1486-39. 


724-39-BZ. ..  H.B.Q . 148-42  Hillside  avenue,  south 

side,  224.5  ft.  west  of  150th 
street  (Block  No.  9694,  Lot 
No.  23),  Jamaica,  Borough 
of  Queens, 

Misc.  Applic.  1604-39. 


725-39-SA . Sears  Roebuck  and  Company 

Portable  Type  Oil  Heaters, 
Models  76200,  76300,  76310, 
76400  and  76410,  Appliance. 


726-39-A . F.D . From  108  North  Sixth  street  to 


93-95-99  to  109-1 1  l'-l  13-1 15 
North  Sixth  street,  north 
side,  beginning  at  corner  of 
Berry  street  and  running  297 
ft.  westerly  along  North 
Sixth  street  (Block  No.  2326, 
Lot  Nos.  27-40  inclusive), 
Borough  of  Brooklyn, 

79660-L.  C. 


727-3 9- A . H.B.Q . 98-81  Queens  boulevard,  north¬ 

east  corner  of  66th  road 
(Block  No.  2105,  Lot  No. 
1),  Forest  Hills,  Borough  of 
Queens,  N.B.  3065-39. 


728-39-SA . Silent  Glow  Oil-Lectric  Range 

Burner  and  Caloroil  OiL 
Lectric  Range  Burner, 

Appliance. 


729-39-A . H.B.B . 72-78  St.  Edwards  street  and  2 

Sycamore  street,  southwest 
corner  (Block  No.  2038,  Lot 
No.  5),  Borough  of  Brook- 
lyn, 

Amendment  to  Per¬ 
mit  No.  13415-38. 


730-39-A . F.D . 45-40  Van  Dam  street,  north¬ 

east  corner  of  47th  avenue 
(Block  No.  279,  Lot  No.  1), 
Long  Island  City,  Borough  of 
Queens, 

78906-L.C.  and  Decision. 


731-39-A . H.B.Q . 26-15  Utopia  parkway,  east  side, 

106.7  ft.  south  of  26th  avenue 
(Block  No.  5967,  part  of  Lot 
No.  1),  Bayside,  Borough  of 
Queens,  N.B.  3366-39. 


732-39-A . H.B.Q . 37-11  to  37-19  82nd  street,  east 

side,  100  ft.  south  of  Polk 
avenue  (Block  No.  1570,  Lot 
No.  59),  Jackson  Heights, 
Borough  of  Queens, 

B.N.  104-39. 


733-39-A . F.D . 177-181  Concord  street,  north¬ 

east  corner  of  Duffield  street 
(Block  No.  109,  Lot  No.  25), 
Borough  of  Brooklyn, 

79712-L.C. 


734-39-SM.. . . Coboco  Superior  Drain  Ring  for 

Toilet  Bowls  or  Gasket, 
manufactured  by  Alessandro 
Cozzo,  Material. 


735-39-BZ . H.B.M . 179-181  Seventh  avenue,  east 

side,  46  ft.  south  of  West  21st 
street  and  160  West  21st 
street,  south  side,  85  ft.  east 
of  Seventh  avenue  (Block 
No.  796,  Lot  Nos.  72  and  75), 
Borough  of  Manhattan, 

B.N.  1676-39. 
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736-39-A . H.B.R.. 


737-39-BZ . H.B.B.. . 


738-39-A . F.D. 


739-39- BZ . H.B.M.. . 


740-39-A . F.D. 


741-39-BZ. 


.H.B.B 


742-39-BZ. 


.H.B.R. 


743-39-A . 


■H.B.Q. 


744-39-SM. 


...101  Boardwalk,  south  side,  1000 
ft.  west  of  Sand  Lane  (Block 
No.  3491,  Lot  No.  205),  South 
Beach,  Borough  of  Richmond, 
B.N.  244-39. 

...91-125  Bayard  street  and  441- 
463  Manhattan  avenue,  south¬ 
west  corner  (Block  No.  2718, 
Lot  No.  14),  Borough  of 
Brooklyn,  B.N.  1360-39. 

..96  Liberty  street,  southeast  cor¬ 
ner  of  Trinity  place  (Block 
No.  50,  Lot  No.  17),  Borough 
of  Manhattan,  17017-L.C. 

.130  East  108th  street  and  1726- 
1730  Lexington  avenue,  south¬ 
west  corner  (Block  No.  1635 
Lot  Nos.  57,  156  and  157), 
Borough  of  Manhattan, 

N.B.  99-39. 

..2081-2089  Broadway,  northwest 
corner  of  West  72nd  street 
(Block  No.  1164,  Lot  No.  26), 
Borough  of  Manhattan, 

15907-L.C.  and  D'ecision. 

.  109-111  Quentin  road,  north  side, 
60  ft.  west  of  West  Ninth 
street  (Block  No.  6022,  Lot 
No.  41),  Borough  of  Brook¬ 
lyn,  Applic.  2386-39. 

.1218-1222  Clove  road  and  1201- 
1205  Victory  boulevard,  north¬ 
west  corner  (Block  No.  328 
Lot  No.  60),  West  NeW 
Brighton,  Borough  of  Rich¬ 
mond,  N.B.  l'14-39. 

.127-27  Liberty  avenue,  north 
side,  121.05  ft.  east  of  127th 
street  (Block  No.  575,  Lot 
No.  51),  Richmond  Hill, 
Borough  of  Queens, 

Alt.  1074-39. 


COURT  DECISIONS 

Nathaniel  H.  Lyons  vs.  Harry  M.  Prince,  as  Deputy  Commis¬ 
sioner  of  the  Department  of  Housing  and  Buildings.— On  appeal  by 
the  petitioners  from  an  order  of  the  Supreme  Court,  New  York 
County,  denying  motion  for  an  order  directing  defendants  to  vacate 
certain  orders  for  fire-retarding  stairways  and  ceilings  and  putting 
in  stairway  and  bulkhead  to  roof  of  petitioners’  premises,  No  25 
Bowery,  Borough  of  Manhattan,— the  Appellate  Division  held  that 
•  in®™011  S  s.ubdlvlslon  S>  of  the  Multiple  Dwelling  Law  enacted 

l?,,1  ,’.a.  lodgmg:.  house  became  subject  to  its  provisions  as  a  “Class 

B  multiple  dwelling;  and  held  further  that  Section  309  of  the  Mul¬ 
tiple  Dwelling  Law  does  not  authorize  any  public  official  in  his 
discretion  to  prescribe  structural  changes.  The  appeal  was  from 
such  portion  of  the  order  of  the  Supreme  Court  as  required  structural 
changes,  as  distinguished  from  repairs.  (April,  1939.) 

*  *  * 

In  re  Aberdeen  Garage,  Inc.  (Murdock)— On  Octorber  4,  1938, 
Board  denied  extension  of  existing  garage  (previously 
gi  anted  by  the  Board)  to  include  new  ramp,  gasoline  sta¬ 
tion,  lubritorium,  minor  repairs  and  brake  service,  under 
section  21,  premises  2181-2191  Jerome  Avenue,  Borough  of 
The  Bronx.  Mr.  Justice  McGeehan  reversed  the  Board 
(N.Y.L.J.,  May  31,  1939). 

*  *  * 

Matter  of  General  Outdoor  Advertising  Co.,  Inc.  (Murdock,  &c.) _ 

On  March  14,  1939,  Board  affirmed  decision  of  Borough 
Superintendent  of  Buildings,  denying  extension  in  height 
of  an  existing  roof  sign  under  Section  211  of  the  Multiple 
Dwelling  Law,  holding  sign  to  be  a  superstructure,  Cal. 
No.  95-39-A,  Premises  141-153  Lincoln  Avenue,  The 
Bronx.  Mr.  Justice  McGeehan  sustained  Board  (N.Y.L.J., 
June  10,  1939). 


RULES 


Last  Publication  in  Bulletin 


Vac-O-Vent  Ballcock,  Model  A, 
manufactured  by  Vac-O-Vent 
Company,  Material. 


Carbon  Dioxide  Liquefier  Rules... 

.Mar. 

21, 

,  1939 

—Vol. 

.  24, 

,  No. 

12 

Certificate  of  Occupancy,  approved 

form  . 

23, 

1938- 

-Vol. 

23, 

No. 

34 

Concrete  Flat  Slabs,  Rules . 

July 

13, 

1937- 

-Vol. 

22, 

No. 

28 

Concrete  Rules  (Hydrated  Lime)  . . 

Aug. 

3, 

1937- 

-Vol. 

22, 

No. 

31 

Elevator  Rules  . 

3, 

1936— Vol. 

21, 

No. 

Q 

Exit  Rules  (Revolving  Doors).... 

June 

15, 

1937- 

-Vol. 

22. 

No. 

24 

Factory  Exit  Rules . 

16, 

1939- 

-Vol. 

24, 

No. 

20 

Fire  Alarm  Rules  (Interior) . 

.  Apr. 

25, 

1939- 

-Vol. 

24, 

No. 

17 

Fire  Drill  Rules . 

.  Nov. 

22, 

1938- 

-Vol. 

23, 

No. 

47 

Fire  Retarding  Rules  for  Garages 

h 

etc . 

.  June 

6, 

1939- 

-Vol. 

24, 

No. 

23 

Fireproof  Wood,  Testing  of . 

•  Apr. 

13, 

1937- 

-Vol. 

22, 

No. 

15 

Frame  Garages,  Ruling  for . 

.Jan. 

? 

21, 

1919- 

-Vol. 

4, 

No. 

3 

Fusion  Welding  and  Gas  Cuttini 

Rules  . 

•  Nov. 

1, 

1938— Vol. 

23, 

No. 

44 

Gas  Shut-Off  Rules . 

.Apr. 

7, 

1925- 

-Vol. 

10, 

No. 

14 

Hatchway  Protection  . 

.June 

5, 

1928- 

-Vol. 

13, 

No. 

23 

Insulating  Fibre  Board  Rules . 

•May 

9, 

1939- 

-Vol. 

24, 

No. 

19 

Oil  Burner  Rules . 

•  Jan. 

3, 

1939- 

-Vol. 

24, 

No. 

1 

Paint,  Varnish  and  Lacquer  Spray 

ing  Rules  . 

June 

6, 

1939- 

-Vol. 

24, 

No. 

23 

Platform  Trucks,  Specifications  for. 

Nov. 

24, 

1936— Vol. 

21, 

No. 

47 

Plumbing  Rules  . 

Aug. 

3. 

1937- 

-Vol. 

22, 

No. 

31 

Plumbing  Rules  (Prevention  of  Con- 

tamination  of  Water  Supply) . 

June 

13, 

1939- 

-Vol. 

24, 

No. 

24 

Procedure,  Rules  of . 

Sept. 

7, 

1937- 

-Vol. 

22. 

No. 

36 

745-39-SM. 


. U.  S.  G.  Steel  Roof  Decks, 

manufactured  by  U.  S.  Gyp¬ 
sum  Company,  Material. 
Restored  to  Calendar 


148-35-BZ . H.B.M.. . 


.168-170  Dyckman  street,  west 
side,  100  ft.  north  of  Sher¬ 
man  avenue  (Block  No.  2175, 
Lot  No.  70),  Borough  of 
Manhattan,  Viol.  2465-39. 


Refrigerating  Systems,  Extract  A.C.May 
Smoking  in  Factories,  Rules  for.... May 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code).. Apr. 


23,  1939— Vol.  24,  No.  21 

23,  1939— Vol.  24,  No.  21 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 


10,  1923— Vol.  8,  No.  15 

LIST  OF  APPROVED  APPLIANCES 


inRs1  HNB ,r;!!rrment  of  Housing  and  Build- 
PePartnieut  of  Housing  and  Buildings,  Brooklyn- 
HRn'~nePar!nieilt  0f  Housing  and  Buildings,  Manhattan1 
H  it  h"  Hepartmcnt  of  Housing  and  Buildings,  Queens; 

HB  i'I5nfrr"tt  ui0U8ing  and  Buildines,  Richmond; 

rtrnenf  of  Housing  and  Buildings.  Bronx;  H.D.- 
Health  Department  and  F.I).— Fire  Department 


Anti-Siphon  Valves  . Mar. 

Fireline  Hose  Valves . Apr. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  .  Jan. 

Fuel  Oil  Fill  Pipe  Terminals . May 

Fuel  Oil  Burners  for  Industrial  Use.Aug. 

Fuel  Oil  Pumps . Jan. 

Gas  Heaters . May 

Paint,  Varnish  and  Lacquer  Spray 

ing  Equipment  . June 

Range  Oil  Burners  and  Space 

Renters  .  Jan. 

Vacuum  Breakers . May 


5,  1935— Vol.  20,  No.  10 
25,  1939— Vol.  24,  No.  17 

3,  1939— Vol.  24,  No.  1 

9,  1939— Vol.  24,  No.  19 

30,  1938— Vol.  23,  No.  35 
3,  1939— Vol.  24,  No.  1 

9,  1939— Vol.  24,  No.  19 

6,  1939— Vol.  24,  No.  23 

3,  1939— Vol.  24,  No.  1 

9,  1939— Vol.  24,  No.  19 
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JUNE  13,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June 
13,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  72-39-BZ — Application,  January  16,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Herman  M.  Cohn,  appli¬ 
cant,  on  behalf  of  Central  Savings 
Bank,  owner  (John  H.  Walker,  lessee), 
to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  309-313  West 
142nd  street,  north  side,  89.11  ft.  easl 
of  Bradhurst  avenue  (Block  No.  2043, 
Lot  Nos.  33  and  34),  Borough  of 
Manhattan. 

cal.  no.  64-39-BZ — Application,  January  17,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Harris  Ulanoff, 
owner,  to  permit  in  a  residence  use 
district,  the  erection  and  maintenance 
of  a  business  building  (stores)  ;  prem¬ 
ises  81-06  to  81-16  57th  avenue  and 
57-02  to  57-08  82nd  street,  southwest 
corner  (Block  No.  2917,  Lot  No.  7), 
South  Elmhurst,  Borough  of  Queens. 


ation  and  extension  of  an  accessory 
building  on  an  existing  gasoline  service 
station ;  premises  38-02  Broadway  and 
32-01  38th  street,  southeast  corner 
(Block  No.  656,  Lot  No.  34),  Long 
Island  City,  Borough  of  Queens. 

cal.  no.  196-39-BZ — Application  February  20,  1939,  under 
section  21  of  the  building  zone  resolu 
tion,  of  Newman  M.  Biller,  applicant, 
on  behalf  of  Jewish  Maternity  Hos¬ 
pital,  owner,  to  permit  in  a  residence 
use  district  and,  also,  within  200  ft.  of 
a  hospital,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  332-342  East 
17th  street,  south  side,  120  ft.  east  of 
Livingston  place  (Block  No.  922,  Lot 
Nos.  76  to  81,  inclusive),  Borough  of 
Manhattan. 

cal.  no.  200-38-BZ — Application  of  MacMurray  Holding 
Corporation,  applicant  and  lessee,  on 
behalf  of  Frank  S.  Staley,  attorney- 
in-fact,  for  John  D.  Rockefeller,  Jr., 
owner,  reopened  and  restored  to  calen¬ 
dar,  April  25,  1939,  under  section  21  of 
the  building  zone  resolution,  to  permit 
in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles  (previously  withdrawn)  ; 
premises  8-24  West  53rd  street,  south 
side,  175  ft.  west  of  Fifth  avenue 
(Block  No.  1268,  Lot  Nos.  45  to  52, 
inclusive),  Borough  of  Manhattan. 


cal.  no.  277-39-BZ— Application,  March  4,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  M.  Baker,  applicant,  on  behalf 
of  Mary  A.  Bradley  and  George  F. 
Bradley,  owners,  to  permit  in  a  busi¬ 
ness  use  district,  the  maintenance  of 
individual  garages  for  more  than  five 
(5)  motor  vehicles;  premises  25-12, 
25-14  and  25-16  38th  avenue  and  38-06 
27th  street,  southwest  corner  (Block 
No.  387,  Lot  Nos.  19  and  21),  Long 
Island  City,  Borough  of  Queens. 


cal.  no.  75-39-BZ — Application,  January  19,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  L.  Strauss,  applicant,  on 
behalf  of  Anna  Gurein,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  alter- 


cal.  no.  244-39-BZ — Application,  February  27,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  J.  Beatty,  applicant,  on 
behalf  of  Harlem  Savings  Bank,  owner, 
to  permit  in  a  restricted  retail  use  dis¬ 
trict,  the  alteration  and  conversion  of 
occupancy  of  part  of  an  existing 
building  to  a  motion  picture  theatre ; 
premises  163-165  West  57th  street, 
north  side,  104  ft.  2  in.  east  of  Seventh 
avenue  (Block  No.  1010,  Lot  No.  5), 
Borough  of  Manhattan. 

— Application,  January  19,  1939,  under 
sections  21  and  7h  of  the  building  zone 
resolution,  of  Albert  T.  Courtney, 
applicant,  on  behalf  of  Frank  Rysavy, 
as  trust  officer  of  First  National  Bank, 
and  Edith  Kane  Baker  and  Alexander 
C.  Nagle,  executrix  and  executors  of 
Estate  of  George  F.  Baker,  owner, 
(Kim  Parking  Stations,  Inc.,  lessee), 
to  permit  in  a  restricted  retail  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  13-19  East 
38th  street  and  250-260  Madison  ave¬ 
nue,  northwest  corner  and  18-20  East 
39th  street  (Block  No.  868,  Lot  Nos. 
14,  15,  16,  19,  59,  62  and  63),  Borough 
of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


cal.  no.  543-26-BZ — Application  of  Earl  R.  Fenton,  appli-  CAL-  Na  70-39-BZ 
cant,  on  behalf  of  Cities  Service  Od 
Company,  owner  (John  Boyd,  lessee), 
reopened  February  21,  1939,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district,  the  alteration  and  extension 
of  an  accessory  building  and,  also,  the 
relocation  of  pumps  on  a  gasoline 
service  station  (previously  granted  by 
the  board)  ;  premises  105-02  Queens 
boulevard  and  69-51  Yellowstone  boule¬ 
vard,  southwest  corner  (Block  No. 

3236,  Lot  No.  1),  Forest  Hills  Terrace, 

Borough  of  Queens. 
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JUNE  13,  1939,  2  P.  M. 

Appeals  prom  Administrative  Decisions 

89-39-A  2075  Grand  concourse,  southwest  corner  of 
East  180th  street  (Block  No.  3160,  Lot 
No.  20),  Borough  of  The  Bronx  (Apt. 
No.  1-B). 

1008-38-A-WF — 126-14  38th  avenue,  south  side,  100  ft  east 
of  126th  street  (Block  No.  1826,  Lot.  No. 
14),  Corona,  Borough  of  Queens. 

423 -39-A— 67-69  Irving  street,  north  side,  200  ft.  west  of 
Columbia  street  (Block  No.  314,  Lot  No. 
47),  Borough  of  Brooklyn. 

694-39- A— 41-46  and  41-48  55th  street,  west  side,  575  ft. 

and  600  ft.  north  of  Queens  boulevard 
(Block  No.  908,  Lot  No.  none),  Wood- 
side,  Borough  of  Queens. 

727-39-A  98-81  Queens  boulevard,  northeast  corner  of 
66th  road  (Block  No.  2105,  Lot  No.  1) 
Forest  Hills,  Borough  of  Queens. 

303-39-A-WF— Re  Permit  to  Sail  Boat  with  Advertising 
Matter  Thereon  in  Waters  within  Flushing 
Bay,  Flushing,  Borough  of  Queens. 

611-39-A-WF — 133-18  to  133-36  37th  avenue,  south  side,  140 
ft.  east  of  Lawrence  street  and  37-15  to 
37-19  Lawrence  street  also  south  side  of 
3/th  avenue,  161  ft.  west  of  Prince  street 
(Block  No.  4972,  Lot  Nos.  10,  23  and  62), 
r  lushing,  Borough  of  Queens. 

613-39-A-WF — 134-15  Northern  boulevard,  north  side,  85.91 
ft.  east  of  Collins  place  (Block  No.’  4946, 
Lot  No.  77),  Flushing,  Borough  of  Queens! 

650-39-A-WF— 56-12  111th  street  and  110-59  Corona  avenue 
northwest  corner  (Block  No.  2012,  part 
of  Lot  No.  47),  Corona,  Borough  of 
Queens. 

398- 39-A-WF — 102-01  63rd  drive,  northeast  corner  of  102nd 

street  (Block  No.  2125,  Lot  No.  33) 

Forest  Hills,  Borough  of  Queens. 

399- 39-A-WF — 105-57  63rd  drive,  northwest  corner  of  108th 

street  (Block  No.  2147,  Lot  No.  32) 

f1  orest  Hills,  Borough  of  Queens. 

400- 39- A- WF— 102-02  63rd  road,  southeast  corner  of  102nd 

street  (Block  No.  2125,  Lot  No.  33) 

Forest  Hills,  Borough  of  Queens. 

401 - 39-A- WF— South  side  of  62nd  drive,  70  ft.  west  of 

108th  street  (Block  No.  2145,  Lot  No.  28) 
Forest  Hills,  Borough  of  Queens. 

642-39- A-YV  F — 36-05  to  36-09  Prince  street,  east  side,  160 
ft.  south  of  Northern  boulevard  (Block 
No.  4971,  Lot  No.  16),  Flushing,  Borough 
of  Queens. 

474-39-A — 1711  Taylor  avenue,  west  side,  95.01  ft.  north  of 
Van  Nest  avenue  (Block  No.  4020,  Lot 
No.  26),  Borough  of  The  Bronx. 

500-39-A — 633-641  Atlantic  avenue,  northwest  corner  of 
South  Elliott  place  (Block  No.  2002,  Lot 
No.  55),  Borough  of  Brooklyn. 

S44-39-A— 176  East  206th  street,  south  side,  282.59  ft.  east 
of  Grand  Concourse  (Block  No.  3312 
Lot  No.  15),  Borough  of  The  Bronx. 

S72-39-A— 167  Delancey  place,  east  side,  213  ft.  north  of 
Morris  Park  avenue  (Block  No.  4056 
Lot  No.  7),  Borough  of  The  Bronx. 

761-39-A— Southwest  corner  of  Mersereau  avenue  and 
Davidson  street  (Block  No.  1256,  Lot  No. 


94),  Mariners  Harbor,  Borough  of  Rich¬ 
mond. 

717-39-A  836-846  East  17th  street,  southwest  corner  of 
Avenue  H  (Block  No.  6700,  Lot  No.  9), 
Borough  of  Brooklyn. 

768-39- A — 8102-8112  19th  avenue,  southwest  corner  of  82nd 
street  (Block  No.  6315,  Lot  No.  34), 
Borough  of  Brooklyn. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon ,  June 
13,  19o9,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 

cal.  no.  932-38-BZ— Application,  October  11,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Adelaide  Walsh,  applicant  and 
lessee,  on  behalf  of  Long  Island  Rail¬ 
road,  owner,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  Hillside 
avenue,  bounded  by  Bessemer  street 
and  Babbage  street  (Land  under  Long 
Island  Railroad)  ;  (Block  No.  3258,  Lot 
No.  54  and  Block  No.  9262,  Lot  No. 
180),  Richmond  Hill,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  20,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June 
20,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

CAL.  NO.  378-39-BZ— Application,  March  27,  1939,  under 
section  7a  of  the  building  zone  reso¬ 
lution,  of  Richard  Shutkind,  applicant, 
on  behalf  of  Hoddersen  Bros.,  owner, 
to  permit  in  a  residence  use  district, 
the  extension  of  an  existing  business 
building;  premises  307  Sumpter  street, 
north  side,  350  ft.  east  of  Hopkinson 
avenue  (Block  No.  1521,  Lot  No.  64), 
Borough  of  Brooklyn. 

cal.  no.  404-38-BZ  Application,  May  24,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Conroy  and  Hardy,  applicants,  on 
behalf  of  Board  of  Transportation, 
City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee),  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  214-228  Schermerhorn 
street,  south  side,  233  ft.  east  of  Hoyt 
street  (Block  No.  171,  part  of  Lot 
No.  7),  Borough  of  Brooklyn. 

no.  405-38-BZ— Application,  May  24,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Conroy  and  Hardy,  applicants,  on 
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behalf  of  Board  of  Transportation, 
City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee),  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor 
vehicles ;  premises  240-250  Schermer- 
horn  street  and  54-60  Bond  street, 
southwest  corner  (Block  No.  171,  part 
of  Lot  No.  7),  Borough  of  Brooklyn. 

cal.  no.  406-38-BZ— Application,  May  24,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Conroy  and  Hardy,  applicants,  on 
behalf  of  Board  of  Transportation, 
City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee),  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor 
vehicles;  premises  134-192  Schermer- 
horn  street,  south  side,  from  Smith 
street  to  Hoyt  street,  57-73  Smith 
street,  east  side,  from  Schermerhorn 
street  to  State  street  and  257-271  State 
street  (Block  No.  170,  Lot  No.  1), 
Borough  of  Brooklyn. 

cal.  no.  407-38-BZ — Application,  May  24,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Conroy  and  Hardy,  applicants,  on 
behalf  of  Board  of  Transportation, 
City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee),  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor 
vehicles ;  premises  37-55  Smith  street, 
east  side,  from  Livingston  street  to 
Schermerhorn  street,  156-164  Living¬ 
ston  street  and  137-145  Schermerhorn 
street  (Block  No.  164,  Lot  No.  1), 
Borough  of  Brooklyn. 

cal.  no.  639-39-BZ-WF — Application,  May  13,  1939,  under 
sections  7f  and  7h  of  the  building  zone 
resolution,  of  Jeffroy  J.  Lewin,  appli¬ 
cant,  on  behalf  of  Colhornial  Holding 
Corporation,  owner,  to  permit  partly 
in  a  residence  use  district  and  partly 
in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  110- 
40  World’s  Fair  boulevard  (Horace 
Harding  boulevard)  and  61-01  Co¬ 
lonial  avenue,  southwest  corner  (Block 
No.  2161,  Lot  Nos.  108,  109,  110,  112, 
115,  118  and  part  of  Lot  Nos.  103  and 
104),  Corona,  Borough  of  Queens. 

cal.  no.  271-39-BZ — Application,  March  3,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  A.  C.  Benson,  applicant,  on  behalf 
of  Socony-Vacuum  Oil  Company,  Inc., 
to  permit  in  a  business  use  district, 
the  extension  of  an  existing  gasoline 
service  station ;  premises  96-23  to  96- 
29  Queens  boulevard,  northeast  corner 
of  63rd  road  (Old  Mill  road)  ;  (Block 


No.  2088,  Lot  No.  22),  Elmhurst,  Bor¬ 
ough  of  Queens. 

cal.  no.  497-37-BZ— Application  of  Daniel  Ginsberg,  appli¬ 
cant,  on  behalf  of  Jacob  Litvin  and 
Anna  Litvin,  owners  (William  Losak, 
lessee),  reopened  and  restored  to  cal¬ 
endar,  April  18,  1939,  for  rehearing  in 
accordance  with  Court  Order — re 
Application,  prexdously  granted  on 
condition  by  the  Board,  under  section 
7h  of  the  building  zone  resolution,  per¬ 
mitting  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles, 
in  addition  to  the  existing  use  of  the 
premises  for  the  sale  of  used  cars ; 
premises  1203-1235  East  New  York 
avenue,  northeast  corner  of  Ralph 
avenue  and  Union  street  (Block  No. 
1477,  Lot  No.  1),  Borough  of 
Brooklyn. 

cal.  no.  235-31-BZ — Application  of  Edward  L.  Kelly,  appli¬ 
cant,  on  behalf  of  Pearl  Palatnick, 
owner,  reopened  November  22,  1938,  on 
order  of  the  Court,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station 
(previously  denied  by  the  board)  ; 
premises  701-705  Utica  avenue,  east 
side,  100  ft.  south  of  Clarkson  avenue 
(Block  No.  4637,  Lot  No.  41).  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  467-32-BZ — Application  of  Fred  Surrey,  applicant 
and  owner,  reopened  and  restored  to 
calendar,  November  3,  1937,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  the 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  withdrawn)  ;  premises 
1745  Forest  avenue  and  841  Richmond 
avenue,  southeast  corner  (Block  No. 
1477,  Lot  No.  52),  Port  Richmond, 
Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  20,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

114-39- A — 1510  Jessup  avenue,  east  side,  75  ft.  north  of 
West  I72d  street  (Block  No.  2872,  Lot 
No.  287),  Borough  of  The  Bronx. 

524-39-A — 311-315  West  34th  street,  north  side,  175  ft.  west 
of  Eighth  avenue  and  316  West  35th  street 
(Block  No.  758,  Lot  No.  28),  Borough 
of  Manhattan. 

605-39-A — 1520  49th  street,  south  side,  140  ft.  east  of  15th 
avenue  (Block  No.  5443,  Lot  No.  14), 
Borough  of  Brooklyn. 

476-39-A — 524  East  11th  street,  south  side,  308  ft.  east  of 
Avenue  A  (Block  No.  404,  Lot  No.  16), 
Borough  of  Manhattan. 

549-39-A — 75-66  186th  street,  west  side,  70.03  ft.  north  of 
Union  turnpike  (Block  No.  7202,  part  of 
Lot  No.  32),  Flushing,  Borough  of 
Queens. 
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616-39-A  22-02  to  22-20  39th  avenue,  south  side,  225.20  ft. 

east  of  23rd  street  (Block  No.  393,  Lot 
Nos.  8-12-18),  Long  Island  City,  Borough 
of  Queens. 

690-39- A— 130-134  Washington  place  West,  south  side,  1  ft. 

1  in.  east  of  Sheridan  square  and  187-189 
West  4th  street  (Block  No.  592,  Lot  No. 
2),  Borough  of  Manhattan. 

692-39-A— 92-30  168th  street,  west  side,  242  ft.  south  of 
Jamaica  avenue  (Block  No.  10156,  Lot 
No.  26),  Jamaica,  Borough  of  Queens. 

65 1- 39- A— 114-06  and  114-10  209th  street  and  208-18  114th 

avenue,  southeast  corner  (Block  No  11028 
part  of  Lot  Nos.  199  and  210),  St.  Albans) 
Borough  of  Queens. 

652- 39- A— 1 14-07  and  114-11  209th  street  and  209-04  114th 

avenue,  southwest  corner  (Block  No  11027 
part  of  Lot  Nos.  299  and  305),  St.  Albans! 
Borough  of  Queens. 

653 - 39- A— 82-55  to  82-63  Broadway  and  84-05  Elmhurst 

avenue,  northeast  corner  (Block  No.  1518 
part  of  Lot  No.  86),  Elmhurst,  Borough 
of  Queens. 

666-39-A— 22-55  77th  street,  northeast  corner  of  Astoria 
boulevard  North  (Block  No.  1009,  Lot  No. 
46),  Astoria,  Borough  of  Queens. 

367-39-A— West  side  of  Greystone  avenue,  100  ft.  north  of 
West  238th  street  (Block  No.  3414,  Lot 
Nos.  254  and  255),  Borough  of  The  Bronx. 

B 720-39- A  121  East  42nd  street,  northwest  corner  of  Lex¬ 
ington  avenue  (Block  No.  1280,  Lot  No. 
30),  Borough  of  Manhattan. 

743-39- A— 127-27  Liberty  avenue,  north  side,  121.05  ft.  east 
of  127th  street  (Block  No.  575,  Lot  No. 
51),  Richmond  Hill,  Borough  of  Queens. 

770-39-A— West  side  of  Castle  Hill  avenue,  299.51  ft.  north 
of  Westchester  avenue  (Block  No.  3935 
Lot  No.  64),  Borough  of  The  Bronx. 

783-39-A— 75-64,  75-68  and  75;72  185th  street,  northwest 
corner  of  Union  turnpike  and  west  side 
of  185th  street,  49.36  ft.  and  92.36  ft.  north 
of  Union  turnpike  (Block  No.  7201,  Lot 
No.  1),  Flushing,  Borough  of  Queens. 

789-39- A — 171  West  133rd  street,  north  side,  75  ft.  east  of 
Seventh  avenue  (Block  No.  1918,  Lot  No 
5),  Borough  of  Manhattan. 

801 -39- A  22  Washington  Square  North,  north  side,  271 
ft.  Sl/2  in.  west  of  Fifth  avenue  (Block 
No.  551,  Lot  No.  11),  Borough  of  Man¬ 
hattan. 

Variations  of  Labor  Law 

529-39- S  30-02  Thomson  avenue,  south  side,  from  30th 
street  to  30th  place  (Block  No.  274,  Lot 
No.  1),  Long  Island  City,  Borough  of 
Queens. 

229-39-S— 315  East  91st  street,  north  side.  200  ft.  east  of 
Second  avenue  (Block  No.  1554,  Lot  No 
9),  Borough  of  Manhattan. 

1 1 56-38- S— 661-663  Broadway,  east  side,  161  ft.  10*4  in 
south  of  Varet  street  (Block  No.  3112, 
Lot  No.  5),  Borough  of  Brooklyn. 

756-39-S— 500  Seventh  avenue  and  201-219  West  37th  street 
northwest  corner  and  216-224  West  38th 
street,  south  side,  116  ft.  8  in.  west  of 
Seventh  avenue  (Block  No.  787,  Lot  No. 
40),  Borough  of  Manhattan. 


JUNE  27,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 

ov  i non  zone  resolution,  Tuesday  morning,  June 

27,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  17-38-BZ  Application,  January  13,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 
of  Harlem  Savings  Bank,  owner 
(Rosemol  Realty  Corporation,  lessee), 
to  permit  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  324- 
328  West  34th  street,  south  side,  325 
ft.  west  of  8th  avenue  (Block  No.  757, 
Lot  Nos.  51  to  53,  inclusive),  Borough 
of  Manhattan. 

cal.  no.  58-39-BZ — Application,  January  16,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Erwin  Weiss,  applicant,  on 
behalf  of  Estate  of  Rich,  owner,  Joseph 
W.  Fox,  heir-at-law  and  trustee  (Eddie 
Wheatle,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  the  conversion  of 
occupancy  of  a  building  to  a  motor 
vehicle  repair  shop;  premises  1351^4 
Webster  avenue,  west  side,  424.49  ft. 
north  of  East  169th  street  (Block  No. 
2887,  Lot  No.  165),  Borough  of  The 
Bronx. 

cal.  no.  1037-22-BZ — Application  of  H.  L.  Brandt,  appli¬ 
cant,  on  behalf  of  John  M.  Lee,  owner, 
reopened  November  1,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  the 
alteration  and  conversion  of  occupancy 
of  part  of  an  existing  garage  for  more 
than  five  (5)  motor  vehicles,  previ¬ 
ously  granted  by  the  Board,  so  as  to 
include  a  motor  vehicle  repair  shop; 
premises  4085  Tenth  avenue,  433-439 
West  218th  street,  northeast  corner 
and  5108  Broadway  (Block  No.  2214, 
Lot  No.  1),  Borough  of  Manhattan. 

cal.  no.  368-39-BZ — Application  March  24,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Louis  J.  Witkin,  applicant,  on 
behalf  of  Central  Savings  Bank  in  the 
City  of  New  York,  owner,  to  permit  in 
a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  and,  also,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  268-276  Tenth  avenue  and  464- 
466  West  26th  street,  southeast  corner 
(Block  No.  723,  Lot  Nos.  71  to  76, 
inclusive),  Borough  of  Manhattan. 

cal.  no.  388-39-BZ — Application,  March  28,  1939,  under 
sections  7b,  7h  and  21  of  the  building 
zone  resolution,  of  Gilbert  I.  Prowler, 
applicant,  on  behalf  of  Harry  A. 

.  Wheeler,  owner,  to  permit  partly  in  a 

residence  use  district,  partly  in  a  busi¬ 
ness  use  district  and  partly  in  an  unre¬ 
stricted  use  district,  the  maintenance  of 
a  garage  for  five  (5)  motor  vehicles 
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and,  also,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1197-1205  DeKalb  avenue, 
north  side,  76  ft.  8j4  in.  east  of  Bush- 
wick  avenue  (Block  No.  3231,  Lot  No. 
39),  Borough  of  Brooklyn. 

cal.  no.  485-38-BZ — Application,  June  13,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  William  L.  Pyne,  appli¬ 
cant  and  owner,  to  permit  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  168- 
29  88th  avenue,  northwest  corner  of 
168th  place  (Block  No.  894  (9821), 
part  of  Lot  No.  16),  Jamaica,  Borough 
of  Queens. 

cal.  no.  387-39-BZ — Application,  March  27,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Theodore  IL  Feinberg,  appli¬ 
cant,  on  behalf  of  126-08  Northern 
Boulevard  Corporation,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  inclu¬ 
sion  of  a  gasoline  service  station  in  an 
existing  building;  premises  126-02  to 
126-08  Northern  boulevard,  33-01  to 
33-21  126th  street,  southeast  corner  and 
126-01  34th  avenue,  northeast  corner  of 
126th  street  (Block  No.  1820,  Lot  No. 
1),  Corona,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman . 


JUNE  27,  1939,  2  P.  M, 

Appeals  from  Administrative  Decisions 

641-39-A — 157-23  Willets  Point  boulevard,  northwest  cor¬ 
ner  of  Cross  Island  boulevard  (Block  No. 
599,  Lot  No.  83),  Whitestone,  Borough  of 
Queens  (Under  Section  35,  General  City 
Law  re  Bed  of  Mapped  Street). 

682-39-A — East  side  of  Cabot  street,  205.92  ft.  south  of 
Oak  Point  avenue  (Block  No.  2605,  Lot 
No.  350),  Borough  of  The  Bronx  (Under 
Section  35,  General  City  Law  re  Bed  of 
Mapped  Street). 

363-39-A — 1999  Gleason  avenue,  north  side,  100  ft.  west  of 
Pugsley  avenue  (Block  No.  3793,  Lot  No. 
55),  Borough  of  The  Bronx. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  June 
27,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter,  except  cases  which 
have  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 
report  with  recommendation  by  the  committee  of  the  board  : 

cal.  no.  248-39-BZ — Application,  February  28,  1939,  under 
section  21  of  the  building  zone  reso¬ 
lution,  of  Nicholas  J.  Roth,  applicant 
and  lessee,  on  behalf  of  Janssen  Dairy 
Corporation,  owner,  to  permit  in  a 
business  use  district  the  conversion  of 
occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop;  premises  41 


Barker  street,  east  side,  700  ft.  north 
of  Castleton  avenue  (Block  No.  197, 
Lot  No.  34),  West  New  Brighton, 
Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  5,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  July 
5,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  294-39-BZ— Application,  March  8,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Alberta  "Realty  Corporation, 
owner,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  alteration  and  conver¬ 
sion  of  occupancy  of  a  building  occu¬ 
pied  as  a  garage  for  more  than  five  (5) 
motor  vehicles  and  motor  vehicle  re¬ 
pair  shop,  so  as  to  include  a  gasoline 
service  station;  premises  1523-1527 
Bedford  avenue,  east  side,  82  ft.  in¬ 
north  of  Eastern  parkway  (Block  No. 
1260,  part  of  Lot  No.  5),  Borough  of 
Brooklyn. 

cal.  no.  395-39-BZ — Application,  March  30,  1939,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Joseph  B.  Klein,  applicant,  on 
behalf  of  Queensboro  Investing  Com¬ 
pany,  owner  (George  Katz,  lessee),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles ; 
premises  87-02  Northern  boulevard, 
south  side,  between  87th  street  and  88th 
street  (Block  No.  1435,  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 

cal.  no.  805-39-BZ — Application,  March  23,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  B.  Meyers,  applicant, 
on  behalf  of  William  M.  Smith,  owner, 
to  permit  in  a  residence  use  and  also 
“E”  area  district,  the  erection  and 
maintenance  of  a  business  building 
(stores) — also,  said  building  does  not 
conform  with  “E”  area  requirements; 
premises  1601-1611  Avenue  J  and  985- 
995  East  16th  street,  northeast  corner 
(Block  No.  6709,  part  of  Lot  Nos.  47, 
49  and  51),  Borough  of  Brooklyn. 

cal.  no.  424-38-BZ — Application,  May  27,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Mark  J.  Joseph,  applicant,  on  behalf 
of  Emil  Mosbacher,  owner  (Messinger’s 
Restaurant,  Inc.,  lessee),  to  permit 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the 
maintenance  of  an  extension  to  a  busi¬ 
ness  building;  premises  1763  Southern 
boulevard,  west  side,  225  ft.  4  in.  south 
of  Crotona  Park  East  and  1753  Boston 
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road  (Block  No.  2940,  Lot  No.  47), 
Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 

JULY  11,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

405-39-A — 960  East  173rd  street,  southeast  corner  of  Vyse 
avenue  (Block  No.  2996,  Lot  No.  23), 
Borough  of  The  Bronx. 

S60-39-A — 605  16th  street,  north  side,  174  ft.  7  in.  east  ol 
Eleventh  avenue  (Block  No.  5259,  Lot  No. 
31),  Borough  of  Brooklyn. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  July 


11,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  943-38-BZ — Application,  October  27,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Frank  Nardone,  applicant  and 
lessee,  on  behalf  of  F.  C.  A.  Corpora¬ 
tion  and  Edbro  Realty  Corporation, 
owners,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  43-25  43rd 
street,  east  side,  150  ft.  south  of  43rd 
avenue  (Block  No.  162,  Lot  Nos.  9-11 
and  17),  Long  Island  City,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
WEDNESDAY  MORNING,  JUNE  7,  1939 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  May  16,  1939,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
May  16,  1939,  were  approved  as  printed  in  Bulletin  No.  21, 
Vol.  24. 


BUILDING  ZONE  CASES 

235-31-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Pearl  Palatnick, 
owner. 

SUBJECT — Application  reopened  November  22  1938,  on 
order  of  the  Court  (re  decision  of  the  acting 
borough  superintendent  of  buildings)  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station  (previously  denied  by 
the  board). 

PREMISES  AFFECTED — 701-705  Utica  avenue,  east  side, 
100  ft.  south  of  Clarkson  avenue  (Block  No.  4637, 
Lot  No.  41),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  Hardy. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1939  at  10 
A.  M.,  on  request  of  applicant’s  representative. 

467-32-BZ. 

APPLICANT — Fred  Surrey,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
November  3,  1937  (re  decision  of  the  commissioner 
of  buildings)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service 
station  (previously  withdrawn). 

PREMISES  AFFECTED— 1745  Forest  avenue  and  841 
Richmond  avenue,  southeast  corner  (Block  No. 
1477,  Lot  No.  52),  Port  Richmond,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 


ACTION  OF  BOARD — Laid  over  to  June  20,  1939  at  10 
A.  M.,  on  written  request  of  applicant. 


738-38-BZ. 

APPLICANT — Bernard  Trencher,  for  Mary  T.  Hasselman 
and  Anastasia  L.  Bartley,  owners  (Socony- Vacuum 
Oil  Company,  Inc.,  lessee). 

SUBJECT— Application'  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  sections  7a  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district  the  extension  of  a  gasoline 
service  station  and  the  erection  and  maintenance  of 
a  building  to  be  used  as  a  gasoline  service  station, 
office,  lubritory,  auto  laundry  and  for  sale  of 
accessories. 

PREMISES  AFFECTED — 1815-1825  Ocean  avenue,  east 
side,  280  ft.  south  of  Avenue  M  (Block  No.  7656, 
Lot  No.  55  and  part  of  Lot  Nos.  51,  54  and  58), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Oscar  Swift. 

For  Opposition  :  Abram  Shlefstein. 

ACTION  OF  BOARD — Laid  over  to  October  17,  1939  at 
10  A.  M.,  on  request  of  applicant’s  representative. 

49-28-BZ. 

APPLICANT — Safir  and  Kahn,  for  Erndolph  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  April  18,  1939  (re  deci¬ 
sion  of  the  borough  superintendent  of  buildings) 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district,  the  alteration 
and  conversion  of  occupancy  of  second  story  of  an 
existing  building  to  business  use  (previously  granted 
on  condition  re  use  of  first  story  for  business  use). 

PREMISES  AFFECTED — 1710  University  avenue,  east 
side,  50  ft.  north  of  Brandt  place  (Block  No.  2876, 
Lot  No.  102),  Borough 'of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Jesse  Safir,  Lawrence  M.  Rothman 
and  Ernest  Kahn. 

For  Opposition:  None. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  4 
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Negative  .  ^ 

Absent  .  0 

THE  RESOLUTION— 

(49-28-BZ) 

Whereas,  Harry  Rutheiser,  for  Gotham  Realty  Corpora¬ 
tion,  owner,  filed,  January  18,  1928,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  building  to  be  used  as  stores 
on  the  first  story  and  as  dwellings  above;  premises  1710 
University  avenue,  east  side,  50  ft.  north  of  Brandt  place 
(Block  No.  2876,  Lot  No.  102)  Borough  of  The  Bronx; 
and 

Whereas,  this  application  was  granted  by  the  board 
January  8,  1929  on  certain  conditions;  and 

Whereas,  Safir  and  Kahn,  for  Erndolph  Realty  Corpora¬ 
tion,  present  owner,  requested  a  reopening  of  the  application, 
to  permit  the  second  story  to  be  used  for  a  business  use 
restaurant,  catering,  etc. ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
board  April  18,  1939 ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  7,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  University  avenue  is  in  a  resi¬ 
dence  and  business  use  district;  Nelson  avenue  is  in  a 
residence  use  business  use  district;  Brandt  place  is  in  a 
residence  use  district  and  Macombs  road  is  in  a  residence 
and  business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  re  Alt.  Application  No.  712-1938,  dated  March 
15,  1939,  reads : 

“1.  Proposed  alteration  is  contrary  to  Resolution 
approved  by  Board  of  Standards  and  Appeals  under 
Calendar  Number  49-1928,  Building  Zone.” 

and 

Whereas,  the  building  is  non-fireproof,  two  (2)  stories 
in  height,  with  a  frontage  of  100  ft.  and  a  depth  of  60  ft. 
It  is  proposed  to  erect  an  extension  27  ft.  by  approximately 
60  ft.  in  area  at  the  rear  of  the  2nd  story  and  to  convert  the 
occupancy  of  the  2nd  story  from  dwelling  use  to  business 
use  (restaurant,  catering,  etc.) 

Resolved,  that  the  resolution  adopted  by  the  board  on 
January  8,  1929  be  and  it  hereby  is  amended,  so  that  as 
amended  it  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  a  building  not  less  than  two  stories  in 
height  above  grade  shall  be  erected  on  these  premises; 
that  a  variation  as  to  business  use  shall  be  granted  only 
so  far  as  it  affects  the  first  story,  grade  level,  of  any 
building  constructed  thereon ;  that  the  business  use  shall 
be  restricted  to  retail  mercantile  shops  or  stores,  spe¬ 
cifically  precluding  or  prohibiting  the  use,  conduct  and 
operation  of  a  meat  market  or  fish  store ;  that  no  wares 
or  merchandise  shall  be  exposed  or  displayed  outside 
the  building;  that  any  advertising  displayed  shall  be 
confined  and  restricted  to  the  plate  glass  show  windows 
of  the  store  fronts  or  to  flat  wall  signs  on  the  frieze,  of 
the  store  show  windows ;  that  the  facade  of  the  building 
shall  be  completed  substantially  in  accordance  with  the 
design  submitted  in  this  appeal. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  occupy  the  2nd  story  for  business  uses,  consisting  of 
a  restaurant,  as  has  been  permitted  by  the  building  de¬ 
partment  since  prior  to  the  present  ownership,  such  use 
may  be  permitted  on  condition  that  the  2nd  floor  shall 
not  be  further  extended  beyond  the  present  area  and  that 
no  addition  in  height  or  area  shall  be  constructed;  that 
no  cabaret  license  shall  be  granted;  that  no  other  use 
shall  be  made  of  the  2nd  floor,  than  the  restaurant  herein 


permitted  or  residential  use;  that  no  signs  shall  be 
erected  on  the  premises  extending  beyond  the  building 
line  or  roof  signs  shall  be  permitted;  that  in  all  other 
respects  the  resolution  adopted  by  the  board  on  January 
8,  1929  shall  be  complied  with,  except  that  the  existing 
cellar  bakery  extension  may  be  continued,  but  not  further 
extended  or  enlarged.” 


645-29-BZ 

APPLICANT — Charles  B.  Meyers,  for  William  M.  Smith, 

owner.  . 

SUBJECT — Application  reopened  March  28,  1939  (re  deci¬ 
sion  of  the  acting  borough  superintendent  of  build¬ 
ings)  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  use,  and,  also,  E 
area  district,  the  erection  and  maintenance  of  a 
business  building  (stores) — also,  said  building  does 
not  conform  with  “E”  area  requirements. 
PREMISES  AFFECTED— 1601-1611  Avenue  J  and  985- 
995  East  16th  street,  northeast  corner  (Block  No. 
6709,  part  of  Lot  Nos.  47,  49  and  51),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  William  M.  Smith. 

For  Opposition:  None. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  J 

Negative  .  J 

THE  RESOLUTION— 

(645-29-BZ) 

Whereas,  this  application  to  permit  in  a  residence  use 
district,  the  erection  of  a  business  building,  premises :  1601- 
1611  Avenue  J,  northeast  corner  of  East  16th  street  (Bloc! 
No.  6709,  part  of  Lot  Nos.  47,  49  and  51),  Borough  oi 
Brooklyn,  was  withdrawn  May  7,  1930;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
board  March  28,  1939  and  owner  requested  that  this  actior 
of  the  board  be  rescinded  and  that  he  be  permitted  to  file 
a  new  application,  as  the  previous  application  had  been  with¬ 
drawn. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe: 
hereby  amend  its  action  of  March  28,  1939,  reopening  the 
application  and  restoring  same  to  calendar,  and  does  hereb] 
accept  a  new  application  on  these  premises,  said  applicatioi 
to  be  given  new  calendar  number. 


259-39-BZ. 

APPLICANT— Michael  Lordi,  owner  (Lena  Lordi,  lessee) 
SUBJECT— Application  (re  decision  of  the  borough  super 
intendent  of  buildings)  under  sections  21  and  7; 
of  the  building  zone  resolution,  to  permit  in  a  resi 
dence  use  district,  the  maintenance  of  a  garage  fo 
six  (6)  motor  vehicles. 

PREMISES  AFFECTED— 57-18  to  57-24  Granger  streel 
south  side,  131  ft.  east  of  Martense  avenue  (Bloc! 
No.  1950,  Lot  No.  46),  Corona,  Borough  c 
Queens. 

APPEARANCES— 

For  Applicant:  Meyer  Wilen  and  Frank  Lordi. 
For  Opposition:  Stephen  Simon,  Jacob  Rockowe 
and  Anna  Simon. 

For  Administration:  Joseph  Ferro,  Department  c 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  conditioi 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . 

Absent  . 
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THE  RESOLUTION— 

(259-39-BZ) 

Whereas,  Michael  Lordi,  owner  (Lena  Lordi,  lessee), 
filed  February  28,  1939,  an  application  under  sections  21  and 
7a  of  the  building  zone  resolution,  to  permit  in  a  residence 
use  district,  the  maintenance  of  a  garage  for  six  (6)  motor 
vehicles,  premises:  57-18  to  57-24  Granger  street,  south  side, 
131  ft.  east  of  Martense  avenue  (Block  No.  1950,  Lot  No’ 
46),  Corona,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet- 
inoi  June  7,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Granger  street  is  in  a  residence 
and  business  use  district ;  Xenia  street  is  in  a  residence  and 
business  use  district ;  Martense  avenue  is  in  a  business  use 
district  and  Otis  avenue  is  in  a  business,  residence  and  un¬ 
restricted  use  district;  and 

I  \\  hereas,  the  decision  of  the  borough  superintendent  of 
buildings,  re  Alt.  Application  No.  48-39,  dated  January  25 
1939,  as  amended  February  28,  1939,  reads: 

2.  Note  extending  a  four  car  garage  in  a  residence 
district  (capacity  to  be  increased  to  six  cars)  Contrary 
to  Zone  Resolution  Art.  2,  Sec.  3.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  80  ft.  and  a  depth  of  100  ft.  Upon  the  plot 
there  is  located  a  building  36  ft.  by  68  ft.  in  area;  the  front 
part  of  the  building'  (36  ft  by  48  ft.  in  area)  is  occupied 
as  a  garage  for  four  (4)  motor  vehicles.  It  is  proposed  to 
occupy  part  of  the  rear  portion  of  the  building  as  a  garage 
for  two  (2)i  motor  vehicles ;  and 

,  ^  hereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committe  of  the  board;  and 
Whereas,  the  board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis- 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  21 
for  a  term  of  five  (5)  years  from  the  date  of  this  resolu¬ 
tion,  to  permit  the  continuance  of  the  existing  garage  build- 
!n?!  as  permitted  by  the  borough  superintendent  of 
buildings,  and  as  shown  on  filed  plans  marked  “Received 
February  28,  1939”,  on  condition  that  the  building  shall  not 
be  further  extended  in  height  or  area ;  that  the  total 
number  of  motor  vehicles  stored  within  the  building  shall 
at  no  time  exceed  eight  (8)  ;  that  there  shall  be  no  motor 
vehicles  stored  in  the  unbuilt  upon  portion  of  the  prem¬ 
ises;  that  there  shall  be  no  material  of  any  description 
stored  on  the  premises;  that  any  existing  material  shall 
be  completely  removed;  that  there  shall  be  erected  on  the 
interior  lot  lines,  where  walls  of  existing  building  do  not 
occur,  a  substantial  woven  wire  fence  not  less  than  6  ft.  in 
height;  that  .there  shall  be  erected  on  the  street  building 
line  of  Granger  street,  where  the  walls  of  existing  building 
do  not  occur,  a  brick  wall  not  less  than  12  in.  in  thickness 
and  not  less  than  7  ft.  in  height  continuously  with  no  open¬ 
ings  therein,  except  one  entrance  not  over  12  ft.  in  width 
and  which  entrance  shall  be  provided  with  a  substantial 
wooden  gate  of  solid  material ;  that  the  existing  door  to  the 
garage  building  directly  from  Granger  street  shall  be  re¬ 
moved  and  masonry  substituted  and  that  all  curbs  shall  be 
restored  where  curb  cuts  now  exist,  except  a  curb  cut 
opposite  the  entrance  gate ;  that  no  signs  shall  be  erected 
on  the  premises;  that  the  existing  gasoline  pump  may  be 
continued,  provided  gasoline  is  solely  for  the  supply  of  the 
motor  vehicles  owned  by  the  present  owner;  that  in  the 
event  the  present  use  of  the  property  is  discontinued  before 
the  termination  of  the  five  (5)  year  term  herein  granted, 
the  use  shall  be  discontinued ;  that  no  automobile  repairing 
shall  be  permitted  on  the  premises ;  that  in  all  other  respects 
the  building  and  occupancy  of  the  building  and  premises 


shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto  and  that  the  building  zone  resolution  shall  be  com¬ 
plied  with  in  all  respects  other  than  as  varied  herein ;  that 
all  permits  shall  be  obtained  and  all  work  completed  within 
six  months  from  the  date  of  this  resolution. 


281-39-BZ. 

APPLICANT — Herman  Kron,  for  Harold  R.  Medina, 
Eugene  A.  Sherpick,  William  B.  Symes,  Jr.,  George 
G.  Schreiber  and  The  Cathedral  of  St.  John  the 
Divine  in  the  City  and  Diocese  of  New  York, 
owners. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station  and,  also,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 1607-1613  Lexington  avenue 
and  140  East  102nd  street,  southeast  corner  (Block 
No.  1629,  Lot  Nos.  150,  51,  52  and  53),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Herman  Kron  and  Eugene  A. 

Sherpick. 

For  Opposition :  A.  Grossman,  Christian  Meyers, 
I.  Herman  Hirsch,  Russel  Gjertsen,  St. 

George,  St.  Demetreos,  Rev.  H.  Andriopoulos 
and  others. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Walsh  4 

Absent  .  0 

THE  RESOLUTION— 

(281-39-BZ) 

Whereas,  Herman  Kron,  for  Harold  R.  Medina,  Eugene 
A.  Sherpick,  William  B.  Symes,  Jr.,  George  G.  Schreiber 
and  The  Cathedral  of  St.  John  the  Divine  in  the  City  and 
Diocese  of  New  York,  owners,  filed  March  6,  1939,  an 
application  under  section  21  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and  also,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  premises: 
1607-1613  Lexington  avenue  and  140  East  102nd  street, 
southeast  corner  (Block  No.  1629,  Lot  Nos.  150,  51,  52  and 
53),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  7,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Lexington  avenue  is  in  a  busi¬ 
ness  use  district;  East  102nd  street  is  in  a  business  use 
district;  East  101st  street  is  in  a  business  use  district  and 
Third  avenue  is  in  a  business  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings  re  N.B.  Application  No.  198-1938,  dated  March  2, 
1939,  reads : 

“Proposed  erection  of  gasoline  service  station  and 
parking  and  storage  of  more  than  5  automobiles  is  con¬ 
trary  to  the  Zoning  Resolution  Art.  2,  Sec.  4,  subd.  15 
and  46.” 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  80  ft.  on  East  102nd  street  and  100  ft.  on 
Lexington  avenue.  It  is  proposed  to  erect  upon  the  site 
a  one  story  structure,  22  ft.  by  32  ft.  8  in.  in  area,  to  be 
used  as  office  and  lubritorium ;  the  necessary  tanks  and 
pumps  for  a  gasoline  service  station  and  also,  to  use  the 
plot  for  parking  and  storage  of  more  than  five  motor 
vehicles ;  and 

Whereas,  the  premises  and  the  surrounding  property 
were  inspected  by  a  committee  of  the  board;  and 
Whereas,  the  board  deemed  that  the  applicant  failed  to 
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substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  for  a  gasoline  station  and  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  and  that  there 
was  no  justification  for  the  exercise  of  its  discretion  to 
grant  a  zoning  variance  under  Section  7,  Subdivision  H  for 
the  use  of  the  plot  for  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
as  to  N.B.  Application  No.  198-38,  be  and  it  hereby  is 
affirmed  and  that  the  application  be  and  it  hereby  is  denied- 


522-39-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Green  Bus  Lines, 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  an  undeter¬ 
mined  use,  “F”  area  district,  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a  garage  for 
more  than  five  (5)  motor  vehicles,  motor  vehicle 
repair  shop,  welding  shop,  paint  shop  and,  also,  a 
parking  space  for  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 147-02  to  147-20  147th  avenue, 
southwest  corner  of  148th  street  (Block  No.  4232, 
Lot  No.  1),  South  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  William 
Cooper. 

For  Opposition :  Hyman  Winograd,  Ernest  Zito, 
Albert  Palmieri  and  Ida  Strazzeri. 

ACTION  OF  BOARD — 'Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(522-39-BZ) 

Whereas,  Lama  and  Proskauer,  for  Green  Bus  Lines, 
Inc.,  owner,  filed  April  25,  1939,  an  application  under  section 
21  of  the  building  zone  resolution,  to  permit  in  an  undeter¬ 
mined  use,  “F”  area  district,  the  erection  and  maintenance 
of  a  building  to  be  used  as  a  garage  for  more  than  five 
motor  vehicles,  motor  vehicle  repair  shop,  welding  shop, 
paint  shop  and  also  a  parking  space  for  more  than  five 
motor  vehicles;  premises:  147-02  to  147-20  147th  avenue, 
southwest  corner  148th  street  (Block  No.  4232,  Lot  No.  1), 
South  Jamaica,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  June  7,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  147th  avenue  is  in  an  undeter¬ 
mined  use  and  “F”  area  district ;  150th  avenue  is  in  an 
undetermined  use  and  “F”  area  district ;  147th  street  is  in 
an  unrestricted  use  and  “F”  area  district  and  148th  street 
is  in  an  undetermined  use  and  “F”  area  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  re  N.B.  Application  No.  2058-39,  dated  March  31, 
1939,  as  amended  on  May  17,  1939,  reads : 

“The  proposed  garage  for  more  than  5  motor  vehicles, 
repair  shop,  welding  shop,  paint  shop  and  parking  space 
for  more  than  5  cars  is  within  an  undetermined  “F” 
district.  Provide  proper  setbacks  from  street  as  per 
‘F  district.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  200  ft.  on  147th  avenue,  552  ft.  on  148th  street 
and  600  ft.  on  147th  street.  It  is  proposed  to  erect  upon  the 
plot  a  one  story  fireproof  building,  199  ft.  4  in.  by  100  ft. 
in  area,  to  be  used  as  a  garage  for  more  than  five  (5)  motor 
vehicles,  motor  vehicle  repair  shop,  welding  shop  and  paint 


shop.  This  structure  will  have  a  set  back  of  4  inches  from 
each  street  line  instead  of  the  required  15  feet  set  back  from 
the  building  line.  It  is  proposed  to  occupy  the  remainder 
or  the  plot  for  parking  and  storage  of  more  than  five  (5) 
motor  vehicles ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board,  prior  to  the  hearing, 
in  order  to  be  informed  as  to  condition;  and 

Whereas,  the  board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  entitled  to  relief  on 
the  grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section  21, 
to  permit  the  construction  of  the  building,  as  proposed, 
without  the  required  setbacks  from  street,  on  condition  that 
the  building  shall  be  of  a  size  and  location  on  Block  4232, 
as  shown;  that  the  space  of  75  ft.  between  the  building  and 
147th  avenue  shall  be  unbuilt  upon ;  that  in  all  other  re¬ 
spects  the  requirements  of  the  building  zone  resolution  shall 
be  complied  with ;  and  that  all  permits  shall  be  obtained 
and  all  work  completed  within  one  (1)  year  from  the  date 
of  this  resolution. 

APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
1009-38- A. 

APPLICANT — Stephen  Simon,  adjacent  property  owner. 
OWNER  OF  PREMISES — Michael  Lordi. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings,  re  Revocation  of  Certificate 
of  Occupancy  No.  3458  and  Permit  No.  9025-35. 
PREMISES  AFFECTED— 57-16  Granger  street,  south 
side,  136  ft.  east  of  Martense  avenue  (Block  No. 
1950,  Lot  No.  46),  Corona,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Stephen  Simon  and  Anna  Simon. 
For  Owner :  Meyer  Wilen  and  Frank  Lordi. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  dismissed  in  view  of  action 
taken  by  board  in  Cal.  No.  259-39-BZ. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

N  egative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(1009-38-A) 

Whereas,  Stephen  Simon,  adjacent  property  owner,  filed 
November  9,  1938,  an  appeal  with  the  Board  of  Standards 
and  Appeals  from  a  decision  of  the  borough  superintendent 
of  buildings,  relative  to  the  revocation  of  certificate  of 
occupancy  No.  3458  and  permit  No.  9024-35,  affecting 
premises  57-16  Granger  street,  south  side,  136  ft.  east  of 
Martense  avenue  (Block  No.  1950,  Lot  No.  46),  Corona, 
Borough  of  Queens ;  and 

Whereas,  this  appeal  was  placed  on  the  reserved  calendar, 
pending  action  by  the  board  on  the  building  zone  application 
affecting  these  premises ;  and 

Whereas,  under  Cal.  No.  259-39-BZ,  the  board  has  varied 
the  application  of  the  use  district  regulations  of  the  building 
zone  resolution  as  affecting  these  premises. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed, 
in  view  of  the  action  taken  by  the  board  under  Cal.  No. 
259-39-BZ. 


606-39-A. 

APPLICANT — Lama  and  Proskauer,  for  Green  Bus  Lines, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 
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PREMISES  AFFECTED— 147-02  to  147-20  147th  avenue, 
southwest  corner  of  148th  street  (Block  No.  4232^ 
Lot  No.  1),  South  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  J.  B. 
Williamson. 

For  Opposition:  None. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  4 


N  egative  .  q 

Absent  .  q 


THE  RESOLUTION— 

(606-39- A) 

Whereas,  Lama  and  Proskauer,  for  Green  Bus  Lines, 
Inc.,  owner,  filed  May  9,  1939,  an  appeal  from  a  decision 
of  the  borough  superintendent  of  buildings,  affecting  prem¬ 
ises  147-02  to  147-20  147th  avenue,  southwest  corner  of 
148th  street  (Block  No.  4232,  Lot  No.  1),  South  Jamaica, 
Borough  of  Qt^eens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
on  N.B.  Applic.  No.  2058-39,  dated  May  8,  1939,  reads: 

“2.  Building  must  be  of  fireproof  construction,  area 
of  building  20,000  sq.  ft.,  faced  on  3  streets,  allowable 
area  for  non-fireproof  building  15,000  sq.  ft.,  sect.  4.2.1. 
Unless  the  steel  is  fireproofed  or  a  soffet  slab  provided 
this,  contruction  does  not  meet  the  requirements  of 
section  4.2.1  for  a  fireproof  building. 

20.  Fireproof  ceiling  over  repair  shop.” 

and 

Whereas,  the  proposed  building  will  be  200  ft.  by  100  ft 
in  area.,  one  story  (17  ft.)  in  height,  on  a  plot  200  ft.  by 
a 50  ft.  in  area  and  occupied  as  a  maintenance  building  for 
the  Green  Bus  Lines,  Inc. ;  and 

Whereas,  the  applicant  contends  that  objection  No.  2 
refers  to  section  4.2.1  requiring  a  fireproof  building;  that 
objection  No.  20  calls  for  fireproofing  of  repair  shop. 
Section  10.2.8  distinctly  states :  “In  one-story  structures 
the  protective  covering  may  be  omitted  from  members  of 
trusses,  including  beams  and  subpurlins”;  that  in  this  build- 
ing  it  is  proposed  to  use  a  2  inch  Gypsum  Plank  which  has 
been  approved  by  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.B.  Applic.  No.  2058-39  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  objec¬ 
tions  No.  2  and  No.  20,  permitting  the  building  to  be  con¬ 
structed  as  proposed,  on  condition  that  it  shall  not  be  in¬ 
creased  in  height  or  area;  that  no  standpipe  system  need 
be  installed,  provided  such  portable  fire-fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  may  direct  • 
that  in  all  other  respects,  the  building  shall  meet  the  require¬ 
ments  of  all  laws,  rules  and  regulations  as  to  construction 
and  occupancy,  except  as  modified  under  Cal.  No.  522-39-BZ. 


Adjourned,  1:15  P.M. 

Edward  V.  Barton,  Chief  Clerk. 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  JUNE  7,  1939 

Present .  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 


BUILDING  ZONE  CASES 

148-35-BZ. 

APPLICANT — William  J.  Minogue,  for  170  Dyckman 
Street  Corporation,  owner. 


SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  com¬ 
missioner  of  buildings)  under  sections  7a  and  21 
of  the  building  zone  resolution,  permitting  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  the  alteration  and  change  of  occupancy 
of  a  garage  (previously  granted  by  the  board)  to 
a  retail  department  store. 

PREMISES  AFFECTED — 168-170  Dyckman  street,  west 
side,  100  ft.  north  of  Sherman  avenue  (Block  No. 
2175,  Lot  No.  70),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  William  J.  Minogue,  R.  A.  Hoff¬ 
man,  Morris  Green  and  Sidney  Pollack. 

For  Opposition :  J.  S.  Wikler,  Sara  Spencer,  Bar¬ 
nett  F.  Kozelman  and  G.  Halpern. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  Q 


604-37-BZ. 

APPLICANT — Marjorie  Macormack,  for  Estate  of  A.  S. 

Robbins,  owner  (William  Macormack,  lessee). 
SUBJECT— Application  reopened  and  restored  to  calendar 
April  18,  1939  re  Order  of  the  Court  — re  Applica¬ 
tion  (decision  of  the  commissioner  of  buildings) 
under  section  7h  of  the  building  zone  resolution 
to  permit  in  a  business  use  district,  the  maintenance 
of  a  parking  space  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  (previously  de¬ 
nied  by  the  board). 

PREMISES  AFFECTED — 266-276  Clarkson  avenue,  south 
side,  139  ft.  71/  in.  west  of  Nostrand  avenue 
(Block  No.  5068,  Lot  Nos.  41  and  46),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Michael  Potter  and  Marjorie 
Macormack. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(604-37-BZ) 

Whereas,  Marjorie  Macormack,  for  William  Macormack, 
lessee,  Estate  of  A.  S.  Robbins,  owner,  filed  December  20, 
1937,  an  application  under  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years  the  maintenance  of  a  park¬ 
ing  space  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises :  266-276  Clarkson  avenue,  south 
side,  139  ft.  7]/2  in.  west  of  Nostrand  avenue  (Block  No. 
5066,  Lot  Nos.  41  and  46),  Borough  of  Brooklyn;  and 
Whereas,  this  application  was  denied  by  the  board 
November  1,  1938  and  reopened  by  vote  of  the  board  April 
18,  1939,  having  been  remitted  to  the  board  for  further  con¬ 
sideration  by  the  Supreme  Court ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Bqard  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  7,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Clarkson  avenue  is  in  a 
business  and  unrestricted  use  district;  Lenox  road  is  in  a 
residence  and  business  use  district;  Nostrand  avenue  is  in 
a  business  use  district;  Rogers  avenue  is  in  a  business  use 
district;  and 
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Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  December  20,  1937,  re  App.  No.  18713-37, 
reads : 

“Proposed  parking  and  storage  of  more  than  5  cars 
in  a  business  district  contrary  to  Building  Zone  Resolu¬ 
tion,  Art.  2,  Section  4,  Par.  15.  Therefore  application 
is  disapproved.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  150  ft.  and  a  depth  of  200  ft.,  on  which  there 
are  several  structures,  as  shown  on  filed  plans.  It  is 
propczed  to  occupy  the  vacant  portion  of  the  premises,  for 
a  .temporary  period  of  not  more  than  two  (2)  years,  for 
parking  and  storage  of  more  than  5  motor  vehicles ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board  and  the  committee 
found  that  while  the  unrestricted  area  is  within  a  short  dis¬ 
tance  across  Nostrand  avenue,  it  appears  also  to  be  true  that 
the  facilities  available  there  are  either  undesirable  or  limited 
and  that  this  application  may  be  considered  a  borderline 
case  and  that  a  variation  should  be  granted  for  a  tem¬ 
porary  period  with  such  restrictions  as  to  protect  the  adjoin¬ 
ing  and  neighboring  properties. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  to  permit  the  premises  under  appeal  to  be  occupied 
for  the  storage  and  parking  of  more  than  five  (5)  motor 
vehicles  for  a  temporary  period  of  two  (2)  years  from  the 
date  of  this  resolution,  on  condition  that  only  those  of  the 
pleasure  car  type  shall  be  so  stored  and  parked;  that  the 
vacant  portion  of  the  plot  shall  be  leveled  substantially  to 
the  grade  of  Clarkson  avenue  and  surfaced  with  steam 
cinders,  clean  gravel  or  other  suitable  material,  properly 
rolled  and  bound  to  prevent  dusting ;  that  there  shall  be 
erected  on  the  street  line  of  the  premises,  a  substantial 
woven  wire  fence  not  less  than  6  feet  in  height  with  not 
over  one  opening  to  Clarkson  avenue  toward  the  easterly 
side ;  that  such  opening  shall  not  exceed  15  feet  in  width 
with  a  curb  cut  opposite  of  similar  width;  that  behind  the 
woven  wire  fence  and  parallel  thereto,  there  shall  be 
maintained  a  continuous  space  not  less  than  5  feet  in 
width  which  shall  be  solidly  planted  with  hedge  material,  as 
a  shield  and  protection  from  lights  penetrating  to  the  resi¬ 
dential  buildings  on  the  opposite  side  of  Clarkson  avenue ; 
that  proper  bumpers  shall  also  be  installed  to  prevent  dam¬ 
age  to  such  hedge;  that  on  all  other  interior  lot  lines,  a 
substantial  fence  shall  be  maintained  not  less  than  4  feet  in 
height;  that  proper  aisles  shall  be  maintained  at  all  times 
for  easy  entrance  and  egress ;  that  during  the  term  of  this 
variance,  the  plot  shall  be  used  for  no  other  purpose  than 
as  granted  herein;  that  such  portable  fire-fighting  appliances 
shall  be  installed  and  maintained  as  the  commissioner  shall 
direct ;  that  no  signs  shall  be  erected  on  the  premises,  except 
that  there  may  be  a  sign  attached  to  the  fence  near  the 
entrance,  advertising  the  parking  and  storage  use,  which 
sign  shall  not  exceed  15  square  feet  in  area  and  which  shall 
not  extend  beyond  the  street  building  line ;  that  any  lights 
for  general  illumination  shall  be  erected  on  pipe  uprights 
and  have  metal  reflectors  so  arranged  as  to  reflect  the  light 
away  from  the  adjoining  occupancies;  that  all  permits  re¬ 
quired  shall  be  obtained  and  all  work  completed  within  six 
months  from  the  date  of  this  resolution. 


145-38-BZ. 

APPLICANT — William  H.  Van  Houten,  for  Mabel  Agas¬ 
siz,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  sections  7h  and 
21  of  the  building  zone  resolution  to  permit  in  a 
residence  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 475  West  146th  street,  north 


side,  100  ft.  east  of  Amsterdam  avenue  (Block 
No.  2061,  Lot  Nos.  5  and  6),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  W.  H.  Van  Houten. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(145-38-BZ) 

Whereas,  William  H.  Van  Houton,  for  Mabel  Agassiz, 
owner,  filed  March  8,  1938,  an  application  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises:  475  West  146th  street,  north  side,  100 
ft.  east  of  Amsterdam  avenue  (Block  No.  2061,  Lot  Nos. 
5  and  6),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting  June  7,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  146th  street  and  West 
147th  street  are  in  a  residence  and  business  use  district  and 
Amsterdam  avenue  is  in  a  business  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  February  8,  1938,  as  amended  November 
21,  1938,  reads  : 

“Relative  to  your  application  for  a  certificate  of 
occupancy  for  the  use  of  the  above  premises  for  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  you  are  advised  that  same  has  been  denied 
for  the  reason  that  the  premises  is  located  in  a  resi¬ 
dence  district  and  this  occupancy  is  prohibited  by  Sec¬ 
tion  3  of  the  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  50  ft.  and  a  depth  of  100  ft.  It  is  proposed 
to  use  the  plot  for  a  temporary  period  of  not  more  than 
two  (2)  years  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  there  existed  a  tempo¬ 
rary  hardship  in  view  of  the  limited  use  and  that  there  is 
justification  for  exercise  of  discretion  under  section  21  of 
the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted  for  a  temporary 
period  of  two  years  from  the  date  of  this  resolution  to 
permit  the  premises  under  appeal  to  be  occupied  as  a  private 
storage  lot  for  not  over  thirty  (30)  motor  vehicles  of  the 
pleasure-car  type  only,  prohibiting  any  commercial  cars  or 
trucks ;  on  condition  that  there  shall  be  erected  on  the  street 
building  line  a  substantial  fence  with  gate  thereto,  which 
shall  remain  locked  at  all  times,  except  during  the  hours 
of  the  morning  and  evening  when  the  cars  are  taken  in  and 
out ;  that  the  curb  cut  opposite  such  gate  shall  not  exceed 
12  feet  in  width ;  that  no  signs  shall  be  erected  on  the 
premises ;  and  that  all  permits  shall  be  obtained  within  three 
months  from  the  date  of  this  resolution. 


122-39-BZ. 

APPLICANT — T.  H.  Engelhardt,  for  The  Cord  Meyer 
Company,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7c  and  21 
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of  the  building  zone  resolution,  to  permit  partly  in 
a  residence  use  district  and  partly  in  a  business 
use  district,  the  erection  and  maintenance  of  a 
business  building  (stores  and  motion  picture  the¬ 
atre). 

PREMISES  AFFECTED — 88-20  to  88-28  Roosevelt  ave- 
nue,  south  side,  97.05  ft.  west  of  Case  street,  89-27 
to  89-41  Elmhurst  avenue  and  40-19  to  40-35  Den¬ 
man  avenue  (Block  No.  1510,  part  of  Lot  No  l) 
Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  J.  M.  Adikes. 

bor  Opposition:  Fred  Rosenberg  and  Samuel  Alt- 
sholer. 

ACIION  Ob  BOARD' — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  . "  .  0 

THE  RESOLUTION— 

(122-39-BZ) 

Whereas,  T.  H.  Engelhardt,  for  The  Cord  Meyer  Com- 
pany,  owner,  filed  February  2,  1939,  an  application  under 
the  building  zone  resolution,  to  permit  partly  in  a  residence 
use  and  partly  in  a  business  use  district,  the  erection  and 
maintenance  of  a  business  building  (stores  and  motion  pic¬ 
ture  theatre)  ;  premises:  88-20  to  88-28  Roosevelt  avenue 
south  side,  97.05  ft.  west  of  Case  street,  89-27  to  89-41 
Elmhurst  avenue  and  40-19  to  40-35  Denman  avenue  (Block 

and  Part  LOt  ^°’  Bdrnhurst>  Borough  of  Queens; 

Whereas,  a  public  hearing  was  held  on  this  application 
y  the  Board  of  Standards  and  Appeals  at  its  regular  meet- 
mg  June  7  1939,  after  due  notice  by  publication  in  the 
bulletin  ot  the  Board  of  Standards  and  Appeals;  and 
YV  hereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Roosevelt  avenue  is  in  a 
business  use  district;  Denman  avenue,  Elmhurst  avenue 
and  LaSC  Stre6t  arG  m  a  residence  and  business  use  district ; 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings  re  N.B.  10584-1938,  dated  January  12,  1939,  reads: 

I  he  erection  of  a  business  building  extending  into 
a  residence  district  is  contrary  to  Art.  2.  Sect.  3  of  the 
Zone  Law.  Not  further  considered” 
and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  231  ft.  on  Denman 
avenue,  131  ft.  on  Elmhurst  avenue  and  98  ft.  on  Roosevelt 
avenue.  The  northerly  portion  of  the  plot  is  located  in  a 
business  use  district  and  the  southerly  portion  is  in  a  resi¬ 
dence  use  district ;  it  is  proposed  to  erect  upon  the  site  a  one 
story  structure  to  be  occupied  as  fifteen  (15)  stores  and 
a  one  story  and  mezzanine  structure  to  be  occupied  as  a 
motion  picture  theatre  seating  600  persons ;  and 
•  ^  npsAS,  Biese  premises  and  the  surrounding  area  were 

inspected  by  a  committee  of  the  board  and  the  committee 
alter  a  public  hearing,  gave  consideration  to  all  the  facts 
and  recommended  the  denial  of  the  application  without 
prejudice,  however,  to  a  renewal  of  same  on  a  different 
proposition,  which  may  include  a  slight  extension  into  the 
residential  area. 

on^N^' inSjfeV tKC  decjs!on  of  the  borough  superintendent 
1 0584-38,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


of  part  of  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  board)  so  as 
to  include  a  gasoline  service  station 
PREMISES  AFFECTED— 2275-2291  Bedford  avenue  and 
2301-2309  Albemarle  road,  northeast  corner  (Block 
No.  5110,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Michael  Mario. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU- 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  o 

Absent  .  q 

THE  RESOLUTION— 

(424-19-BZ) 

Whereas,  on  August  5,  1919,  the  board  granted  a  varia¬ 
tion  in  the  application  of  the  use  district  regulations  of  the 
building  zone  resolution  to  permit  in  a  business  use  district 
the  erection  of  a  garage  for  more  than  five  motor  vehicles ; 
premises:  2275-2291  Bedford  avenue  and  2301-2309  Albe¬ 
marle  road,  northeast  corner  (Block  No.  5110,  Lot  No.  1), 
Borough  of  Brooklyn;  and 

Whereas,  this  application  was  granted  by  the  board  on 
certain  conditions  and  the  owner  requested  an  amendment 
to  the  resolution,  to  permit  an  additional  gasoline  tank  and 
pump  to  be  installed  inside  the  garage ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  re  Misc.  Application  No.  2534-39,  dated  May  23, 
1939,  reads : 

“2.  Referred  to  Board  of  Standards  and  Appeals  for 
permission,  to  install  an  additional  gasoline  tank.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend,  its  resolution  of  August  5,  1919,  by  adding 
thereto : 

that  an  additional  550  gallon  gasoline  tank  complying 
with  all  requirements  therefor  and  an  additional  gaso¬ 
line  pump  may  be  erected  within  the  garage,  located 
generally  as  shown  on  plans  marked  ‘Received  May  26, 
1939. 


424-19-BZ. 

SFPHTT1^!  Michael  Mario,  for  Henry  Newman,  owner. 
oLHjnL.1  Application  for  consideration — reopening  and 
amendment— re  Application  (decision  of  the  com- 
missioner  of  buildings)  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district,  the  alteration  and  change  of  occupancy 
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APPLICANT — J.  Henry  Walters,  for  Brooklyn  Ridgewood 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
commissioner  of  buildings)  under  sections  7c  and 
21  of  the  building  zone  resolution,  permitting  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  a  theatre. 

PREMISES  AFFECTED — 4921-49 23  Fifth  avenue,  514- 
534  49th  street  and  513-533  50th  street  (Block  No. 
784,  Lot  No.  2),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  J.  Henry  Walters. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . . . * _ q 

Absent  .  q 

THE  RESOLUTION— 

(460-26-BZ) 

Whereas,  this  application  affecting  premises  4921-4923 
Fifth  avenue,  514-534  49th  street  and  513-533  50th  street 
(Block  No.  784,  Lot  No.  2),  Borough  of  Brooklyn,  was 
granted  by  the  board  February  19,  1935,  on  certain  condi¬ 
tions,  resolution  amended  May  5,  1936,  February  16  1937 
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and  May  10,  1938  and  applicant  requested  a  further  exten¬ 
sion  of  time. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
February  19,  1935  as  amended  May  10,  1938,  be  and  it 
hereby  is  amended,  only  so  far  as  it  has  reference  to  the 
filing  of  plans  and  completion  of  work,  so  that  as  amended 
that  portion  of  the  resolution  will  read : 

“that  all  plans  shall  be  filed  and  all  work  involved 
completed  within  one  year  from  August  16,  1939.” 


6-27-BZ. 

APPLICANT — Frank  S.  Parker,  for  Ortcar  Realty  Cor¬ 
poration,  owner  and  Daniel  W.  Blumenthal,  trustee. 

SUBJECT — Application  for  consideration — amendment — re 
Application  (decision  of  the  borough  superintend¬ 
ent  of  buildings)  under  section  21  of  the  building 
zone  resolution,  permitting  in  a  business  use  dis¬ 
trict,  the  inclusion  of  a  motor  vehicle  repair  shop 
in  an  existing  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  board).  (Re¬ 
opened  February  21,  1939,  subject  to  usual  pro¬ 
cedure.) 

PREMISES  AFFECTED— 211-225  West  61st  street,  north 
side,  400  ft.  east  of  West  End  avenue  (Block  No. 
1153,  Lot  Nos.  17  to  24,  inclusive),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Frank  S.  Parker. 

ACTION  OF  BOARD — Action  of  the  board  of  February 
21,  1939,  rescinded  and  resolution  amended. 

THE  VOTE  TO  RESCIND  ACTION  OF  FEBRUARY 
21,  1939  AND  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(6-27-BZ) 

Whereas,  this  application  affecting  premises  211-225  West 
61st  street,  north  side,  400  ft.  east  of  West  End  avenue 
(Block  No.  1153,  Lot  Nos.  17  to  24  inclusive),  Borough 
of  Manhattan,  was  granted  by  the  board,  March  8,  1927, 
on  certain  conditions,  resolution  amended  June  28,  1927  and 
June  1,  1938  and  owner  requests  a  further  amendment;  and 
Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  rescind  its  action  of  February  21,  1939,  reopening 
this  application  subject  to  usual  procedure  and  does  hereby 
amend  the  resolution  adopted  by  the  board  on  June  28,  1927 
as  amended  June  1,  1938  so  that  as  amended  it  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted, 
on  condition  that  the  building  shall  not  exceed  a  height 
of  six  (6)  stories  above  sidewalk  grade;  that  the 
building  shall  be  constructed  fireproof  throughout; 
that  it  shall  be  equipped  with  a  sprinkler  and  standpipe 
system  throughout ;  that  the  requirements  of  the  zon¬ 
ing  regulations  as  to  area,  rear  yards,  etc.,  shall  be 
complied  with  in  all  other  respects ;  that  the  facade 
shall  be  finished  substantially  in  accordance  with  the 
photostats  filed  in  this  case ;  that  in  the  event  portion 
of  the  building  is  occupied  by  a  concern  dealing  in 
taxicabs,  that  one  floor  may  be  devoted  to  repairing 
and  conditioning  such  motor  vehicles,  on  condition 
that  the  work  shall  be  done  mainly  with  hand  tools 
and  provided  that  any  acetylene  burning  or  welder  or 
paint  spraying  are  in  accordance  with  all  laws  and 
rules  applicable  thereto  and  subject  to  legal  permits, 
that  in  the  event  one  of  the  upper  floors  is  occupied 
by  a  concern  conducting  a  coat,  apron  and  linen  serv¬ 
ice,  as  well  as  storage  of  motor  vehicles  used  in  con¬ 
junction  with  such  service,  such  use  may  be  permitted, 


provided  there  is  constructed  a  wall  of  fireproof  mate¬ 
rials  separating  the  space  occupied  by  the  motor  vehicles 
from  the  balance  of  the  floor,  with  any  openings  in 
such  partition  protected  by  fireproof  self-closing  doors ; 
that  if  it  is  desired  to  use  the  roof  for  the  storage  of 
motor  vehicles,  such  storage  may  be  permitted,  pro¬ 
vided  all  motor  vehicles  so  stored  are  emptied  of 
gasoline ;  that  in  addition  to  the  use  herein  permitted, 
the  basement  story  may  be  occupied  as  a  salesroom  for 
the  sale  of  taxicabs;  a  garage  and  work  shop,  office 
and  stockroom  and  automobile  repair  shop  may  be 
maintained  on  the  1st  and  2nd  floors;  paint  shop  for 
automobiles  may  be  maintained  on  the  3rd  floor;  the 
4th  floor  may  be  occupied  as  a  sales  and  stock  room 
and  the  6th  floor  may  be  occupied  as  a  shoivroom  and 
factory,  on  condition  that  zuherever  the  occupancy  is  for 
the  storage,  repairing,  painting  or  servicing  of  automo¬ 
biles,  space  ivhere  such  work  is  carried  on,  shall  be 
separated  from  all  other  portions  of  the  particular  floor, 
by  fireproof  partitions ;  that  any  openings  in  such  parti¬ 
tions  shall  be  protected  by  fireproof  self-closing  doors.” 

371-29-BZ. 

APPLICANT — Joseph  B.  Lynch,  for  Edmund  B.  Sullivan, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  (re  order  of  the  fire  commissioner) — 
re  Application  (decision  of  the  borough  superin¬ 
tendent  of  buildings)  under  section  21  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— 1210-1230  East  233rd  street 
and  3900-3906  Edson  avenue,  southeast  corner  and 
1951-1961  Grenada  place  (Block  No.  4934,  Lot  No. 
66),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  an,d  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(371-29-BZ) 

Whereas,  John  J.  Dunnigan,  for  Edmund  B.  Sullivan, 
owner,  filed,  May  28,  1929,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station; 
premises  1210-1230  East  233rd  street,  3900-3906  Edson 
avenue,  southeast  corner,  and  1951-1961  Grenada  place, 
(Block  No.  4934,  Lot  No.  66),  Borough  of  The  Bronx; 
and 

Whereas,  the  application  was  granted  by  the  board  at 
its  meeting  December  24,  1929,  on  certain  conditions,  reso¬ 
lution  amended  December  6,  1932  and  October  25,  1938,  and 
owner  requested  a  further  amendment. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  board  on 
December  6,  1932,  as  to  signs,  so  that  as  amended  the 
resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted, 
on  condition  that  there  shall  be  erected  on  the  build¬ 
ing  line  on  the  three  street  fronts  a  concrete  curbing 
not  less  than  12  in.  above  grade;  that  there  shall  be 
no  vehicular  exit  or  entrance  on  the  Grenada  place 
front ;  that  there  shall  be  provided  at  the  intersection 
of  Grenada  place  and  233rd  street  a  12  in.  concrete 
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platform  not  less  than  12  ft.  in  depth  from  the  point  Negative 

of  intersection;  that  the  vehicular  openings  shall  not  Abfent  .  ° 

exceed  1-  ft.  in  width,  and  the  curb  cuts  not  more  .  d 

than  14  ft.  in  width  and  that  any  use  accessory  to  THE  RESOLUTION- 

the  business  conducted  on  the  premises  shall  be  en-  (345-32-BZ) 

w;?i*Caa“  V*!'  *“} 

property ;  that' “the  UteriSr  olahy  “buSg  erected  on  ofQuee*°'  waTVmedl  L3‘  ^  !?5)'  B“ ^ 

the  premises  shall  be  finished  in  fip-ht  rnlnr^rl  u  ;  i  t  low  ’  Wa?  Sranted  by  the  board  at  its  meeting  March 

trim,1  architectural  terra cotta or  nafnral tone  trim  1^33  reS°lulion  amcn,ded  20, 

vW,!1?  (0f,  0t  ‘he  S,r“CtUrC  sha11  ^  finished  with  of  the *  re°Penillg 

displayed  shall  be ‘ISricted  lolhe'lteminate?  glasf  a<J°fted  by  ,he  board  on 

stnseSa,t,d  d'  SJSST3T  roof  K,  ^3  “f  ^  ^ 

signs  and  temporary  signs  but  permMn  “  Ure  erec  Ln  °"ly  S°,  far  as  il  1,as  "ftraxe  to  the 

within  the  building  line,  near  the  intersection  of  East  shall  read-  vallance'  s0  ,hat  as  amended  the  resolution 
233id  street  and  Granada  place,  of  a  post  standard  for  ,m  ’  ,  ,  ,,  ,  ,  t, 

supporting  a  sign  which  may  be  illuminated,  advertising  An  Reffolv?d>  tbat  tlie  Roard  of  Standards  and  Appeals 

only  the  brand  of  gasoline  on  sale,  and  permitting  such  bereby  makf  «  variation  in  the  application  of  the 

sign  to  extend  beyond  the  building  line  for  a  distance  <b.strict  regulations  of  the  building  zone  resolution 

of  not  more  than  5  ft.  that  no  gasoline  pump  shall  be  ^  aPpbcatlon  be.  and  hereby  is  granted 

installed  within  10  ft.  of  the  building  line  on  any  street  ’ /e,C/-0n  21  l°r,  a  Penod  of  one  year  from  the 

front  of  premises;  that  there  shall  be  no  portable  tanks  uf  '  amended  resolution,  on  condition  that  all 

stored,  maintained  or  operated  on  the  premises  ^  be,Set  back  not  less  *a^  10  ft.  from  the 

Resolved  further,  that  in  the  event  the^  owner  desires  fn  fl!g  tbne  ’  tbat  any  accessory  use  shall  be  confined 

to  construct  the  accessory  building  toward  the  southerly  shall  bp  InL  slr^ct”[es  \  tbat  anY  advertising  signs 

portion  of  the  plot  near  the  intersection  of  Edsmi  avenue  c  .  i  confined  to  illuminated  globes  of  the  pumps  or 

and  Grenada  place,  such  location  may  be  accepted  in  lieu  tl^  ett^rs  01Ctbe  facades  of  the  buildings  erected  on 

of  that  indicated  on  plans  rmX^RtcV^ed  Feh^  Premises;  that  the  entire  area  shall  be  leveled  and 

20,  1939’,  provided  the  lot  line  curb  shall  bet fatlZl  ?0verfd  ™tb  either  cracked  bluestone  or  cement  pav- 

along  Edson,  avenue’s  street  ^inTandZhe  Street  'fine  'of  than  NT  b-!t  a  W°ven  wir?  fence  not  Pless 

Grenada  place  and  that  no  entrance  shall  bp  mvstrurted  „  A  ^aV&e  with  not  niore  than  2  in.  mesh 

or  maintained  to  such  streets-  that  the  Intraure  I  n  i  Z  t0  a  beight,  of  5  ft  on  the  interior  lot  lines  or 

solely  to  East  233rd  m  fthe  eJe,nt  that  £he  Porti.on  o£  the  rear  of  the  lot  is 

that  any  pumps  erected  shall  be  not  nearer  ft  %  f  an>  p°  used  l°r  gasoline  station  purposes,  the  fence  may 

7™lof  Vzitz  %euTans9toneth as  t0'hT™™y  the^SgltSe^f 

fZ%  h"YUris  Z  Sfd  ™‘°ck  «oGe°fs  widtt  ,£fef etT,oTebreec?edgaatcerr,rrp,o3tf,,hif 

inZslliln  ^sZt  I'"'1,  be™in,ai?d  tbere  sha"  be  cellar  or  other  excavation  tfnde’r  any 

•  f  East  2 33id  street  and  Grenada  place,  as  of  the  accessory  buildings  except  the  ptppsp  nils  - 

block  of  conrrrf01  md  -that-  a,  similar  triangular  there  shall  be  no  open  flame  permitted  on  the  premises  • 

of  Fdfnn  nZ  te  be  ^nt,amed  <*t  the  intersection  that  there  shall  be  no  portable  gasoline  pumpf  used  on 

afcccf  orl  ZTZ  md  ^  2iird  streI^  that  the  the  Poises  or  used  for  servicing cars and  ?hat  al 

increased  t  -9h™ay  be  c°nimued,  provided  it  is  not  permits  shall  be  obtained  within  three  months  and  anv 

xLZtvld,l9hl  \he  Cornices  d0  not  70rk  mvolved  shall;  be  completed  wfthTn  nfne  months 

bv  the  bP°  d  th£  building  line  further  than  is  permitted  the  date  of  this  amended  resolution  ” 

by  the  former  Building  Superintendent  under  Section  _  esoiution. 

J\FrJhe  t0Vmer  Bmldm9  Code ;  that  in  all  other  330-33-BZ. 

25,  and 

nr  „  P7  -  extension  of  permit— re  Application  (decision  of 

chs-m-ul.  the  commissioner  of  buildings)  under  section  21 

APPLICANT— Alphonsius  B  Casev  for  Patrirk  T  RpIII  k  -the  buiIdl'?.g  ?one,  resolution,  permitting  in  a 

owner.  Y’  Ratnck  J-  Reilly,  business  use  district  the  erection  and  maintenance 

SUBJECT-Application  for  consideration— reopening  and  period  106  Stati°n  f°r  a  temPorary 

resolution,  permitting  partly  in  a  business  use  dis-  APPEARANCES—  ’  6C  ’  orough  of  Queens. 

£  Fo°l  SSSSi  GHaSdItSi„. 

PREMISES  AFFECTED-NSriTside  of  47th  avenue,  91  ACTIONxOFd  BOARD-Appl.cation  reopened  and  permit 
i?ooeaSt  Cross  Island  boulevard  (Block  No.  THE  VOTE  TO  REOPEN  AND  EXTEND  PFRMTT 
Snfr  °£  L°‘  N°'  ,05)’  Bayside’  BorouSh  °f  Affirmative:  CltMrman  Murdoek  ComSn 

APPEARANCES _  avS  p\avage  and  Blum  and  Assistant  Chief 

A  r’cpT^Eo3;^PPlicant :  Alphonsius  B.  Casey.  Negative  .  ^ 

ACTIOX^OF^BOARD— Application  reopened  and  permit  Absent  .  0 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT—  THE  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commission-  (330-33-BZ) 

WaUhVage  and  B1Um  and  Assistant  Chief  ,  Whereas,  this  application  affecting  premises,  north  side 
.  4  of  Northern  boulevard,  386  ft.  west  of  Alley  Creek  (Block 
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No.  2033,  Lot  No.  630),  Little  Neck,  Borough  of  Queens, 
was  granted  by  the  board  February  14,  1934,  on  certain 
conditions,  resolution  amended  February  9,  1937,  and 
applicant  requested  an  extension  of  the  temporary  permit. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
February  14,  1934,  as  amended  February  9,  1937,  be  and 
it  hereby  is  amended,  so  far  as  it  lias  reference  to  the  term 
of  the  permit,  so  that  as  amended  the  resolution  will  read : 

“Resolved,  that  the  Board  of  Standards  and  Ap¬ 
peals  does  hereby  make  a  variation  in  the  application 
of  the  use  district  regulations  of  the  building  zone 
resolution,  and  that  the  application  be  and  it  hereby 
is  granted  to  permit  the  plot  under  appeal  to  be  used 
for  a  gasoline  service  station  under  section  21  for  a 
period  of  six  (6)  months  from  the  date  of  this  amended 
resolution,  on  condition  that  no  part  of  the  plot  shall 
extend  into  any  portion  of  a  mapped  street ;  that  the 
site  shall  be  filled  substantially  to  the  level  of  North¬ 
ern  boulevard;  that  there  shall  be  erected  on  the  inte¬ 
rior  lot  lines  a  substantial  woven  wire  fence  not  less 
than  6  ft.  in  height;  that  the  buildings  to  be  erected 
on  the  plot  shall  consist-  of  an  office  building  only, 
as  indicated  in  plans  filed  with  this  appeal,  not  ex¬ 
ceeding  one  story  in  height  and  with  no  open  excava¬ 
tion  under  same;  that  this  accessory  building  shall  be 
constructed  of  incombustible  materials  except  that 
the  roof  beams,  roof  boarding,  doors  and  windows 
may  be  of  wood ;  provided  the  ceiling  is  fire-retarded 
in  accordance  with  the  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals  and  the  roof  surfaced  with  incom¬ 
bustible  materials ;  that  the  accessory  building  shall 
be  constructed  substantially  as  indicated  on  plans  filed 
with  this  appeal,  except  that  the  accessory  building 
may  be  increased  by  an  extension  toward  the  easterly 
lot  line,  so  that  it  shall  not  exceed  a  total  length  of 
35  ft.  and  not  over  one-story  in  height ;  that  the  bal¬ 
ance  of  the  plot  where  not  occupied  by  accessory 
building  shall  be  cement  paved  or  covered  with  crushed 
blue  stone ;  that  gasoline  pumps  shall  be  not  nearer 
than  10  ft.  to  the  street  line  of  Northern  boulevard 
or  to  the  accessory  building ;  that  there  shall  be  no 
portable  gasoline  tanks  used  on  or  from  the  property ; 
that  there  shall  be  no  storage  or  parking  of  cars 
other  than  those  being  serviced;  that  if  grease  pits 
are  installed  they  shall  be  enclosed  in  a  one-story 
building  similar  to  the  office  building  with  the  front 
left  open ;  that  gasoline  storage  tanks,  if  of  the  double 
shell  type,  may  be  on  earth  leveled  and  well  tamped, 
separated  one  from  the  other,  not  less  than  6  in.  and 
filled  in  with  earth  on  all  sides  and  between  the  tanks ; 
that  the  gasoline  storage  tanks  shall  be  coated  with 
rust-resisting  material ;  that  signs  advertising  non- 
conforming  use  shall  be  limited  to  the  illuminated 
globes  of  the  gasoline  pumps  and  to  one  permanent 
flat  sign  placed  on  the  front  of  the  office  building, 
excluding  all  other  signs  of  every  nature ;  that  there 
shall  be  no  open  flame  permitted  on  the  property;  that 
if  and  when  curbs  are  erected  on  Northern  boulevard, 
there  shall  be  not  over  two  openings  to  these  prem¬ 
ises,  each  opening  not  exceeding  30  ft.” 


272-36-BZ. 

APPLICANT — Herman  Kron,  for  Mayjay  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  under  section  7h  of 
the  building  zone  resolution,  permitting  in  a  busi¬ 
ness  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1-5  Second  avenue  and  98-142 
East  Houston  street,  northwest  corner  (Block  No. 
456,  Lot  No.  34),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Herman  Kron. 


ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(272-36-BZ) 

Whereas,  Goldschlag  and  Kron,  for  Mayjay  Realty 
Corporation,  owner,  filed  September  14,  1936,  an  application 
under  the  building  zone  resolution  to  permit  in  a  business 
use  district  the  parking  of  more  than  five  (5)  motor 
vehicles;  premises:  1-5  Second  avenue  and  98-112  East 
Houston  street,  northwest  corner  (Block  No.  456,  Lot 
No.  34),  Borough  of  Manhattan;  and 

Whereas,  this  application  was  granted  by  the  board 
June  15,  1937,  on  certain  conditions  and  applicant  requested 
an  extension  of  the  permit. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
June  15,  1937,  be  and  it  hereby  is  amended,  only  so  far 
as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  the  resolution  will  read  : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted, 
under  Section  7-H,  for  a  period  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit 
that  portion  of  the  plot  within  the  business  use  area 
to  be  used  for  parking  of  more  than  five  automobiles 
of  the  pleasure  type  and  storage  of  such  automobiles 
offered  for  sale,  on  condition  that  the  said  portion 
of  plot  shall  be  levelled  generally  to  the  grade  of  East 
Houston  street  and  shall  be  surrounded  on  all  sides 
with  a  substantial  fence  with  an  entrance  only  from 
East  Houston  street,  not  exceeding  twenty  feet  in 
width ;  that  a  fence  shall  also  be  constructed,  separat¬ 
ing  the  existing  gasoline  service  station  within  the  un¬ 
restricted  area,  from  this  parking  lot;  that  this  parking 
space  shall  be  used  for  no  other  use  than  the  uses 
herein  permitted  during  the  period  of  this  variance 
and  that  temporary  structures  shall  be  removed  from 
the  premises,  except  there  may  be  maintained  at  the 
entrance  on  East  Houston  street,  a  shelter  for  the 
attendant,  not  more  than  one  story  in  height  and  not 
more  than  100  sq.  ft.  in  area;  that  lights  for  illumina¬ 
tion  shall  be  on  iron  or  wood  standards  with  metal 
reflectors,  so  arranged  to  reflect  downwardly  and  away 
from  the  adjoining  buildings  to  the  north;  that  there 
shall  be  no  advertising  signs  maintained,  except  a  sign 
at  the  entrance,  advertising  the  parking  use  and  listing 
cars  offered  for  sale ;  that  a  barricade  shall  be  erected 
around  lot  No.  38  and  such  space  shall  not  be  used 
for  parking,  unless  permitted  under  a  variation  granted 
by  this  board. 

Resolved  further,  that  this  extension  of  the  term 
of  the  permit  is  granted  only  on  the  provision  that 
the  applicant  has  complied  in  all  respects  with  the 
resolution  as  adopted  on  June  15,  1937  and  that  photo¬ 
graphs  shall  be  filed  with  the  board,  consisting _  of 
three  (3)  viezvs  and  two  (2)  prints  of  each  view, 
shozving  premises  as  existing  at  the  date  of  this 
amended  resolution.” 


428-37-BZ. 

APPLICANT — James  Newell  (lessee),  for  870  Eighth 
Avenue  Corporation,  Board  of  Transportation,  City 
of  New  York  &  Estate  of  John  L.  Sauervein 
(Sarah  Sauervein,  executrix  and  trustee),  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  re  Application  (decision  of  the  com¬ 
missioner  of  buildings)  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  retail  use 
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„  pt'ktag  lTmo;eX^fiyvePmro0tor0veWcksyearS  *h*  "T'R  f"  ^ ™tS  sha11  be  obtained  and  all  work 

PREMIS  (I)  ~  *“  **  °£  "* 

APPEASES-  3  “d  63  andl61>'B°r0Ugh0fMa',:  APPEALS  FR°M  ADMrNJSTRATIVE  DEC.S.ONS 
For  Applicant :  Vincent  Rao.  363-39-A. 

TH?' VOTEFTO  REOPEN-3110"  *°  re°Pe"  denled’  Nordhelm-  for  E mma  GrossI, 

Affirmative  .  q  SUBJECT  Appeal  from  a  decision  of  the  borough  super- 

Negative :  Chairman  Murdock,  Commissioners  PDrurcrc11^^  bui]dings.  g  P 

an<f  Slum  and  Assistant  Chief  REMISES  AFFECTED — 1999  Gleason  avenue,  north 

Absent  Sh .  4  3703  T100,  M  TcSMf  Pugsley  avenue  (Block  No. 

Absent  .  0  APPFASrrtCNft55)’BorOUghof  The  Bronx. 

THE  RESOLUTION-  APPEARANCES— 

(Ao o  -ij  p7\  bor  Applicant:  Henry  Nordheim. 

,  .  (.4 28-J/-BZ.)  For  Administration :  M.  Harris  Department  of 

W  hereas,  this  application,  to  permit  in  a  retail  use  Ar™™  nHoUsing  and  Buildings. 

parkine  o^mor??!?  ^/rf1  °f  tWO  (2)  years'  the  ACTI0^  0F  BOARD— Laid  over  to  June  27,  1939  at 

e7n1^7^T7thu1\  bve  ^  motor  vehicles,  affecting  2  p-m->  on  re(luest  of  applicant. 

prerrnses  VO-874  Eighth  avenue,  northeast  corner  of  West  „AC  .  - 

52nd  street  (Block  No.  1024,  Lot  Nos.  1,  2,  3,  63-  and  161),  405'39-A- 

bv  vote  of  th  a£hattan,  was  granted  on  certain  conditions,  APPLICANT— Leonard  A.  Swarthe,  for  Frieda  Kaufler 

the  Board  on  November  22,  1938;  and  OT  lessee  (R.  Kruckel,  owner).  Gautier, 

case  ^?d  an  thJm ap?  lcaat  requested  a  reopening  of  the  SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
permission  for  T  °f  the  resolution,  relative  to  deputy  commissioner,  division  of  housing  de- 

L  ft  £  additional  entrance  to  Eighth  avenue  partment  of  housing  and  buildings  g’ 

March  7  igT^d^5  WlthdraWn  hy  the  appbcant  on  PREMISES  AFFECTED — 960  East  163rd  street,  south- 

rew--s  Vnd  ,ica„t  has  renewed  his  request  for  ^  ^  Z.  sn ott!  S2!ock  No’ 2996- L°* 

opemng  of  the  application  and  for  the  same  amendment  APPEARANCES — 
of  the  resolution.  For  Applicant:  None. 

Resolved  that  the  application  for  reopening  and  amend-  ACTION  OF  BOARD — Laid  over  to  July  11  1939  at 
ment  oi  the  resolution,  be  and  it  hereby  is  denied.  2  p-m->  on  written  request  of  applicant. 

146-38-BZ.  "  423-39-A. 

SUPTFrTN  A~?md-  Gre,enberV  ,£or  Eva  Garber,  owner.  ^PPPbGANp— Kanlee  Corporation,  owner. 
oUiiJtLi  Application  for  consideration — reopening  and  -UBJPC1  Appeal  from  an  order  and  a  decision  of  the 
extension  of  time — re  Application  (decision  of  the  DDPU  hre  commissioner. 

acting  borough  superintendent  of  buildings)  under  xEMISES  AFFECTED — 67-69  Irving  street,  north  side 
sections  7c  and  21  of  the  building  zone  resolution  t  w£st  of  Columbia  street  (Block  No  314* 

permitting  m  a  business  use  district,  the  extension  a  pdc  A  ’  Borough  of  Brooklyn. 

PDriTTcro Da  gasoline  service  station.  ’  APPEARANCES — 

PREMISES  AFFECTED — 5366-5368  Kings  highway,  west  For  Applicant:  None. 

\T  ^  north  of  Farragut  road  (Block  ,Iasp-  Meyer,  Fire  Department. 

No.  7948,  Lot  Nos.  11  and  12),  Borough  of  ACTION  OF  BOARD1— Laid  over  to  June  13,  1939  at 

APPEARANCES  2  P'm'  App hcant  to  fiIe  new  pIans- 

For  Applicant :  Emil  Greenberg.  476-39-A. 

CTION  OF  BOARD— Application  reopened  and  time  APPLICANT — Albert  G.  Hillberg,  for  Doreal  Realty  Cor- 
TTTr  Tr^?jLePde(1-  poration,  owner. 

E  TO  REOPEN  AND  EXTEND  TIME —  SUBJECT  Appeal  from  a  decision  re  an  order  of  the 
Affirmative :  Chairman  Murdock,  Commission-  borough  superintendent  of  buildings 

ers  Savage  and  Blum  and  Assistant  Chief  PREMISES  AFFECTED— 524  East  11th  street  south  side 

xT  Walsh  .  4  ft  east  of  Avenue  A  (Block  No.  404  Lot  No’ 

Negative  .  0  ^  16),  Borough  of  Manhattan.  ’  ' 

THE  RESOLUTION—  .  ___  For  Applicant:  None. 

(146-38-BZ)  ACTION  OF  BOARD — Laid  over  to  June  20,  1939  at 

.Whereas,  Lama  and  Proskauer,  for  Eva  Garber,  owner,  P'm"  °"  Wrltten  re1uest  °f 

hied  March  8,  1938,  an  application  under  the  building  zone  549-39-A. 

ofS  ai^'ex^sting  gasoline  “servlet  stalfon'-'jjreinises  ^653®  sSmeFT  1^11“  Corporation,  owner. 

Brookiyn°tnd  '  ‘  N°S’  11  and  12)'  Borougb  °f  PREMISES  AFFECTED — 75-66  186th  street,  west  side, 

Whereas,  this  application  was  granted  by  the  board  oart  of  (Block  No.  7202, 

June  21,  1938,  on  certain  conditions  and  applicant  requested  APPEARANCES _  ’  US  mg’  orough  of  Queens. 

workXtenS10n  °f  Ume  t0  °btain  permitS  and  complete  the  For  Applicant:  Fred  Rosenberg. 

d  ...  .  ACTION  OF  BOARD — Laid  over  to‘  Tune  20  1939  at 

JuneJ21W1938hbetbe  r^objtlon  as  adopted  by  the  board  on  2  p.m.,  on  request  of  applicant’s  representative 

June  21,  1938,  be  and  it  hereby  is  amended,  only  so  far  as  _ - 

it  has  reference  to  obtaining  permits  and  completion  of  560-39-A. 

Sir 'rid  as  ame”ded  thiS  POrti°n  o£  ,he  re!olution  APPLICANT— Seymour  A.  Mitteldorf,  for  Morris  Yank- 

owitz,  owner. 
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SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — 605  Sixteenth  street,  north  side, 
174  ft.  7  in.  east  of  Eleventh  avenue  (Block  No. 
5259,  Lot  No.  31),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  S.  N.  Alderman. 

For  Administration :  Benjamin  Saltzman,  depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1939  at 
2  p.m.,  for  report  and  decision  by  the  board. 


616-39-A. 

APPLICANT — Tide  Water  Associated  Oil  Company  for 
Colonial  Sand  and  Stone  Co.,  lessee  (Manufac¬ 
turers  Trust  Company,  owner). 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 22-02  to  22-20  39th  avenue, 
south  side,  225.20  ft.  east  of  23rd  street  (Block 
No.  393,  Lot  Nos.  8,  12,  18),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Peter  Graumer. 

For  Administration :  Insp.  Hille,  Fire  Department. 
ACTION  OF  BOARD — Laid  over  to  June  20,  1939  at 
2  p.m.,  pending  inspection  by  committee  of  board. 

694-39- A. 

APPLICANT — Jesse  R.  Bacharach,  for  William  Singer, 

owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 41-46  and  41-48  55th  street, 
west  side,  575  ft.  and  600  ft.  north  of  Queens 
boulevard  (Block  No.  908,  Lot  No.  none),  Wood- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Jesse  R.  Bacharach  and  Daniel 
Frank. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1939  at 
2  p.m.,  to  obtain  plans  from  building  department. 

727-39-A. 

APPLICANT — Joseph  Unger,  for  99th  Street  Realty  Cor¬ 
poration,  owner. 

SUBJECT- — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 98-81  Queens  boulevard,  north¬ 
east  corner  of  66th  road  (Block  No.  2105,  Lot  No. 
1),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  Unger. 

For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1939  at 
2  p.m,,  for  a  committee  of  the  board  to  inspect 
plans. 

622-39-A. 

APPLICANT — Eugene  DeRosa,  for  National  Hospital  for 
Speech  Disorders,  owner. 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 61-63  Irving  place,  southwest 
corner  of  East  18th  street  (Block  No.  873,  Lot  No. 
59),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Eugene  DeRosa. 

For  Administration :  Insp.  Maher,  Fire  Department. 
ACTION  OF  BOARD — -Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 


ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(622-39-A) 

Whereas,  Eugene  De  Rosa,  for  National  Hospital  for 
Speech  Disorders,  owner,  filed  May  15,  1939,  an  appeal 
from  a  decision  of  the  fire  commissioner,  affecting  prem¬ 
ises  61-63  Irving  place,  southwest  corner  of  East  18th 
street  (Block  No.  873,  Lot  No.  59),  Borough  of  Manhattan; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
April  28,  1939,  reads : 

“In  reply  to  your  request  for  reconsideration  on 
Order  2263-LF,  issued  against  the  above  premises  and 
requiring  the  installation  of  an  approved  4  inch  stand¬ 
pipe  system.  You  are  advised  that  inspection  shows 
the  building  to  be  92  feet  in  height  and  the  present 
2j4  inch  standpipe  system  cannot  be  accepted  as  in 
compliance  with  Chapter  26,  Administrative  Code.” 

and 

Whereas,  the  building  is  seven  stories  (110  ft.)  in 
height,  53  ft.  by  100  ft.  in  area,  of  fireproof  construction, 
equipped  with  a  standpipe  system,  erected  in  1899,  located 
in  a  residence  use  district,  to  be  occupied :  Cellar — gymna¬ 
sium,  toilet  rooms,  etc. — 25  persons;  1st  floor — reception 
rooms,  offices,  etc. — 25  persons  ;  2nd  floor — auditorium — 
150  persons;  3rd  floor — kindergarten — 75  persons;  4th 
floor — medical  rooms,  voice  studio,  waiting  rooms,  etc. — 
150  persons;  5th  floor — class  rooms — 150  persons;  6th 
floor — lounge  rooms — 25  persons ;  7th  floor — apartment  and 
laboratory — 10  persons ;  and 

Whereas,  the  applicant  contends  that  at  the  present 
time  the  building  is  provided  with  a  roof  tank,  a  4-inch 
line  leading  down  to  the  standpipes,  and,  also  a  4-inch  line 
from  the  Siamese  connections  to  the  risers ;  that  the  riser 
lines  are  2^2-inch  inside  diameter,  and  are  provided  with 
a  fire  hose  on  each  floor ;  that  this  is  a  semi-charitable 
institution ;  that  to  comply  with  the  order  would  neces¬ 
sitate  tearing  out  walls  and  plaster  for  the  entire  height  of 
the  building;  that  since  the  present  fire  fighting  equipment 
has  served  this  building  for  so  many  years,  it  would  be  a 
hardship  to  be  compelled  to  go  to  such  expense,  when  the 
new  occupation  of  the  building  adds  no  additional  hazard. 

Resolved,  that  the  decision  of  the  fire  commissioner,  as 
to  Order  No.  2263-LF,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted,  permitting  the 
continuation  of  the  existing  standpipe  system  with  a  214- 
inch  riser,  on  condition  that  ladders  shall  be  installed 
as  proposed  on  plans  marked  “Received  June  7,  1939,”  to 
overcome  the  excess  height  as  to  hose  outlets  in  stairway 
and  that  proper  control  valves  shall  be  installed  as  the 
fire  commissioner  shall  direct ;  that  in  all  other  respects, 
the  system  shall  comply  with  the  requirements  for  an 
existing  installation  and  granted  only  so  long  as  the  build¬ 
ing  is  continued  for  the  occupancy  as  proposed. 


623-39- A. 

APPLICANT — Samuel  L.  Cohen,  for  United  States  Trust 
Company,  owner  (Hyman  Gaslow,  lessee). 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED' — 118  West  23rd  street,  south 
side,  150  ft.  west  of  Sixth  avenue  (Block  No.  798, 
Lot  No.  54),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Samuel  L.  Cohen. 

For  Administration:  Insp.  Maher,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  4 
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Negative 

Absent  . o  T r {F^viVr [!'  B0ARD—  Appeal  granted  on  condition. 

THE  RESOLUTION-  Affirmative :  Chairman  Murdock.  Commission- 

W.»S  Samuel  L. ' C*„  (H.mtan  Gas.ow,  .essee)  N  -,^age  and  Blum  and  Assistant  Otief 

fmoL-Jllted  St?^S  lrust  ComPany,  owner,  filed  May  15  Negative  . 

1939,  an  appeal  from  an  order  and  a  decision  of  the  fire  Absent  . 

south a?ectln^  Premises  118  West  23rd  street,  THE  RESOLUTION- 

south  Side  i50  ft.  west  of  Sixth  avenue  (Block  No  798  ™  a  a 

L°t  N°-  54),  Borough  of  Manhattan;  and^  ’  ’  (646-39-A) 

LF,  daTed" October^"  breads :COmmissioner.  No-  2784-  {fhe"  t  Rolh  Inc., 

OTITRFn  HEREBY  ORDERED  AND  RE-  *he  Borough  Superintendent  of  BuMings ^affecSrm  pren^ 

S  this  Sd^  to  30  days  fr°m  ,he  date  of  the  service  lses  ^t'04 . to,,  17f 20  Pi<te«n  Meadow ’road,  sfuthSt 
V  t  ’  t0:  ,  “nrer  Fresh  Meadow  road  (Block  No.  5589  Lot  No  n 

1.  Install  an  approved  wet  automatic  sprinkler  F!”s,hmg,  Borough  of  Queens;  and 
!Sm  in  ceIlar  having  at  least  one  source  of  water  Whereas,  the  decisions  of  the  borough  superintendent 
supply  arranged  and  equipped  as  per  Article  16,  Chap-  on  N  B  A  j  j  Nos.  2  2117,  2119-39 

and  ter  26’  Adm-  Code.  M20-39  ^  2112’  2d4’  2116’  2118  and 

said  order  was  referred  to  in  a  decision  of  “h  Location  of  a  frame  building  within  the  fire 

Vh^T  dated  April  14’  1939 ;  a*d  ,  hmits  contrary  to  Section  4.1.2,  of  thf  Budding  Code  ” 

WhereAS  the  building  is  5  stories  (55  ft.)  in  height  and 

, a  -y  yU  ft  in  area,  of  non-fireproof  construction’  Whereas,  the  premises  consist  of  a  plot  having  a  front- 
ocated  in  an  unrestricted  use  district,  erected  about  1884  of  90’91  on  Fresh  Meadow  road  and  2D  6  ft  on 

^  D°Ss  lSinflQri8:  ,CeIlaDSt<5raBe,of  f-iit™  P.clgeon„Meadow  road  located  in  a  residence  and  business 
3  DeP  .  4  j  r  saIe.  and  display  of  office  furniture —  9se>  D  area,  district,  which  it  is  proposed  to  divide 

i?and  4th“  flnol,°rT7rePairS  1°  °fflce  furniture— 1  person;  "lto  ,fi^e  separate  lots,  upon  each  of  which  will  be  con- 
d  and  4th  lloors— storage  of  office  furniture— 0  persons;  ?tructed  a  1>4  story  frame  dwelling,  22  ft  by  28  ft  6  in 
5tWd°°rTmiFlCellanfOUS  storaSe-0  persons;  and  ’  in  area  and  a  one-story  private  gfrage;  and 

orr]Pr  wnnPt  ^he  appbcant  contends  that  compliance  with  the  Whereas,  the  applicant  contends  that  it  is  the  owner 
mprplv  Wd  create  a  severe  hardship  upon  the  lessee,  who  °,f  a  lar£e  tract  of  land,  upon  which  it  has  already  con- 
use  of  the  aif  ort  terrn  }ea.^j.;  that  it  would  confiscate  the  structed  over  100  houses  of  similar  type  to  those  which 
lift  in  frnn^nf^h0  Sa/id  buddm£  >’  that  there  is  an  elevator  are  the  subject  of  this  appeal;  that  the  construction  of  the 
a  staRwnv  1eafHine  fllar-  which  leads  to  the  sidewalk  and  entire  community  of  frame  dwellings  is  reasonable  and 
celkr  £t  fi?  g  qror l  the  ftore  on  the  1st  floor  to  the  proper  and  no  fire  hazard  can  be  found  in  the  existence  of 

,el  ’  , liat  hre  pails  have  been  provided  in  the  cellar  Lame  residences  adjacent  to  other  buildings  of  identical 

cellar  ”  °f  furniture  stored  in  the  construction ;_  that  the  proposed  dwellings  will  be  surfaced 

a •  ,  steel‘  and  ,no.  highly  inflammable  or  combustible  °,n  th.e  exterior  with  brick  veneer  to  plate  line  of  front 

Essee  i!SvWHnf7ed  cdIar  at,  any  time;  that  the  ele^°?  Wlth  ?able  ends  generally  of  clapboards,  but 

w  g  a  mStm  au  en8lneer  s  ladder  in  the  side-  ™Jied  ,in  somc  .instances,  by  the  use  of  stucco  on  metal 

I  fin  f  •nnd|prOVlde  that  the  Sldewalk  elevator,  when  Iath  asbestos  shingles  or  brick  veneer;  that  the  side  and 

and  always  remain  at  the  bottom  of  the  shaft  rear  elevations  will  be  clapboards,  stucco  and  metal  lath 

enninid  are  other  cellars  on  the  same  street,  not  or  asbestos  shingles ;  that  the  roofs  throughout  will  be 

equipped  with  sprinkler  systems.  covered  with  asphalt  shingles;  that  the  garages  will  be 

?7^AT°T7Cu’  tba,t  -tbe  order.  of  the  fire  commissioner,  No.  0i  masoniT  Wlth  frame  gables  and  asphalt  shingle  roofs. 

be  and  if  modified>a.nd  that  the  appeal  Resolved ,  that  the  decisions  of  the  borough  superinten- 

„  lt:.  hereby  is  granted  on  condition  that  a  double-  dent  acting  on  N.B.  Applications  as  to  the  tmnw  E 

devltor  gSrS-  laid6r  S?a  i  be.  installed  in  the  sidewalk  2114,  2113,^2115,  2117,  2H9-39  and  N  B  liSafto 

storao-e  iEfE  l  °»  Slde.walk  elevator;  that  the  the  garages,  Nos.  2112,  2114,  2116,  2118  ami  M  °0  39  be 

entirely  of  steel  but  not  exelnT^E"^  t0  fUr?tUw  made  th£y  hereby  are  modified,  and  that  the  appeal  be  and 

fnntpirim,  j  ,  but  not  excluding  heavy,  solid  tables  not  it  hereby  is  granted  on  condition  that  the  buildings  shall 

Stored  ingthl’ awers  ’  SU,E  m<;tal  furniture  shall  be  he  constructed  substantially  as  set  forth  on  plans  filed  with 

cellar  chall  e,  rear  .°^  the  cellar;  that  the  exits  from  the  the  borough  superintendent  and  shall  comply  with  all 

times  with  nror!ram-aimed  free!  fmm  °,bstructions  at  all  requirements  for  residential  buildings  outside  the  fire  limits 

pmtehte  hrePfiT/  1SlG  ^aCC  leEmg  theret°:  that  such  and  with  the  requirements  of  the  building  zone  resoludon 

^  r ‘X. ‘for 
years  from  the  da£°‘ 3  Pen°d  °£  ‘W°  ^ 

646-39-A  permitting  the  garages  to  be  located  not  nearer  than  one 

a  PPT  to  AVer  A  ro  “  t0r the  ^  l}ne  ’  thad  Porches  may  extend  into  the  front 

APPLICANT— A.  Paul  Loshen,  for  Roth  Developments  Y  ds  ±i°r  a  distance  of  not  more  than  4  feet;  that  on  the 

gTTT3TT7rfeC-’  A°WIier-  ’  “mer  lot,  the  side  yard  need  not  be  required  to  be  wider 

SUBJECT— Appeal  from  decisions  of  the  borough  super-  E  ^  feet,  6  inches;  that  the  roofs  shall  be  surfaced 

mendent  of  buildings.  Wlth  natural  slate  or  approved  asphalt  shingles 

PREMISES  AFFECTED — D4-04,  174-08,  174-12,  174-16  - 

und  D4-20  Pidgeon  Meadow  road,  southeast  cornei  647-39-A. 

Meadow  road,  47  a  ^in.^^TtflSo  ft°6  te^Jnd  APPLI(JAcNT— Paul  Loshen,  for  Roth  Developments, 

589 ,  Lo?No  lrFfushiS^Boroui  K  N°'  SUBJECT-APPcal'  from  decisions  of  the  borough  super- 

APPEARANCFS—  ^lusllin^  Borough  of  Queens.  intendent  of  buildings.  1 

For  Applicant:  Leonard  Lazarus  and  A  A  Roth  PREMISES  AFFECTED  —  174-01,  174-05  and  174-09 
For  Administration:  Joseph  Ferro  Department  of  ft011  Meadow  road,  northeast  corner  of  Fresh 

Housing  and  Buildings  ’  Heaidow  road  and  north  side  of  Pidgeon  Meadow 

g  road-  32-12  ft.  and  70.87  ft.  east  of  Fresh  Meadow 
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road  (Block  No.  5588,  Lot  No.  1),  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  Lazarus  and  A.  A.  Roth. 
For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD —  Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION— 


(647-39-A) 

Whereas,  A.  Paul  Loshen,  for  Roth  Developments,  Inc., 
owner,  filed  May  18,  1939,  an  appeal  from  decisions  of  the 
borough  superintendent  of  buildings,  affecting  premises 
174-01  to  174-09  Pidgeon  Meadow  road,  northeast  corner 
Fresh  Meadow  road  (Block  No.  5588,  Lot  No.  1),  Flush¬ 
ing,  Borough  of  Queens ;  and 

Whereas,  the  decisions  of  the  borough  superintendent 
on  N.B.  Application  Nos.  2822-39  to  2827-39,  inclusive, 
dated  April  28,  1939,  and  May  8,  1939,  read : 

“1.  The  erection  of  a  frame  building  within  the 
fire  limits  is  contrary  to  section  4.1.2  of  the  building 
code.” 

and 

Whereas,  the  premises  consist  of  a  plot  having  a  front¬ 
age  of  101.02  ft.  on  Fresh  Meadow  road  and  109.62  ft. 
on  Pidgeon  Meadow  road,  located  in  a  business  and  resi¬ 
dence  use,  “D”  area  district,  which  it  is  proposed  to  sub¬ 
divide  into  three  separate  lots  and  to  erect  on  each  of  said 
lots  a  lj4-story  frame  dwelling,  22  ft.  by  38  ft.  6  in.  in 
area,  and  a  one-story  private  garage ;  and 

Whereas,  the  applicant  contends  that  it  is  the  owner 
of  a  large  tract  of  land,  upon  which  it  has  already  con¬ 
structed  over  100  houses  of  similar  type  to  those  which  are 
the  subject  of  this  appeal;  that  the  construction  of  the 
entire  community  of  frame  dwellings  is  reasonable  and 
proper  and  no  fire  hazard  can  be  found  in  the  existence 
of  frame  residences  adjacent  to  other  buildings  of  identical 
construction;  that  the  proposed  dwellings  will  be  surfaced 
on  the  exterior  with  brick  veneer  to  plate  line  of  front 
elevation,  with  gable  ends  generally  of  clapboards,  but 
varied  in  some  instances  by  the  use  of  stucco  on  metal 
lath,  asbestos  shingles  or  brick  veneer;  that  the  side  and 
rear  elevations  will  be  clapboards,  stucco  and  metal  lath 
or  asbestos  shingles ;  that  the  roofs  throughout  will  be 
covered  with  asphalt  shingles  and  that  the  garages  will  be 
of  masonry  construction  with  frame  front  gables  and 
asphalt  shingle  roofs. 

Resolved,  that  the  decisions  of  the  borough  superinten¬ 
dent,  acting  on  N.B.  Applications  as  to  the  houses,  Nos. 
2822,  2824,  and  2826-39,  and  on  N.B.  Applications  as  to 
the  garages  Nos.  2823,  2825  and  2827-39,  be  and  they 
hereby  are  granted  on  condition  that  the  buildings  shall 
be  constructed  substantially  as  set  forth  on  plans  filed  with 
the  borough  superintendent  and  shall  comply  with  all 
requirements  for  residential  buildings  outside  the  fire  limits 
and  with  the  requirements  of  the  building  zone  resolution 
for  an  “F”  area  district ;  that  they  shall  be  restricted  to 
residential  use  only,  for  one  family  each ;  that  the  distance 
between  buildings  on  adjoining  lots  shall  in  no  case  be  less 
than  15  feet  as  to  the  residences,  but  permitting  the  garages 
to  be  located  not  nearer  than  one  foot  to  the  lot  line ;  that 
porches  may  extend  into  the  front  yards  for  a  distance  of 
not  more  than  4  feet;  that  on  the  corner  lot,  the  side  yard 
need  not  be  more  than  an  average  of  7  feet ;  that  the  roofs 
shall  be  surfaced  with  natural  slate  or  approved  asphalt 
shingles. 

674-39- A. 

APPLICANT  —  William  Hyman,  for  Harman  Building 
Corporation,  owner. 


SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 58-21,  58-25,  58-29,  58-33,  58-37 
and  58-41  186th  street,  west  side,  97.7  ft.  to  297.7 
ft.  north  of  North  Hempstead  turnpike  (Block  No. 
5689,  Lot  No.  1),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  William  Hyman. 

For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD —  Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(674-39-A) 

Whereas,  William  Hyman,  for  Herman  Building  Cor¬ 
poration,  owner,  filed  on  May  22,  1939,  an  appeal  from 
decisions  of  the  borough  superintendent  of  buildings,  affect¬ 
ing  premises  58-21,  58-25,  58-29,  58-33,  58-37  and  58-41 
186th  street,  west  side,  97.7  ft.  to  297.7  ft.  north  of  North 
Hempstead  turnpike  (Block  No.  5689,  Lot  No.  1),  Flushing, 
Borough  of  Queens ;  and 

Whereas,  the  decisions  of  the  borough  superintendent 
on  N.B.  Application  Nos.  3413-39  to  3418-39,  inclusive, 
dated  May  9,  1939,  read : 

“The  erection  of  a  frame  dwelling  in  the  fire  limits 
is  contrary  to  section  4.1.2  of  the  building  code.” 

and 

Whereas,  the  premises  consist  of  a  plot  having  a  front¬ 
age  of  240  ft.  on  186th  street  with  a  depth  of  100  ft.  lo¬ 
cated  in  an  unrestricted  use,  “D”  area,  district,  which  it 
is  proposed  to  subdivide  into  six  separate  40  ft.  lots  and 
to  erect  upon  each  lot  a  one-family  frame  dwelling  and  a 
private  garage;  and 

Whereas,  the  applicant  contends  that  it  is  the  owner 
of  all  the  land  on  both  sides  of  185th  and  186th  streets 
from  North  Hempstead  turnpike,  north  to  58th  avenue;  that 
it  proposes  to  develop  this  area  with  one  and  two-story 
frame  dwellings  of  the  type  described  in  this  appeal;  that 
all  of  this  property,  including  the  North  Hempstead  turn¬ 
pike  frontage  will  be  devoted  to  residential  use  only  and 
has  been  restricted  to  such  use  by  the  F.H.  A. ;  that  the 
buildings  will  be  surfaced  on  the  exterior  of  the  1st  story 
with  brick  veneer  and  with  stucco  or  clapboards  above; 
that  the  roofs  will  be  surfaced  with  approved  asphalt 
shingles  and  that  the  garages  will  be  of  similar  construc¬ 
tion. 

Resolved,  that  the  decisions  of  the  borough  superinten¬ 
dent,  on  N.B.  Application  Nos.  3413-39  to  3418-39,  inclu¬ 
sive,  be  and  it  hereby  is  modified,  and  that  the  appeal  be 
and  it  hereby  is  granted,  to  permit  the  erection  of  frame 
buildings,  as  proposed,  substantially  as  shown  on  N.B. 
applications  as  filed  with  the  borough  superintendent,  on 
condition  that  the  occupancy  of  the  buildings  shall  be 
limited  to  residential  occupancy  to  one-family  each ;  that 
the  buildings  shall  comply  with  the  requirements  of  the 
“F”  area  district,  except  that  one  side  yard  need  not  be 
more  than  6  ft.  in  width,  provided  the  distance  between 
houses  is  not  less  than  15  ft.,  except  that  chimney  breasts 
may  extend  into  the  said  side  yards  for  a  distance  of  not 
more  than  2  ft.;  that  any  garages  erected  on  the  premises 
shall  be  not  nearer  than  1  ft.  to  either  side  lot  or  rear 
lot  line ;  that  the  residence  buildings  and  garages  shall  be 
veneered  with  masonry  to  the  height  of  the  1st  story;  that 
the  roofs  shall  be  surfaced  with  natural  slate  or  approved 
asbestos  or  asphalt  shingles ;  that  in  all  other  respects  the 
building  shall  comply  with  the  requirements  for  residential 
buildings  outside  of  the  fire  limits. 

675-39- A. 

APPLICANT  —  William  Hyman,  for  Harman  Building 
Corporation,  owner. 
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SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 58-22,  58-26,  58-39,  58-34,  58-38 
and  58-42  186th  street,  east  side,  136.55  ft.  to  336.55 
ft.  north  of  North  Hempstead  turnpike  (Block  No. 
5690,  Lot  No.  1),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  William  Hyman. 

For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD —  Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(675-39-A) 

Whereas,  William  Hyman,  for  Harmon  Building  Cor¬ 
poration,  owner,  filed  on  May  22,  1939,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings,  affect¬ 
ing  premises  58-22  to  58-42  186th  street,  east  side,  136.55 
ft.  to  336.55  ft.  north  of  North  Hempstead  turnpike  (Block 
No.  5690,  Lot  No.  1),  Flushing,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough1  superintendent  on 
N.B.  Application  Nos.  3419-39  to  3424-39,  inclusive,  dated 
May  9,  1939,  read : 

“The  erection  of  a  frame  dwelling  in  the  fire  limits 
is  contrary  to  section  4.1.2  of  the  building  code.” 

and 

Whereas,  the  premises  consist  of  a  plot  having  a  front¬ 
age  of  240  ft,  on  186th  street  and  a  depth  of  100  ft.,  located 
in  an  unrestricted  use  “D”  area,  district,  which  it  is  pro¬ 
posed  to  subdivide  into  six  separate  40  ft.  lots  and  to 
erect  upon  each  lot  a  one-family  frame  dwelling  and  a 
private  garage ;  and 

Whereas,  the  applicant  contends  that  it  is  the  owner  of 
all  the  land  on  both  sides  of  185th  and  186th  streets  from 
North.  Hempstead  turnpike,  north  to  58th  avenue;  that  it 
proposes  to  develop  this  area  with  one  and  two-story  frame 
dwellings  of  the  type  described  in  this  appeal ;  that  all  of 
this  property,  including  the  North  Hempstead  turnpike 
frontage  will  be  devoted  to  residential  use  only  and  has 
been  restricted  to  such  use  by  the  F.H.A. ;  that  the  build¬ 
ings  will  be  surfaced  on  the  exterior  of  the  1st  story  with 
brick  veneer  and  with  stucco  or  clapboards  above  and  that 
the  roofs  will  be  surfaced  with  approved  asphalt  shingles, 
and  that  the  garages  will  be  of  similar  construction. 

Resolved,  that  the  decisions  of  the  borough  superinten¬ 
dent  on  N.B.  Application  Nos.  3419  to  3424-39,  inclusive, 
be  and  they  hereby  are  modified,  and  that  the  appeal  be  and 
it  hereby  is  granted,  to  permit  the  erection  of  frame  build¬ 
ings,  as  proposed,  substantially  as  shown  on  N.B.  applica¬ 
tions  as  filed  with  the  borough  superintendent,  on  condition 
that  the  occupancy  of  the  buildings  shall  be  limited  to 
residential  occupancy  to  one-family  each ;  that  the  build¬ 
ings  shall  comply  with  the  requirements  of  the  “F”  area 
district,  except  that  one  side  yard  need  not  be  more  than 
6  ft.  in  width,  provided  the  distance  between  houses  is  not 
less  than  15  ft.,  except  that  chimney  breasts  may  extend 
into  the  said  side  yards  for  a  distance  of  not  more  than 
2  ft. ;  that  any  garages  erected  on  the  premises  shall  be  not 
nearer  than  1  ft.  to  either  side  lot  or  rear  lot  line ;  that  the 
residence  buildings  and  garages  shall  be  veneered  with 
masonry  to  the  height  of  the  1st  story;  that  the  roofs 
shall  be  surfaced  with  natural  slate  or  approved  asbestos 
or  asphalt  shingles;  that  in  all  other  respects  the  buildings 
shall  comply  with  the  requirements  for  residential  buildings 
outside  of  the  fire  limits. 


686-39-A. 

APPLICANT— Edwin  W.  Kleinert,  for  Villett  Homes, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 


PREMISES  AFFECTED — 33-09  163rd  street,  east  side, 
128  ft.  south  of  33rd  avenue  (Block  No.  5248,  Lot 
No.  36),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Edwin  W.  Kleinert. 

ACTION  OF  BOARD —  Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(686-39-A) 

Whereas,  Edwin  W.  Kleinert,  for  Villett  Homes,  Inc., 
owner,  filed  May  23,  1939,  an  appeal  from  a  decision  of 
the  borough  superintendent  of  buildings,  affecting  premises 
33-09  163rd  street,  east  side,  128  ft.  south  of  33rd  avenue 
(Block  No.  5248,  Lot  No.  36),  Flushing,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  re  N.B.  Application  No.  1744-1939,  dated  May 
19,  1939,  reads : 

“1.  The  erection  of  a  frame  building  within  the  fire 
limits,  is  contrary  to  Section  4.1.2  of  the  building 
code.” 

and 

Whereas,  the  premises  consist  of  a  lot  27  ft.  by  100  ft., 
irregular  in  area,  located  in  a  business  use  “E”  area  dis¬ 
trict,  upon  which  it  is  proposed  to  erect  a  one  story  frame 
dwelling,  16  ft.  in  height,  12.8  ft.  and  24  ft.  front  by  48.10 
ft.  in  depth,  to  be  occupied  as  a  one  family  dwelling ;  and 

Whereas,  the  applicant  contends  that  this  street  is  a 
very  high  class  residential  street  with  all  plots,  except 
three,  built  up  with  one  family  residences ;  that  there  are 
no  business  buildings  on  the  street;  that  the  proposed 
building  will  comply  writh  “E”  area  residential  use  require¬ 
ments. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  N.B.  Application  No.  1744-39,  be  and  it  hereby  is 
modified ,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  in  all  other  respects  the  building  shall 
comply  with  the  requirements  of  the  building  zone  resolu¬ 
tion  and  the  administrative  building  code  for  residences 
erected  outside  of  the  fire  limits. 


687-39-A. 

APPLICANT — Jack  Z.  Cohen,  for  Bella  Fried,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 96  Bay  31st  street,  west  side, 
60  ft.  south  of  Benson  avenue  (Block  No.  6415, 
Lot  No.  47),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD —  Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  . 0 


THE  RESOLUTION— 

(687-39-A) 

Whereas,  Jack  Z.  Cohen,  for  Bella  Fried,  owner,  filed 
May  23,  1939,  an  appeal  from  a  decision  of  the  acting 
borough  superintendent  of  buildings,  affecting  premises 
96  Bay  31st  street,  west  side,  60  ft.  south  of  Benson  avenue 
(Block  No.  6415,  Lot  No.  47),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  acting  borough  superinten¬ 
dent  of  buildings  on  Misc.  Application  No.  1377-39,  dated 
May  17,  1939,  reads: 

“As  there  are  no  records  in  this  department  showing 
the  occupancy  of  present  frame  building,  the  proposed 
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occupancy  of  dwelling  by  one  family  on  1st  floor  and 
one  family  on  2nd  floor  and  attic,  is  contrary  to  8.7.2. 1 
of  code,  which  prohibits  the  occupancy  of  more  than 
two  floors  of  a  frame  building  for  dwelling  purposes.” 

and 

Whereas,  the  building  is  2  stories  and  attic  (35  ft.)  in 
height,  33  ft.  by  33  ft.  in  area  of  Class  4  construction  on 
a  lot  60  ft.  by  96  ft.  8  in.  in  area,  located  in  a  residence 
use,  “C”  and  “D”  area  district,  erected  1917  and  occupied 
as  a  one  family  dwelling ;  and 

Whereas,  the  applicant  contends  that  the  building  is 
f ullyT  detached ;  that  the  building  is  at  present  arranged 
for  a  two  family  occupancy;  that  it  is  proposed  to  install 
new  bathroom  fixtures,  remove  the  kitchen  from  the  attic 
and  relocate  same  on  the  second  floor ;  and  to  occupy  this 
building  as  follows:  1st  floor — one  family;  2nd  floor  and 
attic — one  family;  total,  two  families;  that  as  the  building 
is  not  to  be  increased  in  size,  the  granting  of  this  applica¬ 
tion  is  respectfully  requested. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  Misc.  Application  No.  1377-39,  be  and  it  hereby 
is  modified,  and  that  the  appeal  be  and  it  hereby  is  granted, 
permitting  the  occupancy  of  the  building  for  two  families, 
one  occupying  the  1st  floor  and  one  occupying  the  2nd 
floor  and  attic,  on  condition  that  in.  all  other  respects  the 
building  shall  comply  with  all  requirements  of  the  Admin¬ 
istrative  Building  Code ;  that  there  shall  be  filed  by  the 
owner,  an  agreement  with  the  acting  borough  superinten¬ 
dent,  that  at  no  time  will  the  building  be  occupied  by  more 
than  two  families ;  that  there  shall  be  no  cooking  facilities 
maintained  on  the  3rd  or  attic  story;  that  a  second  means 
of  exit  shall  be  provided  from  the  3rd  or  attic  story,  which 
may  be  by  means  of  a  steel  ladder  or  fire-escape  to  a 
platform  at  the  2nd  story  level,  with  a  counterbalanced 
drop  ladder  from  same  to  grade. 


701-39- A. 

APPLICANT — John  D.  Anderson,  for  National  Gypsum 
Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — -West  side  of  Cabot  street  to 
138  ft.  west  of  west  side  of  Truxton  street  and 
82.03  ft.  south  of  Oak  Point  avenue  to  East  River 
(Block  No.  2605,  Lot  No.  30,  Block  No.  350,  part 
of  Lot  No.  2  and  Block  No.  2606,  part  of  Lot  No. 
3),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  D.  Anderson  and  L.  R.  San¬ 
derson. 

For  Administration :  M.  Thiede,  Department  of 
Blousing  and  Buildings. 

ACTION  OF  BOARD —  Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . 0 

Absent  .  0 


THE  RESOLUTION— 

(701 -39- A) 

Whereas,  John  D.  Anderson,  for  National  Gypsum 
Company,  owner,  filed  May  26,  1939,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings,  affect¬ 
ing  premises :  West  side  Cabot  street  to  138th  ft.  west  of 
West  side  of  Truxton  street  and  82.03  ft.  south  of  Oak 
Point  avenue  to  East  River  (Block  No.  2605,  Lot  No.  30, 
Block  No.  350,  part  of  Lot  No.  2  and  Block  No.  2606,  part 
of  Lot  No.  3,  Borough  of  the  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
N.B.  Application  448-39,  dated  May  28,  1939,  reads: 

“1.  Class  5  metal  structure  to  be  used  for  com¬ 
mercial  purpose  exceeding  30  ft  in  height  and  15,000 
square  feet  in  area  is  contrary  to  sub-division  4  of 
Sec.  4.2.1  of  the  building  code  or  Sec.  C-26.254.0  of  the 
administrative  code. 


2.  Stairways  shall  comply  with  Article  7  of  the 
code.” 

and 

Whereas,  the  proposed  building  will  be  one  story  (80 
ft.)  in  height,  118  ft.  by  453  ft.  in  area,  of  Class  5  con¬ 
struction,  located  in  an  unrestricted  use,  “A”  area  district, 
and  occupied  for  the  storage  of  gypsum  rock — no  persons ; 
and 

Whereas,  applicant  contends  that  the  building  which 
has  a  storage  height  of  80  ft.,  the  height  to  peak  of  roof 
trusses  is  approximately  90  ft.,  will  be  constructed  of 
steel  frame  with  Fink  type  roof  trusses  supported  on  A 
frame  columns,  with  purlins,  girts,  braces  and  other  neces¬ 
sary  members,  corrugated  steel  roof  and  siding  ventilated 
steel  sash  and  steel  grating  inspection  platforms  and  walk 
ways ;  the  building  is  supported  on  reinforced  concrete 
footings  and  steel  shell  concrete  piles  and  will  be  used 
for  the  storage  of  approximately  75,000  tons  of  gypsum 
rock,  resting  on  the  ground;  that  every  effort  has  been 
made  to  meet  the  requirements  of  the  building  code,  so 
far  as  it  is  practical,  for  a  structure  of  this  kind;  that  as 
to  objection  2  of  the  borough  superintendent’s  decision, 
there  is  a  basic  difference  in  the  purpose  of  the  stairways, 
as  prescribed  in  article  7  and  the  purposes  of  the  stairways 
in  the  building  in  question;  these  stairways  serve  solely 
as  means  of  access  between  platforms  and  are  used  solely 
for  inspection  and  maintenance  purposes ;  that  only  one 
employee  will  use  them  not  more  than  once  a  day ;  that 
the  stairways  provided  are  those  usually  provided  in 
industrial  structures  of  this  type. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  N.B.  Application  No.  448-39,  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted, 
as  to  Objections  No.  1  and  2,  on  condition  that  the  building 
shall  comply  substantially  with  the  plans  filed  with  the 
borough  superintendent  of  buildings  and  that  the  occupancy 
shall  be  as  proposed,  and  granted  only  so  long  as  the 
building  is  used  for  the  purpose  and  occupancy  as  proposed. 

703-39-A. 

APPLICANT — Paul  Friedman,  for  Roysown  Realty  Cor¬ 
poration,  owner. 

SL^BJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — 57-69  Caton  place,  north  side, 
50  ft.  east  of  East  8th  street  and  13-23  Ocean 
parkway  (Block  No.  5322,  Lot  No.  4),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman  and  Benjamin 
Schlanger. 

For  Administration:  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(703-39-A) 

Whereas,  Paul  Friedman,  for  Roysown  Realty  Cor¬ 
poration,  owner,  filed  May  24,  1939,  an  appeal  from  a 
decision  of  the  acting  borough  superintendent  of  buildings, 
affecting  premises  57-69  Caton  place,  north  side,  50  ft.  east 
of  East  8th  street  and  13-23  Ocean  parkway  (Block  No. 
5322,  Lot  No.  4),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  acting  borough  superinten¬ 
dent,  on  Application  No.  1826-39,  dated  May  19,  1939,  reads: 

“1.  Proposed  change  of  occupancy  in  non-fireproof 
building  is  contrary  to  Sec.  C26-721.0  A.C. 

2.  Standpipe  system  required  as  per  Sec.  C26-746.0 
A.C.  (See  Bd.  of  Appeals,  Cal.  No.  531-26-A). 

3.  Boiler  room  must  be  located  outside  of  audi¬ 
torium  area — Sec.  C26-749.  A.C. 
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4.  Provide  adidtional  4-ft.  stair  from  2nd  floor 
(occupancy  of  IS  people  questioned). 

5.  1  rovide  exits  from  ground  floor  in  accordance 
with  Sec.  C26-731.0.” 

and 

Whereas,  the  building  is  3  stories  (40  ft.)  in  height, 
1(6  It  o  in.  by  189  ft.  in  area,  of  Class  3  construction, 
located  in  an  unrestricted  and  residence  use  “C”  area  dis- 
[  ^ric^’  erected  in  1920  and  1926  and  occupied  pursuant  to 
certificate  of  occupancy  No.  78012,  as  a  riding  academy  and 
stabie.  It  is  proposed  to  occupy  the  building:  1st  floor- 
roller  skating  rink — 1200  persons;  2nd  floor — ping  pong 
room  IS  persons;  3rd  floor — storage — 0  persons;  and 
Whereas,  the  applicant  contends  a  new  fireproof  stair¬ 
way  will  be  constructed  leading  from  the  boiler  room  direct 
to  the  street,  that  the  1st  tier  of  beams  will  be  removed, 
basement  filled  in,  and  a  concrete  slab  poured;  that  the 
part  of  the  building  fronting  on  Ocean  parkway  at  the  1st 
story  will  be  used  for  lobby,  check  room,  offices,  toilets 
and  other  similar  uses;  that  the  2nd  story  on  the  Ocean 
parkway  frontage  will  be  used  as  a  ping  pong  room  lim- 
lted  to  15  persons ;  that  one  of  the  existing  stairways  to 
the  2nd  story  will  be  repioved  and  that  all  partitions 
erected  will  consist  of  4  inch  gypsum  blocks  plastered  on 
both  sides ;  that  a  steel  tower  will  be  erected  to  support 
two  electric  signs  in  the  unrestricted  district. 

.  Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent,  on  Application  No.  1826-39,  be  and  it  hereby 
is  modified,  and  that  the  appeal  be  and  it  hereby  is  granted 
as  to  Objections  No.  1  to  5,  inclusive,  so  as  to  permit  the 
occupancy  as  a  roller  skating  rink,  substantially  as  shown 
on  plans  filed  with  the  borough  superintendent  of  build¬ 
ings,  .  on  condition  that  the  building  shall  not  be  increased 
in  height  or  area;  that  no  cellar  shall  be  constructed  under 
the  building,  except  the  existing  boiler  room;  that  such 
boiler  room  shall  be  separated  from  the  balance  of  the 
building  by  fireproof  construction  and  enterable  only  from 
the  exterior  of  the  building;  that  two  means  of  exit  shall 
be  constructed  to  the  2nd  story  space,  to  be  used,  as  pro¬ 
posed,  as  a  ping  pong  room ;  that  the  requirements  for 
the  standpipe  system  may  be  waived  in  view  of  the  action 
by  the  board  under  Cal.  No.  531-26-A;  that  no  signs  shall 
be  erected  on  any  part  of  the  building  within  the  area 
zoned  for  residential  uses ;  and  that  in  all  other  respects 
all  laws,  rules  and  regulations  shall  be  complied  with  as 
applying  to  the  construction  and  occupancy  of  this  building. 

705-39-A. 

APPLICANT — Emery  Roth,  for  877  Fifth  Avenue  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 877  Fifth  avenue  and  2-4 
East  69th  street,  southeast  corner  (Block  No.  1383, 
Lot  Nos.  67  and  69),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Emery  Roth  and  Harry  Horowitz. 
For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 


ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Absent  .  0 

THE  RESOLUTION— 

(705-39-A) 


Whereas,  Emery  Roth,  for  877  Fifth  Avenue  Corpora¬ 
tion,  owner,  filed  May  29,  1939,  an  appeal  from  decisions 
of  the^borough  superintendent  of  buildings,  affecting  prem¬ 
ises  877  Fifth  avenue  and  2-4  East  69th  street,  southeast 
corner  (Block  No.  1383,  Lot  Nos.  67  and  69),  Borough  of 
Manhattan;  and 


Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  15,  1939,  reads: 

‘‘Receipt  is  acknowledged  of  your  letter  of  May  9, 
1939,  and  the  attached  blue  print  showing  the  irregular 
plot  located  at  south  corner  Fifth  avenue  and  69th 
street,  with  the  diagram  of  the  courts  and  yards  of 
proposed  18-story  multiple  dwelling  to  be  erected 
thereon. 

The  yards  and  courts  shown  comply  with  the  re¬ 
quirements  of  the  Multiple  Dwelling  Law,  with  the 
exception  that  the  ten-foot  wide  yard  at  the  east  prop¬ 
erty  line  must  be  continued  to  the  yard  on  the  south 
lot  line  to  serve  as  an  outer  court.” 

and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  25,  1939,  reads; 

‘‘Receipt  is  acknowledged  of  your  letter  of  May  22, 
and  attached  blue  print  showing  block  ventilation  in 
connection  with  location  of  the  courts  and  yards  of 
the  proposed  apartment  house  to  be  erected  at  above 
location. 

I  regret  to  inform  you  that,  on  further  study  of  the 
proposed  layout  of  the  building  and  the  block  map 
which  you  have  submitted,  it  was  decided  that  the  open 
space  along  the  east  lot  line  must  comply  with  all  the 
requirements  of  a  yard,  and  that  the  width  of  said  yard 
at  any  point  more  than  sixty  feet  from  the  front  lot 
line  must  conform  with  the  requirements  for  yards  of 
interior  lots. 

This  ruling  modifies  our  ruling  of  May  15,  1939, 
on  the  same  subject.” 

and 

Whereas,  the  proposed  building  will  be  18  stories  and 
penthouse  (178  ft.)  in  height,  50  ft.  by  150  ft.  in  area, 
of  Class.  2  construction,  equipped  with  a  standpipe  system, 
located  in  a  residence  use  “B”  area  district  and  occupied 
throughout  as  a  Class  “A”  multiple  dwelling;  and 
.  Whereas,  the  applicant  contends  in  determining  the  loca¬ 
tion  of  tire  yard,  the  yard  for  a  corner  plot  has  been  placed 
opposite  to  the  50  ft.  frontage  on  Fifth  avenue  and  a  yard 
for  an  interior  plot  opposite  the  50  ft.  facing  69th  street, 
so  that  the  yard  in  each  case  is  at  the  rear  of  the  respective 
street  frontages ;  that  in  the  applicant’s  opinion,  any  other 
arrangement  of  courts  and  yards  would  not  be  legal ;  and 
Whereas,  in  the  opinion  of  the  board,  the  interpretation 
of  the  requirements  of  the  Multiple  Dwelling  Law,  as  made 
by  the  borough  superintendent  of  buildings,  is  correct  and 
that  to  grant  this  appeal  would  be  tantamount  to  varying 
the  Multiple  Dwelling  Law,  which  neither  the  board  nor 
the  superintendent  of  buildings  is  empowered  to  do. 

Resolved,  that  the  decisions  of  the  borough  superintendent, 
dated  May  15,  1939,  and  May  25,  1939,  respectively,  be  and 
they  hereby  are  affirmed,  and  that  the  appeal  be  and  it  hereby 
is  denied. 


73 1-39- A. 

APPLICANT — Joseph  Unger,  for  International  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

1  REMISES  AFFECTED — 26-15  Utopia  Parkway,  east 
side,  106.7  ft.  south  of  26th  avenue  (Block  No. 
5967,  part  of  Lot  No.  1),  Bayside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Joseph  Unger. 

For  Administration  :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  q 
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THE  RESOLUTION— 

(73 1-39- A) 

Whereas,  Joseph  Unger,  for  International  Construction 
Corporation,  owner,  filed  on  June  3,  1939,  an  appeal  from 
a  decision  of  the  borough  superintendent  of  buildings, 
affecting  premises  26-15  Utopia  parkway,  east  side,  106.7  ft. 
south  of  26th  avenue  (Block  No.  5967,  part  of  Lot  No.  I1), 
Bayside,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
on  N.B.  Application  No.  3366-39,  dated  May  29,  1939,  reads : 

“The  erection  of  a  frame  building  in  the  fire  limits 
is  contrary  to  sec.  4.1.2  of  the  building  code.” 

and 

Whereas,  the  proposed  building  will  be  2l%  stories  (27 
ft.)  in  height,  33  ft.  6  in.  by  26  ft.  2  in.  in  area,  of  frame 
construction ;  on  a  plot  46.27  ft.  by  150.44  ft.,  irregular  in 
area ;  located  in  a  business  use  “D”  area  district,  and  to  be 
occupied  as  a  one-family  dwelling  and  garage ;  and 

Whereas,  the  applicant  contends  that  it  has  constructed 
approximately  200  frame  dwellings  of  similar  character 
in  this  area ;  that  it  is  proposed  to  surface  the  building  on 
the  exterior  with  brick  veneer  on  the  1st  story  and  stucco 
and  timber  above ;  that  the  building  will  be  located  15  ft. 
from  the  nearest  point  of  the  building  line  and  have  side 
yards  of  5  ft.  on  one  side  and  8  ft.  on  the  other,  excepting 
that  the  chimney  will  project  into  one  of  these  side  yards 
as  shown  on  drawing  filed  with  this  appeal. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  N.B.  Application  No.  3366-39,  be  -  and  it  hereby 
is  modified,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  be  restricted  to  resi¬ 
dential  occupancy  for  one  family  and  that  in  all  other 
respects  it  shall  meet  the  requirements  of  the  “F”  resi¬ 
dential  zone,  except  that  the  one  side  yard  need  not  be 
more  than  5  ft.  in  width  into  which  chimney  breast  may 
extend  a  distance  of  not  more  than  2  ft. ;  that  in  all  other 
respects  the  building  shall  comply  wih  all  laws,  rules  and 
regulations  applicable  to  a  residential  building  constructed 
outside  of  the  fire  limits ;  that  the  building  on  the  exterior 
shall  be  surfaced  with  brick  veneer  for  the  1st  story. 


VARIATIONS  OF  LABOR  LAW 

1156-38-S. 

APPLICANT — A.  C.  Lefante,  for  Andrew  Schirrmeister, 
owner. 

SUBJECT — Application  reopened  April  11,  1939 — re  Varia¬ 
tion  of  the  labor  law  as  cited  in  a  decision  of  the 
acting  borough  superintendent  of  buildings  (pre¬ 
viously  withdrawn). 

PREMISES  AFFECTED' — 661-663  Broadway,  east  side, 
161  ft.  10%  in.  south  of  Varet  street  (Block  No. 
3112,  Lot  No.  5),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  A.  C.  Lefante. 

For  Administration:  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1939  at 
2  p.m.,  for  applicant  to  file  corrected  plans  in 
building  department. 


229-39- S. 

APPLICANT — Mortgage  Commission  Servicing  Corpora¬ 
tion,  Assignee  of  Rents  for  Anton  Hoffman,  Inc., 
owner. 

SUBJECT — Variation  of  the  -labor  law  as  cited  in  an  order 
of  the  borough  superintendent  of  buildings. 

PREMISES  AFFECTED — 315  East  91st  street,  north  side, 
200  ft.  east  of  Second  avenue  (Block  No.  1554, 
Lot  No.  9),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Robert  T.  Lyons. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1939  at 
2  p.m.,  for  inspection  by  a  committee  of  the  board. 


529-39-S. 

APPLICANT — Samuel  Rosenblum,  for  Quality  Art  Nov¬ 
elty  Co.,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an 
order  and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 30-02  Thomson  avenue,  south 
side,  from  30th  street  to  30th  place  (Block  No. 
274,  Lot  No.  1),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  June  20,  1939  at 
2  p.m.,  on  written  request  of  applicant. 

APPLIANCES  SUBMITTED  FOR  APPROVAL 

559-39-SA. 

APPLICANT — Westinghouse  Electric  and  Manufacturing 
Company,  owner. 

SUBJECT— Westinghouse  “Spiralaire”  Oil  Burner,  Models 
J  and  K,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD' — Appliance  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(559-39-SA) 

Whereas,  the  Westinghouse  Electric  and  Manufacturing 
Company,  owner,  filed  May  3,  1939,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  ap¬ 
pliance  known  as  the  Westinghouse  “Spiralaire”  Oil  Burner, 
Models  J  and  K;  and 

Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  committee  on  tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  559-39-SA. 

Approval  of  the  Westinghouse  “Spiralaire”  Oil  Burner, 
Models  J  and  K. 

June  7,  1939 

The  Westinghouse  Electric  and  Manufacturing  Com¬ 
pany,  owner,  filed  May  3,  1939,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
appliance  known  as  the  Westinghouse  “Spiralaire”  Oil 
Burner,  Model  J,  under  the  provisions  of  the 
Oil  Burner  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals  and  C26-191.0  (2.2.3)  Administrative  Building 
Code. 

The  burner  was  inspected  and  tested  at  1120  East 
92nd  Street,  Brooklyn,  N.  Y.  j 

The  only  model  under  test  was  the  Model  J,  which 
was  installed  in  an  ordinary  type  domestic  steam  heat¬ 
ing  boiler. 

This  oil  burner  is  of  the  pressure  atomizing,  gun 
type,  consisting  of  the  following  assembly — A  Leland 
1/10  H.  P.  motor;  Tuthill  fuelstat  consisting  of  a 
pump,  pressure  regulating  valve  and  strainer ;  a  Sirocco 
type  fan  and  a  Harsch  nozzle,  with  a  capacity  from 
1.35  to  3  gallons  per  hour. 

Ignition — Electric  Jefferson  transformer  110-10,000 
volts.  _  m  j 

Controls — Mercoid  Pyratherm  and  a  Minneapolis 
Honeywell  Pressuretrol  L-404. 

This  burner  is  designed  to  burn  numbers  1,  2  and  3 
grades  of  commercial  fuel  oil. 

With  the  oil  supply  shut  off  and  a  cold  combustion 
chamber  the  burner  was  put  into  operation,  and  on 
two  successive  tests  the  controls  shut  the  burner  down 
in  92  and  94  seconds  respectively. 
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The  burner  was  then  put  into  normal  operation  and 
during  the  period  of  the  test,  all  the  controls  func¬ 
tioned  as  designed.  The  flame  was  clean  and  free  of 
smoke  and  soot  and  an  examination  of  the  combustion 
chamber  showed  no  undue  carbon  deposits. 

The  report  of  the  Division  of  Combustibles  of  the 
hire  Dept,  is  filed  in  the  application. 

5  5lesult1  o£  *his.  inspection  and  test  it  is  recom- 
mended  that  the  Westinghouse  “Spiralaire”  Oil  Burner 
Mode!  J,  be  approved  for  use  in  domestic  installations 
with  oil  not  heavier  than  number  3,  U.  S.  Department 
o  Commerce  standards  grade,  when  installed  in  ac¬ 
cordance  with  the  Oil  Burner  Rules  adopted  by  the 
Boaid  of  Standards  and  Appeals,  on  condition  that  the 
burner  has  a  label  permanently  affixed  reading 
approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  No.  559-39-SA. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner. 

CHARLES  M.  BLUM, 
Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

and  Committee  on  Tests. 

Whereas,  this  report  recommended  the  approval  of  this 
appliance  on  certain  conditions. 

h/rfh°lVeji’  that  *;he  Bofrd  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Westinghouse 
Spiralaire  Oil  Burned,  Model  J,  on  condition  that  the 
pphance  be  manufactured,  installed,  operated  and  labelled 
in  accordance  with  above  report. 

577-39-SA.  •  "  " 

[  APPLICANT  —  George  Widmayer,  for  Iron  Fireman 

cttotttTWt  actUnng  Company,  owner. 

SUBJECT— Iron  Fireman  Oil  Burner,  Model  M,  approval 

APPEARANCES— 

For  Applicant:  None. 

I  ACTION  OF  BOARD' — Appliance  approved  in  accordance 
with  report  of  committee  on  tests 
THE  VOTE  TO  APPROVE— 

Affirmative .  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . 0 

Absent  . q 

THE  RESOLUTION— 

(577-39-SA) 

Whereas,  George  Widmayer,  for  Iron  Fireman  Manu- 
factunng  Company,  owner,  filed  May  5,  1939,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  of 
the  appliance  known  as  the  Iron  Fireman  Oil  Burner  Model 
M ;  and 

Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report ;  and 
Whereas,  the  report  of  the  committee  on  tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  577-39-SA. 

Approval  of  Iron  Fireman  Oil  Burner 
Model  M. 

r  .  T  June  7,  1939. 

George  Widmayer,  for  Iron  Fireman  Manufactur¬ 
ing  Company,  owner,  filed  May  5,  1939,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 

?  appliance  known  as  the  Iron  Fireman  Oil  Burner 
Model  M.  ’ 

The  burner  was  installed  in  a  conventional  type 
domestic  steam  heating  boiler  and  consisted  of  the 
following  assembly:  G.  E.  1/6  H.  P.  motor;  Webster 
dual  stage  fuel  oil  unit,  consisting  of  pump,  strainer 
and  regulating  valve ;  Sirocco  type  fan  and  Monarch 
nozzle  having  capacity  of  to  5  gallons  per  hour. 


Ignition  Electric;  G.  E.  Transformer  being  used. 
Controls  Mercoid  stack  switch  and  a  steam  pressure 
switch  manufactured  by  L.  R.  Teeple. 

With  the  oil  supply  cut  off  and  a  cold  combustion 
chamber,  the  burner  was  put  into  operation  and  on  two 
successive  tests  the  controls  functioned  and  shut  the 
burner  down  in  58  and  56  seconds  respectively.  The 
burner  was  then  put  into  normal  operation  and  during 
the  period  of  test  all  controls  functioned  as  designed, 
i  n6  were  no  dare  backs  due  to  faulty  ignition  and 
the  flame  was  clean  and  free  of  smoke  and  soot.  Ex¬ 
amination  of  combustion  chamber  showed  no  undue 
carbon  deposits. 

As  a  result  of  this  inspection  and  test,  it  is  recom- 
mended  that  the  Iron  Fireman  Oil  Burner,  Model  M, 
be  approved  for  domestic  and  commercial  use  when 
installed  in  accordance  with  the  Oil  Burner  Rules 
adopted  by  the  Board  of  Standards  and  Appeals,  with 
fuel  oil  not  heavier  than  No.  3  U.  S.  Department  of 
Commerce  standards,  on  condition  that  the  burner  has 
a  label  permanently  affixed  reading,  “Approved  by  the 
Board  of  Standards  and  Appeals,  for  use  in  New  York 
City  under  Cal.  577-39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner. 
CHARLES  M.  BLUM, 
Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

and  Committee  on  Tests. 

Whereas,  this  report  recommended  the  approval  of  this 
appliance  on  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Iron  Fireman 
Oil  Burner,  Model  M,  on  condition  that  the  appliance  be 
manufactured,  installed,  operated  and  labelled  in  accordance 
with  above  report. 

654-39-SA. 

APPLICANT— J.  PI.  Flynn,  for  Richmond  Radiator  Com¬ 
pany,  owner. 

SUBJECT— Richmond  Heatomat  Gas  Heating  Boiler  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD1— Appliance  approved  in  accordance 
with  report  of  committee  on  tests 
THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . 0 

Absent  .  '  q 

THE  RESOLUTION— 

(654-39-SA) 

Whereas,  J.  H.  Flynn,  for  Richmond  Radiator  Company 
owner,  filed  May  19,  1939,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Richmond  Heatomat  Gas  Heating  Boiler;  and 
Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 
Whereas,  the  report  of  the  committee  on  tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  No.  654-39-SA. 

Approval  of  the  Richmond  Heatomat 
Gas  Heating  Boiler. 

June  6,  1939. 

J.  H.  Flynn,  for  the  Richmond  Radiator  Company 
owner,  filed  May  19,  1939,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  Richmond 
Heatomat  Gas  Heating  Boiler,  under  the  provisions  of 
C26-690.0  (11.1.11)  Administrative  Building  Code. 
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This  appliance  consists  of  a  cast  iron  vertical  tubu¬ 
lar  section  boiler  joined  together  with  suitable  push 
nipples  and  held  in  place  with  heavy  tie  rods.  These 
sections  are  tested  at  the  factory  to  a  hydrostatic  pres¬ 
sure  of  150  lbs.  per  scp  in.,  assembled  and  again  tested. 
The  sections  are  enclosed  in  an  enameled  steel  casing 
insulated  with  aircell  asbestos.  The  burners  are  of  the 
Bunsen  type.  The  control  equipment  consists  of  a 
Minneapolis-Honeywell  T-ll  type  thermostat,  operating 
a  low  voltage  solenoid  valve  controlling  the  operation  of 
a  Rohrertshaw  main  gas  control  valve.  A  Robertshaw 
thermostatic  pilot  is  provided  for  igniting  the  main 
burners  and  acting  as  a  safety.  If  the  pilot  light  is 
extinguished,  the  gas  supply  is  shut  off. 

A  Robertshaw  temperature  control  is  provided  for  hot 
water  boiler  and  a  high  pressure  limit  control  for  steam 
boiler.  These  operate  by  shutting  off  the  main  gas 
control  valve,  if  temperature  or  pressure  rises  above 
normal.  A  low  water  cut-off  valve  is  provided  with 
steam  boilers,  which  shut  off  main  gas  valve,  if  low 
water  is  reached  in  the  boiler. 

The  Robertshaw  diaphragm  main  gas  control  valve  is 
the  main  control  valve,  all  other  control  valves  such  as 
room  thermostat  operating  through  the  solenoid.  Water 
temperature  regulator,  low  water  cut-off  and  the  thermo¬ 
static  pilot  operate  this  diaphragm  valve.  If  any  one 
of  these  controls  is  called  upon  to  shut  off  the  supply 
of  gas  to  the  burner,  it  admits  gas  to  the  upper  chamber 
of  the  diaphragm  valve  and  the  force  of  gravity  causes 
the  diaphragm  valve  to  seat  and  shut  off  main  supply 
of  gas  to  the  burner.  This  appliance  is  manufactured  in 
sizes  ranging  from  64,800  B.T.U.  output  to  2,790,000 
B.T.U’s. 

The  appliance  has  been  approved  by  the  American 
Gas  Association,  record  of  which  approval  has  been 
filed. 

The  appliance  was  inspected  and  tested  at  the  Mauser 
Plumbing  Supply  Co.,  2472  Third  Avenue,  The  Bronx, 
and  found  to  operate  satisfactorily. 

It  is  recommended  that  the  Richmond  Heatomat  Gas 
Heating  Boiler  be  approved  for  use  in  New  York  City, 
when  installed  in  accordance  with  the  Administrative 
Code  and  with  the  above  report,  on  condition  that  the 
appliance  bear  a  label  reading,  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  No.  654-39-SA.” 

(Sgd.)  BERNARD  A.  SA.VAGE, 
Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  the 
appliance  on  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Richmond  Heat¬ 
omat  Gas  Heating  Boiler,  on  condition  that  the  appliance  be 
manufactured,  installed,  operated  and  labelled  in  accordance 
with  above  report. 

655-39-SA. 

APPLICANT — J.  H.  Flynn,  for  Richmond  Radiator  Com¬ 
pany,  owner. 

SUBJECT — Richmond  Gas  Fire  Air  Conditioner,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD' — Appliance  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  4 


Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(655-39-SA") 

Whereas,  J.  H.  Flynn,  for  Richmond  Radiator  Company, 
owner,  filed  May  19,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Richmond  Gas  Fired  Air  Conditioner  (without  re¬ 
frigeration)  ;  and 

Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  committee  on  tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

Re:  Cal.  No.  655-39-SA. 

Approval  of  Richmond  Gas-Fired  Air 
Conditioner. 

June  6,  1939. 

J.  H.  Flynn,  for  the  Richmond  Radiator  Company, 
owner,  filed  May  19,  1939,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  Rich¬ 
mond  Gas  Fired  Air  Conditioner  (without  refrigera¬ 
tion)  under  the  provisions  of  C26-690.0  (11.1.1)  Ad¬ 
ministrative  Building  Code. 

The  appliance  consists,  of  a  casing  finished  in  baked 
enamel  housing  a  cast  iron  gas  burner,  blower  and 
motor,  air  filters,  and  all  control  accessories.  Within 
the  outer  casing  is  air  inner  casing,  which  surrounds  the 
heating  apparatus  and  serves  as  an  insulator  and  for 
the  purpose  of  bringing  the  circulated  air  in  proper  con¬ 
tact  with  the  heater  and  for  preheating]  the  return  flow 
of  air  to  the  air  conditioner.  The  controls  consist  of  a 
Minneapolis-Honeywell  T-ll  A  or  equal  Thermostat, 
which  operates  a  magnetic  valve  located  on  the  main 
control  valve.  A  magnetic  valve  control  M-H  V116B 
mounted  directly  on  the  main  gas  control  valve  V-126B. 
The  main  gas  control  valve  is  used  to  control  the  main 
gas  supply  to  the  burner  and  is  also  operated  by  the 
thermostatic  pilot  control. 

The  pilot  is  a  M-H  stainless  steel,  operating  in  con¬ 
junction  with  the  thermostatic  control  in  the  main  gas 
control  valve. 

A  M-H  L-101  fan  and  limit  control  is  used  to  con¬ 
trol  fan  operation  and  also  to  shut  off  when  the  burner 
temperature  reaches  175°  F. 

The  operating  sequence  is  as  follows :  The  pilot  is 
lighted  and  after  one  minute  safety  button  on  main 
control  valve  is  pushed  up  and  if  thermostatic  pilot  is 
functioning,  it  will  stay  in  this  up  position.  The  room 
thermostat  is  then  set  to  required  temperature,  closing 
circuit  to  magnetic  valve  and  opening  main  gas  control 
valve,  allowing  gas  to  flow  to  burners  and  be  ignited  by 
pilot.  The  fan  control  is  set  to  operate  at  150°  F.  When 
this  temperature  is  reached,  the  fan  switch  will  be  closed 
and  the  fan  and  motor  blower  will  start  operating,  pass¬ 
ing  heated,  cleaned,  humidified  air  into  rooms. 

If  temperature  rises  to  175°  F.  or  pilot  goes  out,  the 
main  gas  burner  will  be  shut  off.  All  controls  are 
interconnected  so  that  if  any  one  control  should  fail,  the 
main  gas  supply  is  cut  off. 

This  appliance  is  manufactured  in  sizes  ranging  from 
42,000  B.T.U.  output  to  450,000  B.T.U. 

The  appliance  has  been  approved  by  the  American 
Gas  Association,  Inc.,  record  of  which  approval  has 
been  filed. 

The  appliance  was  inspected  and  tested  at  58-37  79th 
Street,  Elmhurst,  L.  I.,  and  found  to  operate  satis¬ 
factorily. 

It  is  recommended  that  the  Richmond  Gas  Fired  Air 
Conditioner  be  approved  for  use  in  New  York  City, 
when  installed  in  accordance  with  the  requirements  ot 
the  Administrative  Code  and  with  the  above  report,  on 
condition  the  appliance  bear  a  label  reading :  “Approved 
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by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  No.  655-39-SA. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance  on  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Richmond  Gas 
Fired  Air  Conditioner,  on  condition  that  the  appliance  be 
manufactured,  installed,  operated  and  labelled  in  accordance 
with  above  report. 


MATERIALS  ^SUBMITTED  FOR  APPROVAL 
237-38-SM. 

APPLICANT — United  States  Gypsum  Company,  owner. 
SUBJECT — Weatherwood  Pyrofill  Gypsum  Slab  Roof  Con¬ 
struction,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


341-38-SM. 

APPLICANT — Bird  and  Son,  Inc.,  owners. 

SUBJECT — Bird  and  Son  Roofing  Materials — Application 
for  reopening  and  amendment  of  resolution. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened,  report  of 
Committee  on  Tests  amended  and  resolution  of 
board  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(341-38-SM) 

Whereas,  Bird  and  Son,  Inc.,  owner,  filed  May  6,  1938, 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  material  known  as  the  Bird  Roofing 
Materials,  Paroid  and  Neponset,  Brand  Specifications  201, 
202,  203  and  204;  and 

Whereas,  this  material  was  approved  by  the  board  July 
22,  1938,  resolution  amended  October  11,  1938  approving 
additional  materials  and  applicant  requested  approval  of 
Flat  Shingles  of  Square  Butt  Type  and  now  requests  ap¬ 
proval  of  additional  roofing  materials ;  and 

Whereas,  the  report  of  the  committee  on  tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  341-38-SM 

Subject:  Bird  and  Son  Roofing  Materials. 

Bird  and  Son  requested  a  reopening  to  consider  for 
approval  of  roof  construction  as  described  herein  as  an 
amendment  to  the  approvals  granted  by  the  Board  under 
Cal.  No.  341-38-SM. 

Additional  tests  on  the  proposed  new  roof  construc¬ 


tion  witnessed  by  the  Committee  of  the  Board  on  June 
3,  1939  are  as  follows : 

BIRD  BUILT  UP  ROOFING 
Specification  No.  901 

Test  No.  1 

The  specification  of  roofing  under  this  test  was  laid 
over  a  4'  x  3'  panel  and  was  as  follows : 

Smooth  surfaced  asphalt  specification  with  Bird  34  lb. 
Universal  Cap  Sheet  surfacing  over  24"  wood  sheathing 
composed  of  one  30  lb.  asphalt  saturated  rag  felt  base 
sheet  and  two  14  lb.  asphalt  saturated  felt  mopped  solid 
with  steep  asphalt  and  surfaced  with  one  34  lb.  Bird 
Universal  Cap  mopped  solid.  For  inclines  one  inch  up 
to  six  inches  per  foot. 

The  Brand  was  consumed  in  24  minutes  consuming 
the  top  ply  of  34  lb.  Universal  asphalt  and  1  ply  of 
14  lb.  saturated  asphalt  felt  and  with  no  effect  on  the 
remaining  plies  of  14  and  30  asphalt  felts  and  with  no 
charring  of  the  wood  deck. 

A  similar  specification  for  installation  non-combus¬ 
tible  decks  is  as  follows : 

Specification  No.  902 

Three  plies  14  lb.  asphalt  saturated  rag  felt  all  mopped 
solid  with  one  34  lb.  Bird  Universal  Cap  Sheet  cemented 
in  asphalt.  For  inclines  one  inch  up  to  six  inches  per 
foot. 

BIRD  NEPONSET  CAP  SHEET— COLD 
APPLICATION 
Test  No.  2 

The  roof  deck  in  this  test  was  made  up  as  follows : 

Neponset  Cap  Sheet — Cold  Application 

19''  Selvage — Roof  to  be  covered  with  2  ply — 

90  lb. 

Application  Specifications — 

Material  per  square — 213.7  sq.  ft. 

Shipping  Weight — 90  lbs. 

Exposure  on  Roof — 17". 

Underwriters’  Classification— “Built-up  Coverings”. 

Pitch — 2"-4"  apply  horizontally  over  4"  apply  ver¬ 
tically,  laps  faced  away  from  prevailing  winds. 

Coverage — Provides  two  layer  roof  construction 
with  three  layers  at  edges. 

The  brand  was  consumed  in  11  minutes  and  30  seconds 
consuming  both  plies  and  charring  the  deck  over  an 
area  of  3  sq.  in.  to  a  depth  of  1/32  inch.  This  roof 
construction  is  applied  as  follows  ever  combustible  roof 
decks : 

Bird  Neponset  Cap  Sheet,  90  lb.  per  square  Mineral 
Surfaced;  a  19"  selvage  lap  is  applied  to  the  deck  by 
nailing  thru  the  selvage  portion  in  two  staggered  rows 
three  inches  and  fifteen  inches  from  the  surfaced  por¬ 
tion  and  spacing  the  nails  not  more  than  8"  on  centers. 
The  selvage  portion  of  the  Neponset  Cap  Sheet  shall 
then  be  coated  with  Neponset  Cold  Cement  into  which 
is  embedded  the  following  sheet  of  Neponset  Cap  Sheet. 

BIRD  ANCHORED  STRIP  SHINGLE 
Test  No.  3 

This  test  deck  was  made  up  with  Bird  Anchored 
Strip  Shingles  with  specifications  as  follows : 

Size  of  Shingles — 15-1/3"  x  40". 

Standard  Shipping  Weight — 154  lbs. 

Material  per  square — 180  sq.  ft. 

No.  Shingles  per  square — 54. 

Copper  Clips  per  square — 108. 

Exposure  on  Roof — 6-2/3". 

Head  Lap — 2". 

Underwriters’  Classification — C. 

Pitch — 4"  to  1  ft.  and  up. 

Coverage — Principally  2  layers  over  entire  area. 

Per  cent  of  roof  covered  by: 

1  layer  — 24% 

2  layers — 67% 

3  layers —  9% 
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The  brand  was  consumed  in  21  minutes  consuming 
all  plies  and  charring  the  deck  over  an  area  of  6"  x  4" 
to  a  depth  of  J4".  The  recommendation  of  the  Com¬ 
mittee  is  that  an  additional  ply  of  14  lb.  saturated  As¬ 
phalt  felt  be  applied  under  this  shingle  when  used  on 
new  work  or  reroofing  over  wood  shingles. 

BIRD  HEAVY  3  TAB  STRIP  SHINGLE 
Test  No.  4 

The  panel  tested  here  consisted  of  the  usual  deck 
over  which  was  applied  the  Bird  Heavy  3  Tab  Strip 
Shingles  of  specifications  as  follows : 

Bird  Heavy  3  Tab  Strip  Shingle 
Size  of  Shingle — 12"  x  36". 

Standard  Shipping  Weight — 235  lbs. 

Material  per  square — 236  sq.  ft. 

Exposure  on  roof — 5". 

Coverage — All  roof  except  at  cut-outs  has  at  least 
2  ply  cover. 

Percent  of  roof  covered  by : 

1  layer  —  4% 

2  layers — 59% 

3  layers — 37% 

Underwriters’  Classification — None. 

Pitch — 4"  to  1  ft.  and  up. 

The  brand  was  consumed  in  23  minutes  consuming 
top  layer  of  shingles  with  no  effect  on  the  remaining 
plies  of  shingles  or  the  wood  deck. 

The  following  roof  construction  consists  of  heavier 
material  of  roof  construction  previously  tested  under 
this  calendar  number,  specifically  as  follows : 

BIRD  MASTER-BILT  THICK  BUTT  SHINGLES 

In  the  report  of  the  Committee  dated  October  8,  1938, 
Cal.  341-38-SA,  Test  No.  1—3  in  1  Strip  Thick  Butt 
Shingles  the  follow  group  of  Bird  Master  Bilt  Thick 
Butt  Shingles  are  identical  or  heavier  specifications  of 
the  shingles  as  tested  therein  and  with  coarse  granules : 

#21  Master-Bilt  Thick  Butt  Shingle 

Size  of  Shingle — 12"  x  36". 

Standard  Shipping  Weight — 210  lbs. 

Material  per  Square — 236  sq.  ft. 

Exposure  on  Roof — 5". 

Per  cent  of  roof  covered  by: 

1  layer  —  4% 

2  layers — 59% 

3  layers — 37% 

Underwriters’  Classification — C. 

Pitch — 4"  to  1  ft.  and  up. 

#24  Master-Bilt  Thick  Butt  Shingle 
Size  of  Shingle — 12"  x  36". 

Standard  Shipping  Weight — 240  lbs. 

Material  per  Square — 236  sq.  ft. 

Exposure  on  Roof — 5". 

Per  cent  of  roof  covered  by : 

1  layer  —  4% 

2  layers — 59% 

3  layers — 37% 

Underwriters’  Classification — C. 

Pitch — 4"  to  1  ft.  and  up. 

#27  Master-Bilt  Thick  Butt  Shingles 
Size  of  Shingle — 15"  x  36". 

Standard  Shipping  Weight — 268  lbs. 

Material  per  Square — 297  sq.  ft. 

Exposure  on  Roof — 5". 

Per  cent  of  roof  covered  by : 

1  layer  —  0% 

2  layers —  6% 

3  layers — 94% 

Underwriters’  Classification — C. 

Pitch — 4"  to  1  ft.  and  up. 


BIRD  DOUBLE  COATED  DUTCH  LAP 
SHINGLE 

In  the  report  of  the  committee  dated  October  8,  1938, 
Cal.  No.  341-38-SM,  Test  No.  3,  Giant  Individual 
Shingles,  the  additional  shingle  known  as  the  Bird 
Double  Coated  Dutch  Lap  Shingle  is  of  heavier  con¬ 
struction  than  the  sample  tested  and  used  only  as  a 
reroofing  shingle  with  specifications  as  follows : 

Bird  Double  Coated  Dutch  Lap  Shingle 

Size  of  Shingle — 12"  x  16". 

Standard  Shipping  Weight — 184  lbs. 

Material  per  Square — 150  sq.  ft. 

Lap — Head,  2" ;  Side,  3". 

Exposure  on  roof — 10". 

Coverage — Provides  one  layer  of  coverage  over 
entire  roof  except  at  laps  where  there  are 
either  two  or  three  layer  coverage. 

Per  cent  of  roof  covered  by  1,  2  &  3  layers  respec¬ 
tively  : 

1.  61.5% 

2.  29.2% 

3.  9.3% 

Underwriters’  Classification — C. 

Pitch— 4"  to  1  ft.  and  up. 

BIRD  &  SON  ROOFING  ACCESSORIES— 
BUILT-UP  ROOF  MATERIAL 

Listed  below  are  the  various  roofing  materials  which 
are  used  in  the  construction  of  Bird  Roofing  Con¬ 
structions  : 

Sq.  Ft. 

Per  Published 


Asphalt  Felts 

Width 

Roll 

Wt.  of  Roll 

Bird — 12  lbs.  felt 

36" 

432 

52  lbs. 

Bird — 14  lbs.  felt 

36" 

432 

60  lbs. 

Bird— 14  lbs.  felt 

36" 

216 

30  lbs. 

Bird — 15  lbs.  felt 

36" 

432 

65  lbs. 

Bird— 24  lbs.  felt 

36" 

216 

52  lbs. 

Bird— 30  lbs.  felt 

36" 

216 

65  lbs. 

Tarred  Felts 

Bird — 12  lb.  felt 

32" 

432 

52  lbs. 

Bird— 12  lb.  felt 

32" 

216 

26  lbs. 

Bird- — 14  lb.  felt 

32" 

432 

60  lbs. 

Bird— 15  lb.  felt 

32" 

432 

65  lbs. 

Cap  Sheets 

Bird  Neponset  Cap  Sheet 

36" 

108 

90  lbs. 

Bird  Paroid  Cap  Sheet 

36" 

108 

60  lbs. 

Bird  Universal  Cap  Sheet 

36" 

216 

68  lbs. 

Base  Sheets 

Bird — 45  lb.  base  sheet 

36" 

108 

45  lbs. 

Bird — 55  lb.  base  sheet 

36" 

108 

55  lbs. 

Red  Sheatiing  Paper 

Bird — 20  lb.  paper 

36" 

500 

20  lbs. 

Bird — 30  lb.  paper 

36" 

500 

30  lbs. 

Bird — 40  lb.  paper 

36" 

500 

40  lbs. 

Mineral  Surfaced 

Bird— 90  lb. 

36" 

108 

90  lbs. 

ASPHALT,  PITCH  AND  CEMENTS  FOR 
BUILT-UP  ROOFS 

1.  Bird  Special  Flashing  Cement 

A. — Cement  designed  primarily  for  use  in  conjunc¬ 
tion  with  built-up-roofs,  around  flashings.  Heavily 
fibered  with  asbestos  and  of  trowel  consistency,  bur¬ 
nished  in  50  and  300  lb.  metal  drums. 

2.  Bird  Coal  Tar  Pitch 

A. — Used  for  cementing  various  plies  of  tarred  felt 
in  built-up  roofing.  Furnished  in  450  lb.  tin  drums,  also 
furnished  in  carload  lots. 

3.  Bird  #18  Steep-Roofing  Asphalt 

A. — A  special  roofing  asphalt  used  for  cementing 
various  plies  of  asphalt  saturated  rag  felt,  principally 
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on  roofs  with  a  steep  pitch.  Furnished  in  metal  drums 
of  approximately  450  lbs. 

4  Bird  #16  Flat  Roofing  Asphalt 

'V  A  special  roofing  asphalt  used  for  cementing 
various  plies  of  asphalt  rag  felts  on  flat  built-up  roofs° 
rurmshed  in  drums  approximately  450  lbs. 

5.  Bird  Asphalt  Primer 

A.— A  cold  asphaltic  coating  used  as  a  priming  coat 
over  masonry  or  metal  surfaces  in  construction  of  built- 
up  roofs. 

BIRD  ROOF  COATINGS  AND  CEMENT 

1.  Bird  Plastic  Cement 

f.,  ^-~An  asphaltic  compound  mixed  with  asbestos 
fibre  the  base  of  which  is  a  high  quality  grade  of  as- 
phalt.  Indispensable  for  flashings  around  chimneys, 
sidewalls  skyhghts  and  general  caulking.  Furnished 
m  1>  5,  10,  25,  50,  325  and  585  lb.  cans  or  drums. 

2.  Bird  Lap  Cement 

A.— Cement  containing  asphalt,  asbestos  fibre  and  a 
solvent  to  keep  the  material  in  a  plastic  form  prior  to 
application.  Used  in  sealing  laps  of  roofing  materials, 
urnished  m  1  pint,  1  gallon,  5  and  30  gallon  cans. 

3.  Bird  Roof  Coating 

A:~A  co^.  asPhalt  roof  coating  of  the  cut  back  type 
used  for  coating  old  roofs  of  metal,  felt  or  ready  roof¬ 
ing  (smooth-surfaced),  a  thin  flowing  fibrated  coating 
compound.  Furnished  in  1,  5,  30  and  52  gallon  cans. 

4.  Bird  Quick-Setting  Cement 

A'~A  specially  prepared  cement  which  sets  very 
quickly  and  firmly  For  use  in  applying  selvage  edge 
roll  roofing  with  blind  nailing.  Furnished  in  pints,  *4, 

1  and  5  gallon  cans.  /  ’ 

5.  Nep onset  Cold  Cement 

f  A-— A  special  cement  used  for  cementing  asphalt 
telt  cap  sheets  and  mineral  surfaced  roofing  where  cold 
application  is  required. 

6.  Art-Hex  Cement 

A.  A  fibrated  (asbestos)  cement  used  in  cementing 
down  tabs  .  of  specially  manufactured  Art-Hex  roofing, 
burnished  in  5  gallon  cans. 

BIRD  &  SON  BUILDING  PAPERS 

1.  Neponset  Black  Building 

A.  Saturated  and  coated.  For  use  as  a  vapor-seal 
also  used  as  a  covering  over  new  roof  decks  prior  to 
shingle  application. 

36"  wide— 500  sq.  ft.  per  roll— Weight,  50  and  25  lbs. 

2.  Saturated  and  Coated  Building  Paper 

A.— Saturated  and  coated  (black).  For  use  as  a 
sheathing  paper  and  vapor  seal  in  building  of  frame 
construction. 

36"  wide— 500  sq.  ft.  per  roll— Weight,  35  lbs. 

3.  Economy  Waterproof  Building  Paper 

.  A.— Saturated  only.  For  use  as  Slaters  felt.  (Sheath¬ 
ing  in  frame  construction). 

36"  wide— 500  sq.  ft.  per  roll— Weight,  25  lbs. 

4.  Refrigerator  Insulating  Paper 

A.— Asphalt  saturated— used  as  implied— Insulation 
and  sheathing  in  frame  construction. 

36"  wide— 500  sq.  ft.  per  roll— Weight,  45  lbs. 

5.  Re-enforced  Waterproof  Kraft  Paper 

A.  Two  Kraft  papers  enclosing  a  weave  of  fibre  in 
asphalt  used  as  a  sheathing  and  vapor  seal  in  frame 
construction. 

36"  wide— 500  sq.  ft.  per  roll— Weight,  32  lbs. 


6.  Duplex  Kraft  Paper 

A.  Two  Kraft  papers  bonded  with  asphalt  used  as 
a  sheathing  and  vapor  seal  in  frame  construction 
36"  wide— 500  sq.  ft.  per  roll— Weight,  20  lbs. 

7.  Super  Sheathing  Papers 

A."  Used  as  sheathing  on  walls  in  frame  construction. 

1.  — 20  lb. — 36"  wide — 500  sq.  ft.  per  roll — 

Weight,  20  lbs. 

2.  — 30  lb. — 36"  wide — 500  sq.  ft.  per  roll— 

Weight,  30  lbs. 

8.  Bird  Insuliner 

A.— For  use  under  asphalt  or  asbestos  side  wall 
covering.  Smooths  the  wall  and  affords  added  insula¬ 
tion  and  moisture  protection.  Water  repellant  surfaces. 
Sheets  36"  x  56"  packed  15  sheets  to  package.  Weight 
per  M  sq.  ft.,  460  lbs. 

On  the  basis  of  the  foregoing  tests  and  additional  data 
as  listed  herein,  the  Committee  recommends  that  the 
Cal.  No  341-38-SM  be  reopened  and  amended  by  adding 
the  roof  construction  and  roofing  materials  and  acces¬ 
sories  as  listed  herein  under  the  conditions  as  provided 
under  Cal..  No.  341-38-SM  supplemented  by  the  addi¬ 
tional  requirements  listed  herein. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner. 
CHARLES  M.  BLUM, 
Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
amend  its  resolution  of  May  6,  1938,  Jan.  11,  1939,  and 
March  Zl,  1939,  and  does  hereby  approve  the  material  as 
specified  in  the  above  report,  on  condition  that  the  material 
be  manufactured,  installed  and  labelled  in  accordance  with 
above  report. 

876-38-SM. 

API  LICNAT — Bird  and  Son,  Inc.,  owners. 

SUBJECT— Bird  and  Son  Asphalt  Siding  Material — Appli¬ 
cation  for  reopening  and  amendment  of  resolution 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  rer  ed,  report  of 
Committee  on  Tests  amended  a»^  resolution  of 
board  amended. 

THEtVOTE  to  reopen  AND  AMEND  RESOLU- 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ’  .  q 

Absent  .  ’ '  q 

THE  RESOLUTION— 

(876-38-SM) 

i  B.ird  and  Son>  Inc->  owner,  filed  October  13, 

1938,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  Bird  As¬ 
phalt  Siding;  and 

Whereas,  this  material  was  approved  by  the  board  Janu¬ 
ary  4,  1939,  and  applicant  requested  an  amendment  of  the 
resolution  to  include  additional  material ;  and 

Whereas,  the  report  of  the  committee  on  tests  reads  as 
follows : 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  876-38-SM. 

Bird  and  Son  Asphalt  Siding  Material. 

June  6,  1939. 

Bird  and  Son  have  requested  the  reopening  and 
amendment  of  the  Cal.  876-38-SM  for  the  purpose  of 
adding  siding  accessories  for  use  with  the  siding 
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material  previously  approved.  These  siding  material 
accessories  are  tested  as  follows : 

1.  Bird  Corner  Trim — For  siding  corners. 

Size — 47"  x  4"  x  4". 

Average  wt.  per  bundle — 49  lbs. 

Pieces  per  bundle — 8. 

Exposure — 4". 

2.  Bird  Sill  Trim — For  Window  Casings 

Size — 4"  x  43". 

Average  wt.  per  bundle — 42  lbs. 

Pieces  per  bundle — 16. 

Exposure — 4". 

3.  Bird  Header  Trim — For  Window  and  Door  Casings 

Size— 8"  x  43". 

Average  wt.  per  bundle — 78  lbs. 

Pieces  per  bundle — 16. 

Exposure — 8". 

4.  Bird  Insuliner. 

For  use  under  asphalt  or  asbestos  side  wall  covering. 
Smooths  the  wall  and  affords  added  insulation  and 
moisture  protection.  Water  repellant  surfaces.  Sheets 
36"  x  56"  packed  15  sheets  to  package.  Weight  per 
M.  sq.  ft.  460  lbs. 

The  committee  recommends  reopening  of  Cal.  No. 
876-38-SM  and  amending  to  include  the  complimentary 
accessories  as  listed  herein  to  the  siding  materials  as 
originally  approved  under  the  same  conditions  as  are 
provided  in  Cal.  No.  876-38-SM  and  that  the  sheathing 
papers  as  described  for  use  in  frame  construction  under 
Cal.  No.  341-38-SM  be  permitted  to  be  used  under 
the  siding  as  herein  approved. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  January  4,  1939,  and  that  the 
additional  material  as  specified  in  the  above  report  be  ap¬ 
proved,  on  condition  that  the  material  be  manufactured, 
installed  and  labelled  in  accordance  with  above  report  and 
report  of  resolution  of  January  4,  1939. 

132-39-SM. 

APPLICANT — Johns-Manville  Sales  Corporation,  for 
Pittsburgh  Steel  Company,  owner. 

SUBJECT — Steeltex,  Type  “A”  for  Plaster,  approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(132-39-SM) 

Whereas,  Johns-Manville  Sales  Corporation,  for  Pitts¬ 
burgh  Steel  Company,  owner,  filed  February  2,  1939,  an 
application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  material  known  as  Steeltex,  Type  “A”,  as 
a  plaster  base ;  and 

Whereas,  this  material  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  committee  on  tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  132-39-SM. 

Subject:  Steeltex,  Type  “A"  (Plaster  base). 


The  Johns-Manville  Sales  Corporation  of  New  York 
on  behalf  of  the  Pittsburgh  Steel  Company  of  Pitts¬ 
burgh,  Pa.,  filed  on  February  2,  1939,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  Steeltex,  Type  A,  as  a  plaster  base,  under  the 
following  provisions  of  the  Administrative  Building 
Code;  C26-458.0  (8.4.10.2)  Combustible  Lath  C26- 
459.0  (8.4.10.3)  _  Metal  Lath,  C26-460  (8.4.10.4)  Fur¬ 
ring  and  Studding  for  Metal  Lath  and  Plaster  Par¬ 
titions  and  C26-636.0,  sub.  c  (10.4.3.1)  Materials  for 
Fireproof  partitions. 

DESCRIPTION  AND  METHOD  OF 
APPLICATION 

Steeltex,  Type  A  lath,  is  manufactured  by  the  Pitts¬ 
burgh  Steel  Co.  at  their  plant  located  in  Monessen, 
Pa.,  and  sold  exclusively  by  the  Johns-Manville  Sales 
Corp.  of  New  York.  This  lath  is  made  up  in  sheets 
30y2  x  49  nominally  and  consists  of  electrically  welded 
steel  wire  mesh  No.  16  W  &  M  gauge  galvanized  and 
welded  at  all  intersections  and  forming  openings  be¬ 
tween  the  wires  of  2"  x  2"  and  2"  x  y2"  corrugations 
shaped  like  V’s  )4"  deep  are  formed  in  the  mesh 
approximately  4)4"  centers,  one  side  of  this  V  being 
formed  by  the  y2"  width  mesh.  This  wire  mesh  is 
then  secured  to  the  paper  backing  by  galvanized  steel 
stitching  wire  No.  17  W  &  M  gauge  across  the  short 
dimension  2"  center  woven  through  the  paper  on  each 
side  of  the  corrugations  in  the  mesh  thus  making  it 
secure  and  forming  a  deep  V  groove  J4"  wide  by  )4" 
deep  in  the  paper  backing.  The  paper  backing  used 
was  .011"  average  thickness  of  water  absorbent  char¬ 
acteristics  so  as  to  permit  ready  adhesion  of  sanded 
gypsum  plaster.  Each  sheet  of  paper  weighs  133.2  g. 
and  is  30)4"  wide  and  47)4"  long.  The  finished  Steel¬ 
tex  Type  A  lath  has  a  1"  wide  selvage  at  each  end 
and  one  side.  The  nails  used  for  securing  this  lath 
to  the  studs  are  specially  made  for  this  purpose  of  No.  11 
W  &  M  gauge  1-5/16"  long  with  a  13/32"  diameter 
collar  placed  5/32"  from  the  head.  When  in  final  posi¬ 
tion  1"  of  the  nail  is  in  the  stud  and  the  collar  engages 
over  the  wire  at  the  bottom  corrugation.  For  a  tied 
on  work  to  metal  furring  wire  chips  or  18  gauge  gal¬ 
vanized  soft  annealed  wire  spaced  on  8"  centers  is  used. 

This  lath  is  applied  so  that  all  vertical  joints  are 
staggered  and  formed  on  the  studs,  lapping  about  1" 
which  results  in  an  overlap  of  the  paper  backing  of 
about  J4".  The  horizontal  joints  lap  about  1)4"  pro¬ 
viding  a  double  wire  in  the  first  corrugation  of  adjoin¬ 
ing  sheets.  When  the  lath  is  applied  to  the  studs  to 
provide  a  surface  that  is  almost  flat  except  for  right 
depressions  and  grooves  formed  by  the  V  shaped  cor¬ 
rugations. 

FIRE  TEST  OF  STEELTEX  “A”  PARTITION 

A  fire  test  of  a  load  bearing  wood  studded  partition 
was  performed  at  the  Laboratories  of  the  Underwriters 
report  No.  39C192  Retardent  No.  2258  filed  herewith  and 
witnessed  by  a  committee  of  the  Board  on  April  10, 
1939.  The  Steeltex  Type  A  lath  with  nontreated  in¬ 
tegral  paper  backing  heretofore  described  was  applied 
over  common  2"  x  4"  wood  studs  of  southern  yellow 
pine  dressed  on  all  sides  to  1^4"  to  3)4"  spaced  16" 
centers  and  cut  square  so  as  to  have  good  bearing  on 
the  horizontal  members. 

Each  sheet  of  lath  covered  three  stud  spaces  and  was 
nailed  and  lapped  as  previously  described.  Over  this 
lath  was  applied  a  J4"  coating  of  sanded  gypsum  plaster 
the  horizontal  members. 

Scratch  Coat — 1  part  of  fibered  gypsum  plaster  and 
two  parts  dry  sand  by  weight  and  applied  to  a  thick¬ 
ness  of  approximately  3/16". 

Brown  Coat — Identical  to  above  except  that  it  was 
applied  in  a  thickness  of  yn  over  the  scratch  coat  the 
next  day. 

Finish  Coat — 1  part  hydrated  lime  to  2  parts  gauging 
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plaster  by  weight  of  proper  consistency  to  a  depth  of  RECOMMFT'Jn  A  TTnxrc 

1/16  was  applied  one  week  after  the  brown  coat.  A  RECOMMENDATIONS 

Roth  sides  of  the  partition  were  prepared  as  herein  •  a  resu  R  °f  tbe„se  tests  and  having  met  all  the 

described.  This  partition  was  made  up  in  a  size  of  requirements  of  C-6-592.0  (10.1.12.2)  of  the  Adminis- 

10'  1"  wide  by  10'  10"  high  and  tested  30  days  after  tiative  ^U1'(^in§'  Code  f°r  the  period  required  of  a  one 

preparation  with  a  total  load  of  18,000  lbs  or  2000  Pour  fireproof  partition,  the  Committee  recommends  the 

lbs  per  stud.  '  approval  as  a  plaster  base  of  the  material  known  as 

The  test  was  _ conducted  for  a  period  of  one  hour  Rteeltex  Type  A,  as  manufactured  by  the  Pittsburgh 

in  accordance  with  the  requirements  of  C26-579  A.  C  Rteei  Co.  and  distributed  by  the  Johns-Manville  Sales 

(10.1.5.1).  Fire  tests  were  conducted  after  this  panei  Corporation  when  made  and  installed  in  accordance  with 
was  placed  in  position.  The  load  was  applied  by  means  •  5  description  and  application  to  partitions  as  is  pro¬ 
of  hydraulic  jacks  and  the  gas  turned  on.  The  ex-  viaeci  herein  and  when  backed  with  flame  proofed  paper 

posure  of  the  panel  to  fire  was  continued  for  one  hour  e  -  d]e  Central  Paper  Company  of  Muskegan, 

alter  which  the  panel  was  immediately  subjected  to  Michigan,  under  the  following  provisions  of  the  Ad- 

the  fire  hose  stream  test  as  provided  for  in  the  Code.  nimistrative  Budding  Code:  As  a  one  hour  partition 

1  he  panel  was  then  allowed  to  cool  normally  the  one  under  C26-636.0  (10.4.3.1)  provided  that  the  chair  rails, 

ton  load  per  stud  being  maintained  throughout  this  base  boards  and  other  mouldings,  if  level  be  of  incom- 

period  of  testing.  Four  hours  later  this  panel  was  4000/0  °r  m?tal  c?vered  wood ;  under  C26- 

^bjected  to  a  load  equivalent  to  two  tons  per  stud  or  ,  ,,  ,  (o- 4. 10.3)  as  coming  within  the  purview  of  metal 

36000  lb.  in  all,  after  which  the  loading  continued  to  ,  b  described  in  the  code  as  follows:  “Welded  lath  shall 

failure.  be  made  of  galvanized  wire  of  No.  16  Steel  Wire  Gau°-e 

RESULTS  OF  FIRE  TEST  a  layer  with  a  maximum  mesh  opening  of  2"  x  2",  or 

The  time  temperature  curve  was  maintained  within  ^ f’fi .Tkt Ht  on  ikmes£  is  but  in  aiV  case 

he  required  area  for  the  one  hour  period  of  the  test.  In  84inl  <£d  ^lre  Gau^e-  aad  under  C-26- 

With  an  initial  room  temperature  of  62°  F.  the  maximum  t  A  u  ^  Fur.n.ng  and  Studding  for  Metal 

rise  of  the  temperature  was  258°  F.  less  62  or  196°  F  at,.  ancl  Poster  partitions  and  Ceilings”  wherein  the 

No  dry  waste  was  ignited  nor  was  any  smoke  fumes  or  section  provides  that  the  lath  be  “No.  16  Steel  Wire 

flames  given  off.  2"  mesh  plastered  on  one  side.”  When  the  in- 

The  hose  stream  was  so  regulated  as  to  provide  a  *f?ra,  ,?ape,r  backing  is  not  flameproofed,  approval  of 

30  lb.  water  stream  from  a  distance  of  20  feet  for  a  thlS  atb  w,b^n  made  applied  as  herein  provided  is 

period  of  93  seconds  and  applied  to  the  side  exposed  to  recommended  under  C26-458.0  (8.4.10.2)  Combustible 

the  fire.  The  results  of  this  test  was  the  washing-  away  t*  , 

of  almost  all  the  plaster  finish  and  paper  backing  cijA®  ™rtherA  rfc°mmended  that  each  package  of 

loosening  some  of  the  nails  which  caused Psome  of  the  Hth  ^  TyPf  Aw,ath  be  ldentulfied  ,as  to  whether  the 

mesh  to  fall  back.  The  unexposed  side  remained  in!  u  1  • 18  .C0IFbustlbR  or  whether  the  integral  paper 

tact  and  free  of  puncture.  The  paper  on  this  side  ^  iv”16  Pro°fed  as  provided  for  herein  and 

showed  a  slight  discoloration  and  there  were  no  siens  *bal  if  ac  dl!:(1?n  tbereto  each  bundle  shall  be  marked 

of  dehydration  of  the  plaster  over  it.  a  0  l°w®  '  Approved  by  the  Board  of  Standards  and 

When  the  100%  increase  in  load  was  applied  4  hours  $.gu »  f°r  ”  NeW  Y°rk  Ci*y  Under  Ca,;  132~ 

alter  the  hose  stream  test,  an  equivalent  load  of  4000  lb  *  /c  A  s  D17t)1,T  A  a  0  a  Ar ,  ^ 

per  stud  or  36,000  lbs.  on  the  entire  partition,  there  were  (Sgd)  BERNARD  A-  SAVAGE, 

no  changes  except  increase  in  deflection  with  a  vertical  rH  aRT  Fo  G°^1TsTs’°ner- 

movement  of  the  loading  sill  and  additional  cracking  in  CHARLES  M.  BLUM, 

t f6  cPr! 4SonrU  The  loadin£  was  then  continued  till  a  load  T  FST  TF  V  mTpp011^ 

°f  50,400  lbs  was  applied  to  the  partition  when  the  LESLIE  \  HUBER, 

studs  failed  by  shearing.  This  will  indicate  that  ad-  r  Lhle£  Eng>neer, 

ditional  strength  is  given  the  partitions  by  the  use  of  and  Committee  on  Tests. 

Steeltex  type  A  lath  and  that  the  partition  can  carry  i  • 

its  normal  superimposed  load  for  at  least  one  hour  Whereas,  this  report  recommended  the  approval  of  this 

material  on  certain  conditions. 

~  .  r  ,  ,.  °NrD  TEST  Resolved,  that  the  Board  of  Standards  and  Appeals  does 

ests  tor  the  loading  of  plaster  to  the  Steeltex  Type  hereby  approve  the  material  known  as  Steeltex  Type  A 

Columbia  University,  their  report  plaster  base,  on  condition  that  the  material  be’  manufac- 

Tvne^3  If?'  v  di%al  S  38  follows,:  Sheets  of  Steeltex  tured,  used,  and  labeled,  stamped  or  tagged  in  accordance 

iype  A  tu  x  10  were  secured  to  wood  blocks  2"  with  above  report. 

truck  by  means  of  nine  1)4"  round  head  wood  screws  - 

and  '  washers  spaced  in  three  rows  4"  apart  Ten  416-39-SM. 

latli.  two  openings  were  then  pressed  firmly  together  APPEARANCES— 

oi  a  test  specimen  and  allowed  to  cure  for  14  days.  For  Applicant-  None 

£  ACTI0^^“„^  fa  ““ 
suits  as  lollows .  THE  VOTE  TO  APPROVE— 

Snecimen  Nn  Plaster  Affirmative:  Chairman  Murdock,  Commission- 

Specimen  No.  Area  Load  Board  ers  Savage  and  Blum  and  Assistant  Chief 

1  100"  609  lbs.  876  lbs.  per  sq.  ft.  ,  Walsh  .  4 

2  100"  609  lbs.  876  lbs.  per  sq.  ft.  Negative  .  0 

3  100"  492  lbs.  708  lbs.  per  sq.  ft.  Absent  .  0 

7  603  lbs.  868  lbs.  per  sq.  ft.  THE  RESOLUTION— 

5  100  573  lbs.  825  lbs.  per  sq.  ft.  (416-39-SM) 

AverarnTTio  »  Whereas  Northern  Indiana  Brass  Company,  owner,  filed 

All  f  f  1  ,  .  -  1  April  3,  19j9,  an  application  with  the  Board  of  Standards 

lath  snl fL?  1  1  resulted  in  bond  failures  at  the  and  Appeals  for  approval,  of  the  material,  known  as  the 

lath  surtace.  Nibco  Ace  Type  Rack-Siphon  Ball  Cock;  and 
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Whereas,  this  material,  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  committee  on  tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  416-39-SM. 

Approval  of  Nibco  Ace  Type 
Back-Siphon  Ball  Cock. 

June  6,  1939. 

The  Northern  Indiana  Brass  Company  of  Elkhart, 
Ind.,  owner,  filed  April  3,  1939,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
Nibco  Ace  Type  Back-Siphon  Ball  Cock  under  the 
provisions  of  C26-1277.0  (14.8.2.8)  Administrative 

Building  Code. 

This  appliance  was  tested  at  the  bench  of  the  Depart¬ 
ment  of  Water  Supply,  Gas  and  Electricity,  April  25, 
1939. 

The  unit,  which  is  a  ball  cock  with  adjustable  flow 
regulator,  brush  pipe  and  refill  pipe,  was  subjected  to 
two.  vacuum  tests  the  .equivalent  of  25^4  inches  of 
mercury,  which  failed  to  siphon  any  simulated  contam¬ 
inated  water  from  the  flush  tank  into  the  water  supply 
piping. 

The  mechanical  principle  of  the  ball  cock  is  that  of 
the  compression  shut-off  type  with  adjustable  metal -to- 
metal  seat  valve  to  regulate  flow.  The  air  relief  is  in¬ 
troduced  into  the  unit  by  means  of  the  brush  pipe  being 
attached  to  the  outlet  of  the  ball  cock  well  over  the 
elevation  of  the  tank  overflow  pipe  with  the  top  of  the 
brush  pipe  open  and  formed  in  the  shape  of  a  funnel 
at  point  where  it  is  attached  to  the  ball  cock. 

The  report  of  the  Department  of  Water  Supply,  Gas 
and  Electricity  is  a  part  of  the  record  in  this  applica¬ 
tion. 

As  a  result  of  this  test,  it  is  recommended  that  the 
Nibco  Ace  Type  Back-Siphon  Ball  Cock,  be  approved 
for  use  in  New  York  City,  on  condition  that  the  mate¬ 
rial  has  a  label  reading:  “Approved  for  use  in  New 
York  City  by  the  Board  of  Standards  and  Appeals, 
under  Cal.  No.  416-39-SM”,  or  in  lieu  thereof,  a  die  or 
stamp  be  made  bearing  the  following  inscription  within 
a  circle :  around  the  periphery,  at  the  top,  the  word 
“APP’VD”,  along  the  bottom :  “B.  S.  &  A.”,  in  the 
center,  two  lines,  UPPER  line  reading  “N.  Y.  C.”, 
LOWER  line  reading  “Cal.  416-39-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  the 
material  on  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Nibco  Ace  Type 
Back-Siphon  Ball  Cock,  on  condition  that  the  material  be 
manufactured,  installed  and  labelled,  stamped  or  tagged  in 
accordance  with  above  report. 

477-39-SM. 

APPLICANT — Herman  Rodstein,  for  Vac-O-Vent  Com¬ 
pany,  owner. 

SUBJECT — Vac-O-Vent  for  Plumbing  Fixtures,  Model  B 

— approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(477-39-SM) 

Whereas,  Herman  Rodstein,  for  Vac-O-Vent  Company, 
owner,  filed  April  17,  1939,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  material 
known  as  Vac-O-Vent,  Model  B,  for  plumbing  fixtures; 
and 

Whereas,  this  material,  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  committee  on  tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  477-39-SM. 

Approval  of  Vac-O-Vent,  Model  B,  for 
flush  valve  control  fixtures. 

June  7,  1939. 

Herman  Rodstein  agent  for  Vac-O-Vent  Company, 
owner,  filed  April  17,  1939,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
Vac-O-Vent,  Model  B,  for  plumbing  fixtures  under  the 
provision  of  C26-1277.0  (14.8.2.8)  Administrative 

Building  Code. 

The  unit  which  is  a  vacuum  braker  designed  to  pro 
tect  submerged  inlet  control  by  flush  valves  has  a 
mechanical  principle  in  which  the  airports  are  closed 
by  the  rising  of  a  circular  buoyant  disc  when  flow  of 
water  is  introduced  through  the  unit.  The  back  pres¬ 
sure  to  raise  the  disc  is  developed  by  throttling  the 
outlet  of  the  unit,  which  also  sets  as  a  partial  deterrant 
of  siphonic  action  on  contaminated  water  in  the  fixture. 

The  unit  was  subjected  to  vacuum  tests  equivalent 
to  26  inches  of  mercury  at  the  test  bench  of  the  De¬ 
partment  of  Water  Supply,  Gas  and  Electricity  at  32 
Vandewater  Street,  New  York  City,  and  showed  a  rise 
of  2J4  inches  of  simulated  contaminated  water  above 
the  overflow  level  of  the  water  closet  bowl.  Repeated 
tests  checked  this  condition  and  there  was  no  escape  of 
water  through  the  airports  under  pressure  conditions. 

As  the  rise  of  simulated  contaminated  water  under 
vacuum  conditions  is  within  the  3  inch  maximum  per¬ 
missible  under  the  rules  of  the  Board  of  Standards  and 
Appeals  the  tests  indicate  that  the  Vac-O-Vent  Model 
B  for  flush  valve  control  units  only  warrant  approval 
under  the  provision  of  C26- 1277.0  (14.8.2.8)  Adminis¬ 
trative  Building  Code.  j 

The  report  of  the  Department  of  Water  Supply,  Gas 
and  Electricity  is  a  part  of  the  record  in  this  applica¬ 
tion. 

It  is  recommended  that  the  Vac-O-Vent,  Model  B, 
for  flush  valve  control  units  be  approved  for  use  in 
New  York  City,  on  condition  that  the  material  bear  a 
label  reading:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Cal. 
477-39-SM,”  or  in  lieu  thereof  a  die  or  stamp  with 
raised  legible  letters  on  the  body  of  the  trap,  reading 
within  a  circle  around  a  periphery  at  the  top  the  word 
“APP’VD” ;  along  the  bottom,  “B.  S.  &  A.” ;  in  the 
center,  two  lines — the  upper  line  reading  “N.  Y.  C.” 
and  the  lower  line  reading  “477-39-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests, 
and  I 

Whereas,  this  report  recommended  the  approval  of  the 
material  on  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Vac-O-Vent  Model 
B  for  plumbing  fixtures,  on  condition  that  the  material  be 
manufactured,  installed  and  labelled,  stamped  or  tagged 
in  accordance  with  above  report. 


485-39-SM. 

APPLICANT — U.  S.  Gypsum  Corporation,  owner. 
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Zl-U-  S'  GyPS“m'  R°Ckla,h  *™~*~**°«l  2:  The  corner  clip  with  two  board-holding  fingers 

APPEARANCES-  at  right  angles  to  each  other  to  be  used  at  wall 

A^,T  F°r  Applicant:  Mr.  Tynan.  or  wall  and  ceiling  corners.  This  clip  may  be 

ACTION  OF  BOARD— Material  approved  in  accordance  ?eauiLd  ^  t0  the  faCe  °r  side  °f  the  studs  as 

„„„  Wlth  report  of  Committee  on  Tests  mi  qm  ed-  „ 

THE  VOTE  TO  APPROVE—  ‘  .  These  clips  allow  of  easy  lath  erection  under  any 

Affirmative:  Chairman  Murdock,  Commission-  wh,icb  may  be  encountered. 

ers^Savage  and  Blunt  and  Assistant  Chief  channels 

aSV  : : : : : :  t  :::::::::::::  o  hZA 

THE  RESOLUTION  .  o^an'SuttSg^ 

w  .  TT  .  (485-39-SM)  disturbing  the  continuity  of  the  resilient  construction 

j  H^RE4S>  tbe  United  States  Gypsum  Corporation,  owner  V  Ips  are,  ?  ,so  designed  with  metal  prongs  instead  of 

S/pnl  *8’a1939’  aP  application  with  the  Board  of  tfi"gefs  whl?  ?re  used  for  supporting  metal  lath  where 

Standards  and  Appeals  for  approval  of  the  material,  known  thls  tyPe  of  plaster  backing  is  used. 

as  (Gypsum  Lath)  Rocklath  Accessories;  and  ’  TESTS  ON  ROCKLATH  WTTff  ncr 

on  ^tfEnf’tt,hlSlhma!ieri4raI’  WaS  submitted  to  the  committee  ACCESSORIES  H  U'S'G- 

on  tests  of  the  board  for  test  and  report-  and  t  a  ,  a  .  ^^oE.oowiur.5 

Whereas,  the  report  of  the  committee  on  tests’  reads  •  their'  ?  St-S  ,WZe  made  by  the  applicant  at 

report  of  committee  on  tesTs  '  t  5LfcSTfS  wS 

GaL  N°-  485-39-SM.  are  filed  with  this  application,  on  clips  of  all  types 

U.  S.  Gypsum  Company— Rocklath  described  These  tests  were  made  in  all  three  dimen- 

Accessones.  s ions  and  an  effort  made  so  that  load  applied  in  all 

The  it  v  j  ci  ~  „  June  2,  1939.  SpC5nS  would  give  approximately  equal  deflections. 

United  States  Gypsum  Company  filed  with  the  A.,®  desired  modulus  of  elasticity  of  the  clips  was 

us^w’ito  tieq-Uep  f m  \he  approval  of  Accessories  for  Jiom- th^  transverse  strength  of  the  three 

^  to  cuheiTi.Rock latb  as  approved  under  Calendar  C  ^7  W  ,^lcb’  sanded  gypsum  plaster. 

136-38-SAL  The  use  of  this  Rocklath  comes  within  *  The  foll°wing  table  gives  results  of  load  deflection 

puruew  CL6-462.0  (8.4.10.6  Administrative  Building  tests  °n  vanous  clips  in  directions  as  indicated 

of°  IccessonesTel1  L°ad  re<1Uired  ‘“(it)  °2°" 

“ Type  o£  Clips  Directio\°£  ,oad  ar,ication 

z  s  $  s 

STSSSS^  SfSf  5  ell/iben  u-d  on 

Accessories  are  as  follows :  OI  R  SS  ri  ,  ,  .  , 

ROCfG^ATT?Fp'npSpTIENT  M°UNTING  OF  r  when  clip  is  used  i^waH ^fnstructfom^1  ^  WaU 

V  CEILING^^N^FRAME^STRUCTURES!^^  ^  wh“  USed  “ 

In  practically  all  types  of  plastered  construction  the  the  basis  of  these  tests  it  is  concluded  that  these 

plaster  backing,  whether  of  wood  or  metal  lath,  plaster-  clips  possess  sufficient  rigidity  to  hold  a  plastered  surface 

board,  composition  board,  is  fastened  rigidly  to  the  wall  place  nrmly,  and  are  also  sufficiently  resilient  to 

or  ceiling  framework.  Any  movements  which  sub-  allow  a  0.2  movement  in  the  framework  to  which  thev 

sequently  occur  in  the  framework  are  transmitted  are  aRacbed  without  cracking  the  plaster. 

and  present  in^onfparative^thin^sh^ets^cracks*  readily  s  „  ,  S°md  Transmission  Tests 

when  such  movements  are  of  sufficient  magnitude  to  ,  Sound  transmission  tests  made  at  the  same  laboratory 

exceed  the  low  elastic  limit  of  the  plaster  A  meanl  of  S’Tr*  T*-  9  x  ,6’>  ”si,,g  Rocklath  a"d  P^steV 

resiliency  fastening  lath  to  walls  and  ceilings  serves  Construction  on  wood  studs.  In  the  following 

the  function  of  supplying  a  shock  or  strain  absorber  are  glven  results  of  these  tests  as  well  as  similar 

between  studs  or  joists  and  plaster  to  take  up  slight  tests  made  on  o  Gypsum  Partition  Tile  partitions, 

movements  of  these  members  without  transmitting  Results  Eire  expressed  in  decibels  reduction  at  the  various 

the  movement  to  the  plastered  surface  (thus  eliminat-  ,  trequencies,  also  in  the  minimum  loudness  reduction 

mg  plaster  cracking),  act  as  a  damping  device  to  re-  Values<  T  , 

duce  transmitted  sound  from  one  room  to  another  bv  Loudness 

preventing  harmonious  vibration  of  the  two  surfaces  ™  ,  Reduction 

and  (3)  t?  eliminate  “photographing”  of  joists  by  the  Jype°f  Factor 

unifying  air  space  between  lath  and  joist.  Partition  (decibel)  Cl  C2  C3  C4  C5  C6  C7 

rr-.  n  ■  Resilient  Clip  on 

pi-  vj  t  ,  i.  csuJn  '  Wood  Studs  48  25.9  41.5  45  1  50  0  Ms  ere 

,  p  o-  /  a  double  flat  spring,  is  the  type  of  clip  3"  Pyrobar  27  12  3  ? 6  4  32  8  28?  5-17  37 a  ao  a 

designed  to  be  used  in  the  field  of  wall  and  plaster  tw.  u  -a-  ,  ,  32,8  28'2  347  37'6  42-4 

surfaces.  The  clip  is  nailed  to  the  side  of  studs  or  silient' Rs  mdmate  that-the  RockIath  plaster  re- 

joists,_  and  adjoining  lath  boards  are  held  between  the  1  ?•  d  stud  type  of  construction  is  effective 

oppositely  disposed  fingers  of  the  board-holdino-  part  preventing  passage  of  spund. 

°fThP  tuT-  a  t  v  °  Wal1  Option  Test 

coSkcfionT  ’g  ,yPeS  °f  d,PS  are  required  in  fra™  „  were  made  at  the  same  laboratory  on 

1 :  Double  clips  known  as  Clip  No  1  to  be  used  in  ThU^m^0118  erect^d  for  s°u.nd  transmission  tests, 

the  field  on  wall  and  ceiling  surfaces  d  It  t  •  f  l made  by  aPPlymg  a  concentrated  load 

g  surtaces-  at  a  point  opposite  the  center  of  the  central  stud  of  the 
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partition  on  one  side  of  the  wall.  Load  was  applied 
thru  a  screw  jack  bearing  against  a  12"  length  of  2" 
x  4"  placed  parallel  to  the  central  stud.  Ames  dials  set 
oppositely  on  each  side  of  the  partition  were  employed 
to  measure  deflections.  Test  results  are  as  follows: 


Type  Partition 

Maximum  Deflection 
(inches) 

at  Failure 

Resilient  Partition 

1 

2 

3 

4 

Loaded  Side 

.845 

.352 

.416 

.437 

Opposite  “ 

Deflection  absorped 

.337 

.224 

.221 

.258 

by  clips 

Standard  “X”  Partition 

.508 

.128 

.195 

.179 

Loaded  Side 

.197 

.110 

.081 

.102 

Opposite  “ 

Deflection  absorbed 

.189 

.129 

.071 

.104 

by  studs 

.008 

.019 

.010 

.002 

The  Standard  “X”  wall  failed  by  cracking  along  the 
center  stud  against  which  load  was  applied.  The  failure 
crack  extended  from  5"  below  to  24"  above  the  center 
of  load  application.  The  Resilient  wall  failed  by  crack¬ 
ing  from  a  point  opposite  load  application  downward 
about  24"  along  the  center  stud.  Another  crack  occurred 
roughly  parabolic  in  shape,  with  the  focus  at  a  point 
about  3"  above  the  center  of  load  application  and  sym¬ 
metrical  with  respect  to  the  direction  of  the  center  stud. 
This  crack  was  about  3  feet  in  length. 

This  test  indicates  that  the  Resilient  system  of  construc¬ 
tion  compares  favorably  to  Standard  “X”  in  so  far  as 
resistance  to  cracking  is  concerned.  The  clips  are  well 
designed  as  they  absorbed  a  full  quarter  inch  deflection 
apiece  before  the  plaster  cracked,  although  when  plas¬ 
tered  with  ordinary  sanded  plaster  the  wall  experienced 
almost  twice  the  maximum  expansion  of  the  Standard 
“X”  wall  before  failure.  This  is  undoubtedly  due  to 
the  fact  that  the  Standard  “X”  construction  is  rigidly 
fastened  at  every  stud,  hence  a  concentrated  load  on  one 
stud  tends  to  deflect  a  portion  of  wall  only  32  inches 
wide  or  the  distance  between  point  of  load  application 
and  the  next  two  bounding  studs.  The  Resilient  wall 
on  the  other  hand,  tends  to  distribute  the  strain  over  a 
much  wider  area  due  to  the  resilience  of  the  clips  at 
each  stud.  This  allows  the  wall  to  deflect  more  as  a 
unit  and  a  much  greater  maximum  deflection  at  point 
of  load  application  is  attained  before  strains  sufficient 
to  crack  the  plaster  are  set  up. 

The  test  as  conducted  above  approximates  conditions 
which  exist  when  studs  warp  or  buckle  in  ordinary 
construction  due  to  temperature  and  humidity  changes 
or  use  of  green  lumber. 

Ceiling  Deflection  and  Wall  Settling  Test 

A  section  of  ceiling  and  wall  was  constructed  of  wood 
studs  and  joists.  This  section  was  divided  longitudinally 
into  two  equal  parts,  one  part  being  lathed  and  plas¬ 
tered  in  accordance  with  Standard  “X”  specifications, 
the  lath  of  the  other  part  being  supported  by  resilient 
clips  and  plastered  to  f/T'  grounds  with  a  standard  3 
coat  gypsum  plaster. 

Deflection  tests  were  made  on  the  ceiling  portion  of 
the  construction  by  simultaneously  applying  a  uniformly 
increasing  load  across  the  center  of  both  the  Standard 
“X”  and  Resilient  sections.  Load  was  applied  thru 
screw  jacks  bearing  against  an  I  beam  placed  across 
the  supporting  ceiling  joists.  The  load  was  applied  so 
that  deflections  of  the  bounding  joists  were  kept  equal, 
thus  insuring  equal  joist  deflections  across  both  test 
sections.  Results  were  as  follows : 

Type  Construction  Deflection  at  Failure 

(average  inches) 
Plaster  Joist 

Standard  “X”  0.260"  0.254" 

(Plaster  cracked  clear  across  panel) 

Resilient  0.580"  0.576" 

(No  failure) 


The  equipment  used  did  not  permit  the  application  of 
sufficient  force  to  crack  the  resilient  section.  The  test 
was  conducted  far  enough,  however,  to  show  that  the 
Resilient  ceiling  is  capable  of  being  deflected  twice  as 
much  as  a  similar  Standard  “X”  ceiling  without  crack¬ 
ing.  For  both  types  of  construction  the  joist  deflection 
is&of  about  the  same  degree  of  magnitude  as  the  deflec¬ 
tion  of  the  plastered  surface.  The  clip  springs,  there¬ 
fore,  do  not  in  themselves  take  up  joist  movements,  but 
they  do  act  to  more  uniformly  distribute  strains  oyer 
a  wider  area  of  plastered  surface  with  a  corresponding 
lessened  strain  at  points  of  maximum  deflection. 

The  wall  settling  test  was  made  by  mounting  the  wall 
sections  on  screw  jacks,  which  were  lowered  uniformly, 
thus  tending  to  pull  the  plastered  surface  apart  at  its 
junction  with  the  ceiling  surface.  Ihe  jacks  were 
lowered  uniformly  to  maintain  rate  of  stud  settlement 
equal  across  the  two  sections.  Results  follow : 

Type  Construction  Settlement  at  Failure 

(inches) 

Plaster  Studs 

Standard  “X"  0.053"  0.053" 

Resilient  0.085"  0.115" 

Failure  occurred  in  both  sections  by  cracking  of  the 
plaster  along  the  ceiling-wall  angle.  The  Resilient  con¬ 
struction  allowed  a  stud  settlement  of  over  twice  that 
of  the  Standard  “X”  before  failure  0.03  inch  deflection 
was  taken  up  by  the  clip  before  failure. 

General 

These  clips  have  been  used  for  resiliently  attaching 
Rocklath,  Insulation  Lath,  or  Metal  Lath  to  either  wood 
or  brick  construction  or  a  combination  of  the  two. 
Load-deflection  tests  on  the  clips  indicate  that  they 
possess  sufficient  strength  to  support  normal  plaster 
loads  and  that  they  are  sufficiently  flexible  in  all  three 
directions  to  permit  considerable  movement  of  the  frame 
members  to  which  they  are  attached  without  transmit¬ 
ting  sufficient  stress  to  the  plastered  surface  to  cause 
failure.  Load-deflection  tests  made  on  typical  wall  and 
ceiling  sections  indicate  that  this  construction  is  com¬ 
parable  to  Standard  “X”  or  any  similar  nailed-on  con¬ 
struction  insofar  as  resistance  to  cracking  is  concerned. 
Tests  made  also  indicate  that  the  resilient  system  of 
construction  is  resistant  to  such  types  of  cracking  as 
result  from  wall  settlement,  frame  shrinkage,  warping, 
etc. 

Details  of  Rocklath  Accessories 
Wood  Frame  Construction — 

Clip  No.  1 — For  general  work  on  ceilings  and  side- 
walls. 

Clip  No.  2 — For  ceiling  angles  where  walls  meet 
ceilings.  Over  doors.  Over  and  under 
window  openings.  Wherever  clip  has  to 
be  face  nailed. 

Clip  No.  4 — Furring  clip  used  on  wood  furring  strips. 

Same  as  No.  1  Clip  except  nail  holes 
placed  to  permit  nailing  on  either  face 
or  side  of  wood  framing  member. 

Steel  Frame  Construction — 

Clip  No.  5 — For  suspended  ceiling  construction  hooks 
on  furring  channels. 

Clip  No.  6— For  USG  No.  600  1J4"  Steel  Stud  Par¬ 
titions. 

Clip  No.  6B— Furring  Clips  used  on  Y"  Channels. 

Freflote  and/or  Bridjoint  Rocklath  Plastering  System. 
Wood  and  Steel  Frame  Construction — 

Clip  No.  W-22 — Reinforces  end  joints. 

Clip  No.  W-33 — Use  at  interior  angles  with  clip  No. 
60  and  No.  62. 

Clip  No.  60  & 

63  — For  general  work  on  wood  framing 

members  where  standard  7/&"  grounds 
are  specified. 
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Clip  No.  62  & 

65  — To  attach  Rocklath  to  3/ Steel 

Channel  construction. 

Clips  are  fabricated  from  spring  steel,  asphalt  painted, 
and  in  gauges  as  listed  below : 

Clip  No.  Spring  Prongs 

1  20  gauge  22  gauge 

2  22  gauge  22  gauge 

4  22  gauge  22  gauge 

5  20  gauge  22  gauge 

6  &  6B  20  gauge  22  gauge 

Clip  No.  W-22 —  22  gauge 

Clip  No.  W-33 —  22  gauge 

Clip  No.  Arm  Prongs 

60  20  gauge  22  gauge 

61  20  gauge  22  gauge 

62  20  gauge  22  gauge 

63  20  gauge  22  gauge 

64  20  gauge  22  gauge 

„..  XT65,.,  20  gauge  22  gauge 

Clip  No.  67  —  20  gauge  galvanized 

68  —  20  gauge  galvanized 

Included  is  a  digest  of  U.S.G.  Rocklath  Resilient  Sys¬ 
tem  and  test  data  relating  thereto.  Also,  descriptive 
data  and  specifications  of  this  system  have  been  filed 
with  this  application. 

On  the  basis  of  this  data,  the  Committee  recommends 
the  approval  of  U.  S.  Gypsum  Company  Accessories 
for  use  with  Rocklath  under  C26-462.0AC  (8.4.10.6) 
and  C26-178.0,  sub.  b  (2. 1.2.5)  on  condition  that  the 
accessories  be  of  the  description  and  sizes  as  herein 
specified  and  that  the  Rocklath  be  attached  to  them  as 
described  herein  for  use  with  Perforated  Gypsum  Lath 
as  approved  under  Cal.  No.  136-38-SM. 

It  is  further  recommended  that  each  package  of  these 
Accessories  be  marked  or  labelled  as  follows: 

APPROVED  BY  BOARD  OF  STANDARDS  AND 
APPEALS  UNDER  CALENDAR  NO.  485-39-SM 
AND  FOR  USE  WITH  ROCKLATH  AS 
APPROVED  UNDER  136-38-SM. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 

.  Committee  on  Tests, 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material  on  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  (Gypsum  lath)  Rock¬ 
lath  accessories,  on  condition  that  the  material  be  manufac- 
tured,  used  and  labelled,  stamped  or  tagged  in  accordance 
with  above  report. 

519-39-SM.  ‘ 

APPLICANT — Nathan  Khun,  owner. 

SUBJECT — Khun  Automatic  Back  Pressure  Sewer  Valve, 
approval  of. 

APPEARANCES— 

•  For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests 
THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  . '  q 

THE  RESOLUTION— 

(519-39-SM) 

Whereas,  Nathan  Khun,  owner,  filed  April  25,  1939,  an 
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application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  material,  known  as  the  Khun  Automatic 
Back  Pressure  Sewer  Valve;  and 
Whereas,  this  material,  was  submited  to  the  committee 
on  tests  of  the  board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  No.  519-39-SM 
Approval  of  the  Khun  Automatic  Back 
Pressure  Sewer  Valve. 

June  6,  1939. 

Nathan  Khun,  owner,  filed  April  25,  1939,  an  appli¬ 
cation  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  Khun  Automatic  Back  Pressure  Sewer 
Valve  under  the  provisions  of  Section  C26- 1259.0 
(14.5.5)  Administrative  Building  Code. 

This  valve  consists  of  a  cast  iron  body,  arranged 
to  connect  into  a  waste  line,  soil  line  or  house  drain. 
The  body  is  widened  into  a  chamber  containing  a 
flapper  valve  operating  in  connection  with  a  float  in 
the  chamber.  The  valve  is  normally  wide  open  with 
full  unobstructed  pipe  area.  If  back  pressure  occurs, 
the  float  rises  and  closes  the  valve.  When  back  pres¬ 
sure  recedes  the  valve  opens  to  normal  position.  All 
working  parts  of  the  valve  are  made  of  non-corrosive 
metal. 

This  valve  was  inspected  and  tested  at  the  Cary 
Building,  116  Nassau  Street,  Brooklyn,  and  found  to 
operate  as  indicated. 

It  is  recommended  that  the  Khun  Automatic  Back 
Pressure  Sewer  Valve  be  approved  for  use  in  New 
York  City,  on  condition  that  the  valve  be  installed  in 
accordance  with  the  Code  requirements  and  with  the 
above  report  and  that  the  valve  be  marked  as  follows : 
Within  a  circle,  around  the  periphery,  at  the  top,  the 
word  “APP’VD”;  along  the  bottom  “B.  S.  &  A.”;  in 
the  centre  two  lines — upper  line  reading  “N.  Y.  C.”, 
lower  line  reading:  “519-39-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material  on  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Khun  Automatic 
Back  Pressure  Sewer  Valve  on  condition  that  the  material 
be  manufactured,  installed  and  labelled  in  accordance  with 
above  report. 

649-39-SM. 

APPLICANT— M.  L.  Khau,  owner. 

SUBJECT — 14120  Bags  “Seven  Castles”  Brand  Foreign 
Portland  Cement  and  14120  bags  “Temple”  Brand 
Foreign  Portland  Cement,  aboard  the  S.S.  Lucia, 
approval  of. 

APPEARANCES— 

For  Applicant:  M.  L.  Khau. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(649-39-SM) 

Whereas,  M.  L.  Khau,  owner,  filed  May  18,  1939,  an 
application  with  the  Board  of  Standards  and  Appeals  for 
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approval  of  the  material,  known  as  “Seven  Castles”  and 
“Temple”  brand  foreign  Portland  Cement;  and 
Whereas,  this  material,  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  649-39- SM 

Subject:  Approval  of  Yugoslavian  Portland 
Cement  under  trade  name  “Seven  Castles”, 
and  “Temple”. 

June  7,  1939. 

On  May  18,  1939,  M.  L.  Khau  of  New  York  City, 
filed  with  the  board  a  request  for  the  approval  of 
foreign  cement,  shipment  consisting  of  14120  bags  of 
“Temple”  brand  and  14120  bags  of  “Seven  Castles” 
brand,  made  in  Yugoslavia.  Samples  of  these  materials 
were  selected  by  a  representative  of  the  Board  of 
Standards  and  Appeals  and  tests  were  conducted  by 
the  laboratory  of  R.  W.  Hunt  Co.,  of  New  York  City. 

The  results  of  these  tests  indicate  that  the  physical 
and  chemical  analysis  of  these  cements  were  well  within 
the  requirements  of  the  A.S.T.M.,  including  the  test 
for  fineness.  The  tensile  strengths  were  as  follows : 

Average  of  Five  Specimens  7  days 

Temple  Brand  353  P.S.I. 

Seven  Castles  Brand  378  P.S.I. 

A.S.T.M.  not  less  than  275  P.S.I. 

Copies  of  the  R.  W.  Hunt  Co’.s  tests  on  these  ce¬ 
ments  are  filed  with  the  application.  On  the  basis  of 
this  data,  it  is  recommended  that  the  foreign  shipment 
of  14120  bags  of  “Temple”  Brand  Portland  Cement  and 
14120  bags  of  “Seven  Castles”  Portland  Cement  which 
arrived  on  the  S.S.  Lucia,  be  approved  pending  the 
test  results  of  the  twenty-eight  day  specimens  when 
such  approval  shall  be  rescinded  should  the  cements 
as  approved  herein  fail  to  meet  the  28  day  requirements 
of  the  A.S.T.M.  for  use  in  New  York  City  under 
C26-312.0  A.C.  (7. 1.1. 7.5)  for  use  wherever  the  use 
of  Portland  Cement  is  required  and  that  each  bag 
be  stamped,  labelled  or  tagged,  “Approved  for  use  in 
New  York  City  by  the  Board  of  Standards  and  Ap¬ 
peals  under  Cal.  649-39-SM”. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  “Seven  Castles” 
and  “Temple”  brand  foreign  Portland  Cement,  on  condi¬ 
tion  that  the  material  be  manufactured,  used  and  labelled, 
stamped  or  tagged  in  accordance  with  above  report. 


Meeting  recessed  at  5  :30  P.  M.  to  June  8,  1939,  at  10  A.  M. 
Reconvened  June  8,  1939,  adjourned  11 :15  A.  M. 

Edward  V.  Barton,  Chief  Clerk. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Tuesday,  March  28,  1939,  as  they  ap¬ 
peared  in  Bulletin  No.  14,  Vol.  24,  are  hereby  corrected  to 
read  as  follows : 

THE  RESOLUTION— 

(187-33-SA) 

Whereas,  Charles  M.  Spindler,  for  Oil  Equipment  Lab¬ 
oratories,  owner, ^  filed,  May  17,  1933,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of 
their  device  known  as  the  Rotoflame  Oil  Burner;  and 


Whereas,  this  device  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report,  and  a  report  of  the  assisant 
chief  of  the  Bureau  of  Combustibles,  Fire  Department, 
dated  June  26,  1933,  recommends  the  approval  of  this  de¬ 
vice  ;  and 

Whereas,  this  device  was  approved  by  the  board  July 
14,  1933,  on  certain  conditions  and  owner  through  his 
agent  David  Kaufman  requested  permission  to  market 
this  device  as  the  Imperial  Oil  Burner,  and  in  a  request 
dated  March  25,  1939  requested  permission  to  market  this 
burner  as  the  Home  Utility  Oil  Burner  in  the  Borough  of 
Richmond. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  July  14,  1933,  as  amended 
by  resolution  adopted  by  the  board  on  February  4,  1937, 
so  that  as  amended  it  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  device  known  as  the  Rotoflame 
Oil  Burner,  hereafter  to  be  known  as  the  Rotoflame 
Gem  Oil  Burner,  for  use  in  domestic  and  commercial 
installation,  for  use  with  oil  not  heavier  than  No.  3, 
when  installed  in  accordance  with  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals;  that 
all  installations  shall  bear  a  permanently  fixed  label 
reading  as  follows : 

NOTICE 
Approved  by  the 

BOARD  OF  STANDARDS  AND  APPEALS 
For  Use  in  New  York  City 
Under  Cal.  No.  187-33-SA. 

Resolved  further,  that  this  device  may  also  be  mar¬ 
keted  under  the  name  Imperial  Oil  Burner,  and  as 
the  Home  Utility  Oil  Burner,  in  the  Borough  of  Rich¬ 
mond,  on  condition  that  under  whichever  name  mar¬ 
keted,  the  requirements  herein  shall  be  complied  with.” 

*Correction — The  numeral  “2”  changed  to  “3”,  in  line 
25  of  resolution. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Tuesday,  October  18,  1938,  as  they  ap¬ 
peared  in  Bulletin  No.  43,  Vol.  23,  are  hereby  corrected  to 
read  as  follows : 

THE  RESOLUTION— 

(761-38-A) 

Whereas,  Samuel  Rudy,  for  Katherine  A.  Wood,  owner, 
filed  September  1,  1938,  an  appeal  from  an  order  of  the 
fire  commissioner  affecting  premises  118  Chambers  street, 
south  side,  112  ft.  11^2  in.  west  of  Church  street  (Block 
No.  136,  Lot  No.  23),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  No.  1861- 
LF  dated  August  9,  1938,  reads : 

“1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  in  cellar  and  sub-cellar,  having  at  least  one  source 
of  water  supply  arranged  and  equipped  as  per  Art.  36, 
Administrative  Code.” 

and 

Whereas,  the  building  is  five  stories  in  height,  25  ft.  by 
75  ft.  in  area,  of  non-fireproof  construction,  erected  over 
75  years  ago,  located  in  an  unrestricted  use  district  and 
occupied  as  follows :  Sub-cellar,  storage— no  persons ;  cel¬ 
lar,  shop  room,  4  persons ;  first  floor,  sales  room,  3  persons ; 
2nd  floor,  offices,  10  persons ;  3rd  to  5th  floors,  storage,  no 
persons ;  and 

Whereas,  the  applicant  contends  that  the  only  things 
stored  in  the  sub-cellar  are  chains,  anchors  and  similar 
ship  supplies;  that  the  cellar  is  used  as  a  shipping  room; 
that  the  sub-cellar  and  cellar  are  easily  accessible;  that  to 
compel  the  installation  of  a  sprinkler  system  in  the  sub¬ 
cellar  or  cellar,  is  not  now  warranted  and  would  only  add 
to  the  owner’s  present  financial  burden  of  carrying  the 
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property  and  that  no  hazardous  condition 
premises. 


exists  on  the 


IfiS  t -5  i  th^  -  leu  °r^er  of  the  fire  commissioner,  No. 
hTami  it  jf  aiKd  bereby  ls  modified  and  that  the  appeal 
mating U  hen:by  ls  panted  on  condition  that  a  non-auto¬ 
matic  dry  sprinkler  system  shall  be  installed  to  cover  the 
entire  premises  below  the  grade  of  Chambers  street;  that 

cJIit  "gS  0i  SUA* i * * * SPtem  sbab  be  of  malleable  iron;  that 
street  Siamese  shall  be  installed  on  Chambers  street,  with 

Sg  tbc  system  covers  the  cellar  and  sub-cellar, 
of  thlS  ,system  ,sbaI1  comply  with  all  requirements 
therefor  except  as  to  thermostatic  alarm  and  central  office 
connection. 


*  Correction — The  word 
in  line  35  of  resolution. 


“Siameses”  change  to  “siamese” 


of  a  60-degree  steel  stairway  with  a  door  opening  upon  the 
roof,  which  shall  be  available  for  exit  at  all  times;  that 
a  steel  ladder  shall  be  placed  from  roof  to  parapet  of  ad¬ 
joining  building  to  the  east;  that  there  shall  be  installed  in 
the  cellar,  sprinkler  heads  attached  to  the  domestic  water 
s!1PJJv  °}  the  building ;  that  a  similar  sprinkler  protection 
shall  be  installed  in  the  kitchen;  that  the  stairway  from  the 
cellar  shall  be  enclosed  in  fire-retarded  partitions,  with 
fireproof  self-closing  doors  at  1st  story  level;  that  such 
portable  fire-fighting  appliances  shall  be  installed  through¬ 
out  the  building,  as  the  fire  commissioner  shall  direct;  that 
the  proposed  Engineer’s  ladder  on  the  Riverside  drive  ’front 
of  building,  shall  be  installed  as  a  secondary  exit  from  the 
cellar;  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  rules  and  regulations  applicable 
thereto. 


’•'CORRECTION 

a nTh  A r^inii te\. °i^i  ^  m€leting  o£  tbe  Board  of  Standards 
and  Appeals  held  Tuesday,  February  21,  1939,  as  they 

appeared  in  Bulletin  No.  9,  Vol.  24,  are  hereby  corrected 
to  read  as  follows : 

THE  RESOLUTION— 

(1194-38- A) 

Whereas,  S.  Brian  Baylinson,  for  Dr.  Margaret  E  Wells 
owner,  filed  December  22,  1938,  an  appeal  with  the  Board 
of  Standards  and  Appeals  from  a  decision  of  the  borough 
superintendent  of  buildings,  affecting  premises :  40  Rive& * * 9 *r- 
side  drive,  northeast  corner  of  West  76th  street  (Block  No. 
1185,  Lot  No.  49),  Borough  of  Manhattan;  and 

i  Whereas,  the  decision  of  the  borough  superintendent  of 

buildings,  dated  November  22,  1938,  in  acting  on  Alt  2657- 

oo,  reads : 

Item  2.  Building  should  be  of  fireproof  construc¬ 
tion  throughout. 

Means,  o£  egress  are  inadequate.  Stairs 
should  be  enclosed  by  fireproof  enclosure.  Doors  self¬ 
closing,  fireproof.  Fire  escape,  if  acceptable,  should 
be  as  per  Section  6.2.1. 

Item  6.  Egress  from  cellar  is  also  inadequate.  En¬ 
gineer  s  exit  is  not  clear.  Stairs  should  be  3  ft.  0  in. 
wide  and  enclosed  to  street,  of  fireproof  material.  In¬ 
terior  cellar  stairs  not  acceptable,  as  shown.  All  par¬ 
titions  in  cellar  should  be  of  incombustible  materials. 

Item  11  Show  B.L.  location  in  first  floor.  Door  in 
gate  beyond  building  line  is  not  permitted;  Show  per¬ 
mit  for  all  work  beyond  building  line.” 

.Whereas  the  building  is  non-fireproof,  four  stories 
(56  ft.)  in  height,  32  ft.  by  53  ft.  in  area  occupied  as  a 
private  dwelling;  it  is  proposed  to  change  the  occupancy  to 
a  school  11  persons,  1st  story;  20  persons,  2nd  story; 

9  persons,  3rd  story;  30  persons,  4th  story;  caretaker’s 
residence — 3  persons,  5th  story;  and 

.  Whereas,  applicant  contends  that  the  area  of  the  build¬ 
ing  on  each  story  is  small,  that  the  present  stairs  is  now 
enclosed  on  2  sides  with  brick  walls,  and  that  it  is  pro¬ 
posed  to  install  adequate  fire  escapes;  and 
Whereas,  this  matter  was  laid  over  for  an  inspection 
by  a  committee  of  the  board,  and  a  verbal  report  of  the 
inspection  was  made  by  the  chairman  recommending  that 
tne  application  be  granted  with  conditions  as  stated  in  the 
resolution. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  acting  on  Alt.  App.  No.  2657-38,  be  and  it  hereby  is 
modified,  and  the  appeal  be  and  it  hereby  is  granted  for  a 
temporary  period  of  ten  years,  to  permit  the  building  under 
appeal  to  be  occupied  as  a  private  school,  on  condition  that 
an  exterior  fire-escape,  substantially  as  indicated  on  plans 
tiled  with  the  appeal,  shall  be  constructed  to  provide  sec- 
°u  ii Tea,Ps  o£  exit;  that  the  ceiling  throughout  the  cellar 
snail  be  fire-retarded,  and  where  now  fire-retarded,  shall  be 
put  in  a  good  state  of  repair ;  that  the  private  elevator  shall 
be  entirely  removed  and  the  shaft  blocked  off,  at  each 
fioor  level  wih  fire-retarding  material ;  that  a  means  of 
exit  shall  be  provided  from  top  story  to  the  roof,  by  means 


vui  i  ecuon- 


,  ,  -  unctuauon  cnanged  m  2nd  and  3rd  pre¬ 

ambles. 

*CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appels  held  Tuesday,  Alay  9,  1939,  as  they  appeared 
in  Bulletin  ^°-  Vol.  24,  are  hereby  corrected  to  read 
as  follows : 


THE  RESOLUTION— 

(49S-39-A) 

Whereas,  Ward  W.  Fenner,  for  Riverdale  Country 
School,  Inc.,  owner,  filed  April  20,  1939,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings,  affect- 
inff  premises  southeast  corner  of  Henry  Hudson  parkway 
and  Fieldston  road  (Block  No.  3415P,  Lot  No.  275) 
Borough  of  The  Bronx ;  and 

\\  hereas,  the  decision  of  the  borough  superintendent 
dated  April  14,  1939,  re  alteration  application  No.  664-38’ 
reads : 

“!•  New  addition  is  of  unlawful  construction.  Non- 
fireproof  school  buildings  are  limited  to  two  occupied 
stories  and  a  maximum  of  30  ft.  in  height.  Sec.  C26- 
254.0  of  Administrative  Code  and  Sec.  4.2.1  of  Building 
Code.  Where  the  structure  does  not  adjoin  the  streefi 
the  average  level  of  all  ground  adjoining  such  structure 
shall  be  used  instead  of  the  curb  level,  for  determining 
the  height  of  building.  Sec.  C26-82.0  of  Administra¬ 
tive  Code  and  Sec.  1.74  of  Building  Code.  Recon¬ 
sideration  denied.” 

and 

Whereas,  the  building  as  extended,  will  be  134  ft.  10  in. 
by  51  ft.  9  in.  in  area;  basement  and  two  stories;  30  ft. 
in  o£  Class  3  construction;  located  in  a  residence 

use,  G  area  district  and  occupied :  Basement — play  room, 
boiler  room,  storage,  dining  room  and  kitchen,  137  persons ; 
1st  floor,  classrooms  and  offices,  133  persons;  2nd  floor, 
classrooms  and  gymnasium,  233  persons;  and 

.  Whereas,  the  applicant  contends  that  the  proposed  addi¬ 
tion  will  be  30  ft.  in  height;  that  it  cannot  be  said  that 
the  building  does  not  adjoin  the  street  as  defined  in  Sec. 
1.74  of  article  1  of  chapter  5  of  the  building  code;  that  the 
building  will  be  provided  with  adequate  exits  as  shown 
on  plans ;  that  the  second  floor  of  the  extension  is  to  be 
built  of  fireproof  construction  with  steel  beams  and  con¬ 
crete  floor  arches  and  a  horizontal  exit  is  to  be  provided 
on  this  floor  between  the  old  and  new  parts  of  the  building. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  as  to  alteration  application  No.  664-38  be  and  it  hereby 
is$  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  extension  shall  be  constructed  with 
masonry  walls ;  that  the  ceiling  of  the  1st  floor  shall  be  fire- 
retarded  with  wire  lath  and  cement  plaster  i/A  inch  in 
thickness ;  that  the  second  floor  shall  be  of  fireproof  con¬ 
struction ;  that  stairway  No.  1  may  be  a  steel  exterior 
stairway  and  Stairway  No.  2  shall  be  steel  and  enclosed 
in  accordance  with  the  requirements  of  the  building  code. 

.  *  Correction — The  word  “brick”  changed  to  "masonry”,  in 
line  41  of  resolution. 
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RULES  RELATIVE  TO  SUBMERGED  INLETS  AND  PROTECTIVE  METHODS  TO  BE 
APPLIED  TO  PREVENT  CONTAMINATION  OF  WATER  SUPPLY. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  FEBRUARY  3,  1939. 

EFFECTIVE,  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE 

NEW  YORK  CITY  CHARTER,  FEBRUARY  27,  1939. 

(835-38-SR)  approved  vacuum  breaker  and  check  valve,  the  check 


Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraphs  2  and  3,  of 
the  New  York  City  Charter  and  C26-1268.0c  4  (14.7.1.3 
BC )  and  C26T277.dll  (14.8.2.8  BC),  of  the  Administrative 
Code. 

Rule  1.  Flush- Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged  in¬ 
lets  supplied  directly  from  the  City  Water  Supply 
System  (and  not  supplied  from  separate  riser  and 
tank),  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches 
above  the  overflow  level  of  the  fixture,  to  prevent 
siphonage  or  backflow  of  contaminated  water  into  the 
house  water  distribution  piping  and  checked  by  the 
inspector. 

Rule  2.  Ballcocks. 

Flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  one-half 
inch  above  the  overflow  outlet  of  the  flush  tank. 

Rule  3.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at 
least  one  inch  above  the  overflow  level  of  the  fixture, 
except  when  submerged  inlets  are  absolutely  essential 
for  the  proper  functioning  of  a  fixture. 

Rule  4.  Sterilizers. 

Direct  water  supply  piping  connections  to  sterilizers 
are  prohibited.  The  waste  piping  for  sterilizers  shall 
not  connect  directly  with  any  drainage  system ;  such 
waste  piping  shall  discharge  above  an  open,  water  sup¬ 
plied,  trapped  and  vented  fixture. 

Rule  5.  Aspirators — Water  Siphons. 

Water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  shall  be  equipped  witn  an 


valve  to  be  located  between  the  fixture  and  vacuum 
breaker.  The  waste  pipe  for  this  type  of  apparatus 
shall  not  connect  directly  with  any  drainage  system  but 
shall  discharge  above  an  open,  water  supplied,  trapped 
and  vented  fixture. 

Rule  6.  Bidets — Bed  Pan  Washers. 

Water  supply  connection  to  bidets,  bed  pan  washers, 
or  similar  apparatus  shall  be  equipped  with  an  ap¬ 
proved  vacuum  breaker  and  check  valve,  the  latter  lo¬ 
cated  between  the  fixture  and  the  vacuum  breaker. 

Rule  7.  Roof  or  Suction  Tanks. 

Water  supply  inlets  to  roof  or  suction  tanks  shall 
be  located  at  least  two  inches  above  the  overflow  level 
of  the  tank. 

Rule  8.  Sump  or  Well  Pumps. 

Water  supply  connections  for  priming  purposes  to 
sump,  well,  or  similar  type  pumps  shall  be  connected 
to  the  inlet  side  of  the  pump  and  be  equipped  with 
an  approved  vacuum  breaker  and  check  valve,  the 
check  valve  to  be  located  between  the  pump  and  the 
vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for 
cooling  purposes  shall  be  equipped  with  an  approved 
check  valve  to  prevent  possible  back  flow  of  ammonia 
or  other  refrigerant  agency  from  defective  condenser 
coils  or  jackets,  except  in  such  installations  where  the 
water  supply  piping  is  entirely  outside  of  the  piping 
or  tank  containing  the  refrigerant  and  two  inde¬ 
pendent  wall  thicknesses  of  metal  separate  the  re¬ 
frigerant  from  the  city  water  supply.  Refrigeration 
units  containing  more  than  twenty  pounds  of  refrig¬ 
erant  shall  be  provided  with  an  additional  safeguard 
in  the  form  of  an  approved  relief  valve  installed  at 
the  outlet  side  of  the  check  valve,  such  relief  valve 
being  set  at  five  pounds  above  the  maximum  water 
pressure  at  the  point  of  installation. 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  application  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or  ap¬ 
plication  will  be  held  in  abeyance  by  reason  of  failure  of 
the  appellant  or  applicant  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given — 

Docket. 

Certiorari  Orders  Served  on  Board. 

Court  Decisions. 

Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting  June  13,  1939,  at  10  A.  M., 
Affecting  Calendar  Numbers  543-26-BZ,  70-39-BZ,  75- 
39-BZ,  277-39-BZ,  200-38-BZ,  64-39-BZ,  72-39-BZ,  196- 
39-BZ  and  244-39-BZ. 

Minutes  of  Regular  Meeting  June  13,  1939,  at  2  P.M.,  Af¬ 
fecting  Calendar  Numbers  52-16-BZ,  307-33-BZ,  932-38- 
BZ,  533-19-BZ,  566-38-BZ,  1008-38-A-WF,  89-39-A,  474- 
39-A,  611-39-A-WF,  613-39-A-WF,  572-39-A,  303-39-A- 
WF,  398-39-A- WF,  399-39-A-WF,  400-39-A-WF,  401- 
39-A-WF,  423-39-A,  500-39-A,  544-39-A,  642-39-A-WF, 
650-39-A- WF,  694-39-A,  717-39-A,  727-39-A,  761-39-A, 
768-39- A,  1074-38- A,  1075-38-A,  17-39-A,  385-37-SA, 

567-37-SA,  575-39-SA,  722-39-SA,  955-38-SM  and  681- 
39-SM. 

Rules  for  Refrigerating  Systems. 

Rules  for  Liquefiers  used  to  convert  solid  carbon  dioxide 
to  a  liquid  and/or  a  gas. 

Insulating  Fibre  Board  Rules. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subjecf 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK.  Chairman 
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DOCKET 

New  Cases  Filed  up  to  June  13,  1939 
Cal.  No.  Depart mejit  Premises  Affected 

746-39-BZ. .  .H.B.B . 2601-2691  West  Second  street, 

northeast  corner  of  Circum¬ 
ferential  parkway  (Canal 
avenue),  614  Avenue  Z  and 
2602-2686  West  street  (Block 
No.  7234B,  Lot  No.  1  and 
Block  No.  7235A,  Lot  Nos.  1, 
2  and  75),  Borough  of 
Brooklyn,  Applic.  1410-39. 


747-39-x\ . F.D . 859-861  Utica  avenue,  east  side, 

100  ft.  2 7/z  in.  north  of  Lin¬ 
coln  place  (Block  No.  1385, 
Lot  No.  6),  Borough  of 
Brooklyn, 

2465-L.F.  and  Decision. 


748-39-BZ . H.B.Q . 37-02  to  37-20  73rd  street  and 

72-02  to  72-30  37th  avenue, 
southwest  corner  (Block  No. 
1283,  Lot  No.  1),  Jackson 
Heights,  Borough  of  Queens, 
Misc.  Applic.  1933-39. 


749-39-SM . Plastoid  Closet  Bowl  Compound, 

manufactured  by  Plastic 
Products  Company, 

Material. 


750-39-BZ . H.B.Bx. ..  .491-497  East  133rd  street,  north¬ 

east  corner  of  Brown  place 
(Block  No.  2261,  Lot  Nos.  15 
and  17),  Borough  of  The 
Bronx,  N.B.  292-39. 


751-39-BZ . H.B.Bx.  ..  .921  Hunts  Point  avenue,  south 

side,  between  Southern  boule¬ 
vard  and  Whitlock  avenue, 
948  Southern  boulevard  and 
987  Whitlock  avenue  (Block 
No.  2735,  Lot  No.  20), 
Borough  of  The  Bronx, 

N.B.  446-39. 


752-39-A . F.D . 245  Russell  street,  northeast  cor¬ 

ner  of  Meserole  avenue 
(Block  No.  2628,  Lot  No.  6), 
Borough  of  Brooklyn, 

79779-L.C. 


753-39-SM . Dura-Tred  “A”  Flooring,  manu¬ 

factured  by  Duratred  Com¬ 
pany,  Material. 


754-39-S . H.B.M . 241-243  West  37th  street,  north 

side,  250  ft.  east  of  Eighth 
avenue  (Block  No.  787,  Lot 
No.  20),  Borough  of  Man¬ 
hattan,  Applic.  427-37R. 


755- 39-BZ . H.B.M . 19  Nagle  avenue,  south  side,  500 

ft.  west  of  Ellwood  street 
(Block  No.  2171,  Lot  No.  10), 
Borough  of  Manhattan, 

Decision  re  Certificate 
of  Occupancy. 

756- 39-S  ....  H.B.M . 500  Seventh  avenue,  201-219 

West  37th  street,  northwest 


corner  and  216-224  West  38th 
street,  south  side,  116  ft.  8  in. 
west  of  Seventh  avenue 
(Block  No.  787,  Lot  No.  40), 
Borough  of  Manhattan, 

Alt.  1675-39. 


757-39-SA . Carrier  Smoke  House,  Type  52F, 

Appliance. 


758-39-SA . Carrier  Weathermaker,  Types 

39D,  39 G,  39J,  39Q  and  39R, 
Appliance. 


759-39-A . H.B.Q . 85-09  94th  street,  east  side,  80.08 

ft.  north  of  85th  road  (Block 
No.  8888,  Lot  No.  47),  Wood- 
haven,  Borough  of  Queens, 


760-39-S . F.D . 290-302  Park  avenue,  southeast 

corner  of  Hall  street  (Block 
No.  1891,  part  of  Lot  No.  29), 
Borough  of  Brooklyn, 

Decision. 


761-39-A . H.B.R . Southwest  corner  of  Mersereau 

avenue  and  Davidson  street 
(Block  No.  1256,  Lot  No.  94), 
Mariners  Harbor,  Borough  of 
Richmond,  Alt.  933-38. 


762-39-BZ . H.B.M . 338-340  East  8th  street,  south 

side,  83  ft.  west  of  Avenue  C 
(Block  No.  390,  Lot  Nos.  27 
and  28),  Borough  of  Man¬ 
hattan, 

Decision  re  Certificate 
of  Occupancy. 


763-39-BZ . H.B.R . 22-24  Jewett  avenue,  west  side, 

92.57  ft.  south  of  Bennett 
street  (Block  No.  1012,  Lot 
No.  84),  Port  Richmond, 
Borough  of  Richmond, 

N.B.  150-39. 


764- 39-SA . “Croker”  Flush  Type  Siamese, 

Appliance. 

765- 39-A . H.B.Q . 39-17  to  39-21  21st  street  (Van 

Alst  avenue),  east  side,  150.14 
ft.  south  of  39th  avenue 
(Block  No.  392,  Lot  No.  10), 
Long  Island  City,  Borough  of 
Queens,  Alt.  1117-39. 


766-39-BZ . H.B.M . 144  East  39th  street,  south  side, 

200  ft.  east  of  Lexington 
avenue  (Block  No.  894,  Lot 
No.  56),  Borough  of  Man¬ 
hattan,  Alt.  1124-39. 


767-39-BZ . H.B.Q . 335  St.  Nicholas  avenue,  north 

side,  25.3  ft.  west  of  Palmetto 
street  (Block  No.  3448,  Lot 
No.  1),  Ridgewood,  Borough 
of  Queens,  Alt.  1002-39. 


768-39-A  ....  H.B.B . 8102-8112  19th  avenue,  southwest 

corner  of  82nd  street  (Block 
No.  6315,  Lot  No.  34), 
Borough  of  Brooklyn, 

Applic.  631-39. 
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769-39-BZ . H.B.Q. 


770-39-A 


.H.B.Bx 


771-39-A  . H.B.B.. 


772-39-A . 


H.B.Q. . 


773-39-A . H.B.B. 


774-39-SM. 


77S-39-SA. 


776-39-BZ . H.B.B. 


777-39-SM. 


..45-16  111th  street  and  109-29  to 
109-37  46th  avenue,  northwest 
corner  (Block  No.  2001,  Lot 
No.  47),  Corona,  Borough  of 
Queens,  Alt.  735-39. 

••West  side  of  Castle  Hill  avenue, 

299.51  ft.  north  of  West¬ 
chester  avenue  (Block  No. 
3935,  Lot  No.  64),  Borough 
of  The  Bronx,  N.B.  367-39. 

..East  of  McMullen  avenue  and 
south  of  Strickland  avenue 
(Block  No.  8470,  part  of  Lot 
No.  430),  Borough  of  Brook¬ 
lyn, 

N.B.  1336-39  to  N.B.  1345-39 
inclusive. 

.  126^Beach  85th  street,  east  side, 

702.52  ft.  south  of  Rockaway 
Beach  boulevard  (Block  No. 
620,  Lot  No.  11),  Rockaway 
Beach,  Borough  of  Queens, 

N.B.  3168-38  and  Decision. 

377-401  Ocean  avenue,  east  side, 
150  ft.  south  of  Woodruff 
avenue  (Block  No.  5062,  Lot 
Nos.  14,  17  and  21),  Borough 
of  Brooklyn,  Applic.  96-39. 

.Iron  Clad  Portland  Cement  and 
Velo  High  Early  Strength 
Portland  Cement,  manufac¬ 
tured  by  Glens  Falls  Portland 
Cement  Company,  Material. 

■  Pittsburgh  Gas  Unit  Heater, 

Appliance. 

.274-280  Wyckoff  street,  south 
side,  175  ft.  east  of  Nevins 
street  (Block  No.  392,  Lot 
No.  10),  Borough  of  Brook¬ 
lyn,  Applic.  1231-39. 

■  Cinder  Building  Units,  manu¬ 

factured  by  Hudson  Concrete 
Block  Company,  Inc., 

Material. 


778-39- A . H.B.B. 


779-39-A. 


.H.B.Q. 


780-39-A  . F.D. . 


.130-142  Green  street,  south  side, 
263  ft.  iy2  in.  west  of  Man¬ 
hattan  avenue  (Block  No. 
2522,  Lot  Nos.  22,  24  and  29), 
Borough  of  Brooklyn, 

N.B.  499-39. 

84-45  90th  street,  northeast  cor¬ 
ner  of  85th  road  (Block  No. 
32,  Lot  No.  30),  Woodhaven, 
Borough  of  Queens, 

Alt.  9294-39. 

.3911  Second  avenue,  east  side, 
75.2  ft.  south  of  39th  street 
(Block  No.  707,  Lot  No.  6), 
Borough  of  Brooklyn, 

1011-L.F.  and  Decision. 


782-39-SM. 


781-39-A . H.B.M . 746-750  Broadway  and  7  Astor 


783-39-A 


784-39-A . 


place,  northeast  corner  (3rd 
floor)  ;  (Block  No.  545,  Lot 
No.  59),  Borough  of  Man¬ 
hattan, 

Viol.  4958-36  and  Decision. 

Hollow  Clay  Tile,  manufactured 
by  Jno.  T.  McCoy,  Inc., 

Material. 


H.B.Q . 75-64,  75-68  and  75-72  185th 

street,  northwest  corner  of 
Union  Turnpike  and  west  side 
of  185th  street,  49.36  ft.  and 
92.36  ft.  north  of  Union 
Turnpike  (Block  No.  7201, 
Lot  No.  1),  Flushing,  Bor¬ 
ough  of  Queens, 

N.B.  3886-39  to  N.B;  3888-39 
inclusive. 

H.B.Q . 1732  Hancock  street,  south  side, 

100  ft.  west  of  Seneca  avenue 
(Block  No.  3561,  Lot  No. 
22),  Ridgewood,  Borough  of 
Queens,  N.B.  3938-39. 

Restored  to  Calendar 


52-16-BZ . H.B.B.. 


761  Park  place,  north  side,  90  ft. 
east  of  Rogers  avenue  (Block 
No.  1233,  Lot  No.  81),  Bor¬ 
ough  of  Brooklyn,  Decision. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Build¬ 
ings,  H.B.B.— Department  of  Housing  and  Buildings.  Brooklyn; 
H.B.M.— Department  of  Housing  and  Buildings,  Manhattan: 
H.B.Q.— Department  of  Housing  and  Buildings,  Queens; 
H.B.It.— Department  of  Housing  and  Buildings,  Itichmond  • 
H.B.Bx.— Department  of  Housing  and  Buildings,  Bronx;  H.D.— 
Health  Department  and  F.D.— Fire  Department. 


CERTIORARI  ORDERS  SERVED  ON  THE  BOARD 
OF  STANDARDS  AND  APPEALS 

On  June  15,  1939,  Benjamin  N.  Brody,  attorney,  served  on  the 
Board  petition  and  order  of  certiorari,  on  behalf  of  Frank  Billeci 
lessee,  certiorari  order  to  review  decision  of  the  Board  of  May  9, 
1939,  affirming-  decision  of  the  Borough  Superintendent  of  Buildings 
denying  certificate  of  occupancy  for  parking  of  more  than  five  (5) 
motor  vehicles  under  sections  7-h  and  21,  Cal.  No.  614-37-BZ,  prem¬ 
ises  415  Sixth  avenue,  southwest  corner  of  Greenwich  avenue. 
Borough  of  Manhattan. 

#  *  * 

On  June  16,  1939,  George  H.  Cohn,  attorney,  served  on  Board 
petition  and  order  of  certiorari,  on  behalf  of  Cities  Service  Oil 
Company,  owner,  in  re  decision  of  Board  of  May  16,  1939,  affirming 
decision  of  superintendent  of  buildings,  and  denying  under  section  21 
extension,  of  an  existing  gasoline  service  station,  Cal.  No.  308-37-BZ 
premises  538  Trinity  avenue,  Borough  of  The  Bronx. 


COURT  DECISIONS 

St.  George  Garage  Co.,  Inc.  vs.  Murdock — On  July  19,  1938,  Board 
granted  permission  for  parking  of  more  than  five  (5) 
motor  vehicles,  partly  in  business  and  partly  in  unre¬ 
stricted  district,  under  section  7-h,  Cal.  No.  344-38-BZ,  at 
premises  942-958  DeKalb  avenue,  southwest  corner  of 
Lewis  avenue,  Borough  of  Brooklyn.  Mr.  Justice  Lock- 
wood  sustained  Board,  stating  no  claim  was  made  that  the 
Board’s  action  was  arbitrary  or  unreasonable  or  that  they 
abused  their  power.  (N.Y.L.J.  June  5,  1939.) 

*  *  * 

Peo.  ex  rel.  Meyer,  res.,  vs.  Kesbec,  Inc.,  ap.— This  was  an  appeal 
from  a  judgment  of  the  Municipal  Term  of  the  Magis¬ 
trates.’  Court,  sitting  as  a  Court  of  Special  Sessions 
(Magistrate  Mckimry),  convicting  defendant  of  conduct¬ 
ing  a  parking  lot  in  a  business  use  district,  Columbus 
Circle,  Borough  of  Manhattan,  contrary  to  Building  Zone 
Resolution  as  amended  June  28,  1935 — Article  II,  Sect. 
4-a  (15).  Appellate  Division,  1st  Department,  unani¬ 

mously  affirmed  judgment  on  authority  of  Peo.  ex  rel. 
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Wolfe,  248  App.  Div.,  721,  affd.  272  N.  Y.,  608. 
(N.Y.L.J.  June  13,  1939.) 

*  *  * 

Matter  of  600  11th  Ave.,  Inc.  (Murdock) — On  October  11,  1938,  under 
Cal.  No.  554-38-A,  Board  affirmed  decision  of  Supt.  of 
Buildings  denying  N.  B.  Application  257-37  for  extension 
of  parking  area  on  street  on  which  there  exists  a  school 
between  the  same  intersecting  streets,  as  prohibited  by 
sect.  21  of  the  Zoning  Resolution,  Premises  594-606  11th 
Avenue,  E.  S.,  bet.  W.  44th  and  W.  45th  streets,  Man¬ 
hattan.  Mr.  Justice  Noonan  sustained  Board  (N.Y.L.J. 
March  29,  193?);  (Judge  Noonan’s  decision  was  published 
in  full  in  Bulletin  No.  14,  Vol.  XXIV.  April  4,  1939.) 
Appellate  Division,  1st  Dept.,  unanimously  affirmed  order 
of  Special  Term.  No  opinion.  (N.Y.L.J.  June  17,  1939.) 
*  *  * 

Peo.  ex  rel.  Skrenda,  Res.,  vs.  Meyers,  Ap. — Appellant,  lessee  of  a 
vacant  lot  at  Metropolitan  avenue,  180  ft.  west  of  122nd 
street.  Borough  of  Queens,  failed  to  comply  with  an  order, 
dated  April  6,  1937,  of  the  Commissioner  of  Buildings, 
Queens,  to  discontinue  a  parking  lot  which  was  operated 
in  direct  violation  of  the  Building  Zone  Resolution  as 
amended  June  28,  1935.  Lessee  failed  to  comply,  summons 
was  issued  and  he  was  found  guilty  as  charged  in  the 
Magistrate’s  Court.  Appellate  Division.  2nd  Dept.,  _  unani¬ 
mously  affirmed  judgment  convicting  defendant  of  violating 
subdivision  15,  section  4-a  (storing  or  parking  more  than 
five  motor  vehicles)  of  the  amended  Building  Zone  Resolu¬ 
tion,  citing  Peo.  vs.  Wolfe,  243  App.  Div.,  721,  affd.  272 
N.  Y.,  608.  (N.Y.L.J.  June  20,  1939.) 


RULES 


Last  Publication  in  Bulletin 


t'arbon  Dioxide  LiqueSer  Rules  — June 
Certificate  of  Occupancy,  approved 

form  . Aug. 

Concrete  Flat  Slabs,  Rules . Tuly 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . Tune 

Factory  Exit  Rules . May 

Fire  Alarm  Rules  (Interior) . Apr. 

Fire  Drill  Rules . Nov. 

Fire  Retarding  Rules  for  Garages, 

etc . June 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Nor. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . Tune 

Insulating  Fibre  Board  Rules . June 

Oil  Burner  Rules . Jan. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . June 

Platform  Trucks,  Specifications  for. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply) . June 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.June 
Smoking  in  Factories,  Rules  for.... May 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting.  .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Apr. 


20,  1939— Vol.  24,  No.  25 

23.  1938— Vol.  23,  No.  34 
13,  1937— Vol.  22,  No.  28 

3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 

15,  1937— Vol.  22.  No.  24 

16,  1939— Vol.  24,  No.  20 
25,  1939— Vol.  24,  No.  17 

22,  1938— Vol.  23,  No.  47 

6,  1939— Vol.  24,  No.  23 
13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

1,  1938— Vol.  23,  No.  44 

7,  1925— Vol.  10,  No.  14 

5,  1928— Vol.  13,  No.  23 
20,  1939— Vol..  24.  No.  25 

3,  1939— Vol.  24,  No.  1 

6,  1939— Vol.  24,  No.  23 

24,  1936— Vol.  21,  No.  47 
3.  1937— Vol.  22,  No.  31 

13.  1939— Vol.  24,  No.  24 

7,  1937— Vol.  22,  No.  36 
20,  1939 — Vol.  24,  No.  25 

23,  1939— Vol.  24,  No.  21 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

10,  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Mar.  5,  1935 — Vol.  20,  No.  10 

Fireline  Hose  Valves . Apr.  25,  1939 — Vol.  24,  No.  17 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Jan.  3,  1939 — Vol.  24,  No.  1 

Fuel  Oil  Fill  Pipe  Terminals . May  9,  1939 — Vol.  24,  No.  19 

Fuel  Oil  Burners  for  Industrial  Use.Aug.  30,  1938 — Vol.  23,  No.  35 

Fuel  Oil  Pumps . Jan.  3,  1939 — Vol.  24,  No.  1 

Gas  Heaters . May  9,  1939 — Vol.  24,  No.  19 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . June  6,  1939 — Vol.  24,  No.  23 

Range  Oil  Burners  and  Space 

Heaters  .  Jan.  3,  1939— Vol.  24,  No.  1 

Vacuum  Breakers . May  9,  1939 — Vol.  24,  No.  19 


JUNE  20,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 


of  the  building  zone  resolution,  Tuesday  morning,  June 
20,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  378-39-BZ — Application,  March  27,  1939,  under 
section  7 a  of  the  building  zone  reso¬ 
lution,  of  Richard  Shutkind,  applicant, 
on  behalf  of  Hoddersen  Bros.,  owner, 
to  permit  in  a  residence  use  district, 
the  extension  of  an  existing  business 
building;  premises  307  Sumpter  street, 
north  side,  350  ft.  east  of  Hopkinson 
avenue  (Block  No.  1521,  Lot  No.  64), 
Borough  of  Brooklyn. 


cal.  no.  404-38-BZ — Application,  May  24,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Conroy  and  Hardy,  applicants,  on 
behalf  of  Board  of  Transportation, 
City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee),  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  214-228  Schermerhorn 
street,  south  side,  233  ft.  east  of  Hoyt 
street  (Block  No.  171,  part  of  Lot 
No.  7),  Borough  of  Brooklyn. 


cal.  no.  405-38-BZ — Application,  May  24,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Conroy  and  Hardy,  applicants,  on 
behalf  of  Board  of  Transportation, 
City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee),  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor 
vehicles ;  premises  240-250  Schermer¬ 
horn  street  and  54-60  Bond  street, 
southwest  corner  (Block  No.  171,  part 
of  Lot  No.  7),  Borough  of  Brooklyn. 

cal.  no.  406-38-BZ — Application,  May  24,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Conroy  and  Hardy,  applicants,  on 
behalf  of  Board  of  Transportation, 
City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee),  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor 
vehicles;  premises  134-192  Schermer¬ 
horn  street,  south  side,  from  Smith 
street  to  Hoyt  street,  57-73  Smith 
street,  east  side,  from  Schermerhorn 
street  to  State  street  and  257-271  State 
street  (Block  No.  170,  Lot  No.  1), 
Borough  of  Brooklyn. 


cal.  no.  407-38-BZ — Application,  May  24,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Conroy  and  Hardy,  applicants,  on 
behalf  of  Board  of  Transportation, 
City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee),  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor 
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vehicles;  premises  37-55  Smith  street, 
east  side,  from  Livingston  street  to 
Schermerhorn  street,  156-164  Living¬ 
ston  street  and  137-145  Schermerhorn 
street  (Block  No.  164,  Lot  No.  1), 
Borough  of  Brooklyn. 

cal.  no.  639-39-BZ-WF— Application,  May  13,  1939,  under 
sections  7f  and  7h  of  the  building  zone 
resolution,  of  Jeffroy  J.  Lewin,  appli¬ 
cant,  on  behalf  of  Colhornial  Holding 
Corporation,  owner,  to  permit  partly 
in  a  residence  use  district  and  partly 
in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  110- 
40  World’s  Fair  boulevard  (Horace 
Harding  boulevard)  and  61-01  Co¬ 
lonial  avenue,  southwest  corner  (Block 
No.  2161,  Lot  Nos.  108,  109,  110,  112, 
115,  118  and  part  of  Lot  Nos.  103  and 
104),  Corona,  Borough  of  Queens. 

cal.  no.  271 -39-BZ— Application,  March  3,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  A.  C.  Benson,  applicant,  on  behalf 
of  Socony-Vacuum  Oil  Company,  Inc., 
to  permit  in  a  business  use  district,' 
the  extension  of  an  existing  gasoline 
service  station;  premises  96-23  to  96- 
29  Queens  boulevard,  northeast  corner 
of  63rd  road  (Old  Mill  road)  ;  (Block 
No.  2088,  Lot  No.  22),  Elmhurst,  Bor¬ 
ough  of  Queens. 

cal.  no.  497-37-BZ  Application  of  Daniel  Ginsberg,  appli¬ 
cant,  on  behalf  of  Jacob  Litvin  and 
Anna  Litvin,  owners  (William  Losak, 
lessee),  reopened  and  restored  to  cal¬ 
endar,  April  18,  1939,  for  rehearing  in 
accordance  with  Court  Order— re 
Application,  prexdously  granted  on 
condition  by.  the  Board,  under  section 
7h  of  the  building  zone  resolution,  per¬ 
mitting  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more,  than  five  (5)  motor  vehicles, 
in  addition  to  the  existing  use  of  the 
premises  for  the  sale  of  used  cars  • 
premises  1203-1235  East  New  York 
avenue,  northeast  corner  of  Ralph 
avenue  and  Union  street  (Block  No. 
1477,  Lot  No.  1),  Borough  of 
Brooklyn. 

cal.  no.  235-31-BZ— Application  of  Edward  L.  Kelly,  appli¬ 
cant,  on  behalf  of  Pearl  Palatnick, 
owner,  reopened  November  22,  1938,  on 
order  of  the  Court,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station 
(previously  denied  by  the  board)  • 
premises  701-705  Utica  avenue,  east 
side,  100  ft.  south  of  Clarkson  avenue 
(Block  No.  4637,  Lot  No.  41).  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  467-32-BZ  Application  of  Fred  Surrey,  applicant 
and  owner,  reopened  and  restored  to 
calendar,  November  3,  1937,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 


to  permit  in  a  business  use  district,  the 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  withdrawn)  ;  premises 
1745  Forest  avenue  and  841  Richmond 
avenue,  southeast  corner  (Block  No. 
1477,  Lot  No.  52),  Port  Richmond, 
Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  20,  1939,  2  P.  M, 

Appeals  from  Administrative  Decisions 

114-39- A— 1510  Jessup  avenue,  east  side,  75  ft.  north  of 
West  172d  street  (Block  No.  2872,  Lot 
No.  287),  Borough  of  The  Bronx. 

524-39- A — 311-315  West  34th  street,  north  side,  175  ft.  west 
of  Eighth  avenue  and  316  West  35th  street 
(Block  No.  758,  Lot  No.  28),  Borough 
of  Manhattan. 

605-39-A — 1520  49th  street,  south  side,  140  ft.  east  of  15th 
avenue  (Block  No.  5443,  Lot  No.  14), 
Borough  of  Brooklyn. 

476-o9-A  524  East  11th  street,  south  side,  308  ft.  east  of 
Avenue  A  (Block  No.  404,  Lot  No.  16), 
Borough  of  Manhattan. 

549-39-A — 75-66  186th  street,  west  side,  70.03  ft.  north  of 
Union  turnpike  (Block  No.  7202,  part  of 
Lot  No.  32),  Flushing,  Borough  of 
Queens. 

6 16-39- A — 22-02  to  22-20  39th  avenue,  south  side,  225.20  ft. 

east  of  23rd  street  (Block  No.  393,  Lot 
Nos.  8-12-18),  Long  Island  City,  Borough 
of  Queens. 

1008-38-A-WF — 126-14  38th  avenue,  south  side,  100  ft.  east 
of  126th  street  (Block  No.  1826,  Lot.  No. 
14),  Corona,  Borough  of  Queens. 

611-39-A-WF — 133-18  to  133-36  37th  avenue,  south  side,  140 
ft.  east  of  Lawrence  street  and  37-15  to 
37-19  Lawrence  street  also  south  side  of 
37th  avenue,  161  ft.  west  of  Prince  street 
(Block  No.  4972,  Lot  Nos.  10,  23  and  62), 
Flushing,  Borough  of  Queens. 

613-39-A-WF — 134-15  Northern  boulevard,  north  side,  85.91 
ft.  east  of  Collins  place  (Block  No.  4946, 
Lot  No.  77),  Flushing,  Borough  of  Queens. 

474-39-A — 1711  Taylor  avenue,  west  side,  95.01  ft.  north  of 
Van  Nest  avenue  (Block  No.  4020,  Lot 
No.  26),  Borough  of  The  Bronx. 

690-39-A — 130-134  Washington  place  West,  south  side,  1  ft. 

1  in.  east  of  Sheridan  square  and  187-189 
West  4th  street  (Block  No.  592,  Lot  No. 
2),  Borough  of  Manhattan. 

692-39-A — 92-30  168th  street,  west  side,  242  ft.  south  of 
Jamaica  avenue  (Block  No.  10156,  Lot 
'No.  26),  Jamaica,  Borough  of  Queens. 

65 1- 39- A— 114-06  and  114-10  209th  street  and  208-18  114th 

avenue,  southeast  corner  (Block  No.  11028, 
part  of  Lot  Nos.  199  and  210),  St.  Albans, 
Borough  of  Queens. 

652- 39- A— 1 14-07  and  114-11  209th  street  and  209-04  114th 

avenue,  southwest  corner  (Block  No.  11027, 
part  of  Lot  Nos.  299  and  305),  St.  Albans’ 
Borough  of  Queens. 

653- 39-A — 82-55  to  82-63  Broadway  and  84-05  Elmhurst 

avenue,  northeast  corner  (Block  No.  1518, 
part  of  Lot  No.  86),  Elmhurst,  Borough 
of  Queens. 
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666-39-A — 22-55  77th  street,  northeast  corner  of  Astoria 
boulevard  North  (Block  No.  1009,  Lot  No. 
46),  Astoria,  Borough  of  Queens. 

367-39-A — West  side  of  Greystone  avenue,  100  ft.  north  of 
West  238th  street  (Block  No.  3414,  Lot 
Nos.  254  and  255),  Borough  of  The  Bronx. 

720-39- A — 121  East  42nd  street,  northwest  corner  of  Lex¬ 
ington  avenue  (Block  No.  1280,  Lot  No. 
30),  Borough  of  Manhattan. 

743-39-A — 127-27  Liberty  avenue,  north  side,  121.05  ft.  east 
of  127th  street  (Block  No.  575,  Lot  No. 
51),  Richmond  Hill,  Borough  of  Queens. 

770-39-A — West  side  of  Castle  Hill  avenue,  299.51  ft.  north 
of  Westchester  avenue  (Block  No.  3935, 
Lot  No.  64),  Borough  of  The  Bronx. 

783-39-A — 75-64,  75-68  and  75-72  185th  street,  northwest 
corner  of  Union  turnpike  and  west  side 
of  185th  street,  49.36  ft.  and  92.36  ft.  north 
of  Union  turnpike  (Block  No.  7201,  Lot 
No.  1),  Flushing,  Borough  of  Queens. 

789-39-A — 171  West  133rd  street,  north  side,  75  ft.  east  of 
Seventh  avenue  (Block  No.  1918,  Lot  No. 
5),  Borough  of  Manhattan. 

801-39-A — 22  Washington  Square  North,  north  side,  271 
ft.  5^2  in.  west  of  Fifth  avenue  (Block 
No.  551,  Lot  No.  11),  Borough  of  Man¬ 
hattan. 

Variations  of  Labor  Lazo 

529-39-S — 30-02  Thomson  avenue,  south  side,  from  30th 
street  to  30th  place  (Block  No.  274,  Lot 
No.  1).  Long  Island  City,  Borough  of 
Queens. 

229-39-S — 315  East  91st  street,  north  side,  200  ft.  east  of 
Second  avenue  (Block  No.  1554,  Lot  No. 
9),  Borough  of  Manhattan. 

1156-38-S — 661-663  Broadway,  east  side,  161  ft.  10J4  in. 

south  of  Varet  street  (Block  No.  3112, 
Lot  No.  5),  Borough  of  Brooklyn. 

756-39-S — 500  Seventh  avenue  and  201-219  West  37th  street, 
northwest  corner  and  216-224  West  38th 
street,  south  side,  116  ft.  8  in.  west  of 
Seventh  avenue  (Block  No.  787,  Lot  No. 
40),  Borough  of  Manhattan. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 

of  the  building  zone  resolution,  Tuesday  afternoon,  June 

20,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 

Manhattan,  on  the  following  matter : 

cal.  no.  70-39-BZ — 'Application,  January  19,  1939,  under 
sections  21  and  7h  of  the  building  zone 
resolution,  of  Albert  J.  Courtney, 
applicant,  on  behalf  of  Frank  Rysavy, 
as  trust  officer  of  First  National  Bank, 
and  Edith  Kane  Baker  and  Alexander 
C.  Nagle,  executrix  and  executors  of 
Estate  of  George  F.  Baker,  owner 
(Kim  Parking  Stations,  Inc.,  lessee), 
to  permit  in  a  restricted  retail  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  13-19  East 
38th  street  and  250-260  Madison  ave¬ 
nue,  northwest  corner  and  18-20  East 
39th  street  (Block  No.  868,  Lot  Nos. 


14,  15,  16,  19,  59,  62  and  63),  Borough 
of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 

JUNE  27,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June 
27,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  17-38-BZ — Application,  January  13,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 
of  Harlem  Savings  Bank,  owner 
(Rosemol  Realty  Corporation,  lessee), 
to  permit  in  a  retail  use  district,  for  a 
temporarv  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  324- 
328  West  34th  street,  south  side,  325 
ft.  west  of  8th  avenue  (Block  No.  757, 
Lot  Nos.  51  to  53,  inclusive),  Borough 
of  Manhattan. 

cal.  no.  58-39-BZ — Application,  January  16,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Erwin  Weiss,  applicant,  on 
behalf  of  Estate  of  Rich,  owner,  Joseph 
W.  Fox,  heir-at-law  and  trustee  (Eddie 
Wheatle,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  the  conversion  of 
occupancy  of  a  building  to  a  motor 
vehicle  repair  shop;  premises  1351 
Webster  avenue,  west  side,  424.49  ft. 
north  of  East  169th  street  (Block  No. 
2887,  Lot  No.  165),  Borough  of  The 
Bronx. 

cal.  no.  1037-22-BZ — Application  of  H.  L.  Brandt,  appli¬ 
cant,  on  behalf  of  John  M.  Lee,  owner, 
reopened  November  1,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  the 
alteration  and  conversion  of  occupancy 
of  part  of  an  existing  garage  for  more 
than  five  (5)  motor  vehicles,  previ¬ 
ously  granted  by  the  Board,  so  as  to 
include  a  motor  vehicle  repair  shop ; 
premises  4085  Tenth  avenue,  433-439 
West  218th  street,  northeast  corner 
and  5108  Broadway  (Block  No.  2214, 
Lot  No.  1),  Borough  of  Manhattan. 

cal.  no.  368-39-BZ — Application  March  24,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Louis  J.  Witkin,  applicant,  on 
behalf  of  Central  Savings  Bank  in  the 
City  of  New  York,  owner,  to  permit  in 
a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  and,  also,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  268-276  Tenth  avenue  and  464- 
466  West  26th  street,  southeast  corner 
(Block  No.  723,  Lot  Nos.  71  to  76, 
inclusive),  Borough  of  Manhattan. 

cal.  no.  388-39-BZ — Application,  March  28,  1939,  under 
sections  7b,  7h  and  21  of  the  building 
zone  resolution,  of  Gilbert  I.  Prowler, 
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applicant,  on  behalf  of  Harry  A. 
Wheeler,  owner,  to  permit  partly  in  a 
residence  use  district,  partly  in  a  busi¬ 
ness  use  district  and  partly  in  an  unre¬ 
stricted  use  district,  the  maintenance  of 
a  garage  for  five  (5)  motor  vehicles 
and,  also,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1197-1205  DeKalb  avenue, 
north  side,  76  ft.  8 y2  in.  east  of  Bush- 
wick  avenue  (Block  No.  3231,  Lot  No. 
39),  Borough  of  Brooklyn. 

cal.  no.  485-38-BZ  Application,  June  13,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  William  L.  Pyne,  appli¬ 
cant  and  owner,  to  permit  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  168- 
29  88th  avenue,  northwest  corner  of 
168th  place  (Block  No.  894  (9821), 
part  of  Lot  No.  16),  Jamaica,  Borough 
of  Queens. 

CAL.  NO.  387-39-BZ — Application,  March  27,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Theodore  R.  Feinberg,  appli¬ 
cant,  on  behalf  of  126-08  Northern 
Boulevard  Corporation,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  inclu¬ 
sion  of  a  gasoline  service  station  in  an 
existing  building;  premises  126-02  to 
126-08  Northern  boulevard,  33-01  to 
33-21  126th  street,  southeast  corner  and 
126-01  34th  avenue,  northeast  corner  of 
126th  street  (Block  No.  1820,  Lot  No. 
1),  Corona,  Borough  of  Queens. 

cal.  no.  277-39-BZ  Application,  March  4,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  M.  Baker,  applicant,  on  behalf 
of  Mary  A.  Bradley  and  George  F. 
Bradley,  owners,  to  permit  in  a  busi¬ 
ness  use  district,  the  maintenance  of 
individual  garages  for  more  than  five 
(5)  motor  vehicles;  premises  25-12, 
25-14  and  25-16  38th  avenue  and  38-06 
27th  street,  southwest  corner  (Block 
No.  387,  Lot  Nos.  19  and  21),  Long 
Island  City,  Borough  of  Queens. 

cal.  no.  543-26-BZ — Application  of  Earl  R.  Fenton,  appli¬ 
cant,  on  behalf  of  Cities  Service  Oil 
Company,  owner  (John  Boyd,  lessee), 
reopened  February  21,  1939,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district,  the  alteration  and  extension 
of  an  accessory  building  and,  also,  the 
relocation  of  pumps  o.i  a  gasoline 
service  station  (previously  granted  by 
the  board)  ;  prermses  105-02  Queens 
boulevard  and  69-51  Yellowstone  boule¬ 
vard,  southwest  corner  (Block  No. 
3236,  Lot  No.  1),  Forest  Hills  Terrace, 
Borough  of  Queens. 

» 

cal.  no.  75-39-BZ— Application,  January  19,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  L.  Strauss,  applicant,  on 


behalf  of  Anna  Gurein,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  alter¬ 
ation  and  extension  of  an  accessory 
building  on  an  existing  gasoline  service 
station ;  premises  38-02  Broadway  and 
32-01  38th  street,  southeast  corner 
(Block  No.  656,  Lot  No.  34),  Long 
Island  City,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  27,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

641-39-A — 157-23  Willets  Point  boulevard,  northwest  cor¬ 
ner  of  Cross  Island  boulevard  (Block  No. 
599,  Lot  No.  83),  Whitestone,  Borough  of 
Queens  (Under  Section  35,  General  City 
Law  re  Bed  of  Mapped  Street). 

682-39-A — East  side  of  Cabot  street,  205.92  ft.  south  of 
Oak  Point  avenue  (Block  No.  2605,  Lot 
No.  350),  Borough  of  The  Bronx  (Under 
Section  35,  General  City  Law  re  Bed  of 
Mapped  Street). 

363-39-A — 1999  Gleason  avenue,  north  side,  100  ft.  west  of 
Pugsley  avenue  (Block  No.  3793,  Lot  No, 
55),  Borough  of  The  Bronx. 

640-39- A — 114  Greenpoint  avenue,  south  side,  320  ft.  east  of 
Franklin  street  (Block  No.  2563,  Lot  No. 
19),  Borough  of  Brooklyn. 

1198-38-A — 9-13  St.  Nicholas  avenue,  northeast  corner  of 
Jefferson  street  (Block  No.  3178,  Lot  No. 
6),  Borough  of  Brooklyn. 

567-39-A — 55  Greene  street  and  469-471  Broome  street, 
southwest  corner  (2nd  floor)  ;  (Block  No. 
475,  Lot  Nos.  44  to  47,  inclusive),  Borough 
of  Manhattan. 

643-39-A — 7202-7224  Ridge  boulevard,  west  side,  from  72nd 
street  to  73rd  street,  158,  172,  180  and  190 
72nd  street  and  181  and  191  73rd  street 
(Block  No.  5906,  Lot  No.  18),  Borough  of 
Brooklyn. 

668-39-A — 1251  Sixth  avenue,  west  side,  45  ft.  4^4  in.  south 
of  West  50th  street  (Block  No.  1002,  Lot 
No.  34),  Borough  of  Manhattan. 

673-39- A— -Barge,  1500  ft.  off  shore,  Soundview  avenue  and 
Classon  Point,  Borough  of  The  Bronx. 

689-39- A — 176  Fifth  avenue,  west  side,  119  ft.  6  in.  north 
of  Sackett  street  (Block  No.  949,  Lot  No. 
47),  Borough  of  Brooklyn. 

700-39-A—  44-01  to  44-29  21st  street  (Van  Alst  avenue), 
east  side,  from  44th  road  (13th  street)  to 
44th  avenue  (14th  street),  21-01  to  21-15 
44th  road  (13th  street)  and  21-02  to  21-10 
44th  avenue  (14th  street);  (Block  No. 
439,  Lot  No.  14),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

736-39- A  101  Boardwalk,  the  south  side  of  Seaside  boule¬ 
vard,  1000  ff.  west  of  Sand  Lane  (Block 
No.  3491,  Lot  No.  205),  South  Beach, 
Borough  of  Richmond. 

644-39-A— 370  Broadway,  east  side,  75  ft.  north  of  Franklin 
street  (Block  No.  172,  Lot  No.  4),  Bor¬ 
ough  of  Manhattan. 

Variation  of  Labor  Law 

607-39-S — 1059-1061  Third  avenue,  east  side,  50  ft.  5  in. 

south  of  East  63rd  street  (Block  No.  1417, 
Lot  No.  47),  Borough  of  Manhattan. 
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Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  June 
27,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter,  except  cases  which 
have  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 
report  with  recommendation  by  the  committee  of  the  board  : 

cal.  no.  248-39-BZ — Application,  February  28,  1939,  under 
section  21  of  the  building  zone  reso¬ 
lution,  of  Nicholas  J.  Roth,  applicant 
and  lessee,  on  behalf  of  Janssen  Dairy 
Corporation,  owner,  to  permit  in  a 
business  use  district  the  conversion  of 
occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop ;  premises  41 
Barker  street,  east  side,  700  ft.  north 
of  Castleton  avenue  (Block  No.  197, 
Lot  No.  34),  West  New  Brighton, 
Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  5,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  July 
5,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  294-39-BZ — Application,  March  8,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Alberta  Realty  Corporation, 
owner,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  alteration  and  conver¬ 
sion  of  occupancy  of  a  building  occu¬ 
pied  as  a  garage  for  more  than  five  (5) 
motor  vehicles  and  motor  vehicle  re¬ 
pair  shop,  so  as  to  include  a  gasoline 
service  station;  premises  1523-1527 
Bedford  avenue,  east  side,  82  ft.  Y%  in. 
north  of  Eastern  parkway  (Block  No. 
1260,  part  of  Lot  No.  5),  Borough  of 
Brooklyn. 

cal.  no.  395-39-BZ— Application,  March  30,  1939,  under 
section  7h  of  the  buildmg  zone  resolu¬ 
tion,  of  Joseph  B.  Klein,  applicant,  on 
behalf  of  Queensboro  Investing  Com¬ 
pany,  owner  (George  Katz,  lessee),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  87-02  Northern  boulevard, 
south  side,  between  87th  street  and  88th 
street  (Block  No.  1435,  Lot  No.  1), 
Jackson  He’ghts,  Borough  of  Queens. 

cal.  no.  805-39-BZ— Application,  March  23,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  B.  Meyers,  applicant, 
on  behalf  of  William  M.  Smith,  owner, 
to  permit  in  a  residence  use  and  also 
“E”  area  district,  the  erection  and 
maintenance  of  a  business  building 


(stores) — also,  said  building  does  not 
conform  with  “E”  area  requirements ; 
premises  1601-1611  Avenue  J  and  985- 
995  East  16th  street,  northeast  corner 
(Block  No.  6709,  part  of  Lot  Nos.  47, 
49  and  51),  Borough  of  Brooklyn. 

cal.  no.  424-38-BZ — -Application,  May  27,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Mark  J.  Joseph,  applicant,  on  behalf 
of  Emil  Mosbacher,  owner  (Messinger’s 
Restaurant,  Inc.,  lessee),  to  permit 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the 
maintenance  of  an  extension  to  a  busi¬ 
ness  building;  premises  1763  Southern 
boulevard,  west  side,  225  ft.  4  in.  south 
of  Crotona  Park  East  and  1753  Boston 
road  (Block  No.  2940,  Lot  No.  47), 
Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  11,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  July 
11,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  739-38-BZ — Application  of  Herman  Kron,  appli¬ 
cant,  on  behalf  of  Brooklyn  and 
Queens  Transit  Corporation,  owner 
(Crown  Parking  Corporation,  lessee), 
reopened  and  restored  to  calendar, 
March  14,  1939,  under  section  21  of  the 
building  zone  resolution,  to  permit 
partly  in  a  business  use  district  and 
partly  in  an  unrestricted  use  district, 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station  and,  also,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  with¬ 
drawn)  ;  premises  880-900  Franklin 
avenue  and  41-61  Crown  street,  north¬ 
west  corner  (Block  No.  1189,  part  of 
Lot  No.  31),  Borough  of  Brooklyn. 

cal.  no.  382-39-BZ — Application,  March  28,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Joe  Oppenheim, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  on  a  plot  of  ground  upon  which 
there  is  a  gasoline  service  station,  the 
erection  of  a  building  to  be  used  as  a 
lubritorium,  auto  laundry  and  office; 
premises  545-549  Albany  avenue  and 
630-640  Maple  street,  southeast  corner 
(Block  No.  4800,  Lot  No.  9),  Borough 
of  Brooklyn. 

cal.  no.  510-39-BZ — Application,  April  25,  1939,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Henry  Nordheim,  applicant,  on 
behalf  of  Lewine  Realty  Corporation, 
owner  (Gordon  and  Ettl,  lessees),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  5821-5839  Broadway  and  251- 
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263  West  238th  street,  northwest  corner 
(Block  No.  3414-B,  Lot  Nos.  134,  136 
and  140),  Borough  of  The  Bronx. 

cal.  no.  506-39-BZ  Application,  April  21,  1939,  under  sec¬ 
tion  7 h  of  the  building  zone  resolution, 
of  Joseph  M.  Lonergan,  applicant,  on 
behalf  of  Mutual  Life  Insurance  Com¬ 
pany,  owner  (Port  Garage  Corpora¬ 
tion,  lessee),  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  46-48 
Pine  street  and  56-60  William  street, 
northeast  corner  (Block  No.  41,  Lot 
No.  22),  Borough  of  Manhattan.’ 

cal.  no.  418-o9-BZ  Application,  April  3,  1939,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Arthur  W.  Renander,  applicant  on 
behalf  of  John  Polachek  and  Broad- 
walk  Building  Corporation,  owners 
(Fritz  Parking,  lessee),  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  43-06 
to  43-32  43rd  street,  southwest  corner 
of  43rd  avenue  (Block  No.  163,  Lot 
Nos.  25  and  31),  Long  Island  City, 
Borough  of  Queens. 

cal.  no.  641-30-BZ  Application  of  Alfred  H.  Kccles,  appli¬ 
cant,  on  behalf  of  Henry  and  Albert 
Merkle,  owners,  reopened  January  31, 
1939,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district  the  erection  and  mainte¬ 
nance  of  a  new  accessory  building,  on 
a  gasoline  service  station,  previously 
granted  by  the  Board  for  a  temporary 
period  and,  also,  the  extension  of  this 
temporary  period ;  premises  207-06 
Hillside  avenue,  south  side,  41  ft.  east 
of  207th  street  (Block  No.  10582,  Lot 
No.  3),  Queens  Village,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  11,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

405-39-A— 960  East  173rd  street,  southeast  corner  of  Vyse 
avenue  (Block  No.  2996,  Lot  No.  23), 
Borough  of  The  Bronx. 

560-39- A — 605  16th  street,  north  side,  174  ft.  7  in.  east  ol 
Eleventh  avenue  (Block  No.  5259,  Lot  No. 
31),  Borough  of  Brooklyn. 

89-39- A — 2075  Grand  concourse,  southwest  corner  of 
East  180th  street  (Block  No.  3160,  Lot 
No.  20),  Borough  of  The  Bronx  (Apt. 
No.  1-B). 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  July 
11,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  943-38-BZ— Application,  October  27,  1938,  upder 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Frank  Nardone,  applicant  and 
lessee,  on  behalf  of  F.  C.  A.  Corpora¬ 
tion  and  Edbro  Realty  Corporation, 
owners,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  43-25  43rd 
street,  east  side,  150  ft.  south  of  43rd 
avenue  (Block  No.  162,  Lot  Nos.  9-11 
and  17),  Long  Island  City,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  18,  1939,  2  P.  M. 

Appeal  from  Administrative  Decision 

866-39-A — Southwest  corner  of  Spencer  place  and  Spencer 
place  and  west  side  of  Spencer  place,  from 
19  ft.  to  228  ft.  south  of  Spencer  place 
(Block  No.  3423-P,  Lot  Nos.  64  to  73, 
inclusive),  Borough  of  The  Bronx. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JUNE  13,  1939 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 

Ihe  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  May  23,  1939,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
May  23,  1939,  were  approved  as  printed  in  Bulletin,  No.  22, 
Vol.  XXIV. 


BUILDING  ZONE  CASES 

543-26-BZ. 

APPLICANT — Earl  R.  Fenton,  Engineer  for  Cities  Ser¬ 
vice  Oil  Company,  owner  (John  Boyd,  lessee). 


SUBJECT— Application  reopened  February  21,  1939  (re 
decision  of  the  borough  superintendent  of  build¬ 
ings)  under  sections  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  the 
alteration  and  extension  of  an  accessory  building 
and,,  also,  the  relocation  of  pumps  on  a  gasoline 
s^rvice  station  (previously  granted  by  the  board) 
PREMISES  AFFECT  ED — 105-02  Queens  boulevard  and 
69-51  Yellowstone  boulevard,  southwest  corner 
(Block  No.  o236,  Lot  No.  1),  Forest  Hills  Terrace, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Earl  R.  Fenton,  A.  G.  D.  Antonio, 
L.  M.  Fisher  and  John  R.  Boyd. 

For  Opposition :  Marshall  Bratter. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1939  at 
10  a.m.,  for  inspection  and  report  by  a  commttee 
of  the  board.  No  further  argument. 
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70-39-BZ. 

APPLICANT — Albert  J.  Courtney,  for  Frank  Rysavy,  as 
trust  officer  of  First  National  Bank  and  Edith 
Kane  Baker  and  Alexander  C.  Nagle,  executrix 
and  executors  of  Estate  of  George  F.  Baker, 
owner  (Kim  Parking  Stations,  Inc.,  lessee). 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  21  and  7h 
of  the  building  zone  resolution,  to  permit  in  a 
restricted  retail  use  district,  for'  a  temporary 
period  of  not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 13-19  East  38th  street  and 
250-260  Madison  avenue,  northwest  corner  and 
18-20  East  39th  street  (Block  No.  868,  Lot  Nos. 
14,  15,  16,  59,  62  and  63),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Albert  J.  Courtney. 

For  Opposition  :  John  P.  Fox  and  Francis  Bennett. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1939,  at 
2  p.m.,  for  applicant  to  submit  working  drawings 
for  consideration. 


75-39-BZ. 

APPLICANT  —  Sidney  L.  Strauss,  for  Anna  Gurein, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  the  alteration  and  extension  of  an 
accessory  building  on  an  existing  gasoline  service 
station. 

PREMISES  AFFECTED — 38-02  Broadway  and  32-01  38th 
street,  southeast  corner  (Block  No.  656,  Lot  No. 
34),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1939,  at 
10  a.m.,  for  inspection  and  report  by  a  committee 
of  the  board.  No  further  argument. 

277-39-BZ. 

APPLICANT — John  M.  Baker,  for  Mary  A.  Bradley  and 
George  F.  Bradley,  owners. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  the  maintenance  of  individual  garages 
for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED  —  25-12,  25-14  and  25-16  38th 
avenue  and  38-06  27th  street,  southwest  corner 
(Block  No.  387,  Lot  Nos.  19  and  21),  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  M.  Baker. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1939,  at 
10  a.m.,  applicant  to  amend  application  to  include 
section  7g. 


200-38-BZ. 

APPLICANT — MacMurray  Holding  Corporation  (lessee), 
for  Frank  S.  Staley,  attorney-in-fact,  for  John  D. 
Rockefeller,  Jr.,  owner. 

SUBJECT— Application  reopened  and  restored  to  calendar 
April  25,  1939  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  (previously  withdrawn). 

PREMISES  AFFECTED — 8-24  West  53rd  street,  south 
side,  175  ft.  west  of  Fifth  avenue  (Block  No. 
1268,  Lot  Nos.  45  to  52,  inclusive),  Borough  of 
Manhattan. 


APPEARANCES— 

For  Applicant :  William  E.  Walsh. 

For  Opposition:  James  A.  Edwards,  Samuel  B. 
Seidel,  Sumner  Gerard,  Frank  Hubby  and 


Frank  E.  Sprower. 

ACTION  OF  BOARD' — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(200-38-BZ) 


Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
affecting  premises:  8-24  West  53rd  street,  south  side,  175 
ft.  west  of  Fifth  avenue  (Block  No.  1268,  Lot  Nos.  45  to 
52  inclusive),  Borough  of  Manhattan,  was  withdrawn  on 
June  7,  1938;  and 

Whereas,  the  applicant  requested  a  reopening  of  the  case, 
restoration  to  the  calendar  and  consideration  by  the  board ; 
and 

Whereas,  this  application  was  reopened  by  vote  of  the 
board,  on  April  25,  1939 ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  Tune  13,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  53rd  street  is  in  a 
residence  and  retail  use  district;  West  52nd  street  is  in  a 
retail  and  restricted  retail  use  district  and  Fifth  avenue  is 
in  a  restricted  retail  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  15,  1939,  reads : 

“Your  application  dated  May  10,  1939  for  a  certificate 
of  occupancy  for  the  use  of  the  above  premises  as  a 
parking  and  storage  lot  for  more  than  5  motor  vehicles 
has  been  denied,  as  the  premises  is  located  in  a  residence . 
district  where  this  occupancy  is  prohibited  by  Section 
3,  sub-division  15  of  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  225  ft.  and  a  depth  of  100  ft.  5  in.  It  is 
proposed  to  occupy  the  plot  for  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  j  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  May  15,  1939,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


64-39-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Harris  Ulanoff, 
owner. 

SUBJECT — Application  (re  decisions  of  the  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  erection  and  maintenance 
of  a  business  building  (stores). 

PREMISES  AFFECTED— 81-06  to  81-16  57th  avenue  and 
57-02  to  57-08  82nd  street,  southwest  corner  (Block 
No.  2917,  Lot  No.  7),  South  Elmhurst,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Jules  L. 

Druss. 
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For  Opposition:  John  Rizzo,  Frank  H  Hannnn  \T  .  ,,  ,  ,  „ 

Anna  Sheehan,  Mrs.  George  Benz  Alexander  Negative:  Chairman  Murdock  Commissioners 

ACTION  Ab  WS  .B'Um.  .a"d.  Ctef  4 

THEV^ILGRANT- . ' .  0  the  .  0 

Negative:  Chairman  Murdock,  Commissioners  iir  TT  ^  BZ) 

Savage  and  Blum  and  Assistant  Chief  Whereas,  Herman  M.  Cohn,  for  Central  Savings  Bank, 

Walsh  .  4  owner  (John  H.  Walker,  lessee),  filed  January  16,  1939, 

Absent  . '  q  an  aPP!lcatlon  under  sections  7 h  and  21  of  the  building  zone 

THE  RESOLUTION _  resolution,  to  permit  partly  in  a  business  use  district  and 

, partly  in  a  residence  use  district,  for  a  temporary  period 
(64-39-BZ)  of  not  more  than  two  (2)  years,  the  parking  and  storage 

Whereas,  Lama  and  Proskauer,  for  Harris  Ulanoff  of  more  than  five  (5)  motor  vehicles;  premises:  309-313 

owner,  filed  January  17,  1939,  an  application  under  section  West  142nd  street,  north  side,  89.11  ft.  east  of  Bradhurst 

~1  ot  the  building  zone  resolution,  to  permit  in  a  residence  avenue  (Block  No.  2043,  Lot  Nos.  33  and  34),  Borough  of 
use  district,  the  erection  and  maintenance  of  a  business  ManhattaiU  and 

building  (stores);  premises:  81-06  to  81-16  57th  avenue  Whereas,  a  public  hearing  was  held  on  this  application 
southwest  corner  82nd  street  (Block  No.  2917,  Lot  No.  7)’  .y  tlie  Board  of  Standards  and  Appeals  at  its  regular  meet- 
South  Elmhurst,  Borough  of  Queens;  and  ’  ipg>  June  13,  1939,  after  due  notice  by  publication  in  the 

Whereas,  a  public  hearing  was  held  on  this  application  BLdlretin  of  the  Board  of  Standards  and  Appeals;  and 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet-  •  Whereas,  the  use  district  maps  accompanying  the  build- 
IPg’  June  13,  1939,  after  due  notice  by  publication  in  the  zone  resolution  show  that  West  142nd  street  is  in  a 

Bulletin  of  the  Board  of  Standards  and  Appeals;  and  business  and  residence  use  district;  Bradhurst  avenue  is  in 

.  Whereas,  the  use  district  maps  accompanying  ’the  build-  a  res(den.ce  use  district ;  Edgecombe  avenue  is  in  a  residence 
mg  zone  resolution  show  that  57th  avenue  is  in  a  residence  ase  dlstrjct  >'  Eighth  avenue  is  in  a  business  use  district  and 
and  business  use  district;  82nd  street  is  in  a  residence  use  West  14drd  street  is  in  a  business  and  residence  use  district; 
district;  81st  street  is  in  a  residence  use  district  and  57th  ai\(L 

street  is  in  a  residence  use  district;  and  Whereas,  the  decision  of  the  borough  superintendent  of 

Whereas,  the  decisions  of  the  borough  superintendent  re  buddings>  dated  January  18,  1939,  reads: 

N.B.  application  No.  3478-1938  and  N.B.  application  Nos.  “With  reference  to  application  dated  December  22, 

4124-1939  to  4128-1939,  inclusive,  dated  March  29  1939  1938  f°r  a  certificate  of  occupancy  for  use  of  the  above 

read:  ^  ’  premises  for  the  parking  and  storage  of  more  than  5 

our  request  to  revive  the  above  permits  is  denied  motor  vehicles,  said  application  having  been  denied  for 

as  the  location  is  now  in  a  residence  district,  and  the  .e  r.eason  ^at  the  premises  were  located  in  a  business 

erection  of  a  store  in  a  residence  district  is  contrary  to  district,  we  wish  to  advise  you  that  the  district  and 

Art.  2,  Sect.  3  of  the  Zone  Law.”  section  stated  was  in  error,  same  should  read,  premises 

and  being  located  in  a  residence  and  business  district,  this 

Whereas,  the  premises  consist  of  a  plot  of  ground  having-  occupancy  is  prohibited  by  Section  3  and  Section  4, 

a  frontage  of  80  ft.  on  82nd  street  and  93  ft.  on  57th  avenue^  Sub-division  15  of  the  Zone  Resolution.” 

It  is  proposed  to  erect  upon  the  site,  a  one  story  non-fire-  ai\d,r 

proof  building,  93  ft.  by  30  ft.  in  area,  to  be  used  for  six  Whereas,  the  premises  consist  of  a  plot  of  ground  having 
(b)  stores ;  snd  ^  front3gc  of  75  ft.  3.nd  3,  depth  of  99  ft.  11  in.,  the  westerly 

Whereas,  the  board  deemed  that  the  applicant  failed  to  P?!11?11  of  tbe  ,plot  (baving  a  frontage  of  10  ft.  on  West 
substantiate  a  basis  of  appeal  under  section  21  of  the  build-  14  .  street)  is  located  in  a  residence  use  district,  the 

mg  zone  resolution  and  was,  therefore,  not  entitled  to  relief  remainder  of  the  plot  is  in  a  business  use  district.  It  is 

on  the  grounds  of  practical  difficulty  and  unnecessary  ProP°sed  to  use  the  plot  for  a  temporary  period  of  not  more 

hardship.  _  J  than  2  years,  for  the  parking  and  storage  of  more  than  5 

Resolved,  that  the  decisions  of  the  borough  superintendent  “£  vehicles ;  and  _ 

re  N.B.  application  Nos.  3478-1938  and  4124-1939  tn  41?*/  •  ^  HEEE^S>  these  premises  and  the  surrounding  area  were 

1939,  inclusive,  be  and  they  hereby  are  affirmed  and  hai  ‘“V,  .a,comn’.“t«  of  the  board,  prior  to  the  hearing, 
the  application  be  and  it  hereby  h  denied  '  s0„as  '°  be  l',rfor",ed.,asJ  ‘°  cond.t.ons;  and 

Whereas,  the  board  deemed  that  the  applicant  had  failed 
72-39-B7  to  substantiate  a  basis  of  appeal  under  section  21  of  the 

A PPT  TfA \tt  tt  ~  ,  building  zone  resolution  and  was,  therefore,  not  entitled  to 

Art  LILAN  1  Herman  M.  Cohn,  for  Central  Savings  relief  on  the  grounds  of  practical  difficulty  and  unnecessary 

^TTRTT7rTnkA  °rer.  (JoJin  ,H’  Walker,  lessee).  hardship,  and  that  the  board  deemed  there  was  no  justifica- 

dLvL.jtTL.i  Application  (re  decision  of  the  borough  super-  tlon  for  the  exercise  of  its  discretion  to  grant  a  zoning  vari- 

lntendent  of  buildings)  under  sections  7h  and  21  ance  under  section  7,  subdivision  H. 

ot  the  building  zone  resolution,  to  permit  partly  Resolved,  that  the  decision  of  the  borough  superintendent 
in  a  business  use  district  and  partly  in  a  residence  dated  January  18,  1939,  be  and  it  hereby  is  affirmed  and 

use  district  tor  a  temporary  period  of  not  more  that  the  application  be  and  it  hereby  is  denied. 

than  two  (2)  years,  the  parking  and  storage  of  - - 

nnr„T™e  than  five  (5)  motor  vehicles.  196-39-BZ. 

aveTue  ““S/*  *  Bi"er'  ‘°T  ^  Ma'ernily 

Manhattan'  ’  °'  N°S'  33  a"d  34)’  BoroUBh  of  SUBJECT-Application  (re  decision  of  the  borough  super- 

APPEARANCES—  mtendent  of  buildings)  under  section  21  of  the 

For  Applicant  t  John  H.  Walker  and  Herman  M.  d.K”nd?ato^ 

For  Opposition :  Hugo  E  Roeers  Mr.  A  F  for  a  temporary  period  of  not  more  than  two  (2) 

Fontham,  Eli  *"*«'  °f  fi- 

ACTTON  OF  BOARDZXpphcafon  de^T'  PREMIfBS  ^CTl?ffff342  East  \7th  ^  «»«■ 

THE  VOTE  TO  GRANT—  ®lde’  r12d  fb  east  of  Livingston  place  (Block  No. 

Affirmative  .  0  Manhattan^8  ^  t0  8  ’  inclusive^>  Bor°ugh  of 
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APPEARANCES— 

For  Applicant:  Newman  M.  Biller. 

For  Opposition:  Alfred  Englander,  Herbert  G. 
Schweyer,  Kay  Weifeld,  Qara  Leitner  and 


M.  S.  Goldman. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  . 0 

THE  RESOLUTION— 

(196-39-BZ) 


Whereas,  Newman  M.  Biller,  for  Jewish  Maternity  Hos¬ 
pital,  owner,  filed  February  20,  1939,  an  application  under 
section  21  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district  and,  also,  within  200  ft.  of  a  hospital, 
for  a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises:  332-342  East  17th  street,  south  side, 
120  ft.  east  of  Livingston  place  (Block  No.  922,  Lot  Nos. 
76  to  81,  inclusive),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  June  13,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  17th  street  is  in  a  resi¬ 
dence  and  business  use  district;  East  16th  street  is  in  a 
residence  and  business  use  district;  Livingston  place  is  in  a 
residence  use  district;  First  avenue  is  in  a  business  use 
district  and  Second  avenue  is  in  a  residence  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  January  26,  1939,  reads: 

“Replying  to  your  letter  of  January  10,  1939,  relative 
to  the  issuance  of  a  certificate  of  occupancy  for  the  use 
of  the  above  premises  for  the  parking  and  storage  of 
automobiles  of  physicians  of  the  above  hospital,  you 
are  advised  that  your  application  is  denied,  for  the  rea¬ 
son  that  the  premises  are  located  in  a  residence  district 
and  within  200  ft.  of  the  hospital,  where  this  occupancy 
is  prohibited  by  Sections  3  and  21  of  the  Building  Zone 
Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  144  ft.  and  a  depth  of  92  ft.  It  is  proposed 
to  use  the  plot  for  a  temporary  period  of  not  more  than 
two  (2)  years,  for  parking  and  storage  of  more  than  five 
motor  vehicles ;  and 

Whereas,  the  board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  January  26,  1939,  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 

244-39-BZ. 

APPLICANT — John  J.  Beatty,  for  Harlem  Savings  Bank, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  restricted 
retail  use  district,  the  alteration  and  conversion  of 
occupancy  of  part  of  an  existing  building  to  a 
motion  picture  theatre. 

PREMISES  AFFECTED — 163-165  West  57th  street,  north 
side,  104  ft.  2  in.  east  of  Seventh  avenue  (Block 
No.  1010,  Lot  No.  5),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  J.  Beatty,  Mr.  Sidement  and 
B.  D.  Berry. 


For  Opposition :  T.  Francis  Bennett,  Millard  Hen- 


lein  and  H.  Vollmer. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(244-39-BZ) 


Whereas,  John  J.  Beatty,  for  Harlem  Savings  Bank, 
owner,  filed  February  27,  1939,  an  application  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a  restricted 
retail  use  district,  the  alteration  and  conversion  of  occu¬ 
pancy  of  part  of  an  existing  building  to  a  motion  picture 
theatre;  premises:  163-165  West  57th  street,  north  side,  104 
ft.  2  in.  east  of  Seventh  avenue  (Block  No.  1010,  Lot  No. 
5),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  June  13,  1939,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  57th  street  is  in  a  restricted 
retail  use  district;  West  58th  street  is  in  a  business  and 
retail  use  district,  and  Seventh  avenue  is  in  a  retail,  re¬ 
stricted  retail  and  residence  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings  re  Alt.  application  No.  372-39,  dated  February  9, 
1939,  reads : 

“1.  Proposed  changed  use  to  a  motion  picture  the¬ 
atre  in  a  restricted  district,  is  contrary  to  Sec.  4b,  Zone 
Resolution.” 

and 

Whereas,  the  existing  building  is  of  fireproof  (Class  1) 
construction,  five  (5)  stories  in  height,  with  a  frontage  of 
38  ft.  10  in.  and  a  depth  of  100  ft.  5  in.  It  is  proposed  to 
alter  and  to  convert  the  occupancy  of  the  1st  and  2nd  stories 
of  the  existing  building  to  a  motion  picture  theatre,  having 
an  exit  through  yard  of  No.  901  to  909  Seventh  avenue,  to 
Seventh  avenue ;  and 

Whereas,  the  board  deemed  that  the  applicant  had  failed 
to  substantiate  a  basis  of  appeal  under  section  21  of  the 
building  zone  resolution  and  was,  therefore,  not  entitled  to 
relief  on  the  grounds  of  practical  difficulty  and  unnecessary 
hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
re  Alt.  application  No.  372-39,  be  and  it  hereby  is  affirmed, 
and  that  the  application  be  and  it  hereby  is  denied. 


Adjourned:  2:45  p.m. 

Edward  V.  Barton,  Chief  Clerk. 

REGULAR  MEETING 
TUESDAY  AFTERNOON,  JUNE  13,  1939 

Present :  Chairman  Murdock,  Commissioners  Savage  and 

Blum  and  Assistant  Chief  Walsh. 

BUILDING  ZONE  CASES 

52-16-BZ. 

APPLICANT — John  Thatcher  and  Son,  for  Annie  Mc¬ 
Donald,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  as  to  additional  use  “repairing”  (re 
decision  of  the  acting  borough  superintendent  of 
buildings)  re  Application,  previously  granted  on 
condition,  permitting  in  a  business  use  district,  the 
erection  of  a  garage. 

PREMISES  AFFECTED — 761  Park  place,  north  side,  90 
ft.  east  of  Rogers  avenue  (Block  No.  1233,  Lot 
No.  81),  Borough  of  Brooklyn. 
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For  Applicant  •  Tnhn  l  ,  T  17  11  d^i’i  J.une  1939,  after  due  notice  by  publication  in  the 

ACTION  OF  BOARr^AnnlA-tf  and  }'  F;  . kel1^  BldI.etln  of  th,e  Board  of  Standards  and  Appeals;  and 

usual  nror^luS  APPllcatlon  reopened,  subject  to  Whereas,  the  use  district  maps  accompanying  the  build- 

THE  VOTE  TO  RFOPFW  ing  zone  resolution  show  that  Babbage  street  is  in  a  business 

Affirmative-  Chairman  Mnr<WL  r  ;  ■  an^j  res}dence  use  district;  Bessemer  street  is  in  a  business 

™s Sav'aee  SniS  Commission-  and  residence  use  district;  Hillside  avenue  is  in  a  business 
Walsh  *  B  d  Assistant  Chie£  ,  and  residence  use  district  and  Myrtle  avenue  is  in  a  business 

Negative  .  d  use  district;  and 

Absent'6  .  2  ,  Whereas,  the  decision  of  the  borough  superintendent  of 

.  0  buildings,  dated  October  3,  1938,  reads: 

307  33  R 7  ‘  ,  “Regarding  your  application  filed  on  June  29,  1938, 

A ppt  Tri mt  c  ,  ,  i0/  certlbcate  °f  occupancy  for  parking  and  storage 

At  i  LI  LAN  1—  bamuel  Gilbert,  for  1758  Realty  Co.,  Inc.  of  mor-e  than  five  motor  vehicles,  please  be  advised  that 

QTTpTT7^ner-  .  ’  same  is  hereby  denied-  since  it  is  contrary  to  Section 

0UJ3J  tLi  Application  for  consideration— reopening  un-  No.  3  and  Section  No.  4,  subdiv.  15  of  the  Building 

der  new  proposal  as  to  gasoline  station  within  the  Zone  Resolution.” 

building  (decision  of  the  acting  borough  super-  and 

intendent  of  buildings)— re  Application,  previously  Whereas,  the  premises  are  situated  on  the  south  side  of 
granted  on  condition,  under  section  21  of  the  Babbage  street  and  on  the  north  side  of  Bessemer  street  as 

use  dEfrict0TheraSlmrafio’  'V  business  uow  laid  out,  extending  from  the  easterly  side  of  Hillside 

use  distnct  the  alteration  and  chjinge  of  occupuncy  avenue,  easterly  under  the  first  eleven  (11)  arches  of  the 

shop^o^a^temporar^Derffid  V6hlde  ^  L°Ug  Island  Railr°ad  elevated  structuri,  eisf  of  Hillside 

PREMISES  AFFFCTFP< _ 173R  17^2  r  T  1  a  avenue  a  distance  ot  approximately  400  ft.  and  also  ex¬ 
west  fide  22^ft  ^  it h  nf  A  Txf’  te”dl"g  fro1m  the  west  side  of  Hillside  avenue,  westerly  under 

659?  T  ntNn  l«\  R  f  uA  T  N  (Block  No.  the  first  eleven  (11)  arches  of  the  Long  Island  Railroad 
APPEARANCES—  Borough  of  Br(X>klyn.  west  of  Hillside  avenue,  a  distance  of  approximately  400  ft.’ 

For"  Armlirant  •  rut,  4.  a  t  ,  r  i  £t  ls  proposed  to  occupy  this  area  for  the  parking  and  stor- 

ACTION  OF  BOARD— Application  to  reopenXifd  '  ag'°  m0re  th“  five  (5)  mo,or  "hides;  and 
THE  VOTE  TO  REOPEN—  ’  .  Whereas,  these  premises  and  the  surrounding  area  were 

Affirmative  .  .  q  inspected  by  a  committee  of  the  board ;  and 

Negative :  Chairman  Murdock,  Commissioners  .  ^  hreas,  the  board  deemed  that  this  was  a  proper  case 

Savage  and  Blum  and  Assistant  Chief  m  which  to  exercise  its  discretion  under  section  7,  sub- 

Walsh  .  4  division  H  of  the  building  zone  resolution. 

Absent  . . .  0  Resolved,  that  the  Board  of  Standards  and  Appeals  does 

932-38-R7  hereby  niake  a  variation  in  the  application  of  the  use  district 

APPT  TfiNTT  a  a  i  -a  mi  ,  /,  x  regulations  of  the  building  zone  resolution,  and  that  the 

Art  L1LAN  I  Adelaide  Walsh  (lessee),  for  Long  Island  application  be  and  it  hereby  is  granted,  under  section  7h 

QTTRTrrr^r1  r°a<A  °Vner.-  I°r  a  term  of  two  (2)  years  from  the  date  of  this  resolution, 

^ULjLLi  ~  Application  (re  decision  of  the  borough  to  permit  the  transient  parking  of  more  than  five  (5)  motor 

superintendent  of  buildings)  under  section  7h  of  vehicles  under  the  arches,  on  condition  that  on  the  east  side 

the  building  zone  resolution,  to  permit  in  a  business  °f  Hillside  avenue  spaces  under  11  arches  only  shall  be 

use  district  for  a  temporary  period  of  not  more  used  and  on  the  west  side  of  Hillside  avenue  spaces  under 

than  two  (2)  years,  the  parking  and  storage  of  9  arches  only  shall  be  used,  on  condition  that  no  storage 

PREMISE?  AFFFCTFn  ™£?yehicles-  ,  .  .  .  shfU  be  permitted  and  transient  parking  shall  be  permitted 

rKEMiMib  At P LC 1  ED  Hillside  avenue,  bounded  by  only  during  business  days  from  6:30  P.  M.  until  midnight 

Bessemer  street  and  Babbage  street  (land  under  and  on  Sundays  and  holidays  from  3  P.  M.  until  midnight; 

?  Mk  ?<?6v325d’  t0t  and  Block  that  there  sha11  be  erected  continuously  along  Babbage 

No.  9262,  Lot  No.  180)  ;  Richmond  Hill,  Borough  street,  west  of  Hillside  avenue,  a  substantial  woven  wire  or 

APPFARaK^'  board  fence  ,not  less  than  6  ft  in  height  on  the  line  of  the 

T?  N  A  1-  *  T3  t-  TX  ,  .  ,  premises  and  between  the  piers  of  the  overhead  railroad 

For  Applicant :  Robert  Robinson  and  Arthur  J.  and  that  a  similar  fence  shall  be  erected  to  the  east  of 

Frxr  c  i  o  t  ,  T  ,  i  t  Hillside  avenue  along  the  Babbage  street  building  line 

F  i  °  !  w'  P-.Jackson-  Isabel  Jack-  between  the  piers  continuously  for  the  first  10  arches  leav- 

ACTION  OF  ROARF)  a  i;  *  Vagg°n-  mg  the  11th  arch  as  an  exit  toward  Lefferts  boulevard;  that 

THF  VOTF-OARD_ApP  granted  on  condition.  a  similar  fence  shall  be  erected  west  of  Hillside  avenue 

4rcJ  ,  -  ,  ,  _  .  along  the  line  of  Bessemer  street,  except  for  an  entrance 

Affirmative:  Chairman  Murdock  Commission-  between  8th  and  9th  pier  west  of  Hillside  avenue  and  an 

WalshVage  and  B  Um  and  Asslstant  Chief  exit  between  the  1st  and  2nd  pier  west  of  Hillside  avenue, 

Negative  .  n  ,th  to  ,Bessemer  street ;  that  a  similar  fence  shall  be  erected 

Absent  .  n  alonff  the  private  right-of-way  continuously  from  Hillside 

rr, T T , _ .  U  avenue  to  Lefferts  boulevard,  except  for  an  entrance  between 

THE  RESOLUTION—  the  1st  and  2nd  pier  east  of  Hillside  avenue;  that  an 

(932-38-BZ)  attendant  on  each  side  shall  be  in  charge  at  all  times  during 

Whereas,  Adelaide  Walsh  (lessee)  for  Lon-  Island  „  farS  3re  be,ing  ,transiently  parked,  as  herein 

Railroad,  owner,  filed  on  October  11  1938  an  application  Peimitted  ’  tbat  ProPer  aisles  shall  be  maintained  at  all  times 
under  the  building  zone  resolution',  £  permit  Tn 

use  district,  for  a  temporary  period  of  not  more  than  two  •  -gm  ,  aPP !ances  shall  be  installed  as  the  fire  com- 
(2)  years,  the  parking  and  storage  of  more  than  five  fSt  j?,ssloner  sha.ll  direct;  that  no  signs  shall  be  erected  other 
motor  vehicles;  premises-  Hillside  avenue  bounded  hv  ia,l.a  neat  s'gu  at  each  entrance,  advertising  the  transient 
Bessemer  and  Babbage  sheets ^  land  under  L  I  R  R  I  Pa^ng .use;  that  such  signs  shall  not  exceed  15  sq.  ft.  in 

»  RfchS  Hffl,B0oroughaon£d  <££,  ^/258'  ^  ^ 

by^the  iBoard  VstandardJand  ^IpeDs^aHtPregular' meet- 
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533-19-BZ. 

APPLICANT— J.  Nelson  Cooper,  for  Ninety-Sixth  Street 
West  Garage,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — (re  decision  of  the  borough  superin¬ 
tendent  of  buildings) — re  Application,  previously 
granted  on  condition,  permitting  in  a  business  use 
district,  the  extension  in  height  and  area  of  an 
existing  garage  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 323-335  West  96th  street,  north 
side,  225  ft.  west  of  West  End  avenue  (Block  No. 
1887,  Lot  No.  3),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  J.  Nelson  Cooper. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . 0 

Absent  . 0 


THE  RESOLUTION— 

(533-19-BZ) 

Whereas,  Frank  J.  Schefcik,  architect,  on  behalf  of 
Burns  Bros.,  owners,  filed,  July  10,  1919,  with  the  board  of 
appeals,  an  application  under  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  the  extension  in  height 
and  in  area  of  an  existing  garage  for  more  than  five  motor 
vehicles;  premises  323-335  West  96th  street,  north  side,  225 
ft.  west  of  West  End  avenue  (Block  No.  1887,  Lot  No.  3), 
Borough  of  Manhattan;  and 

Whereas,  this  application  was  granted  by  the  board  July 
29,  1919  on  certain  conditions  and  owner  requests  an  amend¬ 
ment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  July  29,  1919,  so  that  as 
amended,  it  shall  read : 

" Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations,  and  that  the  application  be  and 
it  hereby  is  granted  on  condition  that  no  entrance  to 
the  garage  for  motor  vehicles  shall  be  within  65  ft.  of 
the  westerly  wall ;  that  the  westerly  wall  shall  be  un¬ 
pierced  throughout  its  entire  length  and  height ;  that 
any  windows  in  the  rear  walls  which  open  upon  adjoin¬ 
ing  property  which  is  used  for  apartment  house  purposes 
shall  be  fixed  and  immovable  and  glazed  with  opalescent 
glass ;  that  no  skylight  or  other  opening  in  the  roof 
of  the  structure  shall  be  within  30  ft.  of  the  westerly 
wall  of  the  proposed  building;  that  the  structure  shall 
be  subject  to  the  height  and  area  regulations  of  the 
building  zone  resolution;  and  that  the  facade  of  the 
building  shall  be  built  of  pressed  brick  with  terra  cotta 
or  stone  trim. 

Resolved  further,  t’  at  in  the  event  the  owner  desires 
to  reconstruct  the  entrance  door  and  show  window  along 
West  96 th  street,  substantially  as  indicated  on  revised 
plans  marked  ‘Received  June  6,  1939’,  such  doorway 
and  show  window  may  be  constructed,  on  condition  that 
in  all  other  respects  the  resolution  adopted  by  the  board 
on  July  29,  1919,  shall  be  complied  with.” 


566-38-BZ. 

APPLICANT — Henry  Nordheim,  for  Pauline  Schechter, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  bor¬ 
ough  superintendent  of  buildings)  under  section 
21  of  the  building  zone  resolution,  permitting 
partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  the  conversion  of  occupancy 


of  an  existing  building  to  a  garage  for  more  than 
five  (5)  motor  vehicles  for  a  temporary  period. 
PREMISES  AFFECTED — 862  East  162nd  street,  south 
side,  125  ft.  east  of  Prospect  avenue  (Block  No. 
2690,  Lot  No.  28),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION— 


(566-38-BZ) 

Whereas,  Henry  Nordheim,  for  Pauline  Schechter,  owner, 
filed  June  30,  1938,  an  application  under  the  building  zone 
resolution,  to  permit  partly  in  a  business  use  and  partly  in 
a  residence  use  district,  the  conversion  of  occupancy  of 
an  existing  building  to  a  garage  for  more  than  five  (5) 
motor  vehicles ;  premises :  862  East  162nd  street,  south 
side,  125  ft.  east  of  Prospect  avenue  (Block  No.  2690,  Lot 
No.  28),  Borough  of  The  Bronx;  and 

Whereas,  this  application  was  granted  by  the  board 
March  7,  1939,  on  certain  conditions  and  applicant  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  March  7,  1939,  so  that  as 
amended,  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it'  hereby  is  granted 
under  section  21  of  the  building  zone  resolution  for  a 
period  of  five  (5)  years  from  the  date  of  this  resolution, 
to  permit  the  continuance  of  the  existing  one-story  brick 
garage  on  the  rear  of  premises  and  the  occupancy  of 
such  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles,  on  condition  that  the  two  existing  frame 
garages  shall  be  either  completely  removed  or  recon¬ 
structed  with  masonry  walls;  that  there  shall  be  no 
storage  of  gasoline  on  the  premises  other  than  in  the 
tanks  of  cars ;  that  no  repairing  shall  be  carried  on ; 
that  the  building  shall  not  be  increased  in  height  or 
area ;  that  no  cars  shall  be  stored  or  parked  on  the 
premises,  other  than  in  the  garage  as  herein  permitted; 
that  no  opening  shall  be  constructed  in  enclosing  walls 
on  the  lot  lines ;  that  all  openings  in  the  building  not 
now  used  or  proposed  to  be  used  as  entrance  doors, 
shall  be  bricked  up ;  that  no  signs  shall  be  erected, 
advertising  the  garage  use ;  and  that  all  permits  shall 
be  obtained  and  all  work  shall  be  completed  within  three 
(3)  months  from  the  date  of  this  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
1008-38- A- WF. 

APPLICANT — Lempi  Toivonen,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
May  31,  1939 — re  Appeal  from  a  decision  of  the 
borough  superintendent  of  buildings  (previously 
withdrawn) . 

PREMISES  AFFECTED — 126-14  38th  avenue,  south  side, 
100  ft.  east  of  126th  street  (Block  No.  1826,  Lot 
No.  14),  Corona,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Lempi  Toivonen. 

For  Opposition:  Harold  Klorfein,  C.  B.  F.  Brill 
and  others. 

For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  20,  1939  at 
2  p.m.,  for  inspection  by  a  committee  of  the  board. 
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89'39-A-  =  = - - - • 

APPLICANT  Le°nard  A.  Swarthe,  for  Regina  Flaxman,  ^F^ppfi^nt :  Larry  Meltzer 

°f  the  b-ugh  super-  ^  ^uill^™’  °epartment  °f 

PREMISFS AFF^r  n%nyc  n  ,  •  ACTION  OF  BOARD-Appeal  withdrawn 

AFFECT Ep— 2075  Grand  Concourse,  south-  THE  VOTE  TO  WITHDRAW— 

Lot^No0^))  °Borotigh^ofb Thl^R  (B1°Ck  N°‘  3160’  Affirmative:  Chairman  Murdock,  Commission- 

APPEARANCES—  ’  &  1  T  Bronx-  ers  Savage  and  Blum  and  Assistant  Chief 

For  Applicant:  None.  vP!T„t;^-,s  1  . 

ACTION  OP  BOARD— Laid  over  to  July  11,  1939  at  Absent  ^  ‘  ^  ’  ‘  . 

£  p.m.,  pending  court  decision.  . 

474.39.  A.  - "  303-39-A-WF. 

APPT  IPamt  Ar^,  a  /-  1  t  ,  .  APPLICANT — Maurice  J.  Cohn,  owner  of  boat 

owner  X  '  Gu  ack’  for  Marie  Ramundo,  SUBJECT— Appeal  from  a  decision  of  the  deputy  com- 

SUBJES™32TS  baildi„SderS  °f  ‘he  “  —  C 

FREMISES  AFFECTED— 171 1  Taylor  avenue,  west  side,  Quien's,  F!"r  Area’  F‘USh‘ng'  B°r0ugh  of 

j  \  n°rtk  of  Van  Nest  avenue  (Block  No.  APPEARANCES— 

APPUADfvrr^0,  26)’  B°r0Ugh  o£  The  Bronx.  For  Applicant:  None. 

I  EARANCES—  For  Opposition :  Harold  Klorfein,  C.  B.  F.  Brill 

a rTrnv°AFpnAcan  :  Sarah  Anderson.  and  others. 

ACTION  OF  BOARD— Laid  over  to  June  20,  1939  at  ACTION  OF  BOARD— Appeal  dismissed  for  lack  of 
^  p.m.,  on  request  of  appellant’s  representative  prosecution, 

appellant  being  engaged  in  court.  ’  THE  VOTE  TO  DISMISS— 

- - - -  Affirmative :  Chairman  Murdock,  Commission- 

61 1-39-A-WF.  erTs  Savage  and  Blum  and  Assistant  Chief 

APPLICANT— Joseph  M.  Lonergan,  for  McKim  Realty  Negative  H. .!!! ! .  J 

SITPTPrCT°rPratl0fU0Wner  ShePard  Green,  lessee).  Absent  . .‘i  .  n 

o L tij EC  1  Appeal  from  a  decision  of  the  borough  super-  Tnr  Drt-nr  TT~TrvXT  . 

intendent  of  buildings.  g  P  THE  RESOLUTION — 

PREMISES  AFFECTED— 133-18  to  133-36  37th  avenue  (303-39-A-WF) 

161  ft  we'st  of  Prince^streeVSTKr  ifloS  ^  1QWHEREAS>  Maurice  J.  Cohn,  owner,  filed  on  March  10, 
rence  street  (Block  No  4Q7?’  I  t  It  °  3,7;19  Baw;  !9'-9,  an  aPPDcation  for  permission  to  sail  a  boat  with  adver- 
62)  FlushW'  Roti  nfn  L  N°S'  10’  23  and  £?mg  matter  on  the  sails  thereof,  within  that  portion  of 

APPEARANCES—  B  gh  °f  Queens-  Flushing  Bay  lying  within  the  World’s  Fair  district;  and 

For  Anolicant  •  Tnsenh  M  T  ™  •  Wh_ereas>  the  said  application  was  the  subject  of  a  deci- 

For  Oppos,tio„:J  Harold  klorfeta  C.  B.  F.  Brill  Xh  readsT’'’'  P  “"™i“ioner,  dated  March  2,  1939, 

FOT  Ferr0>  DePar,m“*  °f  “  o“Xd  ST  S^!cendeDivX; 

ACTION  OF  BOARD-Laid  over  to  Tone  70  icno  f  concerning  permission  to  sail  a  boat  with  advertising 

as  -  Fair 

gument.  Section  1  of  the  rules  adopted  by  the  Board  of  Esti- 

61 3  39  a  WF  T?ate  i-n+  September  -7th,  1937,  regulating  the  World’s 

oij  qy-A-VVP.  Fair^  district,  provides  as  follows: 

APPLICANT— Arthur  Miller,  for  Max  Krauss,  lessee  That  no  person  shall  erect,  maintain  or  operate 

ciiDTE-rT^  Island  Railroad,  owner).  any  sl§’ffi  billboard  or  advertising  structure  or  device 

o  U  is  J  EC  1  Appeal  from  a  decision'  of  the  borough  super-  any  kind.or  nature  in  or  over  the  area  of  Queens 

nn^arTinten(^ent  o£  buildings.  County  contiguous  to  or  immediately  surrounding  the 

REMISES  AFFECTED— 134-15  Northern  boulevard,  York ^  CuMnf  TNew  York  to  tbe  New 

XT0rth^nrfe’  T85-91  ft  east  of  Collins  place  (Block  York  ^Y°.rld  s  Fair  1939  Incorporated,  which  by 

No.  4946,  Lot  No.  77),  Flushing,  Borough  of  reason  of  its  area,  volume,  location,  height  or  direc- 

,  Queens.  6  tion,  displays  or  conveys  advertising  matter  to  oersons 

APPEARANCES—  Rlthl!?  tlie  £rea  so  Ieased>  without  the  approval  of  the 

ior  Applicant :  Arthur  Miller  and  Max  Krauss  ,  Board  of  Standards  and  Appeals.’  ” 

For  Opposition:  Harold  Klorfein,  C.  B.  F.  Brill  and 

rr  a,nCj  °.tbers-  .  _  .  Whereas,  the  boat  in  question  will  be  35  ft  in  lenirfb 

For  Administration :  Joseph  Ferro,  Department  of  9  £t  in  width  and  have  an  overall  height  of  anoroximarnlv 

ACTION  0?OURnfRnd  TBU)ldingS-  T  38. ft  above  water  be  equipped  with ^wo  sails?Pupo„ThS 

Cl  ION  OF  BOARD — Laid  over  to  June  20,  1939  at  d  is  proposed  to  affix  advertising  matter  -  and 

-°-r  insP.e^tlon  by  a  committee  of  the  board  .Whereas  the  applicant  contends  that  the  purpose  of  the 
and  decision  without  further  argument.  World’s  Fair  Resolution  was  to  supplement  the  zoning  laws 

r7y  7G  »  - —  an1  tbe  laws  relating  to  advertising  structures  on  buildings 

572-39-A.  and  streets  thereby  preventing  unsightliness  and  hazard 

APPLICANT— Jack  Z.  Cohen,  for  Salvatore  Calandra,  San^raffic^^fhat  H  ^  COngested  vehicular  and  pedes- 

owner.  ’  that  the  purpose  of  the  resolution  was  not 

SUBJECT— Appeal  from  a  decision  of  the  borough  super-  thaTthe  1Cab Vt0  the  request  contained  herein; 

intendent  of  buildings.  g  P  ?aLthe  Pr°P°sed  use  will  not  create  any  hazard  or  un- 

PREMISES  AFFECTED— 167  Delancey  place,  east  side,  th!  wUlS’s  Fair ’’and  “Sh  “  any  Way  the  digniV  of 

Mar* -  — « - -ing, 
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Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


398-39-A-WF. 

APPLICANT — Lester  H.  Maxon,  for  Forest  Hills  Plateau, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 102-01  63rd  drive,  northeast 
corner  of  102nd  street  (Block  No.  2125,  Lot  No. 
33),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Lester  H.  Maxon. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(398-39-A-WF) 

W^hereas,  Lester  H.  Maxon,  for  Forest  Hills  Plateau, 
Inc.,  owner,  filed  on  March  31,  1939,  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent  of  buildings,  on  an 
application  for  permission  to  erect  a  sign  exceeding  6 
square  feet  in  area  within  the  World’s  Fair  District,  affect¬ 
ing  premises  102-01  63rd  drive,  northeast  corner  of  102nd 
street  (Block  No.  2125,  Lot  No.  33),  Forest  Hills,  Borough 
of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Application  No.  249-39,  dated  March  14,  1939,  reads: 

“1.  The  erection  of  a  sign  in  a  residence  district 
is  contrary  to  Art.  2  section  3  of  the  Zone  Resolution. 

2.  The  erection  of  a  sign  exceeding  six  (6)  sq.  ft. 
in  area  in  the  World’s  Fair  area  is  contrary  to  Section 
3  of  the  World’s  Fair  resolution.” 

and 

Whereas,  the  premises  consist  of  an  entire  block  bounded 
by  63rd  road,  102nd  street,  63rd  drive  and  Yellowstone 
boulevard ;  located  in  a  residence  use  district ;  upon  the 
southwesterly  corner  of  which  it  is  proposed  to  erect  a 
frame  billboard,  8  ft.  by  16  ft.  in  area,  4  ft.  above  grade, 
advertising  the  sale  of  the  two-story  brick  dwellings 
erected  on  the  balance  of  the  block ;  and 

Whereas,  the  applicant  contends  as  to  Objections  No. 
1  and  No.  2,  that  the  building  zone  resolution  should  not 
apply  in  this  case  as  newly  erected  houses  are  being  sold 
and  it  is  necessary  to  have  signs  to  assist  in  the  sale  of 
these  houses ;  and 

Whereas,  the  applicant  claims  that  the  sign  is  a  usual 
accessory  in  a  residential  district  and  will  not  exceed  4 
feet  by  12  feet  in  size  and  will  be  displayed  only  as  long 
as  the  buildings  are  on  sale  by  the  builder. 

Resolved,  that  the  decision  of  the  borough  superintendent 
as  to  Misc.  Applic.  No.  249-39,  Objections  1  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  in  view  of  the  claim  by  the  applicant  that  the 
sign  will  not  exceed  4  ft.  by  12  ft.  and  will  be  used  solely 
as  an  accessory  for  the  purpose  of  advertising  the  sale 
of  the  houses  under  construction  by  the  builder. 


399-39-A-WF. 

APPLICANT — Lester  H.  Maxon,  for  Forest  Hills  Plateau, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 105-57  63rd  drive,  northwest 
corner  of  108th  street  (Block  No.  2147,  Lot  No. 
32),  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lester  H.  Maxon. 


For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(399-39-A-WF) 

Whereas,  Lester  H.  Maxon,  for  Forest  Hills  Plateau, 
Inc.,  owner,  filed  March  31,  1939,  an  appeal  from  a  decision 
of  the  borough  superintendent  of  buildings,  on  an  application 
for  permission  to  erect  a  sign  exceeding  six  square  feet  in 
area  within  the  World’s  Fair  district,  affecting  premises 
105-57  63rd  drive,  northwest  corner  of  108th  street  (Block 
No.  2147,  Lot  No.  32),  Forest  Hills,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  application  248-39,  dated  March  14,  1939,  reads : 

“1.  The  erection  of  a  sign!  in  a  residence  district  is 
contrary  to  Art.  2,  Section  3  of  the  Zone  Resolution. 

2.  The  erection  of  a  sign  exceeding  six  (6)  sq.  ft. 
in  area  in  the  World’s  Fair  area  is  contrary  to  Section 
3  of  the  World’s  Fair  resolution.” 

and 

Whereas,  the  premises  consist  of  a  block  bounded  by 
63rd  road,  Yellowstone  boulevard,  63rd  drive  and  108th 
street ;  located  in  a  residence  and  business  use  district,  on 
the  southeasterly  corner  of  which  it  is  proposed  to  erect  a 
frame  billboard,  8  ft.  by  16  ft.  in  area,  4  ft.  above  grade, 
advertising  the  sale  of  the  two-story  brick  dwellings  erected 
on  the  balance  of  the  block ;  and 

Whereas,  the  applicant  contends  as  to  objections  No.  1 
and  No.  2,  that  the  building  zone  resolution  should  not  apply 
in  this  case  as  newly  erected  houses  are  being  sold  and  it  is 
necessary  to  have  signs  to  assist  in  the  sale  of  these  houses ; 
and 

Whereas,  the  applicant  claims  that  the  sign  is  a  usual 
accessory  in  a  residential  district  and  will  not  exceed  4 
feet  by  12  feet  in  size  and  will  be  displayed  only  as  long  as 
the  buildings  are  on  sale  by  the  builder. 

Resolved,  that  the  decision  of  the  borough  superintendent 
as  to  Misc.  Applic.  No.  248-39,  objections  1  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  in  view  of  the  claim  by  the  applicant  that  the 
sign  will  not  exceed  4  ft.  by  12  ft.  and  will  be  used  solely 
as  an  accessory  for  the  purpose  of  advertising  the  sale  of 
the  houses  under  construction  by  the  builder. 


400-39-A-WF. 

APPLICANT — Lester  H.  Maxon,  for  Forest  Hills  Plateau, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 102-02  63rd  road,  southeast 
corner  of  102nd  street  (Block  No.  2125,  Lot  No. 
33),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Lester  H.  Maxon. 

For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(400-39-A-WF) 

Whereas,  Lester  H.  Maxon,  for  Forest  Hills  Plateau, 
Inc.,  owner,  filed  on  March  31,  1939,  an  appeal  from  a 
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decision  of  the  borough  superintendent  of  buildings,  on  an 
application  for  permission  to  erect  a  sign  exceeding  six 

\[“a[l'.  e?  in  area  inJ 1  residence  use  district  within  the 
Worlds  Fair  area,  affecting  premises  102-02  63rd  road 
s°uth<»st  corner  of  102nd  street  (Block  No  2125  Lot 
No.  33),  Forest  Hills,  Borough  of  Queens;  and 

^  herk as,  the  decision  of  the  borough  superintendent 
on  Mi  sc.  Application  247-39,  dated  March  14,  1939,  reads : 

lie  erection  of  a  sign  in  a  residence  district  is 
co"tra7  to  Art  2>  section  3  of  the  Zone  Resolution. 

.  ih.e  erection  of  a  sign  exceeding  six  (6)  sci  ft 

.n  a/etf  ,n^e,yo5d.’s  Fair,  ai^ea  is  contrary  to  Section 
o  of  the  World  s  Fair  resolution/' 

and 

Whereas,  the  premises  consist  of  a  block  bounded  by 
63rd  road  102nd  street,  63rd  drive  and  Yellowstone 
boulevard,  located  in  a  residence  use  district,  on  the  north- 
westerly  corner  of  which  it  is  proposed  to  erect  a  sign, 
by  16  ft-  ln  area,  4  ft.  above  grade,  advertising  the 
tvvo-s.ory  brick  dwellings  erected  on  the  balance  of  the 
block ;  and 

Whereas,  the  applicant  contends  as  to  Objections  No.  1 
and  J\o.  2,  that  the  building  zone  resolution  should  not 
apply  m  this  case  as  newly  erected  houses  are  being  sold 
and  it  is  necessary  to  have  signs  to  assist  in  the  sale  of 
these  houses ;  and 

Whereas,  the  applicant  claims  that  the  sign  is  a  usual 
accessory  in  a  residential  district  and  will  not  exceed 

4  NT*  L  r  ^eet  ln  Slze  anc*  w*b  be  displayed  only  as  long 
as  the  buildings  are  on  sale  by  the  builder. 

Resolved,  that  the  decision  of  the  borough  superintendent 
as  to  Misc.  Applic.  No.  247-39,  Objections  1  and  2,  be  and 
ft  hereby  is.  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  in  view  of  the  claim  by  the  applicant  that  the 
sign  will  not  exceed  4  ft.  by  12  ft.  and  will  be  used  solely 
as  an  accessory  for  the  purpose  of  advertising  the  sale 
oi  the  houses  under  construction  by  the  builder. 

401-39-A-WF. 

APPLICANT  Lester  H.  Maxon,  for  Forest  Hills  Plateau 
Inc.,  owner. 

SUBJECT.  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— South  side  of  62nd  drive  70 
ft-  west  of  108th  street  (Block  No.  2145,  Lot  No 

APPEARANCESSiH,l'S-  B°r°U8h  o£  Queens- 
For  Applicant :  Lester  H.  Maxon. 

For  Administration:  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

BOARD— Appeal  granted  on  condition. 

i  rib  V  (J  1  b — 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ’  '  ‘  q 

Absent  . .  0 

THE  RESOLUTION— 

(401-39-A-WF) 

Whereas,  Lester  H.  Maxon,  for  Forest  Hills  Plateau, 
Inc.,  owner,  filed  on  March  31,  1939t  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  of  buildings,  on  an  ap- 
plication  for  permission  to  erect  a  sign  exceeding  six  square 
feet  in  area,  within  the  World’s  Fair  area,  affecting  premises 
south  side  of  62nd  drive,  70  ft.  west  of  108th  street  (Block 
No  2145,  Lot  No.  28),  Forest  Hills,  Borough  of  Queens; 
and 

W  hereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  246-39,  dated  March  14,  1939,  reads: 

“1.  The  erection  of  a  sign  in  a  residence  district  is 
contrary  to  Art.  2,  Section  3  of  the  Zone  Resolution. 

2.  The  erection  of  a  sign  exceeding  six  (6)  sq.  ft. 
in  area  in  the  World’s  Fair  area  is  contrary  to  Section 
3  of  the  World’s  Fair  Resolution.” 
and 


Whereas,  the  premises  consist  of  a  block  bounded  by  62nd 
drive,  108th  street,  63rd  avenue  and  Apex  place,  within  a 
business  and  residence  use  district ;  on  the  northeasterly  cor- 
ner  ot  winch  it  is  proposed  to  erect  a  frame  billboard,  8  ft. 
by  16  ft.  in  area,  4  ft.  above  grade,  advertising  the  sale  of 
the  two-story  brick  dwellings  erected  on  the  balance  of  the 
block;  and 

yj!EREAS,  the  applicant  contends  as  to  objections  No.  1 
and  ISlo.  2,  that  the  building  zone  resolution  should  not  apply 
m  this  case  as  newly  erected  houses  are  being  sold  and  it  is 
necessary  to  have  signs  to  assist  in  the  sale  of  these  houses ; 
and  ’ 

\\  hereas,  the  applicant  claims  that  the  sign  is  a  usual 
accessory  in  a  residential  district  and  will  not  exceed  4  feet 
by  12  feet  in  size  and  will  be  displayed  only  as  long  as  the 
buildings  are  on  sale  by  the  builder. 

Resolved,  that  the  decision  of  the  borough  superintendent 
?s,to  vIlSC-  Appbc'  No-  246-39,  objections  1  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  in  view  of  the  claim  by  the  applicant  that  the  sign 
will  not  exceed  4  ft.  by  12  ft.  and  will  be  used  solely  as  an 
accessory  for  the  purpose  of  advertising  the  sale  of  the 
houses  under  construction  by  the  builder. 

423-39-A.  "  " 

m!)irrT^^ — Kanlee  Corporation,  owner. 

SULJECT  Appeal  Horn  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 67-69  Irving  street,  north  side, 
201)  ft.  west  of  Columbia  street  (Block  No.  314 
a  bjo'  47),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Thomas  A.  Larkin  and  In- 
.  ^s£e(AoX  Meyer,  Fire  Department. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  . ‘ '  q 

Absent  .  '  .  0 

THE  RESOLUTION— 

(423-39-A) 

Whereas,  the  Kanlee  Corporation,  owner,  filed  on  April 
4,  1939,  an  appeal  from  an  order  and  decision  of  the  fire 
commissioner,  affecting  premises  67-69  Irving  street  north 
side  20°  ft.  west  of  Columbia  street  (Block  No.  314  Lot 
No.  47),  Borough  of  Brooklyn;  and 
Whereas,  neither  the  applicant  nor  his  representative 
was  present,  when  this  case  was  called. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


500-39-A. 

APPLICANT — Fort  Greene  Refrigerating  Service,  Inc., 
lessee,  for  Atlantic  South  Elliott  Corporation 
owner. 

SUBJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 633-641  Atlantic  avenue,  north¬ 
west  corner  of  South  Elliott  place  (Block  No. 
2002,  Lot  No.  55),  Borough  of  Brooklyn 
APPEARANCES—  ’ 

For  Applicant :  Abraham  Greenbaum. 

For  Administration :  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 4 

Negative  .  q 

Absent  . q 
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THE  RESOLUTION— 

(500-39-A) 

\\  hereas,  Fort  Greene  Refrigerating  Service,  Inc.,  lessee, 
for  Atlantic  South  Elliott  Corporation,  owner,  filed  April 
20,  1939,  an  appeal  from  an  order  of  the  fire  commissioner 
affecting  premises :  633-641  Atlantic  avenue,  northwest 
corner  South  Elliott  place  (Block  No.  2002,  Lot  No.  55), 
Borough  of  Brooklyn;  and 

Whereas,  Order  No.  78908-LC,  issued  by  the  fire  com¬ 
missioner,  March  27,  1939,  reads : 

“An  inspection  of  your  refrigerating  system  located 
at  the  above  premises,  shows  that  the  following  must 
be  done  to  have  the  system  conform  with  fire  depart¬ 
ment  regulations : 

1.  Discontinue  and  remove  the  direct  method  of 
refrigerating  from  the  candy  factory  of  H.  Rainer  and 
the  Fannee  Chocolate  Company,  on  second  floor  of 
building.  C-19-98-b,  Administrative  Code.” 

and 

Whereas,  the  building  is  2  stories  (28  ft.)  in  height, 
135  ft.  by  183  ft.  in  area,  of  fireproof  construction,  equipped 
with  a  standpipe  system,  located  in  an  unrestricted  use 
district  erected  in  1923  and  occupied:  Cellar,  coolers, 
freezers  and  salesroom,  5  persons;  1st  floor,  coolers  and 
salesrooms,  54  persons;  2nd  floor,  candy  factory— 13  per¬ 
sons,  for  which  certificate  of  occupancy  No.  23455  was 
issued  December  28,  1923,  as  a  cold  storage  warehouse, 
upon  completion  of  building  under  new  building  permit 
14085-22;  and 

Whereas,  the  applicant  contends  that  refrigerating 
rooms  in  the  candy  factory  on  the  second  floor  were  in¬ 
stalled  in  1933  and  1935 ;  that  one  of  the  refrigerating 
rooms  has  only  320  feet  of  2  inch  refrigerating  pipe  and 
the  other  one,  240  feet  of  refrigerating  pipe;  that  on  the 
same  floor  there  are  two  large  freezer  rooms  which  have 
been  in  the  building  since  1923;  that  the  refrigeration  is 
delivered  from  the  main  plant  of  the  applicant  located  at 
189-191  Fort  Greene  place,  more  than  a  half  a  block  away, 
which  has  been  operated  upwards  of  35  years;  that  each 
refrigerating  room  is  equipped  with  a  shut-off  valve;  that 
the  system  is  under  the  supervision  of  a  licensed  engineer 
24  hours  a  day;  that  the  piping  is  regularly  inspected  each 
8  hour  shift;  that  the  night  system  serving  the  buildings 
in  this  area  carries  4,000  pounds  of  ammonia. 

^  Resolved,  that  the  order  of  the  fire  commissioner,  No. 
78908-LC,  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  to  permit  the  extension  of 
refrigerating  piping  from  the  main  plant  located  at  189-91 
Fort  Greene  place,  substantially  as  indicated  on  plans  filed 
herein  and  in  accordance  with  the  statement  filed  there¬ 
with,  to  the  premises  on  the  2nd  story  of  the  building  under 
appeal  occupied  as  candy  factories,  on  condition  that  the 
applicant  shall  apply  to  the  borough  superintendent  of 
buildings  for  a  certificate  of  occupancy  to  supersede 
Certificate  of  Occupancy,  No.  23455,  calling  for  occupancy 
of  the  building  as  a  cold-storage  warehouse,  so  as  to 
permit  the  building  to  be  occupied  in  part  for  factory 
purposes ;  that  the  building  in  all  respects  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto, 
including  the  State  Labor  Law,  as  far  as  the  factory  occu¬ 
pancies  are  concerned ;  that  the  refrigeration  system  shall 
be  under  the  supervision  of  a  licensed  engineer  during  24 
hours  each  day ;  that  the  system  shall  also  be  maintained 
to  the  satisfaction  of  the  fire  commissioner  and  that  such 
control  valves  shall  be  installed  in  such  locations  as  the 
fire  commissioner  shall  direct. 


544-39-A. 

APPLICANT — -Philip  Markowitz,  for  Estate  of  Nicholas 
Sciscenti,  owner,  William  Sciscenti,  Co-Adminis¬ 
trator. 

SUBJEC1 — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 176  East  206th  street,  south 
side,  282.69  ft.  east  of  Grand  Concourse  (Block 
No.  3312,  Lot  No.  15),  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant :  Philip  Markowitz. 

For  Administration :  M.  Harris,  Department  of 


Housing  and  Buildings. 

ACTION  OF  BOARD' — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  0 

THE  RESOLUTION— 

(544-39-A) 


Whereas,  Philip  Markowitz,  for  the  Estate  of  Nicholas 
Sciscenti,  owner,  William  Sciscenti,  co-administrator,  filed 
May  1,  1939,  an  appeal  from  a  decision  of  the  borough 
superintendent  of  buildings  affecting  premises  176  East 
206th  street,  south  side,  282.69  ft.  east  of  Grand  Concourse 
(Block  No.  3312,  Lot  No.  15),  Borough  of  the  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alteration  Application  731-38,  dated  April  3,  1939,  reads : 

“No  frame  multiple  dwelling  shall  be  altered  so 
as  to  permit  a  greater  occupancy  than  was  originally 
intended.  Sec.  56,  Multiple  Dwelling  Law.  This 
building  is  a  New  Law  Tenement.” 

and 

Whereas,  the  building  is  three  stories  (32  ft.)  in  height, 
20  ft.  by  55  ft.  in  area  of  frame  construction,  erected  about 
1900,  located  in  a  residence  use  “C”  area  district  and  occu¬ 
pied  :  Cellar,  boiler  room,  storage,  one  family;  1st  floor, 
dwelling,  1  familv;  2nd  floor,  dwelling,  2  families;  3rd 
floor,  dwelling  2  families ;  proposed  to  be  occupied,  cellar, 
none;  1st  floor,  one  family;  2nd  floor,  2  families;  3rd  floor, 
2  families;  and 

Whereas,  the  applicant  contends  that  the  building  has 
been  used  as  at  present  since  April,  1925,  having  been 
illegally  converted ;  that  all  walls  are  brick  filled  and 
finished  with  Portland  Cement  stucco  on  the  exterior. 
The  westerly  walls  are  partly  against  12  inch  brick  walls; 
that  the  easterly  walls  face  a  5  foot  legal  court ;  that  the 
building  adjoining  is  owned  by  the  same  owner;  and 
Whereas,  it  appears  that  the  increase  in  number  of 
apartments  was  made  without  filing  plans  for  approval 
prior  to  the  adoption  of  the  Multiple  Dwelling  Law,  and 
that  such  increase  could  not  legally  have  been  permitted 
in  a  frame  building,  even  though  walls  were  brick  filled, 
either  under  the  Tenement  House  Law,  section  31  or  Multi¬ 
ple  Dwelling  Law,  section  56;  and 
Whereas,  the  minimum  requirements  of  the  Multiple 
Dwelling  Law  cannot  be  varied  to  accept  frame  walls 
brick  filled  as  the  equivalent  of  masonry  walls  required. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alteration  Application  731-38,  be  and  it  hereby  is 
affirmed,  and  that  the  appeal  be  and  it  hereby  is  denied. 


642-39-A-WF. 

APPLICANT — Austin  W.  Magee,  for  Breitfeller  Motors, 
Inc.,  lessee,  authorized  by  John  Theofel,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 36-05  to  36-09  Prince  street, 
east  side,  160  ft.  south  of  Northern  boulevard 
(Block  No.  4971,  Lot  No.  16),  Flushing,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Austin  W.  Magee. 

For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 
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THE  RESOLUTION—  no  w  r 

(fA7  lo  a  \x7"r7\  110-59  Corona  avenue  northwest  corner  (Block  No.  2012, 

.  ..\64^";39"A'WF)  pa[.t.of  Lot  No-  47),  Corona,  Borough  of  Queens;  and 

W  hereas,  Austin  W.  Magee,  for  John  Theofel,  owner,  ,  W  hereas,  the  decision  of  the  borough  superintendent  of 

hied  on  May  18,  1939,  an  appeal  from  a  decision  of  the  fnuidings’,  on  Misc-  Applic.  No.  1485-39,  dated  May  3 

borough  superintendent  of  buildings,  on  an  application  for  1939>  y,eads :.  .  y  o, 

permission  to  erect  a  sign  exceeding  30  sq.  ft.  in  area  and  .  As  s*Sn  as  now  proposed  exceeds  30  sq.  ft.  in  area 

extending  more  than  25  feet  above  the  sidewalk  within  within  the  World’s  Fair  area,  same  is  contrary  to 

the  Worlds  Fair  area,  affecting  premises  36-05  to  36-09  provisions  of  Section  4  of  the  World’s  Fair  Resolu- 

Pnnce  street  east  side,  160  ft.  south  of  Northern  boule-  ,  tlon” 

vard  (Block  No.  4971,  Lot  No.  16),  Flushing,  Borough  of  and 

Queens,  and  .  Whereas,  the  premises  consist  of  a  plot  fronting  121.63 

Whereas,  the  decision  of  the  borough  superintendent  .°P  Corona  avenue  and  70.70  ft.  on  111th  street,  upon 
on  Misc.  Application  2376-39,  dated  May  12,  1939,  reads:  wh!ch  has  been  erected  a  one-story  lunch  room  (diner) 

1.  I  he  erection  of  a  sign,  exceeding  over  30  sq  ft  •  uPron,  which  it  is  proposed  to  erect  a  sign  which  con- 
in  area  and  extending  more  than  25  ft.  above  the  side-  11st?.  °f  the  word  “Diner”  and  a  4  in.  wide  Neon  border 

walk  in  the  World’s  Fair  area  is,  contrary  to  Section  ■  ,  , lon?  on  the  front  elevation  and  13  ft.  6  in.  on  the 

4  of  the  World  s  Fair  Resolution.  Slde  elevation ;  and 

2.  The  extension  of  a  sign  more  than  2  ft  above  Whereas,  the  applicant  contends  that  the  word  “Diner” 
the  parapet  wall  is  contrary  to  Chapter  B26-12.0.”  wdI  ,cover  an  area  3  ft-  by  8  ft,  with  the  decorative  border 
and  .  °,n  tbat.  area  of  43  sq  ft.;  that  since  this  sign  advertises 

Whereas  the  building  is  one  story  (22  ft.)  in  height,  H16  bushness  conducted  on  the  premises  and  faces  toward 

.  it.  by  99  ft.  6  in.  in  area,  of  brick  construction;  located  * le  southwest,  an  exception  should  be  granted, 

in  a  business  use  “C”  area  district;  erected  in  1937  and  ,  Resolved,  that  the  decision  of  the  borough  superinten- 
occupied  as  a  salesroom  for  motor  vehicles,  automobile  dent-  °n  Misc.  Applic.  No.  1485-39  be  and  it  hereby  is 

paint  shop  and  light  manufacturing;  and  modified,  and  that  the  appeal  be  and  it  hereby  is  Granted 

W  hereas  the  applicant  contends  that  the  sign  in  ques-  0,1  condition  that  the  sign  and  Neon  bordering  shall  not 
mn  is  t.  m  height,  3  and  4  ft.  in  width,  has  an  area  exceed  the  area  as  shown  and  as  described  on  the  plan 
or  M  sq  tt  and  will  be  located  10  ft.  above  the  sidewalk  h.led  herein  and  statement  therewith;  that  no  additional 

level  and  5  ft.  above  the  parapet;  that  the  sign  is  not  a  SISn  shall  be  constructed  and  that  the  building  and  occu- 

and  being  transferred  from  its  old  location  at  Pancy  shall  in  all  other  respects  comply  with  all  laws 

Roosevelt  avenue,  the  former  location  of  the  lessee,  rules  and  regulations  applicable  thereto  other  than  as 

and  that  an  exception  is  requested,  due  to  the  fact  that  on  modified  under  Cal.  No.  531-39-A  as  to  construction 

a  one-story  building  there  is  no  room  to  use  an  upright  — - 

sign,  and  as  the  sign  was  not  designed  for  this  location,  694-39-A. 

1  r„  )emg  ^ed  ^  save  the  cost  of  a  new  one,  and  as  it  APPLICANT — Jesse  R.  Bacharach  for  William  Singer 
will  face  north  and  south  and  will  not  be  visible  to  those  owner.  ’  1  am  binger, 

^ “I  Ff  gr°Unds'  SUBJECT  Appeal  from  a  decision  o£  the  borough  super- 

Kesolzea,  that  the  decision  of  the  borough  superinten-  mtendent  of  buildings, 

dent,  acting  on  Misc.  Applic.  No.  2376-39,  be  and  it  hereby  PREMISES  AFFECTED-41-46  and  41-48  55th  street 
is  modified,  and  that  the  appeal  be  and  it  hereby  is  granted,  west  Slde-  575  ft.  and  600  ft.  north  of  Queens 

as  to  Objections  1  and  2,  on  condition  that  no  additional  boulevard  (Block  No.  908,  Lot  No.  ..)  Woodside 

sign  shall  be  erected  on  the  building  other  than  the  sign  Borough  of  Queens, 

shown  on  plans  filed  herein;  that  the  sign  shall  in  all  other  APPEARANCES — 

respects  comply  with  all  laws,  rules  and  regulations  appli-  For  Applicant:  Jesse  R.  Bacharach  and  David 

cable  thereto,  except  that  it  may  extend  above  the  parapet  Frank. 

for  a  distance  of  not  over  5  feet.  For  Administration :  Joseph  Ferro,  Department  of 

-  Housing  and  Buildings. 

650-39-A-WF.  ACTION  OF  BOARD— Appeal  denied. 

APPLICANT— Austin  W.  Magee,  for  Edward  J  Dore  THE  GRoN-T~ 

lessee  (Salino  Santoriello,  owner).  J'  ’  Affirmative :  Chairman  Murdock  and  Assistant 

SUBJECT — Appeal  from  a  decision  of  the  borough  super-  int.  G-  ^  r  a  sh-  v . c . : .  2 

intendent  of  buildings  Negative.  Commissioners  Savage  and  Blum...  2 

PREMISES  AFFECTED — 56-12  111th  street  and  110-59  ^  .  0 

Corona  avenue,  northwest  corner  (Block  No.  2012  THE  RESOLUTION— 

A pptv a n>aI \T^T7c0t  N°‘  47^’  Corona>  Borough  of  Queens.’  (694-39-A) 

^RAKAJNCRS—  _  Whereas,  Jesse  R.  Bacharach  for  William  Sinp-Pr 

Fo r"  O ppos'jron  •  fffirol <1  K 1  r W TT’  ^  May.24’  1939>  an  aPpeal  Dorn  a  decision  of 
P  opposition  Harold  Klorfein.  the  borough  superintendent  of  buildings  affecting  premises  • 

Tor  Administration :  Joseph  Ferro,  Department  of  41-46  and  41-48  55th  street,  west  side,  575  ft.  and  600  ft’ 

ACTION  OF0ROARndABU'dlingS'  ,  a  a  -  north  of  Queens  boulevard  (Block  No.  908,  Lot  No.  )' 

THF  VO mrF_BOARD— Appejil  granted  on  condition.  Woodside,  Borough  of  Queens;  and  ' 

\  rr  .•  y—i  •  ,  T  ,  Whereas,  the  decision  of  the  borough  superintendent 

Affirmative:  Chairman  Murdock  Commission-  of  buildings,  dated  May  18,  1939,  re  Application  No  3194* 

ers  Savage  and  Blum  and  Assistant  Chief  reads:  1 

NegaffveS^  .  n  n  installation  of  a  bath  room  compartment  and 

Ahfpnt  .  «  fixtures  in  celbr  of  a  two  family  house  as  shown  in 

TPTP  Rrcn  pmv .  0  plans.  T5  prohibited  due  to  possible  conversion  to  a 

THE  RESOLUTION —  three  family  multiple  dwelling.” 

(650-39-A-WF)  and  . 

Whereas,  Austin  W.  Magee,  for  Edward  J.  Dore,  lessee  ft  hv’flWt  dl°^  arfe  {two  stones  ln.  height,  20 

(Salino  Santoriello,  owner),  filed  May  18  1939  an’  annli  m  m  arH?>’.,eac^1’  ^rame  construction,  located 

cation  for  approval,  pursuant  to  th/ resolutio’n  adopted  Tt  dC^dto  r<XXUpied:cCe^r’ 

by  the  Board  of  .  Estimate,  regulating  uses  within  the  2nd Toor  dwelling ^"ne  fa  j?  knd  Kell,ng-°ne 
Worlds  Fair  district  on  the  erection  of  a  sign  exceeding  war s’  re  lamily>  and 

30  sq.  ft.  in  area  on  building  No  56-12  111th  street  and  Wn’  tbe  apphcant  contends  the  decision  of  the 

s  a  00  lllth  street  and  borough  superintendent  is  capricious,  arbitrary  and  an 
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improper  exercise  of  his  discretion,  as  well  as  an  unlawful 
interference  with  the  rights  guaranteed  to  the  owner  by  the 
Constitution  of  the  State  of  New  York  and  the  Constitu¬ 
tion  of  the  United  States  to  use  and  enjoy  his  own  prop¬ 
erty  in  any  manner  not  injurious  to  the  health,  morals  or 
safety  of  his  fellow  citizens;  that  the  borough  superinten¬ 
dent  cannot  forbid  a  lawful  improvement  to  one’s  property 
merely  because  he  conjectures  or  speculates  that  the  lawful 
improvement  may  at  some  time  in  the  future  be  put  to  an 
unlawful  purpose;  that  the  proposed  work  consists  of  the 
installation  of  a  bathroom  compartment  in  the  cellar  of 
the  two  family  house,  to  contain  the  customary  bathroom 
fixtures  and  equipment. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Applic.  No.  3194,  be  and  it  hereby  is 
affirmed,  and  that  the  appeal  be  and  it  hereby  is  denied. 


717-39-A. 

APPLICANT — Harry  Greenberg,  for  George  C.  Gold¬ 
berg,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — 836-846  East  17th  street,  south¬ 
west  corner  of  Avenue  H  (Block  No.  6700,  Lot 
No.  9),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Harry  Greenberg. 

For  Administration:  Benjamin  Saltzman,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . 0 

Absent  .  0 


THE  RESOLUTION— 

(717-39-A) 

Whereas,  Harry  Greenberg,  for  George  C.  Goldberg, 
owner,  filed  June  1,  1939,  an  appeal  from  a  decision  of 
the  acting  borough  superintendent  of  buildings,  affecting 
premises  836-846  East  17th  street,  southwest  corner  of 
Avenue  H  (Block  No.  6700,  Lot  No.  9),  Borough  of 
Brooklyn  ;  and 

W  hereas,  the  decision  of  the  acting  borough  superin¬ 
tendent  on  Amendment  Applic.  No.  556-39,  dated  Tune  1 
1939,  reads: 

“Proposed  use  of  Ecod  lath  and  plain  ‘V’  rib 
steel  is  contrary  to  (8.4.10.2)  Sec.  26-458.0  of  Ad¬ 
ministrative  Code.” 

and 

Whereas,  the  proposed  building  is  to  be  six  (6)  stories, 
65  ft.  in  height,  90  ft.  by  50  ft.  in  area,  on  a  lot  100  ft. 
by  50  ft.,  of  non-fireproof  construction,  located  in  a  resi¬ 
dence  use  “C”  area  district,  to  be  occupied  as  a  multiple 
dwelling;  and 

Whereas,  the  applicant  contends  that  the  reinforcing- 
strips  of  the  lath  are  not  perforated;  that  it  is  desired  to 
apply  the  lath  throughout  the  building  without  interruption, 
prior  to  the  application  of  the  scratch  coat  of  plaster. 

Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent,  on  Amendment  Applic.  No.  556-39,  be  and  it 
hereby  is  modified,  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  such  lath  shall  comply  with 
the  requirements  of  the  Board  of  Standards  and  Appeals 
under  general  approval  for  combustible  lath  granted  under 
Cal.  No.  714-38-SM,  except  that  in  this  specific  case  the 
perforations  may  be  omitted  in  the  reinforcing  strips  and 
that  the  integral  backing  shall  be  of  approved  paper, 
flameproof,  in  accordance  with  the  requirements  of  the 
Board. 

727-39-A. 

APPLICANT — Joseph  Unger,  for  99th  Street  Realty  Cor¬ 
poration,  owner. 


SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 98-81  Queens  boulevard,  north¬ 
east  corner  of  66th  road  (Block  No.  2105,  Lot 
No.  1),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Joseph  Unger. 

For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(727-39-A) 

Whereas,  Joseph  Unger,  for  99th  Street  Realty  Cor¬ 
poration,  owner,  filed  June  1,  1939,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  of  buildings,  affecting 
premises :  98-81  Queens  boulevard,  northeast  corner  of 
66th  road  (Block  No.  2105,  Lot  No.  1),  Forest  Hills, 
Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  May  5,'  1939,  re  Application  No.  3065- 
1939,  reads : 

“Balcony  (stadium)  not  provided  with  adequate 
exit  facilities  (Sec.  12.10.3a  B.C.)” 

and 

Whereas,  the  proposed  building  will  be  1  story  (32  ft.) 
in  height,  274  ft.  by  200  ft.  in  area,  part  fireproof  and 
part  non-fireproof  construction,  located  in  a  business  use 
district  and  used  as  stores  and  theatre;  and 

Whereas,  the  applicant  contends  that  section  12.10.3, 
sub-division  D  of  the  building  code  clearly  defines  when  a 
tier  shall  be  treated  as  a  balcony;  that  thq  plans  submitted 
come  within  the  requirements  for  a  stadium,  because  the 
highest  row  is  not  over  15  ft.  above  the  lowest  point  of 
the  cross-over  in  front  of  the  first  perpendicular  riser; 
that  section  12.10.3,  Subdivision  A,  does  not  apply;  that 
this  building  is  so  designed  as  to  open  up  the  face  of  the 
stadium  which  the  building  code  does  not  prohibit;  that 
at  least  five  other  theatre  buildings  have  been  similarly 
designed  and  accepted  by  the  building  department. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  of  buildings  on  Applic.  No.  3065-39,  be  and  it  hereby 
is  modified,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  theatre  shall  not  be  classified  as  a 
stadium  type  and  that  the  balcony  shall  not  exceed  a  seat¬ 
ing  capacity  of  more  than  150  seats  and  shall  comply  with 
all  requirements  of  Section  C26-735.0  (12.10.6),  except  that 
the  highest  point  of  the  balcony  may  be  not  over  14  ft. 
above  the  level  of  the  cross-over  at  the  rear  of  the  audi¬ 
torium  or  orchestra  floor ;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  the  requirements 
of  article  12,  so  far  as  the  provisions  thereof  are  applicable. 


761-39-A. 

APPLICANT — J.  S.  Myers,  for  Bethlehem  Steel  Co.,  Inc., 
owner  (Buffalo  Tank  Corporation,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — Southwest  corner  of  Mersereau 
avenue  and  D'avidson  street  (Block  No.  1256,  Lot 
No.  94),  Mariners  Harbor,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  J.  S.  Myers  and  Bernard  W.  Grant. 
For  Administration :  A.  B.  Comins,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  4 
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Negative  .  . 

Absent  . 0  THETVOTF '  B0ARD~APPeal  granted  on  condition. 

THE  RESOLUTION-  Affif 

,7m  ,0  *  \  Affirmative:  Chairman  Murdock,  Commission- 

Whfrpa«s  T  q  A/r  76  /'?'A^  WlSifVage  and  Blum  and  Assistant  Chief 

whereas,  J.  s.  Myers  (Buffalo  TanL-  1  \  Walsh  .  A 

for  Bethlehem  Steel  Co.,  Inc.,  owner  filed  June  tml'  Negative  . ! !  ! !  ; .  J 

of  fr°ff  a  decision  of  the  borough  superintendent  Absent  . .  0 

^  ™E  RES0LUTI0N—  ( 768-39- A ) 

Marlne^^^rbor'^orom^^^^R^^  ^^1^  on^pX  June  r'eads 

*  —  ia 

?  MSh£  f?haereaarHmitf  ioX  Ufc'hM  mTtyh%tV^  oTCl6)  U  ^ 

Code3  U1'dmg  as  provided  for  in  the  New  Building  ^ruction,  located  in  a  residence  use,  “D”  area  district  °to 
vL  £  be  occupied  as  a  multiple  dwelling-  and  nct*  tQ 

about  9S  sqUeft  °\  ^  Cxi?tinff  addition  Whereas  the  applicant  contends  that  the  reinforcing 

aonroved  for  ihJ d  wlthout  a  Permit,  can  not  be  ;stnPs  of  the  lath  are  not  perforated-  that  it  is  desired 
and  PP  °r  tHe  SamC  reason  as  noted  above.”  o  apply  the  lath  throughout  the  building  without  infSup 

in'ar'S  of  Class Tccnstucii,"  JlSed  ^ 

watt**  —  as  SB  SSH  “ 

£  u«a.Utor 

pproved  and  the  building  erected,  but  no  certificate  of  substltute  for  combustible  lath,  except  that  in  this  specific 

tionUPaanSn^aS  ’’  ^  subse9uently  an  illegal  addi-  Cas.e  the  Perforations  may  be  omitted  in  the  reinforcing 

that  thO  -Ilimaiteya?-5-Sq'  was  added  without  ag  perm  it  •  stnps  and  that  the  integral  backing  shall  be  of  approved 

Violation  No^Sl  a-,gdltlon.  1S  n°w  being  demolished;  that  .pape^’  *Wproof,  in  accordance  with  the  requirements  of 
violation  JNo.  251-39  was  issued  March  6,  1939  for  occunv-  the  Board. 

mg  Premises  without  a  certificate  of  occupancy -  that  sMd  _ 

certificate  of  occupancy  was  applied  for  with  the  ’result  that  1074-38-A. 

superintendenU^^ffmt d the ° buildfne- 'waf  by  A5  borough  ^™m^NT“?Ush.  TerminaI  Company,  owner. 

the  acquisition  by  the  present  owner  and  Pr!?q  t°  L  BJE(;T  Apphcatmn  for  consideration— reopening  and 

1W  brVS  ‘™;wslaat°„Lc„e%fi^  order  a,,d  a  de- 

mil  whhl^n^'ofVuch  Per‘  PREMI?tfeSetA|^f3CJtE°T,EafStK^  °f'pri'T  "“P*- 

denr  on’CIAlthaA  ,br  V-'AnAV  borou8h  superinten-  street’ (Block  No.  725°  partVToJ'So.  nVVRush 

^  hereby  APPEaSXS^*1*  M>'  *""*>  °f 

on  condition  that  the  building  shall  not  be  further  increased  For  Applicant :  C.  H.  Wilson. 

as  nronos^d'^fn^^^  °nIfV  S+°  1-°ng  aS  the  buddinR  is  occupied  ACTION  OF  BOARD— Appeal  reopened  and  resolution 
as  proposed,  tor  manufacturing  purposes  for  the  construe-  amended. 

°/  ^.s  and  by  a  singie  tenant;  that  the  sprinkler  THE  V°TF.  TO  REOPEN  AND  AMEND  RESOI  U- 
and  standpipe  system  shall  be  maintained  in  accordance  ™N:  KE^ULU 

with  the  requirements  therefor  and  to  the  satisfaction  of  Affirmative:  Chairman  Murdock,  Commission- 

nanev  thf,!n  aI1  °ther  aspects  the  occu-  ers  Savage  and  Blum  and  Assistant  Chief 

pancy  and  construction  shall  comply  with  all  laws  rules  Walsh  .  4 

and  regulations  appIicable  thereto,  and  that  the  building  Negative  . q 

shall  not  be  further  extended  in  height  or  area  Absent  .  q 

768-39-A.  -  '  ™E  RESOLUTION-^  ^  ^ . 

APPUCANT—Albert  Kaufman,  for  Trivia  Building  Cor-  Whereas  Bush  Terminal  Company,  owner,  filed  Novem- 

STTPTP'r'T  a  ’  1  r  '  1  .  .  -  ^er  1938,  an  appeal  from  an  order  and  a  decision 

d  AppeaJ  fr°m  a  decision  of  the  acting  borough  of  the  fire  commissioner,  affecting  premises  east  side  of 

PRFMlwTJSw^’JJS??;,,  o  private  marginal  street.  280  83  ft  w^t  of  FkS  avenue 

‘  AFFECTED — 8102-8112  19th  avenue,  south-  foot  of  48th  street  (Block  No.  725,  part  of  Lot  No  1)  •’ 

APPEARA?  f  SBrook[yn°C^  N°'  ^  L°'  and^  N°'  S4)’  B°r°Ugh  °f 

APPEARANCES—  ;  Harry  Greenberg.  Ju)j  29.T938, 're'  order"  No'  WS-Lf' reCad”miSSi°ner’  da'ed 

me'm  oThousL  andaS:,ld?aItZman’  DePa«-  F°vide  »  *****  a"d  distinct  system  of  Auto- 

ousing  and  Buildings.  niatic  Sprinklers  in  cellar  having  at  least  one  source 
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of  water  supply,  arranged  and  equipped  as  provided  in 
Article  16,  Administrative  Code.” 

and 

Whereas,  said  order  was  repeated  in  a  decision  of  the 
fire  commissioner,  dated  October  24,  1938 ;  and 

Whereas,  the  building  is  7  stories  (76  ft.)  in  height, 
50.33  ft.  by  150  ft.  in  area,  of  fireproof  construction, 
erected  in  1905,  located  in  an  unrestricted  use  district  and 
occupied  throughout  for  storage ;  and 

Whereas,  the  applicant  contends  that  the  cellar  against 
which  the  order  is  issued  is  of  brick  walls,  reinforced 
concrete  floor,  columns  and  doors  of  steel ;  that  the  ceiling 
of  the  cellar  is  10  in.  thick  and  is  of  reinforced  concrete 
and  is  of  a  height  of  6  ft.  6  in.  from  the  floor;  that 
the  cellar  is  used  for  storage  of  Mexican  rubber,  raw 
gum  and  pig  tin  and  small  quantities  of  lubricating  oil 
and  at  no  time,  is  such  cellar  occupied  over  50%  of 
capacity ;  that  this  is  one  of  a  group  of  buildings ;  that 
strategically  located  at  each  end  of  the  group  are  two 
(2)  4-way  hydrants  supplied  from  a  16-in.  main;  that 
pressure  in  this  main  is  maintained  at  85  lbs.  by  two 
fire  pumps ;  that  with  such  hydrants  and  four  2^-in. 
hose,  the  cellar  may  be  fully  flooded  in  24  minutes ;  that 
in  the  event  of  a  fire  8  lines  of  2^4-inch  hose  could  be 
used,  completely  flooding  the  cellar  in  12  minutes ;  that 
twenty-four  hour  watchmen  service  is  maintained;  that  in 
addition  to  the  above  hydrants  there  is  a  one  (1)  two- 
way  hydrant  in  front  of  the  buildings,  supplied  from  the 
city  8-in.  mains  with  an  average  pressure  of  50  lbs.  main¬ 
tained  ;  and 

Whereas,  these  premises  were  inspected  by  a  committee 
of  the  board;  and 

Whereas,  the  verbal  report  of  committee  of  inspection 
was  that  applicant  proposed  at  a  later  date  to  install  a 
wet  sprinkler  throughout  entire  building,  which  they  are 
unable  to  do  at  present,  and  for  that  reason  will  leave  the 
cellar  unoccupied  or  at  least  limited  to  storage  of  non- 
combustible  materials ;  and 

Whereas,  this  appeal  was  granted  by  the  board  Decem¬ 
ber  13,  1938,  on  certain  conditions  and  applicant  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  December  13,  1938,  so  that 
as  amended,  it  shall  read : 

“Resolved,  that  the  order  of  the  fire  commissioner  No. 
998-LF  be  and  it  hereby  is  modified,  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  cellar, 
shall  at  no  time  be  used  for  the  storage  of  any  ma¬ 
terial  or  packages  that  will  support  combustion. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  install  within  the  space  under  appeal,  a  non-automatic 
dry  sprinkler  system  in  lieu  of  the  requirements  of  the 
order  of  the  fire  commissioner,  such  system  may  he  in¬ 
stalled  and  maintained,  provided  it  meets  in  all  respects 
the  requirements  of  the  building  code  therefor,  except 
that  an  automatic  fire  alarm  connection  need  not  he  in¬ 
stalled;  that  all  fittings  shall  be  of  malleable  iron  and 
that  the  heads  shall  be  spaced  in  accordance  with  the 
requirements.” 

1075-38-A. 

APPLICANT — Bush  Terminal  Company,  owner. 
SUBJECT— Application  for  consideration — reopening  and 
amendment — re  Appeal  from  an  order  and  a  deci¬ 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED — East  side  of  private  marginal 
street,  280.83  ft.  west  of  First  avenue,  foot  of 
48th  street  (Block  No.  725,  part  of  Lot  No.  1)  ; 
Bush  Terminal  Building  No.  55),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  C.  H.  Wilson. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION: 


Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(1075-38-A) 

Whereas,  Bush  Terminal  Company,  owner,  filed  Novem¬ 
ber,  23,  1938,  an  appeal  from  an  order  and  a  decision  of 
the  fire  commissioner,  affecting  premises  east  side  of  pri¬ 
vate  marginal  street,  280.83  ft.  west  of  First  avenue,  foot 
of  48th  street  (Block  No.  725,  part  of  Lot  No.  1)  ;  (Bush 
Terminal  Building  No.  55),  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
29,  1938,  re  Order  No.  996-LF,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  in  cellar  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  provided 
in  Article  16,  Administrative  Code.” 

and 

Whereas,  said  order  was  repeated  in  a  decision  of  the 
fire  commissioner,  dated  October  24,  1938 ;  and 

Whereas,  the  building  in  question  is  7  stories  (76  ft.) 
in  height,  50.33  ft.  by  150  ft.  in  area,  of  fireproof  con¬ 
struction,  erected  in  1905,  located  in  an  unrestricted  use 
district  and  occupied  throughout  for  storage;  and 

Whereas,  the  applicant  contends  that  the  cellar  against 
which  the  order  is  issued  is  of  brick  walls,  reinforced  con¬ 
crete  floor,  columns  and  doors  of  steel ;  that  the  ceiling 
of  the  cellar  is  10  in.  thick  and  is  of  reinforced  concrete 
and  is  of  a  height  of  6  ft.  6  in.  from  the  floor;  that  the 
cellar  is  used  for  storage  of  Mexican  rubber,  raw  gum 
and  pig  tin  and  small  quantities  of  lubricating  oil  and  at 
no  time  is  such  eellar  occupied  over  50  per  cent  of  ca¬ 
pacity;  that  this  is  one  of  a  group  of  buildings;  that 
strategically  located  at  each  end  of  the  group  are  two  (2) 
4-way  hydrants  supplied  from  a  16  in.  main ;  that  pressure 
in  this  main  is  maintained  at  85  lbs.  by  two  fire  pumps; 
that  with  such  hydrants  and  four  2/2  in.  hose,  the  cellar 
mav  be  fully  flooded  in  24  minutes ;  that  in  the  event  of 
a  fire  8  lines  of  2 J4  in.  hose  could  be  used,  completely 
flooding  the  cellar  in  12  minutes;  that  twenty-four  hour 
watchmen  service  is  maintained ;  that  in  addition  to  the 
above  hydrants  there  is  a  one  (1)  two-way  hydrant  in 
front  of  the  buildings,  supplied  from  the  City  8  in.  mains 
with  an  average  pressure  of  50  lbs.  maintained;  and 

Whereas,  these  premises  were  inspected  by  a  committee 
of  the  board ;  and 

Whereas,  the  verbal  report  of  committee  of  inspection 
was  that  applicant  proposed  at  a  later  date  to  install  a  wet 
sprinkler  throughout  entire  building,  which  they  are  un¬ 
able  to  do  at  present,  and  for  that  reason  will  leave  the 
cellar  unoccupied  or  at  least  limited  to  storage  of  non¬ 
combustible  maferials ;  and 

Whereas,  this  appeal  was  granted  by  the  board,  Decem¬ 
ber  13,  1938,  on  certain  conditions  and  applicant  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  December  13,  1938,  so  that 
as  amended,  it  shall  read : 

“Resolved,  that  the  order  of  the  fire  commissioner, 
No.  996-LF,  be  and  it  hereby  is  modified,  and  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  cellar 
shall  at  no  time  be  used  for  the  storage  of  any  material 
or  packages  that  will  support  combustion. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  install  within  the  space  under  appeal  a  non-automatic 
dry  sprinkler  system  in  lieu  of  the  requirements  of  the 
order  of  the  fire  commissioner,  such  system  may  be  in¬ 
stalled  and  maintained,  provided  it  meets  in  all  respects 
the  requirements  of  the  building  code  therefor,  except 
that  an  automatic  fire  alarm  connection  need  not  be  in¬ 
stalled;  that  all  fittings  shall  be  of  malleable  iron  and 
that  the  heads  shall  be  spaced  in  accordance  with  the 
requirements.” 
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17 -39- A. 

APPLIMnNT\iCr°fer  FTe  Preventi°n  Corporation,  for 
QTTTJTi7r^rOSSA  Manufacturing  Co.,  owner. 

S  UBJ  EC  1— Application  for  consideration— reopening-  and 
amendment— re  Appeal  from  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED' — 422  Withers  street  and  397-405 
2878  aTc?U%  south,west  corner  (Block  No. 

APPEARANCES-0'  X  °“g  °f  Brooklyn' 

ArTTnJ°ncfctASidney  L-  Strauss. 
ACTION^OF^BOARD— Appeal  reopened  and  resolution 

THtionTE  RE0PEN  AND  amend  RESOLU- 

Affirmative:  Chairman  Murdock,  Commission- 
w  ,TaVage  and  Blum  and  Assistant  Chief 

Negative  . " " '  ’  ^ .  ^ 

Absent  . "... .  q 

THE  RESOLUTION— 

(17-39- A) 

WhereAs  Erober  Fire  Prevention  Corporation  for 
'n°f  Manufacturing  Co.,  owner,  filed  January  9  ’  1939 

premises  422™ °/  the  fire  commissioner  affecting 
premises  422  Withers  street  and  397-405  Vandervoorf 

avenue  southwest  corner  (Block  No.  2878  Lot  No  18) 
Borough  of  Brooklyn;  and  ’ 

T  r'’  ?ARFJ4Sf  the  orde,r  the  fire  commissioner,  No  74026- 
LC,  dated  January  21,  1938,  reads:  ' 

4.  Discontinue  the  maintenance  of  any  open  flame 

story)  °Ven  and  heater  for  soldering  iron  on  2nd 

and 

tbe-said  °rder  was  repeated  in  a  decision  of 
the  fire  commissioner  dated  December  9,  1938-  and 

96^tHEbvAS100  ftbUllding  iS  ?  storRs  (23  ft’->  in  height, 
eauiooed  wffh  /  ^  of  non-fireproof  construction, 

equipped  with  a  sprinkler  system;  erected  in  1905  located 
in  an  unrestricted  use  district  and  occupied :  1st  flow- 
manufacture  of  metal  products,  60  persons;  2nd  floor— 

persons!’ and6”17’  ^  Welding’  °ffice  and  storaSe>  33 

WhEreAs  the  applicant  contends  that  the  spot  welding 

balanceSeofntdhh°hr-M-d0neKin  o  Porti°n  separated  from  thf 
balance  of  the  building  by  8  in.  brick  walls;  that  the 

violation  refers  to  the  oven  located  on  the  Jackson  street 
ront  on  the  second  floor  located  approximately  29  ft 
1  in.  from.  the  spray  booths,  which  are  installed  in  ac¬ 
cordance  with  the  requirements;  that  the  oven  referred 

will?  PS  i firedi  properIy  insulated  on  all  sides  with  metal 
with  local  and  remote  controls  for  the  gas  the  remote 
controls  being  located  on  the  first  floor  near  the  street 
entrance  to  the  building;  that  the  building  is  equipped 

fed°hgh°Ut  Wlthra  one  source  automatic  sprinkler  sysfern 
fed  by  means  of  a  6  inch  water  connection  to  the  Citv 
main  ,  that  the  system  is  maintained  at  all  times  in  perfect 
working  order;  that  the  building  is  under  the  coStaS 
supervision  of  a  watchman,  24  hours  a  day ;  and 

17  1939Enn  appeal7as  granted  by  the  board  January 

a"d  aPPHCant  "»“■*“*  “ 

Res°h’ed,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  January  17,  1939  so  that 
as  amended,  it  shall  read:  ’ 

No^74n%  order  of  the  fire  commissoner, 

Z4  i  LvC’  be  aPd/t  hereby  is  modified  and  that 
that  tEr3  be,and  11  hereby  is  granted  on  condition 
than  ™  raving  the  °pen  flame  sha11  be  not  nearer 

fla^hffi  Kfr°m-  spray  booths;  that  no  other  open 
flame  shall  be  maintained  in  this  portion  of  the  2nd 

bal/nce  o?  thf?  ^  be  seParated  from  the 

balance  of  the  2nd  floor  where  spot  welding  is  done 

by  partitions  that  are  continuous  from  floor  to  ceiling 

I!  h  .1  °P^nings  therein  protected  with  fireproof 

oors,  that  the  gas  flame  shall  be  confined  within  the 


ovens;  that  there  shall  be  a  vent  not  less  than  12 
inches  in  diameter  leading  directly  from  each  oven  to 
the  outer  air;  that  the  stair  shall  be  protected  with 
an  8-inch  brick  enclosing  wall ;  that  in  all  other  respects 
e  requirements  of  the  fire  commissioner  shall  be 
complied  with,  as  well  as  all  other  laws,  rules  and 
regulations  applicable  to  this  occupancy. 


APPLIANCES  SUBMITTED  FOR  APPROVAL 


385-37-SA. 

SURTF rTNifrEcf  arf  Aa^  Company,  Inc.,  owner. 
SUBJECT— Edwards  VACC,  Non-Code,  Closed  Circuit 

APPEARANCES—6  A  arm  System>  approval  of. 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
„TT„  with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  a 

Negative  . ’  ’  *  ‘  . .  q 

Absent  .  ’ .  q 

THE  RESOLUTION— 

(385-37-SA) 

WHereas,  Edwards  and  Company,  owner,  filed  July  30 
\937,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  appliance,  known  as  the 
Edwards  VACC,  Non-Code,  Closed  Circuit  Interior  Fire 
Alarm  System;  and 

Whereas,  this  appliance  was  submitted  to  the  committee 
0riweS^S  ^ie^0arcl  f°r  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  No.  385-37-SA. 

Approval  of  Edwards  VACC,  Non-Code, 

Closed  Circuit  Interior  Fire  Alarm  System. 

_  June  6,  1939. 

Edwards  and  Company  of  Norwalk,  Conn.,  with 

t  |1CeLatirS  Madison  Avenue,  New  York  City,  filed 
July  JU,  1937,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  Edwards  VACC 
JNJ Oil-Code  Closed  Circuit  Interior  Fire  Alarm  System.’ 

I he  interior  alarm  system  is  the  first  of  this  class 
to  be  submitted  and  has  been  designed  to  fill  the  gap 
between  the  obsolete  open  circuit  battery  type  and  &the 
modern  closed  circuit  coded  type.  This  type  of  system 
may  be  installed  in  certain  classes  of  factory  buildings 
under  Section  2/9  of  the  Labor  Law  and  Rule  5  1  of 
the  Interior  Fire  Alarm  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals. 

1  he .  system  is  of  the  closed  circuit,  electrically 
supervised  type,  having  a  trouble  bell  which  indicates 
disarrangement  of  either  the  station  or  gong  circuits. 

1  he  arrangement  consists  of  a  control  board  or  panel 
enclosed  in  a  locked  heavy  gauge  metal  cabinet  having 
a  sight  glass. through  which  the  milliammeter  indicating 
the  supervising  current  can  be  observed.  Upon  the 
control  board  is  mounted  the  necessary  gong  and 
trouble  relay,  milliammeter,  thermal  cutout,  resistance 
balance  units  and  wiring  terminals,  all  of  which  is  of 
a,  type  previously  approved  on  the  Edwards  closed  cir- 

nn\CO(Hc  PaaeIs‘  The  control  board  will  operate  on 
11U  to  125  volts  alternating  current  and  can  be  manu¬ 
factured  to  operate  on  208  volts  AC  at  any  of  the  com- 
mercial  frequencies. 

.  Pbe  gongs  are  of  the  Polarized  vibrating  type  de- 

the™'  6°  8"e?oV°VVn?ting  T1'™,*  and  come  !n 
t  e  4  ,  6.,  8  10  and  12  sizes  and  with  cow  bell  as  a 

trouble  signal.  This  type  of  gong  was  approved  under 

the  Manufacturers  catalogue  number  551,  Board  of 

Standards  and  Appeals  Calendar  No.  224-3 1-S A. 

The  horns  are  of  the  alternating  current  vibrating 
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type  depending  upon  the  variations  of  the  frequency 
of  the  current  for  operation. 

The  fire  alarm  stations  are  of  the  non-coded  break 
glass  type  having  instructions  for  operation  cast  in 
raised  letters  on  the  face.  They  have  been  designed 
to  be  mounted  on  a  standard  outlet  box  and  are  ar¬ 
ranged  for  conduit  installation. 

All  of  the  apparatus  is  painted  a  Fire  Department 
red  color,  except  the  gong  shells,  which  are  finished 
in  a  blue  steel  shade.  After  inspection  and  test  of  the 
devices  it  was  found  that  the  apparatus  is  of  rugged 
construction,  workman-like  finish,  and  equal  to  rest 
of  the  line  of  fire  alarm  equipment  manufactured  by 
this  company. 

The  mechanical  features  and  construction  details  are 
more  fully  described  in  the  attached  data  sheets  ac¬ 
companying  this  report. 

General 

This  equipment  consists  of  a  small  control  panel  en¬ 
closed  in  a  sheet  steel  cabinet,  a  #551  TA  trouble  bell 
and  one  or  more  of  the  following  items : 

#224,  flush  hammer  type,  break  glass,  non-code 
stations. 

#225,  surface  type,  break  glass,  non-code  stations. 

#227,  flush,  pull  lever  type,  break  glass,  non-code 
stations. 

#228,  surface  type,  break  glass,  non-code  stations. 

#310F,  non-weatherproof,  single  projector,  vibrating 
horns. 

#31  IF,  non-weatherproof,  vibrating  horns. 

#312F,  weatherproof,  single  projector,  vibrating 
horns. 

#313F,  weatherproof,  double  projector,  vibrating 
horns. 

#314F,  non-weatherproof,  double  projector,  vibrating 
horns. 

#55 IF,  4",  6",  8",  10"  and  12"  vibrating  bells. 

#560F,  4",  6",  8",  10"  and  12"  vibrating  bells. 

The  operation  of  the  system  is  as  follows :  a  small 
supervising  current  normally  passes  through  the  box 
and  gong  circuits  in  series  with  a  closed  circuit  super¬ 
visory  relay,  thermal  time  limit  cutout  and  supervising 
milliammeter.  Tin's  supervising  current  is  sufficient  to 
operate  the  relay,  but  not  sufficient  to  ring  the  vibrating 
gongs  or  horns.  An  open  or  ground  in  the  box  cir¬ 
cuit  or  gong  circuit  will  cause  the  release  of  the 
supervisory  relay,  thereby  ringing  the  trouble  bell. 
The  break’ ng  of  the  glass  panel  in  any  of  the  non¬ 
code  fire  alarm  stations  short  circuits  the  supervising 
relay,  thereby  allowing  a  sufficient  current  to  pass 
through  the  gong  or  horn  circuit  to  cause  the  opera¬ 
tion  of  these  signals  continuously  until  the  glass  panel 
is  replaced  or  until  the  thermal  t’me  limit  cutout 
automatically  disconnects  the  power  feed  from  the 
panel.  The  time  limit  cutout  is  set  to  operate  in  not 
less  than  3  minutes  nor  more  than  15  minutes. 

DESCRIPTION  OF  THE  ELECTRICAL  DEVICES 
INCLUDED  IN  EDWARDS  VACC,  NON-CODE, 
CLOSED  CIRCUIT,  INTERIOR  FIRE 
ALARM  SYSTEM 

Control  Panel  Cabinet 

The  control  panel  cabinet  consists  of  a  #14  gauge 
surface  or  flush  type  sheet  steel  cabinet  having  a  lrnged 
door  with  a  #2  Yale  cabinet  lock  and  keys.  The  cab¬ 
inet  door  is  equipped  with  a  glass  paneled  circular 
opening  for  observation  of  the  milliammeter  without 
opening  the  door.  This  openmg  is  approximately  2" 
in  diameter  and  is  covered  on  the  inside  by  a  piece  of 
3/16"  clear  window  glass  securely  fastened  to  the  door. 
The  cabinet  is  finished  in  red  enamel  and  four  yp’  pipe 
sleeves  are  securely  bolted  to  the  back  of  the  cabinet 
with  bolts  extend:ng  about  Y"  beyond  the  pipe  sleeves 
to  form  fastening  studs  for  the  control  panel.  The 


approximate  dimensions  of  the  surface  type  cabinet  are 
14"  x  14"  x  5Y"  deep  and  of  the  flush  type  cabinet 
14"  x  14"  x  5Y"  with  a  trim  16"  x  16". 

Control  Panel 

The  control  panel  consists  of  a  yp'  ebony  asbestos 
panel  approximately  12"  x  12"  securely  fastened  to  the 
back  of  the  control  panel  cabinet  by  the  four  studs 
mentioned  in  the  previous  paragraph.  On  the  control 
panel  are  mounted  the  following  devices : 

One  Edwards  Cat.  #243  Closed  Circuit  Relay. 

One  Edwards  Thermal  Time  limit  Cutout. 

One  Weston  model  #517  Milliammeter  scale  0-100. 

One  60  watt  Vitreous  Enamel  Gong  Resistor  of 
Proper  Ohmic  Value  for  the  Number  of  Gongs 
Connected  to  the  Control  Panel. 

One  5  ampere  Cartridge  Fuse  with  Mounting  Clips. 

Twelve  New  Code  Terminals  Suitable  for  Use  with 
#12  or  14  Gauge  Copper  Wire. 

The  supervisory  relay,  time  limit  cutout  and  gong 
register  are  all  of  exactly  the  same  type  used  on  the 
SSA  fire  alarm  control  panels  which  have  been 
approved  by  the  Board  of  Standards  and  Appeals  for 
a  number  of  years  and  are  now  in  use  in  many  build¬ 
ings  in  New  York  City. 

The  #243  closed  circuit  relay  consists  of  a  laminated 
iron  core  and  armature  with  form  wound  cotton  inter¬ 
woven  magnet  coil,  phosphor  bronze  contact  springs, 
and  pure  hard  drawn  silver  contacts. 

The  thermal  time  limit  cutout  consists  of  a  flat  bi¬ 
metallic  strip  over  which  is  mounted  a  25  watt  hollow 
vitreous  enameled  resistance  tube.  The  upper  portion 
of  the  time  limit  arm  is  bent  at  right  angles  and  acts 
as  a  trigger  catch  to  hold  a  heavy  hinged  brass  arm 
in  a  horizontal  position,  thereby  closing  a  pair  of  car¬ 
bon  contacts.  One  carbon  contact  is  fastened  to  the 
hinged  arm  by  means  of  a  phosphor  bronze  contact 
spring  and  retaining  cup.  The  carbon  contact  is 
supplemented  by  an  auxiliary  phosphor  bronze  con¬ 
tact  spring  designed  to  carry  the  load,  but  not  to 
break  the  circuit.  The  arcing  takes  place  at  the 
carbon  contact  po'nts.  The  vitreous  enameled  gong 
resistor  and  AC  milliammeter  are  of  standard  Ward 
Leonard  Electric  Company  and  Weston  Electric  In¬ 
strument  Company  manufacture,  respectively.  All  con¬ 
nections  between  the  above  apparatus  are  made  by 
means  of  #14  gauge  NEC  standard  braided  rubber 
covered  switchboard  wire  and  all  connections  to  screw 
terminals  on  rear  of  panel  are  properly  soldered  to 
prevent  loose  connections. 

Fire  Alarm  Stations 

The  #224  Edwards  non-code  break  glass  hammer 
type  fire  alarm  station  consists  of  a  stamped  steel  back 
plate  to  which  is  fastened  a  moulded  Bakelite  housing 
enclosing  a  phosphor  bronze  contact  mechanism.  The 
contacts  are  made  and  broken  by  means  of  a  large 
moulded  Bakelite  plunger,  which  normally  rests  against 
a  glass  plate,  forcing  the  contacts  in  an  open  posit  on. 
Hinged  to  the  stamped  steel  back  plate  is  a  cast  iron 
front  plate  or  cover  not  less  than  y%"  thick  with 
circular  opening  approximately  1-3/16"  in  diameter. 
This  opening  is  covered  on  the  rnside  by  means  of  a 
circular  1-3/16"  clear  glass  plate  held  in  place  bv  three 
lugs  which  form  a  part  of  the  casting  and  which  pre¬ 
vent  the  glass  from  being  pushed  through  the  circular 
opening  in  the  casting  by  the  Bakelite  plunger.  Hie 
words  “In  Case  of  Fire,  Break  Glass”,  appear  on  the 
front  plate  in  ra:sed  cast  letters,  which  are  an  in¬ 
tegral  part  of  the  casting.  These  letters  are  finished 
in  aluminum  and  the  cast  iron  front  plate  in  red 
enamel.  A  small  triangular  shaped  cast  iron  hammer 
is  fastened  to  the  front  plate  by  means  of  a  short 
length  of  brass  chain  properlv  fastened  to  the  casting. 
A  small  brass  hook  is  provided  in  the  lower  right 
hand  corner  of  the  casfing  so  that  the  hammer  may 
be  suspended  from  this  hook  instead  of  the  chain 
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™hlIe  Ir!.use-  A  small  lock  with  key  is  provided 
so  that  the  hinged  cast  iron  front  plate  can  be  opened 
without  breaking  the  glass,  thereby  providing  a  means 

or  sending  test  alarms.  The  phosphor  bronze  con- 
tact  spnngs  are  rated  by  the  National  Board  of  Fire 
Underwriters  at  3  amperes  60  volts  or  of  an 
ampere  at  125  volts  AC  or  DC.  The  rating  at  125 
volts  AC  only  IS  3  amperes  which  is  ample  for  one 
or  two  gong  circuits,  and  this  system  can  be  used  on 
alternating  current  only. 

1  he  #22 5  _  surface  hammer  type  non-code  break 
glass  statmn  is  exactly  the  same  as  the  #224  except 
that  .lt  Is  funded  with  a  cast  iron  wall  box  drilled 
and  tapped  for  conduit.  This  casting  is  finished 

The  #22 7  flush  pull  lever  type  non-code  break  glass 
station  is  exactly  the  same  as  the  #224,  except  for 
ie  cast  iron  front  plate.  In  this  station  the  cast 
T,. front  Plate  differs  from  the  front  plate  in  the 

^24  in  that  it  has  a  rectangular  shaped  opening 
approximately  1-11/16"  x  15/16"  covered  on  the  insidf 
by  a  rectangular  shaped  clear  glass  panel,  held  in 
place  by  means  of  two  cast  lugs  at  the  bottom  and 

-1®. h\g  at  ,th.e  top  cen]er.  These  lugs  prevent  the 
glass  from  being  pushed  out  of  the  opening  by  the 
Bakehte  p  unger.  Instead  of  being  provided  with  a 
cast  iron  hammer  and  chain  this  station  is  provided 
with  a  cast  iron  lever  on  which  is  lettered  in  raised 
cast  letters  the  words  “Pull  to  Break  Glass.”  These 
letters  are  visible  only  when  the  lever  is  in  its  normal 
posflion.  The  lever  is  normally  held  in  this  position 
by  the  glass  panel  and  when  pulled  down  a  short 
distance,  will  break  the  glass  panel  allowing  the  plunger 
to  protrude  through  the  opening,  thereby  closing  the 
contacts  When  the  lever  is  in  an  operated  position 
with  ;  glass  broken,  it  exposes  the  words  “Replace 
Glass  in  raised  cast  metal  letters.  Directly  above  these 
words  is  provided  a  raised  cast  metal  arrow  used  to 
attract  attention  to  the  fact  that  the  glass  has  been 
broken  and  should  be  replaced.  The  raised  cast  letters 
on  the  operating  lever  are  finished  in  aluminum  and 
he  lever  itself  in  red  enamel.  The  lever  is  hinged 
to  the  cast  front  plate  by  means  of  two  cast  metal 
lugs  and  a  brass  hinge  pin.  Raised  cast  letters  are 
provided  directly  below  the  rectangular  shaped  opening 
on  the  cast  front  plate  to  form  the  words  “In  case  of 

hire  as  shown  on  the  photograph  filed  with  this  appli- 
canon. 

The  #22 8  surface  pull  lever  type  non-code  break  glass 
station  is  identically  the  same  as  the  #227,  except  that 
it  is  provided  with  a  surface  type  cast  iron  wall  box 
drilled  and  tapped  for  J4"  conduit. 

Fire  Alarm  Horns 

The  #310F  non-weatherproof  single  projector  vi¬ 
brating  horn  consists  of  a  pyramid  shaped  cast  iron 
housing  not  less  than  y8"  thick  and  a  stamped  steel- 
tront  plate  with  spun  copper  projector  or  horn  fastened 
to  the  cast-iron  housing  by  means  of  six  round  head 
machine  screws  A  two  pole  magnet  coil  is  fastened 
o  a  cadmium  plated  cold  rolled  steel  supporting’  mem- 
ber  approximately  U/4”  wjde  x  1/16"  thick  by  two 
round  head  machine  screws  and  lock  washers.  This 
supporting  member  is  securely  fastened  to  a  stamped 
stee  mounting  plate  by  means  of  two  bolts  with  lock 
washers  and  nuts.  The  magnet  coil  spool  heads  are 
of  phenolic  composition  1/16"  thick,  properly  riveted 
to  the  soft  iron  cores.  The  coils  are  wound  with 

single  cotton  covered  solid  copper  magnet  wire  and 
are  then  impregnated  with  insulating  paint  and  baked. 

1  he  magnet  is  provided  with  an  armathre  approximate¬ 
ly  134"  long  by  y8"  wide  by  y8"  thick,  riveted  to  a 

oo!cei  8£™S  aPProximately  1  long  x  1/4"  wide 

x  U.UZ5  thick,  and  all  of  these  parts  are  heavily 

cadmium  plated.  The  armature  is  provided  with  a 
Vs  diameter  demagnetizing  button  riveted  to  the  center 


of  the  armature  and  opposite  each  pole  of  the  magnet, 
the  armature  spring  is  fastened  to  the  steel  mount¬ 
ing  plate  by  means  of  two  bolts  with  lock  washers 
and  nuts.  The  steel  coil  support  is  provided  with  a 
long  tone  adjusting  screw  with  spiral  spring  lock 
washers  and  two  nuts.  This  adjusting  screw  is  used 
to  vary  the  distance  between  the  armature  and  the  two 
magnet  poles.  Iwo  flexible  lead  wires  extend  from  the 
c°lIs  to  a  terminal  block  securely  fastened  to  a 
#14  U.  S.  Gauge  stamped  steel  back  plate.  This  back 
plate  is  fastened  to  the  cast  iron  housing  by  means 
o  tour  round  head  brass  machine  screws,  two  heavy 
brass  terminal  clips  approximately  .032"  thick  x  Vs" 
wide  are  secured  to  the  terminal  block  and  provide 
an  eiectnca!  connection  between  the  terminal  block  on 
tins  back  plate  and  the  terminal  block  on  the  re¬ 
movable  #  14  U.  S.  steel  adapter  plate.  The  terminal 
blocks  on  this  adapter  plate  and  the  aforementioned 
back  plate  are  of  cold  moulded  composition  with 
threaded  brass  inserts  for  mounting  and  terminal 
screws  The  adapter  plate  is  drilled  to  take  various 
stamped  steel  outlet  boxes,  so  that  the  horns  can  be 
mounted  on  the  walls  with  conduits  entering  either 
concealed  or  exposed  as  required.  With  this  arrange¬ 
ment  the  horns  can  be  removed  from  the  outlet  box 
without  disconnecting  the  feed  wires  from  the  terminals 
on  the  adapter  plate.  The  horn  is  fastened  to  the 
adapter  plate  by  means  of  2  bent  over  ears  and  a 
round  head  machine  screw.  A  steel  diaphragm  ap¬ 
proximately  .02"  thick,  heavily  cadmium  plated  is 
fastened  between  the  front  plate  and  mechanism  mount¬ 
ing  plate  by  means  of  6  round  head  brass  machine 
screws.  I  his  diaphragm  is  approximately  5%"  in 
diameter  and  is  so  arranged  that  a  cadmium  plated 
steel  post  riveted  to  the  armature  strikes  the  diaphragm 
in  sychromsm  with  the  alternating  current  frequency, 
the  difference  in  tone  is  obtained  by  varying  the 
Cn#ih  °U^Str,°ke  rather  than  the  sPeed  of  vibration. 

■14- ii m?  #311F  h°,rn  ls,  identicaHy  the  same  as  the 
•t?  j  ex,cePt  that  the  spun  copper  projector  is 
omitted  and  a  stamped  steel  front  plate  with  grilled 
opening  provided  in  its  place. 

The  #312F  weatherproof  single  projector  horn  is 
identically  the  same  as  the  #310F,  except  that  the 
stamped  steel  adapter  plate  is  omitted  and  a  boss  fur¬ 
nished  in  the  cast  iron  casting  drilled  and  tapped  for 
/2  conduit.  Access  to  the  terminals  is  obtained  by 
means  of  a  rectangular  shaped  steel  cover  fastened  to 
a  rectangular  shaped  opening  in  the  cast  iron  housing 
by  mejins  of  4  round  head  brass  machine  screws. 
Rubber  gaskets  are  provided  between  the  front  plate 
and  casting,  back  plate  and  casting  and  between  the 
terminal  coyer  plate  and  the  casting,  thereby  enclosing 
the  mechanism  in  a  weatherproof  housing. 

..The  weatherproof  double  projector  horn  is 

identically  the  same  as  the  #312F  except  that  it  is 
provided  with  a  two-way  spun  copper  double  horn  The 
open  ends  of  each  horn  face  in  opposite  directions. 

the  #314F  double  projector  horn  is  identically  the 
same  as  the  #310F  single  projector  horn,  except  that 
it  is  provided  with  the  spun  copper  two-way  horn 
mentioned  above. 

Fire  Alarm  Bells 

The  #55 1 F  4"  to  12"  vibrating  bells  are  of  the  en¬ 
closed  type,  with  operating  and  current  carrying  parts 
being  protected  by  cover.  The  bell  operating  mechan¬ 
ism  consists  of  two  electro  magnets  placed  inside  of  a 
permanent  U”-shaped  polarizing  magnet.  The  opera¬ 
tion  of  an  armature  causes  a  steel  striking  rod  to 
strike  the  gong.  The  operating  mechanism  is  mounted 
on  a  base  of  cast  iron,  which  has  an  extension  for 
mounting  the  gongs.  A  cover  is  secured  to  the  base 
u  {OUnn^hl?e  ,screws-  The  cover  is  of  aluminum 

Shjeto„0'?625  thlck  and  measures  5"  long,  SyA"  wide 
and  2  deep. 
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The  base  with  gong  supporting  arm  is  of  cast  iron 
approximately  K"  thick  and  measures  5"  long,  5K" 
wide  and  K"  deep.  Extending  from  the  base  is  a  gong 
supporting  arm,  8"  long  and  tapering  from  2K"  at 
the  base  to  1  K"  at  the  tip.  In  the  corner  of  the  base 
is  a  cast  terminal  support,  3"  long  and  1"  wide.  There 
is  a  Y§"  x  1"  slot  with  rounded  edges  provided  in  the 
back  of  the  base  for  wiring.  There  are  three  holes 
for  mounting  the  bell  to  the  back  box.  The  cover  is 
secured  to  the  base  by  four  machine  screws,  one  in 
each  corner. 

The  gong  is  supported  on  a  hollow  pillar,  2 K"  long 
x  IK"  outside  diameter. 

Magnet  and  Support  —  The  wire  is  wound  on  a 
fibre  spool  IK"  in  diameter  and  1"  long.  The  spools 
have  iron  cores  which  are  tapped  and  threaded  at  one 
end  for  machine  screws,  which  secure  them  to  a 
grout  mounting  detail.  The  other  ends  of  the  cores 
are  flanged,  making  the  core  similar  to  a  rivet  in  con¬ 
struction.  The  core  passes  through  the  rear  mount¬ 
ing  detail  and  through  the  magnet  spool,  the  flanged 
end  being  on  the  outside  of  the  rear  mounting  detail 
and  serving  as  a  fastening. 

The  front  and  rear  mounting  details  are  of  stamped 
brass  .073"  thick  and  are  screwed  to  the  base  by  brass 
machine  screws.  The  rear  detail  acts  as  a  support  for 
the  electro  magnet  cores  and  also  holds  the  armature 
spring. 

The  front  detail  acts  as  an  additional  support  for 
the  electro  magnet  cores  and  also  supports  the  perma¬ 
nent  horseshoe  magnet.  On  the  front  detail  is  a  24" 
collar,  extending  from  the  hole  provided  for  the 
striking  hammer,  which  acts  as  a  guide  for  the 
striking  rod. 

The  electro  magnets  are  placed  inside  of  a  permanent 
horseshoe  magnet  IK"  wide  by  K"  thick  and  measur¬ 
ing  3K"  inside  of  its  ends.  Two  2K"  angle  iron  details 
hold  the  magnet  to  the  front  mounting. 

When  fully  assembled,  the  magnets  and  supports  form 
one  complete  unit,  which  is  secured  to  the  base  by 
three  brass  machine  screws.  The  bottom  of  the  perma¬ 
nent  magnet  is  elevated  K"  from  the  base. 

Plunger  and  Armature  —  The  steel  striking  rod  is 
K"  in  diameter  and  3K"  long.  One  end  is  threaded  for 
about  K"  in  from  the  end  to  hold  the  armature  and 
spring.  The  iron  armature  is  2-3/16"  long  x  K"  wide 
x  1/16"  thick  and  is  faced  with  a  piece  of  phosphor 
bronze  .014"  thick  on  the  side,  adjacent  to  the  electro 
magnet  core.  The  spring  is  of  .017"  steel,  2K"  long 
and  24"  wide  and  is  treated  to  prevent  corrosion.  The 
spring  is  held  by  clips  which  are  part  of  the  rear 
supporting  detail.  The  armature  and  spring  are  as¬ 
sembled  at  the  end  of  the  plunger  with  spacing  washers, 
lock  washers  and  are  held  in  place  by  a  brass  nut. 

Holes  in  the  front  and  rear,  supporting  detail,  act 
as  guides  for  the  striking  hammer. 

Terminals  —  The  raised  portion  of  the  base  pro¬ 
vided  for  the  terminals  has  two  holes  in  it.  On  each 
side  of  each  hole  is  a  piece  of  fibre  to  which  the  up¬ 
turned  lugs  are  secured.  The  raised  space  in  the 
back  of  the  base  is  filled  in  with  sealing  wax  to  in¬ 
sulate  the  heads  of  the  screws  holding  the  lugs  in  place. 

The  wire  connections  to  the  binding  posts  are  pro¬ 
tected  by  varnished  cambric  tubing  and  terminate  at 
lugs  to  which  they  are  soldered. 

Gong  —  The  gong  is  supported  by  a  hollow  iron 
pillar  by  a  bolt  which  passes  through  the  base  of  the 
pillar  and  gong  and  is  secured  by  an  ornamental  nut 
with  a  lock  washer  on  the  outside  of  the  gong. 

1  he  head  of  the  bolt  is  fitted  in  a  groove  case  in  the 
back  of  the  gong  supporting  arm  to  prevent  it  from 
turning. 

Finish  —  The  gong  is  of  blued  steel. 

The  box  and  cover  are  painted  with  black  enamel. 

Marking  —  Two  etched  plates,  attached  to  the  cover, 


indicate  the  trade  mark,  the  catalogue  number  and  the 
electrical  rating. 

The  #560F  4"  to  12"  vibrating  bells  are  of  the 
same  type  and  construction  as  the  #551F,  except  that 
the  gong  shell  completely  covers  the  cast  iron  housing 
and  operating  mechanism  and  they  are  provided  with 
a  removable  mounting  plate,  so  arranged  that  the  bells 
can  be  removed  from  the  conduit  box  without  dis¬ 
connecting  the  feed  wires  from  the  binding  post.  The 
open  end  of  the  cast  iron  bell  housing  is  fastened  to 
a  back  plate  by  means  of  four  round  head  machine 
screws.  This  back  plate  is  provided  with  a  cold 
moulded  composition  terminal  block  with  terminal 
mounting  screws  threaded  into  metal  inserts.  Brass 
terminal  clips  0.032"  thick  and  24"  wide  are  fastened 
to  the  moulded  terminal  block  and  engaged  to  similar 
terminal  clips  in  the  stamped  steel  adapter  plate, 
thereby  providing  an  electrical  connection  to  same.  The 
stamped  steel  adapter  plate  is  drilled  so  that  it  can 
be  fastened  to  any  standard  outlet  box  and  arranged 
so  that  either  concealed  or  exposed  conduits  can  be 
used  as  required.  The  back  plate  is  held  tightly  in 
place  against  the  adapter  by  means  of  two  bent-over 
ears,  which  engage  two  slots  in  the  back  plate  and  by 
means  of  a  single  round  head-locking  machine  screw. 

This  system  wTas  inspected  and  tested  at  79  Madison 
Avenue,  New  York  City. 

It  is  recommended  that  the  Edwrards  VACC  Non- 
Coded  Closed  Circuit  Interior  Fire  Alarm  System  be 
approved  for  use  in  New  York  City  under  section  279, 
Labor  Law  and  rule  5.1  of  the  Interior  Fire  Alarm 
Rules  of  the  Board,  on  condition  that  the  control  panel 
box  bear  a  label  reading  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  385-37-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests, 
and 

Whereas,  this  report  recommended  the  approval  of  the 
appliance  on  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Edwards  VACC 
Non-Code  Closed  Circuit  Interior  Fire  Alarm  System  on 
condition  that  the  appliance  be  manufactured,  installed, 
operated  and  labelled  in  accordance  with  above  report. 

567-37-SA. 

APPLICANT — James  M.  Sinclair,  owner. 

SLTBJECT — Sinclair  Instantaneous  l'K  inch  Hose  Reel, 
approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(567-37-SA) 

Whereas,  James  M.  Sinclair,  owner,  filed  December  1, 
1937,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  appliance,  known  as  the  Sin¬ 
clair  Instantaneous  IK  Inch  Hose  Reel;  and 
Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 
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REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  No.  567-37-SA. 

Sinclair  Instantaneous  \y2  Inch  Hose  Reel 
approval  of.  ’ 

James  M.  Sinclair,  owner,  filed  December  1  1937 

neikPPf  1Catl°n  Wlt,h  Board  of  Standards  and  Ap- 

Inch  Hole  ReeT  '  Sindair  1% 

•  'P16  ree^  ‘s,,a  spool-shaped  structure  mounted  on  a 
piping  assembly  which  serves  as  a  means  of  sunnnrt 
and  water  supply  to  the  reel.  The  design  of  the  reef 
ancj  lts  supporting  piping  permits  revolving  of  the 
reel  while  placing  hose  on  it  or  withdrawing  "hose  and 

Sedn?os2ne  T£Ply  T,ng  t0  bri"g  “n  “a 

bers  exfend  nT’  i JC  ree  ,design  “dudes  cross  mem- 
Lg  between  the  outer  side  members  on 
winch  the  hose  ts  supported  when  it  is  on  the  red 
which  cross  pieces  are  capable  of  moving  inward  to 

"2  tSX  Sa'^Xcedreat  C 

useTed  a  Stan,dpipe  and  when  in 

reach  the  firP ed  °,nl7  t(?  the  extent  necessary  to 
•  ac^,tlle  “re.  The  reel  is  placed  in  service  bv  gnw 

hnnt  heinOZZ  e  attached  to  the  hose  after  which  the" 
hose  valve  is  opened  and  the  hose  unreeled 

100  feet 6nf  for.the  storaSe  of  SO,  75  and 

with  qn  (\lyi  uCh  hnen  hose-  The  reel  was  tested 

Department1  L  I  °C  &t  sh°PS  of  the  ^ 

difficulty.  ’  '  '  C’  and  found  to  operate  without 

T  Jw  h^S  been  aPProved  by  the  Underwriters 
Laboratories,  Extinguisher  #1211,  Application  #32  C 

hose  LlTrmrnded  that  the  Sinclair  Instantaneous 
nose  leet  tor  use  in  connection  with  interior  standninp 

uni  n^d  r  nSlgne,d  f°r  50  to  100  feet  of  1U  inch 
unlined  linen  hose  be  approved  for  voluntary  installa 

tions  on  condition  that  the  requirements  nf  tlWAa 

wie„S,rreme  9^^  >y-  ”  complied 
Hhen  required  and  the  appliance  shall  have  a  lalil 

Wafs  forPPf°nTedt by  thG  Buar-d  of  Standards  and 
567-37-SAf”  voIuntary  installation  under  Cal.  No. 

(Sgd.)  BERNARD  A.  SAVAGE, 

„TT  A  vwx  ^  Commissioner. 
CHARLES  M.  BLUM, 

x  x-x.x  Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  anorovnl  nf  thic 
appliance  for  voluntary  installations  approval  of  thls 

hcfel tHat  !uG  B°ard  of  Standards  and  Appeals  does 
ereby  approve  the  appliance  known  as  the  Sinclair  Tn 

stantaneous  Inch  Hose  Reel  for  voluntary  instalMom' 

opcrated  Md'bbelied  ?Ppl,ance  ,be  manufactured,  installed! 
°  e rated  and  labelled  in  accordance  with  above  report. 

S75-39-SA. 

APPLICANT— Morro  and  Company,  for  Elec.rol,  Incor- 
SUBJECT—Elrctro^  Industrial  and  Range  Oil  Burner, 

appearances- 

ArmH™°A#^icant:  J°hn  Morro. 

ACTIOI^  OF  BOARD  Appliance  approved  in  accordance 
with  report  of  committee  on  tests 
THE  VOTE  TO  APPRO VE- 

Affirmative:  Chairman  Murdock,  Commission- 

Walsh VagC  3nd  Blum  and  Assistant  Chief 


Negative  .  n 

Absent  . '  .  ^ 

THE  RESOLUTION— 

(575-39-SA) 

Whereas,  Morro  and  Company  for  Electrol  Inrornn 
rated,  owner  filed  Mav  q  10m  J  #  .  01  incorpo- 

Board  of  Standal  S £*& 

KerknZde.aSL^anEd'eCtr01  Ati 

on^tsraoAf%heShaP^afnCe  AWas  submitted  to  the  committee 
on  tests  o±  the  board  for  test  and  report;  and 

hereas,  the  report  of  the  committee  on  tests  reads' 

REPORT  OF  THE  COMMITTEE  ON  TESTS 
Cal.  No.  575-39-SA 

Approval  of  Electrol  Industrial  and  Range 
Oil  Burner,  Model  LF. 

Morro  and  Comply,  for  Electrol,  Incorporated 
ZaSnft  ^ay,5’  l939’  an  application  wffh  the 

F,oa  d  1°  T  Standards  and  Appeals  for  approval  of  the 
Electrol  Industrial  and  Range  Oil  Burner  Model  T  F 
under  the  provisions  of  CZdVl.O  (2  2™)  Admt'stm- 

RoarH  Utfd‘Sf  Cj0d!4  a"d  ,(be  011  Burner  Rules  of  the 
B<mu  Standards  and  Appeals. 

i  he  burner  consists  of  an  air  oil  atomizing  nozzle 
manually  controlled  by  air  cocks  for  use  in  cooW 

uSmla2n7S1^dnStnf1  ,0pe,rati0IlS-  The  oil  is  delivered 
xrom  a  275  gallon  tank  through  a  Teesdale  numn  and 

a  constant  level  valve  to  the  burner. Mr is?  sullied 
a  paddle.  bIade  compressor  maximum  30  lbs/nres- 
fure-  The  level  of  the  oil  maintained  by  the  constant 
level  valve  is  always  below  the  nozzle  so  that  the*  oil 
by  Sravity  from  the  nozzle  but  must  be 
lifted  by  asperating  effect  of  the  air  in  order  5  be 
sprayed  from  the  nozzle.  The  burner  can  be  manu¬ 
ally  lighted  or  lighted  from  a  gas  pilot. 

T  ufyf pe a^100  ancLtest  of  this  burner  was  made  at  279 

was  fnstdFd1161  NCW  Y?rk  City’  and  the  burner  which 
a  1  a  d  m-  u  cookinS  range  and  operated  with 

Present  at“tLWJth?Ut  Car^n  deP°?its  or  dare  backs, 
re.ent  at  the  test  were  Commissioner  Blum  Chief 

sen„KeU  “ber  °f  the  B°ard  and  I'  1-  Morro'  repre! 
senting  the  owners. 

R  JnMS  m°pmmende?r  tbat  Ttbe  Electr°l  Industrial  and 
ange  Oil  Burner,  Model  LF,  be  approved  for  use  in 
New  York  City  m  industrial  installations  and  in  cook¬ 
ing  ranges  with  fuel  oil  not  heavier  than  No  3  U  S 
JJept.  of  Commerce  Standards,  when  installed  in  ac- 
cordance  w.th  the  Oil  Burner  rules  of  the  Board  of 
Standards  and  Appeals  and  with  the  above  report  on 
condition  that  when  installed  in  ranges  the  following 
additional  requirements  shall  be  complied  with:  K 

1.  The  operator  shall  have  a  certificate  of  fit¬ 
ness. 

2.  That  no  connection  shall  be  made  through 
any  movable  section  of  the  range  or  stove  in 
which  this  device  is  installed. 

.  \  When  exposed  oil  piping  is  more  than  8 
inches  in  length,  same  shall  be  enclosed  in  iron 
or  steel  piping  or  BX  cable.  Such  piping  shall  be 
securely  fastened  to  the  floors  or  walls  with  non¬ 
combustible  fastenings  as  per  Rule  7,  1A  and  IB. 

4.  That  dampers  in  the  fire  box  door  of  the 
range  or  stove  shall  be  so  fixed  that  they  cannot 
be  fully  closed. 

5.  Cracks  or  crevices  between  the  combustion 
chamber  and  other  parts  of  stove  or  range  shall 
be  effectively  sealed  with  fire  clay  or  other  suit¬ 
able  approved  material. 

6  Floor  beneath  oil  burner  device  shall  be  pro¬ 
tected  by  a  shield  of  at  least  ^  inch  asbestos  or 

°!i  ™aterial-  this  shield  to  extend 

at  least  12  inches  beyond  the  outline  of  the  stove 
0r7raUU  in  which  the  device  is  installed 
Cliil  T.he  manufacturer  or  installer  of  this  burner 
shall  within  48  hours  after  each  installation,  notify 
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the  fire  department  in  writing  of  the  name  of  the 
person  to  whom  this  burner  was  sold  and  the 
address  of  the  premises  where  installed. 

8.  That  the  appliance  shall  bear  a  label  per¬ 
manently  attached  thereto,  reading :  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Cal.  575-39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance  under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  appliance  known  as  the  Electrol 
Industrial  and  Range  Oil  Burner,  Model  LF,  on  condition 
that  the  appliance  be  manufactured,  installed,  operated 
and  labelled  in  accordance  with  above  report. 

722-39- SA. 

APPLICANT — Town  and  Country  Oil  Burner  Company, 
owner. 

SUBJECT — Mercury  Oil  Burner,  Model  M-2,  approval  of. 
APPEARANCES— 

For  Applicant :  Harry  Fassig. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(722-39-SA) 

Whereas,  the  Town  and  Country  Oil  Burner  Company, 
owner,  filed  May  31,  1939,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Mercury  Oil  Burner,  Model  M-2 ;  and 
Whereas,  this  appliance  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  No.  722-39-SA 

Approval  of  the  Mercury  Oil  Burner,  Model  M-2 

The  Town  and  Country  Oil  Burner  Co.,  owner, 
filed  May  31,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  Mercury 
Oil  Burner,  Model  M-2,  under  the  provisions  C26- 
191.0  (2.2.3)  Administrative  Building  Code  and  the 
Oil  Burner  Rules  of  the  Board  of  Standards  and 
Appeals. 

The  burner  is  of  the  mechanical  draft  type  and 
consists  of  a  cast  iron  chassis  designed  to  hold  the 
component  parts  in  a  secure  rigid  fashion  and  to 
form  a  tube  for  passage  of  air  into  the  boiler  so  that 
an  efficient  mixture  of  air  and  oil  is  obtained. 

An  electric  motor  of  1/6  H.P.  incorporating  a  built- 
in  thermal  cutout  (manual  reset)  is  used  to  operate 
the  equipment. 

A  single  unit  consisting  of  a  rotary  pump  and 
pressure  regulating  valve  is  directly  connected  through 
a  flexible  coupling  to  the  motor,  this  pump  being  used 
to  pump  oil  from  the  storage  tank  to  the  burner  and 
also  to  furnish  pressure  through  the  regulating  valve 
on  the  oil  being  delivered  to  the  nozzle. 

Between  the  pump  and  motor  securely  mounted  to 
the  motor  shaft  is  a  blower  wheel  for  supplying  air 
in  proper  amounts  to  furnish  clean  combustion  of  the 
oil. 


The  oil  passes  through  a  jet  line  in  the  air  tube 
made  up  of  copper  tubing  and  pipe  on  the  end 
of  which  is  mounted  a  steel  nozzle  through  which  the 
oil  must  pass  and  be  broken  up  into  a  fine  mist  before 
entering  the  combustion  chamber  in  the  boiler. 

At  the  end  of  the  jet  line  in  front  and  above 
the  nozzle  are  a  set  of  electrodes  connected  to  a  high 
voltage  two  pole  transformer  which  will  supply  an 
electric  spark  so  that  the  oil  passing  through  the 
nozzle  and  becoming  mixed  with  the  air  will  be  ignited. 

The  whole  equipment  is  mounted  on  a  solid  circular 
cast  iron  base  of  ample  diameter  and  strength  to 
satisfactorily  support  the  equipment.  This  base  is 
directly  connected  to  the  chassis  with  an  adjustable 
nipple  so  that  various  heights  may  be  readily  arranged. 

The  burner  was  inspected  and  tested  at  the  plant 
of  the  Town  and  Country  Oil  Co.  in  the  presence 
of  Commissioner  Blum,  Chief  Engineer  Huber,  Mr. 
Fassig,  Mr.  Howard  and  other  representatives  of  the 
company. 

The  controls  operated  and  shut  down  the  burner  in 
90  seconds.  When  it  was  shut  off,  there  were  no 
flare  backs  or  undue  carbon  deposits. 

The  appliance  has  been  approved  by  the  Under¬ 
writers  Laboratories,  Misc.  Pet.  1268,  Application  No. 
39  C  624  A. 

It  is  recommended  that  the  Mercury  Oil  Burner, 
Model  M-2,  be  approved  for  use  in  New  York  City 
in  domestic  and  commercial  installations  with  fuel  oil 
not  heavier  than  No.  3  when  installed  in  accordance 
with  the  Oil  Burner  Rules  of  the  Board  of  Standards 
and  Appeals  and  with  this  report  on  condition  that 
the  burner  bear  a  label  permanently  affixed  reading, 
“Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  No.  722-39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Ch’ef  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance  on  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  appliance  known  as  the  Mercury 
Oil  Burner,  Model  M-2,  on  condition  that  the  appliance 
be  manufactured,  installed,  operated  and  labelled  in  ac¬ 
cordance  with  above  report. 

MATERIALS  SUBMITTED  FOR  APPROVAL 
955-38-SM. 

APPLICANT— George  M.  Wall,  for  The  F.  C.  Russell 
Insulation  Company,  owner. 

SUBJECT — Phoenix  Combination  Screen  and  Storm  Win¬ 
dow,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  Tp  DISMISS— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(955-38-SM) 

Whereas,  George  M.  Wall,  for  The  F.  C.  Russell  In¬ 
sulation  Company,  owner,  filed  October  31,  1938,  an  appli¬ 
cation  with  the  Board  of  Standards  and  Appeals  for  ap¬ 
proval  of  the  material  known  as  the  Phoenix  Combination 
Screen  and  Storm  Window ;  and 
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Whereas,  the  applicant  was  requested  to  call  at  this 
office,  relative  to  the  approval  of  this  material,  and  failed 
to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


681-39-SM. 

APPLICANT — Whiterock  Quarries,  Incorporated,  owner. 
SUBJECT — Whiterock  Pulverized  Quicklime,  approval  of. 
APPEARANCES— 

For  Applicant :  David  Tiersten. 

ACTION  OF  BOARD' — Material  approved  in  accordance 
with  report  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(681-39-SM) 

Whereas,  the  Whiterock  Quarries,  Incorporated,  owner, 
filed  May  23,  1939,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material,  known  as 
Whiterock  Pulverized  Quicklime;  and 

Whereas,  this  material  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 

V  hereas,  the  report  of  the  committee  on  tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 

Re:  Cal.  No.  681-39-SM 

Subject:  Whiterock  Pulverized  Quicklime, 
approval  of. 

The  Whiterock  Quarries  of  Bellefonte,  Pa.,  filed  an 
application  on  May  23,  1939,  with  the  Board  of 
Standards  and  Appeals  for  the  approval  of  their  mate¬ 
rial  known  as  Whiterock  Pulverized  Quicklime  under 
C26-312.0,  sub.  a  ( 7. 1. 1 .7. 1 ) ,  Administrative  Building 
Code. 

This  material  is  made  from  Calcium  Carbonate  at 
the  plant  of  the  applicant  located  at  Bellefonte,  Pa., 
by  taking  the  limestone  from  the  quarries  and  burning 
and  crushing  it  to  the  finished  state  in  accordance  with 
a  process  flow  sheet  filed  as  part  of  the  record.  The 
raw  material  has  a  composition  of  95-98%  calcium 
carbonate  with  varying  percentages  of  magnesium  car¬ 
bonate  and  the  raw  material  reserves  available  indi¬ 
cates  a  sufficient  supply  for  at  least  twenty-five  years. 

A  sample  of  this  material  was  selected  by  a  repre¬ 
sentative  of  the  board  from  a  shipment  delivered  to 
the  Bellevue  Hospital  in  New  York  City.  A  repre¬ 
sentative  sample  was  collected  from  six  variously 
located  bags  and  delivered  by  the  board  to  the  New 
York  Testing  Laboratories  in  New  York  City  on 
June  6,  1939  for  the  purpose  of  testing  this  Whiterock 
Pulverized  Quicklime  to  ascertain  whether  it  complies 
with  the  requirements  of  the  code.  The  results  of  this 
test  are  as  follows : 


A.S.T.M.  (C5-36)  Test 

Specification  Results 

75%  min.  Calcium  Oxide  .  97.02% 

-  Magnesium  Oxide  .  0.38 

95%  min.  Calcium  and  Magnesium  Oxide.  97.40 

5%  max.  Silica,  Alumina  and  Iron  Oxide.  2.05 

Sampled  at  kiln 

3%  max.  Carbon  Dioxide  .  0.76 

Sampled  Elsewhere 
10%  max. 

15%  max.  Residue  on  No.  20  Sieve .  5.7 


On  the  basis  of  this  test  meeting  the  requirements 
of  the  code,  the  committee  recommends  the  approval 
of  Whiterock  Pulverized  Quicklime  as  made  by  the 
Whiterock  Quarries,  Bellefonte,  Pa.,  for  approval  as 
a  quicklime  under  the  provisions  of  C26-312.0,  sub.  a 
(7.1. 1.7.1)  of  the  Administrative  Building  Code.  It  is 
further  recommended  that  in  using  this  material  that 
precautions  shall  be  taken  as  follows  during  the 
slacking : 

1.  Add  the  lime  to  the  water,  not  the  water 
to  the  lime. 

2.  Moisten  the  lime  thoroughly  with  water. 

3.  Prevent  steaming  by  hosing  and  adding  such 
water  as  is  necessary  but  do  not  permit  cooling 
by  adding  too  much  water. 

4.  When  weather  is  cold  use  hot  water. 

5.  When  used  in  mason’s  mortar  after  all 
action  has  ceased  store  for  at  least  24  hours  before 
adding  any  sand. 

6.  For  a  white  coat  after  all  action  has  ceased 
run  off  putty  through  a  No.  10  sieve  and  stor® 
for  at  least  two  weeks. 

7.  For  scratch  and  brown  coats  after  action 
has  ceased  pass  the  putty  through  a  No.  8  sieve, 
add  an  equal  part  of  sand  by  weight,  then  include 
the  hair  and  store  for  at  least  two  weeks. 

It  is  further  recommended  that  each  bag  containing 
this  material  shall  be  marked  or  labelled  as  follows : 
“Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  when  used  in  accordance 
with  the  requirements  of  Cal.  No.  681-39-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material  on  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  material  known  as  Whiterock 
Pulverized  Quicklime,  on  condition  that  the  material  be 
manufactured  and  labelled,  stamped  or  tagged  in  accordance 
with  above  report. 

Adjourned,  5:50  P.  M. 

Edward  V.  Barton,  Chief  Clerk. 


NOTICE 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conveni¬ 
ence  in  notifying  property  owners,  they  may  obtain  such 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1939  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City, 
State  and  Federal  Departments,  Bureaus,  Offices  and 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  of 
the  City  Record,  Room  2213,  Municipal  Building,  Man¬ 
hattan.  Price  50  cents;  by  mail,  three  cents  per  copy 
must  be  added  for  postage. 


949 


RULES 


EXTRACTS  FROM  CHAPTER  19,  ARTICLE  18  OF  THE  ADMINISTRATIVE  CODE  OF  THE 
CITY  OF  NEW  YORK,  RELATING  TO  REFRIGERATING  SYSTEMS 


ARTICLE  1. 

General  Provisions. 

§C19-2.0.  Definitions. 

Unless  otherwise  expressly  stated,  whenever  used  in  this 
chapter  the  following  terms  shall  respectively  be  deemed 
to  mean : 

34.  Refrigerating  system,  a  combination  of  apparatus  in 
which  a  refrigerant  is  circulated  for  the  purpose  of  ex¬ 
tracting  heat. 

(a)  The  parts  of  the  system  are  the  compressor,  gen¬ 
erator,  condensor,  absorber,  receiver,  shell  type  or  tube  type 
apparatus,  pipes,  vessels,  or  other  parts,  containing  refrig¬ 
erant. 

(b)  Direct  refrigeration,  a  system  in  which  the  refrig¬ 
erant  is  circulated  to  the  substance  or  space  refrigerated. 

(c)  Indirect  refrigeration,  a  system  in  which  brine 
cooled  by  the  refrigerant  is  circulated  to  the  substance  or 
space  refrigerated. 

(d)  Refrigerant  is  the  chemical  agent  other  than  brine 
used  to  produce  refrigeration. 

(e)  Irritant  refrigerant,  any  refrigerant  which  when 
breathed  attacks  the  throat  or  lungs. 

(f)  Hydrocarbon  refrigerants,  any  refrigerant  of  the 
hydrocarbon  class. 

(g)  Flammable  refrigerant,  any  refrigerant  which  will 
burn  or  explode  when  mixed  with  certain  proportions  of 
air. 

(h)  Refrigerating  machinery  room,  a  room  in  which 
is  located  a  refrigerating  system  containing  refrigerant,  but 
not  including  expansion  coils  when  located  in  cold  storage 
rooms  or  expansion  coils  when  located  in  refrigerator  boxes. 

(i)  Factor  of  safety,  the  multiple  three  and  one-third 
(3^3),  the  product  of  which  and  the  test  pressure,  con¬ 
stitutes  the  probable  rupture  pressure. 

(j)  Pressure  imposing  element,  that  apparatus  which 
draws  the  refrigerant  from  the  low  pressure  or  low  tem¬ 
perature  side  of  the  system  and  discharges  it  into  the  high 
pressure  or  high  temperature  side  of  the  system. 

(k)  Pressure  limiting  device,  a  pressure  or  temperature 
responsive  mechanism  for  automatically  stopping  the  oper¬ 
ation  of  the  pressure  imposing  element. 

(l)  Brine,  any  liquid  which  having  been  cooled  by  the 
refrigerating  system  is  used  for  the  transmission  of  heat. 

(m)  Pressure  relief  device,  a  pressure  relief  valve,  a 
rupture  member,  fusible  plug  or  other  approved  device  for 
relieving  the  pressure. 

(n)  Pressure  relief  valve,  a  valve  held  shut  by  a  spring 
or  other  means  to  automatically  relieve  pressure  in  excess 
of  its  setting. 

(o)  Rupture  member,  a  device  that  will  automatically 
rupture  at  a  pre-determined  pressure. 

(p)  Liquid  receiver,  a  vessel  permanently  connected  to 
a  system  by  inlet  and  outlet  pipes  for  storage  of  a  liquid 
refrigerant. 

(q)  Container,  a  cylinder  for  the  shipment  of  refrig¬ 
erant  constructed  to  conform,  to  the  regulations  of  the 
Interstate  Commerce  Commission. 

(r)  Mixer,  a  vessel  or  device  in  a  system  for  mixing 
the  ammonia  or  other  soluble  vapor  with  water. 

(s)  Stop  valve,  a  cut-off  valve  for  use  during  normal 
operation. 

(t)  Service  valve,  a  key-operated  shut-off  valve  used 
only  during  shipment,  installation  or  repairs. 

(u)  Fusible  plug,  a  device  having  a  predetermined- 
temperature  fusible  member  for  the  relief  of  pressure. 

(v)  Public  buildings,  commercial  buildings  and  resi¬ 
dence  buildings  are  buildings  as  so  defined  by  Article  4, 
C26-235.0  of  the  Administrative  Code  of  the  Citv  of  New 
York. 

fa)  Public  Buildings.  Public  buildings  are  structures 
or  parts  of  structures  in  which  persons  congregate  for 


civic,  political,  educational,  religious  or  recreational  pur¬ 
poses,  or  in  which  persons  are  harbored  to  receive  medical, 
charitable  or  other  care  or  treatment,  or  in  which  persons 
are  held  or  detained  by  reason  of  public  or  civic  duty,  or 
for  correctional  purposes,  including  among  others,  court 
houses,  schools,  colleges,  libraries,  museums,  exhibition 
buildings,  lecture  halls,  churches,  assembly  halls,  lodge 
rooms,  club  houses  with  more  than  five  sleeping  rooms, 
dance  halls,  theatres,  bath  houses,  hospitals,  asylums,  armo¬ 
ries,  fire  houses,  police  stations,  jails  and  passenger  depots. 

(b)  Residence  Buildings.  Residence  buildings  are 
structures  or  parts  of  structures  in  which  sleeping  accom 
modations  are  provided,  except  such  as  may  for  other 
reasons  be  classed  as  public  buildings,  including  multiple 
dwellings  as  defined  in  the  Multiple  Dwelling  Law. 

(c)  Commercial  Bu'ldings.  Commercial  buildings  are 
structures  or  parts  of  structures,  which  are  not  public 
buildings  or  residence  buildings,  including  among  others, 
office  buildings,  factory  buildings,  salesrooms  (stores), 
markets,  restaurants,  warehouses,  freight  depots,  car  barns, 
stables,  garages,  motor  vehicle  repair  shops,  factories, 
laboratories,  smoke  houses,  grain  elevators,  coal  pockets, 
central  station  power  plants  and  electric  sub-stations. 

ARTICLE  3. 

Bonds  and  Fees. 

§09-24.0.  Fees  for  Permits. 

Applicants  for  permits  under  the  provisions  of  this  chap¬ 


ter  shall  pay  annual  fees  as  follows : 

35.  Refrigerating  systems : 

Class  A  systems .  $20  00 

Class  B  systems .  10.00 

Class  C  systems  containing  over  six  pounds 

of  refrigerant  .  5.00 

Class  C  systems  containing  six  pounds  or 

less  of  refrigerant .  1.00 


Cl 9-  96  0. 
C26-214.0. 
C19-  97.0. 
C19-  98.0. 
Cl 9-  99.0. 
Cl  9-100.0. 
09-101.0. 
09-102,0. 
09-103.0. 
09-104.0. 
09-105.0. 
09-106.0. 
09-107.0. 


ARTICLE  18. 

Refrigerating  Systems. 

Permits. 

Supervision. 

Classification. 

Permissible  locations. 

Refrigerating  machinery  rooms  and  ventilation. 
Open  flames  and  electrical  equipment. 

Testing. 

Piping. 

Safety  devices. 

Size  of  safety  devices. 

Location  and  discharge  of  safety  devices. 
Operating  precautions. 

Equipment  diagrams. 


§09-96.0.  Permits. 

(a)  Except  as  hereinafter  provided  in  this  article  it 
shall  be  unlawful  to  maintain  or  operate  a  refrigerating 
system  without  a  permit. 

(b)  A  permit  will  not  be  required  for  a  Class  C  system 
when  maintained  or  operated  in  the  residence  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house  or  a  business 
building. 

(c)  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 
frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions  of  this  article, 
as  are  deemed  by  the  fire  commissioner  necessary  in  the 
interest  of  public  safety. 

NOTE: — The  Fire  Chief  and  Commissioner  prescribed 
under  date  of  April  4,  1934,  the  following: 
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1.  That  the  refrigerants  dichlorodifluoromethane,  known 
as  ••hreon’  (“Kinetic  No.  12”  also  “F-12”)  CC1-F.  also 
dichlorotetrafluoroethane  (“F-114”)  GC12F4  and  mono- 
nuorotrichloromethane  (“F-ll”)  CFC1S  are  non-flainmable 
^  iin<?n  irntant’  urd?ss  otherwise  hereinafter  provided,  and 
s.  .  he  regulated  in  accordance  with  the  provisions  of 
Article  18  of  Chapter  19  of  the  Administrative  Code,  as 
such,  except,  when  used  in  a  room  or  rooms  in  which  there 
iS  an  open  flame  or  apparatus  to  produce  an  open  flame 
when  the  provisions  of  said  article  covering  irritant  re¬ 
frigerants  shall  apply. 

2.  That  refrigerating  systems  employing  F-ll;  F-12  or 
-114  ar^  restricted  to  parts  of  a  building  so  specified  in 

Section  Cl 9-98.0  (b)  for  refrigerants  other  than  non- 
lrritant  and  non-flammable. 

3.  That  refrigerating  systems  employing  F-ll;  F-12  or 
b-114  used  for  air  conditioning  are  restricted  to  the  indi¬ 
rect  method  except  that  the  direct  method  may  be  used  in 
parts  of  a  building  so  specified  in  Section  C19-98.0  (b) 

or  refrigerants  other  than  non-irritant  and  non-flam¬ 
mable. 

/ruat„refrigerat.inS  systems  employing  F-ll;  F-12  or 
^-114  shal  not  be  installed  or  maintained  in  or  on  the 
stairways  halls,  lobbies,  entrances,  exits  or  .auditoriums  of 
any  building. 

5.  That  refrigerating  systems  employing  F-ll;  F-12  or 
r - 114,  shall  not  be  installed  or  maintained  in  a  hospital,  un¬ 
less  the  entire  system  is  confined  in  a  fireproof  machinery 
room,  used  for  no  other  purpose,  and  in  which  no  open 
flame  shall  be  employed,  except  that  the  Class  “C”  system 
containing  not  more  than  10  pounds  of  refrigerant  may  be 
used  m  a  diet  kitchen  which  shall  be  cut  off  from  the  rest 
ot  the  building  by  a  tight  fitting  self-closing  door  or  doors 
and  provided  with  a  window  or  windows  to  the  outside 
air.  All  open  flames,  and/or  apparatus  for  producing  an 
open  flame  in  diet  kitchens  where  these  refrigerants  are 
used  shall  be  vented  to  the  outside  air  as  herinafter  re¬ 
quired  in  Paragraph  8. 

6-  Thiit  refrigerating  systems  employing  F-ll  -  F-12  or 
h-114  may  be  installed  or  maintained  in  a  hospital  pmate 
room,  haying  tight  partitions  and  tight  fitting  self-closing 
door  or  doors  and  where  not  more  than  two  persons  are 
helpless  and/or  given  medical  treatment,  provided  there  is 
no  open  flame  and/or  apparatus  for  producing  an  open 
Hume  in  such  room  and  when  the  system  contains  not  more 
than  10  pounds  of  refrigerant. 

PU  , That  a  refr'gerating  system  employing  F-ll;  F-12  or 
,7  shall  not  be  installed  or  maintained  in  a  theatre 
and/or  motion  picture  theatre  unless  the  entire  system  is 
confined  in  a  fireproof  machinery  room,  used  for  no  other 
purpose,  and  in  which  no  open  flame  and/or  apparatus  to 
produce  such  open  flame  shall  be  employed. 

&  /That  a  refrigerating  system  employing  F-ll;  F-12  or 
*4  when  used  in  a  room  or  rooms  in  which  there  is  an 
open  flame  or  apparatus  to  produce  such  open  flame,  such 
open  flame  and/or  apparatus  shall  be  provided  with  a’  hood 
and  independent  mechanical  ventilation  so  arranged  as  to 
convey  ad  the  products  of  combustion  to  the  outside  of  the 
building.  I  his  provision  shall  apply  only  to  diet  kitchens 
or  hospita  s  and  to  Class  “C”  systems  in  schools,  churches 
dance  halls,  court  rooms,  police  stations,  jails,  asylums’ 
subways,  passenger  depots,  rooms  opening  into  passenger 
depots  and/or  subways  and  such  other  places  as  are  deemed 
by  the  1  ire  Commissioner  necessary  in  the  interest  of  pub¬ 
lic  safety. 

9  That  each  refrigerating  machinery  room  in  any 
building  in  which  F-ll;  F-12  or  F-114  are  used,  shall  be 
maintained  vapor-tight  and  provided  with  tight  fitting,  self¬ 
closing  doors,  in  accordance  with  Section  C19-99.0  (a). 

10.  That  each  refrigerating  machinery  room  in  which 
•h-ll  ;  F-12  or  F-114  is  used,  shall  be  adequately  ventilated 

/•mnnA  t!]e  °u„tside,  air  in  accordance  with  Section 
C19-99.0  (b),  1,  2,  3  and  4. 

11.  Tests  pressures  and  setting  of  safety  valves  for  sys¬ 
tems  em  pi  ovine  F-ll,  F-12  or  F-114,  shall  he  included' in 
Section  09-101. 0  as  follows: 


Refrigerant  Column  No.  1  Column  No.  2  Column  No  3 
F-ll  25  15  15 

F-12  180  120  135 

F-114  60  30  30 

12  That  the  size  of  pressure  relief  valves  for  systems 
in  which  F-ll,  F-12  or  F-114  is  employed,  shall  be  as 
follows : 

Capacity  of  System  Number  Required 

Up  to  30  tons  One  V2  inch 

30  to  60  “  One  44  “ 

60  to  100  “  One  1 

100  to  175  “  One \%  inches 

175  to  250  “  One  lj4  “ 

250  to  450  “  One  2  “ 

450  to  900  “  Two  2 

13.  That  the  storage  of  F-ll,  F-12  or  F-114  shall  con¬ 
form  with  Section  C19-106.0  (c)-5  for  other  refrigerants. 

14.  That  all  other  sections  or  parts  of  Article  18  of  the 
Administrative  Code  not  so  mentioned,  shall  be  com¬ 
plied  with. 

15.  That  refrigerating  systems  employing  F-ll,  F-12  or 

j  4,  installed  prior  to  May  19,  1932,  shall  be  inspected, 

a r  i  f°.und  comPly  with  the  rules,  or  if  in  the  opinion 
of  the  Fire  Commissioner,  the  installations  are  of  a  non- 
hazardous  character,  a  permit  may  be  issued.  Installations 
which  have  been  made  in  hospitals,  theatres,  asylums  and 
places  of  public  assembly  shall  be  made  to  comply  strictly 
with  these  rules. 

(d)  A  permit,  where  required,  shall  be  applied  for 
forty-eight  hours  after  installation  is  completed,  contain- 
mg'  the  name  of  the  person  for  whom  the  system  is  in- 
stalled  and  the  place  of  location  of  the  system. 

(e)  Only  the  refrigerant  specified  in  the  permit  shall 
be  used  m  the  system. 

(f)  Refrigerating  systems  to  which  these  provisions 
cannot  be  applied,  may  be  maintained  and  operated  subject 
to  such  conditions  as  are  deemed  necessary  by  the  fire 
commissioner. 

§C26-214.0.  Refrigeration  System  Operators; 
Certificate  of  Qualification. 

(a)  It  shall  be  unlawful  to  maintain  or  operate  in  any 
building  any  refrigerating  system  containing  more  than 
fifty  (50)  pounds  of  refrigerant  except  under  the  per¬ 
sonal  supervision,  direction  or  control  of  either  a  duly 
licensed  engineer  or  a  person  who  has  obtained  a  certificate 
of  qualification  from  the  superintendent  to  operate  such  a 
system.  Where  the  system  contains  two  hundred  (200) 
pounds  or  less  of  refrigerant  and  is  fully  automatic,  onlv 
one  qualified  operator  will  be  required. 

(b)  It  shall  be  unlawful  to  maintain  or  operate  in  a 
public  building  or  exhibition  hall  any  Class  C  system  per¬ 
mitted  for  exhibition  or  demonstration  purposes  except 
under  the  personal  supervision,  direction  or  control  of 
either  a  duly  licensed  engineer  or  a  person  who  has  ob¬ 
tained  a  certificate  of  qualification  from  the  superintendent 
to  operate  such  a  system. 

(c)  Upon  receipt  of  such  certificate  the  applicant  there¬ 
for  shall  pay  an  annual  license  fee  as  follows:  For  the  in¬ 
itial  fee  $5,  and  for  renewal  thereof  the  sum  of  $1  pro¬ 
vided  application  for  such  renewal  be  made  for  within 
thirty  days  prior  to  the  expiration  of  such  certificate.  Any 
such  certificate  may  be  revoked  or  suspended  for  cause  at 
any  time  by  the  superintendent. 

§C19-97.0.  Classifications. 

(a)  The  total  amount  of  refrigerant  common  to  a  system 
operating  through  one  or  more  evaporators,  shall  be  con¬ 
sidered  the  capacity  of  the  system  and  determine  its  class. 

(b)  A  Class  A  system  is  a  system  containing  one  thou¬ 
sand  (1,000)  pounds  or  over  of  refrigerant,  or  capable  of 
thirty  (30)  tons  capacity  or  over. 

(c)  A  Class  B  system  is  a  system  capable  of  less  than 
thirty  (30)  tons  capacity,  or  containing  less  than  one  thou¬ 
sand  (1,000)  pounds  of  refrigerant  and  more  the  amounts 
provided  for  in  a  Class  C  system. 

(d)  A  Class  C  system  is  a  system  containing  not  more 
than  twentv  (20)  pounds  of  refrigerant. 
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§C  19-98.0.  Permissible  Locations. 

(a)  It  shall  be  unlawful  to  install  any  Class  A  or  Class 
B  systems  in  any  public  building  as  defined  by  subdivision  a 
of  section  C26-235.0  of  the  code,  until  plans  have  been  filed 
with  and  approved  by  the  fire  commissioner,  and  no  re¬ 
frigerant  shall  be  placed  in  the  system  until  a  permit  has 
been  obtained  from  the  fire  commissioner. 

(b)  The  direct  method  of  refrigeration  shall  not  be 
used  in  any  building,  whether  or  not  a  permit  is  required 
for  installation  therein,  outside  of  the  refrigerating  ma¬ 
chinery  room  except  in  buildings  used  exclusively  for  ice 
making  or  for  refrigerating  purposes,  or  when  such  method 
is  not  carried  above  the  first  floor  in  business  buildings,  or 
in  the  business  sections  of  business  buildings  provided  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a  resi¬ 
dence  building  occupied  by  not  more  than  two  families,  or 
in  any  building  provided  a  non-irritant  and  non-flammable 
refrigerant  is  used.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  December  13,  1927. 

(c)  It  shall  be  unlawful  to  use  brine  in  any  brine  cir¬ 
culating  system  that  will  generate  flammable  vapor  at  a 
temperature  below  100  degrees  Fahrenheit  when  tested  in 
a  Tagliabue  open  cup  tester,  and  no  refrigerant  shall  be 
used  as  a  brine. 

(d)  It  shall  be  unlawful  to  install  or  maintain  a  Class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  used  exclusively  for  ice 
making  or  refrigerating  purposes.  The  provisions  of  this 
subdivision  shall  not  apply  to  a  building  in  which  installa¬ 
tion  was  made  prior  to  December  13,  1927. 

(e)  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 
(10)  pounds  of  refrigerant. 

(f)  It  shall  be  unlawful  to  install  or  maintain  a  re¬ 
frigerating  system  employing  an  irritant  or  inflammable 
refrigerant  in  or  on : 

1.  The  stairways,  halls,  lobbies,  entrances,  exits  or 
auditoriums  of  any  building; 

2.  Dance  halls,  court  rooms,  police  stations,  jails,  sub¬ 
ways,  theatres,  or  motion  picture  theatres  ; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger 
depot  or  rooms  opening  directly  therein ; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre,  or  where  persons  are  detained 
or  confined ; 

5.  A  school  unless  the  refrigerating  system  is  used  ex¬ 
clusively  for  instructions  or  research  purposes ; 

6.  A  hospital  or  asylum  in  which  persons  are  confined 
or  given  medical  treatment  or  helpless.  Unless  otherwise  re¬ 
quired  by  this  section,  such  refrigerating  system  shall  be  cut 
off  from  the  building  by  unpierced  fireproof  construction. 

The  foregoing  provisions  do  not  apply  to  hermetically 
sealed  unit  systems  containing  not  more  than  six  (6) 
pounds  of  refrigerant  when  located  in  dance  halls,  police 
stations,  diet  kitchens  of  hospitals,  or  laboratories,  and 
when  located  in  rooms  shut  off  from  the  rest  of  the 
building  by  tight  partitions  and  tigbt-fitting,  solid,  self¬ 
closing  doors  and  located  in  a  room  having  a  window  to 
the  outside  air. 

(g)  An  intermittent  absorption  type  of  refrigerating 
machine  shall  not  be  permitted  in  a  Class  A  system.  Such 
a  type  of  machine  shall  be  permitted  in  a  Class  B  system 
only  when  a  heating  medium  of  low  pressure  steam  is  used 
in  its  operation. 

(h)  The  use  of  methyl  and  ethyl  chloride,  sulphur  diox¬ 
ide,  or  a  hydro-carbon  refrigerant  will  not  be  permitted 
in  Class  A  systems. 

(i)  A  Class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  Borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  he  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 


and  shall  be  located  on  the  ground  floor,  which  shall  be  of 
unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
(8")  of  brick  or  six  inches  (6")  of  reinforced  concrete. 
Direct  exit  therefrom  leading  to  the  open  air  and  not  to 
any  other  part  of  the  building  shall  be  maintained  and  shall 
be  provided  with  vapor-tight,  self-closing,  fireproof  doors. 

§C  19-99.0.  Refrigerating  Machinery  Rooms  and 
Ventilation. 

a.  Refrigerating  machinery  rooms. 

1.  All  refrigerating  machinery  rooms  in  which  an 
irritant  refrigerant  is  used  shall  be  maintained  vapor-tight 
except  that  all  doors  which  open  to  other  parts  of  the 
building  shall  only  be  required  to  be  self-closing  and  close 
fitting,  and  shall  be  kept  closed  at  all  times,  except  during 
entrance  or  exit.  All  other  openings  that  may  permit  the 
passage  of  vapor  to  other  parts  of  the  building  shall  be 
vapor-tight  and  kept  closed.  No  opening  from  elevator 
shafts  shall  be  permitted  in  the  refrigerating  machinery 
room.  This  provision,  however,  shall  not  apply  to  dumb¬ 
waiter  shafts  the  door  openings  of  which  are  protected 
with  self-closing  fire  doors  or  to  a  system  containing  less 
than  six  (6)  pounds  of  refrigerant.  Closets  solely  con¬ 
tained  within  and  opening  only  into  the  refrigerating  ma¬ 
chinery  room  shall  be  considered  as  part  of  the  room  in 
which  it  opens. 

2.  In  Class  A  and  Class  B  systems  in  which  an  irri¬ 
tant  refrigerant  is  used,  the  doors  of  the  refrigerating 
machinery  rooms  shall  open  outwardly. 

b.  Ventilation. 

1.  Each  Class  A,  B  and  C  refrigerating  machinery 
room  of  any  system  shall  be  independently  provided  with 
means  for  adequate  ventilation  to  the  outer  air.  The  ven¬ 
tilation  shall  consist  of  a  window  or  windows  opening 
directly  to  the  open  air,  or  mechanical  means  capable  of 
exhausting  the  foul  air  from  the  room. 

2.  When  a  window  or  windows  are  used,  if  placed  in 
opposite  walls  so  as  to  provide  a  through  air  circulation  to 
the  outer  ai£,  a  total  area  of  inlet  and  outlet,  respectively, 
of  not  less  than  that  specified  in  Column  D  of  the  table  in 
subdivision  4  shall  be  provided.  When  a  window  or  win¬ 
dows  are  placed  in  one  wall  a  total  area  shall  be  provided 
not  less  than  that  specified  in  Column  E  of  such  table. 

3.  When  mechanical  means  are  used  they  shall  consist 
of  a  power-driven  exhaust  fan  of  the  enclosed  case  blower 
type  which  shall  be  capable  of  removing  from  the  refrig¬ 
erating  machinery  room  the  amount  of  air  specified  in  Col¬ 
umn  B  of  the  table  in  subdivision  4.  The  inlet  to  the  fan 
shall  be  located  near  the  refrigerating  equipment.  The  out¬ 
let  from  the  fan  shall  terminate  not  less  than  six  (6)  feet 
above  the  sidewalk  and  in  no  case  under  a  stairway  or  fire 
escape.  Where  air  ducts  are  used  on  either  the  inlet  or 
discharge  side  of  the  fan  they  shall  each  have  an  area  not 
less  than  that  specified  in  Column  C  of  such  table.  Sharp 
bends  in  the  run  of  the  ducts  shall  be  avoided.  The  con¬ 
trol  for  such  mechanical  means  of  ventilation  shall  be 
easily  accessible  and  located  outside  of  the  refrigerating 
machinery  room. 

4. 


Pounds  of 
Refriger¬ 
ant  in 
System. 

Mechan¬ 
ical  Cu. 

Ft.  per 
Minute 
Discharge. 

Window  Area 
Meehan-  in  Sq.  Ft. 

ical  Sq.  for  each 

Ft.  Duct  Opposite 

Area.  Side. 

Window  Area 
in  Sq.  Ft.  for 
One  Side 
Only. 

A 

B 

c 

D 

E 

Up  to  ...  20 

150 

1/4 

1 

6 

50 

250 

1/3 

1  1/2 

12 

100 

400 

1/2 

2 

16 

150 

550 

2/3 

2  1/2 

19 

200 

680 

2/3 

3 

25 

250 

800 

1 

3  1/2 

29 

300 

900 

1 

4 

32 

400 

1,100 

1  1/4 

4  1/2 

38 

500 

1,275 

1  1/4 

5 

42 
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600 

1,450 

1  1/2 

6 

45 

700 

1,630 

1  1/2 

6  1/2 

48 

800 

1,800 

2 

7 

51 

900 

1,950 

2 

7  1/2 

55 

1,000 

2,050 

2 

8 

59 

1,250 

2,350 

2  1/4 

9 

68 

1,500 

2,800 

2  1/2 

11 

78 

1,750 

3,150 

3 

12  1/2 

87 

2,000 

3,500 

3  1/2 

14 

95 

2,500 

4,150 

4 

16 

113 

3,000 

4,500 

4  1/2 

18 

130 

4,000 

6,000 

6 

24 

167 

5,000 

7,500 

7  1/2 

30 

204 

6,000 

9,000 

9 

36 

241 

7,000 

10,500 

10  1/2 

42 

278 

8,000 

12,000 

12 

48 

315 

9,000 

13,000 

13 

52 

342 

10,000 

14,000 

14 

56 

360 

12,000 

17,000 

17 

68 

425 

14,000 

19,000 

19 

75 

470 

16,000 

22,000 

22 

86 

540 

18,000 

24,000 

24 

92 

580 

20,000 

26,500 

26 

100 

630 

25,000 

33,000 

33 

121 

760 

30,000 

39,000 

39 

142 

870 

35,000 

44,000 

44 

155 

940 

40,000 

51,000 

51 

176 

1  060 

45.000 

56.000 

56 

190 

1.120 

Note-Door  openings  leading  directly  to  the  open  air 
shall  be  considered  equivalent  to  windows  for  the  require- 

mrtS™£ecified  in  columns  “D”  and  “E”  of  this  table. 

.  Where  a  non-irritant  or  nonflammable  refrigerant 
is  employed,  the  requirements  as  given  in  the  table  in  sub¬ 
division  4  may  be  reduced  by  one-half.  When  air  or  water 
is  employed  as  the  refrigerant  no  ventilation  shall  be  re¬ 
quired. 

6.  In  lieu  of  mechanical  means  of  ventilation  in  re¬ 
frigerating  machinery  rooms  where  a  Class  A  system 
or  a  Class  B  system  using  ammonia  is  installed,  a 
water  deluge  may  be  provided  which  shall  consist  of  a 
sprinkler  system  having  open  heads  of  not  less  than 
one-quarter  inch  (J4")  orifice  spaced  not  more  than  eight 
feet  apart  in  any  direction,  and  such  system  shall  be 
located  above  all  the  refrigerating  apparatus  and  piping 
JH  j  e  refrigerating  machinery  room.  Not  more  than  one 
ead  shall  be. installed  on  a  j^-inch  pipe;  five  heads  on  a 
1-inch  pipe,*  six  heads  on  a  1/4-inch  pipe.  The  deluge  sys- 
tern  shall  be  permanently  connected  with  the  main  house 
supply  or  other  assured  source  from  which  a  constant 
water  pressuie  .of  not  less  than  twenty  pounds  per  square 
inch  can  be  maintained  on  the  inlet  side  of  the  main  con¬ 
trol  valve  or  valves  at  all  times.  The  control  valve  or 
valves  for  such  water  deluge  system  shall  be  manually 
operated  and  easily  accessible,  and  shall  be  labeled  and 
located  outside  of  the  refrigerating  machinery  room. 

§09-100.0.  Open  Flames  and  Electrical  Equip¬ 
ment. 

a.  Open  flames. 

No  fire-flame. or  arc  light  will  be  permitted  in  a  Class  A 
or  B  refrigerating  machinery  room  in  which  a  flammable 
refrigerant  is  used. 

b.  Electrical  equipment. 

1.  All  Class  A  and  B  refrigerating  systems  containing 
more  than  fifty  (50)  pounds  of  refrigerant  shall  have  an 
emergency  switch  controlling  all  of  the  electrically-oper¬ 
ated  refrigerating  machinery  or  the  remote  control  of 
such  a  switch  located  outside  of  the  refrigerating  machin¬ 
ery  room  where  it  can  be  quickly  reached  and  operated  in 
case  of  necessity. 

2.  Where  the  operating  mechanism  in  any  system  is 
dependent  upon  electrical  control,  such  control  in  a  pressure 
limiting  device  shall  be  on  a  closed  circuit.  Nothing  herein 
contained  shall  require  a  hand  reset  on  an  automatic  type 
ot  refrigerating  machine. 


§09-101.0.  Testing. 

Every  part  of  any  refrigerating  system,  except  pres¬ 
sure  gauges  and  control  mechanism  shall  be  tested  to  at 
least  the  following  pressures :  Class  A  and  B  systems  con¬ 
taining  over  fifty  (50)  pounds  of  refrigerant  shall  be  tested 
a  ter  installation  and  proved  tight  before  being  operated. 
A  dated  declaration  of  such  test,  signed  by  the  tester,  shall 
be  posted  in  the  machinery  room. 


Refrigerant. 


Carbon  dioxide  . . 

Ethane  . . 

Ammonia  . 

Propane  . . 

Methyl  chloride  . 

Sulphur  dioxide  . 

Iso-butane  . 

Butane  . 

Ethyl  chloride  . 

Dichloromethane . 

Dichloroethylene  _ 

Trichloroethylene  . 


§09-102.0.  Piping. 


Col.  1.  Col.  2.  Col.  3. 

Low  Pressure  Side. 

High  . - -x 1 % 

Pressure  With  Without 

Side.  Safety  Safety 

Valves.  Valves. 


1,500 

750 

1,000 

1,050 

520 

760 

300 

150 

225 

250 

115 

175 

155 

80 

120 

135 

100 

100 

90 

45 

70 

75 

35 

50 

30 

15 

25 

12 

12 

12 

12 

12 

12 

12 

12 

12 

1. .  All  piping,  liquid  receivers  or  vessels  containing  the 
refrigerant,  shall  be  supported  on  or  by  strong  and  durable 
materials.  This  provision  shall  not  apply  to  Class  C  in¬ 
stallations. 

2.  The  arrangement  of  stop  valves,  relief  devices,  and 
other  similar  devices,  when  used  shall  be  as  shown  on  the 
diagram  for  Class  A  and  B  systems  in  section  C19-107  0 
of  the  code. 

3.  Every  system  which  may  be  charged  after  installa¬ 
tion  shall  have  the  charging  connection  located  on  its  low 
pressure  side. 


b.  Gauge  glasses. 

Liquid  level  gauge  glasses,  except  those  of  the  bull’s 
eye  type,  shall  have  automatic  closing  shut-off  valves  and 
such  glasses  shall  be  adequately  protected  against  injury 
by  slotted  metal  casings. 


§09-103.0.  Safety  Devices. 

a.  Construction  and  setting. 

1.  Piessure  relief  valves,  pressure  limiting  devices  and 
rupture  members  shall  be  set  to  prevent  the  pressure  from 
exceeding  the  test  pressure.  The  pressure  at  which  the  de¬ 
vice.  is  set  to  function  shall  be  indicated  thereon.  (See 
section  C19-101.0  of  the  code,  columns  1  and  2  of  table.) 

2.  Fusible  plugs  shall  relieve  the  pressure  at  a  tempera¬ 
ture  not  exceeding  280  degrees  Fahrenheit. 

b.  Use  of  stop  valves. 

1.  It  shall  be  unlawful  to  locate  a  stop  valve  between  a 
pressure  relief  device  or  pressure  limiting  device  and  the 

r°  j  system  protected  thereby,  unless  two  pressure 
relief  devices  of  required  size  are  used,  and  so  arranged 
that  ,  only  one  pressure  relief  device  can  be  cut  off  for 
repair  purposes  at  any  one  time. 

2.  A  Class  B  system  in  which  no  stop  valves  are  used 
and  in  which  the  pressure  will  equalize  throughout  the 
system  when  the  pressure  imposing  element  is  not  in  opera¬ 
tion  may  be  protected  by  only  one  pressure  relief  device 
located  on  the  high  pressure  side. 

c.  Ammonia  mixer. 

1.  The  low  pressure  side  of  a  Class  A  ammonia  sys¬ 
tem  shall  be  provided  with  a  hand-operated  valve  for  dis¬ 
charging  the  ammonia  into  water  through  a  mixer  to  the 
sewer  in  case  of  emergency. 

2.  The  ammonia  mixer  shall  be  constructed  of  steel 
and  shall  be  capable  of  withstanding  a  pressure  of  at  least 
fifty  (50)  pounds  per  square  inch. 

3.  It  shall  be  unlawful  to  locate  a  valve  in  the  ammonia 
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emergency  discharge  line,  except  for  the  manually-oper¬ 
ated  valve  discharging  into  the  water  and  ammonia  mixer, 
but  there  may  be  one  stop  valve  located  inside  the  building 
for  repair  purposes  only.  This  valve  shall  be  sealed  open 
and  labeled  “Keep  Open.” 

4.  The  manually  operated  pressure  relief  valve  shall  be 
located'  in  a  locked  box  which  can  be  opened  by  members  of 
the  Fire  Department  by  means  of  a  Fire  Department  key. 
The  door  of  the  box  shall  be  on  the  public  thoroughfare 
side  of  the  building  in  an  easily  accessible  location  and  not 
less  than  eighteen  (18)  inches  or  more  than  five  (5)  feet 
above  the  sidewalk  level.  The  box  shall  be  permanently 
labeled  with  letters  of  not  less  than  one  (1)  inch  reading 
“For  Fire  Department  Use  Only.”  The  relief  valve  shall  be 
labeled  “Ammonia.”  A  sign  shall  be  posted  within  the  box 
reading  “Do  Not  Open  Valve  Until  Water  Is  Flowing.” 

5.  A  single  standard  three  (3)  inch  fire  department 
connection  shall  be  provided  through  which  the  necessary 
water  may  be  supplied  to  the  mixer.  The  fire  department 
connection  shall  be  located  near  the  box  and  not  less  than 
eighteen  (18)  inches  or  more  than  twenty-four  (24)  inches 
above  the  sidewalk  level  and  shall  be  permanently  labeled 
having  letters  not  less  than  one  (1)  inch  high  reading  “To 
Ammonia  Mixer.”  A  check  valve  so  set  as  to  prevent  gases 
from  reaching  the  fire  department  connection  shall  be  in¬ 
stalled  in  the  water  line  between  the  fire  department  con¬ 
nection  and  the  water  and  ammonia  mixer. 

6.  The  fire  department  shall  have  sole  use  of  the 
mixer  and  supply  the  necessary  water. 

7.  In  systems  using  over  twenty-seven  thousand 
(27,000)  pounds  of  ammonia  there  shall  be  provided  one 
additional  water  and  ammonia  mixer  for  each  twenty-seven 
thousand  (27,000)  pounds  of  ammonia  or  fraction  thereof 
so  used  in  excess. 

8.  The  ammonia  mixer  and  its  connection  for  a  Gass 
A  system  shall  conform  to  the  diagram  in  section  C19-107.0 
of  the  code. 
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ARRANGEMENT  OF  PRESSURE  RELIEF  DEVICES 
FOP. 

CLASS  TV  EQUIPMENT 

Section  09-107. 0 


TO  OUTSIDE  ATM0SPMERC 


§09-104.0.  Size  of  Safety  Devices. 


(a)  The  size  of  pressure  relief  valves  shall  be  as  follows : 


Capacity 
of  System. 

COa  and 
Ethane,  No. 
Req.,  Size. 

Other 

Refrigerants, 
No.  Req.,  Size. 

Up  to  30  tons . 

.  i —5*" 

1— Fz" 

30  to  60  tons . 

.  1—5*" 

1-3/4" 

60  to  100  tons . 

.  1—5*" 

l— r 

100  to  175  tons . 

.  1—5*" 

1—154" 

175  to  250  tons . 

.  1-3/4" 

1—15*" 

250  to  450  tons . 

.  l—l" 

1—2" 

450  to  900  tons . 

2—2" 

(b)  Where  rupture  members  are  permitted  and  used,  the 
equivalent  area  of  the  relief  valve  specified  must  be  pro¬ 
vided. 

(c)  Fusible  plugs  may  be  used  on  all  Gass  C  systems 
and  on  all  Gass  B  systems  of  the  hermetically  sealed  com¬ 
pression  type  containing  not  more  than  fifty  (50)  pounds 
of  refrigerant.  The  free  discharge  opening  shall  be  one- 
sixteenth  (1/16)  inch  in  diameter. 

§09-105.0.  Location  and  Discharge  of  Safety 
Devices. 

a.  Location. 

A  pressure  limiting  device  shall  be  provided  on  the 
high  pressure  side  of  each  water-cooled  refrigerating  sys¬ 
tem  containing  more  than  six  (6)  pounds  of  refrigerant. 
A  pressure  relief  valve  shall  be  provided  on  the  high  pres¬ 
sure  side  of  each  water-cooled  refrigerating  system  con¬ 
taining  twenty  (20)  pounds  or  more  of  refrigerant,  but  it 
shall  not  be  necessary  to  discharge  the  refrigerant  to  the 
outside  air  or  water  tank  from  any  such  refrigerating  sys¬ 
tem  containing  fifty  (50)  pounds  or  less  of  refrigerant,  any 
other  provision  of  part  1,  of  this  title,  to  the  contrary  not¬ 
withstanding. 

b.  Location  and  discharge  of  safety  devices. 

1.  Each  compressor  or  generator  of  a  Gass  A  or  B 
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ARRANGEMENT  OF  PRESSURE  RELIEF  DEVICES 
FOR. 

CLASS  *B”  EQUIPMENT 

Section  09-107. G 
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syStem  containing  more  than  100  pounds  of  refrigerant 
shah  he  protected  by  a  pressure  relief  valve  connected  into 
the  high  pressure  side  between  the  main  stop  valve  and  the 

hereinafter  pToS™"  ‘°  » 

v-?’  r^ure  member  may  be  substituted  for  the  relief 

phedc  pres2;rey  mS  °r  SyStCmS  °Perating  bd°W  atmos‘ 

3.  Shell  type  apparatus  such  as  liquid  receivers  con- 

Clas^A  andPnat°rSft  hqUid  separators  and  absorbers  of 
?  aSf  B  systems  containing  more  than  fifty 

fsoT  lo,?  /  TranSandr  ?,aSS  B  systems  containing 
offK  *  pounds  or  less  of  refrigerant  which  can  be  shut 

°  by  stop  valves,  shall  each  be  equipped  with  a  pressure 
relief  valve  discharging  as  hereinafte?  provided. 

fifA  /cm  C  jystei?s  and  Class  B  systems  containing 
htty  (50)  pounds  or  less  of  refrigerant  so  constructed  that 
when  subjected  to  abnormal  outside  temperature  such 
as  that  generated  in  a  fire,  they  may  burst  due  to  the  ex- 

felieSf°devicehe  refngerant’  sha11  be  Protected  by  a  pressure 

5.  A  pressure  relief  valve  shall  be  required  on  the  low 
pressure  side  of  a  Class  B  system  into  which  the  relief 

lhn^r>°V  va  ves  on  tbe (high  pressure  side  discharge,  as  so 
shown  on  equipment  diagram  of  section  C19-107.0  of  the 

i  ^  Discharge  of  pressure  relief  valve 
1.  Where  ammonia  is  used  in  Class  A  systems,  the 
discharge  from  relief  valves  must  be  conducted  to  the  out- 
side  atmosphere  or  into  that  part  of  the  low  pressure 
side  protected  by  the  mixer  as  specified  in  subdivision  C  of 
s™ t'°,n  Cl9-103k°  of  the  code.  If  it  is  discharged  to  ’the 
W  5?  at™?sphere  ,]t  must  be  piped  above  the  roof  or  not 

b,  1  h  n  {eel  ab°Je  -the  grade'  The  discharge  pipe 
■.bad  he  not  less  than  the  size  of  the  relief  valve  outlet  The 
discharge  from  more  than  one  relief  valve  mav  be  run 
into  a  common  header,  the  area  of  which  shall  be  equal 
to  the  area  of  the  pipes  connected  thereto.  The  outlet 
orifice  shall  be  turned  downward 
2.  Where  more  than  fifty  (50)  pounds  of  ammonia 

k  m  a  Ciass  B  system-  the  discharge  from  relief  valves 
shall  be  piped  to  the  outside  atmosphere  as  specified  for 
Uass  A  systems,  or  to  the  low  pressure  side  as  shown  in 
diagrams  in  section  C19-107.0  of  the  code,  or  into  a  tank  of 
water  which  shall  be  used  for  no  purpose  except  ammonia 
disduirge.  At  least  one  gallon  of  fresh  water  shall  be  pro¬ 
vided  tor  every  pound  of  ammonia  contained  in  the  system, 
ihe  water  used  shall  be  prevented  from  freezing  without 
the  use  of  salt  or  chemicals.  The  tank  shall  be  substantially 
constructed  of  not  less  than  one-eighth  (%)  of  No  11  U  S 
gauge  iron.  No  horizontal  dimensions  of  the  tank  shall'  be 
greater  than  one-half  (y2)  the  height.  The  tank  shall  have 
a  hinged  cover  or,  if  of  the  enclosed  type,  shall  have  a 
vent  hole  at  the  top.  All  pipe  connections  shall  be  through 
■  e  top  of  the  tank  only.  The  discharge  pipe  from  the 

center^fTb  eft  VtVeS  discharge  the  ammonia  in  the 
he  tank,near  the  bottom.  The  tank  shall  be  as 
securdy  supported  as.  any  other  portion  of  the  system 

rUr'  be  n°  ope,mng  in  the  tank  below  the  water  level 
Where  m°re  than  fifty  (50)  pounds  of  any  re-' 
tngerant  other  than  ammonia  is  used,  the  discharge  from 
elief  valves  shall  be  to  the  atmosphere  as  specified  for 
Uass  A  ammonia  systems.  Carbondioxide  may  be  dis- 
c  arged  into  the  room  if  the  same  contains  at  least  10 
cubic  feet  of  capacity  per  pound  of  refrigerant  used 
„  \  Arrangements  of  pressure  relief  devices  for  Class  A 

C19-1^7.(),o£ntheScodeCOn^0rnl  *°  ‘he  diagrams  in  «**» 


§C19-106.0.  Operating  Precautions. 

a.  Masks  and  helmets. 

1.  .  In  a  Class  A  system  which  operates  above  atmos¬ 
pheric  pressure,  there  shall  be  provided  at  least  two  helmets 
or  masks. 

2.  In  a  Gass  B  system  in  which  more  than  fifty  (50) 
pounds  of  ammonia,  sulphur  dioxide  or  other  irritant  re- 
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frigerant  is  used,  there  shall  be  provided  at  least  one  hel¬ 
met  or  mask. 

t,3‘  T.0aly  helmets  or  masks  that  have  been  approved  by 
the  Cmted  States  Bureau  of  Mines  as  suitable  for  the 
refrigerant  employed  shall  be  used,  and  they  shall  be  kept 
,condlt1.on  m  an  easily  accessible  case  or  cab- 
ery  room  immediately  outside  the  refrigerating  machin- 

b.  Signs. 

9Jas.s  A  a"d  pass  B  systems  containing  more 
Jn  pounds  of  refrigerant  there  shall  be  painted 

control  ™1nd  i”  f  pe[manfnt  manner  to  the  main  steam 
control,  main  electrical  and  remote  control  switches  re¬ 
ceivers,  containers  and  shell  type  coolers,  signs  having  letters 
not  less  than  one  and  one-half  inches  (1  y2")  high  desig- 
mitmg  the  part  and  refrigerant  contained  therein  ’  § 

•f.  .|he  selI£r  of  every  Class  A  or  B  system  shall  fur 
Si/"  hi  pu„rcbase.r  with  a  sign  bearing  his  name  at  leasl 
«/2  by  11  in  size,  which  gives  the  rated  refrigeratior 
capacity  and  the  quantity  and  kind  of  refrigerant  required 
for  the  satisfactory  operation  of  the  system.  The  pur- 

IvnTn  Sth  c°ospicuously  and  permanently  display  this 
thgp  n”  he  machinery  room.  The  quantity  and  name  of 
the  proper  refrigerant  content  and  the  rated  refrigeration 

nl  nn  fhSha  be  ,stamped  °n  all  Class  C  systems  near  to 
or  on  the  name  plate. 

A  3a’« f°l!0wing  information  shall  be  posted  in  Class 
A  and  B  machinery  rooms  where  over  fifty  (50)  pounds  of 
refrigerant  ,s  used:  (a)  The  names  and  addresses  of  the 

fire-alarm  hoW*?™  m  charg,ej  (b)  Location  of  nearest 
nf  Jh  ■  •  b  f  T,h  j  name>  address  and  telephone  number 

of  physician  to  be  called  in  case  of  emergency;  (d)  Instruc- 

gencyf0r  ^  Y  shutting  down  the  Plant  in  case  of  emer- 

.  r.  r  •  c-  Storage  of  refrigerant. 

,  j.  ,  e frigerant  not  contained  in  the  refrigerating  system 
shall  be  stored  only  in  non-inflammable  or  non-irritant 
^2a,!iefrS  conforming  to  the  regulations  prescribed  by  the 
SSSST  Commission  for  the  transportation  of 

SSLSSS^  £JSS 

roorrf  of^Class  A  System'  “  ,h' 

3  Only  one  container  holding  not  more  than  one  hun- 

dred  and  fifty  (150)  pounds  of  inflammable  oHrritont  «- 

roomTfOn11  beRstored  in  'he  refrigerating  machinery 
room  of  a  C  lass  B  system. 

used  In  tk?aSSfC  Syue,T  un°  refri?erant  other  than  that 

m,li“er*reoo^tem  Sha'‘  b'  St°red  ln  tbe 

5.  If  a  greater  amount  of  inflammable  or  irritant  re- 

roo?mr1ltdthan  iha!  PurHV1ked  in  a  refrigerating  machinery 
room  is  desired,  it  shall  be  stored  in  a  fireproof  building 

or  enclosure  used  for  no  other  purpose 

if  !Lll  Vhhe3-  thvf  refJ*ge^an.t  is  withdrawn  from  a  system 
it  shall  be  discharged  only  into  a  suitable  absorbent  or  con¬ 
tainers  conforming  to  the  regulations  of  the  Interstate 
bommeree  Commission  for  the  transportation  of  such  re¬ 
frigerant.  .  It  shall  be  unlawful  to  permit  any  refrigerant 
to  escape  into  the  refrigerating  machinery  room. 

7.  Containers  shall  be  connected  to  the  system  only 
RrTa  in?°nd  °V charging  or  withdrawing  the  refrigerant. 
§Uiy-lU/.U.  Equipment  Diagrams. 

(see  arrangement  of  pressure  relief  devices  for  Class  A 
and  Class  B  equipment.) 

ARTICLE  27. 

Penalties. 

§09-152.0.  Violations. 

Any  person  who  shall  wilfully  violate  or  neglect  or  refuse 
to  comply  with  any  provisions  of  part  1,  of  this  title,  except 
the  provisions  of  article  twenty-six,  in  addition  to  any  other 
penalties  prescribed  by  law,  shall,  upon  conviction,  be  pun¬ 
ished  by  a  fine  of  not  more  than  $500,  or  by  imprisonment 
not  exceeding  six  months,  or  by  both. 
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RULES  FOR  LIQUEFIERS  USED  TO  CONVERT  SOLID  CARBON  DIOXIDE  TO  A  LIQUID 
AND/OR  A  GAS,  IN  ACCORDANCE  WITH  THE  PROVISIONS  OF  SECTION 

C  19-94.0  OF  THE  ADMINISTRATIVE  CODE. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  26,  1936. 

.  EFFECTIVE,  JULY  27,  1936. 


(262-35-SR) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666  of  the  New  York  City 
Charter,  for  the  carrying  into  effect  the  provisions  of  Sec¬ 
tion  C  19-94.0  of  the  Administrative  Code. 

Rule  1.  Certificate  of  Approval. 

A  Certificate  of  Approval  shall  be  obtained  by  the  manu¬ 
facturer  from  the  Fire  Chief  and  Commissioner  for  each 
type  of  liquefier  or  converter  to  be  used  for  the  conversion 
of  solid  carbon  dioxide  to  liquid  carbon  dioxide  as  in  full 
compliance  with  "these  Rules.  A  Certificate  of  Approval 
shall  also  be  obtained  from  the  Fire  Chief  and  Commis¬ 
sioner  for  each  system  used  to  convert  solid  carbon  dioxide 
to  liquid  carbon  dioxide  for  filling  portable  cylinders  or 
other  containers  as  in  full  compliance  with  these  Rules. 

Rule  2.  Certificate  of  Fitness. 

A  Certificate  of  Fitness  shall  be  obtained  from  the  Fire 
Chief  and  Commissioner  for  each  operator  of  a  liquefier 
system  used  to  convert  solid  carbon  dioxide  to  liquid  car¬ 
bon  dioxide  for  filling  portable  cylinders  or  other  con¬ 
tainers. 

Rule  3.  Inspection  Test  Report. 

A  disinterested  inspection  service,  approved  by  the  Fire 
Chief  and  Commissioner,  shall  inspect  all  material  and 
workmanship  of  all  liquefiers  at  the  place  of  manufacture 
and  shall  verify  compliance  with  these  Rules,  witness  all 
tests  and  shall  furnish  the  Fire  Chief  and  Commissioner 
with  a  test  report  as  follows : 

A.  Test  reports  for  liquefiers,  other  than  redesigned  portable 
cylinders,  shall  show  all  information  called  for  in  para¬ 
graph  23,  I.  C.  C.  Specification  3A,  except  as  follows: 

1.  “Marks  stamped  into  shoulder  of  cylinder.”  This 
shall  be  as  per  Rule  “11  Marking”  hereinafter  speci¬ 
fied.  Actual  markings  shall  be  shown  on  test  report. 

2.  “Record  of  hydrostatic  tests.”  This  shall  be  as 
per  Rule  “9  Testing”  hereinafter  specified. 

3.  Statement  shall  be  furnished  that  liquefier  covered 
in  said  test  report  comply  with  these  Rules,  and 
Certificate  of  Approval  Number  for  the  type  of 
liquefier  covered  in  said  test  report. 

B.  Test  report  for  converted  portable  cylinders  for  liquefier 
use  shall  show  for  each  converted  cylinder  the  follow¬ 
ing: 

1.  Liquefier  Serial  Number. 

2.  Original  number  of  cylinder  used  for  conversion. 

3.  Original  ownership  initials  of  cylinders  used  for 
conversion. 

4.  Original  I.  C.  C.  marking  of  cylinder  used  for  con¬ 
version. 

5.  Original  manufacturing  test  date  of  cylinder  used 
for  conversion,  and  name  of  original  manufacturer. 

6.  Test  pressure  applied  to  cylinder  before  conversion. 

7.  Total  expansion  obtained  on  cylinder  before  con¬ 
version. 

8.  Permanent  expansion  obtained  on  cylinder  before 
conversion. 

9.  Per  cent  expansion  obtained  on  cylinder  before  con¬ 
version. 


10.  Elastic  expansion  obtained  on  cylinder  before  con¬ 
version. 

11.  Outside  diameter  and  length  of  cylinder  before 
conversion. 

12.  A  statement  that  the  above  cylinders  before  con¬ 
version  into  liquefiers  were  tested  in  a  water  jacket 
in  accordance  with  these  Rules  and  I.  C.  C.  Regu¬ 
lations  and  the  results  appear  above. 

13.  A  statement  that  the  top  thickness,  opening  for 
cover  plate  and  distance  across  the  corner  where 
the  side  wall  meets  the  bottom  and  at  45°  to  the 
side  wall,  was  measured  and  the  dimensions  were 
found  to  conform  with  Rule  6,  F.  G.  H  and  I. 

14.  A  statement  that  after  assembly  each  liquefier  was 
given  an  open  hydrostatic  test  to  3,000  lbs.  and 
this  pressure  was  held  for  at  least  two  minutes 
without  showing  a  pressure  recession  of  more  than 
75  lbs. 

15.  The  liquefier  was  marked  as  follows:  (See  Rule 
“11  Marking”  for  requirements.) 

16.  A  statement  that  these  liquefiers  conform  to  these 

Rules,  and  that  the  type  of  liquefier  has  been  ap¬ 
proved  under  New  York  City  Fire  Department 
Certificate  of  Approval  Number . 

Rule  4.  Construction  Other  Than  Screw  Thread 
Type. 

New  liquefiers  designed  for  the  purpose  of  converting 
solid  CO2  to  liquid  CO2  shall  be  constructed  of  seamless 
drawn  steel  in  accordance  with  Specifications  of  I.  C.  C. 
governing  cylinders  for  CO*.  Closure  devices  other  than 
screw  thread  type  shall  conform  with  the  following: 

A.  The  minimum  wall  thickness  for  a  test  pressure  of 
3,000  lbs.  per  sq.  in.  shall  be  in  accordance  with  the 
following  formula: 

t  =  OD  x  P  x  .43 


S 

Where  OD  =  Outside  diameter  of  container 
t  =  Wall  thickness. 

P  =  3,000  lbs.  PST. 

S  —  Minimum  yield  point  of  hard  steel  (not 
to  be  figured  in  excess  of  50,000  lbs.) 

B.  The  “Top”  is  defined  as  that  portion  of  the  liquefier 
in  which  the  closure  device  is  installed  and  where  the 
ice  is  introduced. 

C.  The  minimum  thickness  of  the  top  before  machinine 
shall  be  at  least  ?>l/2  times  the  wall  thickness. 

D.  The  minimum  thickness  of  the  top  after  machining 
shall  be  at  least  3  times  the  wall  thickness. 

E.  The  minimum  distance  from  edge  of  the  hole  cut  or 
shaped  for  the  closure  device  to  the  outside  of  wall 
shall  be  Al/2  times  the  wall  thickness. 

F.  The  maximum  width  of  the  machined  seat  shall  not  be 
more  than  1 y2  times  the  wall  thickness. 

G.  The  outside  radius  connecting  the  top  of  the  liquefier 
to  its  side  wall  shall  not  be  more  than  1 y2  times  the 
wall  thickness. 

H.  The  inside  radius  connecting  the  side  wall  to  the  top 
before  machining,  shall  not  be  less  than  2 y2  times  the 
wall  thickness. 

In  lieu  of  the  requirements  as  set  forth  in  C  to  H 
inclusive  above: 

The  top  portion  of  the  liquefier  including  closure  platr 
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shall  be  designed  with  a  factor  of  safety  of  not  less 
than  two  at  a  test  pressure  of  3000  lbs.  per  sq.  inch. 
1  he  design  shall  be  proven  by  a  test  to  destruction  for 
each  type  of  liquefier  before  a  certificate  of  approval 
shall  have  been  issued. 

I.  A  laige  fillet  shall  be  provided  in  the  corner  of  the 

machined  seat  where  it  meets  the  inside  radius. 

Rule  5.  Construction  Screw  Thread  Type. 

Ne w  1  i  qu  e fier s  designed  for  the  purpose  of  converting 
^ohd  CO  to  liquid  CO*  shall  be  constructed  of  seamless 
drawn  steel  in  ‘accordance  with  specifications  of  I.  C.  C. 
govern! ng  cylinders  for  CO’.  Closure  device  of  the  screw 
thread  type  shall  conform  with  the  following: 

^  Tnnn  I^n*mum  wall  thickness  for  a  test  pressure  of 
3,000  lbs.  per  sq.  in.  shall  be  in  accordance  with  the 
following  formula: 

t  —  OD  x  P  x  .43 


Where  OD  —  Outside  diameter  of  container, 
t  —  Wall  thickness. 

P  =  3,000  lbs.  PSI. 

S  —  Minimum  yield  point  of  hard  steel  (not 
to  be  figured  in  excess  of  50,000  lbs.) 

B.  The  thread  of  the  device  shall  be  designed  with  a  factor 
of  safety  of  not  less  than  4  at  a  test  pressure  of  3,000 
u  sg‘  *n‘  an<^  the  wall  thickness  after  cutting 

thread  shall  not  be  less  than  that  specified  in  Rule  5-A 
above. 

Rule  6.  Conversion  of  Portable  Cylinders  for 
Liquefier  Use. 

Seamless  portable  cylinders  made  to  I.  C.  C.  Specifica¬ 
tion  3  or  3A  for  oxygen  or  carbon  dioxide  and  originally 
designed  and  used  for  the  transportation  of  compressed  or 
liquefied  gases  shall  be  acceptable  for  alteration  or  conver¬ 
sion  into  carbon  dioxide  liquefiers  only  under  the  follow¬ 
ing  conditions; 

A.  Cylinders  which  have  been  in  a  fire  shall  not  be  used 
for  conversion  into  liquefiers  until  they  have  been 
properly  heat  treated  and  retested  as  specified  in  para¬ 
graph  423,  of  the  I.  C.  C.  Regulations. 

B.  Cylinders  which  show  surface  dents,  or  which  fail  to 
give  a  clear  ring  on  being  struck  with  a  hammer,  shall 
not  be  used  for  conversion  into  liquefiers. 

C.  Before  conversion  into  liquefiers,  each  cylinder  shall  be 
submitted  to  a  hydrostatic  test  of  3,000  lbs.  pressure 
in  a  water  jacket  under  the  conditions  specified  in 
paragraph  424  of  the  I.  C.  C.  Regulations  and  the 
total  and  permanent  expansion  shall  be  recorded.  A 
cylinder  shall  be  condemned  when  it  leaks  or  when  the 
permanent  expansion  exceeds  10  per  cent  of  the  total 
expansion. 

D.  If  in  the  hydrostatic  test  in  the  water  jacket  the  net 
elastic  expansion  (total  expansion  less  permanent  ex¬ 
pansion)  at  3,000  lbs.  exceeds  the  allowable  limit  given 
in  the  following  table  for  the  type  of  cylinder  involved, 
such  cylinder  shall  not  be  used  for  conversion  into  a 
liquefier.  If  the  cubic  capacity  of  a  cylinder  to  be  tested 
varies  from  the  standard  capacity  given  in  the  table 
for  that  type,  then  the  allowable  limit  of  elastic  expan¬ 
sion  will  be  varied  in  the  same  proportion. 


Type 

220  ft.  oxygen 
200  ft.  oxygen 
50  lbs.  CO’ 


TABLE  I. 

Cubic 
Capacity 
2,660  cu.  in. 
2,660  cu.  in. 
2,360  cu.  in. 


Elastic  Expansion 
Allowable  Limit 
170  c.c. 

170  c.c. 

150  c.c. 


E.  No  cylinders  designed,  and  used  for  a  portable  con¬ 
tainer  shall  have  the  thickness  of  the  side  wall  reduced 


by  any  cutting  of  threads  in  the  process  of  conversion 
into  a  liquefier,  except  as  specified  in  Rule  “5-B  Con¬ 
struction  Screw  Thread  Type.” 

F.  If  the  closure  is  formed  by  using  a  portion  of  the 
former  bottom  as  a  seat,  this  shall  only  be  permissible 
if  the  dimensions  of  the  liquefier  conform  to  those 
shown  in  the  Tables  II,  III  and  IV. 

TABLE  II. 

„  Minimum 

yPe  Bottom  Thickness 

S  S’  °XygCn . 66  in- 

2UU  ft.  oxygen .  .66  jn 

50  lbs.  CO’ . .66  in. 

TABLE  III. 

„  Maximum 

1  yPe  Opening  Permitted 

220  ft.  oxygen .  6^  in.  x  7^  in. 

^gen .  6^  in.  x  7/  in. 

50  lbs.  CO .  5J4  jn.  x  in. 

TABLE  IV. 

Minimum  Thickness  across 
corner  at  Point  where  the 
outside  of  the  side  wall 
meets  the  inside  radius  of 
bottom  and  at  45°  to  side 
•*  yPe  wall. 

220  ft.  oxygen .  s/s  in. 

200  ft.  oxygen .  s/o  in. 

50  lbs.  CO’ .  s/s  in! 

G.  The  maximum  width  of  the  machined  seat  for  the 

gasket  of  liquefier  shall  be  5/16  in.,  and  the  inside 

radius  connecting  this  seat  to  the  side  wall  of  the 

cylinder  shall  not  be  less  than  H  in. 

H.  The  minimum  thickness  of  closure  plate  shall  be  5 
times  the  wall  thickness  of  the  cylinder.  The  closure 
plate  shall  be  of  a  good  grade  of  billet  steel.  Castings 
not  permitted. 

I.  Before  conversion  into  a  liquefier,  the  cylinder  shall 
meet  a  new  hydrostatic  test  at  the  pressure  at  which 
such  cylinder  was  originally  tested,  provided  however, 
that  no  cylinder  shall  be  converted  unless  for  its  origi¬ 
nal  use  it  was  tested  to  3,000  lbs.  pressure.  Such  new 
test  shall  be  in  a  water  jacket  before  conversion  into  a 
liquefier. 

Rule  7.  Spuds. 

Spuds  for  chain  connections  or  for  reinforcing  valve  or 
pipe  connections  of  not  over  ^  in.  pipe  size  shall  be  welded 
before  heat  treatment  at  place  of  manufacture  of  the 
liquefier. 

Rule  8.  Safety  Devices. 

Each  liquefier  shall  be  provided  with  two  safety  devices 
of  frangible  disc  type  attached  to  the  liquefier  at  a  point 
not  lower  than  6  inches  from  the  top.  The  cross  section 
area  of  the  discharge  channel,  or  channels  (of  the  safety 
device,  or  devices)  shall  be  at  least  .006  sq.  in.  for  each  25 
lbs.  of  liquefier  water  capacity  and  .00024  sq.  in.  additional 
for  each  additional  pound  of  water  capacity.  Safety  de¬ 
vices  having  two  or  more  outlets  shall  be  so  constructed 
that  these  outlets  will  have  a  combined  total  area  of  not 
less  than  one  and  one-half  times  that  prescribed  for  the 
safety  discharge  channel.  The  frangible  disc  of  the  safety 
devices  shall  be  designed  to  release  at  a  pressure  of  not 
more  than  2,000  lbs.  per  sq.  in. 

Rule  9.  Testing. 

Each  liquefier  after  assembly  shall  be  tested  hydrostati¬ 
cally  by  an  approved  independent  testing  agency  for  not 
less  than  two  minutes  to  a  pressure  of  3,000  lbs.  per  sq.  in. 
without  showing  a  pressure  recession  of  more  than  75  lbs. 
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per  sq.  in.  The  inspection  service  shall  file  a  satisfactory 
record  on  test  report  stating  that  the  liquefier  passed  the 
above  required  test. 

Rule  10.  Quinquennial  Test. 

Liquefiers  used  for  any  purpose  shall  be  retested  at  least 
every  five  years  to  a  pressure  of  3,000  lbs.  per  sq.  in.  in 
the  same  manner  and  under  the  same  requirements  as  at 
the  time  and  place  of  manufacture  and  the  date  of  retest 
shall  be  stamped  thereon. 

Rule  11.  Marking. 

Each  liquefier  shall  bear  marking  as  follows : 

A.  Name  of  owner. 

B.  Serial  number. 

C.  Name  or  trade  mark  of  manufacturer. 

D.  Date  of  manufacture. 

E.  Test  pressure. 

F.  Inspection  service  mark. 

G.  Maximum  filling  charge  based  on  filling  to  not  more 
than  68  per  cent  of  the  water  content  by  weight. 

Rule  12.  Filling. 

Each  liquefier  shall  be  placed  and  used  in  a  vertical  posi¬ 
tion  with  filling  effected  while  liquefier  is  properly  secured. 

Rule  13.  Maximum  Charge. 

Liquefiers  shall  not  be  filled  with  solid  carbon  dioxide  in 
excess  of  150  lbs.  nor  in  excess  of  68  per  cent  by  weight 
of  the  water  capacity  of  the  liquefier. 

Rule  14.  Use  of  CO2  Systems  and  Liquefiers. 

A.  Carbon  dioxide  liquefier  converting  systems  for  filling 
portable  cylinders  shall  not  be  used  in  any  building 
occupied  in  whole  or  in  part  as  a  residence  or  as  a 
multiple  dwelling,  or  as  place  of  public  assembly,  or 
in  a  building  not  used  exclusively  for  manufacturing 
purposes. 

B.  Except  in  buildings  used  exclusively  for  the  manufac¬ 
ture  of  carbon  dioxide  or  other  compressed  gases,  not 
more  than  8  liquefiers  of  a  maximum  combined  ca¬ 
pacity  of  1,200  lbs.  of  carbon  dioxide  shall  be  headed 
in  a  battery  and  not  more  than  one  such  battery  shall 
be  permitted  in  a  building. 

C.  Liquefiers  may  be  manifolded  only  by  the  use  of  extra 
heavy  steel  or  wrought  iron  pipe,  or  extra  heavy  seam¬ 
less  copper  or  brass  tubing,  of  not  larger  than  %  in. 
I.  P.  S.  Fittings  shall  be  high  pressure  forged  steel  or 
extra  heavy  bronze  hydraulic  type. 

D.  Each  manifold  shall  be  protected  by  a  frangible  disc 
safety  device  of  the  same  size  and  type  as  those  pre¬ 
scribed  for  the  liquefier,  and  designed  to  release  at  a 
pressure  of  not  more  than  2,000  lbs.  per  sq.  in.  In 
addition,  the  liquid  manifold  shall  be  protected  by  a 
spring  safety  valve  so  set  as  to  relieve  the  pressure 
at  not  more  than  1,600  lbs.  per  sq.  in. 

E.  When  carbon  dioxide  gas  is  conducted  through  pres¬ 
sure  reducing  valve  between  liquefier  and  point  of  use, 
the  use  of  a  heater  will  be  permitted,  but  said  heater 


shall  be  so  arranged  that  heat  may  be  applied  indi 
rectly.  This  heater  shall  consist  of  a  coil  immersed  in 
water.  The  source  of  heat  shall  then  be  applied  to  the 
water  but  not  directly  to  the  coil. 

Rule  15.  Test  of  Piping. 

Each  liquefier  or  battery  of  liquefiers  to  be  used  for 
the  filling  of  portable  cylinders  or  other  containers  with 
liquid  carbon  dioxide  and  all  the  piping  connected  thereto, 
shall  be  hydrostatically  tested  in  the  presence  of  the  rep¬ 
resentatives  of  the  Fire  Chief  and  Commissioner  before 
the  solid  carbon  dioxide  is  first  put  into  the  system.  A 
hydrostatic  pressure  of  2400  lbs.  per  sq.  in.  shall  be  main¬ 
tained  for  fifteen  minutes,  released  for  five  minutes,  and 
again  applied  for  a  period  of  fifteen  minutes  without  any 
visible  leak  or  reduction  of  pressure.  This  test  shall  be 
repeated  at  least  every  five  years. 

Rule  16.  Approval  Systems  for  Filling  Portable 
Cylinders. 

Each  liquefier  or  battery  of  liquefiers  used  for  filling 
portable  cylinders  or  other  containers,  shall  be  permanently 
labeled  or  marked  showing  the  Fire  Department  Certificate 
of  Approval  Number  together  with  date  of  last  test. 

Rule  1 7.  Acceleration. 

Defrosting,  or  acceleration  of  liquefaction,  shall  be  by 
use  of  water  only,  the  water  shall  be  of  a  temperature  not 
above  85°  Fahrenheit. 

Rule  18.  CO2  Portable  Cylinders. 

A.  Portable  cylinders  or  other  containers  to  be  filled  with 
liquid  carbon  dioxide  shall  be  constructed  and  marked 
in  accordance  with  the  Specifications  of  the  Interstate 
Commerce  Commission  for  carbon  dioxide  cylinders 
and  shall  have  been  tested  within  intervals  of  not 
more  than  five  years  as  evidenced  by  official  marking. 
Cylinders  not  so  constructed  and  marked  shall  not  be 
filled  with  carbon  dioxide. 

B.  The  maximum  filling  of  liquid  carbon  dioxide,  with 
one  pound  allowable  variation  in  each  cylinder,  shall 
not  be  over  20  lbs.  for  standard  cylinders  5 in.  in 
diameter  by  51  in.  long,  nor  over  50  lbs.  for  standard 
cylinders  8^2  in.  in  diameter  by  51  in.  long  and  larger. 
No  cylinder  shall  be  filled  with  carbon  dioxide  to  more 
than  68  per  cent  of  the  water  capacity,  by  weight,  of 
the  cylinder. 

C.  The  amount  of  liquid  carbon  dioxide  charged  into 
portable  cylinders  or  other  containers  shall  be  deter¬ 
mined  by  weight  by  use  of  a  dial  scale  having  a  mov¬ 
able  indicator,  and  this  weight  shall  also  be  checked 
after  disconnecting  from  the  charging  line. 

Rule  19.  Existing  Installations. 

Liquefiers  or  converters  to  which  these  rules  and  regu¬ 
lations  cannot  be  applied,  may  be  maintained  and  operated 
if  approved  by  the  Board  of  Standards  and  Appeals,  under 
such  conditions  as  are  deemed  necessary  in  the  interest  of 
public  safety. 


NOTICE 


MULTIPLE  DWELLING  LAW  ON  SALE 
Copies  of  the  Multiple  Dwelling  Law  are  now  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office,  Room 
2213,  Municipal  Building,  Manhattan.  Price  50c;  by  mail  54c. 
Copies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs  and 
Fire  Towers  are  now  on  sale  at  the  Distribution  Division 
of  the  City  Record  Office,  Room  2213,  Municipal  Build¬ 
ing,  Manhattan.  Price  10c;  by  mail  12c. 
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RULES  ON  USES  OF  INSULATING  FIBRE  BOARD. 

A™.  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  MAY  5  1939  EFFECTTVF 
IN  ACCORDANCE  WITH  SECTION  665.  SUBDIVISION  C,  OF  THE  NEW  YOR^  CITY 

CHARTER,  MAY  29,  1939. 


„  ,  .  [170-39-SR] 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
?  °f  New  York>  and  C26-189.0  Administrative  Code 
{2.2.11),  C-26-462.0  of  the  Administrative  Code  (8.4.10.6), 
L -26-458.0,  sub.  g,  Administrative  Code  (8.4.10.2),  C-26- 
5380,  sub  b,  Administrative  Code  (8.72.3),  C-26-541 0 
sub.  a.  Administrative  Code  (8.72.6.1),  C-26-667.0,  para- 
8  Administrative  Code  (10.9.2.4),  sub.  c,  and 
(10.92.4) ,  Building  Code,  C-26-680,  sub.  21,  Administrative 
i\der  {l0-1--11-1) >  C -26-541.0 ,  Administrative  Code  (8.72.6 
III  Administrative  Code  (10.3.1),  and  C-26- 

721.0,  Administrative  Code  (12.2). 

Note:  Where  reference  in  parentheses  appears  after  the 
Administrative  Code  Section,  it  refers  to  the  Sec¬ 
tion  of  the  New  Building  Code  as  formerly  num¬ 
bered. 


Rule  1.  Classes  of  Fibre  Board. 

( 1 )  Wood  Fibre 

(2)  Exploded  vVood  Fibre 

(3)  Balsam  and  Wood  Fibre 

(4)  Western  Wood  Fibre 

(5)  Cane  Fibre  (Bagasse) 

(6)  Pulp  from  waste  papers 

(7)  Straw  Fibre 

(8)  Ground  Wood  Pulp  Fibre 

(9)  Corn  Fibre 

U.  STRUCTURE  OF  FIBRE  BOARD.  Fibre  boards 
shall  be  manufactured  from  wood  or  other  vegetable 
nbre  by  a  felting  or  molding  process  and  provided 
with  sizing  to  render  water-resistent,  and  shall  be 
subjected  to  a  sufficient  drying  temperature  so  as  to 
completely  destroy  rot-producing  fungi.  No  starch 
ingredient  shall  be  included  unless  made  toxic  to 
household  vermin. 

1.2.  The  structure  of  the  board  may  be  either  single  or 
multiple  ply,  and  if  latter,  the  plies  shall  be  joined 
under  pressure  by  a  moisture  resisting  cement.  Sur- 
taces  shall  be  finished  smooth  and  free  of  coarse 
fibres. 


1.3.  For  a  plaster  base,  wad  board,  roof  boards,  sheath¬ 
ing,  siding,  roof  insulation,  floor  insulation,  acousti¬ 
cal,  interior  finish,  the  fibre  board  shall  be  home- 
geneous,  free  from  cracks,  lumps,  unevenness  and 
other  defects. 

Table  1 


Miscel- 

Building  Plaster  laneous 
Board  Base  uses 
(Note  5)  (Note  6)  (Note  7) 


Maximum  thermal  conductivity 
B.T.U.  per  hour  per  square  foot 
per  degree  F.  per  inch  thickness 
(note  1) . 

0.36 

0.36 

0.36 

Minimum  transverse  strength, 

Lengthwise  (note  2).... 

14 

14 

7 

Pounds  Crosswise  (note  2).. 

12 

12 

7 

Minimum  deflection  at  ultimate 
load,  inches . 

0.25 

0.25 

0.25 

Maximum  deflection  at  ultimate 
load,  inches  (note  3) . 

.85 

.85 

1.25 

Minimum  tensile  strength,  pounds 
per  square  inch  (note  4)  . .  . . 

175 

175 

100 

Water  absorption  per  cent..  .. 

5 

5 

10 

maximum  linear  expansion,  per 

Nail  holding  strength  # .  100 

Bond  strength  per  square  foot  of 
bonded  surface .  . 


70 

700 


60 


Note  1. 

Note  2. 


Note  3. 
Note  4. 

Note  5. 
Note  6. 


of  an,y  c  ass  having  a  conductance  greater  than 
U. 50  b.t.u.  per  hour,  per  square  foot  per  degree  F  irre¬ 
spective  of  thickness  will  be  acceptable  under  these  rules. 
This  requirement  is  based  upon  specimens  y2  inch  thick. 
Tor  specimens  of  other  thicknesses  the  requirement  shall 

nf  Proportion,  that  is,  for  a  thickness 

or  1-inch,  it  shall  be  doubled,  etc. 

Minimum  deflection  at  rupture  shall  be  not  less  than  .25". 

Tensile  strength  requirements  shall  be  applicable  only  on 
thicknesses  up  to  and  including  1-inch. 

Edges  shall  be  square  for  building  board. 

Edges  shall  be  either  ship  lapped  bevel  and  ship  lapped, 
tongue  and  grooved,  bevel  and  tongue  and  grooved  “V” 
jointed,  or  ship  lapped  and  grooved.  Each  board  shall  be 
ot  a  rough  fibrous  texture  to  insure  good  mechanical  and 
suction  bond. 


Note  7.  Edges  shall  be  square  unless  ship  lapped  or  offset. 

Rule  2.  Uses  and  Methods  of  Applying 
Fibre  Board. 


2.1  Fibre  board  may  be  used  as  a  plaster  base  or  wall 
board  in  non-fireproof  commercial  structures  not 
more  than  2  stories  in  height  and  in  one  and  two 
family  dwellings  not  exceeding  three  stories  in 
height  and  in  Class  3  multiple  dwellings  for  par- 
titions  and  ceilings  where  either  no  fire  resistive 
rating  is  required  or  where  a  fire  resistive  rating 
not  exceeding  ^  hour  is  permitted  and  installed  in 
accordance  with  the  requirements  of  C-26-4S8  Ad¬ 
ministrative  Code  (8.4.10.2)  and  C-26-462.0,’  Ad¬ 
ministrative  Code  (8.4.10.6). 

The  joints  on  walls  and  ceilings  shall  be  broken 
leias^  one  s^u<^  apart,  and  in  no  event  shall  joints 
of  fibre  board  lath  be  in  vertical  line,  excepting  in 
the  corners  of  a  room.  The  joints  shall  be  broken  at 
every  other  board  on.  the  walls  and  at  right  angles 
to  the  furring  on  ceiling.  C-26-462.0,  Administrative 
Code  (8.4.10.6).  They  shall  be  solidly  nailed  at 
every  bearing  not  more  than  6"  center  to  center  for 
walls  and  4"  center  to  center  for  ceilings  and  nailed 
to  all  studding  with  1^"  No.  13  gauge  blued  or  gal¬ 
vanized  plaster  board  nails,  with  y8”  heads  for  y2" 
board  and  1 nails  with  3/8"  heads  for  3/A"  or  1" 
board,  and  with  proportionately  longer  nails  for 
thicker  fibre  board.  All  corners  shall  be  reinforced 
with  standard  metal  corner  beads.  All  re-entrant 
angles  shall  be  reinforced  with  standard  metal 
angle  lath  strip.  Reinforcement  shall  be  securely 
stapled  on  the  lath.  At  the  juncture  of  frame  and 
masonry  construction,  6"  strip  of  expanded  metal 
lath  shall  be  used.  No  board  shall  be  run  through 
from  room  to  room. 

2.1.1  It  shall  be  unlawful  to  wet  fibre  board  before 
plastering.  C26-462.0,  Administrative  Code 
(8.4.10.6). 

2.1. 2.1.  “SCRATCH  OR  FIRST  COAT.” 

The  scratch  coat  shall  contain  not  more 
than  2/3  by  weight  of  sand  and  1/3  calcined 
gypsum  plaster  with  fibres  or  including  other 
materials  and  fibring  so  that  the  setting  time 
shall  not  be  greater  than  four  hours  nor  less 
than  1  y2  hours  and  with  a  tensile  strength 
of  not  less  than  75  pounds  per  sq.  in.  The 
scratch  coat  shall  be  not  less  than  thick 
2.1. 2.2  “BROWN  OR  SECOND  COAT.” 

The  brown  coat  shall  contain  not  more  than 
Va  by  weight  of  sand  and  the  remaining  14 
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shall  not  contain  less  than  3/5  of  calcined 
gypsum  and  not  more  than  2/5  of  other 
materials,  including  fibring.  The  setting  time 
shall  be  not  more  than  five  hours  nor  less  than 
two.  This  brown  coat  shall  have  a  tensile 
strength  of  not  less  than  50  pounds  per  sq.  in. 
and  shall  be  not  less  than  3/16"  in  thickness. 

2.1.2.3  “FINISH  COAT.” 

The  finish  coat  shall  be  applied  after  the  ap¬ 
plication  of  the  second  or  brown  coat  has 
become  dry,  and  shall  be  set  in  not  less  than 
20  minutes  nor  more  than  four  hours  and 
shall  have  a  tensile  strength  of  not  less  than 
200  pounds  per  sq.  in.  and  be  not  less  than 
1/16"  thick. 

2.1. 2.4  “GROUNDS.” 

Suitable  grounds  shall  be  established  with 
each  thickness  of  fibre  board  so  as  to  insure 
a  minimum  thickness  of  J4"  of  plaster.  Fibre 
board  shall  extend  from  floor  to  ceiling  with 
grounds  secured  to  the  framing  members 
through  the  fibre  board. 

2.2  FIBRE  BOARD  SHEATHING. 

Approved  fibre  board  sheathing  at  least  one-half 
of  an  inch  in  thickness  and  four  feet  in  width  may 
be  used  instead  of  wood  sheathing  when  bearing 
on  4  studs  and  fastened  to  each  bearing  with  1}4" 
wire  nails,  6"  or  less  c-c,  with  34"  head,  and  for 
34"  or  1"  board,  the  nails  shall  be  2"  long. 
C-26-538.0,  sub.  b  (8.7.2. 3).  The  use  of  fibre  board 
as  roof  sheathing  is  not  permitted  except  as  insula¬ 
tion  over  suitable  sheathing  material. 

2.3  MINOR  FRAME  STRUCTURE. 

Approved  fibre  board  siding  may  be  used  on  wood 
frame  sheds  erected  where  permitted  and  where 
open  on  at  least  one  side,  provided  such  sheds  are 
fifteen  feet  or  less  in  height  and  do  not  exceed  2500 
square  feet  in  area  and  are  at  least  4  feet  from  any 
lot  line  and  are  covered  on  sides  and  roof  with  ap¬ 
proved  fire-retarding  material.  C26-541.0  (8.7.2.6.I.). 


2  4  USE  OF  FIBRE  BOARD  WHEN  COVERED  BY 
AN  INCOMBUSTIBLE  WEARING  SURFACE. 
Untreated  combustible  insulation  board  of  a  single 
layer  or  thickness  not  to  exceed  r/2"  when  cemented 
or  attached  directly  to  the  surface  of  an  approved 
type  of  fire-resistive  floor  construction  may  be 
used  elsewhere  than  in  stair  enclosure  and  corridors 
when  covered  by  an  incombustible  wearing  surface, 
in  accordance  with  these  rules.  C26-667.0,  sub.  4c 
(10.9.2.4). 

2.5  ROOF  AND  FLOOR  INSTALLATION  IN 
CLASS  1  AND  CLASS  2  STRUCTURES. 

Fibre  board  used  as  insulation  may  be  applied 
directly  to  the  fire-resistive  floor  or  roof  construc¬ 
tion  in  cement,  provided  such  insulation  is  covered 
by  at  least  one  and  one-half  inch  thickness  of 
Portland  Cement  concrete  or  other  equally  fire- 
resistive  material  of  equal  thickness.  C26-619.0, 
sub.  a,  Administrative  Code  (10.3.1).  Insulation 
fibre  board  so  applied  shall  be  over  a  screeded  con¬ 
crete  roof  or  floor,  graded  where  necessary,  and 
cemented  to  the  arch  with  hot  asphalt  or  coal  tar 
pitch.  Fibre  insulation  board  shall  not  be  left  ex¬ 
posed  to  the  elements,  nor  shall  it  be  applied  to  wet 
surfaces  of  any  kind. 

2.6  ROOF  INSULATION  OTHER  THAN  IN 
CLASS  1  AND  CLASS  2  STRUCTURES. 

The  use  of  fibre  board  as  roof  insulation  is  lawful, 
provided  such  fibre  board  is  covered  with  an  ap¬ 
proved  type  of  fire-resistive  roof  covering  applied 
directly  thereto,  C26-680,  sub.  2,  Administrative 
Code  (10.12.11.1),  and  when  installed  in  accordance 
with  the  requirements  of  2.2  of  these  rules. 

2.7  USE  OF  FIBRE  BOARD  IN  FIRE  WALLS. 
(Formerly  Rule  2.8) 

Fibre  board  may  be  used  as  insulation  in  fire  walls 
C26-632.0  sub.  g  AC  (10.4.1.2)  if  cemented  and 
attached  directly  to  the  face  of  the  wall  laid  up 
with  no  intervening  air  spaces  and  protected  with 
not  less  than  2  in.  of  secured  masonry  laid  tight 
against  the  fibre  board. 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  board — 

First ,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  application  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order ;  therefore,  no  appeal  or  ap¬ 
plication  will  be  held  in  abeyance  by  reason  of  failure  of 
the  appellant  or  applicant  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the  date 
of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commis¬ 
sioner  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  June  20,  1939 
Cal.  No.  Department  Premises  Affected 

785- 39-SM . Knightware  Acid  Neutralizing 

Sump,  manufactured  by  Mau¬ 
rice  A.  Knight,  Material. 

786- 39-SA . Peerless  Gas-Fired  Floor  Fur¬ 

nace,  Nos.  7402,  7403,  7404, 
7406  and  7407,  Appliance. 

787- 39-SA . DeSoto  Oil  Burner,  Appliance. 


788-39-A . F.D _ 


789-39-A . H.B.M. . . 


790-39-SM. 


791 -39- A . H.B.M... 


792-39-A-WF.  .H.B.Q. 


793-39-A . F.D. . . . 


794-39-A . H.B.M.. 


79S-39-BZ-WF. .  H.B.Q. 


798-39-SM. 


799-39-BZ  .  .  H.B.M. 


.  South  side  of  Lafayette  avenue, 
between  Alden  and  Brighton 
avenues  (Block  No.  97,  Lot 
No.  1)  ;  (Goodhue  Recreation 
Center),  West  New  Brighton, 
Borough  of  Richmond, 

17346-L.C. 

.171  West  133rd  street,  north 
side,  75  ft.  east  of  Seventh 
avenue  (Block  No.  1918,  Lot 
No.  5),  Borough  of  Manhat¬ 
tan,  Alt.  754-39. 

.Imperial  Automatic  Primer  for 
Floor  Drains,  manufactured 
by  Imperial  Brass  Manufac¬ 
turing  Company,  Material. 

.37  Adrian  avenue,  west  side, 
454.99  ft.  north  of  West  225th 
street  (Block  No.  2215,  Lot 
No.  292),  Borough  of  Man¬ 
hattan,  Alt.  1267-39. 

.139-01  Union  turnpike,  northeast 
corner  of  Vleigh  place  (Block 
No.  6631,  Lot  No.  1),  Kew 
Gardens,  Borough  of  Queens, 
Misc.  Applic.  2634-39. 

.115  West  Broadway  and  148-152 
Duane  street,  southeast  cor¬ 
ner  (Block  No.  146,  Lot  No. 
12),  Borough  of  Manhattan, 
Decision  re :  2467-L.F. 

.314  West  49th  street,  south  side, 
250  ft.  west  of  Eighth  avenue 
(Block  No.  1039,  Lot  Nos.  43 
and  44),  Borough  of  Manhat¬ 
tan,  Sign  Applic.  811-39, 
812-39  and  813-39. 

,.44-43  to  44-49  Lawrence  street, 
northeast  corner  of  Avery 
avenue  (Block  No.  5103,  Lot 
Nos.  1  and  3  and  Block  No. 
5104,  part  of  Lot  No.  12), 
Flushing,  Borough  of  Queens, 
Misc.  Applic.  3930-39. 


800-39-SM. 


801-39-A . H.B.M. 


802-39-SM. 


803-39-SM. 


804-39- A. . 


.  F.D. . 


805-39-BZ. . 


,  H.B.B _ 


806-39-BZ . H.B.Q... 


807-39-A . F.D. 


side,  259  ft.  10  in.  south  of 
West  150th  street  (Block  No. 
2053,  Lot  No.  114),  Borough 
of  Manhattan,  Alt.  1319-39. 

.Kelley  Cork-Gypsum  Lath,  man¬ 
ufactured  by  Kelley  Plaster¬ 
board  Company,  Inc., 

Material. 

.4-6  East  135th  street,  south  side, 
50  ft.  east  of  Fifth  avenue 
(Block  No.  1759,  Lot  No. 
69),  Borough  of  Manhattan, 
Decision  re  Certificate 
of  Occupancy. 

.Gypsum  Plaster,  Red  Top  and 
Samson  Brands,  manufac¬ 
tured  by  U.  S.  Gypsum  Com¬ 
pany,  Material. 

.22  Washington  Square  North, 
north  side,  271  ft.  5^4  in.  west 
of  Fifth  avenue  (Block  No. 
551,  Lot  No.  11),  Borough  of 
Manhattan  Alt.  853-39. 

.Giant  Portland  Cement,  manu¬ 
factured  by  Giant  Portland 
Cement  Company,  Material. 

.  Durex  Roof  Coating,  Beskote  in 
colors  Black,  Red  and  Green, 
manufactured  by  Metropolitan 
Roofing  Supplies  Company, 

Material. 

.  1361-1369  Amsterdam  avenue, 
northeast  corner  of  West 
126th  street  (Block  No.  1967, 
part  of  Lot  No.  40),  Borough 
of  Manhattan, 

Decision  re  37505-F. 

.1601-1611  Avenue  J  and  985-995 
East  16th  street,  northeast 
corner  (Block  No.  6709,  part 
of  Lot  Nos.  47,  49  and  51), 
Borough  of  Brooklyn, 

N.B.  72-39. 

.88-01  to  88-07  166th  street  and 
166-02  to  166-12  88th  avenue, 
southeast  corner  (Block  No. 
871,  Lot  Nos.  9  and  11),  Ja¬ 
maica,  Borough  of  Queens, 
Misc.  Applic.  2474-39. 

.224-240  Tenth  avenue,  east  side, 
from  West  23rd  street  to 
West  24th  street,  465  West 
23rd  street  and  470  West  24th 
street  (Block  No.  721,  Lot 
No.  1),  Borough  of  Manhat- 
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809-39-A . F.D. 


8 10-39- A . F.D. 


81 1-39- SM. 


812-39-SM. 


81'3-39-BZ . H.B.Q. 


814-39-SM. 


..Barge,  foot  of  West  10th  street 
and  McKenzie  street,  1000  ft. 
off  shore,  Atlantic  Ocean, 
waters  surrounding  Coney 
Island,  Borough  of  Brooklyn, 

Decision. 

Barge,  bewteen  Ebbits  street  and 
Doty  street,  1000  ft.  off  shore, 
New  York  Bay,  waters  sur¬ 
rounding  Midland  Beach,  Bor¬ 
ough  of  Richmond, 

17465-L.C. 

“Evenaire”  Insulating  Wallboard 
Lath,  manufactured  by  Tree- 
tex,  Corporation,  Material. 

.  Nabcor’  High  Pressure  Steam- 
Cured  Cinder  Concrete  Block 
(for  load  bearing  building 
units  and  non-load  bearing 
building  units,  fireproof  par¬ 
tition  units  and  back-up  units 
for  brick  facing  in  skeleton 
wall  construction),  manufac¬ 
tured  by  National  Brick  Cor¬ 
poration,  Material. 

.  120-43  to  120-45  Farmers  boule¬ 
vard,  northeast  corner  of 
121st  (Arthur)  avenue  (Block 
No.  3362,  Lot  No.  1),  St.  Al¬ 
bans,  Borough  of  Queens, 

N.B.  3307-39. 

.Gypsum  Plaster  (various  trade 
names)  manufactured  by 
Newark  Plaster  Company, 

Material. 


815  39-SM . Kelley  Cork-Gypsum  Sheathing, 

manufactured  b  y  Newark 
_  Plaster  Company,  Material. 

816- 39-SM . Kelley  Cork-Gypsum  Wallboard, 

manufactured  b  y  Newark 
_  Plaster  Company,  Material. 

817- 39-A . H.B.BX.  ...  Northeast  corner  of  Fieldston 

road  and  Spuyten  Duyvil 
parkway  (Block  No.  3415-B, 
Lot  No.  1),  Borough  of  The 
Bronx,  N.B.  242-38. 


8 18-39- A . F.D.. 


819-39-A . H.B.R.. . 


820-39-SA  . 


.14-16  30th  drive,  south  side,  200 
ft.  east  of  14th  street  (Block 
No.  534,  Lot  No.  35),  Long 
Island  City,  Borough  of 
Queens, 

79733-L.C.  and  Decision. 

.North  side  of  Richmond  terrace. 
580  ft.  west_  of  Bard  avenue 
and  opposite  Davis  avenue 
(Block  No.  184,  Lot  No.  26), 
West  New  Brighton,  Bor¬ 
ough  of  Richmond, 

F.P.  41-39. 

.Lines  Thermal  Electric  Conduc¬ 
tion  system  (heating  system 
for  viscous  liquids,  including 
fuel  oil),  Appliance. 


822-39-BZ-WF. . H.B.Q. . 


823-39-BZ. . .  .H.B.M. 


821-39-BZ . H.B.Q . 48-01  to  48-19  Queens  boulevard, 

northwest  corner  of  Roose¬ 
velt  avenue  (Block  No.  139, 
Lot  No.  1),  Woodside,  Bor- 
_  cmgh  of  Queens,  N.B.  3304-39. 

•  49-11  Lawrence  street,  south¬ 
east  corner  of  Avery  avenue 
(Block  No.  5105,  Lot  No.  18 
and  part  of  Lot  No.  15), 
Flushing,  Borough  of  Queens, 
Misc.  Applic.  4194-39. 

.231-235  West  50th  street,  north 
side,  255  ft.  east  of  Eighth 
avenue  (Block  No.  1022,  Lot 
Nos.  12,  13  and  part  of  Lot 
No.  5),  Borough  of  Manhat¬ 
tan,  Decision  re  Certificate 
_  of  Occupancy. 

824- 39-SM . Plastiment,  manufactured  by 

_ _  Sika,  Incorporated,  Material. 

825- 39-SM . Ig0i  (protective  paint  for  con¬ 

crete),  manufactured  by  Sika, 
_  Incorporated,  Material. 

826- 39-SM . Igas  (black  bitumastic  putty  for 

cold  application),  manufac¬ 
tured  by  Sika,  Incorporated, 

Material. 


827-39-SM. 


828-39-SM. 


829-39-SM. 


401-31-BZ.. 


. Sika  No.  1  Normal  Setting 

Waterproofing  Paste  in  Ce¬ 
ment  Coating  and  Floor  Fin¬ 
ish,  manufactured  by  Sika, 
Incorporated,  Material. 

. Sika’s  Nos.  2,  4  and  4A  Quick 

Setting  in  Cement'  Coating, 
manufactured  by  Sika,  Incor¬ 
porated,  Material. 

. Sika  No.  3  Quick  Setting  in 

Sealing  Joints  and  Hardening 
Concrete,  manufactured  by 
Sika,  Incorporated,  Material. 

Restored  to  Calendar 

.  H.B.B . 624-626  Atlantic  avenue  and  9 

Fifth  avenue,  northeast  cor¬ 
ner  and  627  Pacific  street 
(Block  No.  1119,  part  of  Lot 
No.  1),  Borough  of  Brooklyn, 
Applic.  9930-31. 


454-32- A . H.B.B... . 


212-34-BZ. 


920-38-BZ. 


.22-32  East  16th  street  (Bucking¬ 
ham  road),  W.S.,  172  ft.  8  in. 
south  of  Caton  avenue  (Block 
No.  5076,  Lot  No.  14),  Bor¬ 
ough  of  Brooklyn, 

Alt.  19765-38. 

.1709  Neptune  avenue,  northwest 
corner  of  Cropsey  avenue 
(Block  No.  6994,  Lot  No.  99), 
Misc.  Applic.  2535-39. 


.H.B.Q . 139-21  Springfield  boulevard, 

northeast  corner  of  140th  ave¬ 
nue  (Block  No.  3746,  Lot  No. 


.H.B.B... 
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1),  Springfield,  Borough  of 
Queens,  Applic.  6893-38. 


694-39-A . H.B.Q . 41-46  and  41-48  55th  street,  west 

side,  575  ft.  and  600  ft.  north 
of  Queens  boulevard  (Block 
No.  908,  Lot  No.  none), 
W  o  o  d  s  i  d  e  ,  Borough  o  f 
Queens,  N.B.  3194-39  and 
N.B.  3195-39. 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves . Mar.  5,  1935 — Vol.  20,  No.  10 

Fireline  Hose  Valves . Apr.  25,  1939 — Vol.  24,  No.  17 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use . Jan.  3,  1939— Vol.  24,  No.  1 

Fuel  Oil  Fill  Pipe  Terminals . May  9,  1939— Vol.  24,  No.  19 

Fuel  Oil  Burners  for  Industrial  Use  Aug.  30,  1938 — Vol.  23,  No.  35 

Fuel  Oil  Pumps . Jan.  3,  1939— Vol.  24.  No.  1 

Gas  Heaters . May  9,  1939— Vol.  24,  No.  19 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment . June  6,  1939 — Vol.  24,  No.  23 

Range  Oil  Burners  and  Space 

Heaters . Jan.  3,  1939 — Vol.  24,  No.  1 

Vacuum  Breakers . May  9,  1939 — Vol.  24,  No.  19 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn  ;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan  ;  H.B.Q. — Depart¬ 
ment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department  of 
Housing  and  Buildings,  Richmond  ;  H.B.Bx. — Department  of  Housing 
and  Buildings,  Bronx  ;  H.D. — Health  Department,  and  F.D. — Fire 
Department. 


CERTIORARI  ORDER  SERVED  ON  THE  BOARD 
OF  STANDARDS  AND  APPEALS 


JUNE  27,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June 
27,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


On  June  27,  1939,  order  of  certiorari  was  served  on  board  by 
Adolph  Finkelstein,  attorney,  on  behalf  of  John  H.  Walker,  lessee, 
in  re  decision  of  board  of  June  13,  1939,  denying,  under  sections 
7-h  and  21,  two-year  permit  for  parking  and  storgae  of  more  than 
five  motor  vehicles,  partly  in  business  and  partly  in  residence  dis¬ 
trict,  under  Cal.  No.  72-39-BZ,  premises  309-313  West  142nd  street, 
Borough  of  Manhattan. 


COURT  DECISION 

Edwards  vs.  Murdock — On  January  10.  1939,  board  revoked  Certifi¬ 
cate  of  Occupancy  No.  21340-1936,  declaring  that  cubicle 
partitions,  in  effect,  form  rooms  and  are  illegal  unless  they 
conform  to  Sections  31  and  32  of  the  Multiple  Dwelling 
Law,  and  deciding  that  the  certificate  of  occupancy  per¬ 
mitting  these  cubicles  was  illegal;  Cal.  No.  964-38-A; 
premises  6  Chatham  Square,  New  York  City.  Mr.  Justice 
McLaughlin  sustained  board,  stating  in  part:  “Section 
646-g  of  the  New  York  Charter  specifically  empowers  the 
board  to  set  aside  or  vacate  the  certificate  of  occupancy 
which  has  been  improperly  and  illegally  issued  to  peti¬ 
tioner’s  predecessor,  and  it  appears  that  the  board  was 
justified  in  revoking  it.”  (N.  Y.  L.  J.,  June  27,  1939.) 


RULES 


Last  Publication  in  Bulletin 


Carbon  Dioxide  Liquefier  Rules . 

June 

20, 

1939— Vol. 

24, 

No. 

25 

Certificate  of  Occupancy,  approved 

1938— Vol. 

No. 

34 

form . 

Aug. 

23, 

23, 

Concrete  Flat  Slabs,  Rules . 

July 

13, 

1937— Vol. 

22, 

No. 

28 

Concrete  Rules  (Hydrated  Lime)  . 

Aug. 

3, 

1937— Vol. 

22, 

No. 

31 

Elevator  Rules . 

Mar. 

3, 

1936— Vol. 

21, 

No. 

9 

Exit  Rules  (Revolving  Doors) . 

June 

is, 

1937— Vol. 

22, 

No. 

24 

Factory  Exit  Rules . 

May 

16, 

1939— Vol. 

24, 

No. 

20 

Fire  Alarm  Rules  (Interior) . 

Apr. 

25, 

1939— Vol. 

24, 

No. 

17 

Fire  Drill  Rules . 

June 

27, 

1939— Vol. 

24, 

No. 

26 

Fire  Retarding  Rules  for  Garages, 

etc . 

June 

6, 

1939— Vol. 

24, 

No. 

23 

Fireproof  Wood,  Testing  of . 

Apr. 

13, 

1937— Vol. 

22, 

No. 

15 

Frame  Garages,  Ruling  for . 

Jan. 

21, 

1919— Vol. 

4, 

No. 

3 

Fusion  Welding  and  Gas  Cutting 

Rules . 

Nov. 

1, 

1938— Vol. 

23, 

No. 

44 

Gas  Shut-Off  Rules . 

Apr. 

7, 

1925— Vol. 

10, 

No. 

14 

Hatchway  Protection . 

June 

5, 

1928 — Vol. 

13, 

No. 

23 

Insulating  Fibre  Board  Rules . 

June 

20, 

1939— Vol. 

24, 

No. 

25 

Oil  Burner  Rules . 

.Jan. 

3, 

1939— Vol. 

24, 

No. 

1 

Paint,  Varnish  and  Lacquer  Spray 

- 

ing  Rules . 

June 

6, 

1939— Vol. 

24, 

No. 

23 

Platform  Trucks,  Specifications  for  ... 

Nov. 

24, 

1936— Vol. 

21, 

No. 

47 

Plumbing  Rules . 

■  Aug. 

3, 

1937— Vol. 

22. 

No. 

31 

Plumbing  Rules  (Prevention  of  Con 

- 

tamination  of  Water  Supply) . 

June 

13, 

1939— Vol. 

24, 

No. 

24 

Procedure,  Rules  of . 

Sept. 

7, 

1937— Vol. 

22, 

No. 

36 

Refrigerating  Systems,  Extract  A.C. 

June 

20, 

1939— Vol. 

24, 

No. 

25 

Smoking  in  Factories,  Rules  for . 

.May 

23, 

1939— Vol. 

24, 

No. 

21 

Sprinkler  Rules . 

.June 

29, 

1937— Vol. 

22, 

No. 

26 

Standpipe  Fireline  Rules . 

June 

8, 

1937— Vol. 

22, 

No. 

23 

Structural  Alterations,  Reporting . 

June 

7, 

1932— Vol. 

17, 

No. 

23 

Tank  Trucks,  Fuel  Oil,  etc . 

Nov. 

24, 

1936— Vol. 

21, 

No. 

47 

Tank  Trucks,  Gasoline,  etc . 

.  Nov. 

24, 

1936— Vol. 

21, 

No. 

47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) . 

Apr. 

10, 

1923— Vol. 

8, 

No. 

15 

cal.  no.  17-38-BZ — Application,  January  13,  1938,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Herman  Kron,  applicant,  on  behalf 
of  Harlem  Savings  Bank,  owner 
(Rosemol  Realty  Corporation,  lessee), 
to  permit  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises  324- 
328  West  34th  street,  south  side,  325 
ft.  west  of  8th  avenue  (Block  No.  757, 
Lot  Nos.  51  to  53,  inclusive),  Borough 
of  Manhattan. 

cal.  no.  58-39-BZ — Application,  January  16,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Erwin  Weiss,  applicant,  on 
behalf  of  Estate  of  Rich,  owner,  Joseph 
W.  Fox,  heir-at-law  and  trustee  (Eddie 
Wheatle,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  the  conversion  of 
occupancy  of  a  building  to  a  motor 
vehicle  repair  shop;  premises  1351^4 
Webster  avenue,  west  side,  424.49  ft. 
north  of  East  169th  street  (Block  No. 
2887,  Lot  No.  165),  Borough  of  The 
Bronx. 

cal.  no.  1037-22-BZ — Application  of  H.  L.  Brandt,  appli¬ 
cant,  on  behalf  of  John  M.  Lee,  owner, 
reopened  November  1,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  the 
alteration  and  conversion  of  occupancy 
of  part  of  an  existing  garage  for  more 
than  five  (5)  motor  vehicles,  previ¬ 
ously  granted  by  the  Board,  so  as  to 
include  a  motor  vehicle  repair  shop ; 
premises  4085  Tenth  avenue,  433-439 
West  218th  street,  northeast  corner 
and  5108  Broadway  (Block  No.  2214, 
Lot  No.  1),  Borough  of  Manhattan. 

cal.  no.  368-39-BZ — Application  March  24,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Louis  J.  Witkin,  applicant,  on 
behalf  of  Central  Savings  Bank  in  the 
City  of  New  York,  owner,  to  permit  in 
a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  and,  also,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
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premises  268-276  Tenth  avenue  and  464- 
466  West  26th  street,  southeast  corner 
(Block  No.  723,  Lot  Nos.  71  to  76, 
inclusive),  Borough  of  Manhattan. 

cal.  no.  388-39-BZ— Application,  March  28,  1939,  under 
sections  7b,  7h  and  21  of  the  building 
zone  resolution,  of  Gilbert  I.  Prowler 
applicant,  on  behalf  of  Harry  A.’ 
Wheeler,  owner,  to  permit  partly  in  a 
residence  use  district,  partly  in  a  busi¬ 
ness  use  district  and  partly  in  an  unre¬ 
stricted  use  district,  the  maintenance  of 
a  garage  for  five  (5)  motor  vehicles 
and,  also,  the  parking  and  storage  of 
more,  than  five  (5)  motor  vehicles; 
premises  1197-1205  DeKalb  avenue 
north  side,  76  ft.  8 y2  in.  east  of  Bush- 
wick  avenue  (Block  No.  3231,  Lot  No. 
39),  Borough  of  Brooklyn. 

cal.  no.  485-38-BZ— Application,  June  13,  1938,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  William  L.  Pyne,  appli¬ 
cant  and  owner,  to  permit  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  168- 
29  88th  avenue,  northwest  corner  of 
168th  place  (Block  No.  894  (9821), 
part  of  Lot  No.  16),  Jamaica,  Borough 
of  Queens. 

cal.  no.  387-39-BZ— Application,  March  27,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Theodore  R.  Feinberg,  appli¬ 
cant,  on  behalf  of  126-08  Northern 
Boulevard  Corporation,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  inclu¬ 
sion  of  a  gasoline  service  station  in  an 
existing  building;  premises  126-02  to 
126-08  Northern  boulevard,  33-01  to 
33-21  126th  street,  southeast  corner  and 
126-01  34th  avenue,  northeast  corner  of 
126th  street  (Block  No.  1820,  Lot  No. 
1),  Corona,  Borough  of  Queens. 

cal.  no.  277-39-BZ— Application,  March  4,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  M.  Baker,  applicant,  on  behalf 
of  Mary  A.  Bradley  and  George  F. 
Bradley,  owners,  to  permit  in  a  busi¬ 
ness  use  district,  the  maintenance  of 
individual  garages  for  more  than  five 
(5)  motor  vehicles;  premises  25-12, 
25-14  and  25-16  38th  avenue  and  38-06 
27th  street,  southwest  corner  (Block 
No.  387,.  Lot  Nos.  19  and  21),  Long 
Island  City,  Borough  of  Queens. 

cal.  no.  543-26-BZ— Application  of  Earl  R.  Fenton,  appli¬ 
cant,  on  behalf  of  Cities  Service  Oil 
Company,  owner  (John  Boyd,  lessee), 
reopened  February  21,  1939,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district,  the  alteration  and  extension 
of  an  accessory  building  and,  also,  the 
relocation  of  pumps  oa  a  gasoline 
service  station  (previously  granted  by 
the  board)  ;  premises  105-02  Queens 


boulevard  and  69-51  Yellowstone  boule¬ 
vard,  southwest  corner  (Block  No. 
3236,  Lot  No.  1),  Forest  Hills  Terrace, 
Borough  of  Queens. 

cal.  no.  75-39-BZ— Application,  January  19,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  L.  Strauss,  applicant,  on 
behalf  of  Anna  Gurein,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  alter¬ 
ation  and  extension  of  an  accessory 
building  on  an  existing  gasoline  service 
station ;  premises  38-02  Broadway  and 
32-01  38th  street,  southeast  corner 
(Block  No.  656,  Lot  No.  34),  Long 
Island  City,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  27,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

641 -39- A — 157-23  Willets  Point  boulevard,  northwest  cor¬ 
ner  of  Cross  Island  boulevard  (Block  No. 
599,  Lot  No.  83),  Whitestone,  Borough  of 
Queens  (Under  Section  35,  General  City 
Law  re  Bed  of  Mapped  Street). 

682-39-A— East  side  of  Cabot  street,  205.92  ft.  south  of 
Oak  Point  avenue  (Block  No.  2605,  Lot 
No.  .350),  Borough  of  The  Bronx  (Under 
Section  35,  General  City  Law  re  Bed  of 
Mapped  Street). 

363-39-A— 1999  Gleason  avenue,  north  side,  100  ft.  west  of 
Pugsley  avenue  (Block  No.  3793,  Lot  No. 
55),  Borough  of  The  Bronx. 

367-39-A  West  side  of  Greystone  avenue,  100  ft.  north  of 
West  238th  street  (Block  No.  3414,  Lot 
Nos.  254  and  255),  Borough  of  The  Bronx. 

720-39-A— 121  East  42nd  street,  northwest  corner  of  Lex¬ 
ington  avenue  (Block  No.  1280,  Lot  No. 
30),  Borough  of  Manhattan. 

743-39-A— 127-27  Liberty  avenue,  north  side,  121.05  ft.  east 
of  127th  street  (Block  No.  575,  Lot  No. 
51),  Richmond  Hill,  Borough  of  Queens. 

770-39- A— West  side  of  Castle  Hill  avenue,  299.51  ft.  north 
of  Westchester  avenue  (Block  No.  3935 
Lot  No.  64),  Borough  of  The  Bronx. 

783-39-A  75-64,  75-68  and  75-72  185th  street,  northwest 
corner  of  Union  turnpike  and  west  side 
of  185th  street,  49.36  ft.  and  92.36  ft.  north 
of  Union  turnpike  (Block  No.  7201,  Lot 
No.  1),  Flushing,  Borough  of  Queens. 

789-39-A— 171  West  133rd  street,  north  side,  75  ft.  east  of 
Seventh  avenue  (Block  No.  1918,  Lot  No. 

5) ,  Borough  of  Manhattan. 

801 -39- A— 22  Washington  Square  North,  north  side,  271 
ft.  Sl/2  in.  west  of  Fifth  avenue  (Block 
No.  551,  Lot  No.  11),  Borough  of  Man¬ 
hattan. 

640-39- A— 114  Greenpoint  avenue,  south  side,  320  ft.  east  of 
Franklin  street  (Block  No.  2563,  Lot  No. 
19),  Borough  of  Brooklyn. 

1198-38-A— 9-13  St.  Nicholas  avenue,  northeast  corner  of 
Jefferson  street  (Block  No.  3178,  Lot  No. 

6) ,  Borough  of  Brooklyn. 

567-39-A— 55  Greene  street  and  469-471  Broome  street, 
southwest  corner  (2nd  floor)  ;  (Block  No! 
475,  Lot  Nos.  44  to  47,  inclusive),  Borough 
of  Manhattan. 
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643- 39-A — 7202-7224  Ridge  boulevard,  west  side,  from  72nd 

street  to  73rd  street,  158,  172,  180  and  190 
72nd  street  and  181  and  191  73rd  street 
(Block  No.  5906,  Lot  No.  18),  Borough  of 
Brooklyn. 

668-39-A — 1251  Sixth  avenue,  west  side,  45  ft.  Al/2  in.  south 
of  West  50th  street  (Block  No.  1002,  Lot 
No.  34),  Borough  of  Manhattan. 

673-39-A- -Barge,  1500  ft.  off  shore,  Soundview  avenue  and 
Classon  Point,  Borough  of  The  Bronx. 

689-39-A — 176  Fifth  avenue,  west  side,  119  ft.  6  in.  north 
of  Sackett  street  (Block  No.  949,  Lot  No. 
47),  Borough  of  Brooklyn. 

700-39-A— 44-01  to  44-29  21st  street  (Van  Alst  avenue), 
east  side,  from  44th  road  (13th  street)  to 
44th  avenue  (14th  street),  21-01  to  21-15 
44th  road  (13th  street)  and  21-02  to  21-10 
44th  avenue  (14th  street)  ;  (Block  No. 
439,  Lot  No.  14),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

736-39-A — 101  Boardwalk,  the  south  side  of  Seaside  boule¬ 
vard,  1000  ff.  west  of  Sand  Lane  (Block 
No.  3491,  Lot  No.  205),  South  Beach, 
Borough  of  Richmond. 

644- 39-A — 370  Broadway,  east  side,  75  ft.  north  of  Franklin 

street  (Block  No.  172,  Lot  No.  4),  Bor¬ 
ough  of  Manhattan. 

Variation  of  Labor  Law 

607-39- S — 1059-1061  Third  avenue,  east  side,  50  ft.  5  in. 

south  of  East  63rd  street  (Block  No.  1417, 
Lot  No.  47),  Borough  of  Manhattan. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  June 
27,  1939,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter,  except  cases  which 
have  been  heard  and  on  which  decision  has  been  reserved 
without  further  argument,  pending  an  inspection  and  a 
report  with  recommendation  by  the  committee  of  the  board  : 

cal.  no.  248-39-BZ — Application,  February  28,  1939,  under 
section  21  of  the  building  zone  reso¬ 
lution,  of  Nicholas  J.  Roth,  applicant 
and  lessee,  on  behalf  of  Janssen  Dairy 
Corporation,  owner,  to  permit  in  a 
business  use  district  the  conversion  of 
occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop;  premises  41 
Barker  street,  east  side,  700  ft.  north 
of  Castleton  avenue  (Block  No.  197, 
Lot  No.  34),  West  New  Brighton, 
Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  5,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  pubi  c  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  July 
5,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  294-39-BZ — Application,  March  8,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Alberta  Realty  Corporation, 
owner,  to  permit  partly  in  a  business 


use  district  and  partly  in  a  residence 
use  district,  the  alteration  and  conver¬ 
sion  of  occupancy  of  a  building  occu¬ 
pied  as  a  garage  for  more  than  five  (5) 
motor  vehicles  and  motor  vehicle  re¬ 
pair  shop,  so  as  to  include  a  gasoline 
service  station;  premises  1523-1527 
Bedford  avenue,  east  side,  82  ft.  in. 
north  of  Eastern  parkway  (Block  No. 
1260,  part  of  Lot  No.  5),  Borough  of 
Brooklyn. 

cal.  no.  395-39-BZ — Application,  March  30,  1939,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Joseph  B.  Klein,  applicant,  on 
behalf  of  Queensboro  Investing  Com¬ 
pany,  owner  (George  Katz,  lessee),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  87-02  Northern  boulevard, 
south  side,  between  87th  street  and  88th 
street  (Block  No.  1435,  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 

cal.  no.  805-39-BZ — Application,  March  23,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  B.  Meyers,  applicant, 
on  behalf  of  William  M.  Smith,  owner, 
to  permit  in  a  residence  use  and  also 
“E”  area  district,  the  erection  and 
maintenance  of  a  business  building 
(stores)— also,  said  building  does  not 
conform  with  “E”  area  requirements; 
premises  1601-1611  Avenue  J  and  985- 
995  East  16th  street,  northeast  corner 
(Block  No.  6709,  part  of  Lot  Nos.  47, 
49  and  51),  Borough  of  Brooklyn. 

cal.  no.  424-38-BZ — Appl'cation,  May  27,  1938,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Mark  J.  Joseph,  applicant,  on  behalf 
of  Emil  Mosbacher,  owner  (Messinger’s 
Restaurant,  Inc.,  lessee),  to  permit 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the 
maintenance  of  an  extension  to  a  busi¬ 
ness  building;  premises  1763  Southern 
boulevard,  west  side,  225  ft.  4  in.  south 
of  Crotona  Park  East  and  1753  Boston 
road  (Block  No.  2940,  Lot  No.  47), 
Borough  of  The  Bronx. 

cal.  no.  271-39-BZ — Application,  March  3,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  A.  C.  Benson,  applicant,  on  behalf 
of  Socony- Vacuum  Oil  Company,  Inc., 
to  permit  in  a  business  use  district, 
the  extension  of  an  existing  gasoline 
service  station ;  premises  96-23  to  96- 
29  Queens  boulevard,  northeast  corner 
of  63rd  road  (Old  Mill  road)  ;  (Block 
No.  2088,  Lot  No.  22),  Elmhurst,  Bor¬ 
ough  of  Queens. 

cal.  no.  235-31-BZ— Application  of  Edward  L.  Kelly,  appli¬ 
cant,  on  behalf  of  Pearl  Palatnick, 
owner,  reopened  November  22,  1938,  on 
order  of  the  Court,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  main¬ 
tenance.  of  a  gasoline  service  station 
(previously  denied  by  the  board)  ; 
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premises  701-705  Utica  avenue,  east 
side,  100  ft.  south  of  Clarkson  avenue 
(Block  No.  4637,  Lot  No.  41)  Bor¬ 
ough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  5,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

524-39-A  311-315  West  34th  street,  north  side,  175  ft.  west 

avenue  and  316  West  35th  street 

(P  ,No-  758>  Lot  No-  28),  Borough 
of  Manhattan. 

476-39-A— 524  East  11th  street,  south  side,  308  ft.  east  of 
Avenue  A  (Block  No.  404,  Lot  No  16) 
Borough  of  Manhattan. 

4 74-39- A— 1711  Taylor  avenue,  west  side,  95.01  ft.  north  of 
Van  Nest  avenue  (Block  No.  4020,  Lot 
No.  26),  Borough  of  The  Bronx. 

679- 39-A  371  Broadway,  west  side,  75  ft.  3  in.  north  of 

Franklin  street  (Block  No.  175,  Lot  No. 
dl),  Borough  of  Manhattan. 

680- 39-A— 372  Broadway,  east  side,  100  ft.  north  of  Franklin 

street  (Block  No.  172,  Lot  No.  5),  Bor¬ 
ough  of  Manhattan. 

706-39-A— 721  Avenue  O,  northwest  corner  of  East  8th 
street  (Block  No.  6589,  Lot  No.  50),  Bor- 
ough  of  Brooklyn. 

726-39-A  From  108  North  6th  street  to  89  91  93  95  97 

U1’  113  and  115>  North’  6th 
street  (Block  No.  2326,  Lot  Nos.  27  to  34 
inclusive,  36  to  40,  inclusive),  Borough  of 
Brooklyn. 

729- 39-A— 72-78  St.  Edwards  street  and  2  Sycamore  street 

southwest  corner  (Block  No.  2038,  Lot 
Jno.  5),  Borough  of  Brooklyn. 

730- 39-A— 45-40  Van  Dam  street,  northeast  corner  of  47th 

avenue  (Block  No.  279,  Lot  No.  1) 
Long  Island  City,  Borough  of  Queens. 

732-39- A— 37-11  to  37-19  82nd  street,  east  side,  100  ft.  south 

T  ,avenue  (B1°ck  No.  1570,  Lot  No 
59),  Jackson  Heights,  Borough  of  Queens. 

740-39-A— 2081-2089  Broadway,  northwest  corner  of  West 
72nd  street  (Block  No.  1164,  Lot  No  26) 
Borough  of  Manhattan. 

759-39-A— 85-09  94th  street,  east  side,  80.08  ft.  north  of  85th 
road  (Block  No.  2888,  Lot  No.  47),  Wood- 
haven,  Borough  of  Queens. 

765-39- A— 39-17  to  39-21  21st  street  (Van  Alst  avenue) 

s,lde.V  ll30'14  ft  south  of  39th  avenue 
(Block  No.  392,  Lot  No.  10),  Long  Island 
City,  Borough  of  Queens. 

747-39-A— 859-861  Utica  avenue,  east  side,  100  ft.  2 Ji  in. 

north  °f  Lincoln  place  (Block  No.  1385, 
Lot  No.  6),  Borough  of  Brooklyn. 

493-39-A— 69-15  Grand  avenue,  north  side,  84.73  ft  east  of 
69th  street  (Block  No.  2500,  Lot  No.  60) 
Maspeth,  Borough  of  Queens. 

772-39-A— 126  Beach  85th  street,  east  side,  702.52  ft.  south 
of  Rockaway  Beach  boulevard  (Block  No. 
620,  Lot  No.  11),  Rockaway  Beach,  Bor- 
of  Queens. 

778-39-A— 130-142  Green  street,  south  side,  263  ft.  ?y2  in. 

west  of  Manhattan  avenue  (Block  No. 
2522,  Lot  Nos.  22,  24  and  29),  Borough  of 
Brooklyn. 


779- 39-A— 84-45  90th  street,  northeast  corner  of  85th  road 
(Block  No.  32,  Lot  No.  30),  Woodhaven, 
Borough  of  Queens. 

780- 39-A— 3911  Second  avenue,  east  side,  75.2  ft  south  of 
39th  street  (Block  No.  707,  Lot  No.  6), 
Borough  of  Brooklyn. 

78 1- 39- A  746-7o0  Broadway  and  7  Astor  place,  northeast 
corner  (3rd  floor);  (Block  No.  545,  Lot 
J\o.  59),  Borough  of  Manhattan. 

804-39-A— 1361-1369  Amsterdam  avenue,  northeast  corner 
of  West  126th  street  (Block  No.  1967,  part 
of  Lot  No.  40),  Borough  of  Manhattan. 

81'9-39-A  North  side  of  Richmond  terrace,  580  ft.  west  of 
Baul  avenue  and  opposite  Davis  avenue 
(Block  No.  184,  Lot  No.  26),  West  New 
Brighton,  Borough  of  Richmond. 

832-39-A  452  West  49th  street,  south  side,  163  ft.  east  of 
Tenth  avenue  (Block  No.  1058,  Lot  No. 
58),  Borough  of  Manhattan. 

837-39- A— 1901-1911  West  12th  street  and  50-60  Avenue  S, 
southeast  corner  (Block  No.  7077,  Lot  No. 
1),  Borough  of  Brooklyn. 

840-39-A— 1068  East  10th  street,  west  side,  210  ft.  north  of 
Avenue  K  (Block  No.  6530,  Lot  No.  33), 
Borough  of  Brooklyn. 

794-39-A  314  West  49th  street,  south  side,  250  ft.  west  of 
Eighth  avenue  and  319  West  48th  street 
(Block  No.  1039,  Lot  Nos.  17,  43  and  44), 
Borough  of  Manhattan. 

809- 39-A— Barge,  Foot  of  West  10th  street  and  McKenzie 

street,  1000  ft.  off  shore,  Atlantic  Ocean, 
waters  surrounding  Coney  Island,  Borough 
of  Brooklyn. 

8 10- 39- A— Barge,  between  Ebbits  street  and  Doty  street, 

1000  ft.  off  shore,  New  York  Bay,  waters 
surrounding  Midland  Beach,  Borough  of 
Richmond. 

847 - 39-A  Barge,  1000  ft.  off  shore,  Atlantic  Ocean,  between 

the  westerly  line  of  Jacob  Riis  Park,  Rock¬ 
away  Beach  and  Beach  32nd  street,  Far 
Rockaway,  Borough  of  Queens. 

848- 39-A— 35-39  West  33rd  street,  north  side,  277  ft.  3  in 

east  of  Broadway  (Block  No.  835,  Lot  No. 
15),  Borough  of  Manhattan. 

850-39-A  142-148  West  21st  street,  south  side,  200  ft.  east 
of  Seventh  avenue  (Block  No.  796,  Lot 
No.  63),  Borough  of  Manhattan. 

853-39-A— 271  East  Kingsbridge  road,  east  side,  100.32  ft. 

north  of  Briggs  avenue  (Block  No.  3293, 
Lot  No.  109),  Borough  of  The  Bronx. 

855-39- A — 717-723  East  12th  street,  north  side,  443  ft.  west 
of  Avenue  D  and  716-722  East  13th  street 
(Block  No.  382,  Lot  No.  22),  Borough  of 
Manhattan. 

857-39-A — 130-134  Maiden  lane,  southwest  corner  of  Water 
street  (Block  No.  39,  Lot  Nos.  26,  27  and 
28),  Borough  of  Manhattan. 

859-39- A — 431  Columbia  street,  east  side,  100  ft.  south  of 
Huntington  street  (Block  No.  534,  Lot  No. 

5),  Borough  of  Brooklyn. 

865-39-A— 5223  Snyder  avenue,  northwest  corner  East  53rd 
street  (Block  No.  4700,  Lot  No.  36),  Bor¬ 
ough  of  Brooklyn. 

867-39- A  34-40  to  34-66  Junction  boulevard,  northwest  cor¬ 
ner  of  35th  avenue  (Block  No.  1455,  Lot 
No.  70)  Corona,  Borough  of  Queens. 
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870-39-A — 25  East  78th  street  and  1010  Madison  avenue, 
northwest  corner  (Block  No.  1393,  Lot 
No.  14),  Borough  of  Manhattan. 

696- 39-A — 2321  Third  avenue  and  201  East  126th  street, 

northeast  corner  (Block  No.  1791,  Lot  No. 
1),  Borough  of  Manhattan. 

697- 39-A — 28  Bowery  and  43  Bayard  street,  southwest  cor¬ 

ner  (Block  No.  163,  Lot  No.  33),  Borough 
of  Manhattan. 

882-39-A — Chimney  Sweeps  Islands  in  Pelham  Bay,  3000 
ft.  east  of  Orchard  Beach  (Block  No. 
5649,  Lot  No.  150),  Borough  of  The 
Bronx. 

Variations  of  Labor  Law. 

718-39-S — 33-01  to  33-07  Queens  boulevard,  northeast  cor¬ 
ner  of  33rd  (Rawson)  street  (Block  No 
243,  Lot  No.  9),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

760-39-S — 290-302  Park  avenue,  southeast  corner  of  Hall 
street  (Block  No.  1891,  Lot  No.  29),  Bor¬ 
ough  of  Brooklyn. 

844-39-S — 829  East  134th  street  and  141  Walnut  avenue, 
northwest  corner  (Block  No.  2586,  Lot  No. 
26),  Borough  of  The  Bronx. 


JULY  11,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  July 
11,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  739-38-BZ — Application  of  Herman  Kron,  appli¬ 
cant,  on  behalf  of  Brooklyn  and 
Queens  Transit  Corporation,  owner 
(Crown  Parking  Corporation,  lessee), 
reopened  and  restored  to  calendar, 
March  14,  1939,  under  section  21  of  the 
building  zone  resolution,  to  permit 
partly  in  a  business  use  district  and 
partly  in  an  unrestricted  use  district, 
the  'erection  and  maintenance  of  a  gaso¬ 
line  service  station  and,  also,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  with¬ 
drawn)  ;  premises  880-900  Franklin 
avenue  and  41-61  Crown  street,  north¬ 
west  corner  (Block  No.  1189,  part  of 
Lot  No.  31),  Borough  of  Brooklyn. 

• 

cal.  no.  382-39-BZ — Application,  March  28,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Joe  Oppenheim, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  on  a  plot  of  ground  upon  which 
there  is  a  gasoline  service  station,  the 
erection  of  a  building  to  be  used  as  a 
lubritorium,  auto  laundry  and  office ; 
premises  545-549  Albany  avenue  and 
630-640  Maple  street,  southeast  corner 
(Block  No.  4800,  Lot  No.  9),  Borough 
of  Brooklyn. 

cal.  no.  510-39-BZ — Application,  April  25,  1939,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Henry  Nordheim,  applicant,  on 


behalf  of  Lewine  Realty  Corporation, 
owner  (Gordon  and  Ettl,  lessees),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  5821-5839  Broadway  and  251- 
263  West  238th  street,  northwest  corner 
(Block  No.  3414-B,  Lot  Nos.  134,  136 
and  140),  Borough  of  The  Bronx. 

cal.  no.  506-39-BZ- — Application,  April  21,  1939,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Joseph  M.  Lonergan,  applicant,  on 
behalf  of  Mutual  Life  Insurance  Com¬ 
pany,  owner  (Port  Garage  Corpora¬ 
tion,  lessee),  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  46-48 
Pine  street  and  56-60  William  street, 
northeast  corner  (Block  No.  41,  Lot 
No.  22),  Borough  of  Manhattan. 

cal.  no.  418-39-BZ- — Application,  April  3,  1939,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Arthur  W.  Renander,  applicant,  on 
behalf  of  John  Polachek  and  Broad- 
walk  Building  Corporation,  owners 
(Fritz  Parking,  lessee),  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  43-06 
to  43-32  43rd  street,  southwest  corner 
of  43rd  avenue  (Block  No.  163,  Lot 
Nos.  25  and  31),  Long  Island  City, 
Borough  of  Queens. 

cal.  no.  641-30-BZ — Application  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  Henry  and  Albert 
Merkle,  owners,  reopened  January  31, 
1939,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district  the  erection  and  mainte¬ 
nance  of  a  new  accessory  building,  on 
a  gasoline  service  station,  previously 
granted  by  the  Board  for  a  temporary 
period  and,  also,  the  extension  of  this 
temporary  period ;  premises  207-06 
Hillside  avenue,  south  side,  41  ft.  east 
of  207th  street  (Block  No.  10582,  Lot 
No.  3),  Queens  Village,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  11,  1939,  2  P.  M. 

Appeals  from  Administrative  Decisions 

105-39-A — 960  East  173rd  street,  southeast  corner  of  Vyse 
avenue  (Block  No.  2996,  Lot  No.  23), 
Borough  of  The  Bronx. 

560-39- A — 605  16th  street,  north  side,  174  ft.  7  in.  east  ol 
Eleventh  avenue  (Block  No.  5259,  Lot  No. 
31),  Borough  of  Brooklyn. 

89-39- A — 2075  Grand  concourse,  southwest  corner  of 
East  180th  street  (Block  No.  3160,  Lot 
No.  20),  Borough  of  The  Bronx  (Apt. 
No.  1-B). 
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Variation  of  Labor  Law 

1 156-38-S — 661-663  Broadway,  east  side,  161  ft.  10*4  in. 

south  of  Varet  street  (Block  No.  3112, 
Lot  No.  5),  Borough  of  Brooklyn. 

Building  Zone  Application 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  July 
11,  1939,  at  2  o  clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  943-38-BZ — Application,  October  27,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Frank  Nardone,  applicant  and 
lessee,  on  behalf  of  F.  C.  A.  Corpora¬ 
tion  and  Edbro  Realty  Corporation, 
owners,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  43-25  43rd 
street,  east  side,  150  ft.  south  of  43rd 
avenue  (Block  No.  162,  Lot  Nos.  9-11 
and  17),  Long  Island  City,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  18,  1939,  10  A.  M. 

Building  Zone  Applications 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
arcs  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  July 
18,  1939,  at  10  o’clock,  in  Room  1013,  Municipal  Building 
Manhattan,  on  the  following  matters : 

cal.  no.  200-33-BZ — Application  of  Herman  Glicker,  ap¬ 
plicant  and  lessee,  on  behalf  of  Con¬ 
solidated  Edison  Company  of  New 
York,  Inc.,  owner,  reopened  May  23, 
1939,  under  new  proposal,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  2153-2155  First  avenue  and 
331-337  East  111th  street,  northwest 
corner  (Block  No.  1683,  Lot  No.  18), 
Borough  of  Manhattan. 

cal.  no.  411-39-BZ — Application,  March  31,  1939,  under 
section  211  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Violet  Bazerman, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  extension  of  an  existing  gaso¬ 
line  service  station;  premises  2932-2936 
Ocean  parkway,  southwest  corner  of 
Sheepshead  Bay  road  (Block  No.  7282, 
Lot  Nos.  1  and  4),  Borough  of  Brook¬ 
lyn. 


cal.  no.  833-39-BZ— Application,  June  21,  1939,  under  sec¬ 
tion  7b  of  the  building  zone  resolution, 
of  Board  of  Education,  City  of  New 
York,  applicant  and  owner,  to  permit 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the 
conversion  of  occupancy  of  a  building 
used  as  a  Public  School  to  a  Borough 


Office  of  the  Board  of  Education; 
premises  142-06  37th  avenue  (Washing¬ 
ton  street),  southeast  corner  of  Union 
street  (Block  No.  5011,  Lot  No.  8), 
Flushing,  Borough  of  Queens. 

cal.  no.  502-39-BZ  Application,  April  20,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  Alexander,  Jr.,  applicant,  on 
behalf  of  First  Baptist  Church,  owner, 
to  permit  in  a  residence  use  and  “D” 
area  district,  the  erection  of  an  exten¬ 
sion  to  an  existing  building  (Church)  — 
said  extension  not  conforming  with  the 
area  requirements  of  the  building  zone 
resolution;  premises  2349  -  2353  East 
15th  street,  east  side,  250  ft.  north  of 
Avenue  X  (Block  No.  7400,  Lot  No. 
56),  Borough  of  Brooklyn. 

cal.  no.  297-39-BZ — Application,  March  8,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
or  Ervin  Palmer,  applicant,  on  behalf 
of  Wilson  and  Company,  Inc.,,  owner 
(IT.  Chazen,  Inc.,  lessee),  to  permit  in 
a  business  use  district,  the  conversion 
of  occupancy  of  an  existing  building  to 
a  motor  vehicle  repair  shop;  premises 
842  First  avenue  and  400  East  47th 
street,  southeast  corner  (Block  No. 
1358,  part  of  Lot  No.  47),  Borough  of 
Manhattan. 

Cal.  tfo.  542-39-BZ — Application,  May  1,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  F.  Meehan,  applicant,  on  be¬ 
half  of  Benjamin  B.  Selvin,  owner 
(Tide  Water  Associated  Oil  Company, 
lessee),  to  permit. in  a  business  use  dis¬ 
trict,  the  extension  of  an  accessory 
building  on  an  existing  gasoline  ser¬ 
vice  station ;  premises  50-01  to  50-03 
Queens  boulevard,  northeast  corner  of 
50th  street.  (Block  No.  1319,  Lot  No. 
1),  Woodside,  Borough  of  Queens. 

cal.  no.  432-39-BZ — Application,  April  3,  1939,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Cornelius  Callaghan,  applicant,  on 
behalf  of  Lexington  Avenue  and  40th 
Street,  Inc.,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  of  more  than  five  (5) 
motor  vehicles;  premises  96-50  Queens 
boulevard,  south  side,  150  feet  east  of 
63rd  drive  (Block  No.  3082,  Lot  No. 
61),  Forest  Hills,  Borough  of  Queens. 

cal.  no.  302-39-BZ — Application,  March  10,  1939,  under  sec¬ 
tions  7b  and  7c  of  the  building  zone 
resolution,  of  Joseph  Mitchell,  appli¬ 
cant,  on  behalf  of  Brooklyn  and 
Queens  Transit  Corporation,  owner 
(William  Reike  (United  Auto  Stor¬ 
age),  lessee),  to  permit  partly  in  an 
unrestricted  use  district  and  partly  in 
a  business  use  district,  the  conversion 
of  occupancy  of  an  existing  building  to 
a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  the  maintenance  of 
a  gasoline  service  station;  premises  68- 
02  Grand  avenue,  southeast  corner  of 
Brown  place  (Block  No.  2776,  part  of 
Lot  Nos.  1  and  6,  parcel  A),  Maspeth, 
Borough  of  Queens. 
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cal.  no.  444-39-BZ — Application,  April  10,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Paul  Friedman,  applicant,  on  behalf 
of  Josie  Feruglio  and  Amanda  Reiman, 
owners  (Paul  Reiman  and  Raymond 
Feruglio,  operating  as  P  and  R  Auto 
Service,  lessees),  to  permit  in  a  busi¬ 
ness  use  district,  the  extension  and 
conversion  of  occupancy  of  an  existing 
building  to  a  motor  vehicle  repair 
shop ;  premises  2781  Coney  Island  ave¬ 
nue,  east  side,  230  ft.  south  of  Avenue 
Y  (Block  No.  7430,  Lot  No.  64),  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  1047-38-BZ — Application,  November  21,  1938,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Xelphin  V.  Dugal,  applicant, 
on  behalf  of  Seth  M.  Milliken  and 
Gerrish  H.  Milliken,  owners  (Xelphin 
V.  Dugal  and  James  Ellswick,  lessees), 
to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  750-756  St.  Nicholas  avenue, 
east  side,  490  ft.  south  of  West  150th 
street  (Block  No.  2053,  Lot  No.  44), 
Borough  of  Manhattan. 

cal.  no.  354-39-BZ — Application,  March  21,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  A.  C.  Benson,  applicant,  on 
behalf  of  Direct  Realty  Company, 
owner  (Peter  Woudine,  lessee),  to  per¬ 
mit  partly  in  a  residence  use  district 
and  partly  in  a  busines  use  district,  the 


extension  of  an  existing  gasoline  ser¬ 
vice  station;  premises  3525-3529  White 
Plains  road,  west  side,  115.44  ft.  north 
of  Gunhill  road  (Block  No.  4643,  Lot 
No.  9),  Borough  of  The  Bronx. 

cal.  no.  512-39-BZ — Application,  April  25,  1939,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  A.  &  M.  Arrington,  applicants, 
on  behalf  of  Winrock  Realty  Company, 
owner,  to  permit  partly  in  a  residence 
use  district  and  partly  in  a  business 
use  district,  the  erection  and  mainte¬ 
nance  of  a  business  building  (skating 
rink  and  bowling  alleys)  ;  premises  687' 
699  Forest  avenue,  north  side,  150  ft. 
west  of  Bement  avenue  (Block  No.  168, 
Lot  No.  60),  West  New  Brighton,  Bor¬ 
ough  of  Richmond. 

Appeal  from  Administrative  Decision 

511-39-A — 687-699  Forest  avenue,  north  side,  150  ft.  west  of 
Bement  avenue  (Block  No.  168,  Lot 
No.  60),  West  New  Brighton,  Borough 
of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  18,  1939,  2  P.  M. 

Appeal  from  Administrative  Decision 

866-39-A — Southwest  corner  of  Spencer  place  and  Spencer 
place  and  west  side  of  Spencer  place,  from 
19  ft.  to  228  ft.  south  of  Spencer  place 
(Block  No.  3423-P,  Lot  Nos.  64  to  73, 
inclusive),  Borough  of  The  Bronx. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JUNE  20,  1939 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  Walsh. 

The  minutes  of  the  regular  meeting  of  the  board,  held 
on  Wednesday  morning,  May  31,  1939,  and  minutes  of 
the  regular  meeting  of  the  board  held  on  Wednesday 
afternoon,  May  31,  1939,  and  the  minutes  of  the  special 
meeting  of  the  board  held  on  Friday  morning,  June  2, 
1939,  were  approved  as  printed  in  Bulletin  No.  23,  Vol.  24. 


BUILDING  ZONE  CASES 

235-31-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Pearl  Palatnick, 
owner. 

SUBJECT — Application  reopened  November  22,  1938  on 
order  of  the  Court  (re  decision  of  the  acting 
borough  superintendent  of  buildings)  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  by  the  board). 

PREMISES  AFFECTED — 701-705  Utica  avenue,  east 
side,  100  ft.  south  of  Clarkson  avenue  (Block  No. 
4637,  Lot  No.  41),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Edward  L.  Kelly  and  Charles  A. 

O’Malley. 


For  Opposition:  Neil  J.  Toomey. 

ACTION  OF  BOARD' — Laid  over  to  July  5,  1939,  at  10 
a.  m.,  applicant  to  submit  information  requested 
by  the  board. 


271-39-BZ. 

APPLICANT — A.  C.  Benson,  for  Socony-Vacuum  Oil 
Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  the  extension  of  an  existing  gasoline 
service  station. 

PREMISES  AFFECTED— 96-23  to  96-29  Queens  boule¬ 
vard,  northeast  corner  of  63rd  road  (Old  Mill 
road)  ;  (Block  No.  2088,  Lot  No.  22),  Elmhurst, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Albert  C.  Benson. 

For  Opposition :  E.  Linhardt,  Leslie  Kirsch,  Byron 
Poulis,  Charles  Belous  and  Michael  Freed. 

ACTION  OF  BOARD; — Laid  over  to  July  5,  1939,  at  10 
a.  m.,  for  applicant  to  file  revised  plans  not  later 
than  June  30,  1939. 


467-32-BZ. 

APPLICANT — Fred  Surrey,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
November  3,  1937  (re  decision  of  the  commissioner 
of  buildings)  under  section  21  of  the  building  zone 
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]°  permit  in  a  business  use  district  the 
•nenCt  o"  and  maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  withdrawn) 

PREMISES  AFFECTED — 1745  Forest  avenue  and  841 
Foehn, ond  avenue  southeast,  corner  (Block  No. 

Richmond  h  P°rt  Richmond-  Borough  of 

APPEARANCES— 

For  Applicant:  Farrell  M.  Kane  and  Fred  Surrey, 
or  Opposition ;  Frank  J.  Januszewski  and  Meta 
C.  Bachmann. 

For  Administration :  Hugo  H.  Stenberg,  Depart- 

A  rTimr  T-^°usln^  and  Buildings. 

ACTION  Oh  BOARD— Application  denied. 

THE  VOTE  TO  GRANT: 

Affirmative  .  „ 

Negative:  Chairman  Murdock," Commissioners 
Ravage  and  Blum  and  Assistant  Chief 

Walsh  .  . 

Absent  . ’  . . .  ^ 

THE  RESOLUTION— 

(467-32-BZ) 

Whereas,  Thomas  Nunlev  for  9amnpi 
filed  Ancmef-  9q  10-30  y’  /or  Samuel  beides,  owner, 
c  .August  29  1932,  an  application  with  the  Board  of 
Slandaids  and  Appeals,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district  the 

m'Cnr°<?„kesnm 3  gasoline  sta don  affec,! 

mg  premises.  1745  Forest  avenue  and  841  Richmond  avenue 

southeast  corner  (Block  No.  1477,  Lot  No  52)  Port 
Richmond,  Borough  of  Richmond;  and  '  ’  1 

1933,Hand^S’  appIication  was  withdrawn  on  March  28, 

\\  hereas,  Fred  Surrey,  present  owner,  requested  a  re¬ 
pelling  of  this  case  and  on  November  3,  1937  this  apnli 
cation  was  reopened  by  vote  of  the  board;  and  ’  PP 

1w^PIIErEASa  a  Public  hiring  was  held  on  this  application 

m-  Iune°a20  Xcf'X  Appeals  at  its  regukr  meet- 

Pni’i  P  ro  'l39’  Jfte,r  due  notlce  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

V  hereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Forest  avenue  is  in  a  business 
and  residence  use  district ;  Richmond  avenue  is  in  a  busi- 
J  S-  use  dlst"ct;  Barnes  avenue  is  in  an  unrestricted  and 
business  use  district;  Renfrew  place  is  in  an  unrestricted 
and  business  use  district,  and  Leadley  place  is  in  a  residence 
and  business  use  district;  and  residence 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  September  30,  1937,  reads : 

“Your  application  N.B.  539-37  filed  September  30, 

avenue841  g£*°}im  s,tatlon  on  <he  junction  of  Forest 
avenue  841  Richmond  avenue,  Borough  of-  Richmond 

is  hereby  disapproved,  for  the  reason  that  it  is  contrary 
o  the  zoning  resolution  to  erect  a  gasoline  selling  sta¬ 
tion  in  a  business  use  district  ” 
and 

nlSEREAS’  athue  premisfs  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  98  ft.  on  Forest  avenue, 

)  .  on  Leadley  place  and  90  ft.  on  Richmond  avenue  It 

on  TPCT  t(Vfm0vc  theu  story  frame  dwelling  now 
hv  ?n  ft  •  and  T60!  thei:eon  a  one  story  office,  20  ft. 

fo}r  1  Ja'Jr  arCa  and  a  S°-  the  necessary  tanks  and  pumps 
tor  a  gasoline  service  station ;  and 

•  Whereas,  these  P^mises  and  the  surrounding  area  were 

inspected  by  a  committee  of  the  board ;  and 

c„)VtHE?E^s’  tbe  board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  relief 
ship hC  gr°Unds  °f  Practlcal  difficulty  and  unnecessary  hard- 

fiat,the  dec.isi°n  of  the  borough  superintendent 
-  ,  5 d9'  .’  be  and.it  hereby  is  affirmed  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


497-37-BZ. 

APPLICANT— Daniel  Ginsberg,  for  Jacob  Litvin  and 

owners  (William  Losak,  lessee). 

8  UJ4JFG  I— Application  reopened  and  restored  to  calendar 
April  18,  1939,  for  rehearing  in  accordance  with 
Court  Order — re  Application  (decision  of  the  com¬ 
missioner  of  buildings)  previously  granted  on  con¬ 
dition,  by  the  board,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  business  use 
distnct,  for  a  temporary  period  of  not  more  than 
two  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  in  addition  to  the  existing 
pprinoEc0^  |heprernises  for  the  sale  of  used  cars. 
PREMISES  AFFECTED — 1203-1235  East  New  York 
avenue,  northeast  corner  of  Ralph  avenue  and 
Union  street  (Block  No.  1477,  Lot  No.  1)  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  S.  Byrne  and  Samuel  Litvin 
For  Opposition:  S.  Millerdorf,  Charles  Feldman 
Jerome  A.  Wanshel,  Simon  Goldstein,  H.  Bern¬ 
stein,  Mrs.  A.  Pearlman,  Jessie  Musand  and 
others. 

ACTION  OF  BOARD — Resolution  of  May  17  1938  re¬ 
scinded. 

™  UV19378— T°  RESCIND  RESOLUTION  OF  MAY 

Affirmative:  Chairman  Murdock,  Commission- 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Negative  .  ’  .  q 

Absent  . ’  ’  .  q 

THE  RESOLUTION— 

(497-37-BZ) 

Whereas  Daniel  Ginsberg,  for  William  Losak,  lessee, 

9nr  ife°b  Lltvi"  and  Anna  Litvin,  owners,  filed  October 
’  19  .’  an  application  under  the  building  zone  resolution 
to  permit  m  a  business  use  district  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  for  a  period  of  two 
years  in  addition  to  an  existing  use  of  the  premises  for 
the  sale  of  used  cars;  premises:  1203-1235  East  New  York 
avenue,  northeast  corner  of  Ralph  avenue  and  Union  street 
(BwCk  N°'  1t77,  L°, •  N.°'  1}’  Borough  of  Brooklyn;  and 
17  r  \\S  application  was  granted  by  the  board  May 

i/,  tvoo  the  following  resolution  being  adopted: 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7-H  thereof  for  a  period  of  two  (2) 
years  from  the  date  of  this  action  to  permit  the  easterly 
portion  of  the  plot  under  appeal  to  be  used  for  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  on 
condition  that  such  portion  shall  not  extend  beyond  a 
point  more  than  200  ft.  westerly  from  the  easterly  lot 
fine ;  that  at  that  point  the  line  shall  be  drawn  parallel 
to  Ralph  avenue  to  the  rear  or  northerly  lot  line  and 
the  parking  and  storage  shall  be  restricted  to  the  area 
eastwardly  from  such  line;  that  only  vehicles  of  the 
pleasure-car  type  shall  be  stored  or  parked ;  that  during 
the  term  of  this  variance,  the  plot  shall  be  used  for  no 
other  use  than  such  parking  and  storage;  that  there 
shall  be  constructed  on  the  interior  lot  lines  a  substan- 
?al  woven  wire  or  board  fence  not  less  than  seven  (7) 
tt.  in  height  with  no  openings  therein  to  adjoining 
premises ;  that  along  the  street  building  line  of  East 
New  r ork  avenue,  there  shall  be  erected  a  substantial 
woven  wire  fence  not  less  than  six  (6)  ft.  in  height 
with  not  over  two  openings  therein,  each  opening  not 
to  exceed  20  ft.  with  curb  cuts  opposite  of  similar 
widths;  that  proper  aisles  shall  be  maintained  at  all 
times  for  easy  access  or  egress;  that  no  buildings  shall 
je  elected  thereon,  except  that  there  may  be  erected 
near  the  permitted  entrances,,  a  building  not  exceeding 
one  story  in  height  and  150  sq.  ft.  in  afea  as  an  Xf 
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and  shelter  for  the  attendant ;  that  no  signs  shall  be 
erected  on  the  premises  other  than  a  neat  sign  at  the 
entrance  advertising  the  parking  and  storage  use;  that 
any  lights  shall  be  so  arranged  with  metallic  reflectors 
directed  toward  the  center  of  the  premises  and  away 
from  adjoining  occupancies;  that  a  condition  of  this 
variance  is  that  the  balance  of  the  plot  shall  be  used 
for  conforming  use  in  no  way  connected  with  the  use 
herein  permitted,  excluding  the  use  of  such  portion  of 
the  plot  for  the  sale  of  used  cars  or  any  other  use  con¬ 
nected  with  the  servicing  of  motor  vehicles ;  that  all 
permits  required  shall  be  obtained  and  all  work  in¬ 
volved  completed  within  six  months  from  the  date  of 
this  action ;  that  the  use  of  these  premises  shall  not  be 
permitted  for  the  use  herein  described  until  all  the  re¬ 
quirements  of  this  resolution  have  been  complied  with.” 

and 

Whereas,  the  decision  of  the  board  on  May  17,  1938 
granting  a  zoning  variance  to  permit  a  portion  of  the 
premises  toward  the  easterly  end  with  a  frontage  of  200 
ft.  to  be  occupied  for  parking  and  storage,  was  subject  to 
Writs  of  Certiorari  brought  by  the  owner  and  a  nearby 
owner;  and 

Whereas,  after  the  decision  of  the  board,  a  portion  of 
the  plot  included  in  the  variance  granted  by  the  board,  was 
put  to  a  conforming  use  as  a  public  market;  and 

Whereas,  the  Court  remanded  the  matter  to  the  board 
for  further  consideration  as  to  parking  use  on  the  remain¬ 
ing  100  ft. ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  after  full  hearing  of  testimony  and  taking  into 
consideration  the  fact  that  100  ft.  of  site  in  question  has 
been  profitably  put  to  conforming  use,  the  board  was  of 
the  opinion  that  the  balance  of  the  plot  can  also  be  put  to 
conforming  use. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  rescind  its  resolution  of  May  17,  1938. 


404-38-BZ. 

APPLICANT — Conroy  and  Hardy,  for  Board  of  Trans¬ 
portation,  City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee). 

SUBJECT — Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings)  under  section 
7h  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 214-228  Schermerhorn  street, 
south  side,  233  ft.  east  of  Hoyt  street  (Block  No. 
171,  part  of  Lot  No.  7),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Reginald  S.  Hardy. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(404-38-BZ) 

Whereas,  Conroy  and  Hardy,  for  the  Board  of  Trans¬ 
portation,  City  of  New  York,  owner  (Downtown  Brooklyn 
Parking,  Inc.,  lessee),  filed  on  May  24,  1938,  an  application 
under  the  building  zone  resolution,  to  permit  in  a  business 
use  district  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises :  214-228  Schermerhorn  street, 
south  side,  233  ft.  east  of  Hoyt  street  (Block  No.  171,  part 
of  Lot  No.  7),  Borough  of  Brooklyn  and 

Whereas,  a  public  hearing  was  held  on  this  application 


by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting,  June  20,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Schermerhorn  street,  State 
street,  Hoyt  street  and  Bond  street  are  all  in  a  business  use 
district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated*  May  6,  1938,  re  Application  No.  433-38,  reads : 

“Proposed  Storage  and  Parking  for  more  than  5 
Cars  in  a  business  district,  contrary  to  Building  Zone 
Resolution,  Art.  2,  Sec.  4,  Par.  15.  Therefore  appli¬ 
cation  disapproved.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  153  ft.  and  a  depth  of  79  ft.  It  is  pro¬ 
posed  to  occupy  the  plot  for  a  temporary  period  of  not 
more  than  two  (2)  years  for  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 

Whereas,  the  board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  under  section  7,  sub¬ 
division  h  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  section  7h 
thereof  for  a  term  of  two  (2)  years  from  the  date  of  this 
resolution,  to  permit  the  premises  under  appeal  to  be  used 
for  the  transient  parking  of  more  than  five  (5)  motor 
vehicles,  on  condition  that  only  motor  vehicles  of  the 
pleasure  car  type  shall  be  so  parked;  that  the  plot  shall  be 
levelled  substantially  to  the  grade  of  the  surrounding 
streets  and  surfaced  with  steam  cinders,  or  other  suitable 
material,  properly  rolled  and  bound  to  prevent  dusting ; 
that  there  shall  be  constructed  on  all  lot  lines  a  substantial 
fence,  except  for  the  openings  now  existing  and  as  shown 
on  plans,  which  shall  not  be  increased  in  width  or  number; 
that  no  buildings  shall  be  erected  on  the  premises  during 
the  term  of  this  variance,  other  than  those  existing  used  in 
connection  with  the  subway  construction  and  as  an  office 
and  shelter  for  the  attendant ;  that  signs  shall  not  exceed 
those  now  existing;  that  proper  aisles  shall  be  maintained 
at  all  times  for  easy  entrance  and  exit ;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  on  the  premises 
as  the  fire  commissioner  shall  direct;  that  during  the  term 
of  this  variance,  the  premises  shall  be  used  for  no  other 
use  than  as  herein  permitted ;  that  there  shall  be  an 
attendant  at  all  times  during  the  hours  the  parking  lot  is 
open ;  that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  two  months  from  the  date  of  this 
resolution. 


405-38-BZ. 

APPLICANT— Conroy  and  Hardy,  for  Board  of  Trans¬ 
portation,  City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee). 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  7h  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 240-250  Schermerhorn  street 
and  54-60  Bond  street,  southwest  corner  (Block 
No.  171,  part  of  Lot  No.  7),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Reginald  S.  Hardy. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 
Walsh  .  4 
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Negative  .  n 

Absent  .  .  tlle  zone  resolution,  to  permit  in  a  busi- 

THF  RFCpiT  TTTTOXT . ""  ness  dlstnct/  f°r  a  temporary  period  of  not 

HL  RESOLUTION—  more  than  two  (2)  years,  the  parking  and  storage 

(405-38-BZ)  T.T.^,,T?tmore  than  five  motor  vehicles. 

Whereas,  Conroy  and  Hardy,  for  Board  of  Transporta-  PREMISES  AFFECTED— 134-192  Schermerhorn  street, 
tion,  City  of  New  York,  owner  (Downtown  Brooklyn  south  side,  from  Smith  street  to  Hoyt  street,  57-73 

Parking,  Inc.,  lessee)  filed  Mav  24  icnQ  r  *.-y  Smith  street,  east  side,  from  Schermerhorn  street 

under  the  buiidiS  ~ne“  perm’itm  to  State  ^reet  and  257-271  State  street  (Block  No. 

use  district  for  a  temporary  period  of 'no?  moU^n  two  APPEARANCES-'  ^  B°r°Ugh  °f  Br°°kl*”- 

54  6o’bVCI  ddetS  ;Vm"f  *S  ch  e  rmerh  rn '  s  t  r  ect  and  For'  OpposEbn  ^om' 1  S' 

No'  *>•  P-  ACTION  OT^OARD-tS'icatio,1  granted  on  condition. 

by  the^Board  ^'standard!  and  Appeal's  .^plication  Affirmative :  Chairman  Murdock,  Commission- 

STg*.  20,  1939, "tfS  &  ^  ^  “d  AsSiSl“'  ChW  , 

t  e  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and  Negative  . .  n 

v  hereas,  the  use  district  maps  accompanying  the  build-  Absent  .  '  ' '  o 

mg  zone  resolution  show  that  Schermerhorn  street,  State  TFTF  RF^OTTiTinM 

street.  Bond  street  and  Hoyt  street  are  all  in  a  business  E  RES0EE™N- 

use  district;  and  (406-38-BZ) 

t1hne,0decisilon1.of  .the  borough  superintendent,  .  Whereas,  Conroy  and  Hardy,  for  Board  of  Transporta- 
dated  May  6,  1938  re  Application  No.  434-38,  reads :  •  turn,  City  of  New  York,  owner  (Downtown  Brooklyn 

rnrc  ;r°posBed  Storage  and  Parking  for  more  than  5  Parking,  Inc  lessee),  filed  May  24,  1938,  an  application 
cars  a  Business  District— Contrary  to  Art.  2,  Section  under  the  building  zone  resolution  to  permit  in  a  business 
7l  .  ar-  } a  of  Building  Zone  Resolution,  therefore  appli-  use  district,  for  a  temporary  period  of  not  more  than  two 
.  .  tlon  denied.  (2)  years,  the  parking  and  storage  of  more  than  five  (5) 

m°tor  vehicles;  premises:  134-192  Schermerhorn  street, 

.  Whereas,  the  premises  consist  of  a  plot  of  ground  hav-  |out  ,  Slde’  from  ^mith  street  to  Hoyt  street  and  57-73 
mg  a  frontage  of  117  ft.  on  Schermerhorn  street  and  71  4  ^mith  street  east  side,  from  Schermerhorn  street  to  State 
ft.  on  Bond  street.  It  is  proposed  to  use  the  plot  for  a  ^treet  aPd  257-271  State  street  (Block  No.  170,  Lot  No.  1), 
temporary  period  of  not  more  than  two  (2)  years  for  park-  „?Ugh  of  Brooklyn;  and 

mg  and  storage  of  more  than  five  (5)  motor  vehicles  -  and  i  W.HEEEAS<  a  public  hearing  was  held  on  this  application 

.  Whereas,  these  premises  and  the  surrounding  area  ’were  •  t  Boaun  ^Standards  and  Appeals  at  its  regular  meet- 
inspected  by  a  committee  of  the  board  •  and  •  ne  2d’  aRer  due  notice  by  publication  in  the 

.  Whereas,  the  board  deemed  that  this  was  a  proper  case  „retm  of  th<:  Board  ,of  Standards  and  Appeals;  and 

in  which  to  exercise  its  discretion  under  section  7  snh  t  ;/  ?EEEAS>  me  decision  of  the  borough  superintendent  of 

division  h  of  the  building  zone  resolution.  ’  buildings,  dated  May  6,  1938,  on  Application  No.  431-38, 

hefebyS/aU riaU^fn  tL^pphcadorof Ihf use  dif  i  “PTP°Sed  st?.rage  and  Parking  for  more  than  5  cars 

trict  regulations  of  the  building  zone  resolution  nnrl  tl  +  }n,.a  kufnes®  d>stri9t.  contrary  to  building  zone  reso- 

zxtm  ^  4- Par- ,s- 

ereot  tor  a  term  of  two  (2)  years  from  the  date  of  this  and 
ior°  mbe„S,d  ■  WH“EAS'  ,,h'  “se  ,diStric,1  maps  -ompanying  the  build- 

pfeasure  cTr  ?  ft 

sfreets'and  a  ctf’S  ^  ^  ^  *“*  “*  fa 

material11  property6  rolled1  and  bourf  S  pletenf  Ctai  •  1 YT"*  %  «"**  °f  a"  ^ 

that  there  shall  be  constructed  on  all  lot  lwJf  u  /  £bt  °f  gr0U"d  kavmg  a  frontage  of  605  ft.  on  Schermer- 

fence,  except  for  the  openings  now  exist  ^  &°  c  °n  H°yt  street’  180  ft  on  Smith  street 

on  plans,  which  shall  not  be  increased  in  width  or  numW  ftf  T  Sftate  StJee,t  ^he  easterly  Portion  of  the 

that  no  buildings  shall  be  erected  on  thr  nrl,n?^c  T.  ’  S  £  !  re-et  fr°ntage  of  ,the  Plot  extends  for  a  distance 

the  term  of  this  variance  other  than  those  evisF  U  ?  3^  Vlto.  tie  unrestricted  use  district;  the  remainder 

in  connection  with  the  subway  construction  and  USC  m /I16  business  use  district.  It  is  proposed  to  occupy 

office  and  shelter  for  the  attendant*  that  Snsshan  nnt  ^  P  r  ’  f°r  f.temP°Jary  Penod  of  not  more  than  two  (2) 
SSSL2T,  now  exisdngf  Cnp-ropear  3E  sha!.  "be  a^'"8  ““  °f  ‘h“  *"  (5> 

such  portabfe  fi  e-sThlfngTpScTs'lEaH  hf  ■  W™TS'  PremiSeSr  a"d  the  area  were 

during  =  „1 1  ^SSS  WITT  a  proper  case 

divp°"C  h  of  tebeC  bidding  ZZKrZZtr  ^  ’’  ^ 

lot  is  open ;  that  all  permits  required  shall  be  obtained  and  u  Refolved\  that  th9  Board  of  Standards  and  Appeals  does 

all  work  completed  within  two  months  from  the  date  of  jUnmy  make  a  variation  \ n  the  application  of  the  use  dis- 

this  resolution.  c  trict  regulations  of  the  building  zone  resolution  and  that  the 

- -  application  be  and  it  hereby  is  granted  under  section  7h 

406-38-BZ.  thereof,  for  a  term  of  two  years  from  the  date  of  this 

"PUSSlsH~" '■«= 

973 


MINUTES 


properly  rolled  and  bound  to  prevent  dusting ;  that  there 
shall  be  constructed  on  all  lot  lines  a  substantial  fence, 
except  for  the  openings  now  existing  and  as  shown  on 
plans,  which  shall  not  be  increased  in  width  or  number ; 
that  no  buildings  shall  be  erected  on  the  premises  during 
the  term  of  this  variance,  other  than  those  existing  used 
in  connection  with  the  subway  construction  and  as  an  office 
and  shelter  for  the  attendant  ;  that  signs  shall  not  exceed 
those  now  existing ;  that  proper  aisles  shall  be  maintained 
at  all  times  for  easy  entrance  and  exit ;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  on  the  premises 
as  the  fire  commissioner  shall  direct ;  that  during  the  term 
of  this  variance,  the  premises  shall  be  used  for  no  other 
use  than  as  herein  permitted ;  that  there  shall  be  an 
attendant  at  all  times  during  the  hours  the  parking  lot  is 
open;  that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  two  months  from  the  date  of  this 
resolution. 


407-38-BZ. 

APPLICANT — Conroy  and  Hardy,  for  Board  of  Trans¬ 
portation,  City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee). 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  7h  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 37-55  Smith  street,  east  side, 
from  Livingston  street  to  Schermerhorn  street,  1 56- 
164  Livingston  street  and  137-145  Schermerhorn 
street  (Block  No.  164,  Lot  No.  1),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Reginald  S.  Hardy. 

For  Opposition:  None. 

ACTION  OF  BOARD — 'Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(407-38-BZ) 

Whereas,  Conroy  and  Hardy,  for  the  Board  of  Trans¬ 
portation,  City  of  New  York,  owner  (Downtown  Brooklyn 
Parking,  Inc.,  lessee),  filed  on  May  24,  1938,  an  application 
under  the  building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles :  premises :  37-55  Smith  street,  east  side, 
from  Livingston  street  to  Schermerhorn  street,  156-164 
Livingston  street  and  137-145  Schermerhorn  street  (Block 
No.  164,  Lot  No.  1),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting,  June  20,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Smith  street,  Livingston 
street,  Schermerhorn  street  and  Hoyt  street  are  all  in  a 
business  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  6,  1938,  re  Application  No.  432-38,  reads: 

“Proposed  Storage  and  Parking  for  more  than  5 
cars  in  a  business  district  contrary  to  Building  Zone 
Resolution,  Art.  2,  Sec.  4,  Par.  15.  Application  denied.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  80  ft.  on  Livingston  street,  170  ft.  on 
Smith  street  and  80  ft.  on  Schermerhorn  street.  It  is  pro¬ 
posed  to  occupy  the  plot  for  a  temporary  period  of  not 


more  than  two  (2)  years,  for  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board ;  and 
Whereas,  the  board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  under  section  7,  sub¬ 
division  h  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  section  7h 
thereof  for  a  term  of  two  (2)  years  from  the  date  of  this 
resolution,  to  permit  the  premises  under  appeal  to  be  used 
for  the  transient  parking  of  more  than  five  (5)  motor 
vehicles,  on  condition  that  only  motor  vehicles  of  the 
pleasure  car  type  shall  be  so  parked ;  that  the  plot  shall  be 
levelled  substantially  to  the  grade  of  the  surrounding 
streets  and  surfaced  with  steam  cinders,  or  other  suitable 
material,  properly  rolled  and  bound  to  prevent  dusting ; 
that  there  shall  be  constructed  on  all  lot  lines  a  substantial 
fence,  except  for  the  openings  now  existing  and  as  shown 
on  plans,  which  shall  not  be  increased  fn  width  or  number ; 
that  no  buildings  shall  be  erected  on  the  premises  during 
the  term  of  this  variance,  other  than  those  existing  used  in 
connection  with  the  subway  construction  and  as  an  office 
and  shelter  for  the  attendant;  that  signs  shall  not  exceed 
those  now  existing;  that  proper  aisles  shall  be  maintained 
at  all  times  for  easy  entrance  and  exit ;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  on  the  premises 
as  the  fire  commissioner  shall  direct ;  that  during  the  term 
of  this  variance,  the  premises  shall  be  used  for  no  other 
use  than  as  herein  permitted ;  that  there  shall  be  an  attend¬ 
ant  at  all  times  during  the  hours  the  parking  lot  is  open  ; 
that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  two  (2)  months  from  the  date  of  this 
resolution. 


37 8-39-BZ. 

APPLICANT — Richard  Shutkind,  for  Hoddersen  Brothers, 
owners. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  7 a  of 
the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  extension  of  an  existing 
business  building. 

PREMISES  AFFECTED — 307  Sumpter  street,  north  side, 
350  ft.  east  of  Hopkinson  avenue  (Block  No.  1521, 
Lot  No.  64),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Richard  Shutkind. 

For  Opposition:  Rose  Perretti,  Pietro  Valletutti, 
John  Puccio,  Lillion  Giunta,  Lucy  Postore, 
Tncoranota  Liota,  S.  Forello,  Rev.  Thomas  J. 
Crawford  and  others. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(37 8-39-BZ) 

Whereas,  Richard  Shutkind,  for  Hoddersen  Brothers, 
owners,  filed  on  March  27,  1939,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  residence  use 
district,  the  extension  of  an  existing  business  building ; 
premises :  307  Sumpter  street,  north  side,  350  ft.  east  of 
Hopkinson  avenue  (Block  No.  1521,  Lot  No.  64),  Borough 
of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  20,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
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dii,orr  sir jst ’"i  “t  w  ,  '  <««9-bZ-wf) 

residence  and  business  use  district;  Marion  street  is  in  a  Whereas,  Jeffroy  J.  Lewin,  for  Coihornial  Holding  Cor- 

residence  and  business  use  district,  and  Hopkinson  avenue  Poratlon-  owner,  filed  May  13,  1939,  an  application  under 
and  kockaway  avenue  are  both  in  a  business  use  district-  :,cctl9^s  7b  and  7 H  of  the  building  zone  resolution,  to 

and  ’  Partly  111  a  residence  use  and  partly  in  a  business 

Whereas,  the  decision  of  the  borough  suoerintend^nt  dlstrict;i  for  a  temPorary  period  of  not  more  than  two 

on  Application  No.  603-39,  dated  March  15&  1939Pas  amended  Par,k'ng°f  ™ore  than  five  (5)  motor  vehicles ; 

April  26,  1939,  reads:  ’  ’  S  amended  premises:  110-40  World’s  Fair  boulevard  "(Horace  Harding 

“1.  Extending  present  business  structure  in  a  r«;  eXar\T  Colonial  avenue,  southwest  corner 

dential  zone,  is  contrary  to  Art  II  Sec  3  of  die  7  "  ,OCr  t  ’inf*  Nos.  110,  112,  115,  118,  and 

Resolution.”  7  ‘  AA'  SeC’  3  of  the  Zone  PaEt  of  Lot  Nos.  103  and  104),  Corona,  Borough  of  Queens; 

and  and , 

W  hereas,  the  existing  buildine-  is  nf  nn t  u  ,.HEREAS)  a  Public  hearing  was  held  on  this  application 

struction,  one  and  two  stories  in  height  with  l  (f°  t°n"  J  ,-ie  ^T°ai  ^  ,nmn^afIC*s  and  appeals  at  its  regular 

of  25  ft.  and  a  depth  of  134  ft  irreaular  Tt  i  ronta§^  ,  eet’n^|  June  20  19d9>  after  due  notice  by  publication  in 

to  erect  at  the  front  of  lutldin, w  “  °  ^  ^  °f  ^  and 

vator  shaft  from  the  1st  to  2nd  stories;  to  erect  a  brick  •  Whereas’  the  use  district  maps  accompanying  the  build- 

extension  (10  ft.  4  in.  by  12  ft.)  on  the  2nd  story  to  be  i  l  ^  resoBltl°"  sh°W  that  World’s  Fair  boulevard  is  in 

used  as  a  corridor ;  to  reconstruct  that  portion  of  the  first  usiness  and  residence  use  district ;  Colonial  avenue  is  in 

story  as  affected  by  the  proposed  work  and  also  to  relocate  r  re,Sldence  an,d  business  use  district;  110th  street  is  in  a 

the  stairs  at  the  front  of  the  building.  The  buildina  is  residenc.e  and  business  use  district  and  Van  Doren  street  is 

used  for  provision,  packing,  storage  and  also  gara°-e&for  111  aresidenceand  business  use  district ;  and 

two  motor  vehicles  j  and  ^  a  .  Whereas,  the  decision  of  the  borough  superintendent  on 

.  Whereas,  these  premises  and  the  surrounding  area  were  AppI,“!10nN°-  da!ed  Vy  U  1939'  rea1is:  ’ 

inspected  by  a  committee  of  the  board-  and  §  }’  Th.e.u,se  °.f  a  Parking  lot  for  more  than  five  (5) 

Whereas,  the  board  deemed  that  this  Q  •m°  0rf  vebl<des  in.  a  business  and  residence  district 

in  which  to  exercise  itstscretituS  LT"*  ***  *  3  “d  4  °f  "*  Z°"e 

sion  a  of  the  building  zone  resolution.  2.  The  use  of  a  parking  lot  for  more  than  five  (SI 

hereh vZa’kr^  ^  ,B°ard  °1  Standards  and  Appeals  does  +motor  vehicles  within  the  World’s  Fair  Area  is  con¬ 

tract Je^ation,  nf  a//0WKm-i?e  aPpllcation  of  the  use  dis-  ,  traW  to  Section  6  of  the  World’s  Fair  Resolution.” 
tttnL  f  *•  I  the  building  zone  resolution  and  that  and 

7-A  thereof,1  °to  per^if  the  conf^  ,Sectio"  nloYof^5’  tbe,  Prendses  consist  of  an  irregular  shaped 

the  second  story  on  the  side  lot  lfnes  sh, °n  m  ll  %  f°r  a  temporary  period  of  not  more  than,  two 

Z*  ol°Per V"  *he  ~  the  second  st-y'S!  Z  SdS^  paA"*  (°"W  °f  <=> 

will  iformaliy  be' kep? cloLdMhat  ta»1wi,0r  d°°rS'  thn  Wh.™as,  the  premises  and  area  were  inspected  by  a 

laws,  rules  and rfitawfab”  to  fte  useTtSTccu’  w™  W  b°ard  Pri°r  ‘°  “K  hcar"^  alld 
pancy  of  the  building  shall  be  complied  with  -  that  all  permits  tint)  ^  b°-ard  de^med  that  there  was  no  justifica- 

required  shall  be  obtained  and  all  work  completed  Sdn  exercise  of  its  discretion  to  grant  a  zoning 

one  year  from  the  date  of  this  resolution  P  W"hl"  SntionkorV ' xUomt7*  a"d  J  of  the  building  zonl 

_  resolution,  for  the  use  of  the  plot  for  transient  parking  of 

639-39-BZ-WF  more  than  five  (5)  motor  vehicles. 

APPLICANT— Jeffroj^h  Lewin,  for  Co.hornia,  Holding 

SUBJECT-Application  (re  decision  of  the  borough  super-  application  be  and  it  hereby  is  denied. 

intendent  of  buildings)  under  sections  7 f  and  7h  .  .  " — 

of  the  building  zone  resolution,  to  permit  partly  Adjourned,  3:45  P.M. 

!JLa  dl^trict  and  Partly  in  a  business  Edward  V.  Barton,  Chief  Clerk 

use  district  the  parking  of  more  than  five  (5)  _  ’  7 

motor  vehicles.  v  ' 

PREMISES  AFFECTED-1 10-40  World’s  Fair  boulevard  REGULAR  MEETING 

a(vM°:aCeeHirdmg.  bouIevard)  and  61-01  Colonial  TUESDAY  AFTERNOON  JUNE  20  1939 

avenue  southwest  corner  (Block  No.  2161  Lot  ry  ’  ^ 

ir9?’  109,  N2>  N5,  118  and  part  of  Lot  R,PreSenV  Chairman  Murdock,  Commissioners  Savage  and 

APPEARANCES— d  104^’  Corona’  Borough  of  Queens.  B  um  and  Assistant  Chief  Walsh. 

For  Applicant:  Jeffroy  J.  Lewin  Nathan  A  Willis 

^  and  Edward  J.  McKay.  ’  WlHlS  BUILDING  ZONE  CASES 

For  Opposition:  Harold  B.  Klorfein,  C.  B.  F.  4U1'J1'BZ. 

Br!iI1’i7f'  St,aiiey,  Marks,  William  J.  Brennan  APPLICANT— Reswick  and  Avrutis,  for  Webster  Com- 
a  anc*  -Edward  Feldman.  mittee,  Inc.,  owner. 

THEI(VOTFF  TO^RRDAT^PpliCation  denied-  SUBJECT  —  Application  for  consideration  —  reopening, 

VOTE  TO  GRANT-  amendment  as  to  area  and  extension  of  time-re 

Affirmative  . .  .  q  Application  (decision  of  the  commissioner  of  build- 

egative:  Chairman  Murdock,  Commissioners  mgs)  previously  granted  on  condition,  under  section 

wia?e  and  B  um  and  Assistant  Chief  21  ?f  the  building  zone  resolution,  permitting  in  a 

A,  Walsh  .  4  business  use  district,  the  erection  and  maintenance 

THE  RESOLUTION—  ""  PREMISES  AFFECTED-624-626  Atlantic  avenue  9 

fiifth  avenue,  southeast  corner,  running  through 
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to  627  Pacific  street  (Block  No.  1119,  part  of  Lot 
No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Henry  Goldschmidt. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


212-34-BZ. 

APPLICANT — Michael  Mario,  for  Carmelo  Oddo,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  com¬ 
missioner  of  buildings)  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station  for  a  temporary  period. 

PREMISES  AFFECTED — 1709  Neptune  avenue,  north¬ 
west  corner  of  Cropsey  avenue  (Block  No.  6994, 
Lot  Nos.  104  and  99),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Michael  Mario. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . 0 

Absent  .  0 


920-38-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Irving  Yarvin, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar,  previously  withdrawn — re 
Application  (decision  of  the  borough  superintendent 
of  buildings)  under  section  21  of  the  building  zone 
resolution,  to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used 
as  lubritorium  and  auto  laundry,  upon  an  existing 
gasoline  service  station. 

PREMISES  AFFECTED— 139-21  Springfield  boulevard, 
northeast  corner  of  140th  avenue  (Block  No.  3746, 
Lot  No.  1),  Springfield,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD — .Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

N  egative  .  0 

Absent  .  0 


207-33-BZ. 

APPLICANT — Michael  Glick,  for  O’Brien  Building  Co., 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  under  section  7h 
of  the  building  zone  resolution,  permitting  in  a 
business  use  district,  the,  parking  of  more  than  five 
(5)  motor  vehicles  for  a  temporary  period. 

PREMISES  AFFECTED— 3090-3102  Webster  avenue  and 
401-409  East  203rd  street,  southeast  corner  (Block 
No.  3330,  Lot  Nos.  65,  66,  67  and  68),  Borough  of 
The  Bronx. 


APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  William  F.  Walsh. 

ACTION  OF  BOARD — Application  to  reopen  withdrawn 
on  written  request  of  applicant. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

N  egative  .  0 

Absent  .  0 


70-39-BZ. 

APPLICANT — Albert  J.  Courtney,  for  Frank  Rysavy,  as 
trust  officer  of  First  National  Bank  and  Edith 
Kane  Baker  and  Alexander  C.  Nagle,  executrix 
and  executors  of  Estate  of  George  F.  Baker, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  21  and  7h 
of  the  building  zone  resolution,  to  permit  in  a 
restricted  retail  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 13-19  East  38th  street  and  250- 
260  Madison  avenue,  northwest  corner  and  18-20 
East  39th  street  (Block  No.  868,  Lot  Nos.  14,  15, 
16,  59,  62  and  63),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Albert  J.  Courtney  and  others. 
For  Opposition:  John  P.  Fox. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

N  egative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(70-39-BZ) 

Whereas,  Albert  J.  Courtney  (Kim  Parking  Stations, 
Inc.,  lessee),  for  Frank  Rysavy  as  Trust  Officer  of  First 
National  Bank,  Edith.  Kane  Baker,  Alexander  C.  Nagle, 
Executrix  and  Executors  of  Estate  of  George  F.  Baker, 
owner,  filed  January  19,  1939,  an  application  under  sections 
21  and  7h  of  the  building  zone  resolution,  to  permit  in  a 
restricted  retail  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises:  250-260  Madison 
avenue,  13-19  East  38th  street,  northwest  corner  and  18-20 
East  39th  street,  south  side,  100  ft.  west  of  Madison 
avenue  (Block  No.  868,  Lot  Nos.  14,  15,  16,  19,  59,  62  and 
63),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  20,  1939,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Madison  avenue  is  in  a 
restricted  retail,  business  and  residence  use  district ;  Fifth 
avenue  is  in  a  restricted  retail  use  district ;  East  38th  street 
is  in  a  restricted  retail,  retail,  business  and  residence  use 
district  and  East  39th  street  is  in  a  restricted  retail,  retail, 
business  and  residence  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  January  5,  1939,  reads: 

“Your  application  dated  January  5,  1939  for  a  cer¬ 
tificate  of  occupancy  for  the  use  of  thq  above  premises 
for  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  has  been  denied  for  the  reason  that  the  prem¬ 
ises  are  located  in  a  restricted  retail  district,  where  this 
occupancy  is  prohibited  by  Section  4B  of  the  Zone 
Resolution.” 

and 
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Plot  of  ground  iSK*  IfiTt  6  ii^onVidison  stlntM^  1?’  193?’”  ?re  hereby  approved  as  in  sub¬ 

avenue,  147  ft.  6  in.  on  East  38th  street  4S’ ft  on  Fa«J  ^antiai  compliance  with  this  resolution,  except  that  the 

?oMiStreetT?n-d  a  diStanS6  °f  197  ft  6  in-  aioS  the  westerly  Solution^11  °f  the  Wldth  required  by  this 

lot  line,  it  is  proposed  to  use  the  plot  for  parking-  and  __ 

storage  of  more  than  five  (5)  motor  vehicles  for  a  tern-  74-37-BZ 
porary  period  of  two  (2)  years;  and  . 

Whereas,  these  premises  and  the  surrounding-  area  were  qt  TR  ii!r4 N d  ~ Benj  amin  Lazaroff  owner, 

inspected  by  a  committee  of  the  board  •  and  °  "  -LBJElT  Application  for  consideration — reopening  and 

Whereas  the  board  deemed  tW  tt  ■’  extension  of  time— re  Application  (decision  of  the 

in  wh.Vh  C  b°ard  deemed  taat  tIlls  was  a  proper  case  commissioner  of  buildings)  previously  granted  on 

diviTio of  IhTh  ,dHltS  dlscre"on,  7,  sub-  condition,  under  sections  ?£  7c  and  21  of  the 

d.vts.on  h  of  the  bmldmg  zone  resolut.on.  building  zone  resolution,  permitting  in  a  resident 

Kesolved  that  the  Board  of  Standards  and  Appeals  does  use  Strict,  the  extension  of  an  existing  business 

nereloy  make  a  variation  in  the  application  of  the  use  dis-  use  and,  als°.  the  omission  of  the  required  rear 

trict  regulations  of  the  building  zone  resolution  and  that  the  yard- 

application  be  and  it  hereby  is  granted  under  section  7h  PREMISES  AFFECTED — 255  West  18th  street,  north 
thereof  for  a  period  of  two  (2)  years  from  the  date  of  this  ?lde>  100  ft-  east  of  Eighth  avenue  (Block  No.  768 

resolution,  to  permit  the  plot  under  appeal  to  be  used  for  .  Lot  No.  7),  Borough  of  Manhattan, 

the  transient  parking  of  more  than  five  (5)  motor  vehicles  APPEARANCES— 

on  condition  that  only  motor  vehicles  of  the  pleasure  car  a  ™^F01^ppllcant :  Beniamin  Lazaroff. 

pSnprJf^  tb(M°  p.arkfd  >'  that  the  ent're  plot  shall  be  graded  AC1I0N  OF  BOARD— Application  reopened  and  time 
generally  to  the  level  of  the  inside  line  of  the  sidewalk  at  extended. 

the  budding  lines;  that  there  shall  be  erected  on  the  street  THE  V0TE  TO  REOPEN  AND  EXTEND  TIME— 
building  lines,  except  for  one  20  ft.  wide  entrance  to  East  Affirmative :  Chairman  Murdock,  Commission- 

rsytli  street  and  one  20  ft.  entrance  to  East  38th  street  ers  Savage  and  Blum  and  Assistant  Chief 

conciete  curbings  not  less  than  8  inches  in  height  and  one  ,,  Walsh  . . .  4 

foot  in  width,  on  the  centre  of  which  shall  be  erected  a  Negative  .  0 

substantial  steel  picket  fence  not  less  than  4  ft.  6  in  in  Absent  .  q 

af fhe  St°rlnre^htwb  fubstantial  posts  and  bumpers  THE  RESOLUTION— 

,  mat  parallel  to  the  fence  along  Madison  f74-37-R7'i 

avenue,  there  shall  be  constructed  a  concrete  platform  uvrBt,,  ^  . 

bumper  with  steel  nosing  of  the  same  height  namely  8  in  iq?  S«  appll^p0,n>  affecting  premises  255  West 
as  the  curb  hereinbefore  required  and  of  ’  an  additional  v  1  sl,de’ ft  east  of  Eighth  avenue  (Block 

width  of  3  ft.  6  in.;  that  along  the  street  building  li^  ht  thf’hn  °  H  Ny  ‘  °£  Manhattan,  was  granted 

and  along  the  interior. lot  lines  to  the  west  and  alone-  the  byf  tbf  board>  Jane  15>  1937,  on  certain  conditions,  time 

interior  lot  lines  of  the  building  located  at  the  southwesterly  ,Sep?embe/  ,27’  193J  and  applicant  requested  a 

corner  of  East  39th  street  and  Madison  avenue  there  shall  woJk  extensi0n  of  time  to  obtain  permit  and  complete  the 
be  constructed  a  concrete  bumper  8  in.  in  height  and  a 

Wldtih  jF,1  ft  6  in- ;  that  the  plot  sha11  be  surfaced  with  1  Rc*olvcd’  tbat  the  Board  of  Standards  and  Appeals  does 

cracked  bluestone  or  clean  gravel  not  less  than  1  in.  in  F6  res?latlon  adopted  by  the  board  on  June 

thickness,  properly  rolled  and  treated  with  a  binder  other  1937>  m  so  far  as  it  has  relation  to  obtaining  of  permits 
than  oil,  which  shall  be  either  tar  or  asphaltum,  to  preclude  and  completion  oi  work,  so  that  as  amended  this  portion 
dusting,  and  so  graded  as  to  provide  surface  drainage  °f  the((resoIutlon  shall  read: 

that  signs  shall  be  restricted  to  one  at  each  entrance  at-  ,  „  .  ‘  that  ,aI1  Pern.lds  shall  be  obtained  and  all  work 

tached  to  an  ornamental  steel  standard;  that  these  signs  shall  be  completed  within  one  (1)  year  from  the  date 

shall  not  be  illuminated  and  may  be  double-sided  reading  °f  thls  amended  resolution.” 

Parking  ,  but  may  not  extend  beyond  the  building  line-  7q,7C7  - 

tbat  no  building  shall  be  erected,  except  a  one-story  office  /9'37~BZ. 

fng  shaeiltenoft°r  the  aBeiJdants  and  patrons;  that  this  build-  APPLICANT— George  Jamison  (lessee),  for  Katie  Jami- 
mg  shall  not  exceed  250  sq.  ft.  in  area  and  shall  be  pro-  c  son’  owner-  J 

\i  ed  with  toilet  accommodations,  unless  such  accommoda-  SUBJECT  Application  for  consideration— reopening  and 
avadable  by  agreement  with  the  owner  of  No.  270  extension  of.  permit— re  Application  (decision  of 

firenrnnf  eqUe;  ?at  ,tb,ls  budding  shall  be  constructed  of  tbe  commissioner  of  buildings)  under  section  7h 

til?  fiTe;retarde.d,  materials  and  shall  be  of  attrac-  °f  ,the  building  zone  resolution,  permitting  in  a 

from  FaSn3^f ^ ^  n0t  ,leSS  tban  15  ft  in  width  business  use  district,  the  parking  of  more  than  five 

39th  street  continuously  to  East  38th  street  shall  motor  vehicles  for  a  temporary  period, 

sbpl?  1  ined  a  a]}  \?esi  that  at  least  once  a  da7  the  plot  PREMISES  AFFECTED-1015-1021  East  New  York 
an^  C3f ed  °t,  aJ  refase  j  that  receptades  for  papers  a^nue,  ?Torthwest  corner  of  Rochester  avenue 

pafke?  sh/lf  ?Se  Sha  i ,be  provlded.:  thkt  all  motor  vehicles  <,BIoFk  No.  1420,  Lot  No.  41),  Borough  of 

parked  shall  be  capable  of  operation;  that  there  shall  be  *  ^  Brooklyn. 

no  use  permitted  on  the  plot  other  than  transient  parking  APPEARANCES- 

nerein  permitted  during  the  term  of  this  variance-  that  A<—,T  For  Applicant:  Abraham  Brodsky. 

parkin?  W  ^  attendai?ts  at  all  times  during  the  time  the  WTION  OF  BOARD— Application  reopened  and  permit 

parking  lot  is  open;  that  such  attendants  shall  wear  dis-  extended. 

tinctiye  uniforms;  that  there  shall  be  no  lights  for  general  BEE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT _ 

attUaThedtlt>n’tl1XCFt  th?  tbere«may  be  two  bracket  lights  Affirmative:  Chairman  Murdock,  Commission¬ 
in' hrf  fFnt  °f  ,the  offiT  building,  not  exceeding  ers  Savage  and  Blum  and  Assistant  Chief 

7 ..watts  each ;  that  such  portable  fire-fighting  appliances  Walsh  .  4 

.kill  be  maintained  as  the  fire  commissioner  shall  direct-  Negative  .  q 

that  no  certificate  of  occupancy  shall  be  issued  until  all  Absent  .  ""  0 

“osstg  2  &  ™E  SOLUTION 

be  obtained  and^l^worklcornjdeted'wffhl^tlire^^^month^s  ov^  filed  F T**  for  Katie  Jamison, 

from  .he  date  of  .his  zeso.a.ion;  .ha.  .he  p.aW  Ztd 
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trict  the  parking  of  more  than  five  (5)  motor  vehicles; 
premises,  1015-1021  East  New  York  avenue,  northwest 
corner  of  Rochester  avenue  (Block  No.  1420,  Lot  No.  41), 
Borough  of  Brooklyn;  and 

Whereas,  the  application  was  granted  by  the  board  July 
7,  1937,  on  certain  conditions  and  applicant  requested  an 
extension  of  the  permit  for  two  (2)  years. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
July  7,  1937,  be  and  it)  hereby  is  amended,  only  so  far  as  it 
has  reference  to  the  term  of  the  permit,  so  that  as  amended, 
the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7h  for  a  period  of  two  years  from  the 
date  of  this  amended  resolution  to  permit  the  plot  under 
appeal,  Lot  No.  41,  to  be  used  for  the  parking  of  auto¬ 
mobiles,  on  condition  that  the  plot  shall  be  leveled  and 
surrounded  on  all  sides  with  an  enclosure,  with  entrance 
and  exit  only  to  East  New  York  avenue;  that  the  cut 
in  the  curb  shall  not  exceed  the  width  as  formerly  per¬ 
mitted  under  curb  application  No.  824168;  that  pleasure 
vehicles  only  shall  be  parked  on  the  premises  and  such 
vehicles  shall  at  all  times  be  capable  of  operation ;  that 
while  this  variance  is  outstanding,  the  premises  shall  be 
used  for  no  other  purpose;  that  no  building  shall  be 
erected  on  the  premises  except  that  there  may  be  a 
building  not  over  one  story  in  height  used  as  an  office 
and  shelter  for  the  attendant;  that  no  signs  shall  be  dis¬ 
played  other  than  a  small  sign  advertising  the  parking 
use ;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  three  months  from  the  date  of  this 
amended  resolution.” 


84-37-BZ. 

APPLICANT — Samuel  Karpoff  (lessee),  for  T.  A.  Clarke 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  under  section  7h 
of  the  building  zone  resolution,  permitting  in  a 
business  use  district,  the  parking  of  more  than 
five  (5)  motor  vehicles  for  a  temporary  period. 

PREMISES  AFFECTED— 930-942  Halsey  street,  south 
side,  189  ft.  east  of  Saratoga  avenue  (Block  No. 
1495,  Lot  No.  16),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Abraham  Brodsky. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION— 

(84-37-BZ) 


Whereas,  Samuel  Karpoff,  for  T.  A.  Clarke  Company, 
owner,  filed  February  26,  1937,  an  application  under  the 
building  zone  resolution  to  permit  in  a  business  use  district 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  premises :  930-942  Halsey  street,  south  side,  189 
ft.  east  of  Saratoga  avenue  (Block  No.  1495,  Lot  No.  16), 
Borough  of  Brooklyn;  and 

Whereas,  this  application  was  granted  by  the  board 
fuly  7,  1937,  on  certain  conditions  and  applicant  requested 
an  extension  of  the  permit  for  two  (2)  years. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
July  7,  1937,  be  and  it  hereby  is  amended,  only  so  far  as  it 
has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  the  resolution  shall  read: 


“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7,  subdivision  H,  for  a  period  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  plot  under  appeal  to  be  used  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  on 
condition  that  the  plot  be  levelled  substantially  to  the 
grade  of  Halsey  street  and  shall  be  surrounded  on  all 
lot  lines  with  a  substantial  fence  with  no  opening, 
except  to  Halsey  street  for  exit  and  entrance ;  that 
said  opening  shall  not  exceed  the  present  opening  and 
that  the  curb  cut  shall  not  exceed  that  as  formerly  per¬ 
mitted  under  Permit  No.  29996-A  ;  that  no  motor  vehicles 
shall  be  stored  or  parked  except  such  as  are  capable  of 
operation ;  that  during  the  period  of  this  variance  no 
other  use,  other  than  storage  and  parking,  shall  be 
carried  on ;  that  no  building  shall  be  erected,  except 
there  may  be  a  building  not  exceeding  one  story  in 
height  not  larger  than  10  ft.  by  10  ft.,  used  as  an 
office  and  for  shelter  of  the  attendant;  that  no  signs 
shall  be  displayed  on  property  except  a  sign  on  front 
fence  advertising  parking  use;  that  proper  aisle  space 
shall  be  maintained  at  all  times  for  easy  entrance  and 
exit ;  and  that  all  permits  shall  be  obtained  and  all 
work  completed  within  three  months  from  the  date  of 
this  amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
367-39-A. 

APPLICANT — George  G.  Miller,  for  J.  B.  Jacobs,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— West  side  of  Greystone  ave¬ 
nue.  100  ft.  north  of  West  238th  street  (Block  No. 
3414,  Lot  Nos'.  254  and  255),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  George  G.  Miller. 

For  Administration:  Maurice  Harris,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  27,  1939  at  2 
p.  m.,  for  further  consideration  by  the  board. 


474-39-A. 

APPLICANT— Max  A.  Gulack,  for  Marie  Ramundo, 
owner. 

SUBJECT— Appeal  from  orders  of  the  borough  superin¬ 
tendent  of  buildings. 

PREMISES  AFFECTED— 1711  Taylor  avenue,  west  side, 
95.01  ft.  north  of  Van  Nest  avenue  (Block  No. 
4020.  Lot  No.  26),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Max  A.  Gulack. 

For  Administration:  Maurice  Harris,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  5,  1939  at  2 
p.  m.,  for  further  consideration  by  the  board. 


476-39-A. 

APPLICANT— Albert  G.  Hillberg,  for  Doreal  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the 
borough  superintendent  of  buildings. 

PREMISES  AFFECTED— 524  East  11th  street,  south 
side,  308  ft.  east  of  Avenue  A  (Block  No.  404, 
Lot  No.  16),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 
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ACTION  OF  BOARD— Laid  over  to  July  5,  1939  at  2 
p.  m.,  on  written  request  of  applicant. 


524-39-A. 

APPLICANT — Samuel  Lippman,  for  Manhattan  Opera 
House  Ballroom  and  Banquet  Hall,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 311-315  West  34th  street,  north 
side,  175  ft.  west  of  Eighth  avenue,  and  316  West 
35th  street  (Block  No.  758,  Lot  No.  28),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  July  5,  1939  at  2 
p.  m.,  for  inspection  by  a  committee  of  the  board. 


720-39-A. 

APPLICANT — J.  R.  Anderson,  for  Liggett  Drug  Co.,  Inc., 
lessee  (Bowman  Biltmore  Hotels  Corporation, 
owner). 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 121  East  42nd  street,  north¬ 
west  corner  of'  Lexington  avenue  (Block  No.  1280, 
Lot  No.  30),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  R.  Anderson. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1939  at  2 
p.  m.,  for  further  consideration  by  the  board. 


743-39-A. 

APPLICANT — Herman  Shimansky,  for  Jean  Barry  and 
Joseph  Barry,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 127-27  Liberty  avenue,  north 
side,  121.05  ft.  east  of  127th  street  (Block  No. 
575,  Lot  No.  51),  Richmond  Hill,  Borough  of 
Queens. 

ACTION  OF  BOARD— Laid  over  to  June  27,  1939  at  2 
p.  m.,  for  further  consideration  by  the  board. 


770-39-A. 

APPLICANT — George  G.  Miller,  for  Marksol  Realty 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— West  side  of  Castle  Hill  ave¬ 
nue,  299.51  ft.  north  of  Westchester  avenue  (Block 
No.  3935,  Lot  No.  64),  Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1939  at  2 
p.  m.,  for  further  consideration  by  the  board. 


783-39-A. 

APPLICANT — George  Gross,  for  Gross-Morton  Jamaica 
Estates  Corporation,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 75-64,  75-68  and  75-72  185th 
street,  northwest  corner  of  Union  turnpike  and 
west  side  of  185th  street,  49.36  ft.  and  92.36  ft. 
north  of  Union  turnpike  (Block  No.  7201,  Lot  No. 
1),  Flushing,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1939  at  2 
p.  m.,  for  further  consideration  by  the  board. 


789-39-A. 

APPLICANT — Morris  Whinston,  for  Carol  Construction 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 171  West  133rd  street,  north 


side,  75  ft.  east  of  Seventh  avenue  (Block  No. 
1918,  Lot  No.  5),  Borough  of  Manhattan. 
ACTION  OF  BOARD — Laid  over  to  June  27,  1939  at  2 
p.  m.,  for  further  consideration  by  the  board. 


801-39- A. 

APPLICANT — William  S.  Gregory,  for  New  York  Uni¬ 
versity,  for  L.  Gordon  Hamersley,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 22  Washington  Square  North, 
north  side,  271  ft.  5J/2  in.  west  of  Fifth  avenue 
(Block  No.  551,  Lot  No.  11),  Borough  of  Man¬ 
hattan. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1939  at  2 
p.  m.,  for  further  consideration  by  the  board. 


393-39-A. 

APPLICANT — Schorn  Realties,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 148-12  to  148-22  Jamaica  ave¬ 
nue,  southwest  corner  of  149th  street  (Block  No. 
1039,  Lot  Nos.  5  and  9),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written 
request  of  applicant. 

TPIE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  a^nd  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


549-39-A. 

APPLICANT — Estates  Construction  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 75-66  186th  street,  west  side, 
70.03  ft.  north  of  Union  turnpike  (Block  No.  7202, 
part  of  Lot  No.  32),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leon  E.  Borden. 

ACTION  OF  BOARD — Appeal  withdrawn  on  request  of 
applicant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


454-32-A. 

APPLICANT — Lama  and  Proskauer,  for  Hentie  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
reconsideration — re  Appeal  from  a  decision  of  the 
acting  borough  superintendent  of  buildings  (pre¬ 
viously  denied). 

PREMISES  AFFECTED— 22-32  East  16th  street  (Buck¬ 
ingham  road),  west  side,  172  ft.  SJ/i  in.  south  of 
Caton  avenue  (Block  No.  5076,  Lot  No.  14), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD — Appeal  reopened  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  . 0 
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1008-38-A-WF. 

APPLICANT — Lempi  Toivonen,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
May  31,  1939 — re  Appeal  from  a  new  decision  of 
the  borough  superintendent  of  buildings  (previously 
withdrawn). 

PREMISES  AFFECTED— 126-14  38th  avenue,  south  side, 
100  ft.  east  of  126th  street  (Block  No.  1826,  Lot 
No.  14),  Corona,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Lempi  Toivonen. 

For  Opposition :  Harold  Klorfein,  C.  B.  F.  Brill 
and  others. 

For  Administration :  Joseph  Ferro,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(1008-38-A-WF) 


Whereas,  Lempi  Toivonen,  owner,  filed  November  9, 
1938,  an  application  for  approval  of  the  use  of  premises 
126-14  38th  avenue,  south  side,  100  ft.  east  of  126th  street 
(Block  No.  1826,  Lot  No.  14),  Corona,  Borough  of  Queens, 
as  a  parking  space,  pursuant  to  the  power  vested  in  the 
board  by  the  resolution  adopted  by  the  Board  of  Estimate, 
September  27,  1937,  creating  the  World’s  Fair  district;  and 
Whereas,  the  decision  of  the  borough  superintendent,  on 
Alt.  Applic.  No.  8233-38,  dated  November  25,  1938,  reads: 

“The  creation  of  a  parking  lot  within  the  World’s 
Fair  zone  is  prohibited  by  the  resolution  creating  the 
World’s  Fair  District,  enacted  September  27,  1937. 
(Not  further  considered.)” 
and 

Whereas,  the  premises  consists  of  a  plot  80  ft.  by  125  ft. 
in  area,  located  in  an  unrestricted  use  district,  upon  which 
it  is  proposed  to  erect  a  one-story  office  building  of  frame 
construction,  8  ft.  by  10  ft.  in  area,  and  the  necessary 
fences,  lights,  signs,  etc.,  incidental  to  the  conduct  of  the 
proposed  parking  space  on  the  premises ;  and 

Whereas,  the  applicant  contends  that  the  plot  adjoins 
an  active  parking  space  and  gasoline  service  station  and  is 
across  the  street  from  another  parking  space ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board;  and 
Whereas,  the  premises  are  located  in  a  district  zoned 
for  unrestricted  use,  where  parking  is  permitted,  except 
under  terms  of  Resolution  No.  1  of  the  Board  of  Estimate, 
in  effect  for  the  duration  of  the  Worlds  Fair ;  and 

Whereas,  the  committee  found  that  on  the  southerly 
end  of  the  plot,  there  exists  Certificate  of  Occupancy  No. 
2607,  which,  while  not  surrounding  the  premises  under 
appeal,  includes  the  property  at  the  rear  thereof ;  that 
without  considering  this  as  a  precedent,  the  committee  rec¬ 
ommended,  in  view  of  the  plot  adjoining  one  where  parking 
is  legally  permitted  and  in  view  of  small  size  of  the  lot, 
the  appeal  be  granted. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  No.  8233-38  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  under  the 
power  given  to  the  board  under  Resolution  No.  1  of  the 
Board  of  Estimate,  to  permit  the  plot  under  appeal  to  be 
used  for  transient  parking  only,  of  more  than  five  (5) 
motor  vehicles,  on  condition  that  only  motor  vehicles  of 
the  pleasure-car  type  shall  be  so  parked ;  that  the  plot  shall 
be  filled  to  the1  level  of  the  adjoining  street;  that  this  vari¬ 
ation  shall  apply  only  during  the  period  of  the  World’s 
Fair;  that  such  lot  may  be  used  in  conjunction  with  park¬ 
ing  legally  permitted  on  the  lot  adjoining  to  the  south; 


that  entrance  shall  be  either  through  that  lot  or  from  38th 
avenue;  that  markers  in  the  form  of  substantial  posts,  shall 
be  located  at  the  corners  of  the  lots  in  order  to  indicate 
its  width  and  length;  that  no  signs  shall  be  erected  on  the 
premises,  except  one  at  the  38th  avenue  entrance,  advertis¬ 
ing  the  parking  use,  provided  such  sign  does  not  extend 
beyond  the  building  line  and  is  not  more  than  15  square 
feet  in  area ;  that  during  the  term  of  this  variation,  the 
premises  shall  not  be  used  for  any  other  use  than  this 
herein  permitted ;  that  all  permits  required  shall  be  obtained 
and  all  work  involved  completed  within  one  month  from 
the  date  of  this  resolution. 


114-39- A. 

APPLICANT — Rebecca  Kross,  tenant-lessee,  A.  Haskel, 
owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
Deputy  Commissioner,  Division  of  Housing,  De¬ 
partment  of  Housing  and  Buildings. 

PREMISES  AFFECTED — 1510  Jessup  avenue,  east  side, 
75  ft.  north  of  West  172nd  street  (Block  No.  2872, 


Lot  No.  287),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant — Rebecca  Kross. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 

Walsh  .  4 

Absent  .  .  .  0 

THE  RESOLUTION— 

(114-39- A) 


Whereas,  Rebecca  Kross,  tenant-lessee,  A.  Haskel, 
owner,  filed  on  January  30,  1939,  an  appeal  from  an  order 
and  a  decision  of  the  deputy  commissioner,  department  of 
housing  and  buildings,  affecting  premises  1510  Jessup  ave¬ 
nue,  east  side,  75  ft.  north  of  West  172nd  street  (Block 
No.  2872,  Lot  No.  287),  Borough  of  The  Bronx;  and 
Whereas,  the  order  of  the  deputy  commissioner  of  the 
department  of  housing  and  buildings,  dated  December  16. 

1938,  reads: 

“9.  Manicuring  and  hairdressing  establishment  is 
being  conducted  at  the  following  location : 

1st  story  rear,  2nd  from  south,  Apartment  1-D, 

rear  room. 

Such  use  is  prohibited  in  a  residence  district  and 
you  are  hereby  directed  to  discontinue  such  use  and 
occupancy  forthwith.” 

and 

Whereas,  the  decision  of  the  deputy  commissioner  of  the 
department  of  housing  and  buildings,  dated  January  12, 

1939,  reads : 

“In  reply  to  your  recent  letter  in  reference  to  a  viola¬ 
tion  of  the  Zoning  Resolution,  the  writer  regrets  ex¬ 
ceedingly  that  there  is  nothing  we  can  do  in  the  matter 
as  the  law  is  mandatory.  In  granting  you  an  extension 
until  February  1,  1939  to  cease  operating  a  business,  we 
attempted  to  be  of  some  assistance,  but  sincerely  regret 
that  we  cannot  grant  any  further  postponement.  Any 
requests  for  further  extensions  must  be  presented  to 
court  in  the  event  we  are  forced  to  start  action  against 
you  for  violating  the  Zoning  Resolution.” 

and 

Whereas,  the  building  is  6  stories  in  height;  of  non- 
fireproof  construction;  located  in  a  residence  use  district; 
occupied — Cellar — Superintendent;  1st  story — Beauty  parlor 
and  hairdressing  establishment  of  applicant  and  apartments; 
2nd  to  6th  stories — apartments :  and 

Whereas,  applicant  contends  that  in  the  spring  of  1936 
the  tenement  house  commissioner  issued  a  letter  to  the 
board  of  health,  giving  consent  for  applicant  to  apply  for  a 
permit  to  conduct  a  beauty  parlor  in  her  residence ; 
that  such  permit  was  received  and  renewed  annually;  that 
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and  onCth?eJ  lst»  pe™“tf°r  the  year  1939  was  received 

December  ?1S  she.renewed.  her  lease;  that  on 

iJecember  16th,  applicant  was  given  notice  that  she  was  to 

discontinue  business;  that  she  conducts  a  private  place  of 

business,  by  appointment  only;  does  no  advertising  and  is 

continue  dy  m  £ubbc  ?ffender  and  requests  permission  to 

1939  and  16  expiratlon  of  her  permit— November  30, 

VVkereas,  this  site  and  the  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  board;  and 

a  111  the  °piJnion  of  the  committee,  the  use  is  not 

a  permitted  use  in  a  district  zoned  for  residence  use. 

Resolved  that  the  order  of  the  deputy  commissioner  of 
housing  and  buildings  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


605-39-A. 

APPLICANT— Arnold  W.  Lederer,  for  Kehel  Cahsed 
Lhernobel,  owner. 

SUBJECT-— j\ppeaMfrom  adjdjta.  o£  the  acting  borough 

PREMISES  AFFECTED— 1520  49th  street,  south  side, 
!,  ,  c:10't  of  15th  avenue  (Block  No.  5453,  Lot 

.  _  14),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer 

For  Administration:  Benjamin  Saltzman,  Depart- 

a  rTmv  Housing  and  Buildings. 

TMpI?^m^F-r^N0ARD— ^ Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative :  Chairman  Murdock,  Commissioners 
bavage  and  Blum  and  Assistant  Chief 

Walsh  .  A 

Absent  . q 

THE  RESOLUTION— 

(605-39-A) 

Whereas,  Arnold  W.  Lederer,  for  Kehel  Cahsed  Cher 

sion'orr'  V  °",  May  1°’  1939'  “  appeal  f  ronja  deci- 
.ion  of  the  acting  borough  superintendent  of  buildings 

affect, ng  premises  1520  49th  street,  south  side,  140  ft  efst 
Brooklyn ^and  ‘  N°'  54S3'  L°*  N°'  M)’  Boro“S'’  of 

Whereas,  the  decision  of  the  acting  borough  suoerinten 
deut,  dated  May  3  1939,  re  Alt,  Apple.  No  fll-3?  read": 
Froposed  change  of  occupancy  of  a  frame  bldg,  from 
QUrP°cSeS  losUiagQgue  (public  bldg.)  not  per¬ 
mitted  See  Secs  2-1-3-5  &  4-2-1  of  Code.  Above 
application  is  hereby  denied  ” 
and 

ft^vESAfS/  tHe  buildin^  »  3  stories  (36  ft.)  in  height,  26 
iwV  64  ft  of  frame  construction;  located  in  a 

residence  use  C  area  district;  erected  about  20  years 
ago ,  occupied  approximately  one  year  as  follows :  Cellar- 
household  storage-no  persons;  1st  floor— Synagogue— 

P  fXtr  room-  2nd  floor— one  family;  3rd  floor— one  family 
total  occupancy  'Synagogue  and  two  families.  The  occu- 
fan7  asflshown  on  the  records  of  the  division  of  housing 
is.  1st  floor— one  family;  2nd  floor— same;  3rd  floor— 
same ,  and 

Whereas,  the  applicant  contends  that  the  conversion  of 
the  hrst  floor  occupancy  to  a  synagogue  with  an  investment 
of  approximately  $2,500  was  made  by  the  owner,  a  non- 
pront  making  religious  group;  that  it  is  now  willing  to 
make  such  alterations  as  will  provide  safety  for  the  occu¬ 
pants  ;  that  the  building  has  side  yards  on  both  sides  and  is 
equipped  with  a  60  degree  fire  escape;  that  it  is  proposed 
to  brick  veneer  all  exterior  walls  on  the  1st  story;  that  in 
the  event  any  partitions  are  removed  in  the  future  the 
areas  of  rooms  so  combined,  will  be  provided  with  a  ceiling 
of  metal  lath  and  two  coats  of  portland  cement  plaster 
or  other  1  hr.  fire  test  materials;  that  it  is  proposed  to 
hre-retard  the  cellar  ceiling  and  enclose  interior  cellar  stairs 
with  4-inch  terra  cotta  blocks  with  fireproof  self-closing 
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(  oor  at  cellar  level ;  that  the  Rabbi  who  presides  at  the 
synagogue  will  occupy  the  second  floor ;  that  a  caretaker 
will  occupy  the  third  floor  and  that  the  building  will  be 
remold  from  the  multiple  dwelling  class;  and 

Wherea.s,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board  and  the  committee 
recommended  that  the  application  be  denied. 

Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent  re  Alt.  Applic.  No.  211-39  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 

611-39-A-WF. 

AppLICANT— Joseph  M.  Lonergan,  for  McKim  Realty 

QTTT3Ti7rWrP?ratl0P’r0wner  ( Shepard  Green,  lessee). 

5  Ut.jb.CI  —  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 133-18  to  133-36  37th  avenue, 
south  side,  140  ft.  east  of  Lawrence  street  and  161 
ft.  west  of  Prince  street,  37-15  to  37-19  Lawrence 
street  (Block  No.  4972,  Lot  Nos.  10,  23  and  62), 

.  blushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  M.  Lonergan. 

For  Opposition:  Harold  Klorfein,  C.  B  F  Brill 
and  others. 

For  Administration :  Joseph  Ferro,  Department  of 
4  Housing  and  Buildings. 

ThFvOTE^  B0ARD~Appeal  granfed  on  condition. 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  ^ 

Negative  .  . .  a 

Absent  .  .  ’  ‘  q 

THE  RESOLUTION— 

(611-39-A-WF) 

Whereas,  Joseph  M.  Lonergan,  for  McKim  Realty  Cor¬ 
poration  owner  (Shepard  Green,  lessee),  filed  an  applica- 
tion  for  the  approval  of  a  parking  lot  within  the  World’s 

Fair’  f  mCrt,ng  prendseTs  133'18  to  133-36  37th  avenue,  south 
side,  141)  ft.  east  of  Lawrence  street  and  161  ft.  west  of 

XTrm^079trTet4arTd  37A5  t0  37~19  Lawrence  street  (Block 

Queeris^'and^  ^°S‘  ^  and  Fdusb*ng»  Borough  of 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Misc.  Applic.  No.  2483-39,  dated  May  9,  1939, 
resets  i 

‘‘Parking  in  WORLD’S  FAIR  ZONE  is  contrary  to 
SbC.  6  ot  the  World’s  Fair  Resolution  ” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  211.43 
ft.  on  37th  avenue,  50  ft.  on  39th  avenue  and  75  ft.  on 
street’  tocated  in  an  unrestricted  use  district 
which  it  is  proposed  to  occupy  as  a  parking  space  for  more 
than  five  (5)  motor  vehicles;  and 
Whereas,  the  applicant  contends  that  this  area  is  adja¬ 
cent  to  the  main  business  area  of  Flushing;  that  parking 
spaces  are  badly  needed ;  that  these  lots,  in  an  unrestricted 
zone  could  be  used  legally  for  the  parking  of  cars,  except 
that  the  Board  of  Estimate  s  resolution  adopted  in  reference 
to  the  Worlds  Fair  requires  that  permission  be  obtained 
nom  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  board  and  the  committee 
recommended  that  the  appeal  be_  granted,  that  while  this 
1S  ,wlt^Tn  the  World  s  Fair  area,  as  defined  by 
Resolution  No  1  of  the  Board  of  Estimate,  it  is  not  near 
any  of  the  public  entrances  to  the  Fair  and  that  no  part  of 
the  bmr  itself  is  directly  across  Lawrence  street-  and 
Whereas,  the  board  deemed  that  there  is  need  for 
transient  parking  facilities  in  this  area  in  connection  with 
the  blushing  business  section;  and 

Wh^eas,  the  premises  being  in  an  unrestricted  district 
could  be  so  used  if  it  were  not  for  the  prohibition  in  the 
No.  1  resolution  of  the  Board  of  Estimate 
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Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  on  Misc.  Applie.  No.  2483-39,  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted, 
for  a  term  of  two  (2)  years,  to  permit  the  premises 
under  appeal  to  be  used  for  transient  parking  of  more 
than  five  (5)  motor  vehicles,  on  condition  that  only 
motor  vehicles  of  the  pleasure-car  type  shall  be  so 
parked ;  that  the  plot  shall  be  levelled  substantially  to 
the  grades  of  37th  avenue  and  39th  avenue  and  shall  be 
surfaced  with  steam  cinders,  clean  gravel  or  other  suit¬ 
able  material,  properly  rolled  and  bound  to  prevent  dust¬ 
ing;  that  entrances  shall  be  restricted  to  one  from  37th 
avenue,  not  over  20  feet  in  width,  one  from  39th  avenue, 
not  over  20  feet  in  width  and  one  from  Lawrence  street, 
not  over  20  feet  in  width ;  that  on  all  interior  lot  lines  and 
street  building  lines  except  where  entrances  as  herein 
permitted  occur,  there  shall  be  erected  a  substantial  woven 
wire  fence  not  less  than  6  feet  in  height;  that  no  building 
shall  be  erected  on  the  premises,  except  an  office  building, 
not  over  ISO  square  feet  in  area  and  not  over  one  story 
in  height,  which  may  be  of  frame,  used  solely  as  an  office 
and  shelter  for  the  attendant ;  that  proper  aisles  shall  be 
maintained  for  easy  entrance  and  egress;  that  such  port¬ 
able  fire-fighting  appliances  shall  be  maintained  as  the 
fire  commissioner  shall  direct ;  that  during  the  term  of 
this  variation,  there  shall  be  no  other  use  than  this  herein 
permitted ;  that  signs  shall  be  restricted  to  signs  attached 
to  the  fence,  one  at  each  entrance,  advertising  solely  the 
transient  parking  use;  that  such  signs  shall  not  exceed 
IS  sq.  ft.  in  area  each  and  shall  not  extend  beyond  the 
building  line ;  that  all  permits  required  shall  be  obtained 
and  all  work  involved  completed  within  two  months  from 
the  date  of  this  resolution. 


61 3-39- A- WF. 

APPLICANT — Arthur  Miller,  for  Max  Krauss,  lessee 
(Long  Island  Railroad,  owner). 

SUBJECT — Appeal  from*  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 134-15  Northern  boulevard, 
north  side,  85.91  ft.  east  of  Collins  place  (Block 
No.  4946,  Lot  No.  77),  Flushing,  Borough  of 

Queens. 

APPEARANCES— 

For  Applicant:  Arthur  Miller. 

For  Opposit’on :  Harold  Klorfein,  C.  B.  F.  Brill 
and  others. 

For  Administration:  Joseph  Ferro,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  . 0 

Absent  .  0 

THE  RESOLUTION— 


(613-39-A-WF) 

Whereas,  Arthur  Miller  for  Max  Krauss,  lessee  (Long 
Island  Railroad  Co.,  owner),  filed  on  May  12,  1939,  an 
application  for  permission  to  use  the  plot  for  the  parking 
of  more  than  five  (5)  motor  vehicles  within  the  World’s 
Fair  area;  premises:  134-15  Northern  boulevard,  north 
side,  85.91  ft.  east  of  Collins  place  (Block  No.  4946,  Lot 
No.  77),  Flushing,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent 
on  Misc.  Applie.  2665-39,  dated  May  11,  1939,  reads: 

“The  use  of  these  premises  as  a  parking  lot  for 
motor  vehicles  is  contrary  to  section  6  of  World’s 
Fair  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  96  ft.  11  in. 
by  288.98  ft.  in  area ;  located  in  an  unrestricted  use  district, 
upon  which  it  is  proposed  to  erect  a  one-story  attendant’s 
office  of  frame  construction  10  ft.  by  10  ft.  in  area  and  to 
occupy  the  balance  of  the  plot,  with  the  except'on  of  an 


area  66  ft.  11  in.  by  20  ft.  in  area,  for  the  parking  of 
more  than  five  motor  vehicles ;  and 

Whereas,  the  applicant  contends  that  the  parcel  is 
located  on  the  outskirts  of  the  World’s  Fair  District ;  that 
the  plot  is  ideal  for  parking  use,  as  it  will  not  create 
hazards  to  pedestrians  nor  to  traffic  in  general ;  that  the 
plot  is  presently  occupied  for  the  storage  of  building 
materials,  requiring  trucks  continually  coming  in  and  out 
of  the  plot;  and 

Whereas,  the  premises  and  area  were  inspected  by  a 
committee  of  the  board ;  and 

Whereas,  the  committee  recommended  that  the  applica¬ 
tion  be  granted,  in  view  of  the  need  for  transient  parking 
facilities  adjacent  to  the  business  section  of  Flushing,  and 
in  view  of  the  remoteness  of  this  lot  from  the  Fair  itself, 
that  this  lot  will  not  affect  the  World’s  Fair  parking 
lots ;  and 

Whereas,  the  board  is  empowered  by  the  resolution  of 
the  Board  of  Estimate  No.  1,  to  exercise  its  discretion  to 
grant  in  such  an  application. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  Misc.  Applie.  2665-39,  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  granted,  to  permit 
the  transient  parking  of  more  than  five  (5)  motor  vehicles 
for  the  duration  of  the  World’s  Fair,  on  condition  that 
only  those  of  the  pleasure-car  type  shall  be  so  parked ; 
that  the  plot  shall  be  levelled  substantially  to  the  grade 
of  Northern  boulevard ;  that  entrance  shall  be  restricted 
to  one  from  Northern  boulevard,  not  over  20  feet  in 
width;  that  on  lot  lines  except  across  permitted  entrance, 
there  shall  be  erected  a  substantial  woven  wire  fence  not 
less  than  6  feet  in  height;  that  proper  aisles  shall  be 
maintained  at  all  times  for  ready  entrance  and  egress ;  that 
no  building  shall  be  erected,  except  one  not  over  150  sq. 
ft.  in  area  and  one  story  in  height,  which  may  be  of  frame 
construction,  to  be  used  solely  as  an  office  and  shelter  for 
the  attendant;  that  such  portable  fire-fighting  appliances 
shall  be  installed  as  the  fire  commissioner  shall  direct; 
that  signs  shall  be  restricted  to  one  attached  to  the  fence 
near  the  front  building  line,  advertising  only  the  transient 
parking  use;  that  such  sign  shall  not  exceed  15  square 
feet  in  area  and  shall  not  extend  beyond  the  building  line; 
that  all  permits  required  shall  be  obtained  and  all  work 
involved  completed  within  two  months  from  the  date  of 
this  resolution. 


616-39- A. 

APPLICANT— Tide  Water  Associated  Oil  Co.,  for  Co¬ 
lonial  Sand  and  Stone  Co.,  lessee  (Manufacturers 
Trust  Co.,  owner). 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 22-02  to  22-20  39th  avenue, 
south  side,  225.20  ft.  east  of  23rd  street  (Block 
No.  393,  Lot  Nos.  8-12-18),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Peter  Guarner. 

For  Administration :  Insp.  Hille,  Fire  Dept. 
ACTION  OF  BOARD' — Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(616-39-A) 

Whereas,  Tide  Water  Associated  Oil  Co.,  for  Colonial 
Sand  and  Stone  Co.,  lessee  (Manufacturers  Trust  Co., 
owner),  filed  on  May  12,  1939,  an  appeal  from  a  decision 
of  the  fire  commissioner,  affecting  premises  22-02  to  22-20 
39th  avenue,  south  side,  225.20  ft.  east  of  23d  street  (Block 
No.  393,  Lot  Nos.  8-12-18),  Long  Island  City,  Borough 
of  Queens ;  and 
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M^To!E1939!h«addsCiSi0n  °f  fire  commissio"'=r.  dated 

,o“&r,lfPPlicatiOIi  t0,  USe  a  27S-gaH°n  Portable  wagon 
rAT  AXTTe  enSine  fuel  tanks  of  motor  vehicles  of  the 
COLONIAL  SAND  AND  STONE  COMPANY  at 

hererhvga|aS'e^atr220  ?9th  avenue-  LonS  Island  City  is 
hereby  denied,  for  the  reason  that  no  portable  tank 

and  h  C  3  capacity  exceeding  fifty-five  gallons.” 

200VpEhvA2??ftbUilding  iS  ?nC  St°iy  <14  ft->  height, 
i  .  ;  by  22a  I1,  111  area;  of  non  fireproof  construction- 
located  in  an  unrestricted  use  district;  equipped  with  a 
sprinkler  system  and  occupied  as  a  garage  for  storage  of 
approximately  110  trucks;  and  g 

strucfio^nf  KP-?iiCant  cT^nds  that  due  to  the  con- 
m  “S  uin  .  burllding  and  the  requirement  for  fueling 
more  than  100  trucks  stored  in  the  building  with  fuel  oil 

£  ?  Twi?^  t0  U,\C  a  P°rtable  tank  (shown  on  plans 
filed  with  this  appeal)  ;  that  the  tank  will  have  a  capacity 

Ynrk  Vh1  °nS  and^W1i  be  eqmpped  with  a  6-inch  New 
York  City  approved  dome  cover  to  minimize  spills  in 

throfgtomfand  'ha‘  VaP°rproof  wUI  be  used 

Whereas  the  premises  were  inspected  by  a  committee 
of  the  board  and  the  committee  recommended  the  granting 
of  the  appeal  under  certain  conditions. 

*r5eS,?l7ud\that  the  decision  of  the  fire  commissioner  be 
4  Pereby  *s,  modified,  and  that  the  appeal  be  and  it 
ber  by  granted,  only  as  long  as  the  truck  is  maintained 

that  it  S  “i  1°  ,thefirer commissioner,  on  condition 
that  it  is  used  solely  for  the  fueling  of  trucks  within  the 

garage  and  for  No.  2  fuel  oil  only;  that  the  sign  shall  be 
painted  on  the  side  of  the  tank  “This  truck  shall  not  be 
removed  from  the  premises;  22-02  to  22-20  39th  avenue 

No.  2  Fud  8noSy.”  Shal1  alS°  Sta,e  “F°r  USe  With’ 


65 1-39- A. 

APPLICANT— Lama  and  Proskauer,  for  Garden  Building 
T  Co.,  Inc.,  owner. 

SUBJECT— Appeal  from  decisions  of  the  borough  super- 
mtendent  of  buildings. 

PREMISES  AFFECTED— 114-06  and  114-10  209th  street 

xr  TUGo  14th  avenue-  southeast  corner  (Block 
No  11028,  part  of  Lot  Nos.  199  and  210),  St. 
a  nnr'  Alltans,  Borough  of  Queens 
APPEARANCES— 


dwellings  each  having  a  one  car  garage  attached  thereto. 
I  he  corner  building  at  208-18  114th  avenue  will  be  2 
stories  in  height,  29  ft.  by  22  ft.  in  area  with  an  attached 
garjige  12  ft.  4  in.  by  19  ft.  6  in.,  the  exterior  surface  of 
the  building  will  be  brick  veneer  on  1st  floor  and  stucco 
on  2nd  floor,  gable  ends  stucco  or  finished  with  wood 
sidmg,  and  the  roof  surfaced  with  approved  asphalt 
shingles;  this  building  will  be  located  on  a  plot  37  ft  6  in 
by  100  ft.  in  area  set  back  8  ft.  6  in.  from  building  line  to 
front  entiance  vestibule  on  114th  avenue,  the  vestibule 
projecting  3  ft.  0  in.  beyond  main  building,  the  set  back 
from  building  line  on  209th  street  is  to  be  20  ft.,  side 
court  to  be  4  ft.  wide.  The  two  buildings  114-06  ’209th 
street,  37  ft.  6  in.  north  of  114th  avenue  and  114-10  209th 
street,  79  ft.  6  in.  north  of  114th  avenue  will  each  be  2 
stories  in  height,  22  ft.  by  28  ft.  in  area  with  attached  one 
car  garage  10  ft.  4  in.  by  20  ft.  8  in.  in  area,  the  exterior 
to  be  surfaced  with  brick  veneer  on  1st  floor  and  stucco 
on  2nd  floor,  gable  ends  stucco  or  finished  with  wood 
siding,  and  the  roof  surfaced  with  approved  asphalt 
shingles,  these  buildings  will  each  be  located  on  a  plot 
42  ft.  by  100  ft.  in  area,  set  back  16  ft.  from  building  line 
to  front  entrance  vestibule  which  projects  4  ft.  beyond 
main  building;  and 

Whereas,  applicant  contends  that  the  three  buildings 
in  question  are  part  of  a  proposed  development  of  34 
similar  one-family  dwellings,  28  of  which  are  in  a  res:- 
dential  zone;  that  covenants  will  be  placed  in  the  deed 
restricting  the  use  of  the  land  in  question  to  resident'al 
purposes,  and  as  the  entire  community  is  developed  with 
frame  buildings,  permission  is  requested  to  erect  buddings 
as  above  described. 

Resolved,  that  the  decisions  of  the  borough  superinten¬ 
dent,  on  N.B.  Applic.  Nos.  2365,  2367  and  2369-39,  be  and 
they  hereby  are  modified,  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  buildings  shall  be 
constructed  as  proposed  and  shall  comply  with  the  require¬ 
ments  of  the  “F”  residential  district  in  all  respects,  except 
that  one  side  yard  may  be  not  less  than  3  ft.  6  in.  and 
except  that  as  to  the  building  located  on  the  corner  lot, 
the  side  yard  along  the  street  shall  be  not  less  than  8  ft! 
m  width;  that  each  building  shall  be  restricted  to  resi¬ 
dential  use  and  to  an  occupancy  of  a  single  family;  and 
that  in  all  other  respects  the  building  shall  comply  with  the 
requirements  of  the  Building  Code  for  a  dwelling  erected 
outside  of  the  fire  limits. 


For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Joseph  Ferro,  Dept,  of 
Housing  and  Buildings. 

THE1  VOTE— B0ARD_ApPeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commission- 

i  Savage  and  Blum  and  Assistant  Chief 

Walsh .  a 

Negative  . ’  ’  ’  ’  . .  n 

Absent  .  .  q 

THE  RESOLUTION— 


(65 1-39- A) 

rnWWEAS’  Lamm  Pr?o^auer’  for  Garden  Build, 

Co.,  Inc  owner,  filed  May  18,  1939,  an  appeal  from  de 

sions  of  the  borough  superintendent  of  buildings,  affecti 

premises  114  06  and  114-10  209th  street  and  208-18  IP 

YLnU?boS°Utieof^COonerA,(Block  No-  11028>  Part  of  I. 
W«199  and  210}>  St.  Albans,  Borough  of  Queens;  a 
xt  oREaS’  rtbe  decisions  of  the  borough  superintende 
20  1939  ^PJllC-  ^OS‘  2365>  2367  and  2369-39,  dated  Ap 


and 


The  erection  of  a  frame  building  within  the  fire 
lim-ts  is  contrary  to  section  4.1.2  Building  Code  Not 
further  considered.” 


i  Whereas,  the  premises  consist  of  a  plot  121  ft.  6  in  by 
iUU  ft.  in  area,  located  in  a  business  use,  “D”  area  district 
upon  which  it  is  proposed  to  erect  3  frame  one-familv 


652-39- A. 

APPLICANT — Lama  and  Proskauer,  for  Garden  Buildmg 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED' — 144-07  and  114-11  209th  street 
and  209-04  114th  avenue,  southwest  corner  (Block 
No.  11027,  part  of  Lot  Nos.  299  and  305),  St. 
Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Joseph  Ferro,  Dept,  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  o 

Absent  .  q 

THE  RESOLUTION— 

(652-39-A) 


Whereas,  Lama  and  Proskauer,  for  Garden  Building 
Co.,  Inc.,  owned  filed  May  18,  1939,  an  appeal  from  deci¬ 
sions  of  the  borough  superintendent  of  buildings,  affecting 
premises  114-07  and  114-11  209th  street  and  209-04  114th 
avenue,  southwest  corner  (Block  No.  11027,  part  of  Lot 
Nos.  299  and  305),  St.  Albans,  Borough  of  Queens;  and 
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Whereas,  the  decisions  of  the  borough  superintendent 
on  N.B.  Applic.  Nos.  2366,  2368  and  2370-39,  dated  April 
20,  1939,  read: 

“The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  section  4.1.2  Building  Code  not 
further  considered.” 

and 

Whereas,  the  premises  consist  of  a  plot  121  ft.  6  in. 
by  100  ft.  in  area,  located  in  a  business  use,  “D”  area 
district,  upon  which  it  is  proposed  to  erect  3  frame  one- 
family  dwellings,  each  having  a  one  car  garage  attached 
thereto.  The  corner  building  at  209-04  114th  avenue  will 
be  2  stories  in  height,  29  ft.  by  22  ft.  in  area  with  attached 
garage  12  ft.  4  in.  by  19  ft.  6  in,  in  area;  the  exterior 
will  be  surfaced  with  brick  veneer  on  1st  floor  and  stucco 
on  2nd  floor,  gable  ends  stucco  or  finished  with  wood 
siding,  the  roof  will  be  surfaced  with  approved  asphalt 
shingles.  This  building  will  be  located  on  a  plot  37.6  ft. 
by  100  ft.  in  area  set  back  8  ft.  6  in.  from  building  line 
to  front  entrance  vestibule  on  114th  avenue.  The  vestibule 
projects  3  ft.  0  in.  beyond  main  building,  the  building  is 
to  be  set  back  from  building  line  of  209th  street,  20  ft. 
0  in.,  the  side  court  to  be  4  ft.  0  in.  wide.  The  two  build¬ 
ings,  114-07  209th  street,  37  ft.  6  in.  north  of  114th  avenue, 
and  114-11  209th  street,  79  ft.  6  in.  north  of  114th  avenue, 
will  each  be  2  stories  in  height,  22  ft.  by  28  ft.  in  area 
with  attached  one  car  garage  size  10  ft.  4  in.  by  20  ft.  8 
in.  of  same  construction  as  corner  building;  these  build¬ 
ings  will  each  be  located  on  a  plot  42  ft.  by  100  ft.  in 
area,  set  back  16  ft.  0  in.  from  building  line  to  front 
entrance  vestibule,  which  projects  4  ft.  0  in.  beyond  main 
building ;  and 

Whereas,  the  applicant  contends  that  the  three  buildings 
in  question  are  part  of  a  proposed  development  of  34 
similar  1-family  dwellings,  28  of  which  are  in  a  residential 
zone;  that  covenants  will  be  placed  in  the  deed  restricting 
the  use  of  the  land  in  question  to  residential  purposes 
and  as  the  entire  community  is  developed  with  frame 
buildings,  permission  is  respectfully  requested  to  erect 
buildings  as  above  described. 

Resolved,  that  the  decisions  of  the  borough  superinten¬ 
dent,  on  N.B.  Applic.  Nos.  2366,  2368  and  2370-39,  be  and 
they  hereby  are  modified,  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  buildings  shall  be 
constructed  as  proposed  and  shall  comply  with  the  re¬ 
quirements  of  the  “F”  residential  district  in  all  respects, 
except  that  one  side  yard  may  be  not  less  than  3  ft.  6  in. 
and  except  that  on  the  building  located  on  the  corner  lot, 
the  side  yard  along  the  street  shall  be  not  less  than  8  ft. 
in  width ;  that  each  building  shall  be  restricted  to  resi¬ 
dential  use  and  to  an  occupancy  of  a  single  family;  and 
that  in  all  other  respects  the  building  shall  comply  with 
the  requirements  of  the  Building  Code  for  a  dwelling- 
erected  outside  of  the  fire  limits. 


6S3-39-A. 

APPLICANT — Andrew  J.  Marjey,  for  The  First  Queens 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 82-55  to  82-63  Broadway  and 
84-05  Elmhurst  avenue,  northeast  corner  (Block 
No.  1518,  part  of  Lot  No.  86),  Elmhurst,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Victor  Mayper. 

For  Administration:  Joseph  Ferro,  B'ept.  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(653-39-A) 

Whereas,  Andrew  J.  Marjey,  for  The  First  Queens 
Corporation,  owner,  filed  May  19,  1939,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings,  affect¬ 
ing  premises  82-55  to  82-63  Broadway  and  84-05  Elmhurst 
avenue,  northeast  corner  (Block  No.  1518,  part  of  Lot 
No.  86),  Elmhurst,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  N.B.  Applic.  No.  1881-39,  dated  May  5,  1939,  reads: 

“The  omission  of  sprinklers  and  fireproof  show 
windows  in  cellar  is  contrary  to  section  6.3.1,  para¬ 
graph  ‘e’  of  the  Building  Code.’ 

and 

Whereas,  the  building  is  one  story  (13  ft.)  in  height, 
100  ft.  by  60  ft.  in  area,  of  Class  3  construction,  located  in 
a  business  use,  “D”  area  district  and  occupied :  Cellar — 
4  stores;  1st  floor — 8  stores;  and 

Whereas,  the  applicant  contends  that  a  subway  en¬ 
trance  will  be  incorporated  into  the  building  connecting 
to  the  street  by  means  of  a  stair  and  with  cellar  arcade 
passageway  to  the  subway;  that  the  present  subway  stairs 
at  the  northeast  corner  of  the  plot  will  be  eliminated  in 
accordance  with  the  contract  made  with  the  Board  of 
Transportation;  that  the  passageway  will  only,  serve  4 
stores  in  the  cellar  and  will  not  be  used  as  a  legal  means 
of  egress  for  the  building ;  that  the  passageway  will  be 
11  ft.  wide  and  will  be  pi'otected  at  the  point  of  connection 
to  the  subway  by  means  of  a  sliding  self-closing  fireproof 
door;  that  the  renting  of  the  cellar  stores  will  be  difficult, 
if  the  Code  is  complied  with  by  shutting  off  the  display 
of  merchandise  inside  the  stores  with  the  required  fire¬ 
proof  show  window  partitions ;  that  to  install  sprinklers 
would  be  a  hardship;  that  the  title  to  the  passageway 
has  been  conveyed  to  the  City  and  will  be  maintained 
under  the  jurisdiction  of  the  Board  of  Transportation; 
that  the  building  will  comply  with  the  Code  in  all  respects 
other  than  the  installation  of  sprinklers  and  fireproof 
show  window  partitions. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  N.B.  Applic.  No.  1881-39,  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  construction  comply  in  all  respects 
with  the  requirements  of  the  Building  Code,  except  that 
the  sprinklers  required  may  be  fed  from  the  domestic 
water  supply  of  the  building. 


666-39- A. 

APPLICANT — B.  Robert  Swartburg,  for  Airport  Land 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 22-55  77th  street,  northeast 
corner  of  Astoria  boulevard  north  (Block  No. 
1009,  Lot  No.  46),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Louis  Kurland  and  Roger  B. 
Emmons. 

For  Administration :  Joseph  Ferro,  Dept,  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION— 


(666-39- A) 

Whereas,  B.  Robert  Swartburg,  for  Airport  Land  Cor¬ 
poration,  owner,  filed  May  19,  1939,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings,  affect¬ 
ing  premises  22-55  77th  street,  northeast  corner  of  Astoria 
boulevard  North  (Block  No.  1009,  Lot  No.  46),  Astoria, 
Borough  of  Queens ;  and 
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™XmpREaS’  *he -decision  of  the  borough  superintendent 
on  N.B.  Applic.  No.  1884-39,  dated  May  3,  1939,  reads: 

“!•  Thatched  roofing  not  of  an  approved  type 
contrary  to  Section  10.1.16”  yp  ’ 

and 

?0XftH9REA\  thi6,  bruilding  is  one  story  (12  ft.)  in  height, 
-  „  •  f  -in-  by  14  ft.  in  area,  of  non-fireproof  construction 

t  l  i  'V  re/ldenCC  rUSe’-,  F”  area  district  and  occupied 
as  a  dwelling  for  one  family;  and  P 

,KPWfwf’/he  applicant  contends  that  it  is  proposed  to 
use  thatched  roofing  manufactured  by  the  Old  English 
Thatch  Company;  that  this  material  has  been  made  fire 
resisting  and  was  tested  by  the  New  York  Testing  Labora- 
°r'e4  °n  November  14,  1938,  copy  of  the  report  of  test 
is  attached  to  this  appeal;  that  the  thatched  roofing  has 
been  applied  over  two  layers  of  double  ply  roofing  felt  • 
that  in  view  of  the  facts  contained  in  the  report  of  the 
New  York  Testing  Laboratories,  a  modification  is  re- 

That ch ' roo fing°  Permit  tbe  installation  of  the  Old  English 

Resolved,  that  the  decision  of  the  borough  superinten- 
N'B.  App He.  No.  1884-39,  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted, 
permitting  the  thatched  roofing,  as  proposed,  on  the  pro¬ 
posed  building,  on  condition  that  the  building  shall  at  all 
T,  used  solely  for  a  one  room  residence  building 
and  that  no  additional  building  shall  be  constructed  on  the 
lot  on  which  the  building  is  located;  that  no  use  other 
than  as  herein  permitted,  shall  be  maintained  in  the  build¬ 
ing  and  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


690-39-A. 


APPLICANT— Maurice  Deutsch,  for  130  Washington  Place 
QTT  folding  Corporation,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 100-134  Washington  place 
West,  south  side,  1  ft.  1  in.  east  of  Sheridan 
square,  and  187-189  West  Fourth  street  (Block 

APPEARANCES—1  N°'  2)’  Bor°ugh  of  Manhattan. 

For  Applicant :  Maurice  Deutsch. 

For  Administration :  Fred  Dahlem,  Dept  of 
.  ___  Housing  and  Buildings. 

toe  vLrF  BOARD— Appeal  granted  on  condition. 
THE  VOTE — 


Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(690-39-A) 


nU:,ZtS1a,b°vecConnected  by  a  ^  ft-  opening  in  basement 
with  sliding  fire  doors  each  side;  and 

Whereas,  the  applicant  contends  that  it  is  proposed 
to  remove  stairway  marked  “A”  on  plans  filed  with  this 
appeal,  leading  from  the  basement  to  the  street  at  the 

\  est  4th  street  front,  this  stairway  being  unenclosed  and 
cl  inches  wide ;  that  there  are  two  other  stairways,  one 
36  mches  wide,  leading  from  the  basement  to  the  main 
lobby,  opening  directly  to  Washington  place,  the  other 
stairway  is  51'  mches  wide  and  leads  directly  to  Sheridan 
square,  from  the  basement;  that  both  of  these  stairways 
are  fireproof  enclosed;  that  the  total  area  of  the  basement 
is  3,000  sq.  ft. ;  that  under  the  Code,  300  persons  would  be 
permitted  to  occupy  this  area ;  that  the  present  occupancy 
is  limited  to  100  persons  and  will  be  increased  to  175 
persons;  that  the  width  of  the  stairways  marked  “B”  and 
C  on  the  plan  and  the  width  of  the  doorways  from  such 
staii  w ays  are  more  than  sufficient  to  meet  the  requirements 
of  Section  6.4. 1.1,  paragraphs  1  and  2  of  the  Building 
Code,  provided  a  variation  is  granted  as  to  the  existing 
sliding  doors  at  5  ft.  openings  at  the  foot  of  stair  “C” 
in  lieu  of  reducing  this  opening  to  3  ft.  8  in.  and  equipping 
same  with  fireproof  self-closing  swinging  doors. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  Alt.  Applic.  No.  1038-39,  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  if  stairway  “A”  is  removed,  the  sliding 
fire  doors  from  the  cellar  restaurant  to  stairway  “C”  lead¬ 
ing  to  Sheridan  square  shall  be  entirely  removed,  leaving 
a  5  ft.  opening,  as  shown,  in  the  brick  wall;  that  in  all 
other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto, 
including  the  requirements  of  the  Multiple  Dwelling  Law, 
insofar  as  they  apply. 


692-39-A. 

APPLICANT — Nathan  Steinberg,  for  Jamaica  Roller- 
drome,  Inc.,  lessee,  William  Hofmann,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 92-30  168th  street,  west  side, 
242  ft.  south  of  Jamaica  avenue  (Block  No.  10156, 
Lot  No.  26),  Jamaica,  Borough  of  Queens 
APPEARANCES— 

For  Applicant:  Leon  E.  Borden  and  Nathan 
Steinberg. 

For  Administration :  Joseph  Ferro,  Dept,  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  . 0 

Absent  .  Q 


Whereas,  Maurice  Deutsch,  for  130  Washington  Plaa 
Holding  Corporation,  owner,  filed  May  23,  1939,  an  appea 
from  a  decision  of  the  borough  superintendent  of  buildings 
affecting  premises  130-134  Washington  place,  West,  soutl 
side,  1  tt.  1  in.  east  of  Sheridan  square  and  187-189  Wesi 
rth  street  (Block  No.  592,  Lot  No.  2),  Borough  of  Man 
hattan;  and 

Whereas,  the  decision  of  the  borough  superintendent 
on  Alt  Applic.  No.  1038-39,  dated  May  10,  1939,  reads: 

1.  Stairway  A  to  street  should  be  maintained.” 

and 


Whereas,  the  premises  consist  of  two  buildings,  one  6 
stories  and  pent  house,  121  ft.  4  in.  in  height,  64  ft.  6  ’in 
by  74  ft.  3%  in.,  irregular  in  area,  of  fireproof  construc¬ 
tion,  equipped  with  a  standpipe  system,  located  in  a  resi¬ 
dence  and  business  use  district  and  occupied  as  follows- 
Cellar— restaurant— 75  persons;  1st  floor— stores  and  apart- 
rv,enl_~75  persons;  2nd  floor  to  pent  house — apartments- 
the  other  building  is  3  stories  non  fireproof  construction 
occupied  as  a  restaurant,  basement  and  1st  story  and  apart- 


THE  RESOLUTION— 

(692-39-A) 

Whereas,  Nathan  Steinberg,  for  Jamaica  Rollerdrome, 
Inc.,  lessee,  for  William  Hofmann,  owner,  filed  May  24, 
1939,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent  of  buildings,  affecting  premises  92-30  168th  street, 
west  side  242  ft.  south  of  Jamaica  avenue  (Block  No. 
10156,  Lot  No.  26),  Jamaica,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
on  Mi  sc.  Applic.  No.  456-39,  dated  April  27,  1939,  reads: 

“3.  The  use  of  a  class  3  building  as  a  Roller  Skat¬ 
ing  Rink  is  contrary  to  the  Code.  (Sec.  4.2.1,  sub.  a, 
Building  Code.)  Not  further  considered.” 

and 

Whereas,  the  building  is  one  (1)  story  (16  ft.)  in 
height  75  ft.  by  150  ft.  in  area,  of  Class  3  construction, 
located  in  an  unrestricted  use  ,“C”  area  district,  and  occupied 
as  a  roller  skating  rink;  and 
Whereas,  the  applicant  contends  that  the  building  has 
been  occupied  since  1937  as  a  roller  skating  rink  and 
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licensed  as  such  by  the  Department  of  Licenses;  that  said 
department,  however,  required  a  certificate  of  occupancy 
before  the  renewal  of  the  license  this  year,  resulting  in  the 
filing  of  the  application  for  a  certificate  of  occupancy; 
that  the  construction  of  the  building  is  entirely  of  brick 
except  for  wood  roof ;  that  the  building  is  used  by  the 
public  for  approximately  21/!  to  3  hours  each  day  and  is 
entirely  closed  during  the  summer  months ;  that  the  maxi¬ 
mum  public  attendance  does  not  exceed  500  persons  and  is 
confined  to  the  street  floor  only;  that  there  are  adequate 
exits  at  the  front  and  that  in  addition  to  these  exits, 
there  is  an  emergency  exit  in  the  rear  of  the  building. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  on  Misc.  Applic.  No.  456-39,  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted, 
permitting  the  use  of  the  existing  building  as  a  roller 
skating  rink,  on  condition  that  additional  exits  shall  be 
provided  in  the  south  wall  from  which  free  access  can  be 
had  directly  to  168th  street  through  the  adjoining  prop¬ 
erty,  so  as  to  provide  the  required  total  width  of  door- 
waj^s  for  the  legal  occupancy  of  500  persons ;  that  there 
shall  be  no  excavation  under  the  building,  except  for 
boiler  room  located  under  the  check  room  and  enterable 
only  from  the  exterior  of  the  building  and  separated  from 
the  balance  of  the  building  by  fireproof  construction ;  that 
in  all  other  respects  the  construction  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


1095-27-A. 

APPLICANT — Kohler  Company,  Inc.,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  a  decision 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 705-713  Fifth  avenue  and  3-5 
East  55th  street,  northeast  corner  (Block  No. 
1291,  Lot  Nos.  1,  2,  3,  4  and  5),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  J.  Gilbert. 

ACTION  OF  BOARD — Appeal  reopened  and  permit 
extended 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(1095-27-A) 

Whereas,  this  appeal  affecting  premises  705-713  Fifth 
avenue  and  3-5  East  55th  street,  northeast  corner  (Block 
No.  1291,  Lot  Nos.  1,  2,  3,  4  and  5),  Borough  of  Manhat¬ 
tan,  was  granted  by  the  board  February  28,  1928,  time 
extended  June  23,  1931,  January  30,  1934,  September  17, 
1935  and  May  4,  1937,  and  applicant  requests  a  further 
extension  of  time. 

Resolved,  that  the  resolution  of  the  board,  adopted  on 
June  23,  1931,  be  amended  only  so  far  as  it  refers  to  the 
period  for  which  the  modification  is  granted,  so  that  as 
amended  the  last  clause  of  the  resolution  will  read : 

“.  .  .  and  that  this  modification  shall  be  granted  for 
a  temporary  period  of  two  years  from  July  2,  1939.” 


524-38-A. 

APPLICANT — Sidney  L.  Strauss,  for  Englander  Spring 
Bed  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 538  Johnson  avenue,  south¬ 
west  corner  of  Stewart  avenue  (Block  No.  2294, 
Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 


ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(524-38-A) 

Whereas,  Croker  Fire  Prevention  Corporation  for  Eng¬ 
lander  Spring  Bed  Co.,  Inc.,  owner,  filed  on  June  21,  1938, 
an  appeal  from  an  order  and  a  decision  of  the  Fire  Com¬ 
missioner,  affecting  premises:  538  Johnson  avenue,  south¬ 
west  corner  of  Stewart  avenue  (Block  No.  2294,  Lot  No. 
1),  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  Fire  Commissioner,  No.  74- 
570-LC,  dated  March  7,  1938,  reads  as  follows : 

“4.  Discontinue  the  maintenance  of  any  open  flames 
or  sparking  device  (welding  on  3rd  story)  within 
floor  area  where  spray  coating  is  carried  on,  or  sepa¬ 
rate  the  open  flames  or  sparking  device  by  partitions 
constructed  of  fireproof  or  fire-resisting  material.  Rule 
6.1.8,  Spray  Rules.” 

and 

Whereas,  said  order  was  repeated  in  a  decision  of  the 
Fire  Commissioner,  dated  June  15,  1938;  and 
Whereas,  the  building  is  4  stories  and  basement  (60 
ft.  2  in.)  in  height,  105.1  by  200.5  ft.  in  area;  of  fireproof 
construction ;  equipped  with  a  standpipe  and  sprinkler  sys¬ 
tem ;  located  in  unrestricted  use  district;  occupied  since 
1919  as  follows:  Cellar,  storage  and  boiler  room — 6  persons; 
1st  floor,  machine  shop,  assembling,  riveting,  paint  dipping 
and  baking  oven — 40  persons ;  2nd  floor,  offices,  sewing  and 
upholstering— 50  persons ;  3rd  floor,  assembling,  welding, 
paint  spraying  and  baking  ovens — 40  persons ;  4th  floor, 
manufacturing  of  coil  springs — 50  persons ;  certificate  of 
occupancy  No.  4503  was  issued  December  20,  1923;  welding 
in  question  is  located  on  the  3rd  story ;  and 
Whereas,  applicant  contends  that  the  welding  is  done  in 
a  portion  of  the  building  entirely  remote,  that  is,  approxi¬ 
mately  190  ft.  distant,  from  the  location  where  any  spray¬ 
ing  is  done;  that  if  the  occupant  of  these  premises  is  re¬ 
quired  to  separate  the  welding  apparatus  from  the  spray¬ 
ing  with  fireproof  partitions,  which  in  this  case  would  be 
required,  it  would  cause  serious  inconvenience  in  the 
proper  efficiency  of  the  factory;  that  the  sprinkler  and 
standpipe  systems  now  existing  in  the  building,  provide 
ample  protection  for  the  apparatus  as  it  now  exists ;  and 
Whereas,  this  appeal  was  granted  by  the  Board  June 
28,  1938,  on  certain  conditions  and  applicant  requested  a 
reopening  of  the  case  and  an  amendment  to  include  order 
No.  79088-LC  of  the  fire  commissioner  which  reads: 

“2.  Discontinue  the  maintenance  of  any  open  flames 
(gas  heated  ovens)  within  floor  area  where  spray 
coating  is  carried  on,  or  separate  said  open  flames  or 
sparking  device  by  partitions  constructed  of  fireproof 
or  fire-resisting  material.  Rule  6.1.8-a,  Spray  Rules.” 
Resolved,  that  the  resolution  adopted  by  the  Board  on 
June  28,  1938,  be  and  it  hereby  is  amended,  so  that  as 
amended,  it  shall  read : 

“ Resolved ,  that  the  order  of  the  Fire  Commissioner, 
No.  74570-LC  be  and  it  hereby  is  modified,  and  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
acetylene  welding  shall  be  maintained  at  a  point  not 
nearer  than  150  ft.  from  spray  booths ;  that  such 
welding  outfit  shall  be  subject  to  pernrt  issued  by 
the  Fire  Commissioner;  and  that  the  operation  and 
maintenance  of  spray  booths  shall  comply  with  all 
the  rules  applicable  thereto. 

Resolved  further,  that  order  No.  79088-LC  of  the 
fire  commissioner,  dated  April  4,  1939,  be  and  it  hereby 
is  modified,  permitting  the  continuation  of  the  baking 
ovens,  as  indicated  on  plans  filed  with  this  appeal, 
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sr.i  1IW  „  ,  variations  of  labor  law 

be  protected  by  means  of  metal  doors  and  the  ovens  N56-38-S. 

Tit'LTt S  APPUCow^-A-  C  A"d™  Schirrmeister, 

booth  or  open  storage  room.”  '  SUBJECT-Application  reopened  April  11,  1939-re  Varia- 

694-39_  a  I1®1?  °  ,tke  Hb°r  law  as  cited  in  a  decision  of  the 

x  acting  borough  superintendent  of  buildings  fnre- 

APPLICANT— Jesse  R.  Bacharach,  for  William  Singer,  PREMTSES^A FFFrTRn^  aai  ^ 

„TTTXTT,  owner.  s  ’  t  KLMISFS  AFFECTED — 661-663  Broadway  east  side 

r  UBJECT  Application  for  consideration — reopening  and  1?^Tin'CsOUU1  o£  Varet  street  (Block  No.’ 

reconsideration— re  Appeal  from  a  decision  of  the  APPFARAMrvc  Na  Borougfl  o£  Brooklyn, 
borough  superintendent  of  buildings  ArrMKAN  CES — 

PREMISES  AFFECTED — 41-46  and  41-48  55th  street  Por  AP.ipllcant:  None. 

west  side,  575  ft.  and  600  ft.  north  of  Queens  Por  Administration:  Benjamin  Saltzman,  Dept 

boulevard  (Block  No.  908,  Lot  No.  none),  Wood-  4 CTTON  n°F  nnTrg  aad  Buildings, 
side,  Borough  of  Queens.  AC  1  ION  OF  BOARD<— Laid  over  to  July  11  1939  at  2 

APPEARANCES—  K  M->  on  written  request  of  applicant.  ’ 

.  ~  b°r  Applicant :  Jesse  R.  Bacharach.  7r^  •,<->  c  — 

ACTION  OF  BOARD — Appeal  reopened,  reconsidered  b~  9 

^TT  ,  ar*d  granted  on  condition.  APPLICANT— A.  G.  Berger  for  Suirarman  w 

THE  VOTE  TO  REOPEN  AND  RECONSIDER—  £or  Garment  Center  Capital^  Inc  owner  ^ 

Affirmative:  Chairman  Murdock,  Commission-  SUBJECT— Variation  of  the  Labor  Law  as  cited  in  a 

uVage  and  BIum  and  Assistant  Chief  decision  of  the  borough  superintendent  of  build- 

waisn . ■  a  ings. 

S;ve . :::::::::::::::  o  premises  affected-soo  seventh  avenue  a„d  201- 

THE  VOTF  TH  rD  AMT . .  0  Wes  37th  street,  northwest  corner,  216-224 

1HF  VOTE  TO  GRANT—  West  38th  street,  south  side,  116  ft  8  in  west  of 

Affirmative :  Chairman  Murdock,  Commission-  Seventh  avenue  (Block  No.  787,  Lot  No  40) 

ers  Savage  and  Blum  and  Assistant  Chief  Borough  of  Manhattan. 

Walsh .  4  APPEARANCES— 

Negative  .  q  For  Applicant :  A.  G.  Berger. 

_  nt  .  Q  For  Administration :  Fred  Dahlem,  Dept  of 

THE  RESOLUTION—  ArTTnu  Housing  and  Buildings. 

(694-39- A)  ACTION^  C)F  BOARD— . Application  withdrawn  after 

ownif'fiM'  Mave24R',9?9aC!;arach'  H  WilliT  .  Singer,  THE  VOT^TO  WITHDRAW — 

*be  borough  superintendent  of  ‘ L b n ! id i nC ;!  ffl , . , 1 n V ' *d re m  ^  Ah'rriVLtv.'f- :  Chairman  Murdock,  Commission- 

ffV’r'tf  afndr,41t48  VU'-et,  “5e,  &  VaisShVage  and  Bium  and  Assistam  chirf 

\T-  n°vrtlAl  of  Queens  boulevard  (Block  No.  908  Lot  No  Negative  ” .  4 

None),  Woodside,  Borough  of  Queens;  and  ’  Abfent  .  0 

V  hsrsa5,  the  decision  °f  the  borough  superintendent  of  . .  0 

readdsingS’  **  ApPhcatlon  No-  3194-39,  dated  May  18,  1939,  229-39-S. 

“The  installation  of  the  bathroom  compartment  and  APPLI(^A^T— MortSage  Commission  Servicing  Corpora- 

ManfV  “hV  °1  1  tw°  hmi'y  ho^as  sTow„aCn  °f  Re",S'  f°r  An*°n  HofIma"’  Inc” 

Ibree  lam^^muftfple^w'ellin^” ‘ “*  t0  a  SUBJECT  Variation  of  the  Labor  Law  as  cited  in  an 

and  s‘  DDruTcWtlS  borough  superintendent  of  buildings. 

hy^Tta  ahreabUiici,ngSofarfe  'W°  stori«  ”  ^  2°  «•  ‘  200 fc™ Vav ’LT&Vo*  1X4 

i  appea^is  BOTouKh  of  Ma"ba'ia"- 

2nwHE^sdTheIlingTne  51  famlly;  Michad  B- 

consist;  of '  ,heC  ?„PsP,SLnrdaS  ^  DePartm“‘  °f 

cus^arf  Tafk^h^S  equijuUnt  “TTo  t  gra"ted  “ 

board  a* its  ^^Ivait^^agp^apd11^u^Uapd  A^^b^Acb^i 

meeting  June  13  1939,  and  reopened  by  vote  of  the  board  Walsh  .  4 

for  reconsideration  June  20,  1939.  Negative  .  .  4 

Resolved,  that  the  decision  of  the  borough  superinten-  Absent  . '  0 

i  rs  THE  RESOLU™%29  39  S) 

dem  an^agreemenf^igned'by  ^^1  S-vici„g  Corporation, 

other  than  as  shown  on  plans  filed  with  the  borough  suner’  ^-Clted  '5  ai?  order  of  the  borough  superin- 

mtendent  of  buildings  and  that  a  statement  of  tWs  m  b9ondr?gS’  affe^hi?g  premises  315  East  91st  street, 

ment  shall  be  included  in  all  contracts  of  sale  and  dfeds"  I  ot  No  91  Rn  ^  aVGnUe  (Block  No-  lS54- 

so  that  any  prospective  buyer  will  be  on  notice  i  t!  fufj  A;  °'  9)’  Borou4  of  Manhattan ;  and 
requirement  of  the  board.  •  ,  jTERE-N?>  Re  order  of  the  borough  superintendent,  on 

violation  No.  2725-39,  dated  June  1,  1939,  reads: 
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“You  will  please  take  notice  that  there  exists  a  viola¬ 
tion  of  Section  270,  sub.  6  of  the  Labor  Law,  at  the 
premises  hereinafter  described,  in  that  ‘of  erecting  com¬ 
bustible  partitions  on  the  2nd,  4th,  5th  and  6th  floors. 
Same  are  division  partitions,  office  partitions  and 
enclosure  partitions  to  separate  departments  of  the 
one  concern. 

Remedy:  You  are  hereby  directed  to  immediately 
remove  the  combustible  partitions  erected  on  the  2nd, 
3rd,  4th,  5th  and  6th  floors,  some  of  which  divide  the 
lofts,  enclose  office  spaces  and  some  enclose  separate 
departments  of  the  concerns  occupying  space  in  the 
building,  or  erect  same  to  comply  with  Sect.  No.  270, 
sub.  sec.  6  of  the  Labor  Law.” 

and 

Whereas,  the  building  is  6  stories  (71  ft.  6  in.)  in 
height,  50  ft.  by  100  ft.  in  area  at  1st  floor  and  50  ft.  by  90 
ft.  in  area  at  typical  floor,  of  fireproof  construction,  erected 
in  1926,  located  in  an  unrestricted  use  district  and  occu¬ 
pied:  Cellar — boiler  room  and  storage,  no  persons;  1st 
floor — motor  vehicle  repair  shop  and  service  station — 10 
persons ;  2nd  to  6th  floors — factory — 20  persons  per  story. 
Certificate  of  occupancy  No.  12070  was  issued  on  January 
18,  1927,  permitting  the  occupancy  of  the  building  as  fac¬ 
tory  throughout — 60  persons  per  floor.  The  building  is 
equipped  with  an  interior  fire  alarm  system  and  two  interior 
fireproof  stairs ;  and 

Whereas,  the  applicant  requests  that  under  the  provi¬ 
sions  of  sections  263  and  270  of  the  labor  law,  it  be  per¬ 
mitted  to  retain  the  partitions  now  existing  in  the  building, 
as  shown  on  plans  filed  with  this  application. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  application  be  and  it  hereby  is  granted, 
modifying  the  order  of  the  borough  superintendent,  viola¬ 
tion  No.  2725-39,  on  condition  that  all  partitions  constructed 
of  plaster  board  shall  be  reduced  to  7  feet  in  height,  except 
the  partitions  on  the  front  of  the  3rd  floor  and  the  parti¬ 
tions  on  the  4th  floor  forming  two  offices ;  that  all  parti¬ 
tions  shall  be  made  to  comply  with  the  requirements  of  the 
labor  law  and  the  building  code  within  one  year  from  the 
date  of  this  resolution  and  that  such  portable  fire-fighting 
appliances  shall  be  immediately  installed  as  the  fire  com¬ 
missioner  shall  direct. 


529-39-S. 

APPLICANT — Samuel  Rosenblum,  for  Quality  Art  Nov¬ 
elty  Co.,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner  and  a 
decision  of  the  borough  superintendent  of  build¬ 
ings. 

PREMISES  AFFECTED — 30-02  Thomson  avenue,  south 
side,  from  30th  street  to  30th  place  (Block  No. 
274,  Lot  No.  1),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Department. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(529-39-S) 

Whereas,  Samuel  Rosenblum,  for  Quality  Art  Novelty 
Co.,  lessee,  filed  April  25,  1939,  an  application  with  the 
Board  of  Standards  and  Appeals  for  a  variation  from  the 
requirements  of  the  labor  law  as  cited  in  an  order  of  the 
fire  commissioner  and  a  decision  of  the  borough  superin¬ 
tendent  of  buildings  affecting  premises  30-02  Thomson 


avenue,  south  side,  from  30th  street  to  30th  place  (Block- 
No.  274,  Lot  No.  1),  Long  Island  City,  Borough  of 
Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner  No.  2215- 
LF,  dated  January  30,  1939,  reads : 

“2.  Remove  all  partions  not  built  of  incombustible 
material  from  2nd  and  3rd  stories  as  per  Sections  263 
and  270  of  Labor  Law.” 

and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings  rendered  June  15,  1939  in  acting  on  Misc.  Appli¬ 
cation  3406-1939  reads : 

“3  Subdividing  partitions  are  required  to  be  of 
incombustible  material.” 

and 

Whereas,  the  building  is  of  Class  2  construction,  seven 
stories  and  pent  house  (106  ft.)  in  height,  200  ft.  by  301 
ft.  4  in.  in  area,  located  in  an  unrestricted  use  district, 
erected  in  1914  and  occupied:  Cellar — boiler  room  and 
storage,  2  persons;  1st  story — shipping  and  receiving,  65 
persons ;  2nd  story — manufacture  of  greeting  cards,  127 
persons ;  3rd  story — same,  139  persons ;  4th  story — manu¬ 
facturing  window  shades,  dyeing,  restaurant,  164  persons; 
5th  story — manufacturing  greeting  cards,  office  and  stock, 
119  persons;  6th  story — manufacturing  radios,  300  persons; 
7th  story — offices,  300  persons ;  pent  house,  office,  10  per¬ 
sons;  the  building  being  equipped  with  a  sprinkler  and  a 
standpipe  system;  the  means  of  egress  consisting  of  six 
interior  enclosed  stairways  conforming  to  the  labor  law; 
and 

Whereas,  applicant  contends  the  partitions  in  question 
are  located  in  the  2nd  and  3rd  stories ;  and 

Whereas,  a  decision  has  been  given  by  the  borough 
superintendent  of  buildings  in  connection  with  Misc. 
Applic.  No.  3406-39,  under  date  of  June  15,  1939,  under 
which  decision  the  objection  is  given  that  subdivided  parti¬ 
tions  are  required  to  be  of  incombustible  material;  and 

Whereas,  the  applicant  requests  that  the  board  act  on 
this  decision  in  place  of  the  decision  appealed  from  as 
issued  by  the  fire  commissioner. 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent,  acting  on  Misc.  Application  3406-39  be  and  it  hereby 
is  granted  as  a  variation  of  the  labor  law,  to  permit  the 
continuation  of  the  partitions  as  shown  on  plans  filed 
herein  on  the  2nd  and  3rd  floors,  on  condition  that  no  addi¬ 
tional  partition  shall  be  erected  that  is  not  in  compliance 
with  the  labor  law;  that  all  doors  in  partitions  constructed 
of  fireproof  material  shall  be  metal  covered ;  that  on  the 
2nd  floor  the  offices  near  the  elevator  shall  be  removed 
and  the  partition  forming  the  vestibule  at  the  elevator  shall 
either  be  removed  or  constructed  not  more  than  6  feet  in 
height;  that  on  the  3rd  floor,  any  partitions  exceeding  7  ft 
in  height  shall  be  made  to  comply  with  the  requirements  of 
the  labor  law  and  the  building  code,  except  that  wood 
partitions  forming  offices  on  the  2nd  and  3rd  floors  may  be 
permitted  if  separated  from  the  balance  of  the  floor  where 
manufacturing  is  carried  on  by  a  fireproof  partition  in 
compliance  with  the  labor  law ;  that  any  partitions  not  over 
7  ft.  in  height,  may  be  constructed  either  of  fireproof 
material  or  of  steel  and  glass ;  that  this  variation  shall 
continue  only  so  long  as  the  existing  lease  continues  and 
in  no  event  for  a  period  longer  than  one  year  from  the 
date  of  this  resolution  and  that  after  the  termination  of 
such  lease,  all  partitions  erected  shall  comply  with  the 
requirements  of  the  labor  law  and  building  code. 


APPLIANCE  SUBMITTED  FOR  APPROVAL 
658-30-SA. 

APPLICANT — Sundstrand  Engineering  Co.,  owner. 
SUBJECT — Application  for  reopening  —  amendment  — 
Sundstrand  Purmaco  Automatic  Oil  Burner. 
APPEARANCES— 

For  Applicant — Irving  Hecht. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 
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™EVOTE  TO  REOPEN  AND  AMEND  RESOLU- 

Affirmative:  Chairman  Murdock,  Commission- 
ers  Savage  and  Blum  and  Assistant  Chief 

Negative  . .  n 

Absent  .  .  g 

THE  RESOLUTION— 

(658-30-SA) 

OrmWR^ASioSUndstranr  Sneering  Co.,  owner,  filed 
r^/’A1930’,  anr  appllcatl0n  Wlth  the  Board  of  Stand- 
^ppe,all  for  approval  of  their  device  known  as 
he  Sundstrand  Purmaco  Aiitomatic  Oil  Burner,  Models 
AwB'4,  C'5’,  A-3U,  B-SU  and  C-6U;  and 

"™AS>  this  device  was  approved  by  the  board  July 
o,  tyoi,  on  certain  conditions  and  applicant  requests  ner- 
mission  to  market  this  device  under  the  name  Windsor 
O,  Burner,  Models  A-3U,  B-5U  and  C-6U  and  also  Wards 
Oil  Burner,  Models  A-3U,  B-5U  and  C-6U. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

mlrny \ap.provf.  ,d£vlce  kn°wn  as  the  Sundstrand  Pur- 

1  Burner  Modds  A-2,  B-4,  C-S,  A-3U, 

and  -9'6V  £or  use  in  domestic  and  com- 
mercia,l  installations  with  fuel  oil  not  heavier  than  No.  3 

;■  -tdepartment  of  Commerce  standards,  when  installed 

4ianCrtC0IjfanCeiWAth  thf  0d  Burner  Rules  of  the  Board  of 
f+UD  and  ^?Peals  and  with  the  report  of  the  Chief 
to£  hetBur/au  of  Fire  Prevention,  dated  June  20,  1931,  and 
watA  he  may  aIso  be  marketed  under  the  name 

Windsor  Od  Burner,  Models  A-3U,  B-5U  and  C-6U  and 

v\dedSthl  Bur/Cr’  Modeh  A-3U,  B-SU  and  C-6U,  pro- 
:  ,d ,  that  u.nde.r  whichever  name  marketed  the  device 
.hall  bear  a  label  permanently  affixed  thereto  reading- 

NOTICE 
Approved  by  the 

BOARD'  OF  STANDARDS  AND  APPEALS 
For  Use  in  New  York  City 
UNDER  CAL.  No.  658-30-SA. 

MATERIALS  SUBMITTED  FOR  APPROVAL 
1081-38-SM. 

APPLICANT-  The  Cooper  Company,  owner. 

SUBJECT— Cooper  Asphalt  Shingles  and  Roll  Roofing 
Cooper  Quality,  Sparton,  Saxon,  Sturdy  and 
Hexatite— approval  of.  * 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Material  approved  in  accordance 
TlTC  ,wffh  UTprt  of  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commission- 
ers  Savage  and  Blum  and  Assistant  Chief 

Walsh  .  a 

Negative  . n 

Absent  . 0 

THE  RESOLUTION— 

(1081-38-SM) 

Thr  C°oper  Company  owner,  filed  November 
a  ’  an  application  with  the  Board  of  Standards  and 
a  Pp,ea  fS  i°J.  aPProval  of  the  material,  known  as  the  Cooper 
Asphalt  Shingles  and  Roll  Roofing;  and 

on  ma,te”al-  was  submitted  to  the  committee 

\\PSiS  °£  hoard  for  test  and  report;  and 
Whereas,  the  report  of  the  committee  on  tests  reads : 

„  ,  REPORT  OF  COMMITTE  ON  TESTS 
Cal.  No.  1081-38-SM. 

SUBJECT— Cooper  Asphalt  Shingles  and  Roll  Roofing 
approval  of.  s’ 

The  Cooper  Company  of  Elizabeth,  N.  J.  filed  on 
November  28  1938  an  application  with  the  Board  of 
Standards  and  Appeals  a  request  for  the  approval  of 
their  roofing  materials  as  listed  herein,  under  tests 

XStACfSu*)?  AC  (1(U2-1M)  a"d  G™“p  16 


These  roofing  materials  are  manufactured  by  the 
applicant  at  their  plant  located  in  Elizabeth,  N.  J. 
Tests  of  these  materials  were  made  at  South  Kearny, 
N.  J.  on  Friday,  June  16th,  1939  and  witnessed  by  a 
committee  of  the  Board.  The  equipment  consisted  of 
two  test  deck  assemblies  consisting  of  electric  fans  set 
a  distance  of  5  feet  from  the  burning  brands  and 
regulated  to  deliver  a  horizontal  current  of  air  at  a 
velocity  of  6  miles  per  hour,  2  feet  distant  from  the 
fan.  All  brands  used  were  kiln  dried  spruce  consist¬ 
ing  of  36  pieces  x  x  6",  securely  nailed.  The 
deck  construction  was  made  up  of  %"  wood  sheathing 
secured  to  the  test  panels  4  ft.  x  3  ft. 

The  following  test  samples  consisted  of  complete 
assemblies  of  roof  deck  and  roofing  materials,  as  it  is 
applied  in  practice.  Upon  these  roof  decks  was  placed 
a  fully  burning  brand  for  the  purpose  of  investigating 
the  possibility  of  the  spread  of  flame  , ignition  of  the 
wood  deck,  and  the  area  and  depth  of  charring.  Re¬ 
sults  of  these  tests  and  specifications  of  heavier  or 
more  protective  roof  coverings  including  roof  covering 
of  greater  coverage  than  the  specific  specimens  tested 
are  described  herein.  The  asphalt  used  in  the  manu¬ 
facture  of  this  roofing  material  is  furnished  by  the 
Cities  Service  Oil  Company  of  New  York  with  a  melt¬ 
ing  point  of  180°/220°  on  both  the  shingles  and  roll 
materials.  The  asphalt  saturated  rag  felt  as  provided 
for  in  specific  tests  as  an  additional  protection  is  made 
up  of  approximately  70%  roofing  rags  and  30%  stock 
filler  (paper).  In  the  following  lists  of  tests  the 
lightest  and  least  protective  roof  covering  in  each 
group  was  selected  as  the  test  specimen  with  heavier 
or  more  plies  of  coverage  listed  under  each  test  group. 
These  tests  are  as  follows : 


SHINGLES 


Test  No.  1 — Hexagonal  Strip  Shingles — Slope  3" 
per  ft. 

Hexagonal  Strip  Shingles  size  11%"  x  36"  with  an 
average  weight  per  square  of  167#  and  having  86 
strips  to  the  square  and  laid  with  an  exposure  to  the 
weather  of  5%". 

On  this  deck  was  placed  a  fully  burning  brand  which 
was  consumed  in  29  minutes  and  45  seconds  consuming 
all  plies  and  slightly  charring  the  wood  deck  over  an 
area  of  3"  x  3". 

Similar  Hexagonal  Strip  Shingles  of  heavier  con¬ 
struction,  or  provided  more  protection  are  as  follows : 
Size  12"  x  36" 

Average  weight  per  sqr.  167# 

Strips  per  sqr.  86 
Exposure  to  weather  4%" 

Size  12%"  x  36" 

Average  weight  per  sqr.  186# 

Strips  per  sqr.  86 
Exposure  to  weather  4%" 

Size  12"  x  36" 

Average  weight  per  sqr.  215# 

Strips  per  sqr.  100 
Exposure  to  weather  4" 

Size  1314"  x  36" 

Average  weight  per  sqr.  225# 

Strips  per  sqr.  76 
Exposure  5)4" 


sS*jy°'  2  Square  Butt  Strip  Shingles  (4"  expos- 
HIe)  -lope  3"  per  ft.  The  test  deck  was  made  of 
Square  Butt  Strip  Shingles  10"  x  36"  weighing  197# 
per  square  and  100  strips  to  the  square.  On  this  deck 
was  placed  a  fully  burning  brand  which  was  consumed 
in  Zb  minutes  and  20  seconds  with  no  effect  on  any  of 
the  plies  or  the  wood  deck. 

Similar  Square  Butt  Strip  Shingles  of  heavier  con¬ 
struction  are  as  follows: 


Square  Butt  Strip  Shingles  (4"  exposure) 
Size  10"  x  36" 

Average  weight  per  sqr.  197# 
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Strips  per  square  100 
Size  12"  x  36" 

Average  weight  per  sqr.  240# 

Strips  per  square  100 
Size  12J4"  x  36" 

Average  weight  per  sqr.  266# 

Strips  per  square  100 
Size  10"  x  36" 

Average  weight  per  sqr.  210# 

Strips  per  square  100 

Test  No.  3 — Square  Butt  Strip  Shingles  (5"  expos¬ 
ure) — Slope  3"  per  ft.  The  panel  for  this  test  was 
covered  with  Square  Butt  Strip  Shingles  12"  x  36"  at 
the  rate  of  80  strips  per  square  and  weighing  225# 
per  square  with  a  weather  exposure  of  5".  A  fully 
burning  brand  was  placed  on  this  deck  and  consumed 
in  23  minutes  and  45  seconds  consuming  the  top  ply 
with  no  effect  on.  the  wood  deck. 

Heavier  shingles  in  this  group  are  as  follows : 

Size  12"  x  36" 

Average  weight  per  sqr.  240# 

Strips  per  sqr.  80 
Size  12"  x  36" 

Average  weight  per  sqr.  25 7# 

Strips  per  sqr.  80 

Test  No.  4 — Individual  Shingles  (Reroofer  Butt 
Lock  Type) — Slope  3"  per  ft.  The  panel  in  this  test 
was  covered  with  Individual  Shingles  17"  x  17"  with 
80  strips  to  the  sqr.  and  weighing  140#  to  the  sqr. 
with  a  weather  exposure  of  13*4"  x  13*4".  A  freely 
burning  brand  was  placed  on  this  panel  and  was  con¬ 
sumed  in  16  minutes  and  30  seconds  consuming  the 
shingle  and  charring  the  wood  deck  over  an  area  of 
3"  x  4"  to  a  depth  of  1/16"  (See  Recommendation). 

Test  No.  5 — Individual  Shingles  (American  method) 
— Slope  3"  per  ft.  The  panel  on  this  test  was  covered 
with  Individual  Shingles  9"  x  12 y2"  with  380  shingles 
per  sqr.  and  weighing  253#  per  sqr.  and  laid  4"  to  the 
weather.  A  freely  burning  brand  was  placed  on  this 
deck  and  consumed  in  24  minutes  and  15  seconds  con¬ 
suming  the  top  ply  with  no  effect  on  the  remaining 
plies  or  the  wood  deck. 

Similar  shingles  of  heavier  weight  but  with  more 
exposure  to  the  weather  are  as  follows : 

Size  12"  x  16" 

Average  wgt.  per  sqr.  275# 

Shingles  per  sqr.  226 
Exposure  to  weather  5" 

Size  12"  x  16" 

Average  wgt.  per  sqr.  325# 

Shingles  per  sqr.  226 
Exposure  to  leather  5" 

Test  A ro.  6 — Individual  Shingles  (Dutch  Lap)  — 
Slope  3"  per  ft.  WITHDRAWN. 

Note:  All  the  foregoing  shingles  excepting  those 
listed  under  Test  No.  3  carry  the  Underwriter’s  Class 
C  Label. 

ROLL  ROOFING 

Test  No.  7 — Roll  Roofing  Mineral  Surfaced — Slope 
3"  per  ft.  The  panel  in  this  test  was  covered  with  75# 
Mineral  Surfaced  Roll  Roofing  with  an  overlap  of  2" 
laid  directly  on  the  wood  deck.  A  freely  burning 
brand  was  placed  on  this  deck  and  consumed  in  26 
minutes  and  5  seconds  consuming  the  roll  roofing  and 
charring  the  deck  over  an  area  of  6"  x  6"  to  a  depth 
of  3/16"  (See  Recommendation). 

The  test  was  repeated  on  the  same  type  of  mineral 
surfaced  roll  roofing  weighing  90#  with  results  as 
follows:  ( Test  7A.)  The  brand  was  consumed  in  24 
min.  and  10  sec.  consuming  all  plies  and  charring  the 
deck  over  an  area  of  3"  x  3"  to  a  depth  of  3/16". 

Test  No.  8 — Mica  Surfaced  Roll  Roofing — Slope  3" 
per  ft.  The  panel  in  this  test  consisted  of  a  layer  of 


45#  Mica  Surfaced  Roofing  laid  over  the  wood  deck 
with  a  2"  overlap.  A  freely  burning  brand  was  placed 
on  this  deck  and  consumed  in  24  min.  and  50  sec.  con¬ 
suming  the  roll  roofing  and  charring  the  deck  over  an 
area  of  5"  x  5"  to  a  depth  of  3/16"  (See  Recommen¬ 
dation). 

Test  No.  9— Mica  Surfaced  Roll  Roofing  55# — 
Slope  3"  per  ft.  The  panel  in  this  test  consisted  of  a 
Mica  Surfaced  Roll  Roofing  weighing  55#  laid 
directly  over  the  wood  deck  with  an  overlap  of  2". 
A  freely  burning  brand  Was  placed  on  this  panel  and 
consumed  in  19  min.  and  10  sec.  consuming  all  plies 
and  charring  the  deck  over  an  area  of  6"  x  6"  to  a 
depth  of  y%".  This  roofing  carries  an  Underwriter’s 
Class  C  Label  (See  Recommendation). 

Test  No.  10 — Mica  Surfaced  Roll  Roofing  35# — 
Slope  3"  per  ft.  WITHDRAWN. 

RECOMMENDATIONS 

As  a  result  of  these  tests  the  Committee  recommends 
approval  under  C26-680  AC  (10.12.11.1  BC)  and  Group 
16,  Art.  2  AC  titled  “Lists  of  Roof  Coverings’  (10.1.16 
BC)  of  the  Cooper  Roofing  materials  as  listed  herein 
under  the  following  conditions : 

SHINGLES 

Approval  was  recommended  on  all  shingles  listed 
herein  provided  that  in  test  4  such  shingles  as  listed 
therein  when  used  in  new  work  or  reroofing  over  old 
wood  shingles  shall  be  provided  with  a  14#  asphalt 
saturated  rag  felt  used  as  a  base.  In  all  cases,  the 
use  of  all  shingles  shall  be  limited  to  roofing  or  re¬ 
roofing  of  frame  residential  constructions  and  in  other 
buildings  of  frame  construction  outside  the  fire  limits. 

ROLL  ROOFING 

Approval  is  recommended  of  asphalt  felts  14  and  30 
lbs.  for  specific  use  under  the  tests  as  prescribed  herein 
and  of  the  other  roll  roofing  except  that  in  test  #7 
wherein  such  roll  roofing  shall  be  applied  over  not 
less  than  a  30#  base,  or  its  equivalent  in  existing  old 
roofing.  This  applies  to  both  the  75#  and  90#  Min¬ 
eral  Roll  Roofing.  In  Test  No.  8  the  roll  roofing 
thereunder  shall  be  laid  over  a  base  felt  of  30#  asphalt 
saturated  rag  felt  and  2  plies  of  14#  asphalt  saturated 
felt,  and  in  Test  No.  9  the  roll  roofing  shall  be  laid 
over  a  base  felt  of  30#  and  1  ply  of  14#  asphalt 
saturated  rag  felt. 

GENERAL 

Approval  of  these  roofings  is  recommended  on  con¬ 
dition  that  the  weight,  thickness  and  plies  of  material 
shall  not  be  less  for  any  group  than  that  specified  for 
the  specimen  tests. 

Nothing  herein  contained  shall  preclude  the  use  of 
heavier  or  additional  plies  of  roll  roofing  or  saturated 
rag  felt,  provided  that  the  total  weight  and  number 
of  plies  used  shall  equal  or  exceed  that  approved  for 
any  specification  tested  herein.  These  roofings  may  be 
applied  to  either  combustible  or  non-combustible  decks 
as  specifically  provided  herein. 

It  is  also  recommended  that  this  roofing  material 
when  used  in  New  York  City  shall  have  each  package 
or  roll  clearly  marked  or  labelled  “Approved  by  the 
Board  of  Standards  and  Appeals  for  Use  in  New  York 
City  when  installed  in  accordance  with  these  specifica¬ 
tions  under  Cal.  No.  1081-38-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material,  on  certain  conditions. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Cooper  Asphalt 

S,'Sa,eria,?lLR00fingf  “ate?aI  Ved'  »»  S^tha! 

tne  material  be  manufactured,  used  and  labelled  stamped 
or  tagged  in  accordance  with  above  report. 

174-39-SM. 

^PPLICANT_jay  R.  Smith,  owner. 

" L  BJ  R-  Smith-  Felt  Gasket  for  Water  Closet 

appeaSnce^5'  appro'al  of- 

For  Applicant :  None. 

ACTION  OF  BOARD  Material  approved  in  accordance 

THE  VOTE  ^^IPPROVE-6  ^  ^ 

Affirmative :  Chairman  Murdock,  Commission¬ 
er5  iuVage  and  Blum  and  Assistant  Chief 
Walsh  .  , 

Negative  . 4 

Absent  .  p 

THE  RESOLUTION— 

(174-39-SM) 

r.n^nHErEA^’  owner,  filed  February  14  1930 

an  application  with  the  Board  of  Standards  and  Appeals 

Feff  r?wal  °fvitie  matenal  known  as  the  Jay  R  Smith 
Felt  Gasket  for  Water  Closet  Floor  Flanges  •  and 

tee^nEtStsSofhthe  bateHaf  ^  submitted  t>0  the  commit- 
°lthe  board  for  test  and  report;  and 
LREAS,  the  report  of  the  committee  on  tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  No.  174-39-SM. 

APPcC,°fS  Flanges^  Fdt  G“k*  f°r  Wa‘" 

r  C  '  1  JUne  19’  1939- 

..  •  ^,rrlldl-  owner,  filed  February  14  1939  an 
appl, cat.cn  with  the  Board  of  Standards  and  Appeals 

WateFrZe  F  the  Jsy  R.  Smith  Felt  Gasket  for 

C26-12500  ("14  a  or  r  an  aP^*eS’  uF^er  ^lc  provisions  of 
TiJ  f  n  <14-4-9).  Administrative  Building  Code 

w,ThV.dt  gaskft  \s  made  of  Pure  wool  impregnated 
a/,?2  \nd  #3  hard  Petrolatum.  This  gasket  is 
6  11,16  inches  outside  diameter  and  4  inches  inside 
diameter  and  inch  in  thickness.  Two  5-16"  bolt 
hnF  =  are  p“nch.ed  on  6-inch  centres,  which  bring  the 
r?15s.ov®r  the  rim  of  the  flange,  permitting  hook  up  of 
5/ 16-inch  brass  bolt  open  head  nut  and  washer  to  niake 

aVdtliTdown!"  the  fl°°r  tPPe  b“wl  is  **  S  place 

An  analysis  of  this  gasket  has  been  made  at  the  New 
York  Testing  Laboratories,  report  of  which  test  reads 

REPORT  OF  ANALYSIS 
Lab  No.  X-88283  New  York,  May  15,  1939. 
n  *1?  f  °b  4”  BB)-  ImPregnated 

Yo„rFe^rSNk  “Jr  *  «"  »  «*k„ess. 

Marked  —  Unmarked 

'  WeM  aVfoliCwlf  and  Laborator5'  Examination. 

I  etrolatum  .  ^ 

Ounces  of  Petrolatum  per  Gasket. .....  2.56  ° 

Melting  Point  of  Petrolatum..  114°  F 

Acid  No .  . rF  r- 

Drying  Oils,  Greases,  etc . Nif06 

petrolatum5*?  9°nta'nS  f.56  ounces  of  heavy-bodies 
petrolatum,  having  a  melting  point  of  114°  F  The 

fhafmiVhfb?8  n°  dryin,g.oi1'.  greases,  or  chemicals 

onaC«fllinbesC„0rTaecersanad  “  ',me  a”d  “rrode  ”<*»' 

a«3n«t  meI,V-ng  p°lnt  is  bigh  en°ugh  to  safeguard 
against  melting  or  separating  from  the  felt,  and  yet 

plastic  enough  at  low  temperatures  to  withstand  crack- 
n-g;  Cwmg  to  the  high  degree  of  saturation  of  the  felt 
with  the  petrolatum  (79.55%  by  weight)  the  gasket 


is  rendered  highly  waterproof,  so  that  no  leakaim 
would  be  anticipated  when  the  easkef-F  •leak1age 
and  properly  compressed  by  the  tightening  of  the  bolt? 

It  is  our  opinion  that  the  probable  life  of  * 

gusket  would  be  judged  wholly  by  the  life  of  the  felt 

and  — ! 

conducted  b\?thp  Vtb'S  .r<;port  and  the  investigation 
conducted  by  the  Committee  on  Tests  it  is  rernm 

mended  that  the  Jay  R.  Smith  Water  Closet  Floor" 

j?aae®  r™P''cgnated  Felt  Gasket  be  approved  fol  use 

i  New  Tork  City,  on  condition  that  the  container  in 

which  the  gasket  or  flange  is  sold  bear  a  label  reading 

Approved  by  the  Board  of  Standards  and  Appeal! 

or  Lse  in  New  York  City  under  Cal.  No.  174-39-SM  ’’ 

(Sgd.)  BERNARD  A.  SAVAGE, 

rTT  .  nT  n.  Commissioner. 
CHARLES  M.  BLUM, 

t  t—  nr  y Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

and  Committee  on  Tests. 

Whereas,  this  report  recommended  the  approval  of  this 
material  on  certain  conditions.  approx  ai  ot  this 

hJ?u°lVeA’  that  V16  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Tav  R  Smith 

tha  ?haeSkemaft0erriaTfer  "n 

s«an,p!hdeormtaS  aUvt 

311-39-SM. 

S U B  TE CT NIrSOlrhe c”  Cfment  Company,  owner. 

AP?EARUfCEg|-,a  S'amleSS  Cem<in,■  appr0val  of- 

For  Applicant :  C.  W  Streit  Tr 
ACTION  OF  BOARD  Material  ^pSved  in  accordance 

THE  VOTE  TO  APPROVE^-'  °n  'eS,S' 

Affirmative:  Chairman  Murdock,  Commission- 

wi  tava§e  and  Blum  and  Assistant  Chief 
Walsh  .  . 

Negative  . ’  ’  ’  *  ‘  ^ .  4 

Absent  .  . . '  '  "  p 

tlie  resolution— .  u 

(311-39-SM) 

MarchERnAS1Q3Q°?hern  rCe™ent  .Company,  owner,  filed 
-viarcn  13  1939  an  application  with  the  Board  of  Stand- 

ards  and  Appeals  for  approval  of  the  material,  known  as 
Magnolia  Stainless  Cement;  and  a 

Whereas,  this  material  was  submitted  to  the  committee 
on  tests  °f  the  board  for  test  and  report;  and 
Whereas,  the  report  of  the  committee  on  tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  No.  311-39-SM. 

Subject :  Magnolia  Stainless  Cement 
(Ashlar  Stonework) 

T  June  16,  1939. 

lhe  Southern  Cement  Company,  of  Birmingham 
Alabama  on  March  13,  1939,  filed' a  request  with  the 
Board  of  Standards  and  Appeals  for  the  approval  of 
their  material,  known  as  MagnolH  Stainless  Cement 
mC17  rf  Pl0V1S10ni  °f  C26-312.0,  subd.  c,  par.  2 

thanP  ' Vi  Wi“e^ln  tbe  use  of  cements  of  other  types 
than  Portland  Cement  may  be  used.  The  request  in 

fblf  application  is  for  the  approval  of  Magnolia  Stain¬ 
less  Cement  as  a  masonry  cement  for  use  with  lime 
as  a  mortar  for  the  setting  and  parging  of  ashlar 

stonework.  ^  ^  P°intmg  and  backinS  up  of  such 

Magnolia  Stainless  Cement  is  made  of  blast  furnace 
slag  which  is  granulated  at  the  Woodward  Iron  Corn- 
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pany  and  by  shocking  with  cold  water  while  in  molten 
condition  causes  slag  to  be  broken  up  into  coarse  salt. 
This  salt  meets  the  applicant’s  chemical  analysis  before 
using  for  cement  making  purposes.  When  the  slag 
reaches  the  plant,  the  25  to  40  percent,  water  that  it 
contains  is  eliminated  by  passing  it  through  a  direct 
heat  dryer  after  which  it  is  then  treated  chemically 
and  made  ready  for  the  first  grinding.  After  grinding, 
it  is  electrically  proportioned  with  the  proper  amount 
of  super-hydrated  lime,  the  latter  being  ground  exceed¬ 
ingly  fine.  It  is  then  thoroughly  mixed  and  taken  to 
the  finishing  mills  and  further  ground  so  that  approxi¬ 
mately  y2°/o  is  retained  on  a  200  mesh  sieve  and  4 y2°Jo 
retained  on  a  325  mesh  sieve.  The  fineness  of  the 
grinding  is  for  the  purpose  of  adding  strength,  density 
and  increases  the  workability. 

Samples  of  Magnolia  Stainless  Cement  were  selected 
by  a  representative  of  the  Board  at  the  plant  of  the 
General  Builders  Supply  Company  in  New  York  City. 

These  samples  were  then  delivered  by  the  Board’s 
representative  to  the  Pittsburgh  Testing  Laboratories, 
located  in  New  York  City,  and  the  Department  of 
Purchase  Testing  Laboratories  of  the  City  of  New 
York.  Tests  on  this  material  were  performed  to  as¬ 
certain  whether  the  requirements  of  SS-C-181b  for 
masonry  and  SS-C191  as  to  tensile  strengths  and  the 
remainder  of  this  latter  test  based  on  the  tentative 
specification  of  the  slag  manufacturers. 

At  this  point  the  committee  makes  clear  that  these 
tests  of  Magnolia  Stainless  Cement  are  to  develop  such 
characteristics  so  as  to  provide  a  basis  for  the  ap¬ 
proval  of  this  material  when  mixed  with  lime  as  a 
masonry  mortar  for  use  limited  to  the  setting,  parging, 
pointing  and  the  backing  up  of  ashlar  stonework.  Such 
tests  were  as  follows : 

PITTSBURGH  TESTING  LABORATORY 

Magnolia  Stainless  Cement  (High  Grade  Hydraulic) 
Reports  No.  38212,  38209  and  38145 

Test  No.  1  was  performed  to  check  against  the  re¬ 
quirements  of  the  Slag  Cement  Manufacturers  Tenta¬ 
tive  Specifications,  as  follows : 

Slag  Mfrs. 

Results  Tentative 

Specification 

Fineness 


%  retained  on  #200 

mesh  sieve 

1.2% 

Max.  5% 

Setting  Time,  Gilmore 

Needle 

Initial  Set 

7  hrs.  5  min. 

Min.  45  min. 

Final  Set 

13  hrs. 

Max.  24  hrs. 

Normal  Consistency 

( 3>y2  min.  mixing) 

32.0% 

Soundness  (24  hrs. 

Moist  Cabinet,  5 

hrs.  steam  bath) 

Sound 

Sound 

Tensile  Strength: 

7  days — (lbs/sq.  in.) 

262 

288 

263 

295 

285 

Average 

278 

Min.  160 

28  days — (lbs./sq.  in.) 

462 

380 

437 

452 

440 

Average 

434 

Min.  250 

Test  No.  2  was  performed  to  check 

against  the  re- 

quirements  of  Federal 

Specification 

SS-C191a  for 

Portland  Cement  with  results,  as  follows : 


Silica  (Si02) 

Alumina  (AL03) 

Loss  on  Ignition 
Calcium  Oxide 
Magnesia 

Sulphuric  Anhydride 
Insoluble  Residue 

Iron  Oxide  (FesCL) 

Results 

29.22% 

8.02% 

4.18% 

51.59% 

1.78% 

0.53% 

0.47% 

2.86% 

Federal 

Specification 

SS-Cl9la 

Fineness 

Soecific  Surface  _ 

(cmVgram) 

2616 

Min.  150U 

Soundness 

Sound 

Sound 

Time  of  Setting, 

Gilmore  Needle 

Min.  60  min. 

Initial  Set 

8  hrs.  5  min. 

Final  Set 

13  hrs.  45  min. 

Max.  10  hrs* 

Tensile  Strength — 

(lbs./sq.  in.) 

3  days 

7  days 

28  days 

65 

236 

398 

60 

200 

380 

65 

222 

355 

65 

216 

407 

75 

205 

430 

Average  66* 

215* 

394 

Spec.  175  Min. 

275  Min. 

350  Min. 

*  Below  the  Federal  Specification  requirements. 

Test  No.  3  was  performed  to  check  against  the 
requirements  of  Federal  Specification  SS-C181b 
Masonry  Cement  with  results  as  follows : 


Results 

Federal 

Specification 

Fineness,  %  retained  on 
No.  200  mesh 

1.2% 

SS-C\81b 

Max.  12.0% 

Soundness 

Sound 

Compressive  Strength : 

7  days — 

(lbs.  per  sq.  in.) 

875 

077 

937 

937 

875 


937 

(Type  II) 

Average 

912 

500 

28  days — 

(lbs.  per  sq.  in.) 

2187 

2312 

2187 

2250 

2312 

1000 

Average 

2249 

Soluble  Alkali 

Max.  .039 

(Staining) 

0.019% 

CENTRAL  TESTING  LABORATORY— 
DEPT.  OF  PURCHASE 
CITY  OF  NEW  YORK 
Report  on  Sample  A90768 

Tests  were  performed  on  Magnolia  Stainless  Cement 
to  check  against  the  requirements  of  Federal  Specifica¬ 
tion  SS:C181b  at  the  laboratories  of  the  City  of  New 
York  with  results  as  follows : 
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Specification 

jj.  Results  SS  C181/? 

Fineness,  %  residue  on  '  ' 

No.  200  sieve  Less  than  12  88  plus 

lime  of  Setting,  hours 

Initial  set,  hrs.  More  than  I  "t'”5  'han  ‘ 

Final  set,  hrs.  Less  than  18  ,tan  24 

Soundness,  pats  of  neat 
cement.  1  stored  under 
water  and  1  stored  in 
air  of  70°  F.  and  65% 
relative  humidity. 

After  278d,T  Satisfactory  Satisfactory 

fter  28  days  Satisfactory  Satisfactory 

Average  Compressive 
Strength  of  3-2  inch 

cubes  in  lbs.  per  sq.  Tvpe  jj 

inch  after  7  days  H85  500 

after  28  days  2250  1000 

Staining  Test 
Soluble  alkali  calculated 

to  sodium  oxide  0.01%  Max.  .03 

R  ater  Retention  Test  Not  equipped 
Water  Repellency 
Ratio  of  1  hour  ab- 

sorption  to  24  *.  « 

absorption  0.25  n°o.9o°re  tha" 

second  t(rs}  on  the  same  cement  was  performed 
ments6  of  TJabT*0ry4°  ^heck  against  the  require- 

briquettts  of  1  to  3 
Mortar  in 
Lbs.  per  sq.  in. 

After  3  days  210  17c 

a  J  ^1U  175  min. 

^  ?r  /S  430  275  min. 

After  28  days  510  350  min. 

A  third  test  on  the  same  cement  was  performed  at 

of  the  T  nhtt0r'c; f°  •<?eck  against  the  requirements 
ot  the  Tentative  Specification  of  the  Slag-  Cement 

manufacturers  with  results,  as  follows  : 

Slag  Cement 
Results  J^ffvs. 

Soundness,  5  hrs.  in  Specifications 

Fine™,  Satisfactory  Sound 

%  residue  on  standard 

Time  ofsethk  ^  tha"  5  5%  Max- 

Flnrd1  h°Ur  More  than  1  Min-  45  min. 

T'efifZrenpth,  aver  USS  ,,lan  18  Max'  24  hrx 
age  of  3  standard 
briquettes  in  lbs.  per 
sq.  inch  after 

Jdays  455  Min.  160 

28  days  500  Min.  250 

rfJnnthe  foregoing  tests-  no  test  was  made  for  wa*er 

Innl  lonC/u  ar?d  Ut?0n  request  of  the  committee  the 

applicant  had  such  tests  performed  at  Columbia  Uni- 

versity  of  New  York  Citv  under  the  direction  of 

thpi'  tI;’ncoln  T-  Mnrk-  The  details  and  results  of 
these  tests  are  as  follows : 

TEST  NO.  1. 

Without  lime  as  tested  SS-C181-b 

With  Cowbay  sand  61%  65%,  not  less  than 

With  Ottawa  sand  78%  65%,  not  less  than 


TEST  NO.  2. 

volumes  °clri°lume  ^agno!ia  Stainless  Cement,  three 

equal  to  15%  <5  X  LLntShunJTAtch' jhe’ 

water  retention  was  74%. 

TEST  NO.  3. 

three1TolXLVXre  Magnolia  Stainless  Cement  and 
three  volumes  of  Cowbay  sand,  and  the  addition  of 

lime  Putty  in  the  amount  of  15%  of  the  cement  and 

by°Bifildingd&  °C1  °f  °r  waterProofing  agent  made 
to  the  80  f1Cal  Co‘  at  the  rate  of  2  quarts 

after  suction  of  87%  ^  a  Water  retention 

TEST  NO.  4. 

Using  a  mixture  of  one  volume  Magnolia  Stainless 
cement  and  three  volumes  of  Cowbay  sand  with  an 
addition  of  lime  putty  in  an  amount  equal  to  25%  of 

wasC88%nt  ^  V°  Ume’  the  water  retention  after  suction 
TEST  NO.  5. 

cePeirtgaandmifitUre  if  °ne  v°lu™e  MagnoIia  Stainless 
cement  and  five  volumes  of  Cowbay  sand  with  an 

ddition  of  lime  putty  in  the  amount  equal  to  100% 
suet  “a?8Vy  VOlUme-  ,he  wat-  K 

basis  rather  e  thaneS|  weight' TalSfrf  °the  & standard 
method  of  testing  However,  it  appears  from  the  fore- 
going  tests  that  the  addition  of  lime  putty  to  Magnolia 
Stainless  cement  raises  the  flow  after  suction  and 
gives  higher  percentages  of  water  retention.  The 
mixing  time  in  these  tests  was  increased  to  about 
three  minutes  by  the  applicant. 

p^,test,°"  water  retention  was  also  made  by  the 
Pittsburgh  Testing  Laboratories,  the  Lab.  No  26123-T 
which  was  performed  in  accordance  with  Federal 
Specification  SS-C181b.  In  this  test  1  part  of  Mag- 
noha  Stainless  cement  and  3  parts  of  Standard  Ottawa 

fn?l  mi  mate[ia]s  proportioned  by  weight  accord- 
ingly.  The  results  of  this  test,  after  1  minute  suction 

nf  7sa»oVnCi  ™ercur.y.co  gave  a  water  retention 
oi  78.89%  of  the  original  flow. 

GENERAL. 

The  applicant  has  furnished  considerable  data 
which,  among  other  things,  show  that  the  material 
has  been  approved  by  the  Department  of  Housing  & 
Buildings  (letter  3-14-39  on  file),  by  the  U.  ,S.  Veterans 
Administration  Construction  Service,  phamplet  382-S 
(Section  4c)  wherein  this  specification  provides  for 
the  use  of  slag  cement  in  masonry  mortar  by  U.  S. 
treasury  Department  Procurement  Division’,  Office  of 
Supervising  Architect,  their  specification  dated  Sep¬ 
tember,  1938,  wherein  the  use  of  slag  cement  is  per- 

^tted,m^0rtriard  requirements  of  paragraph 
E6.  and  E7  of  Federal  Specification  SS-C181-b  are 
waived  Included  also  are  a  number  of  specific  job 
a-pproviils  and  tests  by  various  Federal  and  State 
authorities. 

RECOMMENDA  TIO  NS. 

The  committee  makes  no  recommendations  at  this 
fime  for  the  use  of  Magnolia  Stainless  Cement  as  a 
substitute  for  Portland  Cement  until  this  material  is 

niSteCJ  *  meet  the  requirements  of  the  rules  for 
Blended  Cements. 

However  on  the  basis  of  the  tests  performed,  Mag- 
nolm  htainless  Cement  meets  the  requirements  of  the 
Administrative  Building  Code,  section  C26-314.0  (7.1.- 
■")■  Other  mortars”  and  approval  is  recommended 
under  that  section  when  mixed  with  lime,  as  provided 
for  in  C26-313.0,  subd.  c  and  d  (7.1. 1.8.3  and  4)  as  a 
masonry  mortar  and  limited  to  the  setting,  parging 
pointing  and  the  backing  up  of  ashlar  stonework,  and 
its  use  in  load  bearing  masonry  of  any  character  is 
to  be  prohibited  and  provided  that  the  Magnolia 
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Stainless  Cement  be  of  the  chemical  composition, 
fineness,  and  physical  characteristics,  as  are  provided 
herein,  and  that  certified  monthly  tests  showing  that 
the  cement  maintains  such  characteristics  be  filed 
with  the  Board  each  month. 

This  material  is  packed  in  bags  weighing  80  lbs. 
and  where  mixing  by  weight  is  prescribed,  the  ma¬ 
terials  shall  be  properly  proportioned.  It  is  further 
recommended  that  each  bag  of  Magnolia  Stainless 
Cement  shall  be  marked  or  carry  a  tag  or  label  bearing 
the  following  inscription :  Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  No.  311-39-SM,  and  limited  to  the  setting, 
parging,  pointing  and  backing  up  of  ashlar  stonework. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material  on  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  material  known  as  Magnolia 
Stainless  Cement,  on  condition  that  the  material  be  manu¬ 
factured,  used  and  labelled,  stamped  or  tagged  in  accord¬ 
ance  with  above  report. 


163-38-SM. 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  reopening — amendment — As¬ 
phalt  Saturated  Asbestos  Roofing  Felt. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION — t 

(163-38-SM) 


Whereas,  the  Johns-Manville  Sales  Corporation,  owner, 
filed  March  11,  1938,  an  application  for  approval  of  their 
material  known  as  Asphalt  Saturated  Asbestos  Roofing 
Felt ;  and 

Whereas,  this  material  was  approved  June  21,  1938,  and 
applicant  requested  an  amendment  of  the  resolution  to  in¬ 
clude  additional  material ;  and 

Whereas,  this  material  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report;  and 

Whereas,  the  report  of  the  committee  on  tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  163-38-SM. 

Johns-Manville  Roofing  Materials. 

The  Johns-Manville  Corporation,  filed  a  request  on 
November  7,  1938,  for  the  consideration  of  additional 
roof  constructions  as  provided  for  herein  for  approval 
in  accordance  with  the  details  of  the  approvals  granted 
therein  on  July  6,  1938,  under  Cal.  163-38-SM.  Tests 
as  described  in  the  aforementioned  approval  were 
repeated  on  December  28,  1938,  on  sample  roof  decks 
constructed  of  the  following  materials  on  a  4'  x  3' 
wood  panel  as  follows: 

NEW  ROOF  DECKS 
TEST  No.  1 

Three  plies  of  12-lb.  Asphalt  Saturated  Rag  Felt 
and  slag  surfaced  specification  over  wood  sheathing. 


The  base  ply  of  12-lb.  Asphalt  Saturated  Rag  Felt 
to  be  nailed  to  the  deck  through  tin  caps  and  the  two 
top  plies  mopped  solid  to  the  base  felt  and  to  each 
other  with  hot  roofing  asphalt  and  surfaced  with  300 
pounds  of  slag  per  100  square  feet  of  roof  surface. 
The  surfacing  of  slag  is  to  be  embedded  in  hot  asphalt. 
The  brand  was  consumed  in  23  min.  15  seconds  con¬ 
suming  all  plies  and  charring  the  deck  over  an  area 
of  4"  x  3"  to  a  depth  of  1/32".  Similar  roof  con¬ 
structions  of  heavier  materials  or  more  plies  are  as 
follows : 

SPECIFICATION  4-W-F  OVER  WOOD  DECKS 
AND  PRECAST  GYPSUM 

Two  plies  of  12,  14  or  15  pound  Asphalt  Saturated 
Rag  Felt  laid  dry  and  nailed  over  wood  sheathing. 
Two  top  plies  of  12,  14  or  15-pound  Asphalt  Saturated 
Rag  Felt  mopped  solid  to  the  base  ply  and  surfaced 
with  300  pounds  of  slag  per  100  square  feet  of  roof 
area  embedded  in  hot  asphalt.  Roof  pitches  up  to 
2"  per  foot. 

SPECIFICATION  S-W-F  and  S-W-S  OVER  WOOD 
AND  PRECAST  GYPSUM  SLABS 

Two  plies  of  12,  14  or  15  pound  Asphalt  Saturated 
Rag  Felt  laid  dry  and  nailed  to  the  wood  sheathing. 
Three  top  plies  of  12,  14  or  15  pound  Asphalt  Satu¬ 
rated  Rag  Felt  mopped  solidly  together  and  to  the 
base  felt,  surfaced  with  300  pounds  of  slag  per  100 
square  feet  in  hot  asphalt.  Roof  pitches  up  to  4" 
per  foot. 

SPECIFICATION  3-C-F  OVER  INCOMBUSTIBLE 
DECKS  OR  OVER  RIGID  ROOF  INSULATION 

Three  plies  of  12,  14  or  15  pound  Asphalt  Saturated 
Rag  Felt  mopped  solidly  to  deck  and  to  each  other 
with  hot  asphalt  and  surfaced  with  300  pounds  of 
slag  in  hot  asphalt  per  100  square  feet  of  roof  area. 
Roof  pitches  up  to  2"  per  foot. 

SPECIFICATION  4-C-F  and  4-C-S  OVER  INCOM¬ 
BUSTIBLE  DECKS  OR  OVER  RIGID  ROOF 
INSULATION 

Four  plies  of  14  or  15  pound  Asphalt  Saturated  Rag 
Felt  mopped  solidly  to  the  deck  and  to  each  other 
with  hot  asphalt  and  surfaced  with  300  pounds  of 
slag  embedded  in  hot  asphalt  per  100  square  feet  of 
roof  area.  Roof  pitches  up  to  4"  per  foot. 

TEST  NO.  2 

Three  plies  of  12  pound  Tar  Saturated  Rag  Felt 
and  slag  specification  over  wood  sheathing.  Base  ply 
of  12  pound  Tar  Saturated  Rag  Felt  to  be  nailed  to 
the  wood  deck  and  covered  with  two  plies  of  felt 
mopped  to  each  other  and  to  the  base  with  hot  roofing 
pitch  and  surfaced  with  300  pounds  of  slag  embedded 
in  hot  pitch  per  100  square  feet  of  roof  area.  The 
brand  was  consumed  in  17  min.  30  seconds  consuming 
all  the  plies  with  a  slight  charring  of  the  deck  over 
an  area  of  3"  x  2".  Similar  roof  construction  of 
heavier  materials  or  more  plies  are  as  follows : 

SPECIFICATION  4R-W-F  OVER  WOOD  OR 
PRECAST  GYPSUM 

Two  plies  of  12,  14  or  15  pound  Tar  Saturated  Rag 
Felt  laid  dry  and  nailed  to  sheathing.  Two  top  plies 
of  12,  14  or  15  pound  Tar  Saturated  Rag  Felt  mopped 
solidly  to  each  other  and  to  the  base  and  surfaced 
with  300  pounds  of  slag  embedded  in  roofing  pitch 
per  100  square  feet  of  roof  area.  Roof  pitches  up  to 
2"  per  foot. 

SPECIFICATION  SR-W-F  and  5  R-W-S  OVER 
WOOD  AND  PRECAST  GYPSUM  SLABS 

Two  plies  of  12,  14  or  15  pound  Tar  Saturated  Rag 
Felt  laid  dry  and  nailed  to  the  sheathing.  Three  top 
plies  of  12,  14  or  15  pound  Tar  Saturated  Rag  Felt 
mopped  solidly  to  the  base  and  to  each  other  with 
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«  p°eurndsf0°f 
roofing  pitch.Sed  f°r  embeddinS  slag  instead  of  the 

SPECIFICATION  ZR-C-F  OVER  INCOMFTT^'t 
T,L0%DECKS  AND  0VER  ^ORofpTsufA- 

£E  I5S?  it  EpSS 

area.  Roof  pitches'up  ,0P|»  ™  S™  £eet  °£  roof 

■B S?  S3 

Feh°  mopped  lol'dl^t" tte  Tc'P  I„7  f  atura'ed  Rag 

™f  SesF°orver2f»P!l?  uf  to  %  "CVJr 

embedding  slag  i„  p]aceP  h  goofin*5^^  ,s  ustd 

TEST  NO.  3 

Felt  and  Sbm  ^ound  Tar  Saturated  Asbestos 

pbes 

without  any  effect  Z  thF*  cosnsumed  1?  minutes 
wood  deck  Similar*11  roof  "“A"8  materials  in  the 

materials  or  m^sZ^sTSr  °f  h'a™r 

™ Ty°pVmT-Iabs0VER  wood  and 
IaidTry  lLenYna1iir!,ondshTa,rh®alUrxed  Asbesto?  Felt 

to  basendplTesr  fnd“to  ' Ich^E  ^f^d^olid?/ 
surfaced  with  300  Lmds  °f  ^  W1,h  o'10'  pi,ch  and 

SptP?  ZZN  f'et  “‘“^p'areTTo^  && 
^od'oNp^VgvesVm  slab/  0VER 

"«lSgPffc£K 

asphalt  is  used  for  embedding' ^Ihe'slaglur facing"  f°0t’ 

ff ESSS— 

mopped6  ?oHdivfto  5Td  Tlr  Sa‘“rated  Asbestos  Felt 

SPECIFICATION  4-T-C-F  and  4-T  f-9  m/m? 

ZoZBSFonDECKS  and  over 

mopped  ‘solid?/  !o  Tc'lPa!"  ho! 

Roor  ?,Sefsee/p°£,oro(?.£  p^rT  in 

instead  oFtiJfaSt  piSf  ^  USed  f°r  ^^-g'slag 


TEST  No.  4 

gypsSumEdecksF  °VER  14/000  0R  precast 

P,#KSSSSSa5 

l/32»  °Vertan  area  of  4”  *  2”  to  a  depth  „f' 

o/more|™slaarre7sffoC«onwsUCti0n  °£  hea™r  "trials 

^^rSVSaS’S&JWggff* 

Phches  duept3"dpe?  foot  °ther  m  h°'  asphalt.  Roof 

One  30-lb.  Asphalt  Saturated  Ra°-  base  nailed 
Rag  ¥tsWPh  N°°ne  1  ^T0^0' DudroA: Top3' ' 'cap^Sheet 

^o^vE^SfaSWSIff^^ 

an ibree|4  or  ^-Pound  Asphalt  Saturated  Rag  Felts 

?o  the"ed2kPa?d  t?“r°uToPl,CaP.  shecl  moppedgsolidly 
SchTs  ^1o“dpe?  f„aoC,h  °ther  ,n  h°l  asphalt.  Roof 

TEST  No.  5 

SPLITFIWEFTN  DT/f p00 u!!sNERAL  SURF A CED 

GYPSUM  SLABS  W0°°  °R  PREEAST 

FehTJiM  t  or,15;pound  Asphalt  Saturated  Rag 
MineraT  slle^  6  §?d  two  plies  of  50-pound 

solidlv  to  the  ha  "/Vf  ^jCet  construction  mopped 

asphalt  The  i)  nC  fC  t^nd  0each  °ther  with  hot 
ha?  a  IQ"  T  i  50-pound  Mineral  Surfaced  Split  Sheet 
has  a  19  selvage  edge  with  a  17"  mineral  surface  por¬ 
tion.  Roof  pitches  4  to  9  inches  per  foot  The  brand 
was  consumed  in  27  minutes  30  seconds  consuming  the 

woodTc]?1  S^d  shftS  and  With  no  eto  o?  the 

.erials  o^mor^lt  °£  h'a™r 

OR  OVER  RIGID  ROOF  INSULATION  * 

FfSne  ft  °f  i1-4  °rr  ^-Pound  Asphalt  Saturated  Rae 
elt  and  top  plies  of  50-pound  Mineral  Surfaced  Cnlit 

hoh.eeatsSphma?,PPR„a?,idlyhto  deCk„a."d  SMJt 

not  asphalt.  Roof  pitches  4  to  9  inches  per  foot. 

spiff  SHPFTnv, S  WNnbral  surfaced 
'PRECAsS  GYPSUM*  W°°D  °ECKS  OR  0VER 

NCJNC  °'i  l5-P°“nd  AsPhalt  Saturated  Rag  • 

YpUTFIC<nJff t  Nnr>SS  MINERAL  SURFACED 
NFAri  S MEET  OVER  NON-COMBTJ^ttrt  f 

D'C'KS  AND  0VEE  rigid  ROOF  INSULATION 

Rap  Feh/  1Ca  f°f  !1  •  °r  15-pound  Asphalt  Saturated 
Snlft  Sheer  tW°/lles  Pf  50-pound  Mineral  Surfaced 

S  asphalt  mR°oPoPfd-r0nthe,deC?  and  to  each  other 
not  asphalt.  Roof  pitches  1  to  4  inches  per  foot. 
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TEST  No.  6 

75-POUND  TUFTEX  MINERAL  SURFACED  CAP 
SHEET  OVER  WOOD  SHEATHING  AND  PRE¬ 
CAST  GYPSUM  SLABS 
One  34-pound  Duro  Top  Cap  Sheet  laid  dry  and 
nailed  to  sheathing.  One  12-pound  Asphalt  Saturated 
Rag  Felt  and  one  75-pound  Tuftex  Mineral  Surfaced 
Cap  Sheet  mopped  to  base  felt  and  to  each  other  with 
hot  asphalt.  Roof  pitches  up  to  3"  per  foot.  The  brand 
was  consumed  in  37  minutes  15  seconds,  consuming  all 
the  plies  and  charring  the  wood  deck  over  an  area 
of  4"  x  2"  to  a  depth  of  1/32".  The  following  specifi¬ 
cation  is  of  the  same  materials  but  includes  an  added 
ply  of  base  felt  as  follows : 

75-POUND  TUFTEX  MINERAL  SURFACED  CAP 
SHEET  OVER  INCOMBUSTIBLE  DECKS  AND 
OVER  RIGID  ROOF  INSULATION 
Two  14  or  15-pound  Asphalt  Saturated  Rag  Felts 
and  one  75-pound  Tuftex  Mineral  Surfaced  Cap  Sheet 
mopped  solidly  to  the  deck  and  to  each  other  in  hot 
asphalt.  Roof  pitches  up  to  3"  per  foot. 

TEST  No.  7 

90 -POUND  SLATEKOTE  MINERAL  SURFACED 
ROOFING  OVER  WOOD  DECKS 
One  layer  of  12-pound  Asphalt  Saturated  Rag  Felt 
laid  dry  and  nailed  to  sheathing  with  one  90-pound 
Slatekote  Mineral  Surfaced  Roll  Roofing  laid  dry 
over  base  felt  with  2"  selvage  edge  sealed  with  asphal¬ 
tic  adhesive  and  nailed  on  2"  centers.  Roof  pitches 
from  3  to  9  inches  per  foot.  The  brand  was  consumed 
in  20  minutes  15  seconds,  consuming  all  the  plies  and 
charring  the  wood  deck  over  an  area  of  5"  x  4"  to  a 
depth  of  1/16". 

TEST  No.  8 

50-POUND  THREE  PLY  WHITE  TOP  ASBESTOS 
ROOFING  OVER  WOOD  SHEATHING 

One  layer  of  50  pound  3-ply  White  Top  Asbestos 
Roll  Roofing  laid  dry  and  nailed  along  edges  with 
2"  laps  and  with  2"  centers  for  nailing  in  addition  to 
asphalf'c  adhesive  at  laps.  Roof  pitches  3"  to  9" 
per  foot.  The  brand  was  consumed  in  18  min.  crack¬ 
ing  thru  the  asbestos  ply  and  charring  the  wood  deck 
over  an  area  of  5"  x  4"  to  a  depth  of  1/16".  Similar 
roof  construction  of  heavier  materials  or  more  plies 
are  as  follows : 

55 -POUND  HEAVY  THREE  PLY  WHITE  TOP 
ASBESTOS  ROOFING  OVER  WOOD  SHEATH¬ 
ING 

One  layer  of  55-pound  Heavy  3-ply  White  Top 
Asbestos  Roofing  laid  dry  over  wood  sheathing  with 
edges  lapped  2"  and  nailed  2"  on  centers  with  asphaltic 
adhesive  at  lap  points.  Roof  pitches  3"  to  9"  per  foot. 
80-POUND  EXTRA  HEAVY  WHITE  TOP  AS¬ 
BESTOS  ROOFING  OVER  WOOD  SHEATHING 
One  layer  of  80-pound  Extra  Heavy  White  Top 
Asbestos  Roll  Roofing  laid  dry  over  wood  sheathing. 
Edges  lapped  2",  sealed  with  asphaltic  adhesive  and 
nailed  2"  on  centers.  Roof  pitches  3"  to  9"  per  foot. 

65-POUND  HEAVY  THREE  PLY  SMOOTH 
SURFACE  FLEX STONE  ASBESTOS  ROLL 
ROOFING  OVER  WOOD  SHEATHING 
One  layer  of  63-pound  Heavy  Three  Ply  Smooth 
Surface  Flexstone  Roll  Roofing  laid  dry  over  wood 
sheathing.  Edges  lapped  2",  sealed  with  asphaltic 
adhesive  and  nailed  2"  on  centers.  Roof  pitches  3" 
to  9"  per  foot. 

80-POUND  EXTRA  HEAVY  FOUR  PLY  SMOOTH 
SURFACED  FLEXSTONE  ASBESTOS  ROOFING 
OVER  WOOD  SHEATHING 
One  layer  of  80-pound  4-ply  Smooth  Surface  Flex¬ 
stone  Asbestos  Roll  Roofing  laid  dry  over  wood 


sheathing.  Edges  lapped  2",  and  sealed  with  asphaltic 
adhesive,  and  nailed  2"  on  centers.  Roof  pitches  3 
to  9"  per  foot. 

82-POUND  MINERAL  SURFACED  FLEXSTONE 
ASBESTOS  ROLL  ROOFING  OVER  WOOD 
SHEATHING 

One  layer  of  82-pound  Mineral  Surface  Flexstone 
Asbestos  Roll  Roofing  laid  dry  over  wood  sheathing. 
Edges  lapped  2"  and  sealed  with  asphaltic  adhesive 
and  nailed  2"  on  centers.  Roof  pitches  3"  to  9"  per 
foot. 

RE-ROOFING 
TEST  NO.  9 

Two  plies  of  12-pound  Asphalt  Saturated  Rag  Felt 
mopped  solidly  over  one  layer  of  old  existing  roofing 
and  to  each  other  with  hot  asphalt.  Surfaced  with 
300  pounds  of  slag  embedded  in  hot  asphalt  per  100 
square  feet  of  roof  area.  Roof  pitches  up  to  2"  per 
foot.  The  brand  was  consumed  in  22  minutes  40 
seconds  consuming  both  plies  and  with  no  effect  on 
the  existing  old  roof  or  wood  deck. 

Two  plies  of  12-pound  Tar  Saturated  Rag  Felt 
mopped  solidly  over  one  layer  of  old  existing  roofing 
and  to  each  other  with  hot  pitch.  Surfaced  with  300 
pounds  of  slag  embedded  in  hot  pitch  per  100  square 
feet -of  roof  area.  Roof  pitches  up  to  2"  per  foot. 

TEST  No.  10 

Two  plies  of  15-pound  Tar  Saturated  Asbestos  Felt 
mopped  solidly  over  one  layer  of  old  existing  roofing 
and  to  each  other  with  hot  pitch.  Surfaced  with  300 
pounds  of  slag  embedded  in  hot  pitch  per  100  square 
feet  of  roof  area.  Roof  pitches  up  to  2"  per  foot.  The 
brand  was  consumed  in  16  minutes,  15  seconds,  con¬ 
suming  none  of  the  plies  and  with  no  effect  on  the 
wood  deck.  The  foregoing  constructions  are  also 
furnished  with  greater  roofing  protection  with  14  or 
15-pound  saturated  felt. 

TEST  No.  11 

One  layer  of  34-pound  Duro  Top  Cap  Sheet  mopped 
solidly  with  hot  asphalt  or  asphaltic  plastic  over  one 
layer  of  old  existing  roofing.  Roof  pitches  up  to  3" 
per  foot.  The  brand  was  consumed  in  21  minutes  15 
seconds,  consuming  the  top  layer  of  cap  sheet  with  a 
slight  charring  of  the  wood  deck. 

TEST  No.  12 

50-pound  Mineral  Surfaced  19"  selvage  edge  Split 
Sheet  Roofing  in  two  layer  construction  mopped  solidly 
with  hot  asphalt  or  asphaltic  adhesive  over  one  layer 
of  old  existing  roofing.  Roof  pitches  up  to  3"  per  foot. 
The  brand  was  consumed  in  25  minutes  covering  the 
mineral  surface  split  sheet  and  selvage  edge,  but  with 
no  effect  on  the  wood  deck. 

TEST  No.  13 

75-pound  Mineral  Surfaced  Tuftex  Roofing  mopped 
solidly  with  hot  asphalt  or  asphaltic  plastic  over  one 
layer  of  old  existing  roofing.  Roof  pitches  up  to  3"  per 
foot.  The  brand  was  consumed  in  16  minutes,  con¬ 
suming  the  mineral  surface  sheet  but  with  no  effect 
on  the  wood  deck. 

MINERAL  SURFACED  ASPHALT  SHINGLES 

TEST  No.  14 

(Withdrawn) 

TEST  No.  15 
10"  x  36"  Standard  Strip  Shingles 

Provides  two  layer  construction 

Weather  exposure  4" 

Pieces  per  square,  100 

Weight  per  square,  210  pounds 

The  brand  was  consumed  in  25  minutes  5  seconds, 
consuming  all  but  the  bottom  ply  of  shingles  and  with 
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no  other  effect  on  the  deck.  Similar  shingles  of  heavier 
-nstructmn  or  providing  greater  coverage  are  as 

12"  x  36"  Double  Coated  Thick  Butt  Strip  Shingles 
irrovides  two  layer  construction 
Weather  exposure  5" 

Pieces  per  square,  80 
Weight  per  square,  210  pounds 

!2"  x  36"  Thick  Butt  Sealed  Edge  Strip  Shingles 
irrovides  two  layer  construction 
Weather  exposure  5" 

Pieces  per  square,  50 
Weight  per  square,  230  pounds 

15lx  36i'  Double,  Coated  Thick  Butt  Strip  Shingles 
irrovides  two  la}^er  construction 
Weather  exposure  5" 

Pieces  per  square,  80 
Weight  per  square,  250  pounds 
12  x  36"  Giant  Strip  Shingles 
Provides  two  layer  construction 
Weather  exposure  5" 

Pieces  per  square,  80 
Weight  per  square,  257  pounds 

12J4"  x  36"  Standard  Strip  Shingles 
Provides  two  layer  construction 
Weather  exposure  4" 

Pieces  per  square,  100 
Weight  per  square,  266  pounds. 

9"  x  12^4"  Standard  Individual  Shingles 
Provides  two  layer  construction 
Weather  exposure  4" 

Pieces  per  square,  378 
Weight  per  square,  253  pounds 
12''  x  16"  Giant  Individual  Shingles 
Provides  two  layer  construction 
Weather  exposure  5" 

Pieces  per  square,  225 
Weight  per  square,  325  pounds 

TEST  No.  16 

SURFACED  ASPHALT  ROOF 

S-HlINLrLES,  standard  weight,  dutch  lap  12"  x  16" 

K  °n^iPiy1.0f  14  °,r  1S‘P°und  Asphalt  Saturated 
Rag  Felt  nailed  to  wood  sheathing.  To  be  used  for 

new  work  or  re-roofing  of  residence  buildings  not 
more  than  2J4  stories  high. 

One  layer  construction  except  at  lap  points 
Weather  exposure  10"  x  13" 

Pieces  per  square,  112 
Weight  per  square,  135  pounds 

The  brand  was  consumed  in  22  minutes  40  seconds 
consuming  the  shingles  but  no  effect  on  the  base  felt 
or  the  wood  deck.  Similar  shingles  of  heavier  con¬ 
struction  or  providing  greater  coverage  are  as  follows : 

Shingles  ei9kt  Dutch  Lab>  Mineral  Surfaced  Asphalt 

w°V^eS  Single  Iayer  construction  except  at  laps 
Weather  exposure  10"  x  13" 

Pieces  per  square,  112 
Weightier  square,  162  pounds 
16  x  16"  Weatherlock  Mineral  Surfaced  Asphalt 
Shingles 

Provides  single  layer  construction  except  at  laps 
Weather  exposure  13"  x  13" 

Pieces  per  square,  86 
Weight  per  square,  135  pounds 

SEingle]8"  Latch  Thatch  Mineral  Surfaced  Asphalt 

Provides  single  layer  construction  except  at  laps 
Weather  exposure  9 y2”  x  15"  p 

Pieces  per  square,  102 
Weight  per  square,  135  pounds 
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TEST  No.  17 
RIGJD  ASBESTOS  SHINGLES 

16  x  16  No.  70  Rigid  Asbestos  Shingles  over  wood 
sheathing  Shingles  to  be  applied  over  asphalt  saturated 
slaters  felt  weighing  30  pounds  per  500  square  foot  roll, 
orungles  to  be  nailed  and  slipped  in  place. 

Provides  single  layer  construction  except  at  lacs 
Weather  exposure  13"  x  13" 

Pieces  per  square,  86 
Weight  per  square,  275  pounds 
The  brand  was  consumed  in  21  minutes  with  no 
effect  on  the  asbestos  shingle  except  a  slight  crack 
but  the  slaters  felt  was  consumed  and  charred  the  deck 
over  an  area  of  5"  x  5"  to  a  depth  of  1/16".  Other 
ngid  asbestos  shingles  providing  heavier  protection  are 
as  follows : 

Ro-  30  16"  x  16"  Dutch  Lap  Rigid  Asbestos  Shingles 
Provides  single  layer  construction  except  at  laps 
Weather  exposure  12"  x  13" 

Pieces  per  square,  92 
Weight  per  square,  290  pounds 

12"  x  24"  No.  507  Rigid  Asbestos  Shingles 
Provides  single  layer  construction  except  at  laps 
Weather  exposure  5" 

Pieces  per  square,  120 
Weight  per  square,  270  pounds 
8 '  x  16"  No.  35  Salem  Rigid  Asbestos  Shingles 
Provides  two  layer  construction  throughout  and  3 
layers  at  head  laps 
Weather  exposure  7" 

Pieces  per  square,  260 
Weight  per  square,  540  pounds 

On  the  basis  of  the  foregoing  tests,  the  committee 
recommends  the  approval  of  the  roofing  construction 

r'o/c  Jy?o  n  as  meeting  the  requirements  of 

C26-608.0  (10.1.16.3)  of  the  Administrative  Building 
Lode  except  that  in  tests  and  the  similar  specifications 
under  the  following  tests,  No.  4,  No.  5,  No.  6  and  No. 

7,  the  use  of  12-pound  asphalt  saturated  rag  felt  shall 
not  be  permitted  and  that  14  or  15-pound  asphalt  sat¬ 
urated  rag  felt  be  permitted  when  12-pound  asphalt 
saturated  rag  felt  is  tested.  Test  No.  14  was  with- 
,raWj-  1 0°  Test  No.  17  and  all  the  specifications  in¬ 
cluded  thereunder,  the  Committee  recommends  that  the 
slaters  felt  be  omitted  and  that  at  least  a  14-pound 
saturated  asphalt  felt  be  submitted. 

GENERAL 

Approval  of  these  roofings  is  recommended  on  con- 
dition  that  the  weight,  thickness  and  plies  of  material 
shall  not  be  less  for  any  roof  covering  than  that  speci¬ 
fied  for  the  specimen  test. 

Nothing  herein  contained  shall  preclude  the  use  of 
heavier  or  additional  plies  of  saturated  rag  felts,  pro- 
vided  that  the  total  weight  and  number  of  plies  used 
shall  equal  or  exceed  that  approved  for  any  specifica¬ 
tion  tested  herein,  with  the  use  of  12-pound  saturated 
rag  felt  limited  specifically  to  slag  and  gravel  pro- 
tected  roofs.  Built-up  and  Roll  Roofings  may  be  ap¬ 
plied  to  either  combustible  or  non-combustible  roof 
decks  in  accordance  with  the  tests  and  specifications 
as  specifically  provided  herein. 

The  recommendation  further  is  that  Calendar  163- 
oo-oM  be  reopened  and  amended  to  include  the  addi- 
tiona1  roof  construction  as  specified  herein  when  ap¬ 
plied  under  the  conditions  set  forth,  and  other  conditions 
as  listed  under  the  general  approval  granted  the  appli¬ 
cant  on  June  21,  1938,  Cal  .No.  163-38-SM. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Engineer. 

Committee  on  Tests. 


MINUTES 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  additional  materials  as  specified  in  the 
above  report,  on  condition  that  the  materials  be  manu¬ 
factured,  used  and  labelled  or  marked  in  accordance  with 
the  resolution  of  June  21,  1938. 


60-39-SM. 

APPLICANT — Builders  Specialty  Company,  owner. 
SUBJECT — Application  for  reopening — amendment — “Per- 
maflex”  (flexible  concrete  for  resurfacing  or 
patching  floors). 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative:  .  0 

Absent  .  0 


THE  RESOLUTION— 

(60-39-SM) 

Whereas,  the  Builders  Specialty  Company,  owner,  filed 
January  16,  1939,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Permaflex  (flexible  concrete  for  resurfacing  or  patching 
floors)  ;  and 

Whereas,  this  material  was  approved  by  the  board  for 
such  purpose  February  28,  1939,  and  applicant  requested  an 
amendment  of  the  resolution  and  approval  of  the  material 
for  waterproofing,  also  under  the  provisions  of  Sections 
76  and  200  of  the  Multiple  Dwelling  Law;  and 

Whereas,  this  material  was  submitted  to  the  committee 
on  tests  of  the  board  for  test  and  report  as  to  its  water¬ 
proofing  qualities;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS. 

Cal.  No.  60-39-SM. 

Subject:  Permaflex  (flexible  concrete  for 

resurfacing  or  patching  floors). 

June  19,  1939. 

Under  date  of  February  28,  1939,  the  Board  of 
Standards  and  Appeals  approved  the  material  known 
as  Permaflex  (flexible  concrete  for  resurfacing  and 
patching  floors).  Request  has  now  been  made  for 
approval  of  this  material  as  a  waterproofing  flooring 
in  multiple  dwellings  under  the  provisions  of  Sections 
76  and  200,  Multiple  Dwelling  Law. 

Tests  of  this  material  for  waterproofing  qualities 
were  conducted  by  E.  L.  Conwell  &  Co.,  Engineers- 
Chemists,  2024  Arch  Street,  Philadelphia,  Pa.  The 
report  is  as  follows : 

“The  following  is  a  report  of  our  surface  absorption 
tests  of  samples  of  flooring  marked  ‘Perm-a-flex’ 
recently  submitted  by  you. 

The  tests,  described  below,  were  performed  in 
accordance  with  method  outlined  by  you. 

Lab.  No.  238991 

Samples :  Specimen  ‘A’ :  Brown  color,  polished  sur¬ 
face  Nominal  4*4"  x  4% '' 
x 

Specimen  ‘B :  Black  color,  polished  sur¬ 
face  Nominal  4*4"  x  4*4" 
x  54" 

The  above  specimens  were  noted  by  you  as  having 
been  made  in  accordance  with  your  Standard  Specifi¬ 
cation  and  surface  finished  with  shellac. 

Procedure : 

A  glass  tube  having  a  54"  inside  diameter  was 
affixed  to  each  specimen  in  such  a  manner  that  the 
surface  of  the  flooring  sealed  one  end  of  the  tube ;  the 
tube  being  held  in  a  vertical  position. 

The  tubes  were  filled  to  a  height  of  4  in.  with 


distilled  water  and  the  open  ends  of  the  tubes  lightly 
capped  to  prevent  evaporation. 

Observations : 

The  height  of  the  column  of  water  in  the  tubes  was 
observed  at  24,  48  and  72  hours  and  no  appreciable 
loss  in  height  was  noted. 

On  the  basis  of  this  report  it  is  recommended  that 
the  resolution  adopted  by  the  Board  February  28, 
1939,  be  reopened  and  amended  to  include  the  approval 
of  Permaflex  for  waterproofing,  under  the  provisions 
of  Sections  76  and  200  of  the  Multiple  Dwelling  Law, 
with  a  minimum  thickness  of  inch  and  with  a 
supporting  wire  mesh  not  greater  than  %  inch  from 
the  sanitary  base. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommends  the  approval  of  this 
material  as  waterproofing. 

Resolved,  that  the  resolution  adopted  by  the  board  Feb¬ 
ruary  28,  1939,  be  and  it  hereby  is  amended,  so  that  as 
amended,  it  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  material  known  as  ‘Perma¬ 
flex,’  as  a  flexible  concrete  for  resurfacing  and  patch¬ 
ing  floors  and  as  a  waterproof  material  under  the 
provisions  of  Sections  76  and  200,  Multiple  Dwelling 
Law,  when  manufactured  and  used  and  with  containers 
stamped  or  labelled,  in  accordance  with  the  report 
dated  June  19,  1939  and  the  report  of  February  27, 
1939. 


Adjourned,  6:15  P.  M. 

Edward  V.  Barton,  Chief  Clerk 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Tuesday,  May  16,  1939,  as  they  appeared 
in  Bulletin  No.  21,  Vol.  24,  are  hereby  corrected  to  read 
as  follows: 

THE  RESOLUTION— 

(352-39-SM) 

Whereas,  the  Lloyd  A.  Fry  Roofing  Company,  owner, 
filed  March  21,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  Lloyd  A.  Fry 
Roofing  Company,  roofing  materials ;  and 
Whereas,  these  materials  were  submitted  to  the  Com¬ 
mittee  on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  these  materials  were  approved  by  the  board 
on  May  16,  1939,  and  the  applicant  requests  a  correction 
in  the  report  of  the  Committee  on  Tests,  which  correction 
relates  to  the  wording  of  the  first  line  of  the  paragraph 
reading  “ROLLS  AND  ASPHALT”;  and 
Whereas,  that  portion  of  the  report  of  the  Committee  on 
Tests  is  hereby  corrected  to  read  as  follows: 

ROLLS  AND  ASPHALT 
Approval  is  recommended  on  V olney  Felt  Mills  Sat¬ 
urated  Asphalt  Rag  Felts  in  weight  of  12  lbs.  (the  use 
of  this  weight  material  shall  be  limited  to  slag  or  gravel 
roofs  approved  herein),  also  14  lb.,  15  lb.  and  30  lb.  felts 
when  made  with  asphalt  160°-180°  melting  points  with 
penetration  23-25  at  77°  F.  100  grams  for  5  seconds. 

In  test  No.  6,  the  weight  of  the  two  plies  of  saturated 
felts  shall  be  increased  from  14  lbs.  to  15  lbs.  each, 
and  similarly  in  test  No.  8.  In  test  No.  10,  the  slope 
of  the  deck  shall  be  reduced  from  3"  per  foot  to  2" 
per  foot. 


*  Correction — The  name  “Logan-Long”  deleted  in  the  first 
line  of  the  paragraph  reading  “ROLLS  AND  ASPHALT” 
and  the  name  “V olney  Felt  Mills”  inserted  therefor. 
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RULES 


Fire  Drill  Rules,  Adopted  By  the 

(593-23-SR) 

DEFINITION  OF  “FIRE  DRILL.” 


The  method  and  practice  of  the 


Board  of  Standards  and  Appeals,  October  5,  1923. 

SQUAD  MONITORS 
. Squad  No.  1 . 


derly  vacating  of  a  building  by  its  occupants  in 

«fancy;  Pa?1C  °r  fire  in  the  least  possible 
the  nearest  safe  means  of  exit— and  the  use  ot  nre  ao- 

fetardin^f?  Sf  pr°vided  for  the  extinguishing  or 
retarding  of  fire  and  the  safeguarding  of  human  life. 

Rule  1 

rtJnToJ!  buTildin?s  defined  in  Article  1,  Section  10  of 

o  Section  270*1*  Wfldl  A  drills  are  required  pursuant 
iLn  i  u  279  thereof  a,nd  111  any  other  building  in  which 

suam  t  l  are  required  ^  the  Fire  Commissioner  pur- 
v  J  5?.  the  P°wer  conferred  in  section  491  of  the  New 
York  City  Charter,  it  shall  be  the  duty  of  the  ownerT 
tenants  to  conduct  fire  drills  monthly  and  at 
times  as  the  Fire  Commissioner  may  direct, 
tor  the  purpose  of  conducting  such  fire  drills  the 
owner  or  tenant  shall  appoint  from  among  their  em- 
f  ^C,es  suFh  re,sp°nsib!e.  and  dependable  persons,  male  or 
AA  ™b°  shall  efficiently  perform  the  duties  of  the 


systematic  and  or-  _  „ 

case  of  . 

time — by  .  <« 


Charge  shall  direct,  enforce 


lessees  or 
such  other 


various  positions  of  the  fire  drill  organization,  as  specified 
on  the  accompanying  chart.  p 


It  shall  be 
in  the  blank 


the  duty  of  the  owner  or  tenant  to  enter 
spaces  provided  for  that  purpose  in  said 
chart  the  names  of  persons  so  selected  and  post  said 
c  lart  and  copies  of  the  rules  in  a  conspicuous  place. 


FIRE 

Premises  . 

Name  of  concern 
Building  No . 


DRILL  ORGANIZATION. 


Regular 


. Story . 

FOREMAN  OR  PERSON  IN  CHARGE 

Substitute 

WATCHMAN 


MALE  SEARCHER 


Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  _6V.  oliail  U11CC[  enrorrP 

and  hauenfu11  charge  of  the  “Fire  Drill”  in  every  factory 
eA  door-  Each  day  before  work  is  begun  he  shall 
see  that  extinguishers,  fire  hose,  fire  buckets  etc.  are  in 
readiness  for  use,  exit  doors  are  unlocked,  aisles  are  free 

that  jtairways’  halls>  etc.,  are  properly 
*  lA  Td  sha!-  remedy  any  dangerous  condition  found 

check  un  Hlany -if fnr  W°rk  1S  commenced  he  shall 
check  up  the  Fire  Drill  Organization  list  and  note  if  the 

o^  absST/  nrS  are  Pres“t;  if  ^  “re  found 
to  he  absent,  he  shall  assign  other  employees  (if  nrac- 

ticable)  to  perform  their  duties.  3  (.it  prac 

immediately  notify  new  employees  of  the  exist¬ 
ence  of  the  Fire  Drill  Organization  an  give  them  the  nec¬ 
essary  instructions  as  to  the  duties  they  are  to  perform,  etc. 

He  shall  be  familiar  with  the  operation  and  location  of 
the  interior  alarm  signal  box  on  his  floor. 

.  ke  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintendent 

of  t°heeD?terSTb  m^SargV0f  th-C  building  and  advise  him 
final  a/tn‘thThe  (F?°°r  Captams)  Foreman’s  orders  are 
ticular  floor.  6  Carrymg  OUt  of  the  fire  d^H  on  his  par- 

Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
a"e.  mosed  so  as  to  prevent  the  spread  of  fire.  The 
\  ATCHMEN  shall  be  the  only  persons  permitted  to  re- 
mam  on  the  floor  during  the  progress  of  a  fire  drill  and 
o  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  In  special 
cases,  however,  extra  watchmen  may  be  assigned  by  con¬ 
sent  in  writing  from  Fire  Commissioner. 


FEMALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 


FIRE  BRIGADE 


EXIT  GUARDS 


Exit 

<4 

44 

<4 

<4 

44 


Rule  4.  Duties  of  Searchers. 

The  MALE  AND  FEMALE  SEARCHERS  shall  search 
all  toilets  dressing  rooms  and  emergency  rooms  used  and 
frequented  by  their  sex  and  all  other  portions  of  the  floor 
and  order  all  persons,  except  those  authorized  to  remain 
to  leave  the  premises.  They  are  to  take  care  of  and  assist 
all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  after  the 
last  squad  leaves. 


Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET  ALARM  BOX  RUNNER  shall  be  fa¬ 
miliar  with  the  location  of  the  nearest  city  fire  alarm  box 
and  know  how  it  is  operated. 


RnYDSSrb’n  fire  drills  the  STREET- ALARM- 

j. ‘FUNNER  shall  report  to  the  Foreman  for  orders 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  ot  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
*t  do  so  by  the  Foreman,  shall  the  STREET- 

ALARM-BOX-RUNNER  proceed  to  the  street  alarm  box 
and  send  in  the  fire  alarm. 
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RULES 


Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  arrival 
of  the  fire  department,  any  fire  that  may  occur.  When  it 
is  necessary  for  the  fire  brigate  to  respond  to  different 
floors  in  the  building  they  shall  not  use  the  stairways  or 
fire  escapes  while  the  occupants  are  escaping  from  the 
premises. 


Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable ; 
one  to  stand  in  the  hallway  holding  back  the  door  and  the 
other  directly  inside  on  the  floor.  They  are  to  keep  the 
exit  doors  open  and  direct  the  movements  of  the  persons 
using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  station. 
Then  close  their  doors  and  pass  out  of  the  building.  Upon 
signal  for  the  occupants  to  return,  EXIT  GUARDS  shall 
take  their  designated  stations  and  remain  there  until  all 
persons  have  returned  to  their  respective  floors. 

Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that  all 
aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  re¬ 
spective  squads  to  the  exit  assigned,  and  then  march 
up  or  down  the  stairs  or  to  other  exits  as  directed  by 
the  EXIT  GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interference 
with  fire  apparatus.  When  the  proper  signal  is  given  they 
shall  return  to  their  respective  floors  at  head  of  their 
squads. 

MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 
manner. 

Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  month 
at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such  drills  shall  con¬ 
duct  all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are  in¬ 
stalled  as  permitted  under  Rule  11  of  the  interior  fire  alarm 


rules  of  the  Board  of  Standards  and  Appeals,  the  fire  drill 
conducted  each  month  shall  include  all  of  the  persons  on 
the  premises  engaged  at  work  for  a  factory,  and  drills  shall 
be  conducted  at  least  twice  each  year  in  which  all  of  the 
persons  on  the  premises  shall  participate  simultaneously. 

Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the  OWNER,  LESSEE  OR  TEN¬ 
ANT  OF  THE  BUILDING  or  his  authorized  agent  or 
their  representatives  to  personally  observe  that  the  “Fire 
Drill”  is  held  simultaneously  on  every  floor  of  the  build¬ 
ing  and  the  participation  therein  of  every  occupant  of  such 
building.  Any  FIRE  DRILL  in  which  all  of  the  occupants 
do  not  particpate  shall  not  be  considered  as  complying  with 
the  LAW,  except  as  otherwise  provided  in  these  rules. 

The  person  or  persons  representing  the  OWNER,  LES¬ 
SEE  OR  TENANT  who  supervises  the  FIRE  DRILL  at 
the  building  shall  submit  to  an  examination  by  the  Bureau 
of  Fire  Prevention  as  to  their  experience  and  general  fit¬ 
ness  for  such  duties,  and  shall  be  so  certified  in  writing  by 
the  FIRE  COMMISSIONER. 

Rule  11.  Duties  of  Engineer. 

It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  having  an  interior  fire  alarm  system  to  test  such  system 
daily  immediately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs  requiring  wind¬ 
ing  are  rewound  after  each  alarm  and  kept  in  normal 
condition  for  operation. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  being 
made,  the  PERSON  IN  CHARGE  OF  BUILDING 
will  first  notify  all  Foremen  of  the  several  floors  of  the 
intended  test  and  likewise  notify  them  when  the  repairs, 
etc.,  are  completed.  This  precaution  is  taken  to  prevent 
confusion  and  excitement,  also  misunderstanding  of  the 
alarm  signals. 

It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills. 
He  shall  keep  on  the  premises  a  record  of  such  drills 
showing  the  date  when  held  and  the  required  time  for 
all  occupants  to  reach  the  street  or  a  point  of  safety 
outside  the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of 
the  “Fire  Drill”  Organization  and  its  purport. 

Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation  or 
co-partnership,  that  will,  under  professional  service,  carry 
on  the  trade,  business  or  calling  of  establishing,  main¬ 
taining  or  supervising  the  “Fire  Drill”  shall  be  registered 
in  the  Fire  Department,  which  Department  shall,  upon 
evidence  of  fitness,  grant  a  certificate  to  that  effect. 


NOTICE 


MULTIPLE  DWELLING  LAW  ON  SALE 
Copies  of  the  Multiple  Dwelling  Law  are  now  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office,  Room 
2213,  Municipal  Building,  Manhattan.  Price  50c  ;  by  mail  54c. 
Copies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs  and 
Fire  Towers  are  now  on  sale  at  the  Distribution  Division 
of  the  City  Record  Office,  Room  2213,  Municipal  Build¬ 
ing,  Manhattan.  Price  10c;  by  mail  12c. 
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